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PREFACE 


The Tide / ist of Documents Mode Publich Avatlahie is a monihlv publjcadon li conlams descnpnons of the in- 
formatjon received and generated by ihe U S Nuclear Regulatory Commission (NRC ) This information includes 
( I ) docketed material associated with civilian nuclear power plants and other uses of radioactive matenaLs and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agenev As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records 
f his senes of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index 

The docketed information contained m the Title List includes the information formerly issued through the Depari- 
ment of Energy publication Pov^er Reactor Docket Information, last published in Januarv 1979 Microfiche of the 
docketed information listed m the Title List is available for sale on a subscription basis from the National Technical 
information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address 

We encourage your comments, criticisms, and suggestions In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material 

i)(x:keti:i) items 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room Those categories are: 

A. Application/construction stage documents and correspondence 
B Utility Preliminary Safety Analysis Report (PSAR), amendments 
C. Utility Environmental Report (ER), amendments and correspondence 
D NRC Draft and Final Environmental (Impact) Statements (DBS and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F, Security, medical, emergency and fire-proiection plans 

G. Adjudicatory correspondence 

H . General correspondence 

I, Financial information 

J, Insurance and indemnity information 

K Utility Final Safety Analysis Report (FSAR) and amendments 

L Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

(). Advisory Committee on Reactor Safeguards ( ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports. IF Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. L ERs and related correspondence 

T. Hearing transcripts on non-antitrusi mailers 

U Congressional/execuiive correspondence 

V. Licensing operators and related correspondence 
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W Decommissioning stage documenis and correspondence 

\ Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each Omission of a caicgory in ihc 
listing for a docket indicates that no documents in that category were filed m the time period of the report 

The principal elements of the entries m the list are: 


Operating license stage documents &. correspondence 


820309002S Responds to 820201 Itr requesting documents re environ qualification of 
electrical equipment All nonproprietary repts will be provided to Franklin Research 
Or by 820408. Proprietary repis will be provided to NRC by 820510 
0) MILLS, L.M 0 Tennessee Valley Auihoriiy. 082/03/04 0 VASSALLO, D B 
Operating Reactors Branch 2 0 Ip. 1216:254. 24XFiche: 50-259,82/03/04, 
8203090028. ^ tit 

0 ® 


1 NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal aulhor(s) An asterisk m this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source 

6. Dale of document described 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9 The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files 

10. This three-digit poriion of ihis entry Is the number of the frame on which this document starts, 

1 1 . The 24X Fiche designation consists of the docket number followed by the dale of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

12 If this space is blank, the document is available to the public only m the NRC Public Document Room, 1717 H 
St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the document 
The entry may be “Available at NRC“ for sale; “Available at NTIS”; or “Available at GPO.“ 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal items 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items In general, 
indented items are not m accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, il will appear in the last line of the item following entry 5 

NON DOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Publn. Document 
Room. These categories and their symbols are' 

lOCFR — Commission Meeting Records 

ACRS — Advisory Commitiee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOIA Freedom of Information Aci Requests and Releases 

GEN TECH IS — Generic Technical Issues 
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I&E — Inspecnon and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects — Predocket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre^NUREG Senes 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each, Omission of a category in the 

listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The 


1. 

2 . 

3. 


4. 

5. 

6 . 

7. 

8 . 
9, 

10 . 

II. 

12 


13 


principal elements of the nondockeied items arc: 

NUREG— NUREG Reports and Related Correspondence 

© ® 


8203090207 NIJREG/CR'I672 V02 

' RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 

© IN GEOLOGIC MEDIA. Technical Review of Documems 

' NU REG/ CR- 1262, NUREG/CR-1376, NUREG/CR-1377. NUREG/CR-1397 & 
,NUREG/CR-I608. 

( 7 )- STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science Applicmions, Inc, 
y-^FIN B'6694. SA1-262-8UPA. 82/02/28. Division of Risk Analysis. 

V/123p. Available at NRC.f $6,00. f 12176:217. | 
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Nondockeied category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained m the document 

Personal auihor(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will appear 
following this entry. 

Secondary report number assigned by originaior. 

Date of document described. 

NRC organizational recipient. 

Pages in document. 

All NU REG-series documents are available for purchase at NRC. Information on ordering documents is given 
below. All NU REG-senes documents are also available at NTIS. Information on ordering from NTIS is also 
given below. 

Price for which NRC sells the document. 


vii 



14 The NRC 48X microfjche designation for this document This five-digii portion of this entry is ihc number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files 
15. This three-digit portion of this entry is the number of the frame on which this document starts 

The Nondockeled Items list is arranged sequentially by Accession Number within category Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

T The address for NRC is: 

Director 

Division of Technical information and Document Control 
U.S, Nuclear Regulatory Commission 
Washington, D,C 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling <301 ) 492-9530. 

2. The address for NTIS is: 

National Technical information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTiS or call 
the Sales Desk at (703)557-4650. Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards; supply the chargecard number when placing your order 

3. The address for the PDR is: 

17J7H Street, N.W. 

Washington, D.C 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication are as follows: ( I ) paper to paper is $0 05 per page except for oversized documents and engineering 
drawings, whieh vary from $0.50 to $1 .00 per square foot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot for a full-size print or $0.25 for a reduced-size print ( 1 8" x 24" ) of a draw- 
ing on an aperture card; and (3) microform to microform is SO. 10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Liieraiure Research Company. An account may be established with the 
Literature Research Company by calling (703)-94 1 -801 8, 
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Shcfllcid, IL. U S Ecology, Inc 
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Wyoming Mineial Coip , Lake wood, CO 

6 

27-048 
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1 
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Oklahoma City, OK 
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Niicleai Metals, Inc , Concord, MA 

2 
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7 

40-0791 

United Technologies Coip . 
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Pl.uemi Rcsouices, Ltd Giand In net ion, C’O 
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2 

40-8675 

Eneigy P’licls Nuclear. Inc , Denver, CO 

7 

40-1162 

Western Niicleaj, Inc., Jetlrcy City, WY 

2 
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Eneigy fuels Niieleat, Inc . Deiivei, CO 

7 

40-1341 

Tennessee Valley Aulliority. Chattanooga, TN 

2 
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Westein Nucleai, Inc , Lakewood, CO 

8 

40-2061 

Kerr-McGee Chemical Coip., 






Oklahoma City. OK 

2 
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Rocky Mountain Eneigy Co , Denvci, CO 

8 
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Pathllrulei Mines Corp,, Riverton, WY 

3 

40-8698 

Plateau Rcsouices, Ltd , Graiul Junction, CO 
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40-1311 

•> 

Exxon Minerals Co., USA, Houston, TX 

40-8064 

3 

I'eioii hxploiation DiiHiiU! C'o Iric 
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.50-249 

44 

Brigham ^ uinig Unis Research Keattoi 

50-262 

6H 

Dunne Arnold Tiicigy Ceiuct 

.50-331 

21 1 

Hrtmjis T-err> N'udeai Power Slat uni Unit 1 

50-25^2 

57 

Ldwin 1 Haieli Niulciir Plant. Umt 1 

.50-321 

1.56 

1^1 owns Ferrv Nuclear Pm\er Station. Uiui 2 

50-260 

61 

bilwm 1 Haldi NulIcui Plant Umt 2 

5()-.366 

266 

Browns Pcrr\ NuLlcar Ptiwcr Stati<»n. Unit ^ 

50-266 

119 

Liimco Peinn Atomic Powei Plant Unit 2 

.50-341 

227 

Bivmswick Silmiii UlectTit PKmt Umt 1 

50-325 

173 

phutint' Niidear Plant 

STN-.5()-437 

339 

Brunswick Steam Hlccirie Plant Unit 2 

50-324 

171 

1 on Calhoun Station Unit 1 

50-2K5 

100 

H\ron Station Unit 1 

S1N-50-4M 

.370 

1 oit .St Vram Nudear Ociieiatinu Station 

.50-267 

74 

Bsron Station Umt 2 

SIN-5i)455 

376 

(lA SedinoUigies 

50-163 

21 

Cal la Was Plant. Unit 1 

SIK-50 4K3 

400 

Cjcrieial Alonik Co 

50-89 

15 

CaUcri Clilts Nucleai Poster Plant. Unit 1 

50-317 

UK 

Cicneiiil rice trie Nuclcni lest Kcacioi 

50-73 

15 

Calvert Clills Nude a i Power Plant. Unit 2 

50-3 IS 

151 

(Jencial Elceli’k l est Rcacioi 

50-70 

15 

Cataw ha Nuclear Station Umt I 

50-413 

314 

Geoigia Institute ol reelnuilogv 

50-160 

21 

Catawba Nik leal Station, Unit 2 



Kescardi Reactor 



.50-414 

32i) 




CESSAR Svstem KO 

SrN^5n470 

396 

Gcoigia Tech Reseat eh Keaciot 

.50-276 

90 

Cherokee Nuclear Siaticm Unit 1 

SlN-50-401 

403 

CjESSAR-238 

SIN-5(M47 

369 

Cherokee Nuclear Station, Unit 2 

STN-5<} 462 

4fl3 

Cirami Cult Nuulear Siation Unit 1 

50-416 

324 

Cherokee Ntidear Station . Unit 3 

SrN-5U-463 

403 

Giaiul Gull Nudeai Station Unit 2 

.50-417 

329 

Clinton Power Station. Unit 1 

.50-461 

394 

H B Robinson Plant. II nit 2 

50-261 

65 

Clinton Powei Station. Unit 2 

50-462 

396 

Haddaiii Neck Pl.mi 

50-213 

26 

Cotitaneiie Peak Steam EleeUk Station 

50-445 

352 

Haitsvillc Ntkieui Plum. Unit 1 

SlN-50-518 

408 

Umt 1 

lIuTtsville Nuclear Plant, Utm 3 

SrN.50-520 

408 



Conidnehe Peak Steam Eleeiric St alum 

50-446 

301 




Unit 2 



Hope Creek Nuclear .St alum Unit ! 

50-354 

253 

Cooper Nnelear Staiiart 

50-268 

122 

Hope Cicek Nuclear Station Unit 2 

.50-355 

258 

Cornell Unn Reweareli ReaLtitr 

50457 

^ 1 

^!wmbokll Buy Ptwvei Plant. Unit 3 

50-133 

16 

^‘orncB Uno /eio Power Reactor 

50-97 

LO 

Idaho Slate Unis'. Research Rc*ktoi 

50-284 

100 
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Indian Pnini St.nuMi L'nit 1 

511-1 

4 

Oumee Nuclear Suitmii Lint 1 

50-269 


Induin Point Statiiwi L’nii 2 

^0-24*^ 

41 

Ociniee Niklear Stamm Unit 2 

50-270 

*^9 

liuliaii F^iitu Station L'lnt ^ 

sl)-2.S6 

101 

tkunee Nucleai Stamm Unit 3 

50-28"’ 

103 

Iowa Stale L’m\ kt ^oa icli Koatttn 

''I IMP 

16 

Ohii) Slate Univ Re sear Mi Reactor 

50-150 

r 

James \ Pit/patiiek \iiLlcai Pin\ci Plant 


:i3 

Ovster Cieek Niicleai Power Plant 

50 219 

28 

Joseph M Paik\ \tklcai Plant L'nii 1 


237 

[\ilisades Nik leal Plant 

50 255 

54 

Joseph M hailcN NuclL'ar Plant 1 nit 2 

S(k3(i4 

265 

ILilo \eide Ntkleai Station Unit 1 

SI \-50 >28 

409 

Kansas Stiiie Lni\ RcsCiiiLh Rcattoi 

50-ltSX 

-1 ~t 

Palo Velde Nucleai Station Unit 2 

SlN-50 520 

414 

ke\^aunoo Niicieai [Skvei P!*im 

50-3(t5 

n: 

Palo \eide Nucleai Station 1 nil 3 

SIN 5(>.5^0 

438 

La Ciossc Bt)iliiij2 V^atoi Re*n.toi 

50-409 

308 

Peach Bottom Ntomic Powei Stamm L'nii 1 

5()d7| 


I.aSalle C oiiniv Station L’nit 1 

50-373 

276 

Peach Bottom Atomic Powei Station Unit 2 

5l)-2’’7 

90 

l^aSaiJe Count) Station Unit 2 

50-374 

279 

Peach Bottom Atomic Ptwvei Stiiiion Unit 3 

50-278 

<)2 

Limeikk Generating Station 1 ntt 1 

50-352 

238 

Peniisv |\ till lit Stale Lm\ RescMidi Reaetoi 

50-5 

10 

Linicikk Cicnej aline Station Unit 2 

^0-353 

246 

Peiiv Nucleai Power Plant Unit 1 

50 440 

343 

Maine 'i ankec \loink Powei Plant 

50-309 

135 

Pci IV Nucleai Power Plum Lhui 2 

5().4-U 

346 

Manhattan Colley^ ReseaKli Reaeun 

50-199 

2^ 

Pilyrmi Nucieat Pov\et S latum If nit 1 

50-293 

1 12 

Maihle Mil! Nikleai Statnni Lhiii 1 

S(N-50-54P 

422 

Plum Biook Reac till -Moek- Up 

5()d85 

-S s 

Mai hie Uili NulLmi Statuni 1 nit 2 

SI N-50-547 

423 

Plum Bnmk Roseaich ReacUn laciliiv 

50-30 

14 

Meinphts State Unn Reseat th Reaetoi 

50-5 3H 

422 

Point Beach iNudeai Plant Umi 1 

50-266 


Mkhiyan State Uni\ Reseat eh Reaetoi 

50-294 

l|5 

Pm III Ueaeh Nudeai Plant I’mi 2 

50-301 

121 

Midland Plant Unit 1 

50-329 

179 

Piatt le Island Nudeai Siaiion If ml t 

50-282 

98 

Midland Pkiiu Unit 2 

50-330 

195 

Piaitie Island Nudeai Siainm Unit 2 

50-306 

134 

Millstone \ueleai Pin\ei Station Unit 1 

50-245 

38 

Put due Umv Resc\uch Reaetoi 

50-182 


Millstone \ueleai Powei Station Lnii2 

50-330 

219 

Quad-C ities Station Unit 1 

50-254 

52 

Millstone Nueleai Power Station Unit 3 

50-423 

332 

Quad-Cities Station If nil 2 

50-265 

70 

Moniiieue Nueleat Powei Station Unit 1 

50-490 

403 

Rancho Seeo Nudeai Cie net at my Station 

50-312 

139 

Montayuo \ueleai Powei Station Unit 2 

50-497 

403 

RLSAR SP 90 

50-601 

423 

MonUeello \uvleai Genet at me Plant 

50-263 

68 

Rhode Islaml (Ji: Ptovidence [dani«itHms AE-C 

50-193 

ss 

National Buicau id Standards Reaetoi 

5(l-KS4 


Rivet Bend Station, Unit 1 

50458 

388 

Natioiiiil Naval Medieal Cemet 

50-170 

n 

River Bend Sun ion Unit 2 

50-459 

392 

Nine Mile Piiini Niteleai Station, Unit 1 

50-220 

31 

Robeit Emmet Ginna Nudeai Plant. Unit t 

50-244 

36 

Nine Mile Point Nikleai Siaium Unit 2 

50-410 

310 

RPI Ciuical Expert mcm 

50-225 

33 

Noith Anna Povvei Station Unit 1 

50-338 

222 

Salem Nudeai Geneiatiim Station, Unit 1 

50-272 

83 

Noith Anna Powet Station Unit 2 

50-339 

225 

Salem Nudeai Geneiaijne Station. Unit 2 

50-311 

137 

Noiih Caudina Slate Uni\ 

50-297 

122 

San Onoire Nudem Station Unit 1 

50-206 

23 
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Docket 


Stin OnuliL' NuclOiir Sluumi Unil 2 

5()-Thl 

2 hi) 

Unis 111 Micliigari Reseaich UeaL loi 

50-2 

i) 

S.in Onolre Niiclcai Si* it lot) Unit ^ 

MLT62 

2 02 

Univ ol Missmiri Research Rcacioi 

50-)86 


Sctihiook NaLlc*ii SKiiion Umt 1 

?0-44^ 

44M 

Univ 111 Missomti RcslmiUi Reactoi 

50 )2 3 

16 

Seabiook Nik lea 1 Station Unit 2 

5D 444 

450 

Univ III New Mexico Reseaich React in 

50 252 

52 

Scqiunah Nin.lc*)i PUmi IJnii 1 

50-T27 

175 

11 111 V ol Oklalumia Re seal eh Re*ictor 

50-112 

16 

Seijiio\:ih NiiLlciir Plant Unit 2 

50 428 

177 

Univ ol Texas Reseaich Reacioi 

50-192 

1 T 

Sbeanm Hams NulLmi Pmvci Pl.inl Umt 1 

50-4l}(l 

402 

Univ ol Viigmiti Cav.iliei RcMcIoi 

50-396 

299 

Sliearon Hams Niickai Po).vet Umt 2 

50-401 

400 

Univ ol Vug 111 la Research Rcadoi 

50-62 

|5 

Sliiiiohitm NiiLlOiir Ptmer Siaiioii 

50 \22 

150 

Lhiiv ol Washington Reseaich Reaclot 

50- 1 30 

17 

Skagit Nuilcar Po\^er Piotcct Uiin 1 

50 522 

408 

Univ 0 ) WiSLonsm Reseaich Reactoi 

50-156 

211 

Skagit Niicleai Po\u'r Pi o feet Uiiil 2 

50-52^ 

400 

Vermont "I'lmkcc N tie lea i Powei Station 

50-271 

81 

Soiilli lesas ProiCti Umt 1 

s rN-5o-4y}i 

404 

Virgil C Siinimci Niicleai SUmon Unit 1 

50-395 

297 

Soiiifi Textis Proieci Umt 2 

S rN-50-409 

40(> 

VogOc Uketne Geneiating IManI 

50-424 

333 

St Ukie PI* mi. Unit 1 

50-TTS 

217 

Vogilc Electric Gene lilting Plant 

5() 425 

3 36 

St Ucie Plant, Unit 2 

50-THt; 

201 

VV^isiiiiigioii Slate Unix Reseaich Reactoi 

50-27 

12 

State Um^ ot Nc\s York Research Reacioi 

50^*17 

15 

Wale 1 to id Gcriciating Station Unit 3 

,50-382 

2*8 3 

Surrs ISmer *Siatiou Uim 1 

50-280 

04 

Watts Hat Nucleai Pl.mt Unit 1 

50-390 

293 

Surrv Power Station Uiin 2 

50-281 

07 

Watts liai Nuclear Pl.mt Unit 2 

50-391 

295 

SuM[\ieh*inna Steam Bledrie SiaiiniK Unit 1 

50-T87 

287 

Willunn !i McGuiio Nucleat Slatioii Unit 1 

50 369 

s-’s 

SiJM[\iehaniia Steam Cleeinc SLiUoik Unit 2 

50-488 

280 

Will unit D McGuite Nucleat Si at ion Unit 2 

50-370 

274 

Icxiis AikM \Jm\ Roseaah Reactoi 

50-59 

15 

Williani (1 /iininei Nncleai Suition. Umi 1 

50-358 

259 

Ihrce Mile Island Niicic.ir Station Unit 1 

50-289 

!06 

Wolt Clock Gene rati tig Si at to ti 

ST N -50-482 

397 

Three Mile Islaiul Nucletn STnlion Uiiil 2 

50-420 

153 

Wotceslci Polv technic Rescaieh Reacloi 

50- 1 34 

17 

Troj.in Nile leal Plant 

50-T44 

241 

WPI\SS Nucleat Pio|ccL Unit 1 

50-460 

393 

Turkey Point Plant. Unit T 

50-250 

46 

WPl’SS Nucleuj Pio)ccl Unit 2 

50-397 

299 

Tut key Point Plant, Unit 4 

50-251 

40 

WPPSS Nile leal Proicci. Unit 3 

S 1 N-50-5U8 

407 

U S Geological Siirvcy Resea rt ft Rea clot 

50-274 

85 

WPPSS Nucleai Proicct. Unit 5 

S1N-.50-509 

408 

UC'Sania Barbara Research Reactor 

50-4T1 

34K 

Yankee- Rowe Niiele.ii Povvei St*ilioii 

50-29 

12 

UCLA Tranimg Reacioi 

50-142 

17 

Yelkm Cieck Nucleai Plant, Unit i 

SrN-50 566 

42 3 

Union Carbide Research Reactor 

50-54 

15 

Yellow Creek Nuclear Plant Unit 2 

SlN-50-567 

423 

Uim ol Ciililorma at Irvine Rcseaicfi Reaeioi 

50-426 

175 

Zion Nucleai Powej Station. Umt 1 

50-295 

1 15 

Uiiiv of Illinois Rese.iieh Reactor 

50-456 

258 

Zion Nucleat Pcnvoi Station. Umt 2 

.50-304 

129 

Univ o( III mots Resell rch Reactor 

50-151 

17 

Dnniesllc Licetishig of Specltil Nuclear Material 

- Ducket 70 


Univ o( Lowell Rese.irch Reactor 

50-223 

33 

Bahcock ^ Wilcox Go , Apollo. PA 

70-036 1 

427 

Uni\' ol Mary land Research Reacloi 

50-166 

21 

Babcock & Wilcox Co.. Lynchburg, VA 

70-0824 

428 
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Docket 

Page 

UcilKock Sl Wilcox Co Lyntlibuig. VA 

70- 1201 

AM} 

WesiingluMJse Mctlnc Corp Pilishuigh P\ 

^(\ \ l-n 

429 

Hiibctick & Wilcox Co . Lynchburg VA 

70 - 00:7 

424 

Wesiinghousc Llccinc Coip Pittshiiigh PA 

7tM 151 

-129 

Biitlclle Mcmoiuil Insiiiuee. Colunihus OH 

70-()0()« 

424 

^'ale-Ncw Haven Hospital Nc\\ Ha\cn C 1 

70-2571 

431 

Biitielle Memorial Institute. Richlaml WA 


429 

.ABCO Peiloiatois Iik 

71-0280 

439 

Berkshire Medical Ceiitei. PiitsliekI MA 

70-1450 

4H 

\cuie\ Corp 

71-0295 

440 

Car negte-Mellon Univ . Puishuigh. PA 

70-()3(U 

427 

Adirondack Steel Casting Co 

71-0014 

43! 

Cmcinnali Gas & LIclUic Co , 

7()-283K 

431 

Advanced ILidiaiioii Sc 1 vice 

710132 

435 

Cincinnati. OH 



Allied Inspection Services Inc 

7 1 -(no 

412 

Combustion Bngincenng. Inc.. WiiuKot Cl 

70-00 V> 

425 

Allis-Chahiicrs Coip 

71-0221 

437 

ConiJiicico. Dept ot. Washington. DC 

70-03^8 

427 

71-0305 

-140 

A me Mean X-Ray it Inspection Inc 

Cot atomic. Int , ItKliaiui, PA 

70-1342 

430 






Amoco Oil Co 

71-0128 

435 

Dentsply Intci national, Inc York. PA 

70-2377 

431 

Applied Engincetuig Co 

71-0294 

440 

Exxon Nuclear Co . Inc . Richland WA 

70-1257 

410 

Arrow lank it Engineeiing Co 

7I-(X)II 

431 

Floiida, Uiiiv oL Gainesville, FL 

70-1068 

429 

Associated Piping & Engineering Coip 

71-002 

440 

GA Technologies, Inc , San Diego. CA 

70-0734 

428 






Babcock & Wilcox Co 

71-0034 

432 

General Dynamics Coip , Gioton, CT 

70-0221 

427 

Babcock (t Wilcox Co 

71-0322 

441 

General Electric Co . San Jose, CA 

70-1308 

430 

Bell Geophysics 

71-02H5 

439 

Genetal Electric Co Wilmington, NC 

70-1 in 

429 

Beniamin E Shaw Co 

71-0221 

438 

Gull Stales Utilities Co , Beaumont, 'IX 

70-2998 

431 

Boig-VViirnei Corp 

71-0028 

432 

Hahnemann Medical College ^ Hospital, 

70-1362 

430 




Philadelphia, PA 



Boston lulison Co, 

71-0211 

437 

Keti-McGcc Nuclear Coip , 

70-0923 

428 

BPB Insmimcnis. Inc 

71-0286 

439 

Oklahoma City, OK 



Brand X Peiloiatois, Inc 

71-0293 

440 

Kcrr-McGcc Nuclear Coip , 

70-1 193 

430 




Oklahoma City, OK 



Biickc'ye Steel Castings 

71-01 10 

434 

Long Island Lighting Co . Hicksville, NY 

70-2884 

431 

Buc’y Ills- Erie Co 

71-03 to 

441 

Manic Maiittmc Academy, Castinc, ME 

70-0466 

427 

Calitornia, Uinv. ol, 1 os Angeles, CA 

71-0522 

442 

Massacluisetts Instilulc ol Technology, 

70-0938 

428 

Capitol Intel national Airways. Inc 

71-0047 

4 32 

Cambridge, MA 



71-0287 

439 

Carson Non-Destiuclive resting 

Nucleiu Fuel vScrvices, Inc , Eiwm, TN 

70-0141 

425 

71-0066 

433 

Ccrtillcd Testing Laboratoiics 

Passaic General Hospital, Passaic, NJ 

70-1941 

431 






Clucago Bridge & Iron Co 

71-0015 

432 

Philadelphia Electric Co , Philadelphia, PA 

70-2988 

431 

Chicago Biiclgc & Iron Co 

71-0104 

434 

Rockwell International Corp., 

70-0025 

424 




Canoga Park, CA 



Chicago Bridge & lion Co 

71-0130 

435 

RS Holding, Inc , Cleveland, OH 

70-2872 

431 

Columbia Gas Transmission Corp 

71-0237 

438 

UNC Naval Products, Inc , UncasviIIc. CT 

70-0371 

427 

Commonwealth Edison Co 

71-0008 

431 

Union Caibidc Corp , Tuxedo, NY 

70-0687 

428 

Connecticut Yankee Alonijc Power Co 

71-0207 

437 

United Niicleai Corp , 

70-0820 

428 

Consolidated X-Ray Scivice Coip 

71-0181 

436 


Wood River Junclion, RI 
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CiinsiiiiKTs Pa\v<.i Co 

71 

441 

How met Turbine Coinponenls Corp 

714)329 

441 

Cfiiriu Co 

71 DIMS 

432 

Hudson Products Corp 

71-0317 

441 

Cmuc Co 

71-0272 

439 

HimtmgUm Testing 

71-0093 

434 

C’ FL Engincei iiig hiL 

7L()30F 

440 

Industrial lesimg Laboratories Services Corp 

71-(K)33 

432 

Cunibei LiiiiJ lind^u Ci» 

7l-()21S 

437 

Independent Testing Laboratories 

71-0300 

440 

Cumvs-W'iiglu Corp 

71-1) U>1 

43b 

Industrial Fabricating Co 

71-0156 

435 

Darnel Iiiiciiuiuoiial Corp 

71-0120 

434 

Industrial Gamma Inspection 

71-0292 

440 

Deltii Airlines Iik 

7l-()2HI 

439 

InduMnal Inspection Industnes 

71-0171 

436 

DJ InspceiKin ServKCs !ne 

7l-()2<>| 

440 

Industrial Laboratories, Inc* 

71-0257 

438 

Diiquesiie 1 leht Co 

71-02 

439 

Industrial NDl Services Division 

71-0326 

441 

E Lewis Cook & Associates 

7l-02<>7 

441) 

Ingersol 1-Rand Co 

71-0119 

434 

Ehasco ServiLCs lin. 

7l-Olfi2 

436 

InternKHinlain Testing Co, 

71-0213 

437 

Empire Steel Castings, [iii 

71-0172 

136 

IniernaltDiial Testing Laboratories 

71-0020 

432 

Evson Co USA 

71-00^7 

433 

Irtwa Electric Light & Power Co 

71-0296 

440 

] aciory Mmual hngiiicci mg Corp 

71-0270 

439 

IRT Corp 

71-0247 

438 

F* in las resiing Lahoratonos 

7l-01fi7 

436 

ITT Gnnncll Corp 

71-0036 

432 

Florida Power F.iglil Co 

71-OlW 

4Ki 

ITT CinruicH Industrial Piping, Inc 

71-0081 

433 

Foster Wheeler Enetgs Coip 


414 

LaF>urge, Inc. 

71-0134 

435 

rrociiling tV Roherisoii. Irit 

7LOLS7 

435 

Lakeliead Testing Laboraturics, Inc 

71-0232 

438 

(juinina Field KailiograpliiL E\icilit\ 

71-0070 

433 

Law Engineering Testing Co 

71-0242 

438 

Caiuina Somes E\ainiri<ition 

7L01K3 

436 

I-ehigh Testing Laburn tones, Inc. 

71-0269 

439 

Laboratories, Ine 








Lngwcll, Inc. 

71-0311 

441 

Gas Renlals, Inc 

71-0214 

437 

Marathon Oil Co. 

71-0318 

441 

Goner ill Dynamics Corp 

7I-0IS4 

435 

Material Testing Laboratories of 

71-0111 

434 

Geiiciiil Dynamics Corp 

71-0220 

437 

Virginia, Inc, 



Gene Fill Electric Co. 

71-0059 

4.33 

Maynard Steel Casting Co. 

71-0188 

436 

General Electric Co 

71-0212 

4,37 

McManus Inspection Service 

71-0283 

439 

General Electric Co 

71-0254 

438 

Memphis Testing Services, Inc, 

71-0303 

440 

General Testing ^ lns[)oeiioii Co. 

71-0.319 

441 

Mclallorins* Inc. 

71-0312 

441 

Giiyon F^wer & Piocess Piping 

71-0224 

438 

Metals Testing Co.» Inc, 

71-0137 

435 

F! R Inspection Scr\ ice 

7 J -0055 

433 

Midst ate Testing Laboratory 

71-0077 

433 

Harrison Steel Castings Cn 

71-0051 

432 

Model. 20, 20A» 50, 50 A, Gainnia Industries 

71-9126 

443 

Herron lest mg Laboratories, Ine 

71-0123 

434 

Model 51032-1 & lA, Exxon Nuclear 

7L6581 

442 




Co., Inc. 



Hess Oil Virgin Ishmds Corp 

71-0151 

435 

Model: 6244, Chcin-Nuclear Systems, Inc. 

7L6244 

442 

Higli Steel Siruciuies. Ine 

71-0186 

436 



Houston Inspection Laboratories, Tnc. 



Model: 6717-B, Gamma Industries 

7L67I7 

442 

71-0124 

434 
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Model 750 I'echnjcal Operations. Int 

71-9021 

443 

Newport News Industrial Coip 

71-(M)22 

432 

Model 850. Technical OpeiatHins. Inc 

71-9147 

443 

N outer Corp 

71-0113 

434 

Model 920, Tech meal Operations, Inc 

71-9143 

443 

Norfolk Shipbuilding & Dry Dock Co 

71-0<J75 

433 

Model AP’300, ANEFCO, Inc 

71-9188 

444 

North Dakota, Slate o( 

71-0288 

439 

Model. AP‘3()0, ANEFCO, Inc 

71-9192 

444 

Northeast Nuclear Energy Co 

71-0208 

437 

Model CNS 3-55. Clieni-Niicleai 

71-5805 

442 

Northern Sl«ites Power Co 

71 -0083 

433 

Systems. Inc 



Northwest Airlines, Inc 

7I-(K)16 

432 

Model CNS 6-80-2 & CNS 6-80-2A, 
Chem-Nuclear Systems, Inc 

71-9111 

443 

Nuclear Energy Services Inc 

71-0216 

437 

Model FSV-I, GA Technologies, Inc 

71-6346 

442 

Nuclear Welding, Inc 

71-0074 

433 

Model GE-lOO, General Electric Co 

71-5926 

442 

O'Neill rank Co , Inc 

71-0233 

438 

Mode! GNG-20. Gull Nuclear, Inc 

71-9163 

443 

Omaha Public Power District 

71-0256 

438 

Model. HN-100 Series 3, CNS 14-170 

71-9151 

443 

0/ark Airlines, Inc 

71-0063 

433 

Senes III & NUS 



Pacific Gas & Electric Co 

71 <-0202 

437 

Model. HN-300, llittman Nuclear & 
Development Corp 

71-9092 

443 

Panhandle Eastern Pipe Line Co 

71-0032 

432 

Model HN-40(), Hiltman Nuclear & 

71-9093 

443 

Philadelphia Eleciiic Co 

71-0056 

433 

Development Coip 



Pjltsbuigh-Des Moines Steel Co 

71-0320 

441 

Model IF-300, General Eleclnc Co 

71-9001 

442 

Portland Geneial Electric Co 

71-0327 

441 

Model NES-5. Nuclear Energy Services, Inc 

71-9193 

444 

Power Autliority ol State ol New York 

71-0240 

438 

Model. OH- 142 Series & NUS 10-135, 

Nuclear Packaging, Inc. 

71-9073 

443 

Precision Inspection, Ltd 

71-0313 

441 

Model' PAS-1, Nuclear Packaging, Inc 

71-9184 

443 

Public Service Electric & Gas Co. 

71-0328 

441 

Model S-6213, Energy, Dept, of 

71-9186 

443 

Pullman Power Piodiicls 

71-0184 

436 

Model rN-9, No Users 

71-9016 

442 

Pullman, Inc. 

71-0217 

437 

National Annealing Box Co 

71-0127 

435 

QC Services, Ine, 

71-0175 

436 

Navy Dept ol 

714)087 

434 

Quality Assurance Lubohiloncs 

71-0168 

436 

Navy. Dept, of 

71-0037 

432 

Quality Conliol Sci vices 

71-0299 

440 

Navy, Dept of 

71-0089 

434 

Quality Testing, Inc 

71-0205 

437 

Navy Dept o( 

71-0061 

433 

Sniith-Eineiy Co. 

71-0314 

441 

Navy, Dept of 

71-0261 

439 

Snyder Drilling & Well Sci vicing 

71-0306 

441 

Navy. Dept of 

71-0245 

438 

Southern California Edison Co 

71-0174 

436 

Navy, Dept, ol 

71-0133 

435 

Space Science Services, Inc, 

71-0215 

437 

Navy. Dept ol 

71-0274 

439 

St Louis Testing Laboratonc,s, Inc. 

71-0222 

437 

Navy, Dept of 

71-0268 

439 

Steel Tank Construction Co 

71-0298 

440 

Navy. Dept, ol 

71-0276 

439 

Telcdync Brown Engineering Co. 

71-0304 

440 

Navy, Dept, of 

71-0225 

438 

Terex Corp. 

71-0219 

437 

New York Testing Laboratories, Inc 

71-0166 

436 

Terradata Geophysical, Inc. 

71-0289 

440 
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Docket 

Page 

rostLO Jnc 

71-0123 

413 

FcXiis Pipe Bcntlnig C(i ol Puerti> Rk» 

7 1 -0307 

441 

Thtivei InspcctJori Service. Inc 

71-0145 

435 

Polcdi) Ldisori Co 

7J-0(‘J5 

417 

TrarisvvorJd An lines Inc 

71-00X0 

411 

Twin Ciiy Tesiinj: & Engineering 

Labor*! lories 

71-0101 

414 

in Ports Testing Inc 

71-0251 

438 

Ultrasonse Specialists Inc 

7l-02«4 

439 

United Airlines. Inc 

7I-(X)44 

432 

United Engineers & Consiruclors. Inc. 

71-0148 

415 

United Slates Testing Co , fnc. 

71-0095 

414 

United Testing Services, Inc. 

71-0290 

440 

Universal Testing Liil)oralorics 

71-0105 

414 


Nmne 

DocKcl 

Page 

Universal Testing Jnc 

71-0270 

439 

Venegas IndusliiLil 'lest mg Laboratories Jnc 

71 OItJO 

4U 

Virgjniii Comtniiinsealth ot 

714)152 

413 

VV.iKvortli Co 

714)019 

432 

Walworth Co 

71-0140 

413 

WKM VVcIlhcMd Systems, Inc 

7 14)282 

419 

Word Indusines Pipe Kibricatiiig. Inc 

714)229 

418 

\-Ray Iiuhistiies Inc 

7I-OJ38 

416 

X-Ra\. Inc 

714)234 

418 

Yankee Atomic Elect r it Co 

71-0068 

413 

Lieensiiig of IiKlepcinlciil Spent Fuel vStiiiage — 
Ducket 72 



Morns Ope rations. Gcnej.il Electric Co 

724)001 

444 

Virginia EIccliic ife Powei Co. 

724)002 

444 



DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

DOCKET 27-039 SHEFFIELD. IL. U 8 ECOLOGY. INC 


Q4O80S00S6 "Pisiomffkers h Hells Trench 18 Monltorlnj Repti Apr-Jgne 
1904 '* W/S40706 Ur 

ARMBRUST. A J US Ecology. Inc (formerly Nucleer Engineering, 
rnc ) 94/06/30 SHAFFNERj J Division of Waste Management 2pp 

29936 360 


DOCKET 87-040 RICHLAND, WA. U B ECOLOOV, INC 


04OBO1OO34 Foruards tuo oversize drauings shouting proposed method of 
disposal of containers containing glove boxes contaminated 
u/Pu Method meets stability & intruder protection 
requirements of 10CFR61 Aperture cards in PDR 

SAUER, R E US Ecology, Inc (formerly Nuclear Engineer lt>gi Inc ) 
64/07/24 SCKAFFNER.J Lout Level Waste Licensing Branch 2pp 
28872 328 


8408270120 Advises that submittal of final rept on stability of 
inactive tailings utill be delayed until mid-Sept 1904 Waters 
Waste & Land. Inc B4060S Ur end 

LYONSiP J Union Carbide Corp &4/07/IB OARCIA^F Uranlu/n 
Recovery Field Office 2pp 26277 352 


0400240384 Advises of steps taken to address license compliance 
deflc lent les, deviations & areas of concern from NRC 
040619-28 insp.per 840622 closeout meeting Revised shift 
record sheet printed for use in dryer operation section 
LYONS, P J Union Carbide Corp 04/07/23 SMITH, B D Uranium 
Recovery Field Office lOpp 26284 304 


0408270064 Revlaus Union Carbide Carp rept re seepage leaving 
impoundment, deterioration of grounduater l« hydrology near 
inactive tailings Addl review of groundwater it reclamation 
activities recommended 

KONWINBKI.O R . PETTENOILL.H J Uranium Recovery Field Office. 
04/07/33 Uranium Recovery Field Office Spp 26270 349 


DOMESTIC LICENSING OF SOURCE MATERIAL 

DOCKET 40-0899 UNION CARBIDE CORP . GRAND JUNCTION. CO 


0407830131 Confirms 040104 telcon reporting that level of liquor in low 
grade liquor collection pond lowered on 040103 & all flow 
into monitor drain ceased on 840104 Plastic liner will be 
repaired as weather allows Withheld 

LYONS, P J Union Carbide Corp 84/01/06 CAIN.C L Region 4. 
Office of Director Ip 26899 399 


8408240213 Informs of issuance of Amend 84 to License SUA**640 j revls ing 
Condition 42 Amend incorporates berm sump monitoring 
program deletes certain requirements no longer necessary 
SMITH, R 0 Uranium Recovery Field Office 04/07/89 Union 
Carbide Corp 2pp 86294 396 


8408870037 Recommends issuance of Amend 24 to License 6UA'648 re berm 
sump monitoring programii del eting unnecessary requirements 
by revising Condition 42 

GARCIA, P J . PETTENOILL.H J Uranium Recovery Field Office 
B4/07/89 Uranium Recovery Field Office Ip 26890' 337. 


0400270100 Informs of 900-gallon spill of tailings water to restricted 
area at Gas Hills Mill on 040922 Pipeline shutdown until 
repair made Mine spoils affected 

LYONB.P J Union Carbide Corp 04/06/14 OARCIA.PJ Uranium 
Recovery Field Office 2pp 26877 318 


8408240018 Forwards riders for Permits 349c it SflAc-LB, changing name to 
Umetco Minerals Corp 

LYONS, P J Union Carbide Corp 84/07/27 B06CO. C Wyoming, State 
of 9pp 26294 29t 


8408060383 Application fop amend to License SUA-64B. requestl ng variance 
from License Condition 47. allowing disposal of 247. (X)0 tons 
of tailings during 1984 One oversize map encl Aperture 
card available in PDR 

LYONB.P J Union Carbide Corp 04/06/29 GARCIA. P Uranium 
Recovery Field Office. 2pp 89991 399 


8408280399 Forwards maps showing temporarily Installed surface line 
extending from Standpipe 10 to Standpipe 16 in order to 
mitigate operation of buried line ur/o monitor stations W/two 
oversize maps Aperture cards available in PDR 
LYONB.P J Union Carbide Corp 04/07/09 GARCIA. P Uranium 
Recovery Field Office. 2pp 26299 361 


0408840344 Informs that final rept on 040606 spill of heap leach 
liquor at Umetco Mineral Corp Gas Hills Mill will not be 
issued until all Ra^826 analyses on soil samples received. 

Analyses should be available by 040720 

LYONB.P J. Union Carbide Corp 84/07/10 PETTENOILL.H Uranium 
Recovery Field Office Ip 26893 312 


0400240412 Forwards water level exaluation repts for monitor wells 
near A-9 seepage collection sys Diagrams encl 

LYONS. P J Union Carbide Corp. 01893 04/07/10 PETTENOILL.H 

Uranium Recovery Field Office 23pp. 26240 286. 


0408240396 Forwards quarterly rept for Second Ouarter 1904 rt A-9 
collection drip sys Control of acid drip to sys has not been 
optimum Request to use micrometering valves in place of 
bellows metering pumps will be submitted 

LYONB.P J Union Carbide Corp 64/07/17 GARLAND. W L, Wyoming. 

State of 3pp. 86248.343 


—8408840400 
a Union 


Rept for Second fluarker 
Garblds Corp 84/06/30 


1984 re A-9 collection 
llpp 86248.346 


drip sys 


0406270077 Forwards 040606 rept on heap leach liquor spill W/one 
oversize map Aperture card available in FOR 

LYONB.P J Union Carbide Corp. 84/07/27 PETTENOILL.H, Uranium 
Recovery Field Office app 26278 140 


8400240109 Recommends issuance of Amend 29 to License SUA‘’648i revising 
Condition 47 re variance for Tal lings Area A-9. per IlcenSBa 
040629 request 

OARCIA.P J . PETTENOILL.H J Uranium Recovery Field Office 
04/00/02 Uranium Recovery Field Office 3pp 262991266 


0408870487 Advises of Itsuenci of Amend 25 to License aUA-64Bf revii ing 
Condition 47 re disposal of i.AOOiOOO tans of tailings In 
A-9 tailings area 

SMITH, R D Uranium Recovery Field □Pfice 84/0B/08 Union 
Carbide Corp Ip 86277*063, 


8408240109 Rscommends issuance of Amend 26 to License 6UA-64e. changing 
name in Condition 1 to Umetco Minerals Corp to reflect 
corporate reorganization per 840301.02.20 L 0727 Itrs, 

6H0PENN, N M . PETTENOILL.H J Uraniuffi Recovery Field Office 
84/08/06 Uranium Recovery Field Office 2pp Z6S94 361 


8408270354 Advises of Issuance of Amand 86 to License 8UA-648. revls ing 
Condition I re name change. 

SMITH. R P Uranium Recovery Field Office 84/08/06 UMETCO 
Minerals Corp (subs of Union Carbide Corp. > tp. 36877,839 


8408240192 Informs that Amend 27 to License 8UA-648. issued 84G0O7 to 
change tailings lint Insp from monthly to quarter 1 y. exempt 
from fees 

JIERREE.C C. , PETTENOILUi H J Uranium Recovery Field Office 
84/00/07 MILLER. N 0 License Fee Management Branch Ip. 

86299 899 


1 
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DOCKETED ITEMS 


— 0400240197 Rflconnends Issuance of Amen.tf 27 to License S0 a-646p chang ing 
mDn^t^lg testing to quartprly 

JIERREEpC 0 , PETTEUOJLL.H J UraTiium Recovery Field Office 
047O0/'O7 Uranium Recovery Field Office Ip 26255^ 236 


— B408a4£>201 Issues Amend 27 to License SLfA-640 changing testing from 
monthly to quarterly per 040619-22 Inaji 

SMiTHiR D Uranium Recovery Field Office S4/O0/O7 UHETCO 

Minerals Corp tsubs of Union Carbide Corp 1 ip 262S5 237 


0409240163 Advisee that Amend 29 to License SUA-64B Issued B4080B 
eiempt from fees 

GARCIA. P tJ . PETTFNGILL. K J Uranium Retovery Field Office 
aA/OB/OB MILLER* H D License Fee flanagament Branch Ip 
26254 238 


— 0409240166 Advises of issuance Amend SB to License SUA-i4a. revl s 1 ng 
address 

SMiTHrR 0 Uranium Recovery Field Office 84/09/06 UHETCD 
Minerals Corp (subs of Union Carbide Corp I Ip 36234 239 


04OB24O38O Presents revieu of Union Carbide Corp I9B3 environ 
monitoring data for East Gas Hills Mill Licensee 030631 6 
640226 submittals indiieate sampling 6 analysis performed as 
required by License Condition 33 

GARCIA* P J » PETTENOlLLiH J Uranium Recovery Field Office 
84/00/09 Uranium Recovery Field Office Spp 26254 327 


8409240116 Discusses request for amend to License EUA'648 re compactlan 
of clay cap matl Amend 39 should require 90*4 compaction of 
Clay cap U soil cover matlj four field density tests 6 
submittal of const rept ulthin 3 months of const ccmplction 
OARClAiP J Uranium Recovery Field Office 04/00/14, Uranium 
Recovery Field Office 4pp 26294 262 


8409270060 Summer ties Umetco Minerals Corp 640604 Itr re B40322 
tailings line spill at East Oes Hills Mill Spill of approx 
300 gallons of tailings liquid resulted from crack in flange 
of pipeline Repair rrade Area uiill be reclaimed 
GARCIA^P J ^ PETTENOILL.H J Uranium Recovery Field Office 
04/OB/14 Uranium Recovery Field Office 2pp 26273 390 


64QB280D06 Advises of issuance of Amend 29 to License &UA-646i revis Ing 
Condition 67 re const specs for placement of reclamation 
cover on inactive tailings area 

SMITH.R D Uranium Recovery Field Office 04/06/14 UfiGTCD 
Minerals Carp (subs of Union Carbide Corp 1 2pp 26293 360 


DOCKET 40-0672 NUCLEAR METALS. INC , COMCDRD. HA 


04OB87O293 Forwards Insp Repts 40-0672/64-01 6 30-17394/04-01 on 
940616-19 

MARTIN/ T T Division of Engineering & Technical Programs 04/08/09 
TOFFIN. If D Nuclear Metals/ Inc 2pp 26296 241 


— 0408270297 Insp Repts 40-0672/84-01 8c 30-19394/84-01 an 840616-19 
Violations noted employee exposure In excess of NRC limits/ 
contaninatlon on trailer In excess of DDT regulations 8c 
failure to self-monitor for contamination on exit 
ROWE. C , THOMPSON. T., KlNNEMAN.J, Region 1. Office of Director 
84/08/09 Spp 26256 243 


DOCKET 40-0791 UNITED TECHNDL00IE9 CORP . EAST HARTFORD. CT 


0400230193 Acic receipt of B40410 Itr Informing NRC of steps taken to 
correct vialatlans noted in IE Insp Rept 40-0791/04-01. 

Actions Will be examined during future Insp 

MARTIN/ T T Division of Engineering & Technical Ppqgrama 04/09/17 
BALAOUERiJ P United Technologies Corp, 2pp. 26209 244 


84OB84O106 Informs of issuance of Amend 20 to License SUA-S6 . re v i s i ng 
License Conditions 11 h 61 Amend authorizes change^ m air 
sampling f requencl es. 1 na trument caiibr procedures 8< other 
radiological requirements 

SMITH, R D Uranlun Rflcovory Field OfficP 64/07/10 DOGDEN. O 
Western Nuclear* Inc (subs of Phelps Dodge Corp ) 2pp 
26253 264 


0409240324 Discusses Amend 20 to License SUA-36 re air sampling 
frequenc ies. instrument caiibr procedures & other 
radiological monitoring requirements Proposed mods listed 
MDNWlNSKSiG R Uranlun Recovery Field Office 84/07/iB Uranium 

Recovery Field Office 7pp 26253 340 


9408240343 Responds to 640626 Itr detailing Insp of heap leach & 
forwards documentation re reclamation program Licensee has 
fulfilled reclamation requirements Meeting planned w/ 
licensee re site visit 8t further action W/o ends 

PErTENGILL. H J Uranium Recovery Field Office 04/OB/O2 MOXLEY/M 
Uyaming. State of Spp 26253 310 


8400370047 Trip rept of 040601 site visit w/Heatern Kludoar re pumpback 
uiellsi tai 1 i ngs impoundment £i associated alluvial valleys 
KGNWIN3KI,0 R , PETTENOILL.H J Uranium Roenvery Field Office 
B4/0B/02 Uranium Recovery Field Office 2pp 26250 313 


8408270220 Reviews First Quarter 1984 water quality sampling results 
for Split «oc|t mu. tubni tied in compliance w/License 
Conditions 23>2S & 31 

KOUINSKI/G R Uranium Recovery Field Office S4/O0/O2 Uranium 

Recovery Field Office 3pp 26277 309 


Q40B270Q63 Reviews Western Nuclear semiannual audlt/ALARA rept for 
Split Rock U Ml li. submi t ted per License Condition 43 
KGNW1NI8KI/G R Uranlun Recovery Field Office 04/00/07 Uranium 
Recovery Field Office 2 pp 26277 362 


8406270033 Trip rept of 040809 site visit w/Amerlcan Nuclear Corp «< 
Btate of WY Mining District re heap leach locations 
KONWINBKI.O R . PETTENGILL.H J Uranium Recovery Field Office 
64/00/14 Uranium Recovery Field Office 4pp 26298 343 


Docket 4o-i341 Tennessee valley authority. Chattanooga, tn 


6400240211 Forwards, for ex ec u t ion. DOE/TVA interagency agreement Pot 
disposal of residual radioattive matls removed by DOE from 
Edgemont.SD vicinity Agreement sub j bo NRC 6 State of SD 
concurrence 

HILL.T V Energy. Dept of 04/05/31 DONOVAN. T K Tennessee 
Valley Authority 12pp 26295 197 


B408270096 Bummary of B4071 1 meeting u/TVA at Recovery Field Ofc re 
project schedule rev to Edgemont Decommissioning Project 
BRICH/R F Uranium Recovery Field Office 84/07/26 Uranium 
Recovery Field Office 6pp 2627Q 334 


0408240391 Presents review of TVA 10CFR4O 65 environ monitoring rspt 
for Edgemont Mill for Nov 1902 - Oct 1963 Util has not 
follouied license requirements precisely rc sediment 
monitoring program Corrective action taken 

DRICH/R F Uranium Recovery Field Office 64/00/00 Uranium 
Recovery Field Office Spp 26249 333 


DOCKET 40-2061 UERR-flCQEE CHEMICAL CORP , OKLAHOMA CITY. OK 


0400010244 Requests info re removal of thorium from Reed-Kepplor Park L 
sanitary treatment plant 

CUNNINGHAM, R E Division of Fuel Cycle 6 Material Bafetij DSD 636 

04/07/26 REnNEL8i A E Chicago. XU 3pp 29096 006 


— 0408230190 Responds to NRc 040321 Itr re violations noted in IE Insp 
Rept 40-0791/84-01 Corrective actions transfer of 
nichel-thoria waste to Suisman & Blumtnthal d i sconti nued 
In March 1903 

PAR50MS, 0 E United Technologies Corp 04/04/10 MARTIN. T T 
Division of Engineering & Technical Programs ip 26209 246 


8408030183 Amends license to permit anslte receipt of contaminated matl 
in accordance ui/clty of West Chicago-Kerr-McOee agreement 
Procedures for removal & transport of raduiaste discussed 
CUNNINGHAM, R E Divlilor of Fuel Cycle & Material Safety B4/07/Z6 
RENNELS/A E West Chicago. IL 3pp 25917 396 



B408060023 Requests listed info, should Kerr-McG«e decide to move 
thorium from Reed-Kop pier Park & sanitary treatment plant 
CUNNINGHAM, n E Division of Fuel Cycle it Material Safety 04/07/26 
RICE. O Kerr-McOee Corp 4pp 29937 001 


8408190(362 Response supporting Nichiren Shoshu Temple (NST) 6 People of 
Btate of IL petition for leave to Int ervene . sub j to limiting 
Contention I to radiological matters 6 NST submission of 
one admissible contention Certificate of Sve end 

CUOCO. L li Regional Operations b Enforcement Division BURNS. S. G 
Regulations Division. 04/07/30 Atomic Safety and Licensing Board 
Panel, lepp 26104.319. 



DOCKETED ITEMS 
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Q4O0O7O31 1 Notices of appearance in proceeding Svc list end 

RAPKIN-A « DARZANO<W J Illinois, State of DSO 787 84/OB/02 

4pp 23747 339 


04OBO7O294 Motion for extenaion of time until 840915 for all parties 
to respond to requests for admiss 1 ons, 1 nteri'ogator ies it 
requests for documents Certificate of Svc encl 

MESERVE, R A Kerr-McGee Chemical Corp (subs of Kprp-McQeo Cprp ) 
D8Q 800 84/08/03 Atomic Safety and Licensing Hoard Panel 5pp 

23948 073 


8408070482 Forwards motion for extension of time W/o end Related 
c orrespondence 

MESERVE, R A Covington & Burling MESERVE. R A Kerr-McOee Corp 
DSD 799 84/09/03 Docketing & Services Branch Ip 29941 214 


8408080233 Motion for extension of time until 640915 for all parties to 
respond to requests for adml ss ions, to interrogatories h to 
requests for documents Granted for ASLAB on 840606 Served 
on 940907 

MESERVE/ R A Kerr-McOee Chemical Corp (subs of Kerr-McOeo Corp ) 

MESERVE/ R A Covington tn Burling DSD 830 84/00/03 Atomic 

Safety and Licensing Board Panel 3pp S3967 030 


8408080173 Forwards suppl to 040711 petition for leave to Intervene 
Nlchiren Shoshu Temple welcomes A8L0 decision to tour Kress 
Creel! t* visit property 

PROTO/ N T Kelley Drye i Warren PROTO/ N T Nlchiren Shqshu 
Temple DSB 0S7 04/08/06 FRYE/J H Atomic Safety and Licensing 

Board Panel 4pp 25959 004 


—8405080180 Suppl to 640711 petition for leave to intervene Nlchiren 
Shoshu Temple requests contentions be admitted & petition 
for leave to intervene be granted Certificate of Svc end 
PROTO/ N T Nlchiren Shoshu Temple PROTQj N T Kelley Drye 
Warren 84/00/06 Commissioner* 14pp 23959 OOB 


8406200603 Responds to 640724 Itr re remedial investigation/feasibility 
study <RI/F5) for vendor radiation sites Vendor considers 
any implementation of work plan unlawful U unwarranted 
duplication of previous scientific surveys 

RICE/0 B Kerr~KcQ*« Chemical Corp (subs of Kerr-McGee Corp > 

DSD 160 04/08/06 CDN8TANTEL0S/ B Environmental Protection 

Agency Spp 26137 136 


6408130329 Motion for leave to file reply brief Instanter Motion due 
040006/ but due to difficulties u/uord processing equipment/ 
final printout of brief unavailable until 640607 
RAPKZN/ A I DARZANO/W J Illinois. State Of DSD 907 84/08/07 

Atomic Safety and Licensing Board Panel ip 26007 001 


— 8408130337 Reply brief responding to Kerr-McOee & staff briefs on 
People of State of IL contentions/ inc lud Ing Kerr^McOee 
supplemental memorandum on Contentions 2(u) & (w> 

RAPKIN/A . OARZANO/W J Illinois, State of 04/06/07 Atomic 

Safety and Licensing Board Panel aSpp 26007 002 


6408170310 Provides director w/ltems of interest Items include 040622 
conference for Kress Creek in Chicago# IL re consolidation of 
Kress Creek St main plant It 040713-26 visit to Madrld/6paln 
to view new LWR fuel fabrication facility 

PAOE/R Q Uranium Fuel Licensing Branch 04/08/09 DAVIS/ J 0 
Office of Nuclear Material Safety Safeguards/ Director ip 
26134. 197 


8400170363 Motion for leave to file Contention 2Cx) re long-term 
radiological impacts resulting from onsite disposal & second 
discovery request Related correspondence 

RAPKIN/A Illinois. State of D8B 090 B4/0B/iS Atomic Safety 
and Licensing Board Panel 2pp 26126 244 


— 8406170367 First set of interrogatories Si request for documents Related 
correspondence 

RAPKIN/A Illinois/ State of 04/OB/lS Office of the 
Executive Legal Director 7pp 26128 246 


— 8408170369 Second set of interrogatories request for documents Proof 
of Svc S< svc list encl Related correspondence 

RAPKINiA Illlnoisi State of 64/06/15 Ktrr-McOee Chemical 
Corp. (subs of Kerr-McOee Corp } 6pp. 26128 253 


8406170396 Amend to 640710 petition for leave to intervene/ amending 
Contention 3 t adding Contention 6 re liability of 
Kerr McOee to clean up Kress Creek contamination Proof of 
Svc 8/ svc list encl 

RAPKlN/A Illinois/ State of D8D 099 04/00/15 Atomic Safety 

and Licensing Board Panel Spp 26126 239 


B405230055 Submits items of Interest re Whittaker Corp. Or eon vl 1 1 e / PA, 
EIAs fc Kerr-McOee - Oklahoma 

PAGE/R 0 Uranium Fuel Licensing Branch 04/08/16 DAVIB. J 0 
Office of Nuclear Material Safety h Safeguard 9 / Director Spp 
26233 208 


0400220351 Notice of appearance in proceeding Certificate of 8vc entk 
LUDLINSKI/M Nlchiren Bhosho Temple LUDLINBKl/M Keltey Drgo & 
Warren DBD 192 84/03/17 4pp 26189 351 


B40B2701B9 Transcript of 040822 hearing in Chicago. IL Pp 220-2-44 
* Atomic Safety and Licensing Board panel 04/00/22 45pp 
26240 210 


B4O027O445 Transcript of 040822 hearing in Chic/*gti*IL re 
decontamination Pp 1-61 

* Atomic Safety and Licensing Board panel 04/00/22 61pp 
26239 160 


6406290009 Contention 2(x) re inaccura-cg of applicant ^ NRC assessments 
of post-closure radiation doses & applicant failure to 
demonstrate that doses will be low enough to adequately 
protect public Proof of svc end 

RAPKiN/A Illinois. State of DSD 353 84/06/22 Atomic Safety 

and Licensing Board Panel 4pp 26291 2B2 


DOCKET 40-2259 PATHFINDER MINES CORP . RIVERTON. HY 


6400200400 Responds to 640419 Itr re discontinuance of any frae surface 
flow of solutions across surface of tailings Impoundment 
Engineering plan end Surface flow reduced, par 840413 
discussion 

NUGENT, E L Pathfinder Nines Corp 04/06/29 PETTBNOILL, H 
Uranium Recovery Field Office ip 26141 194 


— 0408200401 "Proposed Program for Cessation of Mill Yard Drainage to 
Tailings Pond 1 at Lucky McMine. Gas HiUs/WY " 

* pathfinder Mines Corp 04/06/30 15pp 26141 195 


6406240161 Informs of issuance of Amend 19 to License eUA-672/ add ing 
Condition 59 Amend diverts mill yard draining from Tailings 
Pond 1 to Tailings Pond 2A Proposed program to be 
operational by 641201 

SMITH/R D Uranium Recovery Field Office 84/07/26 NUGENTi E L 
Pathfinder Mines Corp Ip 26255 270 


B40BS70041 Recommends issuance of Amend 1? to License 8UA**6|& by adding 
Condition 59 re cessation of mill yard drainage. 

K0NWIN8KI.0 R , PETTEN(3ILL/H J Uranium Recovarg Field Office 
64/07/26 Uranium Recovery Field Office Spp 26256-330 


6406270093 Forwards two 200-scale topographic map s. cover ing Lucky Me 
tailings area, per request Welle C-0, T2-4 T2-33 added to 
tailings monitor well sys W/o maps 

HARDORQVE.TW Pathfinder Mines Corp 64/07/27 KQNW1N6KI/0. 
Uranium Recovery Field Office Ip S6277 290 


8408210110 Forwards IE Insp Rept 40-2239/64-01 on 84052e''060l tt notices 
of violation 8r deviation 

PETTENOILL.H J Uranium Recovery Field Office 84/07/31 
Pathfinder Mines Corp 2pp 86184 174 


— 0406210111 Notice of violation from insp on 640528-0601 

e Region 4# Office of Director 04/07/31 2pp. 26184 iV6 


— 6406210114 Notice of deviation from Insp on 640526-0601 

» Region 4. Office of Director 04/07/31 Ip 26184: 176 


—6400210120 IE Insp Rept 40-2259/64-01 on B4052B-0601 Viola tlant noted, 
failure to establish std operating procedures for air 
sampling. fai lure to callbr airborne semples quarterly ^ 
failure to perform weekly documented tnsps of ore pile* 

GARCIA/ P J / JIERREh/C, C . SPITZBERO. D B. Region 4. Office of 
Director 84/07/31 llpp 26164 179 


6409240413 Forwards statistical data for source term evaluation 
program 

HARDORPVE.T W Pathfinder Mine* Corp. 84/06/02 J1ERREE»C. 
Uranium Recovery Field Office llpp 26248 279. 


6409240414 Forwards addendum to application for reneuil of Llcenee 
8UA-672. describ Ing proposed renovation program. 

NUGENT. E L Pathfinder Mines Carp. 84/00/02 PETTENGILL# H. 
Uranium Recovery Field Office Ip 26237*244 


—6406240419 Addendum to application for renewal of LicanSe aUA-672i 
describing proposed renovitlon program for Lucky McHlll. 
e Pathfinder Mines Corp 64/06/31. 21pp 26237:249 
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DOCKET 40-3392 ALUIED CHEMICAL COOP . MQHRISTOWH. 


B4D613024Q Submits dddl info re 1 ic abton for r<neiLral of License 
BUa-safr, cont ernlns product cylinders ulthin plentiper 
telcQTi Three operating eptions to reduce handling of each 
full cylinder listed 

CIPDLLAiA J Allied ChamUal Corp 84/07/09 K08LA, B M Uranium 
Fuel Licensing branch 9 pp 26040 358 


6408130273 Advises that during Second Quarter 1964. average airborne 
radioactivity measured at nearest residence sampling station 
exceeded concentration action level specified In Amend 4 to 
I icense 

CIPOLLA. A J Allied Chenical Carp 84/07/19 Office of Mwclear 
haterlal Safety Safeguards^ Director Spp 26040 341 


e40D170395 Forward* corrected Page C-il of application for reneual of 
License 61/0-926, ref lectin ff conditions at ore concentrate 
sampling plant 

CIPDLLAiA J Allied Chemical Corp 34/08/01 KO^LA. C II Uranium 
Fuel Licensing Branch 2pp 26134 IBS^ 


DOCKET 40-3493 ATLAS MINERALS, IMC . DENVER, CD 


B4O024O174 Comments on G40&O4 cost estimates for American Nuclear Corp 
Gas HllisiklV Mill d ecninml ss zoning U tailings area 
reclatnat i on 

PETTENOILL, H -J Uranium Recovery Field Office 84/07/10 KOXLEY, M 
Ugoming, State of 2 pp 26359 271 


8408240399 Forwards 94062B annual insp rept re Permits 323C. 352, 436 h 
43B Rept summarises reclamation 6 remedial action projects 
requiring completion in 1934 Revised bonds requested within 
30 dags 

MOXLEy, M Inigomihg, State of Q4/07/11 ANDRUSi N American Nucloar 
Corp tOpp 26248 32B 


6400270361 Forwards corrected copy of analysis for uaoa & calculations 
re max burden that could have been received by emplagoes 
collecting samples, par request 

ANDRUS, N J American Nuclear Corp 04/07/31 SHOPENN, M Uranium 
Recovery Field Office 3p p 26277 227 


8408240182 Advises that manhours expended on Amends 13 & 16 to License 
9UA-667, 1 ssued 831228 & 840517, resp actively , should be 
incorporated into time charged to ANC reclamation plan 
Manpower rapt forthcoming 

PETTEhlOlLL, H J Uranium Recovery Field Office 04/08/02 
ME158, 0 J License Fee Management Branch Ip 36235 369 


8400270044 Rsvlaws Second Half 1963 environ monitoring rept for Moab 
Hi 1 1, subml tted per License Condition 43 6 10CFR40 65 
SHOPENN, N M , PETTENGILL, H J ■Uranium Recovery Field Office 
84/07/19 Uraniurti Recovery Field Office 5pp 2625B 315 


0409310129 Forwards IE tnsp Rept 40-4492/84-01 on B4O610-19 fr notices 
of violation & deviation 

PErrENGlLL, H J Uranium Recovery Field Office 84/08/03 COX, E J 
American Nuclear Corp 2pp 261B4 143 


8400270062 Suminarltct 840223 tel lings reclaim line rupture during 
routine weekly cleaning operation Approx 3.00G gallons of 
tailings folutiqn released Area cleaned Berm will h« 
constructed to retain any future leatts 

SHOPENN, N,H . PETTENOILL^H J Uranium Recovery Field Office. 
84/07/25 Urenium Recovery Field Office 3pp 36278 352 


84O024OG36 Submits annuel technical evaluation of embankment 
performance, p er License Condition 93<2) 

BLUBAUGH, R E Atlas Minerals, Inc 84/07/36 SMITH, R. D Uranium 
Recovery Field Office 7pp 26239 327 


B40B270339 Rcvieui annual technical evaluation of embankment 
performance for Koab Mill, submitted in compliance w/Llcense 
Condition 92 

KONRlNaKliO R Uranium Recovery Field Office 84/08/10 Uranium 
Recovery Field Office 2 pp 26277 236 


8408240170 Discusses Amend 16 to License 6UA-917, revising in-plant 
radlalogical monitoring It environ monitoring programs 
License should be amendsd by deleting Conditions 30 & 39 4, 
revising Conditions 12, 35i2d tt 37 

BHOPENN, N M » PETTENOILL, H J Uranium Recovery Field Office 
04/08/14 ITranium Recovery Field Office 6 pf 26359 250 


1408200033 Advises of issuance of Amend 16 to License SUA-91 7, de loting 
Conditions 30 Jk 39 & revising Conditions 12,29,28 b 37 re 
dally visual survel lianc e of mill area to insure proper 
Implemin-tation of good radiation safety practices 
BMITHuR D Uranium Recovery Field Office 04/08/14 Atlas 
Minerals, Inc Spp 26293 392 


B4-0aa40l43 Recomnendi epprovel of request to amend License 8UA-917, 
authoriilng disposal of contsmlnated solid wastes in sump 
collection pond south of mein tailings disposal area 
8 HDPPEN, M If , PETTENGILL, H U Uranium Recovery Field Office 
04/08/15 Uranium Recovery Field Office 3 pp 26253 399 


040 8270402 Advises of Isioence of Amend 17 to License 5UA-917, chong ing 
License Condition 36 re disposel of matls w/o authorl la tton 
of U Recovery Field Of< 

S|1ITH,R.D Uranium Recovery Field Office. 04/00/19 Atlas 
Mlneralft Inc 2 pp 26277*064 


— 8408210131 Notice of violation from insp on 040618-19 

e Region 4, Office of Director 84/00/03 Ip 26184 145 


—8406210136 Notice of deviation from insp on 840610-19 

« Region 4, Office of Director 84/08/03 2pp 26104 146 


— e4oaaiO£4a IE insp Rept 40-4492/04-Oi on B4061B-i9 Violations it 
deviations noted employee exposures not accurately 
determined, inspectors not instructed to self-monitor after 
exiting mill restricted boundary not replaced 
SHOPENN, M M , OARCfA.P J , JIERREE, C C Region 4, Office of 
Director 84/08/03 4pp 26184 148 


0408270033 Trip rept of 040809 site visit u»/Afnerican Nuclear Corp & 
State of MV Mining District re heap leach locations 
KONNINSKI.G R , PETTENGILL, H J Uranium Recovery Field Office 
G4/0B/14 Uranium Recovery Field Office 4pp S629B 343 


DOCKET 40-6499 MAINE MARITIME ACADEMY, CA9TINE, ME 


0408010397 Discusses IE in«p of Licenses SNM~493 1* SUO-283 on 840614 It 
forwards notice of violation 

MARTINET T Region 1, Office of Director 84/07/19 CUKIER 8 KI 1 M H 
Maine Maritime Academy. Castlne, ME 2 pp 29866 053 


— 8408010400 Notice of violation from lr>sp on 840614 Violation noted 
yearly callbr of survey meters und oeumented, month ly exchange 
of film badges not performed 6 sealed sources not tested for 
leakage 

* Region 1, Office of Director 84/07/19 Ip 25866 095 


DOCKET 40-6900 ENEftOY* DEPT QF, CANQNSBURO, PA 


8406150193 Forwards Mod A0O3 to Cooperative Agreement dE-FC 04 “B2AL 19487 
between DOE iL Commonweal th of PA Mod reflects std format 
being negotiated u/other affected states 

HILL.T V Energy, Dept. of. 04/06/27 HIOOINBOTHAM, L Low-Level 
Neste & Uranium Recovery Projects Branch 51pp 26104 067 


DOCKET 40-4492 FEDERAL-AMER 1 CAN PARTNERS, RIVERTON, MV 


0400310330 Forward* delayed response to 030410 Itr re Amend 14 tq 
License 8UA-667f adding License Condition 40 Delay due to 
Impending new EPA stdi codified after itsuance of Amend 14. 

W/tuo overslir maps Aperture card* available in PDR 

ANDRUS, N J. American Nuclear Corp 84/05/03 SMITH, R< D Uranium 

Recovery Field Office ISpp 26350.109 


0400270104 Forwards permit transfer approval *, per request Present bond 
deficient & raise of figure proposed 

ENGELMANN,R Ngoming, State of. 84/06/04 GARCIA.P Uranium 
ery Field Office lipp, 26278-303 


DOCKET 40-6633 PATHFINDER MINES CORP , SHIRLEY BASIN, WY 


6400000326 Requests extension to 040019 for submitting proposal to 
mitigate seepage from tailings pond, per 040500 Itr, due to 
necessary addl field luork, including drilling 14 holes to 
define geological extent of surficial aquifer 

RUSSELL, xf E Pathfinder Mines Corp, 04/06/13 PETTENGILL, H J 
Uranium Recovery Field Office 3pp. 25970-201 


B40B240334 Responds to notice of violation from Insp on 840529-31 
Corrective actions fill mail placed in four embankment areas 
threetaned by erosion li tailings discharge line constructed 
RUBBELL, J E Pathfinder Mines Corp. 04/07/11 PETTINOILL, H J 
Uranium Recovery Field Office Ip 26293 332 



DOCKETED ITEMS 


5 


G40SS40347 Accepts licensee commitment to submit mitigatlve action plan 
by 840ai3iper 040613 Itr Prooram ul 1 1 utilize hydrological 
data from two wells, per 840712 telcon 

PEFTENGILL. H J Uranium Recovery Field Office 84/07/23 
RUSSELL, J Pathfinder Mines Corp Ip 26233 204 


8400240340 Ac k receipt of 640711 Itr responding to 840703 notice of 
violation Corrective actions will be examined at future 
insp 

PETTENOILL.H J Uranium Recovery Field Office 84/08/03 
POYSCR. R W Pathfinder riinee Corp ip 26253 319 


DOCKET 40-6659 GETTY OIL CO - PETRQTOMIlS CO , SHIRLEY BASIN, UY 


9408240336 Responds to 840620 notice of violation Corrective actions 
personnel briefed on respirator Incident «< trained during 
refresher course & procedure established to insure pressure 
readings properly recorded U/o stated procedure 
WHITMAN, J H Oetty/Petrotomics Co 94/07/11 PETTENOlLL. H J 
Region 4. Office of Director 2pp 26253 323 


G408240346 "Radioactive Airborne U Dust Samples, G40S09 “ 

PFAFFi 8 U Getty/Petrotomics Co 94/07/11 PETTENOILI-.H J 
Uranium Recovery Field Office 2pp 26253 201 


9408270022 Ack receipt of 640711 Itr informing NRC of steps taken to 
correct violations noted in 940620 notice of violation 
Corrective actions to be examined at future insp 
PETTENOlLL, H J Uranium Recovery Field Office, 84/08/03 
WHITMAN. J H Getty/Petrotomics Co Ip 26258 356 


DOCKET 40-6940 KAWECKI HERYLCO IND , INC , BOYERTOWNi PA 


9406090319 Forwards request for addl info re proposed groundwater 
monitoring program 

CROW, W T Uranium Fuel Licensing Branch 94/09/03 COYLE, F T 
Kaweeki Berylca Industries, Inc 2pp 239G4 350 


DOCKET 40-7455 WHITTAKER METALS, LOS ANGELES; CA 


6408230055 Submits items of interest re Whittaker Corp, Green vi lie, PA. 
EIAs ht Kerr-McGee - Oklahoma 

PAGE, R 0 Uranium Fuel Licensing Branch 64/08/16 DAVIS. J 0 
Office of Nuclear Material Safety t. 8af eguards, Director 2pp 

26S33 288 


DOCKET 40-7969 PLATEAU RESOURCES, LTD , GRAND JUNCTION, CO 


0406240351 Informs of resignation of radiation safety of fleer, ef fee tlve 
940809 

OERDEMAN. F W Plateau Resources, Ltd 94/07/31 BMITHi R D 
Uranium Recovery Field Office Ip 26253 282 


DOCKET 40-9027 KERR-MCQEE NUCLEAR CORP , OKLAHOMA CITY, OK 


9406130219 Requests public hearing re raffinate deep well injection 
project at facility near Gore, OK 

HENSHAWiE Affiliation Not Assigned G4/05/22 NIXON, W, A 
Division of Fuel Cycle & Material Safety Ip 26011 361 


8408020103 Provides followup to recent teUonS re Kerr-McOee Nuclear 
Corp UF6 facility near Gore, OK Clarification of 
discrepancies concerning levels of injected raffinate 
requested 

KiMERYrA L Affiliation Not Assigned G4/06/20 CROW. W T Uranium 
Fuel Licensing Branch 3pp 25890 104 


0408020153 Forwards HK Van Poollen rept on modeling results for 
injection of 35 million gallons of treated raffinate 
8TAUTER, J C Kerr-McOee Corp 84/07/05 WVNOARDEN, 8 Uranium Fuel 
Licensing Branch 0pp 25690 082 


8400020161 Summarizes info supplied by Kerr-McOee re estimate of final 
pressure buildup to be expected after injection of proposed 
35 million gallons of treated liquid raffinate Injection 
can be done w/o exceeding allowable pressure 

WARNER, D L Don L Warner, Inc 84/07/10 WYNGARDEN, 8 D Uranium 
Fuel Licensing Branch 2pp 25898 076 


8407230112 Responds to 840522 request for hearing on proposed amend 
permitting disposal of raffinate through deep well 
injection Addl info re issues to be raised requested within 
10 dags 

CHILK.S J Office of the Secretary of the Cnmmi s s i on DSD 403 

04/07/20 HENSHAW,E Affiliation Not Assigned Jp 25706 102 


8408150671 Forwards "Environ Assessment Update of Raffinate Pond 2 " 
STAUTER,JC Kerr-McOee Corp 84/07/26 CROW, W T Uranium Fuel 
Licensing Branch ip 261D5 270 


— 8409150675 "Environ Assessment Update of Raffinate Pond 2 " 
STAUTER.J C Kerr-McOee Corp 84/06/30 SSp p 26105 272 


8408080455 Requests hearing on proposed license amend re disposal of 
well mail 

HEN8HAW, E Affiliation Not Assigned D9D 034 94/07/31 

CHILK.S J Office of the Secretary of the Commission 2pp 
25963 274 


0408230055 Submits items of interest re Whittaker Corp, Or een vi lie, PA, 
ElAs S, Kerr-McOee - Oklahoma 

PAGE. R O Uranium Fuel Licensing Branch 04/08/16 DAVIS, J 0 
Office of Nuclear Material Safety 6 Safeguard s, Di rector 2pp 
26233 268 


DOCKET 40-8064 EXXON MINERALS CO ■ USA. HOUSTON, TX 


8400270197 Summarizes Exxon Minerals Co rept for First Quarter 1994 
Pilot well field conditions stable In-plant radiological 
monitoring performed as required Rn-222 I, U concentrati o-ne 
at or below 2J4 of 10CFR20 max for restricted area* 

WASTLERiSL , HAWKINS, E F Uranium Recovery Field Offlco 94/07/20 
Uranium Recovery Field Office 2pp 26277 316 


DOCKET 40-8094 RIO ALOQM CORP , MOAB, UT 


8400070509 "Remedial Action Plan for Groundwater Contamination Control 
at Lisbon U Mill," Vol t - text. W/nine oversize maps 
Aperture cards available in PDR 

« EarthFax Engineering, Inc 94/04/30 129pp 29996 001 


0408270230 Reviews addendum to environ monitoring rept for Second Half 
1903. containing Th-230 & Pb-210 air partlcula.te data not in 
940217 original rept 

GARCIA, P J , PETTENOlLL, M J Uranium Recovery Field Office 
94/07/19 Uranium Recovery Field Office Ip 26277 230 


840024013B Advises of Issuance of Amend 21 to License 8UA-1 1 19, 
Incorporating name change authorizing const of berm in 
upper tailings pond 

SMITH, R D Uranium Recovery Field Office 84/00/10 Rio Algam 
Corp 2pp 26293 362 


04OB24O2O9 Recommends issuance of Amend 21 to License 8UA-1 1 19, chenging 
name in Condition 1 to Rio Algom Mining Corp & revislrg 
Conditions 31,32 & 34 re upper tailings pond 
JIERREE, C C . PETTENOlLL, H J Uranium Recovery Field Office 
94/03/10 Uranium Recovery Field Office 4pp 26299 244 


DOCKET 40-0102 EXXON CO , USA, HDUBTON, TX 


8400060297 Forwards list of activities to be undertaken during period 
between end of milling tt issuance of decommt esI onlng license 
amend 

PATTON, J D Exxon Corp 04/06/14 SMITH, R D Uranlunt Recovery 
Field Office 5pp 25950 333 


0408270039 Reviews environ 4c effluent monitorina rept for Jul-Dec 
1903, submitted per 1OCPR40 65 4c License Conditions 14 U 35 
PANODURN, 0 C , PETTENOlLL, H J Uranium Recovery Field Office. 
84/07/24 Uranium Recovery Field Office 4pp 26279 037 


9400230472 Forwards IE Insp Rept 40-0102/94-01 on 840709-12 it notlcte 
of violation & deviation 

PETTENGILLrH J Uranium Recovery Field Office. 84/07/31 
GHANNONiJ B. Exxon Corp 2pp 262i2; 192 


—8408230475 Notice of violation from insp an 840709-12 

a Region 4, Office of Director 84/07/31 Ip. 26212 1^4 


—8400230478 Notice of deviation from imp on 040709-12 

e Region 4, Office of Director, 84/07/31, Ip. 26212 199 
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— g40sa304&l IE Imp Rtfpt 40-3102/64-01 on 840709-12 Violation noted lack 
of approved respiratory protection program use of 
uncertified respirator Deviation noted failure to calibr 
alpha survey Inetruments 

JIE8REE, C C , PANOBURW, 0 C i PETTENOIli-»H J Vranlum Recovery 
Field Office 84/07/31 lOpp 36212 196 


G40B240169 Advises of issuance of Amend 8 to License SUA-1 13*94 revis mg 
License Condition 11 

S^ITWiD F Uranium Recovery Field Office 84/08/03 PATTON, J » 
Exxon Corp 2pp 36254 260 


84DB270039 Reccmniends issuance of Amend 8 to License SUA- 1 1 39i c h-ang 1 n g 
Condition ll to aliou routine organ 1 rationa 1 & 
administrative changes u/o approval In form of emend 
PANflBURNi (3 C . PETTENOlLLi.H J Urani um Recovery Field Office 
84/08/03 Uranium Recovery Field Office 2pp 26258 341 


B408240-40*? Submits monthly rept on. corrective action status of Well 
9Ra-23 at Irigaray Wine Site Chloride returned belou upper 
control limit 

RUTLEDQE- C Weatingbouse Electric Corp 84/02/16 CHANCELLOR, R 
Wyoming, State of 2pp 26240 315 


8408240402 Recommends that no action be taken on grounduater 
restoration plan for alternative lixivlant test area until 
addl info submitted re listed issues 

OOLEtK M Wyoming Mineral Corp 84/02/17 Wyoming Mineral Corp 
4pp 26248 320 


8408270424 Discusses items of concern requiring response before 
approval may be granted for 831115 proposed grounduater 
restoration for alternate llxiviant test area 

MDONEVi G Wyoming, State of 84/02/23 RUTLEDGE, C Wostlnghouse 
Electric Corp 4pp 26277 230 


DOCKET 40-8380 RDCKY MOUNTAIN ENERGY CO . GROQMFIELD, CO 


S40B240149 Forwards Form NRC-571 * "Insp Findings 6 Licensee Ac kj " re 
violations obsarvedf during 840626 itisp of License SUA-1229 
Signature requested within 30 days U/o end 

WASTLER^E L Uranium Recovery Field OFfSce B4/07/i3 NEUMAN,M ft 
Rocky Mountain Energy Co Ip 262S4 257 


8408240102 ’^Mlne Mile Lake Quarterly Rept, Second Quarter 1984 *’ 
SPIELEQ.P ft Rocky Mountain Energy Co 84/07/31 SMITH, R D 
Uranium Recovery Field Office tOpp 26254 272 


DOCKET 40-8434 HOWESTAKE MINING CO , LAKEWOOD. CO 


B40828Q365 Confirms that Honettake Mining Co does not intend to renew 
License 8UA-1249 

CROUCH, D 8 Homestake Mining Co 84/07/30 WASTLER,S Uranium 
Recovery Field Office Ip 26272 360 


04OS24O397 Provides atatus rapt on mitigation of excessive chloride 
action levels in monltoir wells at Irlgaray Mine Site, per 
License Condi tian t6D 

RUTLEDGE, C Uoetlnghouse Electric Corp 84/03/19 PETERSON, K 
Uranium Recovery Field Office Spp 26248 338 


0408270032 Forwards monthly rept re analyses of samples from Monitor 
Well 9R9-29 Well exhibited irregular bohavinr Chloride 
remained under upper control limit for 4 wks 

RUTLEDGE, C Westlnghouse Electric Corp 84/03/19 CHANCELLOR, ft 

Uyuming. State of 2pp 26258 347 

—8408270034 Analyses of samples from Monitor Well 9RB-25 for 
840030-0311 

* Westlnghouse Electric Corp 84/03/il 2pp 26250 348 

8408270362 Forwards response to 040223 request for addl info re 
alternate lixivlant test area restoration demonstration 
Expeditious review requested 

ftUTLEDOE.C Nestingbouse Electric Corp 84/03/20 MOONEY, 0 

Wyoming, State of lOpp 26277 253 


DOCKET 40-8452 BEAR CflEEK URANIUM CO , C ASP Eft, MY 


S4OB'0aO42*? Application for amend to License 8UA- 1319, revi sing Nov 1781 
tailings mgt plan to Include plans to raise tailings dam to 
intermediate elevation of 5,166 ft W/thres oversite 
drawings Aperture cards in PDR Fee end 

MEDLOCK.R L Bear Creek Uranium Co 84/04/19 PETTENGILL.H , 
PANOBUftN.O Uranium Recovery Field Office lip 25973 337 


B40B270J38 Submits status rept on action for mitigation of excessive 
chloride action levels in Wells 9RB-79, 5I7-M1 & 3I7-M2, per 
License Condition 16D 

FAUBER.J Westlnghouse Electric Corp 84/04/18 SMITH. D Uranium 
Recovery Field Office 3pp 26277 328 


8408270042 
Irlgaray 
MOONEY. Q 
Electric 


Comments on Westlnghouse 840320 responses to 040223 Itr re 
Ranch Mine, Permit 470 

Wyoming, State of 04/05/11 RUTLEDGE, C Westlnghouse 
Corp lOpp 26258 320 


8408270106 Submits Tevleu of 1904 reclamation tt decommissioning bonds 
Bond amount adequate far tasks License SUA-I310i Condi tl on 16 
satisfied 

PANGBURN.O C , PETTENGILL.H J Uranium Rec every Field Office 
84/07/31 Uranium Recovery Field Office 2pp 86277 360 


8408270031 
5r7-Ml U 
FAUBER, J 
Detailed 


Monthly rept on corrective action status 
517-M2 at Irigarey Mine, 830605-840513 
Westlnghouse Electric Corp 04/05/16 
Affiliation Given 3pp 26258349 


of Wells 908-79, 
SMITH, D NRC - No 


J4O027OO49 Revieus Bear Creek U Mill environ monitoring data for 
Oct 1981 - Sept 1982 re 40CFRj90 compliance assessment 
JlERREEi C C Uranium Recovery Field Office 84/OB/Ol Uranium 
Recovery Field affUe. 2pp 26277 285 


8408270550 Reviews Western Wuclear 840419 submittal re alternate 
llxiviant test area restoration demonstration Addl info 
requested re well integrity testing 

OGLE, K M Wyoming, State of 04/05/25 Wyoming, State of t2pp 


8400240212 Recommends Issuance of Amend 24 to License SUA** 13 10* revising 
Condition 51 re tailing dam ralse.per licensee 031122 
request 

PANGBURN, 0 C , PETTENGlLLiH -J Uranium Recovery Field Office 
04/00/03 Uranium Recovery Field Office 3pp 26254 350 


B4O027O331 Advises of issuance of Amend 24 to License 9UA-1310* r e vis ing 
Condition 31 re const of proposed dam raise* per const 
Specs C~l If C-2 

SMITH, R & Uranium Recovery Field Office 04/00/07 Bear Creek 
Uranium Co 3pp 26277 240. 


DOCKET 40-8502 WYOMING MINERAL CORP . LAKEWOOD, CQ 


0400240427 Requests confirmation of timely filing of 
application for License 8U'A-I34I «< application fee 
Itr requested, 

RUTLEDGE, C Westlnghouse Electric Corp 84/01/27 
Fuel Cycle b Material Safety ip 26248* 226 


830920 reneual 
Ex tens i on 

Olvisioti of 


94082403B1 Forwards rapt of action for mitigation re 830605 event 
concerning Monitor Hells R8-79 in production area exceeding 
action levels for chloride Rapt submitted per Condition 16D, 
License 9UA-1341 

RUTLEDGE, C. Westlnghouse Electric Corp 84/02/16 EMITH.R D 
Uranium Recovery Field Office 4pp, 26254 023 


0408240349 Ack receipt of 840322 Itr re 840412 request for redef ini t ion 
of carbonaceous shale lone i< revioibi of proposed monitoring 
I* restoration program Review of revised monitoring 8« 
restoration program as applied to license requested 
ftITKER, T H Westlnghouse Electric Corp 84/06/12 SMITH, R D 
Uranium Recovery Field Office Ip 26253 203 


6408270964 Foruards response to 84060S request for addl Info re 
restoration demonstration Authorization for demonstration 
requested 

RUTLEDOEfC Westlnghouse Electric Corp 84/06/19 RANDEN, L D 
Wyoming, State of iOpp 26279 005 


B4O027GO69 Forwards monthly rept on corrective action status of Wells 
9ftB-79 Sc 5I7-M8 at Irlgaray Mine 

FAUDER, J Westlnghouse Electric Corp 84/06/20 SMITH, D Uranium 
Recovery Field Office gpp 26277 207 


8408270571 Forwards response to 040611 request for addl info re 
application for groundwater pollution control permit 
Issuance of permit to begin work requested 

RUTLEDGE, C Westlnghouse Electric Corp 04/06/20 GARLAND, W 
Wyoming, State of 2pp 26279 OiS 


8408270177 Informs that response to 830627 request for amend to License 
Si;a-I 34 1 i author 1 z ing action level adjustment for Irlgaray 
Mine 8tteinut received 

RUTLEDGE, C Westlnghouse Electric Corp 84/06/27 SMITH, R D 
Uranium Recovery Field office Ip 26277 320 
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B4082800L4 Advises of issuance 
aufchorijing addl restoration 
SMITK, n D Uranium Recoveri/ 
Westinghouse Electric Coi p 


of Amend 9 to ticcYise 5UA->G^L 
of Mcllfield E at cite 
Field Office 0^/077 1 A HUTLEDOE. C 
2pp 26293 335 


— 6400200016 Documents issuance of Amend 9 to License SUA-1341, 
authorizing addl restoration of Wellfield E at site 

PETERSnW. K A Uranium Recovery Field Office 04/07/16 Uranium 

Recovery Field Office 3pp 26293 357 


0408270345 Confirms plan to drill Well 517'Nrt2<ppr 040727 discussion 
Application for permit to appropriate grounduater filed 
w/State of WV fc application to substitute neu uiell 
forthcoming 

VASELIN^J Wes tinghooso Electric Corp 84/07/30 MOONEY- 0 
Wyoming, State of Ip 26277 030 


DOCKET 40-0506 KERR-MCOEE NUCLEAR CORP . OKLAHaMA CITY, OK 


0408240331 Responds to 83U21 notice not to renew License 6UA-1330 Imp 
performed 640628 confirmed Ufslts properly plugged U 
reclaimed License BUA-1330 terminated 

SMITH, R D Uranium Recovery Field Office 04/00/07 STAUTER- d 
Secjizoyah Fuels Corp Ip 26253 333 


— 0400240333 Discusses decommissioning Of facility S, termination of 
License SUA-1330 Facility decommissioned & reclaimied per 
license conditions 

HILDENBRANO, P Uraniom Recovery Field Office 114/06/07 
Uranium Recovery Field Office 2pp 26233 334 


DOCKET 40-0602 SILVER KINO MINES, INC , CASPER. WY 


DOCKET 40-8584 MINERALS EXPLORATION CO - LOS ANOELES, CA 


6400270238 Forwards revised application for renewal of License 
8UA-'l390i doscr lb ing existing mill processes 6 monitoring 
programs Summary listing of license conditions 6 amends 
included as integral part of renewal application 
HILL.C 2 Union Minerals 04/04/03 PETTENOILL.H Uranium 
Recovery Field Office I4pp 26276 276 


0400240216 Reviews Silver King Mines, Inc 040220 mubmittal re 
preoperational radiological environ monitoring rept for 
Jul-Oec J903 

PANODURN,0 C , PETTENOlLL. K J Uranium Recovery Field Office 
04/00/14 Uranium Recovery Field Office 4pp 262S4 347 


DOCKET 40-0674 PLATEAU RESOURCES, LTD , GRAND JUNCTION, CD 


— 8400270243 Revised application for renewal of License SUA-i3S0, 
describing existing mill process & monitoring programs W/ 
one overfiize map Aperture card available in PDR 
a Union Minerals 84/03/31 64pp 26276 295 


0408270157 informs that on 84052 1 1 two corners of hypalon liner matl 
observed separating Storm ripped liner matl h areas 
stabilized (>y plastic sheeting 6 sandbagging Repairs made 
KLEIN, T J Union 76 Minerals Exploration Co 84/05/23 SMITH. R D 
Uranium Rodoverg Field Office 3pp 26277 325 


8400240406 Reviews 840512 responses to Fall 1903 completeness review 
W/exceptlor> of vegetation, sol 1 s t* wind eros ion, sufflc lent 
info supplied for technical review Adequacy of soils, 
vegetation & wind erosion Info nut yet evaluated 
ENQEUMANN, R Wyoming, State of 04/07/11 HILL, C 2 MinaraU 
Exploration Co (subs of Union 011 Co of California) 2pp 
26240 310 


0408240408 Advises that proposal for addl monitoring wells modified to 
include Tailings Monitor Wells TMW-16, TMW-17 & TMW-i0 
Initial analysis will include listed parameters TMW-i5 
sampling will be revised 

KLEIN, T J Union Minerals 64/07/20 SMITH, R D Uranium Recovery 
Field Office 4pp 26240 314 


0408130272 Requests amend to Condition 26 D of License 6UA-1326, 
reflecting renewal of itr of credit Revised Itr of credit 
expires 050413 

OEROEMANfF W Plateau Resources^ Ltd 84/07/10 Uranium Recovery 
Field Office {p 26O40 344 


8400240047 Explains reason for not revising estimate of decommissioning 
casts for Dtanding Ore Buying Station, per License Condition 
26 Dollar amount for surety exceeds amount for 
decommissioning 

OERDEMANiF W Plateau Resources- Ltd 04/07/26 SMITH- R 0 
Uranium Recovery Field Office 2pp 26295 340 


8400240351 Informs of resignation of radiation safety of f ic er, »f f ec t Ive 
840009 

OERDEMAN, F W Plateau Resources. Ltd 84/07/31 SMITH, R D 
Uranium Recovery Field Office Ip 26293 282 


8400240305 Presents review of Plateau Resourc es, Ltd 10CFR40 69 environ 
monitoring rept for Dlanding Dre Buying Station for First 
Half 1903 No ore stored at facility No Further action 
necessary 

HILDENBRANO, P UroniUm Recovery Field Office 84/08/07 Uranium 
Recovery Field Office 2pp 26252 361 


0400240417 Forwards revised Pages 5-9 it 5-ieA to 040403 application to 
renew License SUA-1390, inc 1 ud ing external radiation 
exposure history discussion of tailings cell leat 
detection monitoring sys 40CFRi92 requirements, respect ivel y 
HILL, C Z Union Minerals 04/07/27 PETTENOlLL, H Uranium 
Recovery Field Office 3pp S6240 272 


— 8400240423 Revised Pages 5-9 5-10A to B40403 application to renew 

License SUA~i 350, inc I ud Ing external radiation exposure 
history discussion of tailings ceil leak detection 
monitoring ays 40CFR192 requirements, resp ec tively 
* Union Minerals 84/07/27 2pp 26240 273 


0408270053 Summary of 040601 meeting w/Ucensee U State of WV at mill 
site re liner damage reported in 840522 telcan 
KQNWlNSKIiO R , PETTENOlLL, H J Uranium Recovery Field Office 
84/00/02 Uranium Recovery Field Office 3pp 26270 360 


DOCKET 40-0675 ENERGY FUELS NUCLEAR, INC , DENVER, CO 


8400200110 Application for amend to License 8UA-1335, to dispose of 
approx 4,000 tons of contaminated soil 6 law grade ore in 
licensed tailings disposal facility 

ROBERTS, HR Energy Fuels Nuclear, Inc 84/05/10 HAWKINS* E 
Region 4, Office of Director ip 26294 140 


0400200010 Forwards decommissioning plan for hlantsvllle Buying Station 
Decommissioning activities will begin on 840604 w/equlpment 
removal cleanup of sample plant bldg interior 
VINCELETTEi M 0 Energy Fuels Nuclear, Inc 04/O5/S9 
HILDENBRANO, P Uranium Recovery Field Office ip 26294; 001, 


— 8400260012 Decommissioning plan for Hantsville Buying Station 
* Energy Fuels Nuclear, Inc 04/03/24 4pp 26294 002 


6400270240 Provides annual review of bond covering mill decommissioning 
& site rec lamat ion, submi tted in compliance u/License 
Condition 17 

K0NW1N3KI,0 R , PETTENOlLL, H J Uranium Recovery Field Office 
04/08/10 Uranium Recovery Field Office 2pp 26277 234 


DOCKET 40-0505 WYOMING MINERAL CORP - LAKEWOOD, CO 


0400270020 Forwards ''Semiannual Effluent Monitoring Rept, Jul~Dec 1903 " 
Name changed to U Resources Dlv of Westinghouse, eff ec tl ve 
840101 

BERO, R E Westinghouse Electric Corp 84/02/27 Region 4, Office 

of Director Ip 26290 352 


— 0408270029 "Semiannual Effluent Monitoring Rept, Jul-Oec 1983 “ 
s Westinghouse Electric Corp 83/12/31 Ip 26258 353 


DOCKET 40-8601 ENERGY FUELS NUCLEAR. INC , DENVER. CD 


6408080144 Application for amend to Llconie BUA-1390, transferring White 
Mesa,UT facility to Umeteo Minerals Corp Umetco acquired 70V- 
undivided interest in U 6 vanadium milling facility at White 
Mesa 

GRANELEY, G w Energy Fuels Nuclear, Inc ALEBIQ.WO. UMETCO 
Minerals Corp (subs of Union Carbide Corp ) 64/09/15 SMITH* R D 

Uranium Recovery Field Office 26pp 23979-096. 


8400240373 Notifies that tuo acres of grazing land cleared for 
agricultural use it that residence under const, in compliance 
w/License SUA-1358 requirement for annual accounting of 
changes in land use 

PERKINS. L K. Energy Fuels Nuclear* Inc 84/07/13 SMITH* R D 
Uranium Recovery Field Office Ip 26248*362 
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G40S270010 Sijjnjnar 1 1 Energy Fupfcs Mucledr 340504 se-mianhual environ 
monitorlns rapt for Jul-Dec 1983pp«r 10CF340 65 *« Ltceti&e 
Condltkon 38 Con'Crrn enpres^eii ra significant change ndtcd 
in fia-a66 analyses of sagotation sample^ 

HltDEhiBRAINO. P , HAWKINS, E F Uranium Recovery Field Office 
84/07/20 Uranium Recovery FieH Office 4pp 26298 333 


840B2902I6 Application for amend to i-icense SUA-135, eitending iicense 
for 90 dags begond 640631 eiplration date 
VlNCELETTEiM 0 Energy Fuels Nuclear, Inc B4/07/23 

HILDEN6RAND. N Uranlun Recovery Field Office Ip 26313 343 


8408270117 Submits review of semiannual ALARA rept for 1783 for White 
Mesa Mill 

HILDENBRAND.P , HAWKINb, E F Uranium Recovery Field Office 
04/07/26 Uranium Recovery Field Office 6pp 26277 394 


G40B290366 Forwards fee for amend to License SUA-i350, e > tend ing 
expiration date by ?□ daysiper 640723 Itr 
UINCELETTE. h D Energy Fuels Nuclear, Inc 84/07/30 

HILDENanAND, ti Uranlun Recovery Field Office Ip 26310 358 


DOCKET 40-S6B4 WESTERN NUCLEAR, INC . LAKEWOOD, CO 


B40627Q038 Application for amend to License SUA-1337, revis i ng App D-^l 
r« past 6 present land use> App D'7 re soii assessment &t 
App D-B re vegetation inventory M/foor overslie figures 
Aperture cards available in PDR 

EOODENi 0 Western Nuclear, Inc tsubs of Phelps Dodge Corp ) 
84/07/23 HILDENBRAHD,P Uranium Recovery Field Office 147pp 
26278 156 


DOCKET 40-8697 ROCK/ MaUNTAfN EREROY CO , DENVER, CO 


0408240031 Environ monitoring quarterly rept for Apr-June 1964, Reno 
Creek RtiD project 

SR1ELE&,P Rocky Mount am Energy Co 84/07/24 SMITH, R D Uranium 
Recovery Field Office 7pp 262S4 2Q2 


DDCKET 40-8698 PLATEAU RESOURCES, LTD , GRAND JUNCTION, CO 


B408240410 Updates situation in which tailings contaminated solution 
exceeded level of clay liner in louer impoundment area at 
Shootarlng Canyon processing facility Coring program will be 
initiated Survey reeults end 

QERDEMAN,F M Plateau Resources, Ltd 04/07/16 SMITH, ft D 
Uranium Recovery Field Office 3pp 26248 309 


0408240207 Bucnnsry of B40628 meeting w/Plabeau Resources , Ltd In Denver, 
CO re Shootarlng Canyon U Mill license & Bkanding' Ore Buying 
Station license reneiirel application 

SHDPENN.N N , PETTENGTLL. H J , HAWKrNS,e F Uranium Recovery Field 
Office G4/07/27 Uranium Recovery Field Office 3pp 
262S9 248 


B4O024D351 Informs of resignation of radiation safety of fleer, effective 
840809 

OERDEKANiF.H Plateau Resources, Ltd 04/07/31 BMITH.R D 
Uranium Recovery Field Office Ip 26253 282 


3408240193 Recommends License SUA-1371 be amended to extend expiration 
date to 841231 to allow time for preperatlon of renewal 
application 

9H0PENN,N N Uranium Recovery Field Office 84/00/07 Uranium 
Recovery Field Office 3 pp 26255 252 


“'8408240198 Issues Amend 10 to License sUA-1371, extend Ing expiration 
date to 841231 

SMITH, R D Uranium Recovery Field Office B4/08/07 
0£R0EMAN«F H Plateau Resources, Ltd tp 26255 234 

0400240373 Presents review of Plateau Resources, Ltd B30826 Tc 840303 
environ monitoring data for Bhootaring Canyon facility for 
1903 Environ monitoring in accordance w/Llcense Conditions 
34 i 44 

KONWIN3KI,0 R , PETTENGILL, H J Uranigin Recovery Field Office 
84/09/87 Uranium Recovery Field Office 4pp 26254 340 


B40B270100 Reviews 1982 chemical analysis 4« analytical detection 
fa^lllt^* for Shootaring Canyon U processing 

HAWKIhia, E F , SHOPENN, N M Uranium Recovery Field Office 84/08/08 
Uranium Recovery Field Qfflc* 4pp 26270 314 


DOCKET 40-8722 DRUSH WELLMAN, INC , CLEVELAND. OH 


840806D300 Application for renewal of License SUA-1354, e 1 1 en d 1 ng 
expiration, date until Jan 1'906 Fee encl 

VALIQUETTE, J c Brush WollKnan, Inc 31/06/01 SMITH, R 0 Uranium 
Recovery Field Office 6pp 29951 OOl 


8488240177 Ac k receipt of renewal application fur License SUA-1354 
HAWKINS, E F Uranium Recovery Field Office 84/07/19 
VALIQUETTE, J C Crush Wellman, Inc ip 26235273 


DOCKET 40-0724 CHEMETRON CORP , CHICACJQ. IL 


□40(0020228 Forwards Health Physics Procedure 9, "Lonf iririatory Survey 
Hethads “ Procedure will be included in decontaminati on 
p Ian 

PECK, 8 Radiation Management Corp B4/06/2D CDDL, 0 Nrc - No 
Detailed Affiliation Given Ip 2SB98 193 


— D40B020230 Health Physics Procedure 9, "Confirmatory Survey Methods *' 
* Radiation Management Corp B4/06/28 4pp 23898 194 


DOCKET 40-0727 KERR-MCCEE NUCLEAR CORP , OKLAHOMA CITY, OK 


B40Q340040 Notifies that RfcO License BRD may be terminated 6 
responsibility for revegetat i ot\ must be Included in Permit 
304c 

8UN0IN, R , RANDEN. L , OAR LAN O, H Wyoming, State of 04/07/31 
STAUTGft.J C Sequoyah. Fuels Corp Ipp 26233 342 


DOCKET 40-0738 TETQN EXPLORATION DRILLING CQ , INC , CASPER, WY 


0408270205 Summarizes Teton Exploration First Quarter 1984 rept Site 
remained shutdown Activities included evaporation pond insp, 
leak detection mcinl tor ing , j n-p laiit radiation monitoring 6 
security No leaks detected in pond liners 

WA9TLER,6 L , HAWKINS, E F Uranium Recovery Field Office 84/07/20 
Uranium Recovery Field Office 2pp 36277 314 


DOCKET 40-8749 OGLE PETROLEUM, INC , CASPER* WY 


0408240079 Requests that Dlaon Basin Mine, Permit 504, bo placed on 
interim stab U 1 cat 1 on, p er □5“ll“401<n> Mine not in operation 
due to depressed market conditions Required environ sampling 
& analyses continues to take place Table uilthheld 
CATCHPaLEiO J Ogle Petroleum, Inc 84/07/16 ENGeLMANN, R 
Wyoming, State of 3pp 26259 334 


B40Q240050 Forwards mall re Technology Lab, Inc alpha contamination 
survey, per request 

CATCHPDLE.OJ Dg I e Pe tr o l eum, Inc 04/08/06 WASTLER, 8 Uranium 
Recovery Field Qffito 4pp 26235 336 


DOCKET 40-B76B KERR-MCQEE NUCLEAR CORP , OKLANGMA CITY, OK 


6400240-175 Forwards amfended License SUA-1387, EIA 8ER 

SMITH, R D Uranium Recovery Field Office 04/07/23 BTANTER,J 
Bequoyah Fuels Corp Ip 26253 OOl 


'B4QB240i7B Aininded License BUA-1307 for Bequoyah Fuels Cor p, authorl i ing 
RicD scale U In situ leach activities 

SMITH, R D Uranium Recovery Field office 04/07/23 13pp 
26233 002 


— 6409240100 Safety evaluation supporting amend to License SUA-i307 
HILDENBRAND, P , HAHKIN8,E F Uranium Recovery Field Office 
84/07/06 6pp 26233 017 


— B4O824O103 ElA supporting amend to License SUA-i3a7 

HILDENDRANO, P , HAWKINS, E F Uranium Recovery Field Office 
04/07/23 177pp. 26233-023 


B408240337 •'Bell Sadiwent Analysis Summary, NPDEB Drainage Sus.June 
1933 - Mar 1904 » 

FREEMAN, M D Sequoyah Fuels Corp B4/06/07 HILDENBRAND.P 
Uranium FlBcovery Field Office 2pp 26253 317 
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840B240377 Notifies of 840702 lab analgsis of Ra-266 at 10 0 pCi/g for 
040404 soil samplefrom outfall location.O 3 pCi/g above 
baseline value Sample taVen on 840611 shouied onlg 1 pCi/g 
above baseline Similar reading occurred in first quarter 
FREEMAN* M D Sequoyah Fuels Corp 04/07/09 HAWKINS* E * 
HILDENURAND* P Uranium Recovery Field Office Ip 26234 333 


6400240134 Forteards form NftC-39t. "Insp Findings £< Licensee Act." re 
violations observed during 040627-28 map of License 
SUA'-i3B7 Signature requested uithin 30 days W/O end 
WABTLER*S L Uranium Recovery Field Office 84/07/13 ORELL. E 
Kcrr-McGee Nuclear Corp Ip 26234 236 


0408240375 Ack receipt of 040613 Itr to R Spears Q-Sand restoration 
proposal acceptable As stated on Page 2iapproval from Dept 
of Environ Quality Sc NRC needed before sodium sulfide added 
to injection stream 

MCCARTY* C Wyoming. State of 84/07/23 FREEMAN* M L Sequoyah 
Fuels Corp ip 26234 333 


6408270040 Rovlous Sequoyah Fuols Corp First Quarter 1904 rept for 
Q-Sand R8<D In Situ Leach Pro ject* submi tted per License 
Condition 58 

HILDENBRAND* P , HAWKINS. E F Uranium Recovery Field Office 
64/07/26 Uranium Recovery Field Office 4pp 26256 309 


8406260334 Revieuis Sequoyah Fuels Corp semiannual ALARA audit rept of 
Q-Band RtfD In Situ Leach Project for Nov 1903 - Apr 1984. 
submitted per License Condition 27 

HILDENDRAND* P * HAWKINS* E F Uranium Recovery Field Office 
04/07/26 Uranium Recovery Field Office 4pp 26294 109 


DOCKET 40-0769 EXXON CO , USA, 0ILLIN08, MT 


6400090197 lE Insp Findings Si Licensee Ack on 840710 of License 
SUD-1362 Insp findings records re receipt of licensed matl 
not properly maintained 6 documents not properly posted 
WILQORN.L Region 4* Office of Director 84/07/10 Ip 25994 326 


DOCKET 40-0703 URANERZ USAi INC . CASPER, WY 


S4O024O341 Forwards author 840710 Itr to State of WY Dept of Environ 
Ouallty re state annual rept 6 request to skip monitor uiell 
sampling period 

SOMERVILLE* K 0 Uraner: USA* Inc 04/07/10 HAWKINS* E Uranium 
Recovery Field Office 3pp 26233 315 


DOCKET 40-0706 URANIUM RESOURCES, INC , RICHARDSON, TX 


0400070226 Forwards IE Insp Rept 40-8706/84-01 on 840103 & 09 & notice 
of violatian Insp examined allegations of violations of 
license conditions One allegation substantiated Insp rept 
withheld 

SMITH* n D Uranium Recovery Field Office G4/07/09 RICHARDSON 
Uranium Resources. Inc 2pp 25937 040 


— 8400070231 Notice of violation from insp on 040105 Cr 09 Violation 
noted failure to rept leaks in east 6 west ponds on B40310 & 
030120* respectively 

* Region 4, Office of Director 84/07/09 Ip 23937 030 


0408240393 Responds to 840709 notice of violation of Condition 17 re 
failure to rept leaks in evaporation ponds on B20310 t< 

030120 Corrective action holes patched to prevent leakage 
Into monitor sumps 

PELIZZA.M0 Uranium Resources* Inc 84/07/20 8M1TH*R D Uranium 
Recovery Field Office Ip 26253 281 


8406270026 Ack receipt of 640720 Itr informing NRC of steps taken to 
correct violations noted In 040620 notice of violation 
Actions to be examined at future insp NRC reporting 
requirements reiterated 

SMITH* R D Uranium Recovery Field Office 04/08/10 PELIZZA.H 8 
Uranium Resources, Inc 2pp 26250 334 


DOCKET 40-8922 OMAHA PUPLIC POWER DISTRICT* OMAHA. NE 


8406090127 IE Insp Findings Licensee Ack on 040716-17 of License 
SMC-14aO Insp findings no violations observed 
aPITZBERQ.D 0 Region 4* Office of Director 84/07/17 2pp 
25993 146 


DOCKET 40-0029 WYOMING FUEL CO * LAKEWOOD. CD 


0400240393 Reviews draft EIA re source matl license for Wyoming Fuel 
Co Document should be entitled “Draft Environ Assessment" 
rather than DES Conclusion should not foreshadou decision 
BROWN, W L Region 4, Office of Director 04/07/27 SMITH* ft D 
Uranium Recovery Field Office 3pp 26248 357 


8400270099 Summary of 040716 informal public meeting u/State of NE# £PA 
ti public interest groups In Crawford.NE re draft EJA for 
proposed Crow Butte project Appropriate comments lUi 11 be 
incorporated into EIA 

WASTLER.8 L * HAWKINS. E F Uranium Recovery Field Office 64/08/08 
Uranium Recovery Field Office 2pp 26277 291 


DOCKET 40-0842 MINNESOTA* UNIV OF. MINNEAPQLIB* MN 


0400010394 IE Insp Findings 6 Licensee Ack on 840710-11 of Licenses 
22-00187-49,22-00187-00,22-00197-33,22-00210-31 1* 8UD-1434 
Insp findings no violations observed 

LYNCH* J L Region 3. Office of Director 04/07/11 Ip 29066 062 


DOCKET 40-8837 EVEREST MINERALS CORP * CONVERSE COUNTY. WY 


8400260018 Forwards application for llconse to conduct production scale 
recovery U processing of natural U via In situ leaching 
operations at Highland Bite In Converse County, WY 
‘‘Highland In Situ U Project" also end Fee paid 

MAYS.W M Everest Minerals Corp 04/07/24 HAMKIMS* E F Uranium 
Recovery Field Office 4pp 26292 090 


— 640B2B0022 Application for license to conduct production scale recovery 
6 processing of natural U via in situ leaching operations at 
Highland Site in Converse County, WY 

MAYS, W M Everest Minerals Corp 04/07/17 2pp 26292 094 


— 8400280024 "Highland In Situ U Project " W/tuo oversixe figures 
Aperture cards available In PDR 

* Everest Minerals Corp 04/07/24 230pp 26292 096 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET 50-2 UNIV OF MICHIGAN RESEARCH REACTOR 


V Operator Examinations 


8409140426 Provides address for transmitting all operator licensing 
correspondence to Region HI ofc. except info for examiners 
WALKER. R D Region 3, Office of Director 04/06/10 Michigan# 
Univ of* Ann Arbon Ml 2pp 26031 198 24X Fichu 50-000# 

04/08/10. 0400140426 


DOCKET 30-3 INDIAN POINT STATION. UNIT 1 


F Security, medical* emergency St fire protection plane 


8403240290 Responds to 040424 memo for FEtV^ review of util request for 
delay In scheduling next full-scale emergency preparedness 
exercise at site until 841130 Delay acceptable 
KRIMM. R Federal Emergency Management Agency 84/03/19 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) Spp 24614 336 24X Flehe 30-003*04/03/10. 

B405240290 


8400060349 Forwards revs to physical security plan Revs withheld (ref 
10CFR73 21) 

0‘'T0QLE,J D Consolidated Edison Co of Mew York# Inc 04/07/16 
MURLEYjT E Region I* Office of Director ip, 23936 032 24X 

FI Che. 90-003* 04/07/16. 6400060349 


8408130121 Forwards public version of revs to Book II to emergency 
procedures document* Inc lud Ing App A. "Emergency Roster" 

App B* "Con Ed Medical Dept* Consul tants & Agencies " 

O'TQOLErJ D Consolidated Edison Co of New York# Inc 04/07/16 
NtlRLEV#T E Region 1* Office of Director 2pp 26104 298 24X 

Fiche 90-003.04/07/16*0408190121 


’8400190123 Public version of revs to Book 11 to emergency procedures 
document* Including App A* "Emergency Roster" U App 0 "Con 
Ed Medical Dept* Consul tants h Agencies " W/JM Felton G4080S 
release memo 

* Consolidated Edison Co of New York# Inc 04/06/29 21pp 
26104 260 24X Fiche 30-003*84/07/16*8408130121 



10 


DOCKETED ITEMS 


P Op-tfrdting ItceinSE- stage docLimpiitSi !. t orreBponderc e 


04090701 1 O Generic Ltr 94-19 to all licensees of operating reactors, 
applicants far OLs if holders of CPs re availabilitg of 
Soppl 1 to MUHE0-0933j *‘Pr I 0 r 1 1 w at i on of Generic Safety 
I ssues " Svc list enc I 

erSENHUT.D 0 Division of Licensing 01/06/06 Con sal id a ted 
Edison Co 0 # N«u Yorkj Inc IBPP 26129 238 24)C 

Fiche 50-000.04/08/06-8408070110 


6408200275 Generic Ltr 64-20 to all licensees of operating reactors «» 
applicants for CLs re scheduling guidance for licensne 
submittals of reloads that involve uTirevi ewed safety 
i;.UBstians Svc list encl 

EISENHUT. D 0 Division of Licensing 84/06/20 Consnlidated 

Edison Co of New Vorit, Inc I7pp 26276 244 24X 

Fiche 30-000.04/08/20.8400200275 


6400280333 Staff reg^u ireme n ks memo re 040616 centmuatlan of 040723 
discussion of issues req.uiring resalutlon priOT to Issuance 
of order In proceeding Commission rer|uesteil briefing on PRA 
Including dlicusslon of une ertaint i es 8« basis of comparison 
CHILK. B J Office of the Sscretarg of the Cocninl ss 1 on 64/08/21 
OiRCKSi W J Office of the Eiecutlve Director for Operations 
ZERBE.J E Office of Policy Evaluations 2pp 26294 030 24X 

Fiche 30-003.04/08/21.6400260333 


Q Inspection rspcrts. IE Bulletins I correspondoiice 


6408210142 IE Info hJotice 04-6S. 'Potential Deficiency in Impropeily 
Rated Field Uiring to Solenoid Valves *' Svc list end 
JORDAN. E L Division of Emergency Preparedness h Engineering 
Response (Post 0301031 84/08/21 Consolidated Edison Co of Nblu 

York. Inc U5pp 26329 008 24X Fiche 50-000, 84/09/21 . 04002101 42 


T HearLng transcripts on. non-anti trust matters 


8408200025 Transcript of 840816 Commission meeting In Wash in g ton. DC re 
c ant 1 nuat ion of 840723 discussion of adjudicatory 
proceeding Pp 1-76 

* CommisslDrers 04/08/ 1<6 70pp 36293 169 24X 

F i c h o 50-003. 04/08/ 1 6. 8408280025 


DOCKET 50-5 PENNSYLVANIA STATE ONIV RESEARCH REACTOR 


F Security, medical, emergency & fire protection plans 


84D803D2D5 Reeiuests application for renoual of License R~2. i nc 1 ud Ing 
environ rept.Bmergen.cg p Ian. phys ica 1 security plan 8< Tech 
Spec Info.per lOCFrtSO 33 6 lOCFRSO 34 OL scheduled to expire 
on 850630 

THOMAS. C O Standard 1 la t ion 6 Special Projects Branch 84/07/26 

CUNNINGHAM. R 0 Pennsylvania State Unlv . University Park. PA 7pp 
25921 352 24X Fiche 50 -0 0 5.64/07/26,0406030205 


P Operating license stage documents t correspondence 


8407250229 TE Info Notice 04-37i "Operating Experience re Noxsture 
Intrusion in Safety-Related Electrlcat Equipment at 
Commercial Pouer Plants " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/07/27 Consolidated Edison Co of Neu 

York. Inc ll9pp 25865 047 24X Fiche 50-000,04/07/27.9407250229 


6406010333 IE Info Notice 94-59. "Deliberate Circumventing of Station 
Health Physics Procedures " Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response {Post 830103) 84/09/06 Consolidated Edison Co of Neu 

York. Inc 05pp 26067 276 24X Fiche 50-000.84/00/06.8408010333 


8408010337 IE Info Notice 04-60. "Failure of Air Purifying Respirator 
Filters to West Efficiency Requirement *' Svc list end 
JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 04/06/06 Consol idaied Edison Co of Neu 

York. Inc I23pp 26067 156 24X Fiche 50-000,04/06/06. 0408010337 


8408070120 IE Infn Notice e4'-6l» "^Dvere * posure of Diver In PWR 
Refueling Cavity " Svc list end 

JORDAN, E L Division of Emergency Fraparedneas & Engineering 
Response (P-ost 830103) 64/06/00 Consolidated Edison Co of Neu 

York. Inc i20pp 26129 110 24X Fiche 50-000.04/08/08, 0408070120 


8409030205 Requests appllcatio-n for reneual of License R-2. i nc lud ing 
environ rept. omergetiqy p 1 an. phys ical security plan & Tech 
Spec info.per 10CFR50 33 & IOCFR50 34 OL scheduled to expire 
or> BSO630 

THOMAS, C O Standard i za t ian 6 Special Projects dranch 84/07/26 
CUNNIKOHAM, R 0 Pennsylvania State Univ . University Park, PA 7pp 
23921 352 24X Fiche 50-0 05. 84/07/26. 8406030203 


0409230267 Responds to 840726 ltr re reneual of License R-2 
Documentation requested in ltr uill be included in 
application for reneual of license to be submitted during 
First Quarter 1995 

CUNNINGHAM, R 0 Pennsylvania State Univ . University Park, PA 
94/OS/lO THOMAS, C Standard i lati on {.Special Projects Branch tp 

26209 322 24X FI Che 30-005.64/08/10.8406230367 


8406270327 Responds to B40612 ltr re notification of change in storage 
location of SNH Info acceptable 

MARTIN, T T Division of Engineering 1 Technical Programs 64/08/22 
CUNNlhfGHAM. n 0 Pennsylvania State Univ . University Park. PA 
2pp 26243 270 24X Fiche 30-005.04/06/22.0406270327 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION. UNIT 1 


0408070376 IE Info Notice 64-62. "Therapy Mi sadmin i stra t i ons to 
Patients Undergoing Co-60 Telctherapy Treatments *' Svc 
list end 

GRACE. J N Division of QA. Safeguards 4« Inspection Profframs (Post 
0301031 04/03/10 Consolidated Edison Co of Neu York, Inc 

lB3pp 26129 2S6 24X Fiche 50-000,84/08/10,8400070376 


3100009 iE Info Notice 84-63. "Defective RHR Replacement Piping " 

VC list end 

DROAN. E L Division of Efliergency Preparedness 6 Engineering 
esponse (Post 030103) 64/08/13 Consolidated Edison Co of Neu 

/ork. Inc ll^pp 26197 210 24X Fiche 50-000.94/08/13,8408100009 


U4081 00039 IE Info Notice 84-64. "DWR HPCl Initiation Beal -In t< 
Indication " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 64/08/15 Consolidated Edison Co of New 

York, Inc 104pp 26198093 24X Fiche 50-000.84/08/15,8400100038 


0406100021 IE Info Notice 84-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Bve 
list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 84/09/16 Consolidated Edison Co of New 

York, Inc llSpp 26197 337 24X Fiche 50-000.64/08/16,8409100021 


B408J00055 IE Info Notice 94-66. "Undetected Unavai labi k i ty of 
Turbine-Driven Auxiliary Feedwater Train " Svc list end 
JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co of Now 

York, Inc iSOpp 26276 001 24X Flcho 30-000,84/08/17,8400100053 


F Security, madleal. emergency it fire pratectien plans 


9404040169 Forwards exercise repts for LaSalle S< Dresden offsite 
radiological emergency preparedness exercises conducted 
820414-15 Ss 0629-30. respect Ively 

KRIMM.R W Federal Emergency Management Agency 84/03/26 
JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post esoioai- 2pp 22803 122 24X Fiche 50-000.84/03/26, 

0404040169 


—9404040172 Evaluation of State of IL full-scale emergency preparedness 
exercise plantfinal rept 

■» Federal Emergency Management Agency 82/05/31 68pp 
22083 124 24X Fiche 50-000,64/03/26,0404040169 


6408130401 Responds to 940705 clarification of Info re util means of 
satisfying annual regulatory requirement to review emergency 
action levels w/offslte emergency support organizations Info 
acceptable 

PAPERIELLQ. C J Region 3, Office of Director 04/08/07 HEED. C 
Commonwealth Edison Co Ip 26010 130 24X Fiche 50-000.84/00/07. 

0409130401 


— 9409L30413 Responds to 840604 ltr re means for satisfying requirements 
of LOCFRSO.App E.Paragraph IV B Proposal for satisfying 
requirements to review emergency action levels by offsite 
agencies clarified 

FARRAR, D L ConifFionweal th Edison Co 84/07/05 PAPERIELLO. C J 
Region 3, Office of Director 8pp 26010 131 24X 

Fiche 50-000,84/08/07,04 00130401 


8408140208 IB Info Notice 84-67, "Recent Snubber Insorvice Testing H/ 
High Failure Rates " Svc Ust end 

JORDAN.E L Division of Emergency Proparedness t. Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Co of New 

York. Inc I23pp 26276 122 24X Fiche 50-000.04/09/17,9400140208 


84O8I3O-209 Forwards FR notice of environ assessment & finding of no 
significant Impact re 940405 6 26 requests for exemption of 
state S« local govt participation in 040605 exercise 
PAULSONrU A Operating Reactors Branch 5 04/00/10 FARRAR, D L 

Coitimonwoal th Edison Co 2pp 26010 262 24X Fiche 50-010.84/08/10, 

8408130269 



DOCKETED ITEMS 


11 


--84081 □0J>'7a Mntice of environ assessment *< finding of no significant 
impact te exctnptian from requirements of IOCFR'iOj App C 
re state ti local govt participation at 040605 exercise 
EISENHUT-D 0 Division of Licensing 84/OaMO Ipp 26010 264 
24X Ficho 30”0t0. 04/00/ 10< 0408130289 


8400200201 Advises that 040003 Rev 15 to physical security plan 
consistent ui/provi s ions of 10CFR50 54 ( p ) 6 acceptable 
AXELSDN, W L Region 3, Office of Director 84/00/14 FARRAR. D L 
CommonuDalth Edison Co 2pp 2613J 023 24X Fiche 50-01 0. 84/08/ I 'I, 

0400200281 


8400210001 Forwards exemption from certain requirements of Section 
TV F 1 of App E to 10CFR50 for Dresden 040605 emergency 
preparedness exercise ui/o full-scale part i c ipat l on by state 
Sc local govts in plume exposure pathway 

PAULGGN. W A Operating Reactors Dranch 5 84/08/14 FARRAR. D U 

Commonuiea 1 th Edison Co 3pp 26181 320 34X Flche 30-010,84/08/14, 

8400210001 


— 8400210005 Exemption from Soction IV F 1 of App E to lOCTRSO requiting 
full-scale emergency preparedness exercise at least 
annual ly< involving participation of state U local govt<; 
uiithin plume exposure pathway emergency planning zone 
EISENHUTi D Q Division of Licensing 84/08/14 Commonwealth 

Edison Co 3pp 26101 323 24X Fiche 50-010.84/00/14.8408210001 


8400230203 Revised emergency plan implementing procedures . incl ud ing 
EPIP 100-C3 re generating station emergency plan log. 
replacing record of gHneiatirig station emergency plan 
activities form W/840020 Itr 

GCOrr. D J Commonwealth Edison Co 04/00/20 DENTQM. H R Office 
Of Nuclear Reactor Regulation. Director 67pp 26207 295 24X 

riche SO-010. 04/00/20. 0408230203 


J Insurance indemnity Information 


0400290038 Forwards Endorsement 150 to NELIA Policy Nr-43 1 
Endorsement 134 to HAELU Policy MF“22 

OSIER. J Commonwealth Edison Co 84/00/22 SAUTZHAN, J Assistant 
Director for State It Licensee Relations 3pp 26291 251 24X 

PI Che 90-010. Q4/0a/22i 0400290030 


P Operating license stage documents it correspondence 


0400070110 Oeneric Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re availability of 
3uppl 1 to NURE0-0933r "Prior i ti lati on of Oeneric Safety 
Issues " Sve list end 

ErSENKOT.D 0 Division of Licensing 84/08/06 Consolidated 
Edison Co of New York. Inc lOpp 26129 238 24X 

Fiche 50-000.04/00/06.0408070110 


0408200275 Oeneric Ltr 84-20 to all licensees of operating reactors it 
applicants for 0L& re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Sve list end 

El&ENHUT. 0 0 Division of Licensing 84/00/20 Consolidated 
Edison Co of New York, inc I7pp 26276 244 24X 

F i ch e 30-000. 04/08/20. 0400200273 


0 Inspection reports. IE Bulletins S. corrottpondence 


8408030231 Ac k receipt of 040622 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-010/84-09. 

50-237/84-07 6 50-249/04-06 

PAPERIELLO. C J Region 3. Office of Director 84/07/10 REED. C 
Commonwealth Edison Co ip 25717 226 24X Fiche 50-010.04/07/10. 

0400030251 


— 0400030252 Responds to NRC 040524 ltr re violations noted in IE Insp 
Repts 30-010/04-05.50-237/04-07 & 50-249/04-06 Corrective 
actions sludge removed Prom Toledo 6 Joliet facilities 
Survey of sumps found no residual activity 

FARRAR. D L Commonwealth Edison Co 04/06/22 KbPPLER. J 0 
Region 3. Office of Director 4pp 23717 227 24X 

riche 50-010,84/07/10,8400030251 


8407250229 IE Info Notice 84-57, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post G30103> 04/07/27 Consolidated Edison Co of New 

York. Inc 119pp 25065 047 24X Fi che 50-000. 84/07/27. 8407250229 


8408070066 Notifies of 840023 meeting u/utll at Region III ofc to 
review findings of 8ALP assessment re util performance 
Encourages mgt representation to ensure mutual understanding 
of Issues fc findings presented by NRC 

NDRELIUS, C E Region 3. Office of Director 04/00/03 REED.C 
Commonwealth Edison Co 2pp 29949 337 24X Fiche SO-OOO* 84/00/03. 

0400070066 


0408070401 Informs that new sys of acknowledging receipt of licensee 
correspondence re none omp 1 lance found during insp 
i nsti tuted, effect t VO 840020 Preprinted form will be used 
rathei than ltr 

KEPPLER J 0 Region 3, Office of Director 84/08/03 

Connonwealth Edison Co □pp 25942 100 24X Fiche 50-000.84/08/03, 

04OBO7O4O1 


8400010333 IE Info Notice 04-59, 'Deliberate Circumventing of Station 
Health Physics Procedures ‘ Bve list end 

JORDAN. E L Division of Emergency Preparedness i* Engineering 
Response (Post 030103) 04/08/06 Consolidated Edison Co of New 

fork, Inc B5pp 26067 270 24X Fiche 50-000,84/00/06.04080 10333 


840001033/ IE Info Notice a4'60. Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN. C L Division of Emergency Preparedness &■ Engineering 
Response (Post 0301031 0.1/00/06 Consolidated Edison Co of New 

York. Inc t23pp 26067 150 24X Fiche 30-000.04/00/06.8408010337 


8400070120 IE Info Notice 84-61. "Overexposure of Diver in PWR 
Refueling Cavity " Sve list end 

JORDAN. £ L Division of Emergency Preparedness tc Engineering 
Response (Post 030103) 04/08/00 Consolidated Edison Co of New 

YOik. Inc I20pp 26129 U8 24X Fiche 90-000.04/08/00,8408070120 


0408140344 Confirms 04OBO3 plans to meet w/otil on 840907 in 
Olen Ellyn. IL to discuss regulatory improvement program 
NDRELIUS. C E Region 3, Office of Director 04/00/00 REED.C 
Commonwealth Edison Co 2pp 26041 030 24X Ficha 50-000« 84/00/00. 

8400140344 


0400300095 Forwards Insp Repts 50-010/84-10.00-237/84-12 & 50-349/04-11 
on 840618-0726 6 notice of violation 

SHAFER. W 0 Region 3. Office of Director 04/08/00 REEO. C 
Commonwealth Edison Co 2pp 26307 201 24X Fiche 50-010.04/08/03. 

0400300095 


— 0400300099 Notice of violation Prom insp on 040618-0726 

SHAFER. W D Region 3. Office of Director 04/08/00 Ip 
26307 203 24X Fiche 50-010.04/00/00,8400300095 


“0400300100 Insp Repts 50-010/04-10,50-237/04-12 & 90-249/D4-I1 on 
840618-0726 Noncamp 1 lance noted inadequate corrective action 
taken in response to Tech Spec violation re open submarine 
door In l/nit 2 reactor bldg 

T0N(9UE. TH , STASEK. S . ANDERSON. C D Region 3. Office of 
Director 04/00/07 llpp 2630/ 204 24X Fich e 50-010. 04/oa/OB. 

8400300093 


0400070376 l£ Info Notice 04-62. "Therapy Hisadminl st rati on* to 
Patients Undergoing Co-60 Teletherapy Treatments ' Sve 
list end 

ORACC, J N Division of OA. Safeguards i' Inspection Programs CPost 
030103) 04/0B/iO Consolidated Edison Co of New York. Inc 

125pp 26129 2 56 24X Fiche 50-000.84/08/10.0400 0 70376 


0408160139 Ack receipt of 040/30 Ur informing NRC of steps taken to 
correct noncompl lance noted in IE Insp Repts 50-010/84-09, 
50-237/04-11 it 30-249/04-10 

5HA‘=^ER.W 0 Region 3, Office of Director 04/00/10. REED.C 
Cotnmonuoal th Edison Co ip 26092 040 24X Fiche 50-010.84/00/10, 

0400160139 


— 840Bl60i43 Responds to NRC 040703 Ur re noncomp 1 1 ance noted in IE Insp 
Repts 50-010/04-09. S0-237/84-U It 50-249/04-10 Corrective 
actions special procedure far testing automatic function of 
master pilot valve incorporated into existing Cardox sys 
FARRAR. D L Commonwealth Edison Co 04/07/30 KCPPLER, J 0 
Region 3. Office of Director 3pp 26092 041 a4X 
riche 50-010.04/00/10,0400160139 


B408100009 IE Info Notice 04-63. "Defective RHfl Replacement Piping " 
9vc list end 

JORDAN, E L Division of Emergency Preparedness It engineering 
Response (Post 030103) 04/00/13 Consolidated Edison Co of New 

York, Inc 119pp 26197 210 24X Fiche 50-000.84/08/13.0408100009 


0400100038 IE Info Notice 04-64. "DNR HPCI Initiation 8ea)-In it 
Indication " Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/00/15 Consolidated Edison Co of New 

York. Inc I04pp 26190 093 24X Fiche 50-000. 84/00/1 3. 8403100030 


0408100021 IE Info Notice 04-65. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment *' Bve 
list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 04/08/16 Consolidated Edison Co of New 

York. Inc U8pp 26177 337 24X Fiche* 50-000. 84/08/16, B40B1 0002 J 
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□40S100055 IE Imfo Notice BA-fiA. ’'lindetected Urtava 1 1 ab 1 1 1 1 v of 
Turbins --Driven Auxiliary Feoduater Train *' Svc list ent I 
JORDAN, E L T>lvls»OTi of Emergency Preparedness «- Engineering 
Response tPost Baoi03> 84/08/17 Consolidated Edison Co of Neiu 

Yorfc. Inc 120pp 2627* OOJ 24XFiche 30-000, Q4/0Q/ 17. B40B10005S 


— B4O015O3BO IE Inap Ropt 
Major areas Inspected 
b augmen tat 1 on, p ubl ic 
uorker protectloTi 
WDLTNER.E > CROCKER, h 
3pp 2*079 219 a4X 


50-029/84-12 on 840626-29 Nq violatipns noted 
status of progiams for shift staffing 
info, licensee audits fc emergency 

W Region 1, Office of Director 84/07/16 
Fiche 30-029,84/07/26.8400150573 


B4'0ai40aoa IE info Notice 84-67, "Recent Snubber Inservice Testing W 
High Failure Rates ** Syc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response <Po5t 0301031 a4/08/’l7 Consolidated Edison Co or Neu 

Yorl. Inc 122pp 26276 122 24X F 1 che 5D-000, 04/08/ 1 7, 8400140200 


84DB210U2 IE Info Notice 04-68, "Potential Deficiency in Iraproperly 
Rated Field Wiring to eolenoid Valves '* Sve list end 
JORDAN, E L Division cf Emergancy Preparedness St Engineering 
Response (Post 0301031 84/00/21 Consolidated Edison Co of NeiiJ 

York, Inc 1 l3pP 26329 000 24XricliB 30-000. 04/08/21 . B40Q2101 42 


R Periodic operating reports 6 related correspondence 


8400070393 Submits infn on schedule for implementing upgraded emergency 
operating proc edores, per Suppl ! to NUREO-0737 Schedule 
outline prepared to perforin listed actions Upgraded 
procedures wi 1 1 be implemented prior to Cycle 19 operation 
KAY. J A Yankee Atomic Electric Co 84/07/27 CRUTC HF 1 ELD. D 

Dperating Reactors Branch 3 2pp 23945 246 24)C 

Fiche 50-029,04/07/27,0408070393 


8400160073 Forurards Enforcement Conference Rept 50-029/84-16 on 
040621 

STAROarECKr, R Division of Project b Resident Programs 84/07/27 
HEIDER. L H Yankee Atomic Electric Co 2p p 26100 226 24X 

Fiche 50-029.84/07/27,8408160073 


B40B30036B “flept of Radioactive Effluents,"' Jan-June 1904 W/B40Q15 I tr 
SCOTT, D J Caramonuialth Edison Co 34/06/30 KBPPLER, J © Region 
a. Office of Director 17pp 26300 172 24X Fiche 50-010,84/06/30, 

0400300360 


S ReportabU aceurrence*, LERs 6 related correspondence 


--8400160082 IE Enforcement Conference R«pt 50-029/84-16 on 040621 Major 
area’s discussed failure to procedurally implement required 
scc(;rity program compensatory measures Safeguards info 
deleted (ref tOCFft73 2t) 

EICMENKOLZ.H , KElMfO, R . WENZINGER.E Region 1, Office of 
Director 04/07/27 4pp 2610B 220 24X Fiche 50-029.84/07/27, 

□408160073 


840E200501 LER 04-001-00 on 040717, unp lanned radioactive release to 
discharge canal determi-ned Caused by stagnant contaminated 
water & corrosion products flushed out into discharge canal 
New operating order 6 nod established W/04Oai3 Itr 
COYLE) L r aCOTTiD J Conmonu* alth Edison Co 84/08/13 4pp 
86138 302 24X Fiche 30-010,04/08/13,0400200501 


DOCKET 50-13 BABCOCK 6 WlLCOX CO CRITICAL FACILITY 


F Security, medical, emergency b fire protection plans 


8403310068 Confirms arrangements made between JD Kahle ft OA Pethlch re 
040331 mgt fleeting In Atlanta, OA to apprise NRC of D6W 
organization t, respons lb 1 lit i es of key radiation safety 6 
safeguards mgt personnel Proposed agenda end 

STOHR»J P flesion S, Office of Director 04/05/29 ECKERT. J P 
Babcock 6 Wilcox Co fipp 26334-343 24X FUhe 30-013,04/05/29, 

8400310068 


840B200476 Forwards IE Gafeguards Insp Rept 50-029/04-09 on S40314-17 
No violations noted 

MARTIN, T T Division of Engineering b Technical Programs S4/07/3D 

HElDtR, L H Yankee Atomic Electric Co 2pp 26130 203 S4X 

Fiche 50-029.04/07/30,8408200476 


--840B2004B7 IE Safeguards Insp Rept 50-029/04-09 on 040514-17 No 
violations noted Najar areas inspected security 
organizat ion, secur 1 ty program aud i t & physical barriers 
Safeguards Infe deleted (ref 10CFR73 21 & 2 790> 

MAODEN.W J . KEIMIG, R R Region 1, Office of Director 04/07/26 
5pp 26130 203 24X Fiche 50-029,84/07/30.0400200476 


6400140304 Revised emergency plan operating prucedures, cons t s t Ing of 
Rev 38 to table of contents, Rev 2 to OP-3343, ’'Release of 
Public Info Under Emergency Conditions” & Rev 1 to QP-3346r 
"Vital Coirputer Sys Operation Under Emergency Conditions " 
ft Yamlcee Atomic Electric Co 04/08/07 S?pp 26043 150 24X 

Fiche 50-029. B4/0Q/O7, 84081 40304 


P. Operating license stage documents b correspondence 


84<3aiSOll5 Application to amend Llcsnse CX-IO, to dismantle reactor 6 
dispose of component parts Fee end 

OLSEN, A F Babcock 6 Nllcoi Co 84/08/07 Standard 1 ta 1 1 on & 
Special Projects Branch Spp 26073 S74 24X Fiche 50-013, 

84/08/07, 0408150115 


—0400150110 "Discnantling Plan for CX-)0 Reactor " 

* Babcock S, Wilco* Co 84/07/31 30pp 26073 276 24X 

Fiche 30-013104/08/07, 84081 SOUS 


0400130350 Ac k receipt of 840713 Itr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
50-029/84-06 

STAROSTECKI , R Division of Project Jk Resident Programs 04/03/09 
HEIDER, L H Yankee Atomic Electric Cd 2p p 26010 245 24X 

Fiche 30-029,04/00/09,84 001303 50 


—8400130354 Responds to NRC 840613 Itr re violations noted in IE 
Safeguards Insp Rept 30-029/84-06 Corrective actions 
effectiveness of ngt control sys uUi be improved Safeguards 
info deleted (ref 10CFR73 21) 

VANDENDURGH, D Yankee Atomic Electric Co 04/07/13 MURLEY, T E 
Region i. Office of Director 3pp 26010 247 24X 

Fiche 50-029,04/00/09, 0408130350 


DOCKET 30-27 WASHINGTON STATE UN IV REGEARCH REACTOR 
R Periodic operating reports 6 related correspondence 


0408300293 "Annual Rept on Opera tl on of Washington state Unlv TRIOA 
Reactor, Jul 1983 - June 1984," W/840815 Itr 

ft Washington State Unlv , Pullman, WA 84/06/30 6pp 26306 340 
24X Flchi 50-027,04/06/30,8408300293 


8 Reportable occurrences, LERs 4< related correspondence 


0400140461 Aek receipt of Part 21 rept re pobrntlakly defective 
perft-onnel neutron dosimeters Requesti resolution of problem, 
plans to disseminate info to potentially affected customers 
t( steps planned or taken to prevent recurrence 

BAER, R L Engineering fc Generic Communications Branch 04/00/03 
TODDiW E Slaneni Oamniasonlc s, Inc 3pa 26061 2B6 24 K 

PI Che 50-027,04/00/03,8403140461 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER BTATiaM 
F Security) medical, emergency 6 fire protection plans 


8408130573 Forwards l£ Insp Rept 80-029/04-12 on 840626-29 No 
violations noted. 

MARTIN, T.T Division of Fngireftrlng 4c Technical Programs 04/07/26 

HEIDER, L H Yankee Atomic Electric Co 2pp 26079 217 24X 

F I cJi e 50-029 , 84/07 /26, B40&1 30573 


0400270577 Forwards Insp Rept 30-029/04-07 on 040320-0630 No violations 
notod 

STAROSTECKI , R Division of Project Resident Programs B4/08/1O 
HEIDER, L H Yankee Atomic Electric Co 2p p 26256 06B 24X 

Fiche 50-029,04/08/10,0400270577 


— 0400270579 Insp Rept 50-029/04-07 on 840320-0630 No violations 
noted Major areas Inspected licensee action on previous insp 
findings, operational safety verification reviews itrevieuJs 
ef plant events 6 LERs 

EICHENHOLZ.H , WENZINGERiE Region 1, Office of Director 
84/0B/06 33pp 26256 070 24X Fiche 50-029,04/08/10.8408270577 


B40B240266 Forwards order correcting administrative error in 040612 
order re llcensaft coirmitmen ts on emergency response 
capability Order requires implementation to meet criteria 
of Table 1 of Buppl I to NUREG-0737 by 090901 

PAULSON, W A Qperatihg Reactors Branch 5 84/08/23 KAY, J A 

Yankee Atomic Electric Co 3pp 26223 U2 24X 
Fichtt 50-029, 04/00/23, 0400240266 


— 84OB240391 Order confirming further licensee commitment on emergency 
response capab 1 1 f ty« Li c ens ee required to complete 
implementation of upgraded emergency operatzons facility to 
meet criteria of Table I of Suppl i to NUREG~0737 by 050901 
MIRAQLIAtF J Division of Licensing B4/0B/23 Yankee Atomic 
Electric Co 4pp 26223 115 24X Fiche 50-029, 84/00/23, 

0400240266 



DOCKETED ITEMS 


13 


8408130222 Change consisting of Rev D to emergency plan 

* VanJjee Atomic Electric Co 94/0B/31 I73pp 2600& 025 24X 

Fichc 50-029,84/08/31,0400130222 


8408220012 Rev 3 to Emergency Plan Implementing Procedure OP-3300, 
"C lasst f icati on of Emergencies ' W/840ai7 transmittal 1 tr 
* Yankee Atomic Electric Co 84/08/31 35pp 2&i93 203 24X 

Fiche 50-029,04/08/31,8408220012 


8408240153 Rev h to emergency plan 

BT LAURENT, N N Yankee Atomic Electric Co 84/08/31 20pp 
26230 185 24X Flche 50-029,04/08/31,8408240153 


8408160149 Forwards sun-mary of 840717 meeting w/util in DethesdaiMD re 
810531 exemption request from App K requirements Summarg 
includes schedule of submittals in response to NflC questions 
& attendee list 

PAULSON, W A Operating Reactors Branch 5 84/08/15 KAV, J A 

Yankee Atomic Electric Co 8pp 26005 172 24X 

Ficho 50-029,04/08/15,8408160149 


Q40B210419 Forwards Rev 0 to CYGNA rept, "Main Steam/Pe e d ua t er Piping 
Analysis Rept ” Rept addresses SEP Topic 111-6 re safe 
shutdown sys piping outside vapor container 

KAY, J A Yankee Atomic Electric Co 04/0S/i6 CRUTCHFI ELD- D 
Operating Reactors Branch 3 Ip 26170 196 24X 

Flche 50-029,84/08/16.0408210419 


P Operating license stage documents i. correspondence 


8400010141 Submits schedule to provide addl info 
840725 Itr re YAEC-1300P, "RELAP5VA - Computer 
LWR Sys Thermal-Hydraulic Analysis," submitted 
to THl Action Item II K 3 30 

KAY, U A Yankee Atomic Electric Co 84/07/25 
Operating Reactors Branch 5 2pp 25035 182 
Ficho 50-029,84/07/25,0408010141 


requested in WRC 
Program for 
in response 

CRUTCHFIELD D 
24 X 


8408030039 Bubmits current status of updated SEP schedule containing 
intermediate ml lestones, per 831118 Itr in response to NRC 
031006 request AH scheduled items completed to date 
KAY, J A Yankee Atomic Electric Co 84/07/26 CRUTCHFIELD. 0 
Operating Reactors Branch 5 3pp 23080 260 24X 

Flche 30-029,84/07/2610408020039 


8408070099 Forwards Oeneric Ltr 84-13, “Tech Specs for Snubbers," 
omitted from B40S03 ltr to all SEP licensees NRC position 
that issue of Tech Specs for snubbers will be resolved on 
generic basis restated 

CRUTCHFIELD, D Assistant Director for Safety Assessment 84/07/31 
KAY, J A Yankee Atomic Electric Co CDUNBILi W 0 Connecticut 
Yankee Atomic Power Co COUNSIL.W 0 Northeast Nuclear Energy Co 

(subs of Northeast Utilities) 4pp 23935 227 24X 

Flche 50-000,04/07/31,8408070099 


8408070472 Forwards "Reactor Coolant Pump Operation During Small Break 
LOCA Transients at Yankee Nuclear Power Station," per TMJ 
Action Item 11 K 3 Si "Automatic Trip of Reactor Coolant 
Pump" h. Oeneric Ltr 83-52 

THAYER, J K Yankee Atomic Electric Co 84/00/01 CRUTCHFIELD. D 
Operating Reactors Branch 3 2pp 23941 011 24X 

Fiche 30-029,04/08/01,8408070472 


— 04OBO7O478 "Reactor Coolant Pump Operation During BmalJ Break LOCA 
Transients at Yankee Nuclear Power Station " 

LOOMlSrJ N , PHILLIPS, J H , HUSAIN. A Yankee Atomic Electric Co 
YAEC-1437 04/08/01 155pp 25941 013 24X 

Flche 50-029, 84/08/01 , 0408070472 


B40B070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re availability of 
Suppl i to NUREO-0933, "P r 1 or 1 1 i i a 1 1 on of Generic Safety 
Issues " Bve list end 

EISENHUT, D 0 Division of Licensing 84/08/06 Consolidated 
Edison Co of New York, Inc iBpp 86129 230 24X 

Fiche 50-000,04/08/06,8400070110 


0400140312 Responds to request for addl info fe degraded grid voltage 
protection sy s, c lar if y Ing installed second level 
undervoltage protection for number of relays describing 
currently installed sys 

KAYiJ A Yankee Atomic Electric Co 84/08/07 CRUTCHFIELD, D 
Operating Reactors Branch 5 3pp 26042 336 24X 

Ficho 30-029, 84/00/07, 8408140312 


8408130282 Forwards request for addl info re 040309,13,0613 8, 0725 
requests for exemption from App K requirements, to proceed 
u/evaluation of YAEC-1431-P 

PAULSON, W A Operating Reactors Branch 3 04/08/08 HAY, J A 

Yankee Atomic Electric Co Spp 26000 340 24X 

Flche 30-029,84/08/08,8408130282 


0408130358 Forwards BER re licensee 831105,08 840113 responses to 

Generic Ltr 03-28, Item 4 3, "Automatic Shunt Trip for Scram 
Breakers " Loss of power will disable shunt trip & drop 
control rods No further action required 

PAULSON, W A Operating Reactors Branch 5 B4/OB/07 KAY, J A 

Yankee Atomic Electric Co 2pp 26010 067 24X 

Flche 30-027, 04/08/09, 8408130358 


— 8409130363 Safety evaluation re licensee 831103,00 «< 840113 responses 
tq (Generic Ltr 83-28, Item 4 3, "Automatic Shunt Trip for 
Scram Breakers " Item does not apply to facility No further 
action required 

a Office of Nuclear Reactor Regulation, Director, 04/08/09 Spp 
26010 069 24 X Fiche 50-029,84/08/09.0400130358 


— 6408210426 Rev 0 to "Main Stoam/Feedwater Piping Analysis Rept, Yankee 
Nuclear Power Station " 

NOUYEN.T . MINICHIELLD, U , STI JCEREN, E V CYONA Energy Services 
E-Y-YR-03033-4 ROO 04/07/31 40pp 26178 197 24 X 

Flche 50-029,84/08/16,8400210419 


0408210373 Notification of 840023 meeting w/utll in Oethesda,MD to 
discuss SEP schedule 

BOYLE, M L Systematic Evaluation Program Branch 84/08/16 
GRIMES, C I Systematic Evaluation Program Branch Spp 26187 361 
24X Ficho 50-029.84/00/16,8400210373 


6408230162 Forwards response to concerns re staff review of proposed 
Change 160 concerning containment isolation sys, per request 
Test, vent U drain connections reviewed to determine 
Isolation 

KAY, J A Yankee Atomic Electric Co 84/08/16 CRUTCHFIELD, D 
Operating Reactors Branch 3 5pp 26209 277 24X 

Flche 30-029,84/08/16,8400230162 


8400200275 Oeneric Ltr 84-20 to all licensees of oporating reactors 8, 
applicants for GLs re scheduling guidance for licensee 
submittals of reloads that involve unreviowed safety 
questions Sve list end 

EISENHUT, 0 G Division of Licensing 04/00/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 24X 

Ficho 50-000,84/08/20,8408200275 


0 Inspection reports, IE Bulletins correspondence 


8408100033 Responds to IE Bulletin 84-02, "Failures of OE Type HFA 
Relays Used in Class lE Safety Sys " UFA relays having 
coils wound on nylon or Lexan spools replaced w/new OE 
Century Series HFA relays having Tefial spool 

HEIDER.L H Yankee Atomic Electric Co 04/07/23 MURLEY, T E 
Region 1, Office of Director 2pp 23990 036 24X 

rich© 50-029,84/07/23,8408100053 


0408150573 Forwards IE Insp Rept 50-029/84-18 on 840626-89 No 
violations noted 

MARTIN, T T Division of Engineering & Technical Programs 04/07/26 

HEIDER.L H Yankee Atomic Electric Co 2pp 26079 217 24X 

Ficho 50-029,84/07/86,8408150573 


— 0400150880 IE Insp Rept 50-089/84-12 on 040626-29 No violations noted 
Major areas inspected status of programs for shift staffing 
tt augmentation, public info, I icensee audits L emergency 
worker protection 

WOLTNEft.E , CROCHER.H W Region 1. Office of Director 04/07/16 
3pp 26079 219 24X Fiche 50-029. 84/07/26, 0408150373 


0407250229 IE Info Notice 04-57, "Operating Experience re Moisture 
Intrusion In Safety-Related Electrical Equipment at 
Commercial Power Plants " Sve list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 04/07/27 Consolidated Edison Co, of New 

York, Inc 119pp 25865 047 84X Flche 30-000,84/07/874 8 4 0 7 2502 2 9 


8408160073 Forwards Enforcement Conference Rept 50-029/B4''16 on 
840621 

8TAR0STECKI, R Division of Project it Resident Programs 04/07/27 
HEIDER.L H Yankee Atomic Electric Co 2pp 26108*226 34X 

Flche 30-029,04/07/27,8408160073 


— 8408160002 IE Enforcement Conference Rept 30-029/04-16 on 340621 Major 
areas discussed failure to procedurally implement required 
security program compensatory measures Safeguards info 
deleted (ref 10CFR73 21), 

EIGHENHOLZ.K , KEIMIG, R , NENZINOER.E Region 1, Office of 

Director 04/07/27 4pp 26100 220 24X Fiche 50-029* 84/07/274 

0400160073 


8408200476 Forwards lE Baf ©guards Insp Rept 50-029/84-09 on B40514-I7 
No violations noted 

MARTIN,! T Division of Engineering it Tochnixal Programs, 04/07/30 

HEIDERiL H Yankee Atomic Electric Co 2pp, 26130.283 24X 

Fiche 50-029, 04/07/30, 8400200476 
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— 8409200467 IE safegudrds Insp Rapt 5O-O^9/0 ^-09 on B405l4-i7 Nn 
vlolatitins noted Major at inspocted securltv 

0 r gan 1 X dt i on < s ecur 1 by program, audit *, phijsxcal barriers 
Safeguards info deleted (ref 10CFP73 21 t 790 > 

MADDENi W J . H,EIMia*R R Region 1» nfficu of Director 64707/2^ 
Spp 2il3S 295 24X Fiche 30-029, □4/O7/a0i S40G200d7A 

B40B010333 IE Info Notice a4-59i 'Deliberate C ircum* ei»t ii>g of Station 
Health Phijslcs Procedures " Svc list encl 

JORDAN. E L Djvlalort of Emergency Preparedness Engineer ing 
Response (Post B30103> Qii/OB/06 Consolidated Edison Co of Mew 

Yotlf. Inc aSpP SAOiB ODl 24X Fiche 50“D0O. 84/00/06* 8408010333 


B40a01G337 IE Info Notice 94-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svt list end 
JORDAN* E L Division af Exuergerey PreparedneBS 6 Enginecrins 
Response (Post a30l03> 94/00/06 Consolidated Edison Co of Now 

York. Inc I23pp 26067 158 24XFlchB 50-000.84/00/06,8400010337 


B40B070120 IE Info Notice B4-61* "Overeip osure of Diver in PUR 
Refuellns Cavity Svc list end 

JORDAN. E L Division of Emergency Preparedness S. Engjnoenng 
Response (Post 930103) 84/08/08 Consolidated Edison Co of Ndi.' 

Yorki Inc lEOpP 2612? 119 24X Fiche 90-000.04700/08.8406070120 


8408130350 Aclc receipt of 840713 Itr informing NRC of steps taken to 
correct violatitins noted in IE Safeguards Insp Kept 
SO- 029/84- 06 

STAflOSTECKI* R Division of Project D Resident Programs 94/08/09 
HEJDER.L H Yankee Atomic Electric Co 2?? 26010245 24> 

riche 30-029*84/00/0918408130350 


— B40B130394 Respond! to NRC 840613 Itr re violations noted in IE 
Safeguards In$P Rept 50-029/04-06 Corrective actions 
effectiveness of *5*at control sys will be improved Safeguards 
info deleted (ref 10CFR73 21) 

VANDENOURCH, 0 Yankee Atomic Electric Co 84/07/13 HURLEY* T E 
Region t* Office of Director 3pp 36010 247 g4X 
Flche 50-029*04/03/09.8409130350 


B408070376 IE Info Notice 04-62. "Therapy Mj^admin i s trat i one to 
Patients Undergoing Co-60 Toletherapy Treatments “ Bvc 
list end 

ORACE.J N Division of GA* Safeguards St Inspection pragrairs (Post 
330103) 84/03/10 Consolidated Edison Co of New York. Tnc 

1S9PP 2613D OOl 24X Flche 50-000. 94/00/ 10. 84000/03/6 


9409270577 Forward* I^'SP' Rep t 50-029/04-07 on 940320-0630 No violations 
noted 

STAR03TECKI.fi Division of Project & Resident Programs 04/09/10 
HEfDEI?, L H Yankee Atomic Electric Co 2pp 26256 OftQ 24X 
Fiche 50-029.84/03/10*8408270577 


—0403270579 Insp Rept 50-029/04-07 on 940320-0630 No violations 
noted Kajor areas inspected licensee action on previous insp 
findings* operat lona 1 safety verification reviews reviews 
of plant events fit LERs 

EICHENHOUZ.H i NENZINOER.E Region i* Office of Director 
04/08/06 aapp 26256 070 247 Fiche 30-029,04/08/10.0403270577 


B40B100009 IE Inf-0 Notice B4-63. '’Defective RHR Replacement Piping " 
Svc list end 

JORDANrE L Division of Emergency Preparedness 6 Engineering 
Response (Fost 630103) B4/C3/13 Consolidated Edison Co of Nete 

Vork> Inc ll9pp 26197 S10 24X Flcbc 50-000*04/08/13.848810000? 


8408300107 Forward* Insp Rept 50-029/Q4-14 on 840709-13 No violations 
noted 

MARTIN,! T Division of Enginearing S< Technical Programs 84/08/13 

HEIDEN* L H Yankee Atomic Electric Co 2pp 26300 107 24X 

Flche 30-029* 84/08/ 13^84 08300 107 


—8400300116 Insp Rapt 50-029/84-14 on 840709-13 No violations noted 
Major areas inspected actions in response to IE Dullotins 
79-02 re pipe support d es t gn. 79-04 re swing check valves 
& 79-07 & 79-14 re seismic analysis of piping 
NARRQN.L . DURR' J P Region 1* Office of Director 84/08/05 
7pp 26308 109 24X Fiche 30-029.04/00/13.8408300107 


8409100038 IE Info Notice 84-64. "DWFt HPCI Initiation Seal”In tt 
Indication ** Svc list enc 1 

JORDAN* E L DtvlBioTi of Emergency Preparedness %t Engineering 
Response (Post 030103) 84/08/15 Contd i 1 date d Edison Co of New 

York* Inc I04pp, 26198 093 24X Fi che 50-000, 04/09/ 1 9* 0408100030 


B4l)B10002i lE Info Notlco 84-65. *'Untferratod Fuses Nhlch r^ay Adversely 
Affect Operation af Essential Electrical Equipment " Sv< 
list end 

JOROAN.E i_ Division of Emergency Preparedness & Engineering 
Response {Pu«t 830103) 84/08/16 Consolidated ErfisUn Co of New 

York* Inc ItSpp 26198 001 24 X Fiche 50-000. 84/08/ 16. 0408100021 


0400100055 IE Info Notice 04-66, “Undetected Unavailability of 
7 urb ine-Di i ven Auxiliary Feedwater Tram ” Svc list enc 1 
JORDAN* F L Division of Emergency Preparednefis V Engineering 
Response (Past 030103) 04/09/17 Con&o 1 i dated Edison Co of Neu 

York. Inc I20pp 26^76 OOl 24X Fiche SO-C^OO, 84 /03/ 1 7. 9408 1 00055 


8400140208 IE Info Notice 84-67* “Recent Snubber Inservico Testing W/ 
Kigh Failure Ratos '' Svc list enc 1 

JORDAN* E L Division of Emergency Preparedness !/ Engineering 
Rofipcnsc (Post 030103) 04/09/17 Consolidated Edison Co of New 

York, Inc I22pp 26276 122 24X Fiche 50-000134/09/17.9409)40200 


8408210142 IE Info Notice 04-69, '"Potential Deficiency m Inpiopexly 
Rated Field Wiring to Solrnoid Valves " Svc list end 
JORDAN. E L Division of Emergency Preparedness fi. Engineering 
Response (Post 830103) B4/0B/21 Consolidated Edison Co of Mgy 

Yot k. Inc llSpp 26339 OOB 24X Fiche 50-000.84/00/21,0408310142 


S Reportable occurrences, LERs U related c or respondenc e 


8408070205 PM0-l-a4-065 on 940002* pers onnol noted smoke coming from 
cuhkcle in switchgear rooni Caused by tripped breaker due to 
electrical fault during surveillance testing Damaged bus 
dsenergiied Licensee decreasing power for plant shutdown 
EL.8A8SER, T , GREEMMAN* E Region 1* Office of Directai 04/00/02 
2pp 25949 268 24X Flche 50-02'?. 34/00/02, 9400070205 


0408090104 LER 84-Oil-OO on 040703. dur mg review qf documentation 
accompanying recent replacement of two pressuriior code 
safety valves* d e termined Lift setpoint of safety valve 
PR-8V-182 exceeded Tech Specs W/840a02 Hr 

ELLIS, D W . ST LAURENT, N N Yankee Atomic Electric Co 84/08/02 
3pp 2 5992 239 24/ Fiche 50-029*84/08/02,8408090104 


8408210350 Forwards LER 04^011-00 

ST LAURENT. N N Yankee Atomic Electric Co 04/00/02 HURLEY, T E 
Region 1* Office af Director Ip 26179 195 24X 

Flche 5 0-029 * 84/00/02 * 04002 1 0350 


8408100035 PN0-I-64-065A on 040902. plant shut down following switchgear 
firs Cause unidentified Ertenslve bus & switchgear damage 
found Corrective actions will be monitored 

AQAfia, A * FERLIC. K Region I* Office of Director 84/08/03 Ip 
2S990 060 2^4X Flche 50-029.84/09/03.8408100035 


8400160529 LER 94-012-00 on 040712. su lomatic reactor scram followed 
by turbine trip. cross tie of ctr bus via 62GTX relay t start 
of emergency diesel generator 2 occurred Cause 
indeterminable Effects of scram mitigated N/840B10 Itr 
MAY*E L * ST LAURENT.N Yankee Atomic Electric Co 04/00/10 Spp 
26109 040 24X Fiche 50-039.84/08/10.9408160529 


B40P300441 Forwards LER 04-012-00 

ST LAURENT.N N Yankee Atomic Electric Co 04/08/10 HURLEY* T E 

Region 1. Office of Director Ip 26314 215 24X 

Fiche 50-029,04/00/10-0400300441 


8400230077 Summary of S40B07 operating reactor events meeting re 
accurrofices since S40719 meeting List of attendees* 
significant elements i> status of previous assignments end 
CRUTOKFIELD, D Assistant Director for Safety Assessment 84/08/16 
EISENHUT.DG Division df Licensing 20pp 26233 249 24X 

Ficho 50-000,04/08/16.0400230077 


8400230540 LER 84-011-01 on 040703. during documentation review* lift 
setpoint of safety valve PR-SV-102 found to exceed Tech Spec 
tolerance Cause not stated Proposed Tech Spec change will be 
submitted M/840017 Itr 

ELLIS, 0 U , 0T LAURENT.N N '/ankee Atomic Electric Co 04/00/17 
3pp 26212 353 24X Flche 30-029*84/00/17.8400230540 


DOCKET SO-30 PLUM BROOK RESEARCH REACTOR FACILITY 


p Operating license stage documents 6 correspondence 


0408210629 Advlsos that Licenses TR-3 & R-93 should be reinstated to 
prior p osse s s-‘b<rt— n o t— u s e status or revised dismantlement 
plans should he submi t ted* P or 10CFR50 82 or IOCFR50 90* 
respectively Plano should update mgt controls 

THOMAS, C O Standar d i ja t ion & Special Projects Branch 84/06/26 
RlCHLEY, E A National Aeronautics & Space Admin 3pp 26187 357 
24X Fiche 50-030*84/06/26.0400210629 
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W Iierr>ntni5sioning St^ye Dotu'nent'j * Correspondence 


O40BIJ40107 Req.ues^'S submifttiJ of either t equest for t ei ns tat ement of 
possess but-not“U5e licence ot revised dismantlement plan 
u/schedole comnltments Dismantlement aothonied in 19B1 
dclai>ed b(^ lack funds 

THOMAS' C 0 Standardl zat >Dti •, Special Projects Branch B4/O0/16 

BICHLEViE A National Aeronautics t Space Admin 5pp 26255 313 

24X riche 50-030. 04/00/ 16< 0400240107 


DOCHET 50-54 UNION CARBIDE f?ESEAPCH REmCTOR 


Q Inspection reports. IE Bulletins • correspondence 


0100370510 Foruardfi Insp Repts 50 054/04-02 r- 70-0607/04-02 on 
040709-lJ No violations observed 

STARQSTECKI . R Division of Project ^ Resident Programs 04/00/07 
MCOOVERN. J J union Carbide Corp 2pp 26256 162 24X 

Fiche 50-054,04/00/01.0400270510 


— 0400270510 Insp Repts 50-034/04-02 t 70-0687/04-02 on 040709-11 Ne 
deviations of violations identified Major areas inspected 
organi zat 1 on. fdc 1 1 i changes & mods, safety committees, 
nuclear criticality safety t radiation protection 

ROTH, vi Region 1* Office of Director ELSASSEft. T C Division of 
Project ?i Resident Programs 04/00/02 6pp 26256 1*4 24X 

riche 30-054.04/00/07,0408270510 


DOCKET 50-57 STATE UlMIV OF NEW YORK RESEARCH REACTOR 


F Security, medical, emergency & fire protection plans 


6400060162 Forwards Rev 1 to "Nuclear Science & Technology Facility 
Emergency Plan Amend request will be foru/arded upon 
completion & approval by nuclear safety committee 
HENRV. L 0 New York, S^abe Univ of. Buffalo. NY 04/07/31 
THOMAS, C Standard i lati on 6 Special Projects Branch Ip 
25933 013 g4X Ficho 50-057.84/07/31,0408060162 


— 0408060167 Rev I to "Nuclear Science 6 Technology Facility Emergency 
Plan “ 

« New York, State Univ of. Buffalo, NY 04/07/31 36pp 
25933 014 24X Fiche 50-057.04/07/31,0400060162 


DOCKET 50-59 TEXAS AS-M UNIV RESEARCH REACTOR 


R Periodic operating reports 6 related correspondence 


8400150371 "Annual Operations Rept of Texas A8.M Univ AGN-20iri Training 
Reactor, June 1983 ~ May 1904 " W/840706 Itr 

CARPENTER. D C . ERDHAN. C A Texas AtM Univ . College Station, TX 
04/05/31 CDULINS.J Region 4. Office of Director lOpp 
26070 191 24X Fiche 50-059,04/05/31.0400150371 


DOCKET 50-62 UNIU OF VIRGINIA RESEARCH REACTOR 


F Security, medical* emergency S* fire protection plans 


8408010391 Forwards revised emergency plan. incorporated addl info. per 
request Info should resolve plan prior deficiencies Univ 
of Virginia reactor safety committee will review plan 
Approval expected 

MULUER.R U Virginia. Univ of, Charlottesville, VA 84/07/12 
THOMAS. C 0 Standard! zat ion 6 Special Projccte Branch Ip 
25066 063 24X Fiche 50-062.04/07/12,8408010391 


04OBO1O3SO Resubmits 040712 request for approval of cmeigency plan Ltr 
notarized per request Univ of Virginia reactor safety 
committee reviewed 6 approved emergency plan on 840725 
MULDER. P U Virginia. Univ of. Charlottesville, VA 04/07/26 
THOMAS. C O Standardization 6 Special Projects Branch Ip 
25066 307 24X Fiche 50-062.04/07/86.0408010350 


DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 


0 Adjudicatory correspondence 


8400060183 Responses to OE 6 NRC filings re California PIRO 
participation in proceeding 

BARLOW. G Public Interest Research Group. California D8B 749 
04/07/30 6pp 25932 253 24X Fi cho 30-070, 04/07/30, 8400060103 


0403060191 Revised contentions ^ responses to ASLQ 010703 order re 
participation in proceeding 

BARI UN, G Public Interest Research Group Californja 84/07/31 
Atomc Safety and Licensing Board Panel 20pp 5^935 259 24X 

Fiche 50-0^0, 04/07/30. 8400060103 


— 8'108060197 Declaration of Callt-ornie PIRG menbers Notice of appearance 
enc 1 

BATSLL- J meek, S . BARLOW, G Public Intel cst ReisearCh Group, 
Californid e4'07/26 3pp 25932 379 24^ Fiche 30-070 

04/07,30 0400060103 


— 0400060206 Requcsi for readmission to proceedings StatemDrit of correct 
address t Certificate of Sve end 

BARLQW, G Public Interest Research Group, California 84/06/00 
Commissioners 4pp 25932 2G2 24 X Fiche 50-070,04/07/30, 

0400060103 


8400060209 Submittal of neu info re 040424 Morgan HiH earthquake 
Request to consolidate party opposed 

TURK, J Turk. J DSU 740 B4/07/31 Atomic Safety and Licensing 

Board Panel 14PP 25923 310 24X Fiche 50-070,94/07/31, 

0400060209 


0408220200 Prehearing conference order directing staff, OE * U Turk to 
confer re contentions 6 rept results by 041119 & California 
PIRO to serve & file chronology of ©vents re involvement by 
B40907 'Served on 040021 

LINENBERGER. G , FRYE, J H Atomic Safety and LLcenslng Board Panel 
USB 205 04/00/20 Office of the Executive Legal Director lipp 

36193 084 24X Fiche 50-070,04/08/20,8400220 200 


T Hearing transcripts on noo-antitrust matters 


8400140269 Transcript of 040009 hearing in San Francisco, CA Pp 1-230 
» Atomic Safety and Licensing Board Panel G4/0B/O9 23ipp 
26055 074 24X Fiche 50-070.04/00/09,0408140269 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


P Operating license stage documents t correspondence 


8400090335 Forwards "Proposed Tech Specs for QE Nuclear Test Reactor." 
per Q40601 request Neu License Condition 2 D also end 
CUNNINGHAM, 0 E Ooneral Electric Co Q4/O0/O2 THOMAS, C □ 
Standardi lation 6 Special Projects Branch 3p p 25971 057 24X 

Fiche 50-073.04/06/02.0408090335 


— 0400090337 "Proposed Tech Specs for OE Nuclear Test Rcaetor ’* 

» General Electric Co NCDD-12729A 04/07/31 5tpp 25971 OnO 

24X Fiche 50-073,04/03/02.0400090333 


DOCKET 50-09 GENERAL ATOMIC CD 


F Security, medical, emergency 6 fire protection plans 


84O027O3U Forwards Itrs documenting cooperation w/local law 
enforcement agencies & medical facilities re radiological 
contingency plan 

MOWRV. W R GA Technologies, Inc /General Atomic Co 04/08/23 
CUNNINOHAM.R Division of Fuel Cycle & Material Safety THDMA3. C 0 
Standardliatlon * Special Projects Branch 4pp 26241 004 24X 

Fiche 50-089.04/08/22.0400270311 


P Operating license stage documents & correspondence 


0405160470 Forwards Amend 25 & 31 to Licenses R-3B 8c R-67, r e spec tlve 1 V 
t< notice of issuance & availability Amends change corporate 
name of licensee to OA Techno! og 1 es, Inc 

EIBCNHUT.D G Division of Licensing 04/04/27 MOWRY. W R GA 

Technologies, inc /General Atomic Co 3p p 24492 H53 24X 

Flcho 90-089,84/04/27.0405160470 


— 0403160473 Amends Z9 6 31 to Licenses R-30 8< R-67, reape ctivolyj chang Ing 
corporate name of licensee to OA Technologies. Inc 
EISENHUT, D 0 Division of Licensing 04/04/27 4pp 24492 256 
24X Fiche 50-009,04/04/27.8405160470 


— Q4D5160476 Notice of Issuance 8. availability of Amends 25 8< 31 to 
Licenses R-30 8» R-67, respec tlve I y 

THQMAS.C 0 Standardization U Special Projects Branch 04/04/27 
2pp 24492 260 24X Fiche 50-009. B4/04/27, 0405 1 60470 
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DOCKET 30-97 CORNELL UNIV ZERO POWER REACTOR 
P Security* medlcali energenci; t fire protection plans 


B4OB21O097 Foruards ‘'Emergency Plan Evaluation ReptiCornell Univ '* Plan 
meets requirements of regulations L guidelines tt js 
a ccep tab le 

THOMABiC D Standardization L Special Projects Branch BA/OS/lS 
CLARK. D D Cornell Univ , Ithaca. NV 3pp 26195 213 SAX 
Fiche 50-097,04/08/15*8400210097 


— 8400140349 "Emergency Plan 
» Division of Emergency 
030103) 84/07/31 4pp 

0408210097 


Evaluation ReptiCornell Univ " 
Preparedness & Engineering Response CPost 
26195 216 24X Fiche 50 -097,04/08/15. 


DOCKET 50-112 UNIV OF OKLAHOMA RESEARCH REACTOR 


F Security, medical, emergency It fire protection plans 


8408030066 Act receipt of 1 tr approving emergency plan Plan 
imp lementation begun Requests extension for completion 
until 841130 

JENSEN, C M aUahoma. Univ of, Norman* OK 84/07/24 THOMAS, C O 
Standardl zati on & Special Projects Branctt Ip 259(7 322 24X 

Fiche 30-112,84/07/24,0408030066 


DOCKET 50-116 I QUA STATE UN[V RESEARCH REACTOR 
F Security, medical, emergency U Fire protection plans 


B4O021O1OI Forwards "'Emergency Plan Evaluation Re pt, Iowa State Univ " 
Evaluation revised to correctly describe status of facility 
Plan meets requirements o-F regulations & guidelines €c is 
accep table 

THOMAS. C Q Standardization 4< Special Projects Branch 84/00/14 
HENDRICKSON, R loua State Univ , Ames, lA 3pp 26195 345 24X 

Fiche S0-li6. B4/OB/14. 0400210101 


—04002101(7 Revised '’Emergency Plan Evaluation Reptilou/a State Univ ■' 
e Division of Emergency Preparedness 8* Engineering Response (Post 
030103) 84/07/31 3pp 26195 340 24Xrich« 50- 1 1 6. B4/08/ 1 4, 

04OB2IO1O1 


V Operator Eiamlnati ons 


840B140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofe, except info for examiners 
HALKER.R 0 Rxgion 3, Office of Director 04/OB/lO Michigan, 
Univ of, Ann Arbor, Ml 2pp 26051 (90 24X Fiche 50-000, 

84/00/10. 0408140426 


DOCKET 50-123 UNIV OF MISSOURI RESEARCH REACTOR 


V □perator Eiaminations 


8408140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc, except info for examiners 
WALKER, R D Region 3, Office of Director 84/08/10 Mlcfiigan, 
Urilv of, Ann Arbor, MI 2pp 260SI 190 24X Fiche 30-000. 

84/00/10,8408140426 


DOCKET 50-133 HUMHOLDT DAY POWER PLANT, UNIT 3 


P Operating license stage documents U correspondence 


0409020056 Forwards Application Request 84-01 for amend 
BPR-7r r ef lectlng plans for facility decommissioning 
of safe storage condition for 30 yrs before ultimate 
removal Fee end 

SCHUYLER, JO Pacific Oas h Electric Co 84/07/30 
Office of Nuclear Reactor Regulation, Director 2pp 
24X Fiche 50-133,04/07/30*840 90200 56 


to License 
ma int 


DENTON. H R 
25894 245 


—8408020063 Application Request 04-01 for amend to License DPB-7, 
reflecting plans For facility decommissioning It maint of 
safe storage condition for 30 yrs before ultimate removal 
Two Bechtel decommlss ioning repts end 

SCHUYLER, J O Pacific Oas te Electric Co 04/07/30 4pp 
25894 247 24X Fiche 50-133,84/07/30.0408020036 


“-940S020067 "SAFSTOR Daconml s s i on! ng " 

e Pacific Oas If Electric Co 84/07/30 a94pp 25B94 231 24X 

Fiche SO- 1 33 , 84/07/30* B 408020056 


--04O3O3OO-7O "For Decommissioning of Humboldt Bay Pawer Plant, Unit " 
envifon rept 

A'JSMUS.B B , HDFMAN, L A TRINOSKEY, P A Bechtel Cqrp 04/07/31 
492pp 25895 283 34X Fiche 50-1J3, 84/07/30, 0408020056 


8400070110 Generic Ltr 94-19 to all licensees of operating reactors, 
applicants for OLs 2, holders or CPs ro availability of 
SuppL 1 to NUREG-0933, "P r i □ r 1 1 1 z a 1 1 on of Generic Safety 
Issues " Sve 1 ist enc I 

EISCNHUT.DG Division of Licensing 84/08/06 Consolidated 

Edison Co of New York, Inc lOpp 26129 238 24X 

riche 50-000,04/00/06,8400070110 


B4O0SQO273 Generic Ltr 04-20 to all licensees of operating reactors t 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevlewed safety 
questions Sve list enc 1 

ElSENHUT,DO Division of Licensing 04/08/20 Consolidated 

Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 50-000.84/08/20,0400200275 


<1 Inspection reports, IE Dulletins 6 correspondence 


8407250229 IE Info Notice 84-57, "Operating Experience re Moisture 
Intrusion in 8afety-Re latod Electrical Equipment at 
Commercial Poiwer Plants " Sve list end 

JDRDAN.C L Division of Emergency Preparedness I, Engineering 
Response (Post 0301031 84/07/27 Consolidated Edison Co of Neu 

York, Inc ll9pp 25063 047 24X Fiche 50-000,84/07/27,8407250229 


8408010333 IE Info Notice 84-39, "Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Poet 830103) 84/08/06 Consolidated Edison Co of New 

York, Inc B5pp 26060 0 01 24X Fiche 50-000,94/08/06,8408010333 


0400010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficvenco; Requirement " Sve list end 
JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 84/08/06 Consolidated Edison Co of New 

Yorlr* Inc 123pp 26067 158 24X Fiche 50-000,84/08/06,8408010337 


0408070120 IE Info Notice 84-61, "ClvoT e i p osure of Diver in PWR 
Refueling Cavity " Sve list end 

JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Past B30103) 04/09/08 Consolidated Edison Co of New 

York, Inc I20pp 26129 118 24X Fiche 50-000,84/08/00,0400070120 


0408070376 IE Info Notice 04-62, "Therapy Misadmin Istrat I ons to 
Patients Undergoing Ca-60 Teletherapy Treatments " Sve 
list end 

GRACE, J N Division of QA. Safeguards h Inspection Programs (Post 
630103) 84/08/10 Consolidated Edison Co of New York, Inc 

i25pp 36130 001 a4X Fiche 50-000,84/08/10,0408070376 


6400100009 IE Info Notice 04-63, “Defcctivo RHR Replacement Piping " 
8vc list end 

JORDAN, £ L Division of Emergency Preparedness S’ Engineering 
Response (Post 8301031 84/08/13 Consolidated Edison Co of New 

York. Inc ll9pp 26197 218 24X Fiche 50-000,84/08/13,8408100009 


8408100030 IE Info Notice 34-64, "OWR HPC 1 Initiation Seal-In l< 
Indication " Bve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 04/00/15 Consolidated Edison Co of New 

York, Inc I04pp 26198 093 24X Fiche 50-000,84/00/15,8400100038 


8408(00021 IE Info Notice 84-65, "Underrated Fuses Which May Adversely 
Affect Operation pf •Essential Electrical Equipment " Sve 
list end 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 8301031 84/00/16 Consolidated Edison Co of New 

York. Inc 1 ISpp 26198 001 24X Fiche 50-000, 04/08/16, 0409100021 


B4O01QQO55 IE Info Notice 84-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/00/17 Consolidated Edison Co of New 

Yorlr, Inc I20pp 26276 001 24X Fiche 50-000,04/08/17,0400100055 


8408140200 IE Info Notice 04-67, "Recent Snubber Inservlce Testing W/ 
High Failure Rates " Sve list end 

JORDAN, £ L Division of Emergency Preparedness S’ Engineering 
Response (Post 0301031 04/00/17 Consolidated Edison Co of New 

York, Inc I22pp 26276 122 24X Fiche 50-000,84/08/17,8408140208 


8400210142 IE Info Notice 84-68, "Potential Deficiency in Improperly 
Rated Field Hiring to Solenoid Valves " Sve list end 
JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 830103) 84/08/21 Consolidated Edison Co of New 

York, Inc 1 1 5pp 26339 008 24X Fiche 50-000,84/00/21,8408210142 
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DOCKET 50-J3«1 WORCCSFER POUVTECH [NBf RESEARCH REACTOR 


F f3pcurity< medical, emergency h fire protection plans 


SAOBO&OHfi Forwards "Emergency Plan Evaluation Rept, Wore ester 
Polytechnic Inat " Plan meets requirements of lOCFR50,App 
E ANB I /AlvfS- 1 5 16-19S2 Full implementation requested uilthln 

120 dags of Itr receipt 

THOMAS. C O Standard 1 zat ion It Special Projects Oranch 04/07/36 
WlEBUR, L C Worcester Polytechnic Institute, Worcester. MA 3pp 
3‘>936 344 24X Fiche 50-134.04/07/36,0400060146 


— 8400060160 "Emergency Plan Evaluation Rep t. Worcester Polytechnic Inst 
» NRC - No Detailed Affiliation Given 04/07/31 3pp 
25936 347 24X Fiche 50-134.04/07/26,0408060146 


DOCKET 50-139 UN 1 9 OF WASHINGTON RESEARCH REACTOR 


F Security! medical, emergency C< fire protection plans 


0400170040 Forwards amend to security plan Amend withheld 
(raf 10CFR73 21) 

ROOKIN, M A Washington. Unlv of, Seattle, WA 04/07/27 Office 
of Nuclear Material Safety 8. Safeguards, Dir oc tor Ip 26UB 357 
34X Fiche 50-139,84/07/27,0400170040 


DOCKET 50-142 UCLA TRAINING REACTOR 


F Security, medical, emergency 6 fire protection plans 


8400210161 Forwards lE Safeguards Insp Rept 50-142/04-01 on 040320-21 
0604-07 No violations noted 

SCHUSTER, M D Region 5, Office of Director 84/07/26 WEOST. W 

California, Unlv of. Los Angeles, CA Ip 26100 353 24X 

Fiche 50-J42. 84/07/26. 0408210161 


— 8408210167 IE Safeguards Insp Rept 50-142/04-01 on 840320-21 i 0604-07 
C( 0716 No violations noted Major areas Inspected security 
plan & procedures, access c ontrol, alarm sys, locks t 
surveillance Details withheld (ref 10CFR2 790) 

N0RDERHAU0,U R , SCHAFFER. D , SCHUSTER, f1 D Region 5, Office of 
Director 04 / 07/26 ip 26180 354 24X Fiche 50-142,04/07/26, 

8408210161 


G Adjudicatory correspondence 


0408010207 Reply to Com.-nlttee to Drldge the Gap 040703 response to 
univ 840614 request to withdraw application for renewal of 
license ASLD should grant unlv request for withdrawal 
Certificate of Sve end 

WDDDHEAO, C P Hearing Branch 4 DSD 679 04/07/27 Atomic 

Safety and Licensing Board Panel 9pp 25855 173 24X 

Fiche 50-142,04/07/27.0408010207 


0408070386 Response opposing staff proposed conditions for UCLA 
withdrawal of license renewal application ASLB should follow 
required practice consistent w/NRC case law Certificate of 
Bve end 

H1R6CH, D Committee to Bridge the Gap DSD 001 04/08/01 

Atomic Safety and Licensing Board Panel 83pp 23745 200 24X 

Fiche 50-142.84/00/01,0408070306 


0400070474 Informs of unsuccessful attempts to roach JH Frye to inform 
of delay in pleading re UCLA reactor lenewal due to 
breakdown of typewriter Pleading sent out by express mall to 
ensure prompt delivery Related correspondence 
HiRBCHiD Committee to Dridge the Gap D8B 605 64/00/01 

FRVE, J H Atomic Safety and Licensing Board Panel Ip 25740 342 
24X Fiche 50-142,04/00/01,9400070474 


B4080S0239 Memorandum 8i order requesting further elaboration of staff 
position re applicability of Atomic Energy Act, Section 109 
to UCLA request to decommission reactor Ik terminate license, 
by 840707 Served on 840806, 

FRYE, J H Atomic Safety and Licensing Board Panel DSD 027 
04/00/06 Office of the Executive Legal Director 2pp 
25767 063 24X Fiche 50-142,84/08/06,0400080239 


8408310207 Requests prompt notification when petitions for leave to 
intervene & for hearing nay be formally filed on proposed 
parallel license amends t< related 10CFR50 82 dismantlement/ 
license termination application 

HIRSCH, D Government Accountab i 1 1 ty Project DSD 425 84/08/25 

Office of the Secretary of the Commission 3pp 26318 064 24X 

Fiche 50-142.04/08/25,0408310207 


P Operating license stage documents 6 correspondence 


8408310153 FQIA request for all correspondence or other documents 
between UCLA 8, NRC re Incident occurring Vn early Feb 1984. 
whic-h led to current shutdown of UCLA research reactor 
HIRSCH. D Committee to Bridge the Gap 04/04/24 Office of 

Administration Ip 26351 356 24X Fiche 50-142,04/04/24. 

0400310152 


8408310151 Respond^ to FQIA request for documents between UCLA Sr NRC re 
current reactor shutdown 6 records re proposed work to be 
performed during shutdown Forwards WF Wegst B4D213 Itr to 
NRC 

FELTON, J M Division of Rules and Recoids 04/06/04 HIRSCH. 0 
Committee to Bridge the Gap ip 26351 335 24X 

Fiche 50-142,04/06/04,8400310151 


0400010339 Application to terminate License R-71 Request for amend to 
Tech Specs to provide immediate relief from reactor callbr. 
maint t, reporting requirements will be submittad separately 
WEGST, W F California, UniV of, Los Angeles, CA 04/07/26 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
23066 072 24X Fiche 50-142,84/07/26,0400010337 


8400270142 Forwards H Don i a 1 e i -Cue s ta memo re assessment of risk from 
seismic errors in design it const, per 040010 telcon 
OKRENT, D California, Unlv of, Los Angeles, CA 04/09/13 
DEYOUNG, R Director's Office, Office of Inspection and Enforcement 
0pp 26257 390 24X Fiche 50-142,04/00/13,0409270142 


Q Inspection reports, IE Bulletins U correspondence 


8408210161 Forwards IE Safeguards Insp Rept 50-142/04-01 on 040320-21 Ir 
0604”07 No violations noted 

SCHUSTER, M D Region 5, Office of Director 84/07/26 WE 007, W 

CdUfornla, Univ of, Los Angeles, CA Ip 26100 333 24X 

Fiche 50-142,04/07/26,0400210161 


—0400210167 IE Safeguards Insp Rept 50-142/04-01 on 940320-21,0604-07 
& 0716 No violations noted Major areas inspected security 
plan & procedures, access control, a larm sys, locks tc 
surveillance Details withheld (ref 10CFR2 790) 

NOROeRHAUG,L R , SCHAEFER, 0 , SCHUSTER, M D Region 5, Office Of 
Director 04/07/26 Ip 26100 354 24X Fiche 50-142, 04/07/26, 

0400210161 


R Periodic operating reports 6 related correspondence 


8400300109 '‘Annual Rept 1983, Nuclear Energy Lab “ 14/030924 Itr 
oaTRANDER,N c California, Univ of, Los Angeles, CA 03/12/31 
16pp 26314 335 24X Fiche 50-142,03/12/31.0409300109 


DOCKET 50-150 OHIO STATE UNIV RESEARCH REACTOR 


V Operator Examinetions 


B4OB140426 Provides address for transmitting all operator licensing 
correspondence to Region 111 afc. except info for examinors 
WALKER. R D Region 3. Office of Director 04/OB/lO Mlchijant 
Unlv of, Ann Arbor, Ml 2pp 2605J 190 24X Fiche 50-000, 

04/00/10,0408140426 


DOCKET 50-151 UNIV OF ILLINOIS RESEARCH REACTOR 


F Security, medical, emergency tt fire protection plans 


0400010302 Forwards IE Insp Repts 50-151/04-01 U 50-356/84-01 on 
040617-22 No noncompliance noted 

NORELIUS.C E Region 3, Office of Director 04/07/19 MJLEY,G H 
Illinois, Unlv of, Urhana, IL 2pp 25066 117 24X 

Fiche 50-151,04/07/17.0400010302 


—0400010300 IE Insp Repts 50-151/04-01 6 50-356/04-01 on 940619-22, 
No noncompliance noted Major areas inpected requalif lea tl on 
training fuel handling Sc surveillance actlvi tl es, radlat 1 on 
control practices 6 emergency planning 

TAUDLING.T N Region 3, Office of Director THOMAS r C C, * 

HYDERi J E, Los Alamos Scientific Laboratory 84/07/18 lOpp 
25066 117 24X Fiche 50-151. 84/07/17, 8408010302 


0400030276 Certifies nuclear reactor committee formal approval af 
additions & changes to emergency plan on 840723 Last 
sentence In Section 343 changed for clarity 

BECK, G P , HOPKE, P K , MILEY, 0 H lUlnois, Univ of. Urbana, IL, 
04/07/24 THOMAS. C Q Standardl lati on 6 Bpeclal Projects Branch 
Ip 25917 258 24X Fiche 50-151,04/07/24,8400030276 
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DOCKETED ITEMS 


Q In'SpectJon rgportfii- [E Bulletin's ' cor re spor d ence 


G40ai)lO302 Forwards IE Inap Repts 50-151/&4-01 I 50-35t/a^-01 on 
040619-23 No none omp 1 1 a nc o nated 

NL)REi_lUS/C E Region a, Office of Director B4''07/19 HILEY, G H 
Illinois. Univ of« Urbanow IL £pj> 358^36 117 24Y 

Fiche 50-151. 04/07/19, 3400010302 


--8408010300 IE iTisp Repts 50-151/84-01 & bO-356/04-Ol on 640619-22 
No none omp 1 lane 0 noted Major areas, mpected roqua 1 1 f t cat i an 
training fuel handling 6 surveillance ac tl vl i i es, rad i at i on 
control practices 6 eciergencij planning 

TADSLING. T N Region 3 p Office of Director THOMAS. C C . 
HYQER.J E Los Alanos Scientific Laboratory 64/07/16 lOpp 
25666 119 24X Flciie 30-151.64/07/19.8406010302 


S Reportable occurrences, LER s 6 related correspondence 


B4Q8300184 RO on B40816. fast transient control rod remained in 
iuithiiraiifn position 20 s after air rel^a-sed Caused by 
suJBlling of control rod Nylon piece removed 6 replaced 
Section of rod where air supplied cleaned 

DECK/GP , STUDBIN3. J F Illinois. Univ of. Urbandi IL 04/08/24 
Record Services Oranch IDocument Control Dest) ip 263QB 336 
24X Flche 50-131.64/00/24.6406300164 


V Operator Examirat Iona 


8406140426 Provides addreei For transmitting all operator licensing 
correspondence to Region III ofcieicept info for examiners 
WAtPER.R 5 Region 3,i Office of Director 64/00/10 Michigan. 
Univ of. Ann Arbor. Hi 2pp 26031 t9S 24X Flche 50-000. 
04/08/10, 0406140426 


DDCKer SO-155 DIG ROCK POINT NUCLEAR PLANT 


F Security, medical, emergency 6 fire protection plans 


8408210498 Responds to hiRC B40601 Itr approving util 640417 request for 
schedule change for 1964 annual medical asercisc Annual 
medical exercise scheduled for 841030-31 

KRICH. R M Consumers Power Co 64/0'6/29 KEPPLCfl. J 0 Region 3. 
Office of Director Ip 26140 174 34X Fiche 30-155.04/06/38. 

B40&21Q49B 


S40B070369 Advises of PEMA 840706 completion of analysis of aJert 
notification sgs Sys adeciuate eliminating caveat in FEMA 
030516 finding FEMA rept end Related correspondence 
OODDARD, R J Hearing Branch 3 DSD 017 84/06/02 DLOCH. P D . 

PARIS. 0 H . SHDN.F J Atomic Safety and Licensing Board Panel 
72pp 23944 210 24X Fiche SO-1 55. 84/06/02. 6406070360 


6406130370 Responds to 840711 Itr re access au thor 1 lati on program 
Access author! eation list development 6 maint functions 
being transferred to Dlv of Resource Mgt Notification of 
terminated employees uiii be on as needed basis 
AXEL6QN. W L Region 3, Office of Director 64/06/09 
UANDEHALLE.D J Cons liners Power Co ip 26010 339 24X 

Flche go-OO-O. 84/08/09, 9408130370 


-6400130376 Submits list of items discussed in 640703 telcon No 
termination notifications received updates on activities 
will be submitted Concurrence needed for documentation 
LATHMELL. H J Consumers Power Co 84/07/11 CREED, J Beginn 3. 
Off If-e of Director 2pp 26010 359 24X Fiche 50-000. 64/00/09, 

6408130370 


0400140130 Acl receipt of 631216 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-155/82-13 
LITTLE, W 5 Region 3, Office of Director 84/00/10 DEWITT. R D 
Consumers Power Co Ip 26047 011 24X Fiche 30-153,64/00/10, 

8400140130 


6400270390 Ack receipt of 840727 Itr informing NRC of stops taken to 
correct violations noted in Insp Rept 50-155/84-03 
PAPEHIELLO, C J Region 3, Office of Director 04/09/22 
DEWlTTi R R Consumers Power Co 2pp 26240 177 24X 

Fiche 50-133. 64/00/22, 8406270370 


—0400270392 Responds to NRC 840627 Itr re violations noted In Insp 
Rept 80-153/84-03 Corrective actions site emergency plan 
Inplementfng procedure reporting time requirements revised, 
f'O I lowing 040222 incident 

VANDEWALLEi D J Consumers Power Cq B4/D7/27 KEPPLERtJ O 
Region 3. Office of Director 3pp 26240 199 24X 

Flche 50-135, 04/O&/a5. 8400270370 


G Adjudicatory correspondence 


8400010260 Forwards affidavits of F Turski t C NOTman. in reshnnse to 
request midde by Judge Bloch during 840713 b 16 telcons re 
clarification of relationship between 1 ton jib crane t 75 
ton gantry crane Related cot respondence 

COPELAND. y G Jsham. Lincoln t Deals COPELAND. V G Consumers 
Power Co DSJl 673 04/07/30 ULOCH, P D . SHON, F J , PAR 19, Q H 

Atomic Safety and Licensing Board Partel 2pp 25854 071 24X 

Fiche 50-155 , 64/07/30. 84080 1 0260 


--0406010263 Affidavit of A Turskl re relationship betwoon 1 ton jib 
crane 6 79 ton single gantry crane in context of seismic 
evants 

TUR5K1.FA Consuners Power Co 84/07/20 7pp 29054 073 24X 

Fiche 50-159,04/07/30.8406010260 


— B40B010269 Affidavit o-f CR Norman re relationship betuioen 1 ton jib 
crane t 75 ton single log gantry crane in context of seismic 
event 

NORMAN. C R uhltmg CoTp NORMAN. C R Consumers Power Co 
94/07/23 Atomic Safety and Licensing Board Panel 7pp 
2SB54 080 54X Fiche 50-135,64/07/30,6406010260 


8400070360 Advises of FEMA 840706 completion of analysis of alert 
notification sys Sys adequate eliminating caveat in FCMA 
630516 finding FEMA rapt one I Related correspondence 
GODDARD, R J Hearing Branch 3 DSD 817 04/08/02 DLOCH. P D 

PARIS. P H . SHDN, F J Atomic Safety and Licensing Board Panel 
72pp 25944 210 24X Flche 50-155,64/06/02,0400070368 


8409060324 Forwards Whiting Corp B40727 rept re analysis of structural 
adequacy of jib crane to withstand seismic event Rept 
referenced in 040730 response to ASLB request for 
clarification re jlb crane/gantry crane relationship 
COPELAND. V G Isham, Lincoln !* Beale COPELAND. V G Consumero 
Power Co DSO 823 84/00/06 BLOCH, P D . PARIS, 0 hi , SHQN, F J 

Atomic Safety and Licensing Board Panel 16pp 25767 034 24X 

Flche 50-195. 04/00/06, 9406000224 


8400210327 Motion for show cause order on whether util financially 
qualified to safoly modify & maintain modified spent fuel 
pool as proposed 

O'NEILLpJ O'Neill, J DSD 177 94/00/15 Office of Nuclear 

Reactor Regulation, Director 4pp 26177 274 24X 

Flcho 50-155.04/08/15,6400210327 


— 94Q8210330 Notion for enforcement of Atomic Energy Act ft. IQCFR90 33Cfl 
re whether util financially qualified to safely modify ft. 
maintain modified spent fuel pool Certificate of Sve end 
□'NEILL, J O'Neill, J 84/08/15 Atomic Bafety and Licencing 
Board Panel I8pp 26177 270 24X Fiche 90-199.04/08/19, 

0400210327 


— B4O021D337 Motion for default against staff re ability of monitors to 
operate during accident conditions, inadequate address of 
root cause of multiple systematic errors ft, possibiiitij of 
furt-her errors Certificate of Sve end 

O'NEILL, J O'Nellli J 04/08/14 Atomic Safety and Licensing 

Board Panel 2pp 26179 276 24X Fiche 50-195,04/00/15. 

0400210327 


0408270164 Forwards affidavit of NC Chokshl attesting to adequacy of 
seismic stability of jib crane issue raised during hearings 
on soismlc adequacy of util semigantry crane in 1903 Related 
corrospondonce 

ODDDARD. R J Hoarltig Branch 3 DSD 305 64/00/22 DLOCH, P fl , 

8HQNr F J , PARIS, o H Atomic Safety and Licensing Board Panel Ip 
26246 0B7 24X Flche 50-159,64/00/22.8409270164 


- 0400270170 Affidavit of NC Chokshl attesting to adequacy of seismic 
stability of jib crane, Issue raised during hearings on 
setsmic adequacy of util semigantry crane in 1903 Related 
correspondence 

CHDKSHIiN C Hydrologic !« Oeotechnical Engineering Branch 
B4/08/22 3pp 26246 090 a4X Flche 50-195.84/08/22,8400270164 


0406260244 Motion re violation of full disclosure requirement Oocuments 
detailing number of areas in which full disclosure 
requirements violated t Certificates of Sve end Related 
carreopondenc e 

O'NEILL, J P O'Neill. J DSD 324 04/08/22 Atomic Safety and 

Licensing Board Panel 9pp 26279 206 24X Flche 50-155,84/00/22. 

0409280244 


0400280391 Memorandum t order deciding three motions filed by j O'Neill 
in 040629 document, Indud 1 ng motion to strike testimony of 
R Krich.relief from alleged violation of full disclosure 
requirement ft, financial qualifications Served on 640028 
DLOCH. P B « Shi ON I F J Atomic Safety and Licensing Board Panel DSO 
330 04/00/27 O'NEILL. J O'Neill. J 4pp 26280 034 24X 

Fiche 50-159,84/08/27,8400280391 
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0400300152 Initial Deci^ian 79-432“ll LA an all rpmaining Issues, 
including C h r i s ta'-Har I a Contention 0 t □'Ueiil 
Contention n rE-2 re reliability of makeup u;aber sijb Scr>/ed 
on 040029 

» Atcmic Satety and Licensing Hoard Panel DBH 307 04/00/29 

279pp 26302 240 24X Flcho 50-155.84/08/29.0408300152 


P Operating license stage documents K correspondence 


0400030109 Forujards application for amend to DPR" 6 > r evis l ng Tech Specs 
re administrative controls t definitions per NRC request 
VANDEWALLE. D J Cansuners Power Co 84/07/30 CRUTCHFIELD. D 
□perating Reactors Dranch 5 Ip 25916 087 24X 

Flche 50-153.64/07/30.8408030109 


— G408030113 Application for amend to DPR- 6 . revi s mg Tech Specs re 
admin 1 strat 1 ve controls h definitions to reflect lOCFRSO 72 
*« 90 73 reporting requirements 

REVNOLDS. J W Consumers Power Co 84/07/30 2pp 29916 000 
24X Flchc 50-199.84/07/30.0408030109 


— 8408030116 Proposed Tech Specsi Sec 1 1 on 1 2 re definitions & 6 0 re 
admini s trativB controls 

e Consumers Power Co 84/07/30 lOpp 259l6 090 24X 

FI Che 50-159.84/07/30.8408030109 


8400070040 Requests remittance of application foe for 840629 request 
for Bifemption from 10CFR30 49 scheduler requirement for 
environ qualification of electrical equipment Request filed 
after effective date of revised 10CFR170 
OIQCS. n K License Fee Management Oranch 04/07/30 
VANDEl^ALLE. D J Consumers Power Co ip 25939 331 24X 

riche 30-195.04/07/30,8408070040 


8408070099 forwards Oenanc Ltr 84-13, "Tech Specs for Snubbers. “ 
omitted from 040303 ltr to all SEP licensees NRC position 
that issue of Tech Specs for snubbers will be reeolved on 
generic basis restatod 

CRUTCHFIELD, D Assistant Director for Safety Assessment 84/07/31 
KAYiJ A Yankee Atomic Electric Co FARRAR, D L Commonwealth 
Edison Co VANUEWALLC, D J Consumers Power Co 4pp 29995 227 
24X Fiche 30-000.84/07/31,8400070099 


8408070110 Generic Utr 04-19 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re availability of 
Suppl 1 to NUfiEO-0933, "Pr i or I ti lat i on of Generic Safety 
Issues " Bve list end 

ElBENHUT. D 0 Division of Licensing 64/08/06 Consolidated 
Edison Co of New York, Inc I 8 pp 26129 238 24X 

Fiche 50-000.04/08/06,0408070110 


6408080224 Forwards Whiting Corp 040727 rept re analysis of structural 
adequacy of jib crane to withstand seismic event Rept 
referanted in 040730 response to ASLD request for 
clarification re jib crane/gantry crane relationship 
COPELAND, V 0 Isham, Lincoln & Deale COPFLAND. V 0 Consumers 
Power Co DSD 823 84/08/06 BLOCH, P B . PARIS. QH , SHQN. F J 

Atomic Safety and Licensing Board Panel 16pp 23967 034 24X 

fiche 50-133,84/08/06.8408080224 


B4O0O9O166 Forwards application fdr amend to License DPR- 61 rcvis Ing 
Tech Specs re plant review committee review it approval of 
documents by document routing Fee end 

VANDEWALLE. D J Consumers Power Co 84/00/06 CRUTCHFIELD, D 
Oporatlng Reactors Branch 5 Ip 23971 034 24X 

Fichfr 50-155,84/00/06,8400090166 


— 0400090171 Application for amend to License DPR- 61 rovi s ing Tech Specs 
re plant review committee review & approval of documents 
by document routing 

VANDEWALLEi D U Consumers Power Co 04/00/06 4pp 23971 033 
24X fiche 50-155,84/03/06,0400090166 


•0408090327 Proposed Tech Spec changes re plant review committee review 
t approval of documents by document routing 
* Consumers Power Co 84/00/06 2pp 25971 039 24X 

Fiche 30-139,84/08/06.0408090166 


9408090307 Forwards rept of electrical equipment environ qualification 
audit on 840605-07 Files Inadequate to demonstrate 
qualification Reaudlt planned for late summer 1964 
PAULSON. W A Operating Reactors Branch 3 04/08/08 

VANDEWALLE. D J Consumers Power Co 4pp 23972 127 24X 

Fiche 50-135.04/00/08,8400090307 


0400160172 Board Notification 04-141 forwards rept pf electrical 
equipment environ qualification audit on 040609-07. for 
consideration in current litigation re spent fuel pool 
storage expansion 

CRUTCHFIELD. D Assistant Director for Safety Assessment 84/08/09 
BLOCH, P B . PARIS. Q H . SHOW. F U Atomic Safety and Licensing Board 
Panel 3pp 26126 253 24X Fiche 50-135.84/08/09,0408160172 


8408160181 Forwards remittance for extension request re 10CFR50 49 
scheduler requirements for environ qua 2 if ic at 1 on of 
electrical equipment, per NRC 840730 request 

KUEHIN, J L Consumers Power Co 04/08/09 HILLER. W 0 License Foe 
Management Branch Ip 26091 242 24X Fiche 30-153.84/00/09. 

8408160181 


6408160343 Notification of 940B24 meeting w/otil in Char I e va i x. MI to 
discuss radiological effluent Tech Specs 

EMCH. R L Operating Reactors Branch 5 04/08/14 PAULSON. W A 

Operating Reactors Branch 3 4pp 2609? 129 24X 

fichB 50-155. 84/08/14, 8408160343 


6400160346 Notification of 04090b meeting ui/util in Bethesda, MD to 
discuss environ qualification of electrical equipment 
EMCH. R L Operating Reactors Branch 5 04/08/14 PAULBtJN. W A 

Operating Reactors Branch 5 4pp 2609? 103 24X 

Fiche 30-155.04/08/14,8408160346 


8408170022 Informs that 040523 OA program submittal requires 
identification of each change, rPasan for change t. basis for 
concluding that revised program incorporating each change 
satisfies 10CFR50. App B it SAR OA program commitments 
SPEQSARD.R L Region 3, Office of Director 84/00/14 DEWITT, R B 
Consumers Power Co 2pp 26119 077 24X Fiche 50-000. 84/08/ 14, 

8408170022 


6408210287 Forwards listings of issues completed betuiBcn 840202 1* end 
of 1904 refueling outage. issues scheduled to be completed, 
but delayed between 640202 it end of 1984 refueling outage Sc 
remaining active Issues 

KRICH.R M ConsumoTS Power Co 04/00/14 CRUTCHFIELD. D Operating 
Reactors Branch 9 I4pp 26180 201 24X Fiche 90-19 3.84/08/14, 

□408210287 


8406210338 Informs that no addl post-accident sampling sys required! to 
meet guidance of NUREO-O737i Item 11 B 3 Item complete 
High-range containment radiation monitors acceptable method 
of providing Indication of core damage 
PAULSON. W A Operating Reactors Branch 5 04/08/17 

UANDEUALLE, D J Consumers Power Co 3pp 26179 350 24 X 

riche 50-195.04/08/17.8408210330 


6400200275 Generic Ltr 04-20 to all licensees of operating reactors S< 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that Involve unroviewed safety 
questions 8 vc list encl 

EISENHUT.O Q Division of Licensing 64/06/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 30-000.84/08/20.8408200279 


0400290001 Advises that Multi-Plant Action □-59 re masonry wall design 
complete Plant structures will be selsmicallg evaluated for 
weak links. per NURE0-06S8 

PAULSON. W A Operating Reactors Branch 9 04/08/27 

VANOEHALLE. D J Consumers Power Co 5pp 26291 289 S4X 

Flcho 90-133.84/00/27,8400290001 


0 Inspection reports. lE Bulletins it correspondence 


8400030176 Forwards IE Insp Rept 30-155/84-05 on 840421-0613 No 
noncomp 1 lancc noted 

SHAFER. W 0 Region 3. Office of Director 84/07/13 DEWITT. R D 
Consumers Power Co 2pp 29917' 302 24X Fiche 30-195.84/07/13. 
0400030176 


—8400030179 IE Insp Rept 30-159/84-05 on 040421-0619 No non C omp 1 1 anc * 
noted Major areas Inspected Ucensoe actions on previous 
insp findings, operational safety it surveillance 
DEFAYETTE.R W , TAMBLINO, T N , OUTHRIE. 3 Region 3. Office of 
Director 84/07/12 6 pp 23917 3o4 24X Fiche 30-139.84/07/13. 

0400030176 


8407250229 IE Info Notice 04-37, "Operating Ekperience re Moisture 
Intrusion In Safety-Related Electrical Equipment at 
Commercial Power Plants Sve list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/07/27 Consolidated Edison Co of New 

York. Inc U9pp 23863 047 24X Fiche. 30-000, 84/07/27. 8407250229 


8408060110 Ack receipt of B4Q627 Hr informing NRC of steps taken to 
correct violations noted In lE Inap Rapt 30-135/04-04 
Clarification of callbr practices on portable high-range 
gamma measuring instruments awaited 

PAPERIELLO. C J Region 3. Office of Director 04/07/31 
DCNlTf. R B Consumers Power Co ip 23933 176 24X 

Fiche 30-139,04/07/31,0400060110 
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— 0408060113 Rssponil's to NRC 340529 Itr re violations noted in IE Insp 
n«pt 5O-'155/04-O4 Corrective actions Xeteie fission pole It 
Eberline telector sent ta vendors for callbr on all scales 
U ufill be callbr on all scales everg 6 norths 

KRICHi R H Conscimers PoiLier Co 84/06/27 KEPPLER. J 0 Reigion 3- 
Office £jf Dlrect<ir 2p p 25933 177 24X Fiche 50- 1 35* 84/07/31. 

S408060110 


8400200233 Popuards IE Insp Kept 50-155/84-08 on 840709-19 No 
violations noted 

PAPERJELLO.C J Region 3. Office of Director 84/08/02 
DEWITT. R D Consunars Pouier Co Spp 36140 155 24)f 

Flche 50-153.84/00/09.840 0200 333 


—8400200241 IE Insp flept 50-135/84-08 on 840709-19 Mo violations noted 
Kajor areas inspected aparatlonal radiation protection 
pro-gratni Inc) uding planning & preparation, changes, training 
& qualifications of peu personnel tr exposure control 
UOVENDALE.P C . FRANCE. O M . OREGER.L R Region 3. Office of 
Director 04/00/01 7pp 26140 137 24X Flche 30-135*04/00/02. 

84C8SD0233 


0406070401 Infarois that neu sgs cf ac linouledg 1 ng receipt of licensee 
correspondence re none amp 1 lance found during insp 
insti tuted. effective 840820 preprinted farm luill be used 
rather then Itr 

KEPPLEfi.J 0 Region 3* Office of Director 84/03/03 

Comnonuealth Edison Ca 3pp 2S942 188 94X Flche 50-000.84/08/03* 

8400070401 


8408010333 IE Info Notice 84-59* “Deliberate Circumventing of Station 
Health Phi/slcs Procedures “ Sve list end 

JORDAffiE L Division of Emergency Preparedness & Engineering 
Response IPost 930103) 84/08/06 Consolidated Edison Co of Neu 

york. Inc aspp 26068 001 24X Fi the 50-000. 84/08/06# 8408010333 


B4O0O1O337 IE Infa Notice 84-60. "Failure of Air Purifying Respirator 
Filters to Meet Efflclebcv Requirement " Sve list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/06 Consolidated Edison Co of Neu 

york. Inc I23pp 26067 159 24X Flche 50-000,04/08/06.8408010337 


B408070130 IE Infa Notice 84-61. "Overexposure of Diver in PWR 
Refueling Cavity " Sve list end 

JORDAN. E L Division of Emergency Preparedness t# Engineering 
Response (Post 830103) 84/08/08 Consolidated Edison Co of Neui 

york. Inc ISOpp 26129 )se 24X Flche 50-000.84/00/08.8408070120 


8408070376 IE Info Notice 84-62. "Therapy Mi sadmini s trot 1 ons to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
list end 

QRACE. J N Division of OA. Gafeguards b Inspection Programs (Post 
6301031 04/08/10 Censalldflted Edison Co of Neu Vark« Inc 

I25pp 26130 001 24X Flche 50-000.04/08/10.8403070376 


8408140130 Ack receipt of 831216 Itr informing NRC of steps taken to 
correct violations noted in lE Insp Rept 50-155/82-13 
LITTLE# W 9 Region 3. Office of Director 84/08/10 DEWITT# R 0 
Censumers Pouir Co Ip 26047 011 24X Piche 50-155.84/08/10* 

0408140130 


100100009 IE Info Notice 84-63. "Defective RKR Replacement Piping " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Pest 830103) 84/08/13 Consolidated Edison Co ai Neu 

york* Inc 119pp 26197 210 24X Flche 50-000. 84/00/ 13# 8408100009 


0408100030 IE Info Notice 84-64, ”BMR MP(^I Inlfclatidn Saal-ln tc 
IndlcatlDTi " Sve list end 

JORDAN.E L Division of Emergency Preparedness li Engineering^ 

Response (Post 830103) 84/08/15 Consolidated Edison Co of New 

York. Inc i04pp 26190 073 24X Fiche 90-000. 04/08/ 15, B4 OB 100038 


8408100021 IE Info Notice 84-65, ^'Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment ” Bvc 
list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
RsspQnis (Post 83DI03) 04/00/16 Cqnsol i dated Edison Co of New 

York. Inc ll8pp 26173 OOl 24X Fiche 30-000.84/08/16.8408100031 


0408100055 IE Info Notice 84-66. "Undetec ted Unavailability of 
Turbine-Driven Auxiliary Feeduater Train Bvc list encl 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Co of New 

Yark# Inc I20pp 26276 OOl 24X Flche 30-000. 84/08/17# B4O01OOO55 


8408140208 IE Info Notice 84-67, "Recent Bnubber thservice Testing W/ 
High Failura Rates “ Sve list encl. 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Co, of Neu 

YorVi Inc ia2pp 26276 122 24X Flche 50-000.84/08/17.0400140206 


8408310143 IE Info Notice 54-68, “Potential Deficiency in Improperly 
Rated Field Miring tu Solenoid Valves *' Sve list end 
JORDAN.E L Division of Emergency Preparedness V Engineering 
Response (Post 030103) 04/08/21 Consolidated Edison Co of Neu# 

York- Inc 115pp 26327 DOS 24X Fiche 50-000,84/08/21-0408210143 


8400270390 Ack receipt of 840737 Itr informing NRC of steps taken to 
correct violations noted in Insp Rapt 50-159/84-03 
PAPERIELLO-C J Region 3, Office of Director 04/08/22 
DEWITT- R B Consumers Power Co 2pp 26240 197 sqx 
Flche 50-195, 84/00/22- 0408270390 


— 8408270392 Responds to NRC B40627 Itr re violations noted in Insp 
Rept 50-153/84-03 Corrective actions site emergency plan 
Inplementing procedure reporting time requirements revised, 
following 840222 incident 

VANDCMALLE- D J Consumers Power Co 04/07/27 KEPPLER.J Q 
Region 3. Office of Director 3pp 26240 199 24X 

Flche 50-155.84/08/22.0408270390 


S Reportable occurrences. LERs 6 related correspondence 


8408240348 Part 2l rept re presence of Loctlte-242 In CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported on 040413 Neu thread locking devices investigated 
SHERWOOD. 0 0 General Electric Co 04/04/13 DEYOUNG, R C 
Directar's Office. Office of Inspection and Enforcement 3pp 
26222256 24X Flche 50-000,84/04/13.8408240348 


B408230237 LER 04-003-01 on B40530, samples taken of uater in below- 
grade wall of raduaste pump room Indicated presence of 
tritium 8« 1-131 Caused by leak in underground pipe Pipe 
replaced & discharge canal monitored daily W/84O0i6 Itr 
DEHOGR. D E . KEUMIN. J L Consumers Power Co 84/00/16 5pp 
26213 29B 24X Fiche 30-139.04/08/16.0400230239 


04OB3OOO06 LER e3-O07//OlT-l on 030009. MSIV Ha-7090 failed to stroke 
closed Caused by bent tripper arm on torque switch it 
probable increased sultch sensitivity due to interference 
u/gear case hardened lubricant W/B40916 Itr 

Kt/EMIN, J L Consumers Power Co 84/00/16 KEPPLER.J 0 Region 3. 
Office o.f Director 3pp 26307 198 24X Fiche 50-155.84/08/16, 

8400300086 


9408290067 LER 84-010-00 on 840727, w/control rods inserted for turbine 
bypass valve invest loetieh* protection sys Channel 5 
period monitor spuriously tripped. indicat Ing short reactor 
period, due to electrical noise interference W/e40S22 itr 
CASTIOLIDNE, L , KUEMIN, J L Consumers Power Co 04/08/22 3pp 
26297 322 24X Flche 50-199. 04/00/22, 0408290067 


8408290291 LER 04-009-00 on 04D726. w/p 1 ant at 13)i power . reac tor scram 
from high pressure occurred Caused by turbine bypass valve 
falling closed In automatic mode Turbine bypass valve 
operational characteristics to be examined W/840823 itr 
CASTIOUQNE.L , KUEKIN, J L Consumers Power Co 04/00/22 4pp 
26294 358 24X Flche 50-155.04/00/22.8400290251 


V Operator Examlhattons 


B4O02OO233 Forwards IE Insp Rept 50-135/04-08 on 040709-12 No 
violations noted 

PAPERIELtQ. C J Region 3. Office of Director 84/08/02 
DEWITT, R B Consumers Power Co 2pp 26140 155 24X 

Flche 50-193.04/00/02.0400200233 


— S40B200241 IE Insp Rept 30-195/84-00 on 040709-12 No violations noted 
Major areas inspected operational radiation protection 
program. including planning 6 preparation, changes, tra inlng 
tc qua 1 i Pica tions of neu personnel & exposure control 
LQVENDALE.P C . FRANCE. 0 M . GREGER.L R Region 3. Office of 
Director 84/00/01 7pp 26140 197 24X Flche 50-153.84/00/02. 

0400200233 


8400140426 Provides address for transmitting all operator licensing 
correspondence to Region 111 ofc. except info for examiners 
WALKER, R D Region 3# Of flea of Director 84/OB/lO Michigan# 
Unlv of# Ann Arbor. Ml 2pp 26051 198 24X Fuhe 30 - 000 , 

84/00/ IDi 0408140426 


DOCKET 30-156 UNIV OF WISCONSIN RESEARCH REACTOR 


F Security, medical, emargancy fir© protection plans 


8403010043 Forwards "Emergency Plan Evaluation Rept# Unlv of Wisconsin " 
Plan acceptable Plan should be implemented within 120 days 
of Itr date , 

THDMASi C 0 Btandardlzation 6 Special Projects Branch 04/07/23 
CA3HHELL. R J UlBCOnsln. Unlv of. Madison. W1 3pp 23066 335 
24X Flche 90-196*84/07 /23,84 00010043 
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— a4080100<;7 "Emergencg Plan Evaluation ReptjUniv of Wisconsin ■' 
» NRC - No Detailed Affiliation Given 84/07/31 3pp 
23S6& 338 24X Fiche &0~ 1 56- 84/07/25, 84000 l004& 


8408140521 Advises that necentlg approved etnergoneg plan uill be fully 
implemented by 840031 

CASKWELL, R J Wisconsin, Univ of, Madison. Wl 84/00/06 
THOMAS, C O Standar d i lat ion t/ Special Project* Branch Ip 
26064 162 24X Pichc 50-156,84/00/06,0400140321 


V Operator Examinations 


6400140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc, except info for examiners 
walker, R D Region 3. Office of Director 04/00/10 Michigan, 

Univ of, Ann Arbor, Ml 2pp 26051 190 24X Fiche 50-000, 

84/00/10, 8400140426 


B4O029O277 Foruards Addend 33 to License R-67 6 safety evaluation Amend 
autharlies increase in number of thermionic devices to be 
irradiated simultaneously from three to four & removes limit 
on total reactivity worth of combination of experiments 
THOMAS, C 0 Btandardi lat ion t. Special Projects Branch 04/08/17 
MOWRY.W R GA Technologies, Inc /General Atomic Co 3pp 
26312 331 24X Fiche 50-163,04/08/17,0408290277 


— 0400270206 Amend 33 to License R-67, increas i ng in number of thermionic 
devices to be irradiated s Imul taneous ly , r emovi ng limit on 
total reactivity worth of combination of experiments & 
changing fastening restrictions 

THOMAS, C 0 Standardization It Special Projects Qranch 04/00/17 
5pp 26312 334 24X Fiche 50-163,04/08/17.8400290277 


— 8403270291 Safety evaluation supporting Amend 33 to License R-67 

<• Office of Nuclear Reactor Regulation, Director 84/00/17 4pp 
26312 339 24X Fiche 50-163,04/08/17.8408290277 


DOCKET 50-157 CORNELL UNIV RESEARCH REACTOR 


DOCKCT 50-166 UNIV OF MARYLAND RESEARCH REACTOR 


r Security, medical, emergency fire protection plans 


P Operating license stage documents L correspondence 


8408210097 Forwards '^Emergency plan Evaluation Rept, Cornell Univ " Plan 
moots requirements of regulations S, guidelines t, is 
acceptable 

THOMAS, C 0 Standardization t< Special Projects Drench 04/00/15 
CLARK, D D Cornell Uhlv , Ithaca, NY 3pp 26195 213 24X 

FUhe 50-097, 84/00/13, 0400210077 


— 8408140349 "Emergency Plan Evaluation Rept, Cornel I Univ “ 

* Division of Emergency Preparedness St Engineering Response <Post 
030103) 84/07/31 4pp 26195 216 24X FI che 50-097, 04/00/1 5, 

8400210097 


DOCKET 50-160 OEQROIA INST OF TECH REBEARCH REACTOR 


F Security, medical, emergency U fire protection plans 


8400070124 Forwards FR notice Of final finding of no significant 
environ impact re proposed renewal of License R-70 
THOMAS. C Q Standardijation It Special Projects Branch 04/07/31 
KERR, F Maryland. Univ of, College park. MO 3pp 25757’ 201 a4X 
FUhe 50-166,84/07/31,0408070124 


— 0400070127 Notice of final finding of no significant environ Impact 
re proposed renewal of License R-70 

eiBENHUT, 0 6 Division of Licensing 04/07/31 6pp 25957 B04 
24X Fiche 50-166,04/07/31,0408070124 


0400140550 Forwards Amend 7 to License R-70, SER.EIA tt notice of 
Issuance & availability Amend renews license until June 
27. 2000 

ElSENHUr, D 0 Division of Licensing 84/00/07 KERR, F Maryland, 
Univ of, College Park, MO 3pp 26065 236 24X 

Fiche 50-166,84/00/07,0408140553 


B4082B0175 "Emergency Preparedness Plan for Neely Nuclear Research 
Ctr, Georgia Inst of Technology " W/one oversize brochure 
Aperture card available In PDR W/a4O02l Itr 

KARAM, R A Georgia Institute of Technology, Atlanta, QA 04/00/31 
THOMAS, C □ Standard i lat 1 on t* Special Projects Branch 3Spp 
26275 001 24X Fiche 50-160,04/00/31,8400200199 


P Operating license stage documents 6 correspondence 


— 0400140561 Amend 7 to License R-70, renewing license until -June 29,2000, 
Tech Spec* end 

EISENHUT.OG Division of Licensing 04/08/07 34pp 26065239 
24X Fiche 50-166,84/08/07,0400140550 


—8400140569 Notice of renewal of License R-70 

THOMAS, C 0 Standardization & Special Projects Branch 84/00/07 
2pp 26065 274 24X Fiche 90-166,04/00/07,0400140550 


S40B010257 Requests application for amend executed per 

lOCFRDO 30(a)-<c) 6 info showing all parts of Section 6 1 of 
Tech Specs being fulfilled before action can be taken on 
G40S24 request for dismantling facilities 

TH0MA6, C 0 Standard! zat 1 on b Special Projects Branch 04/07/23 
KARAMr R A Georgia Institute of Technology, Atlanta, OA 3pp 
25072 339 24X Fiche 50-160,04/07/23,8408010257 


DOCKET 50-163 GA TECHNnUDOIES 


— 8400140564 EIA supporting Amend 7 to License R-70 

* NRC - No Detailed Affiliation Given 04/00/07 7pp 
26065 276 24X Fiche 50-166,84/00/07,0408140550 


8400300079 Application for amend to License R-4Dr correc ting 
typographical error on Tech Spec Page 12 

WOCKENFUSS, W A Maryland, Univ of, College Park, KD 04/09/17 
THOMAS, C 0 Standardization 6 Special Projects Branch I p» 
26309 361 24X Fiche 50-166,04/00/17.0400300077 


F Security, medical, emergency fire protection plans 


8408270311 Forwards Itrs documenting cooperation w/local law 
enforcement agencies 6 medical facilities re radiological 
contingency plan 

MDWRYrW R GA Technologies, Inc /General Atomic Co 04 / 00/22 
CUNNINGHAM, R Division of Fuel Cycle & Material Safety THOMAS, C 0 
Standardization 6 Special Projects Branch 4pp 26241 004 24K 

Fiche 50-009,84/08/22,0408270311 


P Operating license stage documents & correspondence 


— 8408300083 Proposed Tech Spec correcting typographical error on 
Page 12 

* Maryland, Univ of. College Park, MD 84/00/17 Ip 
26305 362 24X Fiche 50-166,04/08/17.0400300079 


0408270462 Forwards errata to Amend 0 to License R-70, torrac t Ing 
editorial error in Tech Spec re min radiation monitoring 
channels 

THOMAS, C 0 Standard! zat ion u Special Projects Branch 04/00/21 

KEHR.F Maryland, Univ of. College Park, MD 3pp 26277 220 24X 

FiChs 50-166,84/00/21,0408270462 


8405160470 Forwards Amend 25 & 31 to Licenses R-3B S< R-67, ra spec tlvaly 
notice of issuance t< availability Amends change corporate 
name of licensee to OA Tachnolog 1 es, Inc 

EISENHUTi D 0 Division of Licensing 84/04/27 MOWRY.W R OA 
Technologies, Inc /General Atomic Co 3pp 24472 253 24X 

Fiche 50-009.84/04/27.0405160470 


— 0405160473 Amends 25 & 31 to Licenses R-38 St R-67, respec tlvely, changing 
corporate name of licensee to OA Technologl es. Inc 
E18ENHUT. D G Division of Licensing B4/04/27 4pp 24492256 
24X Fiche 50-009,04/04/27,0405160470 


— 0400270466 Errata to Amend 0 to License 0-70, correcting adltQrlali error 
in Tech Spec re min radiation monitoring channels 
THQrfAS, C 0 Standard! zation Special Projects Branch 84/09/21 
4pp 26277 223 24X Fiche 50-166,84/00/21,0400270462 


R Periodic operating reports U related correspondence 


0408330172 Annual operating rept.Uul 1983 - June 1984 

BELCHER, R L Maryland, Univ of, College Park, MD. 04/07/23 

TEDEBCO, R L Division of Licensing 4pp 26100 172 24X 

F i Che ' 50- 166, 04/07/23, 0408220172 
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DOCKETED ITEMS 


OaCKET 50-i70 NATIONAL NaVAL MEDIC At CENTER 


P Operatlns licen'se stage docuinents corr espofidence 


B40B070035 FR n<jticc of* final finding of no significant 

■envirnn impact re renewal of License n-e4 

THOHASp C a Standard! lat ton Special Projects Qranch 84/07/30 
ADCaCKpfl National Naval Medical Center Bethesda. MD 3pp 
25936 131 24X Fiche 30-170,84/07/30.8408070035 


— 8408070038 Notice of final finding of no significant environ impact 
ro proposed amend to License R-a4 , renewi ng QL until Vr 2000 
EISENHUTpD Q Divisinn of Licensing B4/07/27 7p p 35936 134 

24X Flche 50-170,84/07/30.8408070035 


8408090533 Forwards Amend 10 to License R-B4. safety evaluatl on, not ic e 
of issuance t. ava 1 labi 1 1 ty 1 Tech Specs Amend renews 
license for 20 grs 

eiSENHUT. D 0 Division of Licensing 84/00/01 ADCOCK, B Armed 

Forces Radiobiological Research Institute 4pp 25903 277 24X 

Flche 50-170, 34/OB/Ol. 8400090533 


—8400090534 Amend 18 to License fi-B4. renewing license 

EISENHUT, D 0 Division of Licensing 84/00/01 3pp 23983 2B1 
24X Flche 50-170, 84/08/01 , 8405090533 


— 8408090336 Notice of issuance availability of Amend 18 to License 

R-a4 

THOMAS, C 0 Standard! 2 ati on i Special Projects Branch 84/OB/Ol 
2pp 259B3 284 24X Flche 50-170.64/00/01,0408090333 


—8408090537 "Tach Specs for AFRRl Reactor Facilitg '■ 

♦ Armed Forces Radiobiological Research Institute 84/06/30 
46pp 23983 286 34X Flche 50-170.84/08/01,8405070533 


DOCKET 30-171 PEACH BOTIDM ATOMIC POWER STATION, UNIT I 


R Periodic operating reports it related correspondence 


B4OB210546 Forwards "Environ Radiation Monitoring Program. 1983" 
it "Regional Radiological Environ Monitoring Program, 19S3 “ 
UILLSEV, U D Philadelphia Electric Co 04/08/09 DEyOUNO. R C 
Director ' s Of f 1 ca. Office of Inspection and Enforcement Ip 
26185 OOi S4X Flche 50-171,64/00/09,8408210546 


— B408210549 "Environ Radiation Monitoring Program, 1903 "■ 

s Chemical Naste Hanagemeirt, Inc 41 63/12/31 lS4pp 

261B5 ooa 24X FUhe 50-171,84/08/09.0406210546 


— 9409210555 "Regional Radiological Environ Monitoring Program, 1983 
* TeUdyne Isotopes 19 03/12/31 J29pp 26IB5 126 24X 

Fiche 30-171, 64/08/09, 940B310S46 


DDCKET 50-103 PURDUE UNIV RESEARCH REACTOR 


U Operator Examinations 


6408140426 Provides address for transmitting all ojierator licensing 
correspondence to Region III ofc, except Info for eiaminera 
WALKER, R D Region 3, Office of Director 04/08/10 Michigan, 
Unlv of, Ann Arbor, Ml 2pp 26051 J 9 a a4X Ficho SO-000, 
64/00/10. 8408140426 


JCKET 30-184 NATIONAL BUREAU OF STANDARDS REACTOR 


& Inspection reports, £E Bulletins 4< correspond enco 


B40B270477 Forwards Insp Rapt 30“184/84'-01 on 840711-12 Mo violations 
noted 

STAROSTECKl, R Division of Project & Residont Programs 84/06/06 
CARTER.R 8 Commerce. Dept of. National Bureau of Standards 2pp 
26236203 24X Fiche 50-184,84/08/06,8400270477 


—8408270406 Insp Rapt 50-184/84-01 on 040711-12 Na violations or 
deviations noted Major area* inspected organ 1 latlon, I ogs U 
records, reviews Sc aud i ts. equipmen t cond i tiort, experiments , 
surveillance activities & engineering changes 

^ " ELSASSERiT C Region 1, office of Director 

84/OB/Ol 6pp 26236 205 24X Fiche 50-184,84/03/06,8 40627047/ 


DOCKET 50-185 PLUM HRODK REACTOR - MOCK-UP 


P Dperatinq license stage documents t correspondence 


8400210629 Advises that Licenses TR— 3 R-93 should be reinstated to 

prior p os se ss-b tit-no t"use status or revised d i smantioment 
plans should be sufami tt ed , pe r 10CFR5O 82 or 10CFH5O 90, 
respectively Plans should update mg t controls 

THOMAS, C O Standard i la t ion tk Special Projects Branch 34/06/26 

RlCHLEy, E A National Aeronautics 6 Space Admin 3pp 26107 357 
34X Fiche 50-030,64/06/26.6406210629 


W Decommissioning Stage Documents t. Correspondence 


8408240107 Requests submittal of either request for reinstatement of 
possesa-bu t-not-use license or revised di smant 1 ement plan 
w/schedule commitments Dismantlement authorized in 1981 
delayed by lack of funds 

THOMAS, C O Standard i zat 1 on ?, Special Projects Branch 84/08/16 
RICHLEV, E A National Aeronautics Space Admin 5pp 26235 343 
24X Fiche 50-030,64/08/16,6406240107 


DOCKET SO -I 06 UNIV OF MISSOURI RESEARCH REACTOR 


V Operator Examinations 


B4O014O426 Provides address for transmitting all operator licensing 
corresp endence to Region III ofc, except info for examiners 
WALKER, R D Region 3, Office of Director 04/08/10 Michigan, 
Univ of, Ann Arbo-r, MI 2pp 26051 190 24X Fiche 50-000, 

64/06/10, 0408140426 


DOCKET 50-iaa KANSAS STATE UfMlV RESEARCH REACTOR 


F Security, medical, emergency Sc fire protection plans 


840820-0461 Forwards review € evaluation of emergency plan for Kansas 
State Univ submitted on 040620, per 10CFR50 54<q) 6 <r) 

Emergency plan meets requirements of reguiations & 
guidelines it is acceptable 

THDMAS, C 0 Standard 1 zat i on Special Projects Branch 84/08/13 

FAW, R E Kansas State Univ , Manhattan. K5 3pp 26144 316 24X 

Fiche 50-186.64/08/13.8409200461 


— Q40B2QO464 ’'Emergency Plan Evalvation Rept - Kansas State Univ " 
» NRC - No Detailed Affiliation Olven 04/07/31 3pp 
26144 319 24X Flche 50-180,64/00/13.8400200461 


B4O031O117 Ac If receipt of 840313 emergency plan evaluation rept Last 
paragraph on Pago 2 of rept in error Operations boundary 
encompasses reactor facility Room 110 of Ward Hall, per 
Paragraph 1 1 of oirergency plan 

FAH. R E Kansas State Univ , Manhattan, KS 04/00/20 THU, A 
Standard 1 za tlon it Special Projects Dranch ip 26322 112 24X 

Fiche 30-198,64/06/20.6406310117 


DOCKET 50-192 UNIV OF TEXAS RESEARCH REACTOR 


F Security, medical, emergency & fire protection plans 


8407U0579 Forwards safety evaluation re 830721 emergency plan Plan 
Bcceptable Full Implementation should be completed within 
120 days of I tr date it NRC informed of date implementation 
achieved W/o end 

THOMAS, C □ Standard 1 rat 1 on it Special Projects Branch 04/07/03 
KLEIN, D E Texas, Univ of, Austin, TX 2pp 23545 350 24X 

Flche 50-193, 64/07/03, 0407 1 1 0579 


DOCKET 90-193 RHODE TBLAND «< PROVIDENCE PLANTATIONS AEC 


S Reportable occurrences, LERs It related correspondence 


0406210328 RO on 840810. tel ep hone lines betueen Narragansott, RI Sc 
Provldonce, RI fal 1 ed, preven ting transmission of signals 
from burglar alarm S< supervisory sy* Cause unknown Line 
restored 

DfMECLIQ, A F Rhode Island t< Providence Plantation 64/06/10 
Region 1, Office of Director Ip 26179 331 24X 

Fiche 50-193,04/06/10,6400210328 
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docket 50-199 MAriHATTAN COLLEGE PE&EAnCM REACTOR 


t Financial inpormation 


B408170A07 Foruiards propr 1 e tdPi^ financial info t squared for rcnenial of 
License R-94 L "Environ Rept.'' per B40703 telcon Proprietary 
info & rapt uithheld (ref 10CFR2 790) 

KANE( R S Manhattan College* Riverdale* NV G4/0G'1J THOMAS* C 0 
Standardisation Special Projects Branch Ip 26129 117 24X 

Fiche 50 '199, B4/Oa/l3* 8400170407 


P Operating license stage documents ?* correspondence 


Q40B170407 Foi wards proprietary financial info required for renewal of 
License R-94 h "Environ Rept*" per B40702 telcon Proprietary 
Info & rept withheld (ref 10CFR2 790 > 

KAME/ R S Manhattan College* Riverdale* NY 84''O0/13 THOMAS. C D 
Standard 1 lation Special Projects Branch Ip 26129 117 24 X 

riche 50-199* B4/08/13. 04OB17O4O7 


V Operator Examinations 


B4DS030301 Forwards evaluation of Rev 3 to operator roqua 1 i f icatlon 
program Rev approved* per lOCFRSS* App A 

THOMAS. C 0 Standard 1 jat ion & Special Projects Branch 04/07/26 
KANErR S Manhattan College* Riverdale* NY Spp 29920 063 24X 

Fiche 50-199*04/07/26.0408030301 


DOCKET 50-306 SAN DNQFRE NUCLEAR STATION, UNIT I 


F Security, medical, emergency fire protection plans 


840B030123 Forwards Rev 2 to physical security plan 6 description of 
changes Encls withheld (ref 10CFR73 21 > 

HAYNES. J 0 Southern California Edison Co 04/O//25 MARTIN, J 0 
Region S* Office of Director Ip 29916 119 24X 

Fiche 50-206*04/07/25.0408030123 


0400170130 Forwards Amends 70*23 & 12 to Licenses OPR-13. NPF-IO 6 
NPF-ISj respect ively 6 safety evaluation Amends approve 
security plan revs which consolidate ^ reduce size of 
adjacent vital areas 

PAULSON, W A Operating Reactors Branch 3 04/00/07 BASKIN/K 

Bouthern California Edison Co 5pp 26134 302 24X 

Fiche 50-206.04/00/07*8400170130 


—8408170143 Amends 70,23 6 12 to Licenses DPn-i3* NPF-lO & NPF-15, 
respec 1 1 volij* approvi ng security plan revs which consolidate 
6 reduce siie of adjacent vital areas 6 move equipment not 
required for safety outside vital boundary 
PAULSON* W A Operating Reactois Branch 9 04/00/07 6pp 

26134 307 24X Fiche 50-206*04/00/07*8409170130 


— B40B170155 Safety evaluation supporting Amends 70,23 6 12 to Licenses 
DPR-13* NPF-10 NPF-19* respectively 

e Office of Nuclear Reactor Regulation* Director 04/00/07 Spp 
26134 313 24X Fiche 50-206* 04/08/07* 0400170130 


940B1304S0 Advises that 040523 Revs 1-13 td physical security plan 
consistent w/provlslons of 10CFR50 54(pi 6 acceptable 
MCOUEEN.A 0 Region 9* Office of Director 04/08/08 HAYNES, J O 
Southern California Edison Co 4pp 26004 359 24X 

Fiche. 50-206. 04/08/08* 0408130490 


6400310285 Forwards Safeguards Insp Repts 90-206/04-10, 90-361/04-83 & 
50-362/84-23 on 040723-27 No violations noted Repts withheld 
(ref 10CFR2 790 6 73 21) 

SCHUSTER. M 0 Region 9* Office of Director 04/00/15 BASKIN, K B 
Southern California Edison Co 2pp 26333 200 24X 

Fiche 50-206,04/00/15,0400310205 


0400230114 Informs that 040613 rev to emergency plan compatible 
w/pmvlsiqns of I0CFR50 47* App E 8^ Rev I to NUREO-0694 
SCHUSTER, M D Region 5* Office of Director 84/00/16 MEDFORD, M 0 
Southern California Edison Co 3pp 26347 274 34X 

Fiche 50-206*04/08/16*0408230114 


P Operating license stage documents it correspondence 


8400210042 Notification of contract execution, Mod 4, to "Followon 
Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station " Contractor MIT 

HOPPER* A Administrative Contracts Branch FIN B-6S98 04/06/12 

VOLLMER*R Division of Engineering UACK8DN, R NRC - No Detailed 
Affiliation Given Ip 26195 176 24X Fiche 90-206*04/06/12* 

0400210042 


— 0408210046 Mod A* d e ob 1 i ga t I n g unliquidated fee remaining in contract* 
to "Followon Simulation of Earthquake Ground Notions for 
San Onofre Nuclear Generating Station " 

AFI.K Massachusetts Institute of Technology, Cambridge. MA 
HAGAN, T F Division of Contracts FIN 0-6090 04/06/ J2 Ip 

26195 177 24X Fifhe 50-206,84/06/12,0400210042 


8400060409 Requests assistance In review of licensee 040717 Tech Spec 
revs on plant staff overtime limits <TMI Item I A l 3 1) 

Completed SER 6 SALP input due 040920 

EISENHUT.DG Division of Licensing B4/07/25 BISHOP, t W 
Division of Res ident, Roac tor Project & Engineering Programs 3pp 
25951 154 34X Fiche 50-206.04/07/25,0400060400 


B4O8O1OO30 Informs of review of 840629 i tr on operating experience* 
insp It analysis results re reliability of TOI Y-20 diesels 
Lead engine testi ng, d isassemb ) y 8r Insp not required before 
restart 

CRUTCHFIELD, D Assistant Director for Safety Assessment 04/07/26 
BASKIN* K P Southern California Edison Co 7pp 25055 333 24X 

Fiche 50-206.04/07/26,0400010030 


0400010226 Forwards addl info re Proposod Changes 76 6 126 to Tech 
Specs* in response to NRC 040309 request Calculation sheets 
end U/three oversize drawings Aperture cards available in 
POR 

MEDFORD, M 0 Southern California Edison Co 04/07/27 

CRUTCHFIELD, D Operating Reactors Branch 3 132pp 25D54 IBO 24X 

Fiche 50-206*84/07/27*0400010226 


8408010272 Requests extension of environ qual i f icat i on of eiecfcTitel 
equipment to B51130, per lOCFRSO 49(g) 6 forwards Nucon Inc 
repts. "Plant Risk Impact Evaluation of Certain Electrical 
Equipment'* 6 "Evaluation of Core Damage Risk " 

MEDFORD, M 0 Southern California Edison Co 04/07/30 
CRUTCHFIELD, 0 Operating Reactors Branch 3 7pp 25034 009 24X 

Fiche 30-206,04/07/30*0400010272 


“0400010276 "Plant Risk Impact Evaluation of Certain Electrical 
Equipment " 

LYDELL*B 0 , MORGAN, T A * HUGHES* E A Nucon* Inc 84/07/31 
62pp 25034 096 24X Fiche 50-206,04/07/30,0400010272 


— 8400010207 "Evaluation of Core Damage Risk Reduction Associated W/ 
Seismic Mods at San Dnofre Nuclear Generating Station. Unit 
if'* executive summary 

O'JEY. C N , LAMBERT, H E , HUGHES, E A Nucon* Inc 84/07/31 lOpp 
25054 190 24X Fiche 90-206,04/07/30,0400010272 


B4O0O9O2O0 Forwards draft nemo re boron injection test, which will be 
finalized after comments received Final memo will satisfy 
final milestone defined in 109, "Boron Mixing 6 Cooldown 
Under Accident Conditions '* 

PRATT* M T Brookhaven National Laboratory FIN A-a368 04/07/30 

LIANG* C Y Reactor Systems Branch I8pp 29971 193 24X 

Fiche 90-206*84/07/30,0408090200 


0408070099 Forwards Generic Ltr 04-13* "Tech Specs for Snubbers." 
omitted from 040503 J tr to all SEP licensees NRC position 
that Issue of Tech Specs for snubbers will be resolved on 
generic basis restated 

CRUTCHFIELD* D Assistant Director for Safety Assessment, 04/07/31 
KAY, J A Yankee Atomic Electric Co 4pp 25935 227 24X 

Fiche 50-000*84/07/31.0400070099 


0408030166 Forwards Rev 1 to "Offsite Dose Calculation Manual" (< 
response to NRC 840410 comments 

MEDFORD. M 0 Southern California Edison Co 04/00/01 
CRUTCHFIELD* D Operating Reactors Branch 9 7pp 2591 4' 047 S4X 
Fiche 50-206*84/08/01,0408030166 


— 8400030169 Rev 1 to "Offsite Dose Calculation Manual. " consisting oP 
corrected pages.par NRC 040410 request to support review of 
radiological effluent Tech Specs 

a Southern California Edison Co B4/06/13 20pp 2391A 0S4 
24X Ficho 90-206.04/00/01*8400030166 


8400070331 Informs that licensee 040709 proposal to resolve TMI Item 
tl F 1 4 acceptable Computer software wilt be modified so 
that data will be collected once per second b highest value 
over each minute will be recorded 

PAULSON. W A Operating Reactors Branch 3 84/00/03 BASKIN* K P 

Southern California Edison Co 2pp 25949 235 24X 

Fiche 50-206.04/08/03, 8400070331 


8408070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for OLs S< holders of CPs re availability of 
Suppl t to NUREO-0933. "Priori ti lation of Generic Safety 
Issues " 8vc list end 

EISENHUT, D G Division of Licensing 04/00/06 Consolidated 
Edispn Co of New York, Inc iBpp 26129 830 ZAX 
Fiche 50-000*04/00/06*0408070110 
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04061-40169 Lists r^qulre^j c anf irirator evaluations to t>e periformed 
prior to startup to eatinate inelastic capabllitg of 
structural elements to retain function during DDE 

CRUTCHFIELD, £} Assistant Director for Safety Assessment 64/0Q/O7 
DASKIN, K P Southern California Edison Co 4pp 26044 O 35 2iiX 
Fieho 50-206.04706/07,8408140138 


— B40B1401?4 Submits revieu of EGS<G consultant agreement. "Adeauacy of 
Structural De-acns for Safety-Related Piping. San Onofrei 
Unit 1 " More rationelly baset^' sy fi~iuida study of safety sgs 
ap propr late 

HALL.M J Or W J Hall 34/05/31 CiHENG, T Sgstematlc 

Evaluation Program Granch DARNES< 3 L EGitO. Inc 7pp 

26044 039 a4X Fich® 50-206. 34/06/07. 8403140183 


8408170190 FaruardS Amends 78,33 U 12 to Licenses SPR-13. fJPF-lO & 
WPF-IS. r espec t ively safety evaluation Amends approve 
security plan revs uhlch consolidate Si reduce site of 
adjacent vital areas 

PAUL80M. W A Operating Reactors Branch 5 84/08/07 BASKIW, K 

Southern California Edison Co HOLCOMBE. J C San Diego Oas S( 

Electric Co 3pp 26134 202 24X Fiche 50-206 • e4/08/0-7< 9403170130 


84-09200275 Oenerit Ltr B4-20 to all licensees of operating reactors & 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that Involve unrevieued safety 
questions Svc list end 

EISENKUT. D 0 Division of Licensing 04/OB/2O Consolidated 
Edison Co of NeuJ York. Inc I7pp 26276 244 24X 

riche 50-000. 94/00/20, B408200S7S 


0408210371 Advises that coTicrete cracks & corrosion of underlying 
rebar found in ua 1 1 of facility Intake structure Licensee 
uill make presentation on extent of problem h proposed 
corrective actions at 940023 meeting 

PAULBONi W A Operating Reactors Oranch 3 84/08/20 LEAR. O 

Structural & Oeotechnlcal Engineering Branch ip 26180 335 24x 

Fiche 50-206.94/00/20.0400210371 


0403230178 Forwards info to resolve SEP Topics lV-2, ‘‘Reactivity 
Control Bys” & VlI-1 A. ''Isolatlun of Reactor Protection 
Bgis Front NonSafety Sys “ 9ix oversize drawings enc 1 
Aporturo cards available in PDR 

MEDFORD. M 0 Southern California Edison Co 84/08/21 PAULSON. W A 
Opgrattng Reactors Oranch 5 26207 188 24X 

Fiche 50-306.04/00/21,0408230170 


—8400170143 Amends 78.23 6 12 to Licenses DPR-13. HPF-lO & NPF-15. 
respective ly. approving security plan revs which consolidate 
& reduce size of adjacent vital areas & move equipment not 
required for safety outside vital boundary 
PAULSON. W A Operating Reactors Branch 3 04/08/07 6pp 

26134 307 a4X Fiche 50-206,34/08/07,0408170130 


— 9403170155 Safety evaluation supporting Amends 78. 23 & 12 to Licenses 
DPn-13. NPF-tO «. HPF-lS. respectively 

a Office of Nuclear Reactor Regulation. Director 04/00/07 5pp 
26134 313 24X Fiche 50-206.84/00/07,0403170130 


0409160215 Forwards addl info re current alternate post-accident 
sampling sys methods, comp let i on schedules for pr-ocurement of 
components* const 4. operator training S« justification for 
deferral to Cycle IX refueling outage 

MEDFORD. M O 8dtjthern California Edison C-o 84/08/14 PAULSON«W A 
Operating Reactors Oranch 5 I7pp 26090 334 24X 

Ficha 50-206.84/00/14.0408160219 


8400160359 Notificatian of 840823 meeting ui/util in Dethesda*.MD to 
discuss intate structure rebar corrosion 

MCWENNAi E Operating Reactors Branch 5 04/00/15 PAOLSOhl. N A 

Operating Reactors Branch 9 3pp 26091 233 24X 

Fiche 30-206. 04 /08 / 1 5. 0488 1 603 59 


8408160375 Notification of 640905 6 06 meetings w/util 6 Franklin 
Research Ctr in Berkeley San Di ego. CA, resp active ly. to 
audit results for /nasonry wall seismic qualification 6 
cgnduct site visit 

MCKENNA, £ Operating Reactors Branch 5 04/00/15 PAULSON. N A 

Operating Reactors Branch 9 3pp 26092 176 24X 

Fiche 30-206, 84/00/15. 8409160379 


9400200114 Forwards SER re vertical seismic ground motion for facility, 
per SEP Topic II1-6 Original estimate for froe-field ground 
motion described in 820916 ltr appropriate for seismic 
reevaluatlon 

CRU7-CHFIELD, D Assistant Director for Safety Assessment 04/0B/16 
BASKIN.K P Southarn California Edison Co 9pp 26132 309 24X 

Fiche 90-206.84/00/16.0408200114 


i40B2l0165 Application for amand to License OPR-13* c hang ing Tech Specs 
re fflai reactor coolant ac tlvity. I eakage. safety injection sys 
hydraulic valve test Ing. r eac t Ivi ty anomalies $1 miscellaneous 
radioactive matls sources, 

MEDFORDi M 0 Bouthern California Edison Co 84/08/16 PAULSDN.W A 
Operating Reactors Branch 5 4pp 26103 067 24X 

Fichs SO- 2 O 61 34/08/ 16. B40821 0169 


8400210179 Proposed U esi sting Tech Epees re max reaclor coolant 
activl by* 1 ea kage. sfl fety injection sys hydraulic valve 
test ing . reac tl Vi ty anomalies 6 mi ec e 1 laneous radioactive 
matls sources 

* Southern California Edison Co B4/O0/16 H9pp 26183 071 
24X Fiche 30-206.04/08/16,0408210163 


8403210625 Requests remittance of fee for 840730 request for extension 
of toCFROO 49 sebeduUr requlremonts for environ 
qualificafcton af certain electrical equipment. App U cation 
Bubj tn 840620 rev to 10CFR170 on fees 

DIGOa.R li License Fee Management Branch 64/00/16 RAY.H D 

Southern California Edison Co Ip 26187*360 24X 

Fiche 50-206.04/08/16,8400210625 


6400240-168 Submits results of analyses re temp profile for 4,160-volt 
4e 40O-volt rooms to confirm post-accident cooling of room 
not necessary to assure operability of electrical 
components Info resolves SEP Topic IX— S 

MEDFORD, M Q Southern California E-dlson Co 84/08/21 PADLSDN. W A 
Operating Reactors Branch 5 3pp 26220 175 24X 

Flcha 30-206,84/08/21.0400240168 


0408270325 Advises that Amend 7 to Topical Rept SCE-l-A, "QA Program, “ 
consistent w/provislons of 1OCFR50 54(a> 6 acceptable 
BISHOP,? N Division of Re sld en t. Reactor Project 6 Engineering 
Programs 94/00/21 DA9KIN. K P Southern California Edison Co 
Ip 26244 107 24X Fiche 90-206,04/08/21,0400270325 


0400200173 Summary of 040953 meeting w/util & Bechtel m DethesdaiMD re 
degradation of intake structure reinforcing steel (rebar) 

Meeting attendees list 6 handouts end 

MCKENNA, E K Operating Reactors Branch 5 84/08/27 Operating 

Reactors Branch 5 39pp 36259 016 24X Fiche 90-206,04/00/27, 

04002B0173 


0408290136 Forwards final SER re BEP Topics II 3-A re hydrologic 
descr ipt 1 on, 1 1-3 B re flooding potential It protection, 

11-3 B 1 ro coping u/deslgn basis flood conditions 8t 
1 1-3 C re LHS 

PAUtaONiW A Operating Reactors Branch 9 84/00/27 DA9KIN. K P 

Southern California Edison Co 0pp 26291 294 24X 

Fiche 90-206.84/08/27. B40B290 136 


0 Inspection reports. lE Dulletins 4c correspondence 


B4072SD529 IE Info Notice Q4-97. “Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants “ Sve list end 

JORDAN, E L D-lvision of Emergency Preparedness & Engineering 
Response (Post 030103) 04/07/27 Consolidated Edison Co of Neu 

York. Inc 119pp 29B69 047 24X Fiche 90-000,04/07/27.0407250229 


0408070411 Responds to IE Dulletln 84-02, "Failures of OE Typo HFA 
Relays in Use in Class IE Safety Sys “ Thirty-one relays 
found at Unit 1 will be replaced by 860312 

MEDFORD.M □ Sautherr California Edison Co 04/07/30 MARTIN, J D 
Region 9, Office of Director 3pp 25942 170 24X 

Fiche 50-206,84/07/30.8400070411 


0408130203 Responds to NRC 040706 ltr re violations noted in IE Insp 
Rept 90—206/04—10 Corrective actions QA program Implemented 
for enhanced contractor QA field surveillances to ensure 
work In conformance w/drauings S, procedures 

BASKIN, K P Bouthern California Edison Co 04/07/30 MARTIN. J D 
Region 5, Office of Director. IHpp, 26008 297 24X 

Fiche 50-206.84/07/30,8400130503 


0408310243 Forwards Exam Rept 50-206 /OU -84-01 administered on 
040710-43, written exam S< answer key 

PATE.R J Replan 3, Office of Director 04/00/03 BASKIN, K P 
Southern California Edison Co Ip 26334 001 24X 

Fiche 50-206,84/00/03.8408310243 


--8406310544 Exam Rept 90-a06/0U-84-0j administered en 8407iQ-l3 Exam 
results all candidates passed 

ELIN, J □ . MILLER, L F Region 9, Office of Director 04/07/31 
109pp 26334 003 24)( Fiche 50-206,84/00/03,0408310243 


0400010333 IE Info Notice 04-59, •'Deliberate Circumventing of Station 
Health Physics Procedures “ 8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Resjianse (Post 830103) 04/00/06 Consolidated Edison Co of Nau 

York. Inc BSpp 26060 001 24X Fiche 50-000,84/00/06,8408010333 
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Q408010337 le Info Notice 04-&Oi "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Bvc list enc J 
JDRDANi E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/08/06 Consolidated Edison Co of Neui 

Yort/ Inc I23pp 26067 1 5B 24X Fiche 30-000. 04/08/06, B40BOi 0337 


6408070120 IE Info Notice 04-61. “Over e iposure of Diver in PWH 
Refueling Cavity " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/00/00 Consolidated Edison Co of Ncui 

York. Inc I20pp 26139 IIB a4X Fiche 50-000.84/08/00.0400070120 


6400070376 IE Info Notice 64-62. “Therapy Ml sadmini strati ons to 
Patients Undergoing Co-60 Telefcherapy Treatments " Svc 
list enc 1 

GRACE. J N Division of QA. Safeguards Sc Inspection Programs (Post 
030103) 04/00/10 Consolidated Edison Co of Neu York. Inc 

123PP 26130 001 a4X Fiche 50-000. 04/08/ 10. 940B07037& 


6408100009 IE Info Notice B4-63. “Defective RHR Replacement Piping " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 64/08/13 Consolidated Edison Co of New 

York, Inc ll9pp 2&197 210 24X Fiche 50-000.84/00/13.8400100009 


B40S10003B IE Info Notice 84-64. "DWR HPCI Initiation Seal-In 6 
Indication " Svc list end 

JORDAN. E L Division of Emergency Preparedness tc Engineering 
Response (Post 830103) 84/08/15 Consolidated Edison Co of New 

York. Inc I04pp 26198 093 24X Fiche 30-000. 04/00/1 5. 0400100038 


8400310205 Forwards Safeguards Insp Repta SO-206/04-10, 90-36 1/84'“23 it 
30-362/04-23 on 840723-27 No violations noted Repta uithhold 
(ref 10CFR2 790 6 73 21) 

SCHUSTER. N D Region 3. Office of Director 84/00/19 BASKIN, K 0 
Southern California Edison Cn 2pp 26333 208 24X 

Fiche 90-206/04/08/15.8408310205 


8400100021 IE Info Notice 04-69. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " 8vc 
list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/00/16 Consolidated Edison Co of New 

York. Inc il0pp 26190 001 24X Fiche 50-000.84/08/16,8408100021 


6400100059 IE Info Notice 84-66. “Undetected Unaval labl 1 i ty of 
Turbine-Driven Aukillary Feedwater Train “ Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/08/17 Consolidated Edisen Co of New 

York. Inc 120pp 26276 001 24X Fiche 50-000. 04/08/17. G40B100035 


E140814020Q IE Info Notice 84-67, “Recent Snubber Inservlce Testing W/ 
High Failure Rates “ 8vc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 64/08/17 Consolidated Edison Co of New 

York. Inc 122pp 26276 i22 24X Fiche 50-000,04/00/17,8408140208 


0408200109 Forwards outline of actions required to Insure reliability 
of TDI V-20 diesel engines prior to restart, in response to 
040629 summary of operating experience. insp results 6 
analysis results 

BERLINOER.C H Division of Licensing 84/08/20 CRIMES. C I 
Systematic Evaluation Program Branch iipp 26294 141 24X 

Fiche 30-206,84/00/20,0408200109 


0400210142 IE Info Notice 04-60, “Potential Deficiency in Improperly 
Rated Field Wiring to Golenold Valves •• Svc list end 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 64/03/21 Consolidated Edison Co of New 

York, Inc il5pp 26329’ 000 24X Fiche 50-000. 84/00/21. 0400210142 


0:400270349 Ac k receipt of 040730 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-206/64-10 
DiaHOP/T W Region 5/ Offide of Director 84/00/21 BASKIN. K P 
Southern California Edison Co Ip 26244 357 24X 

Fiche 50-206.04/08/21.8408270349 


a. Reportable occurrences. LERs related correspondence 


Q-405390062 Forwards “Investigation of Types AF It AE Piston Skirts " 
Rept supercedes 040227 submittal 

RAY, C L TDl (Transameri ca Delaval, Inc ) Owners Group RAY, C U 
Duke Power Co 04/05/24 DENTON, H R Office of Nuclear Reactor 
Regulation, Director 2pp 24690 049 24X Fiche 9O-00Q. 04/05/24, 

8409290062 


6409290073 “Investigation of Types AF ic AE Piston Skirts “ 

» Failure Analysis Associates, FAAA-B4-2-14 84/03/23 120pp 

24X Fiche 30-000,04/05/24.8405290062 


—8405290075 “Investigation of Types AF & A£ Piston Skirts " 

# Failure Analysis Associates FAAA-B4-2-14 84/05/23 I20pp 

24X Fiche 30-000,04/05/24.8405290062 


8405290179 Forwards "Evaluation of Emergency Diesel Generatnp 
Crankshafts at Shoreham 8< Grand Oulf Nuclear Power 
Stations ■■ 

RAY, C L TDl (Transamerlca Delaval. Inc > Owners Group RAY, C L 
Duke Power Co 04/05/24 DENTON. H R Office of Nuclear Reactor 
Regulation. Director 2pp 24692 090 24X Fiche 50-000,84/05/24. 

□405390 J 79 


— 8405290271 “Evaluation of Emergency Diesel Generator Crankshafts at 
Shoreham it Grand Gulf Nuclear Power Stations 

* Failure Analysis Associates FAaA- 84-3— 16 84/05/22 09pp 

24692 092 24X Fiche 90-000.84/05/24,0403290179 


0400060403 Forwards repts received by DNWL b consultant* directly from 
FaAA tc TDI Owners Group at 840622 meeting Draft "Overview of 
Repts. Analysis & Recemmendations re Main Propulsion Engine* 

M/V Columbia" end 

ALZHEIMER. J M Qattelle Memorial Institute, Pacific Northwest 
Laboratories 04/06/28 MILLER, rt Division of Licensins iSGpp 
25926 173 24X Fiche 30-000.84/06/20,8400060403 


0408060050 Forwards info addressing open Items identified in NfiC/BNWL/ 
TDI Diesel Generator Owners Group 040622 meeting 

RAY.C L TDI (Transamerlca Delaval. Inc,) Dwners Group RAV. C L 
Duke Power Co 84/07/10 BERLINOER/G Director's Office. Office of 
Inspection and Enforcement 43pp 25933 133 24X 

Fiche 90-000,84/07/10.0400060050 


8400060102 Forwards "Emergency Diesel Generator Auxiliary Module 
Control Hiring & Termination Qualification Review " Adtfl 
copies sent to BNHL 

RAY,C L TDI (Transamsrlca Delaval. Inc ) Owners Group RAY.C L 
Duke Power Co 04/07/27 DENTON, H R Office of Nuclear Reactor 
Regulation. Director 2pp 25932 137 24X Fiche 90-000. 04/07/27. 

8400060102 


— 0400060130 "Emergency Diesel Generator Auxiliary Module Control Wiring 
& Termination Qualification Review " 

♦ Btone !. Webster Engineering Corp 84/07/31 36pp 29932 139 
a4X Fiche 50-000,84/07/27.8400060102 


B40B060324 Forwards "Design Review of EU lott Model 650 Turbecharjar 
Used on TOl oaRV-12-4 b 0SRV~2G-4 Emergency Diesel Generator 
Gets “ 

RAY.C L TDl (Transamerlca Delaval, Inc ) Owners Group RAY, C L 
Duke Power Co 84/08/01 DENTON, H R Office of Nuclear Reactor 
Regulation. Director 2pp 25927 064 24X Fiche 50-000. S4/0B/O1, 

0408060324 


— 0400060387 "Design Review of Elliott Model 65G Turbocharger Used an 
TDI DaRV-12‘-4 it DSRV-20-4 Emergency Diesel Generator Sets ” 

* Failure Analysis Associates FAAA-a4'6-56 64/07/31 62pp 

25927 066 24X FlChe 90-000,84/00/01,6400060324 


0400140216 Special rept on 031819. fire detection sys back in avc but 
for Zones 0 16 Engineering evaluations complete Mods to 

Zones 0 8t 16 will be finished & lones back In svc by 641019 
HAYNES, J 0 Southern California Edison Co 84/00/01 MARTIN, J fl 
Region 3. Office of Director 2pp 26093 361 24X 

Fiche 90-206,04/08/01.8408140216 


04OBO7O379 LER 84-007-00 on 840703. temporary change notice for 
Procedure 802-3-3 31. "Inservlce Valve Testing Cold 
Shutdown," not approved within 14 days, contrary to Tech 
Specs Caused by administrative error H/a4D0O3 Itr 
HAYNES, J (3 Southern California Edison Co 84/08/03 2pp 
29947 156 24X FUhe 30-206. 04/08/03. 0400070379 


8408160394 Forward* "Design Review of Engine Base 6 Bearing Caps for 
TOl D0nv-16 Diesel Engines “ 

RAY.C L TDI (Transamerlca Delaval. Inc ) Owners Group RAY.C L 
Duke Power Co, 84/08/10 DENT8N, H R □ffice of Nuclear Reactor 
Regulation, Director 2pp 26091 147 24X Fiche 90-000,84/06/10. 

8408160394 


— 0408160403 "Design Review of Engine Date t< Bearing Cap* for TDI 
DSRV~16 Diesel Engines. " 

e Failure Analysis Associates FAAA-84-6-93 64/08/31, 44pp 

26091 149 24X Fiche. 50-000, 84/00/ lOi 8408160394 


8408240115 Forwards 8ER re TDI Owners Group program plan 6ER addra**** 
design review/quality revalldatlon program. t»«tlng & Inap* 
malnt ^ surveillance & sets forth requirement* for operation 
prior to completion of program plan 

EIBENHHT, 0 G. Division of Licensing 84/08/13 OEDROE, J B TDI 
(Transamerlca Delaval, Inc ) Owners Group OEDROE. J D Texas 
litiUtles Electric Co (formerly Texas t/tllitle* Generating Co ) 

Ip 26239 194 24X Fiche 50-000,84/00/13.0406240119 
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— a40B340lb7 Safety e 'alu^tion of TDI Ounprs Rroup program plan Based on 
aW^L 'CvalUA 1 1 ohi p 1 an incorporates essential elements needed 
to resolve outstanding corcerns re reliabilitij of TDI 
engines for nuclear svr 

* MRC - No Detailed Affiliation Given 04/08/13 Slpp 
QbTl’i^ 19S 24X Fiche 50-0 00- 04/00/13, B4O034O1 1 ■} 


B4D81&0a9d Forwards “Design Revieu of Elliott Model 90G Turb ochar ger 
Used on TDI DSft'-40 It DBRV-IA Emergencg Diesel Generatot 
Sets-” representing final QA verified ropt Addl copy 
forwarded to BNWL.per MRC request 

RAY-C L TDI CTransamer i ca Qelaval- Inc ) Owners Group RAY, C L 
DuVe Mower Co 04/00/14 DENTON- H R Qf t - 1 c e of Nuclear Reactor 
Regulation- Director 3pp 2iOBa 163 24X Fiche 30-000.04/00/14- 

0400160395 


— 0400160397 "Design Revieu of Elliott Model 70G Tu^boc^a^geI Used on 
TDI DSR-4a U DSfiY-16 Emergency Diosei Generator Sets " 

# Failure Analysis Associates FA4A-B4~5-7 04/07/31 61pp 

26000 165 24/ riche 30-000,94/00/14,0409160395 


0400290179 Foruards rosponae to B40723 request for addl info on repta 
submitted by TD3 Diesel Generator Owners Group 

RAY-C L TDI < Tt ansame r L ca Delsval- Inc > Owners Group RA\jC L 
Duke Power Co 04/00/23 BERLINSER. C Office of Nuclear Reactor 
Regulation. Director 12pp 26239 221 24/ F l che 30-000. 04/00/23. 

0400290179 


8408300232 Forwards description of program to implement TDI dtesel Insp 
Toqulrenents For restart 8. methods used to determine E5F 
loads-per B40726 request Program covers insps- tests 8« maint 
& surveillance activities 

MEDFORD, M □ Southern California Edison Co 04/00/28 PAULSON- W A 
Operating Reactors Branch 5 I2pp 26300 111 24X 

Fiche 50-206. 04/08/28. 04O03OOP32 


T Hearing transcripts on non-ant I trust matters 


9406220299 Board Notification 84-120 Forwards transcripts of 040426. 
0502 6 24 meetings w/TDl Owners Group re status of pi ogram 
to establish diesel generator reliab>Iity 

EI8ENHUT.DG Division of Licensing 04/06/20 RALLADIMO. 
CILINSKY. ROBERTS Commissioners 34pp 29206 099 24X 

Fiche 50-000, 94/06/20 . 9406220299 


V Operator Examinations 


0408310243 Forwards Exam Rept 5O-206/OL-a4-Ol administered on 
040710-13, url tten exam h answer key 

PATEiR J Region 3, Office of Director 84/08/03 BASKIN- k P 
Southern California Edison Co Ip 26334 001 24X 

Fiche 30-206.04/00/03, 0400310243 


--0400310244 Exam Rept SO-2O6/0L-B4-OI admin i stci ed on 840710-13 Exam 
results all candidates passed 

ELIN. J □ , MILLER. 1. F Region 5, Off see of Director 04/07/31 
I09pp 26334002 24X Fiche 30-206.84/00/03,0408310243 


DOCKET 50-213 HADDAM NECK PLANT 


Security, medical, emergency 8. fire protection plans 


1400090100 Responds to NRC B4G419 Ibr re violations noted fn I£ Insp 
Rept 30-213/04-03 Corrective actions cavity water level 
indication will he permanently installed 

COUNSIL.WG Connecticut Yankee Atomic Power Co 04/05/17 
STAROSTECKI p R Division of Project & Resident Programs 3pp 

25992072 a4X Fiche 50-213.04/03/17,8408090100 


840B090133 Forwards lE Insp Rept 50-213/34-07 on 040401-0605 No 
violations observed 

STAROSTECKI, R Division of Project t Resident Programs 84/07/20 
■CaUNaiLiNG Connecticut Yankee Atomic Power Co 2 pp 25994 303 
a4X Fiche 50-213.04/07/20,0400090133 


— 0408090141 IE Insp Rept 50-213/84-07 on 040401-0603 No violations 
observed Major areas inspected turbine b I dg , phy sj ca I 
secur i ty, primary auxiliary h Idg , aux 1 1 i ary Feed pump room 
radiation protection Info deleted ipef lOCFn2 7901 
SWCTLAND. P D Region 1. Office of Director ELSABSER, T C 
Olyisjcin of Project & Resident Programs 84/06/22 I3pp 
23994 307 a4X Fiche 50-213,84/07/20,8400090133 


B4O8150231 Fnrwards JE Insp Rept 50-213/04-12 pn 040605-0715 No 
Violations noted 

9TAR0STECKI, R Division of Project Sc Resident Programs 04/07/25 
COUNCIL. WO Connecticut Yankee Atomic Power Co 2pp 26077 002 
24X Fiche 50-213.84/07/23,0400150251 


--8408150255 IE Insp Rept 30-213/04-12 on 040605-0715 No v-iolations 
noted Majoi areas inspected cotitrol taom. turbine bldg- 
primary auxiliary bldg-auiiliafy feed pump room, r ad lat i on 
pr Q tec 1 1 on , phy Sica 1 secuiity t* plant proctduies 
SWCTLAND. P D , ELSASSER - T C Region i, Office of Director 

S4/07'24 I2pp 26077 004 24/ Fiche 50-213 84/07/25.0408150251 


B40B16032Q Revised Emergency Plan Implementing Procedurps EPJF^ 1 5-2, 
“Notification 6 Communication." EPIP 1 5-10. "Offsite 
Enorgency Radiological Surveys' 6 EPIP 1 5-45. '‘Emeigency 
Communi ca t l ons Sys Testing ' W/040813 itr 

CDUNSIL.W G Connecticut Yankee Atomic Power Co 84/00/13 Q3pp 
26000 314 2AX Fiche 50-213.04/08/13.0408160328 


840B1603S0 Foiwards revised emei gency plan implementation procedures, 
including CONI 1 02 re corporate organiiation for nuclear 
Incidents L CONI 4 02 re on-call managei of radiological 
consequences assessment W/o encls 

COUNSIL.H G Northeast Uti 1 ities 84/08/13 Record Services 

Qranch (Document Control Desk) 2ppl 26091 193 24X 

Fiche 50-000.04/08/13,0408160350 


0400280171 Responds tci 840712 I n ter p I e ta 1 1 on of orrfei confirming 
licensee commitments on emergency ca pab 1 1 i ty . focus mg on 
Suppl 1 to NUREO-0737 requirements Integrated assessment to 
be conducted pending Congressional consent 

EISENHUT. D G Division of Licensing 04/00/23 COUNSIL, W Q 
Connecticut Yankee Atonic Power Co 3pp 26979 224 24X 

Fiche 50-000, 04/08/23, 840028 0171 


8400310107 Submits update to corrective dctions taken re deficiencies 
noted during 040512 onerg enc y preparedness exorcise 
emergency action level procedure revised to place greater 
emphasis on class 1 ficati on/r oc las-s i f i cati on of cmergencios 
COUNSIL. W G Connecticut Yankee Atomic Power Co COUNSIL, W Q 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

CDUNSIL.U" G Northeast UtUitios 84/00/23 MURLEY. T E Region 1, 
Dfflco of Director 3pp 26310 330 24X Fiche 50-000,84/08/23, 

0400310187 


H General correspondence 


8408070321 Advises that K McCarthy should appear on license amends as 
appropriate state official to receive amend application^ 

McCarthy new directof of radiation control for State of CT, 

Dept of Environ Protection 

COUNSIL. W G Connecticut Yankee Atomic Power Co CDUNSIl , W 0 
Northeast Nucleor Energy Co (subs of Northeast Utilities) 

COUNSEL. W G Northeast Uti 1 1 ties 04/07/27 MILLER, J R Oporating 
Reactors Branch 3 CRUTCHPI ELD, D Operating Reactors Branch 5 ip 
25943 128 24X Fiche 50-000, 04/O;/27, 8400070321 


P Operating license stage documents t: correspondence 


04OBO7O154 Ack receipt of Q404O9 applicaiicn re revised inservice Insp 
St testing program Remittance of Class ill f&e requested 
since review Involves single safety issue 

DIGGS. R M Office of Admi ni strat i on 04/07/30 CDUNSIL.U 0 

Connecticut Yankee Atonic Power Co Ip 25957 llB 24X 

riche 50-213,04/07/30,0408070154 


0408100063 Forwards Vola 1 I I of "NUSCo Thermal Hydraulic Model 
Ouallf ication, “ for RETRAN L ViPflE 

COUNSIL, U' G Connecticut Yankee Atomic Power Co CUUNSIL, W G 
Northeast, Nuclear Energy Co (subs of Northeast utilities) 

COUNSIL, W G Northeast Util Ities 84/07/30 MILLER, JR Operating 
Reactors Branch 3 CRUTCHFI ELD, 0 Operating Reactors Branch 5 
Zpp 25987079 24X Fiche 30-213,04/07/30,8400100063 


' — 3400100070 Vol I of “NUSGo Thermal Hydraulic Mode] Qualification 
(RETRAN) ” 

« Northeast Utilities MUSCO 140-1 84/07/30 262pp 

259Q7 074 947 Fiche 50-213,84/07/30,8408100063 


—0400100077 Vol n of "NUSCtj Thermal Hydraulic Model Qua 1 1 f i c at i on 
(VIPRE) “ 

* Northeast Utilities NU3CD 1 40-e 04/07/30 R25pp 

25987 336 24X Fiche 50-213,84/07/30,8408100063 


B40B070099 Forwards Generic Ltr 04-13. “Tech Specs for Snubbers,” 
omitted from 040503 Itr to all SEP licensees NRC position 
that issue of Tech Specs for snubbers will be resolved on 
generic basis restated 

CRUTCHFIELD, D Assistant Director for Safety Assessment 04/07/31 
KAY, J A Yankee Atomic Electric Co COUNSIL, W 0 Connecticut 
Yankee Atomic Power Co COUNSIL, W G Northeast Nuclear Energy Co 

(subs of Northeast Utilities) 4pp 25955 227 24X 

Fiche 50-000,84/07/31,0408070099 
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6408070320 Ack receipt of B4060B Ur forujarding Rev 6 to QA program 
topical rept.per 10CFR50 54 b 50 55 Revs acceptable 

HARTJN(T T Division of Engineoring ft Technical programs 04/00/01 
CDUMSIL>U 0 Connecticut Yankee Atomic Powei Co 2pp 33945 244 
24X Fiche 50-000< 84/OB/O I * Q4O0O7O32O 


B4O0O7O21O inforiTib that proposed radiological effluent Tech Specs under 
review by NRC & Franklin RcEoarch Ctr nrC guidelines For 
radiological effluent Tech Spec B40Sl6-l7 meetings encl 
PAULSCN( W A Operating Reactors Branch 5 04/00/03 COUNCIL/ M G 

Connecticut Yankee Atonic Power Co 2pp 29949 361 24X 

Fiche SO-313, a4/OB/03i 0400070210 


B40a070UO Generic Lfcr 04-19 to all licensees of opeiating reactorsj 
applicants for DLs 6 holders of CPs re availability of 
SoppI 1 to NUREO-O9a3i. “Prionti lation of Generic Safety 
Issues " Sve list encl 

EISENHUTjD G Division of Licensing 04/OB/O6 Consolidated 

Edison Co of NOW York, rnc iBpp 26129 230 24X 

Fiche 50-000*04/00/06,8408070110 


H40Bl4040a Forwards roquest for addl info to complete evaluation of 
util 030311 response to Generic Ltr 82-20 re inadequate 
core cooling instrumpnt sy s, NUFEG-0737, Item II F 2 

CRUTCHFIELD, D Assistant Director for Safety Assessment 04/09/06 
COUNSILiiy 0 Connecticut Yankee Atomic Power Co 6pp 260S0 349 
S4X Fiche 90-313,84/00/06,8400140408 


8400290290 Requests extension until 041214 to respond to Generic Ltr 
04-15 re proposed staff actions to improve ?< maintain diesel 
generator reliability Addl time will result in more complete 
i< concise submittal 

COUNSJL, W G Connecticut Yankee Atomic Power Co C0UNSIL,W G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 
CQUNSIL-W G Northeast Utilities 04/00/17 EIS£NHUT,D G 
Division of Licensing 3pp 26290 343 S4X Fiche 90-000,04/00/17, 
0408290290 


0400200275 Generic <-tr 84-20 to all licensees of operating reactors 
applltants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevleued safety 
questions Sve list encl 

eiSENHDTiDG Division of Licensing 64/08/30 Consolidated 
Edison Co of Neill YQrk4 Inc I7pp 26276 244 24X 

Fiche 50-000. 04/00/20, 8400200275 


0408220326 Forwards safety evaluation 8< technical evaluation rept re 
NUR:EG-'06i2, "Control of Heavy Loads at Nuclear Power 
Plante - Phase I " Sections 5 1 1 8. 5 3 satisfied Phase I 
acc eptalbe 

PAULSON, W A Operating Reactors Branch 9 84/00/30 COUNBIL, W 0 

Connecticut Yankee Atomic Power Co 2pp 26193 lit 24X 
Fiche 50-213, 64/08/20, B408220336 


— 0409220330 Safety evaluation re NUREO-0612, "Control of Heavy Loads at 
Nuclear Power Plants - Phase I " 

e Operating Reactors Oranch 9 Q4/0B/20 2pp 36193 113 24X 

Fiche 50-213,04/00/20,8408220326 


— 8407300136 "Control of Heavy Loads, Connec ti cut Yankee Atomic Power Co, 
Hadrfam Neck Plant," technical evaluation rept 
DOMflEROERrC Franklin Ins ti tute/Frankl in Research Center 
NRC-OO-Sl-ISO TER-'Ca5O6-350 84/07/29 SINGH, A NRC - No 

Detailed Affiliation Given 24pp 36193 115 24x 

Fiche 50-213, 04/00/20, 8400220326 


0408230386 Notification of 040023 meeting w/utll in DetheBda,hD to 
discuss amend request to Increase amount of rirconlum in 
four jirconium clad demonstration assemblies 

LYONS, vl E Operating Reactors Branch 5 04/00/21 PAULSON, W A 

Ofierating Reactors Branch 5 3pP 26205 312 24X 

Fiche 90-213.84/00/21,8400230306 


B40&300135 Forwards proprietary topical repts.Suppl t to "Northeast 
Utils Loss of Coolant Analysis Program" t "Calculativo 
Methods for Northeast Utils Small Break LOCA ECC8 Evaluation 
Model, •' for review Repts withheld (ref iOCFR2 790) 

COUNSIL, W 0 Connecticut Yankee Atomic Power Co 04/00/23 

PAl/LBQNiW A Operating Reactors Branch S 5pp 26305 109 24X 

Fiche 50-213,04/00/23,0408300135 


0- Inspection reports, IE Bulletins L correspondence 


6400090180 Responds to NRC 040419 ltr re violations noted in IE Insp 
Rapt 50-213/04-03 Corrective actions cavity water level ^ 

indication will be permanently installed 

COUNSIL^W 0 Connecticut Yankee Atomic Power Co 84/05/17 
STAROBTECKI, R Division of Project b Resident Programs 3pp 
23992 072 24X Fiche 90-213184/03/17,8400090180 


0400060190 Ferwards IE Insp Rept 50-213/84-06 on 040509-11 No 
violations noted Items of concern noted in App A 

MARTIN, T T Division of Engineering L Technical Programs 04/07/09 
COUNCIL. W G Connecticut Yankee Atomic Power Co 3pp 2593S 191 
24X Fiche 50-213, 84/07/09. 04OBO6O19O 


— 0408060200 IE Insp Rept 50-213/84-06 on 040909-11 No violations noted 
Major areas inspected status nf previously identified insp 
Items t IE Insp Procedures 82206.82207 U 02208 

SMITH, R hf . CROCFER-H W Region I, Office oF Director 84/06/26 
3pp 25935 194 24X Fiche 50-213,84/07/09,0408060190 


8400090133 Forwards IE Insp Rept 50-213/04-07 on 840401-0605 No 
violations observed 

STAROgrECKI, R Division ot Prajiect b Resident Programs 04/07/30 
COUNSIL, N 0 Connecticut Yankee Atomic Power Co 2pp 25994 305 
24X Fiche 50-213,84/07/20,8408090133 


— 8400090141 IE inPp Rept 50-213/84-07 on 040401-0605 No violations 
observed Major area* inspected turbine 6 1 dg, phys i ca I 
secur 1 ty, primary auxiliary b Idg, aux i 1 lar y feed pump room & 
radiation protection Info deleted (ref lOCFRR 790) 

SHETLAND, P D Regldn 1. Office of Director ELSASSER, T C 
Division of Project 6 Resident Programs 84/06/22 13pp 
25994 307 24X Fiche 50-213,84/07/20,0400090133 


8400150251 Forwards IE Insp Rept 50-213/04-12 on 040605-0715 No 
violations noted 

STAROSTECKI, R Division of Project b Resident Programs 04/07/25 
COUNSIU, N G Connecticut Yankee Atomic Power Co 2pp 26077 002 
24X Fiche 50-213, 04/07/25, 8400150251 


— 84O815025S IE Insp Rept 50-213/84-12 on 040605-0715 No violations 
noted Major areas inspected control room, turbine bldg, 
primary auxiliary b Idg. agi i 1 lory feed pump room, rad iatien 
protec tiott, physical security h plant procedures 
SHETLAND, P D , ELSASSER, T C Region 1, Office of Director 

04/07/24 12pp 26077 004 24X Fiche 50-213, 04/07/25, 0408150231 


B407250229 IE Info Notice 04-57, "Oporating Experience re MolsturB 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Sve Hat encl 

JORDAN, E L Division of Emergency Preparedness i« Engineering 
Rdsponee (Post 030103) 04/07/27 Consolidated Edison Co of New 

York, inc ll9pp 25865 04 7 24X Fiche 50-000,04/07/27,0407230229 


8400070194 Ac k receipt of 040409 application re revised Inservice insp 
S( testing program Remittance of Class III fee requested 
since review involves single safety issue 

DIOGB, R M Office of Administration 84/07/30 CGUN31L, N G 
Connecticut Yankee Atomic Powei Co ip 25957 118 24X 

rtcho 50-213,04/07/30,0400070154 


8400100116 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Bold by Ray Miller. Inc " Entry (< engineering 
evaluation for Millstone Unit 2 will be done by Feb 1905 
refueling outage No Ray Miller products supplied at Hoddam 
COUNSIL. H G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL. W G Connecticut Yankee Atomic Power Co 
COUNSIL, H G Northeast Utilities 04/07/31 MURLEY, T E Region H 
Office of Director 3pp 25988 247 24X Fiche 50-000,04/07/31, 

0400100116 


8400010333 IE Info Notice 04-59. "Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
nesponsP (Post 030103) 04/08/06 Consolidated Edison Co of New 

York, Inc eSpp 26060 001 24X Fiche 50-000,84/08/06.0400010333 


8400010337 IE Info Notico 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve Hat end 
JORDAN, £ L Division of Emergency Preparedness 6 Engineoring 
Response (Post 030103) 04/00/06 Consolidated Edison Cn of New 

York, Inc 123pp 26067 150 24X Fiche 90-000,84/08/06,0400010337 


0408240220 Forwards Insp Rept 50-213/84-11 on 840626-29 b notices of 
violation & deviation 

MARTIN, T T Division of Engineering L Technical Programs 04/08/06 
COUNSIL, H Q Connecticut Yankee Atomic Power Co 2pp 26236 300 
24X Fiche 50-213,04/00/06,8408240220 


— 04002402^3 Notice of violation from insp en 840626-39 

# Region I, Office gf Director 04/07/31 2pp 26236 302 24X 

Fiche 50-213,04/08/06,0408240220 


— B408240226 Notice of deviation from insp on 040626-39 

a Region 1, Office of Director 04/07/31 Ip 26236 304 24X 

Fiche 90-213, B4/0B/06, 8400240280 
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— B40Q24023t Insp Rfept 50-2 t 3/84'-l 1 on. B40626»-29 None omp I lanc » noted 
receipt insps not performed on high integrity conta mere . QC 
progra(ih not conducted to ensure compliance of radtuaste 
transfer t* raduiaste transfer matl not maintained 
CLEMQNSiP , PASC[AK,U Region 1, Office of Director 04/08/01 
Bpp 2h23i> 003 24X Flche 50'2 1 3. B4/08/0&> 8400240220 


8408070120 IE Infp Notice 04-61. “Overei p osure of Diver m PWR 
Refueling Cavity " Bve list end 

JORDAN. E L Division of Emergencij Preparedness S* Engineering 
Response (Post 030103) 84/08/00 Consolidated Edison Co of Neui 

Yorki Inc laopp 26127 118 34)1 Flche 50-000. 84/00/00. 8400070120 


0400070376 IE Info Notice 84-62. "Therapy Mi sadml n i&tratl ons to 
Patients Undergoing Co-60 Telotherapy Treatments " Svt 
1 i st enc I 

QRACEi J N Division of QA. Safeguards i Itispection Programs (Post 
830103) 04/00/10 Confiol Idated Edison Co of Mem York. Inc 

125PP 26130 001 24X Flche 50-000.84/00/10(8400070376 


04OG21O40D Responds to notice of vioLatian In IE Insp Repts 
50-213/83-23 & 30-243/04-07 Corrective actions taken to 
restore post-accident sanpling sgs units to sve tc determine 
problem 

CQLINSIL. W G Connecticut Yankee Atomic Pomer Co COUNSIL. W G 
Northeast Nuclear Energy Co fsuba of Northeast Utilities) 
COUNSIL, W G Northeast Utilities 04/O8/JO DEVOUjO. R C 
Director's Office, Office of Inspactlan and Enforcement 12pp 
26101 196 24X Fiche 50-000, 04/08/ JO, 040021 04BD 


840B100Q09 IE Info Notice 04-63i "Defective RHR Replacement Piping " 
6vc List end 

JORDAN, E L Division of Emergencg Preparedness & Engineering 
Response (Post 030103) B4/0B/13 Consolidated Edison Co of Neui 

York, Inc ll«?pp 26197 210 2AX Flche 30-000,84/00/13,8400100009 


0408220222 Forwards fee for review of revised inservice Jnsp & 
testing program N/o chcl 

COUNSIL.W 0 Connecticut Yankee Atomic Power Co 04/00/13 
DIGGS. R M License Fee rianagement Sranch ip 26194 053 24X 

Flche 30-213,04/08/13.8408220222 


8408100030 IE Info Notice 04-64, "BNR HPCI Initiation Seal-ln (< 
Indication “ Sve list one 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 03OiO3)i 84/08/15 Consolidated Edison Co of New 

York, Inc I04pp 26190 093 24X Flche 50-000. 84/00/1 5i 0408100030 


8406100021 IE Info Notice 04-65, “Underrated Fuses Which Hay Adversely 
Affect Operation of Essential Electrical Equipment " 8vC 
list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/00/16 Consolidated Edison Co of New 

York, Inc llSpp 26193 OOi 24X Flche 50-000,84/08/16.8408100021 


3400100053 IE Info Notice 34-66, ''Undetected Unavailability of 
Turblns-Drlven Auxiliary Feeduaier Train Sve list end 
JORDAN) E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/09/17 Consolidated Edison Co of New 

York, Inc i20pp 26276 001 24X Plqhe 30-000,84/08/17.8403100055 


8408140200 IE Info Notice 84-67, "Recent Snubber Inservice Testing W/ 
High Failure Rates " Sve list enc 1 

JORDAN, E L Division of Efuergency Pi eparodness Engineering 
Response (Post B301O3) 04/OB/17 Consolidated Edison Co of New 

York, Inc I22pp 26276 122 24X Flche 50-000.04/00/17,8408140208 


B4OB210142 IE Info Notice 84-68, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves Sve list enci 
JORDAN, E L Division of Emergency Preparedness << Engineering 
Response (Post 03O1O3J 84/00/21 Consolidated Edison Co of New 

York, Inc llSpp 26329 009 24X Flche 50-000,94/08/21^ 9400210142 


S Reportable occurrences, LERs t- related cor responderice 


0400230402 LER 94-000-00 on 840721, flr^ door separating safety fc 
nonsafe ty-f e lated areas discovered u/inoperablp latching 
mechani sm Caused by personnel error Door repaired W/B40B14 
Itr 

RDOOZINSKI.R M , GRAVES, R H Connecticut Yankee Atomic Power Co 
04/00/14 3pp 26212 217 24X Flche 50-213.84/00/14,84002304132 


B4O82B01O7 PNO-1-84-070 on 640921i reactor vessel cavity seal failed 
whan Initially filled Caused by trip in containment sump 
pump under reactor vessel Licensee evaluating situation 
Notification of state t, local authorities undartakan 
SHETLAND,? , KCCADE, E Ration I, Office of Director 04/08/21 Ip 
26261 301 24X Fiche 50-213.84/08/21,0400200107 


840B310107 Di&cusses 04OB21i reactor cavity seal ring failure J, followup 
actions Evaluations of consequences of event qt corrective 
actions incomplete NRC will be informed of findings prior 
to resumption of refueling activities 

COUNSTL. W G Connecticut Yankee Atomic Power Co 04/00/23 
CRUTCHFIELD. 0 Assistant Director for Safety Assessment 2pp 
26322 279 24X Ficbe 50-213,04/00/23,8408310107 


8408310074 PNQ-I-B4-073 on 040824, of fs i te powor lost Emergency diesel 
A started but did not close to bus t, rHR flow for shutdown 
reactor lost until RHR pump supplied by emergency diesel 
placed on-line Tripped transformer placed on-line 

SHETLAND.? , MCCADE,E Region 1, Office of Director S4/OB/24 tp 
26322 201 24X Flche 50-213,04/08/24,0400310074 


B4O33101L1 PND-1-84-07DA on 840023, re fu e 1 ing cavity to reactor vessel 
seal failure identified during fuel transfer 
Cavl ty- to- vesse 1 inflatable boot seal uniquo in US Failure 
u/fuel transfer tube open would result in high radiation 
gWETLAND.P , MCCADE, E Region I, Office of Director 84/00/24 ip 
26322 113 24X Flche 30-213,84/00/24.0400310111 


0400310125 Advises that submittal of proposed corrective action for NRC 
review approval will be required prior to any fuel 
handling over reactor or in transfer tube, per util 840023 
notification of reactor cavity seal ring failure 

PAULSON, W A Operating Reactors Branch 5 84/00/29 COUNSIL, W G 

Connecticut Yankee Atonic Power Co 2pp 26322 109 24X 

Flche 30-213.84/03/29,0400310125 


DOCKET 30-219 OYSTER CREEK NUCLEAR ?OWER PLANT 
F Security, medical, emergency & fire protection plans 


8408060139 Ac k receipt of 040524 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-219/04-05 
MARTIN, T T Division of Engineering & Technical Programs 64/07/18 
FIEDLER, P B General Public UtiHiies - GPU Service Corp 2pp 
23935 161 24X Fiche 50-219,64/07/10,8408060139 


— 8400060142 Responds to NRC 840412 Ltr ro violations noted in IE Insp 
Rept 50-219/04-05 Corrective actions description of onsite 
meteorological monitoring eys will be included in emergency 
p Ian 

FIEDLER,? B General Public Utilities - GPU Service Corp 
04/03/24 MARTIN, T T Division of Engineering 4. Technical 
Programs 3pp 25935 163 24X Flche 30-219.04/07/10,0400060139 


0408150238 Advises that portions of 840131 Rev 15 to physical security 
plan consistent w/provlslons of 10CFR50 54<p) & acceptable 
Certain other portions of rev considered unacceptable 
Reasons stated in end Enel withheld (ref 10CFR73 21) 

MARTIN, T T Division of Engineering & Technical Programs 04/08/03 
FIEDLER, P B General Public Utilities - QPU Service Corp 3pp 
26066 001 24X Flche 50-219,04/00/03.8400150230 


0403130191 Informs of error in 040627 correspondence re NUREO-0737. Item 
1 C 1, Table 2 Phase i emergency operating procedures (EDPs) 
not in place in Nov 1983 EDPs will be implemented prior to 
restart from Cycle 10 refueling outage 

FIEDLER.? 0 General Public Utilities - GPU Service Corp B4/OB/06 
CRUTCHFIELD, D Operating Reactors Branch 5 Ip 26006 362 24X 

Fiche 50-219,84/00/06,8400130191 


0408200291 Forwards Insp Rept 50-219/04-10 on Q40316-0430 No violations 
noted 

BTAROSTECKl, R Division of Project f/ Resident Programs 84/OB/lO 
riEDLER,? D General Public Utilities - GPU Borvire Corp 2pp 
26202 103 24X Fiche 50-219,84/08/10,9408200291 


— Q4O02BO293 Insp Rept 50-219/04-10 on 840316-0430 No violations noted 
Major areas inspected plant aperat i ons, 1 ogs tt records, p 1 ant 
to-UTs, physical sec ur i ty, radiation protoc t ion, maint 
ob servat 1 on, ref uel ing preparations & periodic repts 
UECHSELIIEROER. C0U0ILL,€ J , CONNER. £ L Region 1, Office of 
Dlrectoi 04/00/07 lOpp 26382 105 24X Flche 50 - 219 , 84 / 00 / 10 , 

84082 80291 


9408300087 Forwards Insp Rept S0-219/Q4-O3 on 040201-0315 No Violations 
noted 

STARDSTECKI, R Division of Project it Resident Programs 84/00/10 
FIEDLER,? D General Public Utilities - GPU Service Corp 2pp 
26303 006 24X FlChe 50-219,04/00/10,0408300087 


— 04OQ3OOO96 Insp Rept 50-219/84-03 on 840201-0315 No violations noted 
Major areas inepected previous Insp 1 terns, records, p lant 
operations, physical eecuri ty« rad lat lun protection, 
malnt it surveillance L review of periodic repts 
COWGILU, C J , WECHSELDERGER, CONNER, F L Region 1, Office of 
Director 84/08/08 8pp 26308 0B8 24X Fiche 50-219, 04/00/10, 

8400300007 
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Q40ai90269 Forwards "Evaluation Detailed Control Room Design Review 
SutnJuarg Rept Por Oyster Creek Nuclear Generating Station," 
technical evaluation reptiper SuppJ l to NUREG-0737 SALP 
input also end 

PAyLGOM,W A Operating Reactors Uranch 5 04/00/14 FIEDLER, P D 

General Public Utilities - OPU Service Corp I'lpp 26067 066 24X 

Fiche 50-219, 04/00/i 4, 0400150269 

6409150375 "Evaluatipn of Detailed Control Room Design Review Summary 

ftept for Oyster Creefc Nuclear Generating Station," final 
technical rept 

» Science Appl itations, Inc NRC-03“a2-096 1-263-07-557-48 

04/07/20 SSpP 26067 070 24X Ficho 50-219-84/00/14.8400150269 


B40B300172 Forwards exemption from schedular requirements re fire 
protection of equipment used for safe shutdown by means of 
separation barriers, per lOCFRSO 40(c)(4) Exemption 
effective until startup from Cycle 11 refueling outage 
PAULSON, W A Operating Reactors Branch 5 04/08/23 FIEDLER, P □ 

General Public Utilities - GPU Service Corp 2pp 26304 349 24X 

Fiche 50-219,84/00/23.0400300172 


— 0400300175 Enamptlon from schedular requirements re fire protection 
pf equipment used for safe shutdown by means of separation 
barriers 

DENTON, HR Office of Nuclear Reactor Regulation, Director 
04/08/23 General Public Utilities - OPU Service Corp 6pp 
26304 351 24X Fichu 50 - 21 9. 84/08/23. B40B300172 


0 Adjudicatory correspondence 


0400140449 Petition for revocation of license on basis of deficient 
character Licensee record of wrongdoing directly related to 
fundamental character flaws Inherent within company 
Certificate of Sve end 

WAMBACH, P C , SHUKAKER, J Pennsylvania, Commonwealth of, 

SQR0ILI.,P Women^a International League for Peace U Freedom DSD 
□07 B4/0B/13 Commissi oners 200pp 26061 023 24X 

Fiche 50-000,04/00/13,0400140449 


8400240250 Forwards supplemental pages for 040013 petition for 
revo'Cation of license of GPU on basis of deficient 
character 

OOROSHOWrJ Three Mile Island Alert DSD 250 04/08/22 

Commissioners Ip 26223010 24X Flthe 50-000,04/08/22, 

6408240250 


— 0400240257 Supplemental pages tP petition far revocation of license on 
basis of deficient character Certificate of Sve end 
a General Public Utilities - GPU Service Corp 84/08/13 

Atomic Safety and Licensing Board Panel 43pp 26223 019 24X 

Fiche 50-000,84/08/22.8400240250 


F Operating license stage documents 6 correspondence 


640-8070052 Forwards "Evaluation of Spent Fuel Racks Structural 
Analysis, Oyster Creek," technical evaluation rept Adequacy 
of structural design cannot be determined Addl Info 
requested within 15 days 

PAULSON, M A Operating Reactors Branch 5 84/07/27 FIEDLER. P D 

General Public Utilities - GPU Service Corp 4pp 25956 141 24X 

Fiche 50-219,84/07/27,8408070052 


■8407090037 "Evaluation of Spent Fuel Racks Structural Ana 1 y sis, Oyster 
Creek Nuclear Generating Station," technical evaluation 
rept 

HERRICKjR C Franklin Ins 1 1 tute/Frankl in Research Center 
NRC-03-01-130 TER-C5506-325 04/07/03 KIM, S B NRC - No 

Detailed Affiliation Given 34pp 25956 144 24X 

Fiche 50-219,84/07/27.0400070052 


8408070300 Forwards "SEP Topic 11 I-lOA, Th erma I Overload Protection for 
Motors of Motor Operated Valves " Methodology to determine 
optimum setpoints (heater siie) for thermal overload relays 
deve 1 oped 

FIEDLER, P B General Public Utilities - GPU Service Corp 84/07/30 
dlVTCKFIELD, D Dperatlng Reactors Branch 5 3pp 26106 063 24X 

Fiche 50-219, 84/07/30, 8400070300 


— 8400070306 "SEP Topic 1 1 1-l OA, Th erma 1 Overload Protection for Motors of 
Kotor Operated Valves *' 

a General Public Utilities - GPU Service Corp TOR 319 ROO 
84/07/30 33pp 25947 253 24X Fiche 50-219,84/07/30,0400070300 


8408070454 Forwards R*v 2 to "SEP Topic Vl-7 C 1, App K-Electrical 
Instrumentatian 8< Control Re-Review," including new 
coordination plots for Faults Fl-7rper 820328 commitment 
Trip units will Installed by end of Cycle XI outage 

FIEDLER. P B. General Public Utilities - GPU Service Corp 84/07/30 
CRUTCHFIELD, D Operating Reactors Branch 5 27pp 23940 069 24X 

Fiche 50-219,84/07/30,0408070454 


6408070099 Forwards Generic Ltr B4-i3, "Tech Specs for Snubbers, " 
omi«-ted fi om 840503 ltr to all SEP licensees NRC position 
that issue of Tech Specs for snubbers will bo resolved on 
generic basis restated 

CRUTCHFIELD, 0 Assistant Directoi for Safety Assessment 04/07/31 
KAY, J A Yankee Atomic Electric Cp KOBER , R W Rochester Gas t 
Electric Corp HASKIN.K P Southern California Edison Co 4pp 
25955 227 24X Fiche 50-000. 84/07 -'Bl . 8400070099 


8400070132 Forwards response to questions forwarded by 840727 ltr re 
util request to expand capacity of spent fuel pool 

FIEDLER. P B General Public Utilities - GPU Service Corp 04/07/31 
CRUTCHFIELD. D Operating Reactors Branch 5 3pp 25949 350 24X 

Fiche 50-219,04/07/31.8408070152 


0408070340 Forwards revised Pages 6-17 e< 6-lB to 030902 submittal of 
facility description BAR Amend 79 re spent fuel pool 
e xpansl on 

FIEDLER, P D General Public Utilities - GPU Service Corp 04/07/31 
Office of Nuclear Reactor Regulation, Director 3p p 25945 196 
24X Fit he 50-219,04/07/31.0400070340 


8408070304 Forwards FR notice of environ assessment U finding of no 
significant impact re util 840802 request for schedular 
exemption from requirements of 10CFR50 44(cl<3)(ni) 

PAULSON, W A Operating Reactors Branch 3 84/00/02 FIEDLER,? B 

General Public Utilities - OPU Service Corp 2pp 25947 224 24X 

Fiche 50-219.84/08/02,0408070304 


—8400070309 Notice of environ assessment fc finding of no slgnifl-cant 
Impact re util 040002 request for schedular exemption from 
requirements of 10CFR30 44(c>(3)<lii) re isolation condenser 
high point vents 

EISENHUT. D G Division of Licensing 04/00/02 5pp 25947 226 
24X Fiche 30-219,84/08/02.8408070304 


8400090250 Forwards Rev 0 to TDR 401, "8EP Topic VII-IA. Isolation of 
Reactnr Protection Sys From Nonsafety Sys. I nc 3 ud Ing 
Oual 1 f Icat 1 ons of Isolation Devices," failure mode & affects 
analysis 

FlEDLERtP B Ooneral Public Utilities - GPU Service Corp 84/08/03 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 25972 267 24X 

Fiche 30-219,84/00/03,8408090250 


— 8408090257 Rev 0 to "SEP Topic VII-lA, Isolation of Reactor Protoction 
Sys From Nonsafety Sys. Inc 1 uding Gua 1 if ica ti ons of 
Isolation Devices." failure mode 6 effects analysis 
* General Public Utilities - GPU Service Corp TOR 481 ROO 
04/00/03 llpp 25972 2 6 9 24X Fiche 50-219,84/00/03,8408090230 


0408070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for DLs tt holders of CPS re availability of 
suppl i to NUReo-0933. "Pr I or I fci lation of Generic Safety 
Issues " Sve list end 

EISENHUT, D G Division of Licensing 84/00/06 Consolidated 
Edison Co of New Vork, inc i8pp 26129 238 24X 

Ficho 50-000, B4/0B/06, 0400070 1 10 


840B15022S Forwards schedular exemption from compliance ui/lOCFRSO 44 ro 
installation of Isolation co-ndensei high point vents during 
current Cycle lO refueling outage to Cycle il refueling 
outage 

PAULSON, M A Operating Reactors Branch 3 84/08/09 FIEDLER, P B 

General Public Utilities - -GPU Service Corp 2pp 26066 074 24X 

Fiche 50-219,84/00/09,0408150225 


—8400150220 Schedular exemption from compliance u/l0CFR50 44 re 
installation of Isolation condenser high point vents during 
current Cycle 10 refueling outage to Cycle 11 refueling 
outage 

EISENHUT, DG Division of Licensing 04/00/09 Ganeral Public 
Utilities - OPU Service C-orp 5pp 26066 076 24X 

Fiche 50-219,04/08/09, 04OB 150225 


0400150229 Summary of 840710 meeting w/utiU In Sethesda, MD re ECG8 
evaluation methodology for BWR-2 applications Agenda 
vlewgraphs end 

LOMBAROOi J J Operating Reactors Branch 5 84/08/14 Operating 

Reactors Branch 5 22pp 2 6 066 040 24X Fiche 50-000,04/00/14, 

0408150229 


6408220375 Responds to request for addl info re analysis to determine 
gas tf water clearing thrust loads concerning second safety 
relief valve actuations In discharge lines, per NUREG~066l 
Containment adequate for five iS< addl five valve actuation 
FIEDLER. P B General Public Utilities - OPU Service Corp 04/08/15 
CRUTCHFIELD, D Operating Reactors Drench 5 2pp 26191 347 24X 

Fiche 50-219,84/00/15. B40B220373 
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035^ Int-orms that procedural rli^riijes >n re'-ppn-e to Generic utr 

0p Items 1 1 t. 1 5 Cpast-trip ro^ieu/j not made bg e40-J3l 

cheduled due to ejtejiDed Cijcle 10 outage Changes will be 
prion to startup Rept re Item 4 5 2 due bg 05O'?t5 

LCUp P I) General Public U*-ilitJP3 - GPU Service C«rp 04'Oa/l6 

ivision of Licensing 2pp 261G9 355 
e 50-319- 8'^/0&/l6. □40e22035b 


'0275 Generic Ltr 84-20 to all licensees of operating reactors ♦ 
icants for OLs re scheduling gulifan-ce for ticeusoe 
iittals of reloads that involve urire / 1 eued Sa-fetg 
felons Sve list end 

NHliTiD G Division of Licensing 84/00/20 Consolidated 

□ n Co of rle^l» VoTk. Inc I'^pp 26276, 2'»4 24X 

le 50-000.04/00/20.8400200275 


OOO0 Forwards notice of environ assessment •« tinJing of no 
nficart impact re extension of deadline for safe 
dawn eq,uipment in sfea 1 1 a 1 1 on. pei 840711 request for 
idtrlar erenption from iOCFRSO 4&(c)(4> requirements 
SOr^, W A Operating Reactors Branch S 04/03/20 FIEDLER-P D 
>ral Public Utilities - GPU Service Cot p 2pp 26101 336 24X 

le 50-219.84/08/20.0400210000 


3210011 Notice of environ assessment ^ finding of no significant 
rpact re ertension of deadline for safe shutdown 
lulpmenfe in s ta 1 1 a h i or 

ISENHUT.DG Division of Licensing 04/00/30 4pp 361B1 028 
4X Fiche 50-2 19i 04/00/20. 8408210006 


30304 Forwards SER re util resolution of integrated plant GAR 
tion 4 14 re ♦hermal overload protection of 
or operated valves Program described in 640730 I tr 
epfeab I e 

LSON. W A Operating Reactors Oranch 5 84/08/20 FIEDLER. P 0 

seij Cenfeifll Poiuer h. Light Co 2pp 26205 3l5 34X 

he 50-219.34/06/20.8408230304 


0400080463 Forwards IE Insp Rept bO'e’ 1 9^ 04- J on 810601 00 Uo 

Violations nated , „ ^ 

Mi4RllN.l r Division of tngineenng Technical froijitams 04/0 

riLrLER.P D General Public Utilities - GPU liervicr Cerp 2pp 
25975 075 24X FiChd 50-219 64/07/20.6406060463 


20 


—0408080167 IE Insp Rept 30-2J9/Q4-17 on G40604-OQ No nor c « mp 1 i anc e 
noted MajOT areas inspected program for QA of cnalytical 
measurements, tra ining. ng t contt-o 1 S . aud 1 1 results x- 
analgtica) procedures for chemvst’g r ad i □£ h emi s ti y 
JANG. J C . PASC14K.W J Region I- Office CJf Director 04/06/27 
0pp 25975 077 34X Fiche 50-2 I 9. 04/07 ^20 . 0400000463 


0407250229 IE Info Notice 04-57. ’'Operating ExpDTiorce re Noislure 
Intrusion in Safety-Related electrical Eciuipmcht at 
Commercial Power Plants ' Sve list enc 1 

JORDAN. E L Division of EmergePcg Preparedness h Engineering 
Response (Past 030103) 04/07/37 Collso 1 I doted Edison Co of Now 


8400010333 IE Info Notice 04-59. "Deliberate C i reumvetit J rvg of Station 
Health Physics Procedures ’ Sve list end 

JORDANiE L Division of Emergency Preparedness % engineering 
Response fPost 830103) 04/08/06 Consolidated Edison Co of Now 

York. Inc BSpp 26060 001 24/ Fjcho 50-000,84/00/06.9400010333 


8400010337 IE Info Notice 04-60. "Failure of Ait Purifying Respirator 
Filters to Meet Efficiency Requirement ” Gve list otic I 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Poat 830103) 04/08/06 Consolidated Edison Co of Now 

York, Inc I23pp 26067 150 24X F I c ho 50-000.04/00/06.8408010337 


0400070120 IE Info Notice 84-61. "Over o x posuve of Diver in P«R 
Refueling Cavity " Sve list encl 

JORDAN. E L Division of Emergency Preparedness f* Engineering 
Reaoonse (Post Q30103) 04/00/08 Consolidated Edison Co of Now 

York. Inc 120pp 26129 118 24X Fiche 30-000.(34/00/09.0400070120 


8230305 Safety evaluation re integrated plant SAR Section 4 14 re 
hermal overload protection of motor operated valves Program 
roposed in 840730 Itr acceptable 

Operating Reactors Branch 5 84/08/20 2pp 26205 317 24X 

iche 50-219,84/08/20.9408230384 


^70381 Responds to request far reliable ventilation far D battery 
or generator room 6 460-vQlt suiltchgear roam, per SEP 
.ic JX-3 New redundant relay w/switch ti associated wiring 
1 be installed by end of nett refueling outage 

IDLER. P Q General Public Utilities - GPU Sewice Carp 04/00/21 
lUTCHFieLO.D Operating Reactors Branch 5 2pp 26240 250 24/ 

he 50-219.64/08/21.8408270301 


0408070376 IE Info Notice 84-62. '‘Thet apy Ni sadmi nt s t ra 1 1 ons to 
Patients Undergoing Ca-6(0 TeJetherapy Treatments " Sve 
list enc 1 

GRACE. J N Division of OA. Safeguaids h In5pe<fc|on ProDiams (Post 

830103) 04/00/tO Consolidated Edison Co of New York, Inr 

I25pp 26130 001 24K Fiche 50-000.84/00/10.0400070376 


B400230094 Ack receipt of 040725 Itr informing NRC of steps taken to 
correct items noted in IE Insp Rept 30-219/03-24 

MARTIN. T T Division of Cnglnearihg 6 Technical Progiama 94/08/10 
FIEDLER. P I) Oenoral Public Utilities - GPU Service Carp Ip 
26214 158 24X Ficho 30-219. 04/08 M 0. 8409230094 


170285 Forwards Technical Data Kept 580 re repair t failure 
alysls data for isolation condenser sys piping cracked 
Ids. per 840620 request concerning SER Of Rev 1 to 
lEO-0313 imb 1 ementati an 

-DLER. P B General Public Utilities - GPU Service Carp 84/09/22 
WLSON, W A Operating Reactors Branch 5 Ip 26243 158 BAX 
:he 50-219.84/08/22.8408270285 


3B270S90 Rev 0 to “IsDlation Condender Sys Piping Cracked Nelds - 
Repair t. Failure Analysis 

i^BRAMQYlCI.J D . CQUILL.D W . ELAN. B D General Public Utilities - 
PU Service Corp SQO ROO 64/08/04 a6pp 26243 159 24X 

Fiche 50-219, B4/0S/22. 0400270285 


30014S Forwards safety evaluation re NUREG-0737. I tem 11 D 3 
ncerning post-accident sampling sys Post-accident sampling 
a acceptable 

ULBOTf, W A Operating Reactors Branch 5 S4/09/29 FIEDLER. P B 

nera 1 Public Utilities — GPU Service Corp Bpp 26306 001 24X 

Che 50-2 J 9. 04/08/29. 8408300148 


nspectian reports. lE OulLetiTis correspondence 


060139 Ack receipt of 840524 Itr informing NRC of steps taken to 
rrect violations noted iri lE Insp Rept 50-219/04-05 
RTINi T T Division of Engineering 6 Technical Programs B4/07/1Q 
lEDLERi P B General Public Utilities - GPU Service Corp 2pp 
935 161 24X Fiche 50-219. 84/07/ 18. B40B060139 


08060142 Kespands to NRC 840412 Itr re violations noted in lE Insp 
Rapt 90-219/B4-05 Corrective actions description of anslte 
met e aro 1 og kca 1 monitoring sys will be- Included in emergency 
plan 

FIEOLERjP fl General Public Utilities ~ GPU Service Corp 
84/03/24 martin. T T Division, of Eng Ime or ing ti Technical 

Programs 3pp 25935 163 24X Fiche 50-219,94/07/10,8408060139 


“B4O023OO90 Flesponds to NRC 840209 1 tr i e items noted in IE Insp Rept 
90-219/03-24 Corrective actions Procedure 125. 'Enginewring 
Calculations fc Technical Evaluations." pi epared 
FieDUEfl.F D Oenoral Public Utilities - GPU Service Coi p 
04/07/25 MARTIN.T T Division of llnginoenng f Technical 
Programs 2pp 26214 159 24X Ficlio 50-219,84/08/10.0408230094 


—0400230101 Rev t to Pioredure l23. ’Tng 1 neor i ng Calculations f> 
Technical Evaluatinns ” 

# General Public Utilities - CPU ‘lerviCQ Coip 84/07/25 7pp 
26214 161 24X Fiche 50-219,04/08/10.0408230094 


0408230391 Forwards Insp #?-ept 50-219/04-10 on 0403 1 6-0430 No violations 
noted 

STAROSTECKI . R Division of Project ? Resident Program*, 04/00/10 
FIEDLER, P B General Public Utilities - GPU *5ervtce Corp 2pp 
36232 IB3 24X Fiche 50-219.04/00/10.3400200291 


— 04002130293 Insp Rept 50-219/04-10 un 840316-0430 No violations noted 
Major areas inspected plant op erol i ons, log s & roc ords. p I ant 
taurs. phys ical secur i fcy . re d lat i an p rotoct i nn. malf^t 
observation, refuel ing preparations ie periodic repts 
WECilSELBEflGCR. CGWOILL, C J , CONNER, E 1. Region 1, Office nf 
Director 84/09/07 lOpp 26282 105 24X Fiche 50-219.84/00/10. 

8406200391 


B40Q30(QOa7 Forwards Insp Rept 50-219/84-03 on Q4020J-0315 No violatlOTis 
noted 

STAROSTECKI. R Division of Project L Rbsitfent Prugroms 84/08/10 
FIEDLER, P J) General Public Utilities - GPU aervice Corp 2pp 
26308 086 34X Fiche 50-219,04/08/10.8400300087 


■a40B300076 Insp Rept 50-219/04-03 lun 840201-0310 No violations noted 
Major areas inspected previous insp i toms, re tor d a, p lant 
op cratlons. physical secur 1 ty . rad i at Ion protection, 
maint L surveillance 5* review nf periodic lepts 
COWOIUL.C J . weCHSELDERGER, CCNNFR. E L Region 1. Office of 
Director 84/0Q/O9 app 26300 080 24 X Fiche 50-519.84/08/10. 

8408300087 
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^-^00100009 J£ Info Notice ’Defective DHf? (Replacement Pipinq " 

Sve list encl 

JORD/\N- E L Division of Ertiprgencg Preparedness f Engineering 
Response (Post 03OIO3J 04^00/13 Consol i datetJ Edison Co of New 

York, Inc H9pp 26197 210 24 a Tichb 50-000,04/00/13,0400100009 


8400230226 Torwards lE Insp Rept 50-220/04-10 (in 040611-1 5 6 r>otlce 
of violation 

MARflN, T T Division of Engineering Technical Programs 04/OB/Ol 

HOOTCNi D G Niagara Mohauil< Pouer Corp 2pp 26213 329 

riche 50-220 04/08/01,0408230226 


0400310120 Responds to IE Bulletin 03-07 re apparently fraudulent 
products sold by Ray Miller, Inc Mechanisms uihich can detect 
major bteakdou/ns in QA pr ogram listed Cut i ent program 
verifies quality of safety items 

FIEDLER, P U General Public Utilities - GPU Service Corp 84/00/14 
EBNETER.S D Region 1, Office of Du ector 3pp 26J22 257 24 V 

Fiche 50-219,04/08/14,0408310128 


0408100030 IE Info Notice 04-64, ‘ DNR HPC I Initiation Geal-In 6 

Indication ' Sve list enc 1 

JORDAN, E L Division of rmergoncy Preparedness Engineering 
Response (Post 830103) 84/00/15 Consolidated Edison Co of New 

York, Inc 104pp 26190 093 24X Picho 50-000,04/08/15,8400100038 


8408100021 IE Info Notice 84-65, "UndoT i ated Fuses Which May Adveisely 
Affect Operation of Essential Electrical Equipment " Sve 
list enc I 

JORDAN, C L Division Of Emergency Preparedness 6 Engineering 
Response (Post 8301031 04/00/16 Consolidated Edison Co of New 

York, Inc llBpp 26198 001 24X Fiche SO-OOO, 04/00/ 16, 0400100021 


0408100055 IE Info Notice 84-66. ’’Undefeoctod Unavailability of 
Tur h ine-Dr 1 von Auxiliary Feedwater Train *' Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Post 830103) 84/00/17 Consolidated Edison Co op New 

York, Inc 120pp 26276 001 24X Fiche 50-000,84/08/17,8400100055 


8408140208 IE Info Notice 84-67, "Recent Snubber Inservico Testing W/ 
High Failure Rates “ Sve list end 

JORDAN, E L Division Of Emergency Preparedness t- Engineering 
Response (Pest 830103) 04/00/17 Consolidated Edison Co of New 

York, Inc 122pp 26276 122 24X Fiche 50-000,04/00/17,0408140208 


— 840B230230 Notice of violation from insp on 840611-15 List of 
Toconmended emergercy preparedness program imprn vemen ts 
enc 1 

* Region 1, Office of Director 84/07/31 2pp 26213 331 24X 

riche 50-220, 04/00/01, 0408230226 


--0408230235 IL insp Rept 50-220/04-10 on 040611-15 Violation noted 
failure to conform to environ surveillance requiremonta for 
maintaining meteorological monitoring equipment 

HAWXHUHST, J , COHEN. I , CRACKER, H W Region 1. Office of Director 
04/0^/31 6pp 26213 333 24i Fiche 50-220,84/08/01,8409230226 


8408070434 Forwards rev to "NV State Radiological Emergency 
Preparedness Plan " 

MANGAN, C V Niagara Mohawk Power Coi p Q4/00/03 Record Services 

Branch (Document Conti ol Desk) 2pp 2593B 016 24K 

Fiche 50-230, 04/08/03.0400070434 


— 8408070439 Rev to "NY State Radiological Emergency Prepa r e dn ea s Plan " 
« New York, State of 04/07/12 559pp 25938 Ol8 34X 

Fiche 50-220. 84/08/03. 8400070434 


P Operating license stage documents V correspondence 


8408030160 Forwards SER re completion of Multi-Plant Issues D-24, 
"Venting 6 Purging of Containment" & F-19, Item 1 1 E 4 2, 
"Containment Isolation Dependability " Demonstration of 
containment purge L vent valve operability acceptable 
VASSALLO, D B Operating Hoactors Blanch 2 84/07/24 HQOTEN, 8 0 

Niagara Mohawk Powei Corp 7pj> 25917 349 24X 

Fiche 50-220,84/07/24,8400030180 


8408210142 IE Info Notice 84-68, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves “ Sve list end 
JORDAN, E L Division pf Emergency Preparedness 6 Englneei ing 
Responec (Post 830103) 84/08/21 Consolidated Edison Co of Now 

York, Inc llspp 26329 OOQ 24 X Fiche 50-000, 04/08/21, 0408210142 


9 Reportable occurrences, LERs 6 i elated correspondence 


8400240348 Part 21 rept re presence of Loctito-242 in CRl) hydraulic 
control unit scram pilot solenoid valve plunge)' Initially 
reported on 840413 Now thread locking devices invesiigatod 
SHERWaOU, G 0 General Electric Co 04/04/13 DryoUNG,)? C 
Director's Office, Office of Inspection and Enforcement 3pp 
26222 256 24X Fiche 50-000,04/04/13,0408240348 


8408060154 Completes response to Generic ttr R4~09 re NRC decision not 
to backflt requirement for hydrogen recombiner capability In 
inerted Hark I containments to control post-accident 
hydrogen Capability not required 

MANGAN, C V Niagara Mohawk Poiuei torp 84/07/31 VA8SALU0, D 0 
Operating Reactois lli anch 2 2pp 25933 051 24X 

Fiche bO-220. 04/07/3 1 , 0400060134 


8408060240 Forwards addl response to Generic Ltr 03-28 le generic 
implications of Salem ATWS ovents Reactor protection sijs 
on-line surveillance program requirements assure reliability 
of sys to function properly 

MANGAN, C V Niagara Mohawk F’oujer Corp 04/07/31 VA^SALLCI, D D 
Operating Reactors Branch 2 4pp 2S934 108 24X 

riche 50-220,04/07/31,8400060248 


8408010293 LER 84-016-00 on 840625, dur ing review of instrument 
surveillance procedures, not all 60 installed excess flow 
check valves found funcllonally tested per Tech Specs 
Functional test surveillance rev in progress N/840724 ltr 
MURDOCK, R J , FIEDLER, P D General Public UtlUtios GPU Service 
Corp 84/07/24 6p p 25066 191 24/ Fiche 50-219,84/07/84, 

8408010293 


Q40B080490 LER 04-017-00 on 040627, during lifting of neutral electrical 
lead, 15 primary containment isolation valves leposltioned 6 
half scram experienced Caused by intermediate range monitor 
Neutral wiring configuration will be modified W/840726 ltr 
ALLEN, M H , FIEDLER, P D (Jcneral Public Utilities - GPU Service 
Corp 84/07/26 iOpp 25975 220 24X Fiche 50-219.04/07/26, 

8400000498 


8408310186 Part 21 rept re torus-to-roac tor bldg vacuum breakers Memo 
of 840820 tclcon reporting equipment quality separation of 
controls to butterfly valves end QE lacks technical info to 
adequately evaluate condition 

VILLA, R General Electric Co 84/08/21 RQS6I,C E Director's 
Office, Office of Inspection and Enforcement 3pp 26318 327 24X 

Fiche 50-000,84/00/21,8408310186 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F Security, medical, emergency 8< fire protection plans 


8408060171 Revised emergency procedures, me 1 ud ing Rev I to EPMP-5, 
"□n-Call Procedure" Rev 0 to EPMP-8. "Malnt, tost Ing 6 
Operation of Oswego County Prompt Notification Sys " 
w/a40B0i Ur 

MANGAN, C V Niagara Mohawk Power Corp 04/08/01 07pp 25932 288 
24X Fiche 50-220.04/08/01.0408060171 


0408060278 Notification of G40B17 meeting w/util in Dethesda.MD to 
discuss control design review 

HERMANN, R A Operating Reactors Branch 2 84/07/31 VA8BALL0, I) D 

Operating Reactors Branch 2 2pp 25937 361 a4X 
riche 50-220,84/07/31,8400060278 


Q40Q060332 Nutlficotlun of 840823-24 meetings w/utlls in WalthamiMA to 
discuss open Items on Mark I containment program 

HERMANN, R A Operating Reactors Branch 2 04/07/31 VASSALLO, » R 

Operating Reactors Branch 2 2pp 25937 357 24X 

Fir he 50-000,84/07/31, S408060332 


8408090077 Forwards Pages 226 6 226a to Table 3 6 21 ot Tech Sped re 
(liosol generator fur instrument setpoint logic, in support of 
840413 amend application Response tu NRC questions also 
enc 1 

MANGAN, C V Niagara Mohawk Powor Corp 84/03/03 VAS8ALLC1, D D 
Operating Reactors Branch 2 Ip 25993 001 24X 

richo 50-220,04/08/03.8408090077 


— 0408090081 Proposed revs to Tech Spec Table 3 6 21 re diesel generator 
initiation, limiting condition for operation 

» Niagara Mohowk Power Cprp B4/00/03 9pp 23993 002 a4X 
Fiche 30-220, 84/00/03, 8400090077 


8400070110 Generic Ltr 84-19 to all licensees of eperattng reactors* 
applicants for DUs 6 holders of CPs re availability of 
Suppl 1 to NUREO-0933, "Priori t i lation of Generic Safety 
Issues " 8vc list end 

EI8ENHUT, D G Division of Licensing 84/08/06 Consolidated 
Edison Co of New York, Inc iSpp 26129 238 24X 

Fiche 30-000. 84/08/06, 84080701 10 
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f'oywards Rev 2 to "Leak -Def ore-Break Analysis of High Energy 
P hg Sg3 Rept includes detailed stress 8< fracture 


nechanics analyses 

WAMGAN. C y Niagara Mohauk Power Coi p BA/Oa/06 
Operating Reactors Branch 2 Ip 25980 285 2 d){ 

F i c h e 5 0-22-0 1 BA /O 3 /06 < 0400100074 


VASSALLG, D U 


^ ■'Lealt-D-efore'-Qreak Analysis of High Energy Piping 

* HPR Associates, Inc MPrJ-a20 Roa (34/08/06 a6pp 25980 287 
2<n{ Fiche 50-220, 04/08/06, 0408100074 


0408100076 Forwards application far 
Tech Specs to remove c oiM^fTn tment to 
under cogniiance of Safety Review 
HAWGAN'i C V Niagara flohauk Power 
Operating Reactors Branch 2 Jp 
Ficho 50-220,04/00/06.0409100076 


amend to License DPR- 63. c hang in 
perf-orm independent audit 
6 Audit Board 

Copp B4/0a/06 VASSALLO. D B 

25907 oao a4x 


g 


- 04OB1OOO01 Application for amend to License DPR-60, chang tng Toch Specs 
to remove commltnent to perform independent audjt und*»r 
cognliance of Safety Review 8, Audit Board 
MAN0AN,C V Niagara Mohawt Power Corp B4/08/06 2pp 
25987 021 24X Fichia 50-220,84/08/06.8406100076 


— 0400100006 Proposed Tech Spec s, removing caoimitment to perform 
independent audit under cogniiance of Safety Review fc Audit 
Board 

* Niagara Mohawk Power Corp 04/00/06 4pp 23987 023 24X 

Fiche so -220r 04/00/ 06. 0408100076 


0400100103 Forwards application for amend to License DPR- 63. per 
Generic Ltr 03-19 Fee end 

MANGAM. C V Niagara Mohawk Power Corp 64/08/07 VASSALLO. 0 D 
Operating Reactors Branch 2 Ip 25990 335 24X 

Fiche 30-220,04/00/07.0400100103 


—9400100111 Application for amend to License DPR- 63 , thang ing Tech Specs 
by delating “aiP' from review & audit section. to be 
consistent u/Rev 2 to BUR Tech Specs <NUREO-OI 23 > 

MANOAN. C y Niagara Hohauik Power Corp B4/0B/O7 5pp 
25990 356 S4X Fi c he, 50-220. 04/00/07. 0400100103 


— B408100120 Proposed Tech Spec 6 5 2 0 re audits 

* Niagara Mohawk Power Corp B'l/08/O7 ip 25990 361 24X 

Fiche 50-220. 04/O0/O7» 6400100103 


— Bd 0830004 l Proposed changes to Tech Sp ecs. t evi s 1 ng c onla iTiment l<*ak 
test pragram 

* Niagara Mohawk Po-uier Corp 04/00/27 46pp 26306 031 24> 

Ftcbe 50-220,04/00/27,840 03000 3 5 


0 Inspection 1 eports. IE nuUetins 6 correspondence 


8400080456 P'oTuiards IE Insp Wept 90“220/a4-08 on 840509-11 i. 0606-09 No 
violations noted 

MARTIN. T T Division of engineering L Technical Progi ame 84/07/18 

HOOTEN. D O Niagara Mohawk F'ower Corp 2pp 55975 066 24X 

riche 50-520.84/07/10.0400000456 


— B4Oa0Q046i IE Iliap Rept 50-220/04-00 on 040509^-11 6 0606-08 No 
violations noted Major areas Inspected containment leakage 
testing progran. inc I udi ng procedure review of integrated 
leak rate test 6 local leak rate tost procedures 

VITU. D J Region 1. Office of Director BETTENHAUaEN. L Division 
Qf Engineering 6 Technical Prograavs 64/06/29 7p p 25975 060 
24X Fiche 50-220.04/07/10.04000004 56 


8400080204 Forwards IE Ii%sp Rept 50-220/84-12 on 840610-22 No 
vlelations observed 

MARTIN. T T Division of Engineering 8. Technical Programs 04/07/19 
HDOTEN. D O . SEIDERT.C R Niagara Mohawk Power Corp 2p p 
35979 016 24X riche 50-220,04/07/19,0408080204 


—8408000209 IE InSp Rept 50-220/04-12 on 040610-22 No vlolatlOhs 
noted Major areas inspected nonrad lol og lea I chemistry 
program. 1 nc lud i ng staffing h training, 0C of analytical 
measurements ti procedures 

ZIOULSKV.H . PASCIAH., W J Region 1. Office of Director 84/07/17 

3pn 25979 OIQ 24X Fiche 50-220,04/07/19.0408060204 


8407290329 IE Info Notice 04-97, "Opefating Eiperience re Molsturo 
Intrusion in 8afety-Rr la t ed Electrical Equipment at 
Commercial Power Plants " 5vc list enc 1 

JORDAN. E I Division qf Emergency Preparedness tt Englnoerlng 
Response (Post 030103) 04/07/27 Consolidated Etlison Co of Now 

York. Inc ll9pp 29069 047 24 X Fiche 90-000.04/07/27.8407250229 


0400230226 Forwards IE Insp Rept 50-220/B4-10 on 040611-15 6 notice 
of violation 

MARTIN. T T Division of Engineering tt Technical Programs 84/00/01 

MODTEN, U <3 Niagara Mohawk Power Corp 2pp 26213 329 S4X 

FI the 90-220.84/00/01.8408230226 


6400170079 Ihforms of review of B40610 8t 11 QA program description 
changes Changes acceptable Concerns in unrevised portions of 
program noted 

MARTIN. T T Divisinti of Engineering b Technical Programs 04/00/09 

HOOTEN. B J Niagara Mohawk Power Corp Spp 26JJ9 022 24X 

Fiche 90-220,84/00/09.0400170079 


6400150229 Summary of 04071B meeting w/utils in QethesdarMO re ECCB 
evaluatien methadalogy for DWR-2 applications Agenda tt 
vieugraphs enc 1 

LOHBARDD. J J Operating Reactors Branch 9 84/0B/14 Operating 

Reactors Branch S 22pp, 26066 040 24X Fiche 50-000,04/00/14, 

0400150327 


6400160367 Forwards "SER. Evaluat Ion of Turbine Missile Protection,'* 
per 800619 commitment Safe shutdown capability would be 
maintained if turbine missile generated 

MANOANrC V Niagara Mohawk Power Corp 84/08/14 VABeALLO, D 0 
Operating Reactors Branch 2 Ip 26091 237 24X 

Fiche 50-220,84/08/14.0400160367 


-0400160372 "SER. Evaluation, of Turbine Missile Protectlan *' 

s Niagara Mohawk Power Corp 84/07/31 4pp 26091 238 a4X 
Fiche 50-220.04/06/14,8408160367 


40020(5275 Generic Ltr 04-20 to all licensees of operating reactors Ic 
applicants for OLs re scheduling guidance for licensee 
submittals qf reloads that involve unrevlewed safety 
questions Bve list end 

EIEENHUT.D 0 Division of Licensing 04/00/20 Consol Idated 
Edison Co of New York. Inc I7pp 26276 244 24X 

Ficho 50-000.04/00/20,0408200275 


0408300035 Forwards application for amend to License BPft-63, chano Ing 
Tech Specs re containment leak test program Application 
suppls 031101 amend request 

MANGANi C V Niagara flohauk Power Corp 84/08/27 VABSALLQ. D B 
Operating Reactors Branch 2 Ip 26306 020 a4X 
Fiche 50-220, 04 / Oa/27 . 040630003 5 


— B40B300037 Application for amend to License DPR-63. chanp Ing Tech Specs 
to revise containment leak test pnjjram 
HANCAN, C V Niagara. Mohawk power Corp 04/00/27 apo 
26306 029 24X Fiche 50-220,84/06/27,0400300035 


— Q4Q023O23O Notice of violation from insp on B406il*-15 List of 
rocotnmond ed emorgoncy preparedness progiam improvements 
end 

* Region 1, Office of Director 84/07/31 2pp 26213 331 24X 

Fiche 90-220, 04/08/01. a40a230226 


—0400230235 IE Insp Rept 50-220/04-10 on 840611-19 Violation noted 
failure to conform to environ surveillance requit aments for 
maintolnlng meteorological monitoring equipment 

HAVfXHUnBT, J , COMEN, I , CRACKER. H N Ruglon 1, Office of Director 
04/07/31 6pp 96213 333 24X Ficho 50-220,84/00/01.8400230226 


D40Q010333 IC Info Notice 84-99, '^Deliborato Circumventing of Station 
Health Physics Procodures “ 9vc list oncl 

JORDAN. E C Division of Emergency Preparedness & Enginoorlng 
Resjinnse (Post 0301031 84 / 00/06 Consolidated Edison Co of Now 

York. Ihc 05pp 26060 001 24X Fiche 50-000.84/00/06,6400010333 


8408010337 IC Info Notice 84-60. ‘'Falluro of Air Purifying Respirator 
niters to Moot Efficiency Requirement ■' Sve list enc I 
JORDAN. E L Dlvlolnn of Emargencij Preparedness & Engineer Ing 
Response (Post 0301031 84/00/06 Consolidated Edison Co of New 

York, Ihc I23pp 26067 150 24X Fiche 30-000, 84/08/06,0408010337 


0408070120 It Info Notice 04-6L, "Over e eposuro of Diver in PWR 
Refueling Cavity ” 8vc list end 

JORDAN. E L Division qf Emergency Proparodneas Engineering 
Response (Post 0301031 04/00/0(3 Consolidated Edison Co of New 

York, Inc iBGpp 26129 110 24X Fiche 90-000,84/00/00.0408070120 


8408070376 IE Info Notice 84-62. *'ThcTapy Ml sadmih 1 strations to 
Patients Ondorgolng Co-60 TeJethorapy Treatments ’* Sve 
llfti enc 1 

GRACEiJ N Division of QA, Safeguards t> Inspection Programs (Post 
830103) 84/08/10 Consolidated Edison Co of Now York, Inc 

129pp 26130 001 24X Fiche 50-000.84/00/10,8408070376 


Q400100009 IE Info Notice 84-63, "Defective RHR Replacement Piping " 
0VC list end 

JORDAN. E U Division of Emergency Preparedness &< Engineering 
Response (Post 8301031 04/08/13 Consolidated Edison Co of New 

York. Inc U9pp 26197 218 24X Fiche 50-000.84/00/13.0408100009 


[ 
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04OaiOOO3H IE Info Notice 04-^4. "QWR UPC 1 Initiation Seal -In t< 
Indication ' Sve list enci 

JCHDrtN. E L Division of Cmergencij Preparedness t. Engineering 
Response (Post B30103) 84/00/15 Consolidated Edison Co of New 

York. Inc 104pp 26190 0?3 24/ Tiche 50-000,04/08/15.0400100030 


0400100021 IE Info Notice 04-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list enc 1 

JORDAN. E L Division of Emergency Propai edness 6 Engineering 
Response (Post 030103) 04/00/16 Con$olidated Edison Co of New 

York. Inc llBpp 26198 001 24X Fiche 50-000.04/00/16.0408100021 


0408100055 IE Info Notice 04-66. "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Tram " Sve list one 1 
JORDAN. C L Division of Emergency Pieparedness It Engineering 
Response (Post 030103) 84/08/17 Consolidated Edison Co of New 

York, Itic I20pp 26276 001 24X Fiche 50-000. 04/08/ 1 7, 8400100055 


8408200245 Ac k receipt of 040731 1 tr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-520/00-11 

martin. T T Division of Engineering h Technical Programs 04/00/20 

HOG TEN. a G Niagara Mohawk Power Corp 2pp 26262 001 24X 

Fiche 50-220. 84/08/20. 8408200245 


— 0400280240 Responds to NRC 1 tr re violations noted in Insp Rept 
50-220/80-11 Corrective actions addi supervisory L technical 
personnel added to radiation protection organiiation & 
respiratory protective equipment procedures revised 
UEMPGES. T E Niagara Mohawk Power Corp Q4/07/3I MUR LEY. T E 

Region 1. Office of Director Spp 26562 003 24X 

Fiche 50-220, 04/08/20. 8400280245 


8400210142 IE Info Notice G4-68. "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " SVe list end 
JORDAN. E L Division of Emergency Preparedness & EnginesTing 
Response (Post 830103) 84/08/21 Consolidated Edison Co of New 

York, Inc lISpp 26329 008 24X Fiche 50-000.04/08/21.0408210142 


R Periodic operating reports tt related correspondence 


8408020115 Forwards revised rept of operating experience of monthly 
operating rept for Jul 1983 

LEMPOE3. T E Niagara Mohawk Power Corp 84/07/26 Director's 
Officer Office of Inspection and Enforcement Spp 25892 264 24X 

Fiche 50-220.04/07/26.8408020115 


— 8408020119 Revised operating exporionce reptimonthly operating rept for 
Jul 1903 

ROMAN,! W Niagara Mohawk Power Corp 83/07/3J 4pp 25092 266 
24X Fiche 90-220.84/07/26.8408020115 


S Reportable occurrences, LERs Sc related correspondence 


8408240340 Part 21 rept re presence of Lackite-242 In CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported on 040413 New thread locking devices investigated 
SHERWOODi 0 0 General Electric Co 84/04/13 DEYOUNG. R C 
Director's Office. Office of Inspection and Enforcement 3pp 
26222 256 24X Fiche 50-000.84/04/13,0408240340 


8408030201 LER 04-Oii-OO on 040603. scram occurred when reactor mode 
switch changed to shutdown Caused by Improper connection on 
reactor protection sys (RPS) Channel il RPB channel removed 
it checked tJ/04O7O2 1 tr 

RANDALL. R . LEMPOEBi T E Niagara Mohawk Power Corp 04/07/02 3pp 
25917 119 24X Fiche 50-220.84/07/02,8408030201 


8408000259 LER 04-013-01 on 840614. during tes ting. three main steam line 
solenoid actuated relief valves failed Two valves stuck 
open Caused by seat leakage Maint performed On 840617. three 
valves leaked again W/B40727 Itr 

RANDALL, R I LEMPGCS. T E Niagara Mohawk Power Corp 04/07/27 4pp 
29974 337 24X Fiche 50-220.84/07/27.8400000259 


0408000483 LER 04-014-01 on 040617. during startup U re-testing of main 
steam line solenoid-actuated relief valves, one valve stuck 
open it three indicated seat leakage Reactor shut down Ik 
maint performed All valves operable on 840622 W/840727 Itr 
RANDALL. R , LEMPOES. T E Niagara Mohawk Power Corp 84/07/27 4pp 
25975 181 24X Fiche 90-220.84/07/27,8408000403 


8408200535 LER 04-009-00, on 040713. loss of plant process computer 
caused each Acurex channel to become inoperable Channels 
disconnected from computer Ik manually restored to operable 
status Software changed to avoid future error W/040013 Itr 
RANDALL. R . MANOAN. C V Niagara Mohawk Power Corp 84/08/13 3pp 
26139' 024 24X Fiche 50-220.84/08/13,0400200535 


8400310186 Part 2i rept re toros-tp-reac tor bldg vacuum breakers Memo 
of 040820 telcon reporting equipment quality & separation of 
controls to butterfly valves enc I OE lacks technical info to 
adequately e,/aluate condition 

VILLA. R General Electric Co 84/08/21 ROSSI. C E Director's 
Office Office of Inspection and Enforcempnl Opp 26318 327 24X 

Fiche 50-000,84/00/21.0408310186 


X Onsite Storage of Loo Level Waste 


0408230217 Forwards certificate re pollution control facilities for 
NRC signature per ln*-ernal Revenue Sve roquiroments Info re 
raduiaste solidification t, storage b Idg,. rad i oac 1 1 ve solid 
waste U spent fuel storage end for approval 

flANGAN, C V Niagara Mohawk Power Corp 04/08/21 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 7pp 36207 270 
24X Fiche 90-220.84/00/21.0400230237 


DOCKET 50-223 UNIV OF LOWELL RESEARCH REACTOR 


P Operating license stage documents 6 correspondence 


8408060369 Informs of etpiration of License R-125 on 9SO420 outlines 
procedures for preparing roneu/al application Copy of Unlv of 
Virginia renewal application enc 1 for guidance 

THOMAS, C 0 Standardiiafclon 6 Specie! Projects Hraiic h B4/07/30 
DEOHIAN. L Lowell. Urttv of, Lowell. MA Spp 25951 238 24X 

riche 90-223.84/07/30,8400060369 


DOCKET 50-229 RPI CRITICAL EXPERIMENT 


F Security, medical, emergency t fire protection plans 


0400070097 Forwards request for addl info re B40206 proposed revised 
emergency plan. per 10CFR50. App G requ Irement s. Rev t to Reg 
Guide 2 6 S. ANSI/ANB-15 l6-t982 Response requested within 
60 days of Itr receipt 

THOMAS. C 0 Btandardiiation 6 Special Projects Dramch 04/07/30 
HARRIS. DR Rensselaer Polytechnic Institute. Troiji NY Spp 
25995 241 24X Fiche 30-223.04/07/30.0408070097 


DOCKET 30-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F Security, modlcal, emergency it fire protection plans 


S404040169 Forwards exeTcisc repfcs for LaSalle It Dresden offsite 
radiological emergency preparedness exercises conducted 
820414-15 U 0629-30. respectively 

KRIMM. fl W Federal Emergency Management Agency P4/03/26 
JORDAN. E L DlvlBlon of Emergency Preparedneas fc Engineer ing 
Response (Post 0301031 Spp 220B3 122 24X Fiche 30-000.04/03/26. 

B404040169 


0400140139 Forwards listed revs to security plans Revs address fence 
height requirements Revs withheld (ref 10CFR73 2t> 

FARRAR. D L Commonwealth Edison Co 84/08/03 Region a, Office 
of Director ip 26044 232 24X Fiche 30-000.84/00/03,8 400140139 


8400130401 Responds to 040705 clarification of info re util means of 
satisfying annual regulatory requirement to review emerfency 
action levels w/offsita emergency support arganl latlont Info 
acceptable 

PAPERIELLO. C J Region 3. Office of Director 04/00/07 REED, C 
Commonwealth Edison Co Ip 26010 130 24X Fiche 50-000,84/08/07. 

Q40B130401 


— 0403130413 Responds to 040604 Itr re means for satisfying requirements 
of lOCFROOrApp E. Paragraph IV R Proposal for satisfying 
requirements to review emergency action levels by offsite 
agencies clarified 

FARRARiD L Commonwealth Edison Co 04/07/05 PAPER lELLO, C J 
Region 3. Office of Director 8pp 26010 131 24X 

Fiche 50-000.84/00/07,0400130401 , 


0400130289 Forwards FR notice of environ assessment & finding of no 
significant impact re 840405 26 requests for exemption of 

state & local govt par tic Ipatlon in 840605 exercise 
PAULBON. W A Operating Reactors Branch 9. 04/OS/iO FARRAR. D L 
Commonwealth Edison Co 8pp 26010 262 24X Flcha 30-01 0. 04/09/ ID. 

0408130289 


— 0400130290 Notice of environ assessment Ik finding of no significant 
Impact ro exemption from requirements of 10CFR50. App E 
re state local govt part ic Ipa tion at 040603 exercise 
EISENHUT, D, 0 Division of Licensing 84/08/10 4pp 26010 264 
24X Fiche 30-010,84/00/10.8408130289 



DOCKETED ITEMS 


140397 Foruj^rds s'jn-ifhary of Ap«p R r e - e r i f j t a 1 1 or metr-o d o 1 -og y !' 
atuSipcr a40A27 cor^^^ll^nent ^ 0 subinit results of hot 
Jtdoun portion of fire piotectioiv progiam inrtependert 
^ieuj U/2Q 0’'Br5iie iJrai^lngs Aperture cards in PCiR 

7nAR. D L CoriTiorwealth Edison Co 04/OQ/tO CrErJTON, ft R Office 
Nuclear Reactor Regulaticrir Director 222pp 2604'9- O?^ 24< 

Che 50-237, S4/0B/10i 0408140397 


300201 Advises that 040303 Rfev 15 to physical security pl<in 

nstatont u/prcvisians of lO-CFRSO 54(pl h acceptable 

EUSQN, W L Region 3, Office of Director 04/00/14 FAnRAR. D L 

mnonuea Ith Edison Co 2pp 2d»l33 023 24X Fiche 50-010,84/00/14, 

08200201 


210001 Forwards exenptian from certain requirements of Eectioh 
F 1 of App E to 10CFH50 for Dresden S40605 emergency 
eparednesi eiercise u/o Pull-5calo participation by state 
local govts in plume atposure pathway 

lULSON, W A Operating Reactors Branch 5 04/00/14 FARRAR, D L 

mmonuea I th Edison Co 3pp 26l3j 320 24X Flchc 50 - 01 0, 04/03/ 14 

0B21OOO1 


fO021OOOS tiEomptlon from Section IV F 1 of App E to lOCFROO requiring 
full-scalo emsr gene y preparedness exercise at least 
annual 1 y . i nvo 1 V i ng participation of state t/ local govts 
uithin plume exposure pathway emergency planning tone 
EISEhlHUT.D Q Division of LlcensiTig 84/00/M Commonwealth 

Edison Co 3pp 26101 323 24X Fiche 50 '0 10, 84/08/ 14, 3400210001 


2302Q3 fleuised emergency plan implementing procedur es, m c lud i ng 
‘IP 100-C3 re generating station emergency plan log, 
iplactng record of generating station emergency plan 
tivitles form W/a40920 1 tr 

'QTT.D J Comnonweal th tdison Co 04/08/20 DENTOM, H R Office 
Nuclear Reactor Regulation, Director &7pp 26207 295 24X 

Che 30-010, 04/00/20. B40&2302a3 


Iperating license stage documents h. cot r espondence 


3060425 Notification of 34O0O?-iO meetings u/uti Is, NJTECH> F t ank 1 In 
Bsearcb Ctr & QNL in San Jose.CA to discuss comments 
nsulting from post- impiementa 1 1 on review re p ) ant-un iqua 
nalysis repts 

EVAN, R D , RODNEV.V L , THADANI, M C Operating neactors Hrancb 2 
1/07/31 VASSALLO, 0 B Opeiating Reactors Qrancb 2 Ip 
3937 335 24X Fiche 50-000, B4/07/31 . 8408060423 


B070099 Forwards Generic Ltr 34-13. “Tech Specs for Snubbers," 
mitted from 340503 ltr ♦‘o all SEP licensees NffC position 
hat Issue of Tech Specs for snubbers will be resolved on 
eneric basis restated 

RUTCHFIELD, D Assistant Dii'ector for Safoty Assessment 04/07/31 
AV. J A fankee Atomic Electric Ca CDUNSIL, W 0 Connecticut 
ankee Atomic Power Co CQUNSIL, U O Northeast Nuclear Energy Co 

subs of Northeast Utilities! 4pp 55753 227 24)C 

iche S 0-000, 34/07/31, B4 08070 099 


0150113 FoTwarde reformatted Tech Specs improving legibility 
arsat i 1 i ty, per request W/o entl 

YDAK. 0 CommonwHa I th Edison Co Q4/08/DI OENTON, H R Office of 
uclear Reactor Regulation, Director ip 26066 351 24/ 

iche 30-237,04/08/01,0408150113 


'8060276 Fqruards revised Tech Spec changes to Licenses DPR-19 
'PR-25, subm i t ted an 04061 1 Tisch Specs revised into new 
ormat, incorporating NRC comments w/o changing technical 
onten t 

YOAK.B Coflinonwea 1 th Edison Co 34/06/02 DENTON, H R Offlcn of 
fuclear Reactor Regulationr Director “Jpp 25933 223 aqx 
iche 50-237, 04/08 / 03, B 4 08060276 


[408060200 Proposed Tech Spe c s, revi s Ing format to incorporate NRC 
comrnenta w/o changing technical content 

* Commonwealth Edison Co 04/00/02 aopp 25933 226 24X 

Flcfie 50-237, 04/ Oa/02, 0408060276 


[8070110 Generic Ltr 04-19 to all licensees of operating reactors, 
'PPlicants for OLs 6 holders of CPs re availability of 
uppl I to N(JREt3-0?33i "Prior i ti Ja t Lon of Ocnerlc Safotu 
ssuBS '■ Sve list end 

ISENHUT.D •G Division of Licensing 04/00/06 Consolidated 
dison Co of New York, Inc IBpp 26129 238 b 4X 
iche 50-000,84/00/06,0400070110 


10090317 Faruards monthly status re-pfc re plant-spec IPit backfUtiny 
^1*1904** operating reactors U license applicants for 

^ Operating Reactors Assessment Branch 04/09/06 
IDLAHAM, G h Operating Reactors Assessment Branch iGpp 
'599J 350 24X Fiche 50-000,84/00/06,6400090317 


04001 bOi'6fr Fo-i'uards Amends 9^ ’ 7*^ ro 1 i c ense 5 DPR-19 i I>PR-2*j 

respectively Amends consist ot refur mooted Tect, Spe>c& to 
provide Clarity 

PAULSfJN.W A Operating Reactors II ranch 3 04''O0/u6 FaRRaR, n L 

Cnmin-oiiwea I th Edison Co 3pp 2609? 199 2 1 >< f i C h ,* 50-^37,84/08/06, 

G40GW)006d: 


• -84001600'^0 Amends 82 75 to Licenses OPR-19 DPR -35 , r e s p ec 1 1 ve 1 y , 

consisting of ref oma I ed Tech Specs 

PAULSON, W A Qpeiatitig neac*^urs Drench t> 8*1/03/06 600pp 

26072 192 24X Fiche 50-2 J/, 04 / OB/06, 04001 60062 


0408160345 Advises that Oa piogrem applicable tc all n'jLlear q enorot itig 
6ta‘^inns r, satlsfi-es provisians <> f 10CFR71 Fee remitted 
per lOCFHl^o 3l 

FARRAR, D L C onnonwea 1 r h Edison Co 94/09/06 Office of Nuclear 

Haterial SiFoty t> Siaf eguarets , Dir ec tor Jp 26092 104 24k 

Fichc 50 -000, 04/00/06, 0408160345 


04081/0017 Notifies Of Class I 1. H tees due for Q4061 l Tech Spec 
change request Fee will be adjusted if appropriate 
DIGS6,R N License Fee HanagemehL IN anch 04/00/10 f ARRAfl. 0 L 
Comnnhwea I th Edison Co Ip 26135 344 24X Tiche 50-237,04/00/10, 

0405470017 


0408270114 Fiovldes ^upplonental response to OcneTic Lti 0J-36, 
■'NUREG-073/ Tech Specs '* Hods to Quad Cities radiological 
ETS will not be coftiplete until Fall l9B4 Camplote response 
w/amend requests eipected by B41115 

AUE/ANDER, G L CofvnDnueal th Edison Co 94/08/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Dirertoi 2pp 26247 310 
24X riche 50-000,84/09/15.0400270114 


B4002002/5 Generic Ltr 04-20 to all licensees of opeiating j eattnrs t 
applicants for QLs re scheduling guidance for licensee 
submittals of reloads that involve unrevi rued safety 
questions Bve list gne 1 

ElEEriflUT, D 0 Division of Lie cn Si tig 04/08/20 Cunsu 1 i doted 

Edison Cq of New York, Inc I7pp 26276 244 24X 

Fltho 50-000, 04/03/20, Q4082O027& 


0408310211 forwards final lesponsc to Second 6 final ^el of question*! 
re Hark I c ontn innient plant-unique analysis 

RYfiAK, Q Commonwealth Edison fe 84/00/2*1 DENTON, H R Office of 
Nuclear Rpac boi Regulatiait, Director 37pp 26310 072 24< 

Fiche 50-000,94/09/24, 0408310211 


8408300102 Forwards corrected pages to 840806 Amends 02 75 to 

Llconbes DnR-19 6 DPIl-25. r espec t i vo I y 

RmULRON, U A Operating Reactois Oranch 5 84/08/27 FARRAR. 0 L 

Commqinjeal th Edison Co 2pp 26306 J35 24X Fnlio 50-237,84/00/2/, 

040fn00l02 


— 840030011 1 Carr ec tod pages to Amands 02 V 75 tn Li-c.en<>es DPR 19 
I)i*ll 25, I espoc t i VC 1 y 

PAUl BON, M A Operating Reactors Dianch 5 84/00-/2/ 3pp 

S6106 13/ 24X Fiche •iO-237. 84 /00/27, D-lOO^OOl 02 


Q Inspection reports. It nulietiiis 6 torrosp ondenco 


Q4000302S1 Ack receipt of 840622 ltr infoTming NRC of steps takoii to 
conoct violations noted in IE Insp Repts 50-010/84-05, 

50-a3//O4~D7 & 30-249/04-06 

PARETRIELLO, C J Region 3, Office of Dn actor 04/0// 10 REFD.C 
Communwea ] til Edison Co ip 2391/ 226 24X Ftchv 50-010, 84/0// 10, 

0408030251 


- -0400030252 Responds *^0 NRC 040524 ttr re violatiuris noted in It Insp 
Repts 50-010/04-03. S0-2:3//O4-O7 ti 50-249/84-06 Corrective 
actions sludge roTnoved from Toledo Jollot facilities 
burvey of snmpi* found no residual activity 

FARFIAIL D U Comnonwea 1 th Edioen Co &4/06/22 KEPPLEH.U 0 
flsgion 'J> Office of Dlroctor 4pp 25917 227 a4X 
Fichu 30-010, 84/07/10, Q40a03023i 


0407250,^39 IE Info Notice 04-57, "nperating Experience rc Moisture 
Intrusion in Ba f ety-Ro 1 a ted Electrical Cquipmetit at 
Commercial Power Plants " Gve list end 

JORDAN i E I Division of Emergency Proparodness 6 Engineering 
nespoiiGe <Post 830103) 84/07/27 Cansolibated Edison Co of New 

York, Inc 119pp 25063 047 24X Fiche 50-000, 04/07/27. □407?502a9 


Q408070066 Notifies t>f B40B23 meeting w/util at Peg inn III ofc to 
review findings of 8ALP assessment ro util performance 
Cnctiurages rngt rop r osontati on to nrisure mutual understanding 
of issues findings prosentad by NFIC 

NORtLTUS.C C Region 3, Office of Director 04/08/03 REED, P 
Commenweal th Edison Co 2pp 25949 337 24X Fiche 50-000,84/08/03, 

D40U0/0066 



DOCKETED ITEMS 


35 


□40QD70401 Informs th^t oeu sgs of k nou^lodg mg Te».eipt of licensee 
correspondence le tioncompliisnce found during insp 
l rst 1 foted- e f f oc t ive 340920 PiepTinteii foim uii 1 I be used 
rather than 1 tr 

KFPPLLR. J G Region J, Office of Directoi 04/Of)'O3 

Commonuiea I tr> Edison Co 3pp 25942 IQO 24X Firhe 50-000, 34/00/03. 

S408070401 


0409010333 IE Info Notice 84-59, 'Deliberate C i rctJ(n''ent ing of Station 
Health P’hgsics Procedures " Sve list end 

JORDAN, E L Division of Emergency PloparedncsB ^ Engineering 
Response ^Post 830103) 84/03/06 Consolidated Edison Co of New 

Vork, Inc 8Spp 2606S 001 24X Fiche 50-000,04/03/06,3408010333 


0403010337 IE Info Notice 84*60, "Failuie of Air Purifying Respiiator 
Filters to Meet Efficiency Requlromenl ' Sve list enc I 
JOFIDAN, E L Division of Emergency Pt eparedness {, Engineering 
Response (Post 030103) 84/00/06 Consolidated Edison Co of New 

York, Inc ia3pp 26067 153 24X Fiche 50-000.84/08/06,0400010337 


0400070120 IE Info Notice 94-61, '’Overexposure of Diver in PUR 
Refueling Cavity ’’ Sve list end 

JORDAN, E L Division of Emergency Prepai edness 6 Englnoering 
Response (Post 630103) 34/00/00 Consolidated Edison Co of Noui 

York. Inc laOpp 26129 110 24X Fiche 50-000,84/00/00.8400070120 


8408140344 Confirms 040003 plans to meet w/util on 040907 in 
(?lpn Ellyn, IL to discuss regulatory improvement program 
NORELIua, C E Region 3, Office of Director 04/00/08 REED. C 
Commonwealth Edison Co 2pp 26041 050 24X Fiche 50-000.84/08/00, 

0406140344 


8408150090 Suppls 040711 response to IE Bulletin 04-02 re visual insp 
during monthly functional tests to verify proper contact on 
reactor trip sys 8. primary containment isolation sys relays 
Exemptions requested for listed relays 

ALEXANDER,© L Commonuea I th Edison Co 84/00/00 KEPPLER, J G 
Region 3. Office of Director 3pp 26067 053 24X 

Fiche 50-000.84/00/08.0408150090 


B4O03OO3J1 Suppls response to IE Dulletln 04-03 te failure of OE Type 
HFA relays Exemption requested from commitment for visual 
insp verifying proper relay contact during monthly 
functional check for listed relays 

ALEXANDER. G L Cornmonuealth Edison Co 84/00/00 KEPPLER. J 6 
Region 3. Office of Director 3pp 26132 310 24X 

Fiche 50-000.04/00/08.0400200331 


0408300095 Forwards Insp Repts 50-010/04-10,50-237/04-12 It 50-249/84-H 
on 040618-0/26 6 notice of violation 

SHAFER. K D Region 3. Office of Director 84/00/00 RCED, C 
CommonweaUh Edison Co 2pp 26307 201 24X Fiche 50-010.04/08/00, 

8400300095 


— 0406300099 Notice of violablon from insp on 040613-0/26 

SHAFER, W U Region 3. Office of Director 04/00/08 Ip 
26307 203 24X Fiche 50-010.04/00/00,0408300095 


■8400300108 Insp Repts 50-010/04-10.50-237/04-12 I, 50-249/84-11 on 
840610-0726 Noncompliance noted Inadequate corrective action 
taken in roaponsQ to Tech Spec violation re open submarine 
door in Unit 2 reactor bldg 

TONGUE. T M . STASEK. 0 , ANDERSON, C D Region 3, Office of 
DiroctOT 84/00/07 llpp 26307 204 24X Fiche 50-010.84/08/03. 

8408300095 


0408070376 IE Info Notice 04-62. "Thorapy Mi sadml n I strati ons to 
Patients Undergoing Co~60 Tolethorapy Treatments " Sve 
list end 

GRACE. J N Division of 0A. Safeguards 4c Inspection Progi ams (Post 
030103) 84/08/10 Consolidated Edison Co of New York. Inc 

125pp 26130 001 24X Fiche 50-000,84/08/10,0400070376 


B40B160139 Ac k receipt of 040730 Itr informing NRC of steps taken to 
correct noncompUanco noted in IF Insp Repts 50-OJO/B4-09. 
50-237/84-11 4. 50-249/04-10 

BHAFERiW D Region 3. Office of Director 04/08/10 REED. C 
Commonwealth Edison Co Ip 26092 040 24X Fiche 50-010,84/08/10. 

8400160139 


— 8408160145 Responds to NRC 840703 Itr re noncomp 1 ianco noted in IE Insp 
Repts 30-010/04-09.50-237/84-11 h 50-249/04-10 Corrective 
actions special procedure for testing automatic function of 
master pilot valve incorporated into existing Cardox sys 
FARRAR. D L Coranonwealth Edison Co 84/07/30 KEPPLER, J 0 
Region 3. Office of Director 3pp 26092 041 24X 

Fiche 30-010, 84/00/10. 0400160139 


0408100009 IE Info Notice 84-63. “Defective RKR Replacement Piping “ 
3vc list end 

JORDAN. £ L Division of Emergency Preparedness 4c Engineering 
Response (Post 830103) 84/00/13 Consolldafeod Edison Co of New 

York, Inc 119pp 26197 218 24X Fiche 50-000,84/08/13.8408100009 


0400100030 IE Info Notice 84-64, ''BUR HPC I Initiation Seal-ln 4. 
Indication ‘ S''c list end 

JORDAN, E L Division of Emergency Preparedness 4- Engineering 
Response (Post 030103) 84/00/15 Consolidated Edison Co of New 

/ork, Inc 104pp 26193 093 24X Fiche SO-OOO, 84/00/ 15, 0400100038 


0408100021 IE Info Notice Bl-aS. "Underrated Fuses Inlhich May Adversely 
Affect Operation of Essential Electrical Equipment " Bve 
list enc 1 

JORDAN. E L Division of Emergency Preparedness It Engineer ing 
Response (Post 030103) 04/08/16 Consolidated Edison Co nf New 

York, Inc llflpp 26190 001 24X Fi c he 50-000, 04/08/ 16, 840810002) 


BIOBlGOOSS IE Info Notice 04-66, 'Undetected Unava i 1 ab 1 1 1 ty of 
Turbine-Driven Auxiliary Feedwater Train " S*'c list end 
JORDAN. E L Division af Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/08/17 Consolidated Edison Co of New 

York. Inc I20pp 26276 001 24X Fiche 50-000 □4/00/17,8403100055 


04O8140S0G IE Info Notice 84-67. "Recent Snubber Inservice Testing H/ 
High Failure Rates *' Sve list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) B4/0G/17 Consolidated Edison Co of New 

York, Inc 122pp 26276 122 24X Fiche 30-000,84/08/17,8408140208 


8400210142 IE Info Notice 04-60. "Potential Deficiency In Improporly 
Rated Field Wiring to Solenoid Valves " Sve list end 
JORDAN, E L Division of Emergency Preparedness 4< Engineering 
Response (Post 030103) 04/00/21 Consolidated Edison Co of Mew 

York. Inc liSpp 26329 008 24X Fiche 50-000. B4/0B/21. 84002101 42 


R Periodic operating reports 6 related correspondence 


8400300368 "Rept of Radioactive Effluents." Jan-Jun© 1984 W/040813 Itr 
3C0TT, D J Commonuealth Edison Co 04/06/30 KEPPLER. J 0 Region 
3, Office of Director I7pp 26308 1/2 a4X Fiche 30-0 1 0, 84 /06/ 30, 
8408300368 


04OQ13O271 Monthly operating repts for Jul 1984 W/3408D3 Itr 

aCHROEOER.D A . SCOTT. D J Commonwealth Edison Co 84/07/31 20pp 
26006 342 24X Fiche 50-237,84/07/31,8408130271 


S Reportable occurrences. LERs ?< related correapondcrc c 


0408240348 Part 21 rept re presence of Loctlte-242 In CRD liyiiraullc 
control unit scram pilot solenoid valve plunger Initially 
reported on 040413 Now thread locking devices investigated 
SHERWaOD. G 0 Ooneral Electric Co 04/04/13 DEVDUNO.R C 
Director's Office. Office of Inspection and enforcement 3pp 
26222 256 24X Fiche 50-000, 04/04/ 13. 0408240340 


8400130330 LER 84-012-00 on 840709. reactor scrammed Caused by 
Instrument mechanic mistakenly turning reactor protective 
sys Channel 0 instead of Channel A hydrngon addition s(jitch 
to off W/G40B07 Itr 

WDvITULCWICZ, T , 3C0TT. D J Commonwealth Edison Co 84/07/17 3pp 
26010 325 24X Fiche 50-237.84/07/17,0400130330 


B40Q060100 LER 04-0i0-00 on 040626, dur ing 3 tar tup. feeder breaker 
position in control room lost an breaker at bus 2? uhleh 
feeds MCC 20-7 29-7 Breaker inadvertently tripped Caused 

by loose wiro Operator training conducted W/04O7a4 Itr 
DERGAN. 0 W . SCOTT. D J Cammonwealth Edison Co 04/07/24 4pp 
23936024 24X Fiche 50-237.04/07/24,8408060100 


0400060203 LER 04-OO7~OO on 040620. dur i n g hot standby, fuse 2330-702 
removed . causing loss of automatic control for LPC I/«omponont 
cooling water sys HX delta p Caused by wiring sys using xatne 
fuse circuits W/040723 Itr 

COYLE, L . 3C0TT, L Commonwealth Edison Co 04/07/25 3p p 
25933 199 24X Fiche 50-237.04/07/23,8400060203 


8400060293 LER 84-011-00 on 840705. severe 1 mechanical penetrations 
found not sealed Fire uatch established Penetrations sealed 
w/ceraf Iher << vlmasco W/040726 Itr 

MERRITT, a , 8C0TT, D J Commonwealth Edison Co 84/07/26 3pp 
23936 083 24X Fiche 50-237.04/07/26,8408060293 


8408090032 LER 84-013-00 on 040627, dur Ing startup op aratlon. t Ime 
pumpdoun of drywell equipment 4c floor drain sumps not 
performed at proper time Personnel involved given addl 
training W/040002 itr 

SMITH. 0 L , SCOTT# D J Commonwealth Edison Co 84/08/02 3pp 
23992 136 24X Fiche 30-237.04/00/02,0400090052 


840B090151 LER 04-014-00, on 04OJO9. durl ng normal operatlonsi HPC I 
Turbine Trip Low Pressure Surveillance DI8 2300-3 performed 
late Caused by personnel error Addl training provided 
M/ 040802 Hr 

SMITH. 0 L , SCOTT, D J Commonwealth Edison Co 04/00/02 3p p 
25993 191 24X Fiche 30-237,84/00/02,0408090151 
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4&a3lD067 L£R Q4-006-01 on 040208- east LPC I corn'ftr roora suhmarinc dodr 
to torus basement: open L unattended Caused persunnei 
spror Personnel retrained W/B4O0O9 Itr 

LEAHY* rt * SCniT- D \J Conjno nuie a 1 th Edison Co 64/00/0^ 4pp 

26324 34^ 24X Ftche 30-237- 84/00/0'?- 04083 I 0067 


40B310063 LER 84'-OO0-Ot on 840530- dur i ng fire protection Tech Spec 
audit- lack ot Cardoi sgs tnaster valve test in autotnatic (node 
noted Surveillance procedure peYtsed to test valve in both 
manual *< automatic nodes W/a409l3 Itr 

HERRITT-S * BCQTT. D J Commonueal th Edison Co 84/08/13 4pp 
26334 352 a4!C Flche 30-237.04/00/13*8408310063 


1400240218 LER 84-013-00 on 040722. fl-ou bypass valve FV-l of electro 
hydraulic control sgs opened causin 4 turbine trip & reactor 
scram Caused by personnel error Investigation CQmTifttee 
convened to revieu> event W/840ai7 Itr 

COVLE.L , SCOTT. !> J Conmonue a I th Edigon Co 04/08/15 3pp 
36236 297 24X Fiche 30-237.84/09/13*0408240210 


?40923D077 Summary nf 040037 O'peratlng reactnr events meeting re 
occurrences since 840719 meeting List of attendees, 
significant aiernents E status of previous ass Isiimontg end 
CRUTCHFIELD* 0 Assistant Director for Safety Assessment 84/00/16 
EISENHUT. D 0 Division of Licensing 20pp 26233 249 24X 

FlchE 30-000*04/00/16.0408230077 


B4O03l'O'lB6 Part 21 rept re tor us-te-r eactor bldg vacuum breakers Hemo 
of S4DB20 telcon reporting equipment quality ^ separation of 
controls to butterfly valves encl 0 £ lacks technical info to 
adequately evaluate co-nd 1 tion. 

VILLA* R General Electric Co B4/0B/21 RDSBI.C E Director's 
Office* Office of Inspection and Enforceihent 3pp 26316 327 34X 

Fiche 50-000*84/08/21.0408310106 


V OperabOT Examinations 


840B14O373 Foruiards proposed rev to *’Requal if ication Program for 
Licensed Opera tor*. Sen I or Operators 5< Senior Operators 
CLlmlted in response to MUREG- 5737, i ten J A 3 1 
MARSHALL. JG C ommonuie a 1 tfi Edison Co 84/08/07 DENTON. K R 
Office of Nuclear Reactor Regulation. Director 2pp 26031 240 
24 )( Fiche 30-000*04/08/07.8408140372 


—•8409140589 ^^Requal if 1 c at i on Program for Licensed Operator s* Ben i or 
Operators L Senior Operators (Limited 1 

4 Gommonuealth Edison Co 04/07/39 lOpp 26051 242 24X 

Fiche 30-000,84/08/07*0408140372 


8408140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc, except info for oxaminars 
ITALKERiR D Region 3> Office of Director 04/00/10 Michigan. 
Unlv of( Ann Arbor, rtl Spp 26031 198 24X Flcbe 30-000, 

64/08/10* 0408140426 


DDCKET SO-244 ROBERT EMMET OlNNA NUCLEAR PLANT, UNIT i 


F. S«cuTlti|i medical, emergency h fire protection plans 


8408100043 Act receipt of B40720 Itr informing NRC of steps taken to 
carre'Ct violetions noted in IE Insp Rept SO-244/84-Oa 
MARTIN, T T Division of Engineering h Technical program* Q4/OQ/03 
KDDERi t? H Rochester Oas it Electric Carp ip 25990 191 24X 

Fiche 30-244. &4/0Q/O3, 0400100043 


'840B100056 Responds to NRC B40621 Itr re violations noted in lE Insp 
Rept 5O-244/a4~0B Corrective actions Procedure SC’'600 
ravleued & revised tq require individuals be retrained 
onnuallg In emergency response Function 

KOBERtR U Rochester Oas «< Electric Corp 84/07/20 MARTIN, T T 
Division of Engineering ti Technical programs 4pp 25990 192 
a4X Fiche 50-244,84/00/03.8406100043 


B4090B0029 Notification of 040813 (neetlno- w/utll in Bethesi]a,MD to 
discuss util alternative safe shutdown ay* proposal 
DICK. 0 F Operating Reactors Branch 5 84/0B/D6 PAULSON, N A 

Operating Reactors Branch 5 3pp 23962 003 24X 

Fiche 50-244*04/09/06,0400000029 


8408140161 Forward* Rev 0 to "Nuclear Emergency Response Flam'* 
incorporating offsite L onsite plan* ^ responding to mad* 
recommended in IE Insp Rept 30-244/03-33 

KDBERiR W Rochester Oas it Electric Corp B4/08/09 HURLEY, T E 
Region I, Office of Director Ip 26043 026 24X 

Fiche 50-244.04/00/09,0408140161 


0400140167 Rev 0 to "Nuclear Emergency Rsiponse Plan “ 

4 Rochester Oas & Electric Corp 84/07/31 170pp 26043 027 

a4X FUhe 50-244.04/00/09,0408140161 


B40G270252 Revised energency plan implementing procedures , inc 1 ud mg 
SC-lOO re event evaluat i on/ c 1 a as i f icat ion, SC-200 re 
emergency response organi lat lon/raspons ib » 1 1 ti es, SC-212 re 
site evacuation 6 SC-420 re ofrsite doses W/B4O022 Itr 
» Rochester fras Electric Corp 04/00/22 MURlEY, T E Region l, 
Office of Director I3*pp 26230 151 247 Fiche 50-244.84/00/22* 

6400270252 


0400300027 Summary af 040313 meeting w/util re 8401 16 submittal 
revising proposals for fire protection mods Util described 
changes to fire haiards analysis t. neu, info Agenda U list 
of attendees i»ncl 

DICh.O F Operating Reactors Branch 3 04/00/27 Operating 

Reactors Branch 3 4pp 26303 1B5 24X Fiche 50-244*04/00/27, 

0400300027 


0 Adjudicatory correspondence 


0400070420 Motion to tormlnate proceeding based on ML Slade Q40794 
uil thdraual of outstanding contentions No contentions remain 
to be heard or decided Proceeding should be terminated 
Certificate of Sve end 

VOIOT.H H Rochester Oas tt Electric Corp VDIOT.H H LeDoeuf. 
Lamb* Lelby 6 HacRae DSB 708 64/00/03 Atomic Safety and 

Licensing Board Panel Spp 25942 026 24X Fiche 50-244*04/06/03* 

8408070420 


0409130133 Status rept re discovery record t. suggested schedule for 
prehearing <« hearing ac tl vlt i es, per ASLB 840325 memorandum 8 * 
order Staff will not pursue discovery Certificate of Sve 
encl Related correspondence 

YOUKO. M A Hearing Branch 4 DSD 037 94/08/14 4np 26066 330 

24X Fiche 50-244,04/00/14*0400130133 


8408200507 Informs that as result Of ML Slade 040724 motion withdrawing 
outstanding cantentl on*, app 1 leant believe* schedule for 
further proceeding no longer appropriate Related 
corresp ond eneq 

VarOT. HH LeDoeuf* Lamb. Lelby & MacRae VOIGT. H H Rochester Oa* 
h Electric Corp D3B 151 04/00/13 GROSSMAN* H , COLE* R F * 

LUEDKE. C A Atomic Safety and Licensing Board Panel Spp 
26136 390 24X Fiche 90-244.84/00/19*0400300507 


J rnsurance ^ indemnity Information 


0408130129 Forward* Endorsement* 98 t 83 to NCLIA Policy NF-170 i, MAELU 
Policy MF- 47 , respect tvo ly 

OOLOCN.M P Marftt) L McLennan, Inc 84/00/10 SALTZMAN* J D 
Assistant Director for State & Licensee Relations 3pp 26066 355 
247 Fiche 30-244,04/08/10,0408190129 


0 Advisory Cammittes on Reactor Safeguard* mports L corrospondonc e 


0400030230 PropDted minutes of ACRB Extreme External Phenomena 040404 
mooting in Ha*h ington, DC re review of generic methodology 
for developing design basis severo wind* for SEP plants h 
specific applications for Oinna Nuclear Power Plant 
e ACR8 - Advisory Committee on Reactor Safeguards 84/03/17 
ACRS - Advisory Committee on Reactor Eafeguards 23pp 23890 120 
24X Fiche 30-244.84/09/1710406020250 


P Operating license stage docu-ments L correspondence 


8406070324 Forwards "Startup Physlrs Testing Program," per Tech Spec 
6 9 i l*as result of installation of 20 Nestlnghouse 
optimlied fuel aseembUes into Cycle 14 loading pattern for 
1904 

KDDER, n M Rochester Oas t< electric Corp 84/07/09 MURLEYi T E 
Region 1. Office of Director ip 29953 033 24X 

riche 30-244,84/07/09.6400070324 


— 8400070326 "Startup Physic* Testing Program " 

* Rochester Oa* tc Electric Corp 04/06/26 4pp 25933 034 24X 

Ficli 8 30-244, 84/07/09, 0408070924 


8408090273 Forwards notice of con* iderati on of issuance oP amend to 
License DPR-iB U proposed N0HC d eterminati on 5c opportunity 
for hearing re proposed increase In spent fuel pool storage 
capaci ty 

PAULBON, M A Operating Reactor* Branch 5 04/07/24 KOQEfi* R W 

Rochester Oas Ic Electric Corp 2pp 25994 184 24x 

Fiche 90-244, 84/07/24, B4O0O9O273 


— 8400090261 Notice of c on* idaration df issuance of amend to License 
DpR-10 tt propaftsd NShC determination L opportunity for 
hearing on util B404O2 & 0612 request* re spent fuel pool 
storage expansion 

PAULBON.N A Operating Reactor* Branch 3 04/07/24 1 9pp 

239'94 186 24X Flch e, 30-244, 04/07/24, 04OBO9O27S 
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8408070099 ForuJards Generic Ltr B4-13 j “Tech Specs for Snuhbers>“ 
omitted from 840303 ltr to all SEP licensees NRC position 
that Issue of Tech Specs for snubbers iiiill be resoWed on 
generic basis restated 

CRUTCHFIELDi D Assistant Director for Safety Assessment 84/07/31 
KAYi J A Yankee Atomic Electric Co KOBER* f? W Rochester Gas it 
Electric Corp UASKIN,K P Southern California Edison Co 4pp 
25935 227 24X Flcho 50-000,84/07/31.0408070099 


8408070248 ForiiJards application for uithholdlng & nonpr opr 1 e tarij it 
proprietary versions of revised DNDR licensing basis for 
steam break analysis at roduced pressure W/o nonpr opn etary 
version Enel withheld (ref 10CFR2 790) 

KODER. R U Rochester Oas Sc Electric Corp 84/07/31 PAULSON. U A 
Operating Reactors Branch 5 2pp 25948 110 24X 

Flche 30-244. 84/07/31, 8408070240 


--B40B070257 Rec^uests ulthholding of proprietary revised DNBR licensing 
basis for steam break analysis at reduced pressure Enel 
withheld (ref 10CFR2 790) 

WIESEMANN, R A Uestlnghouse Electric Corp 04/07/20 
CRUTCHFIELD, D Operating Reactors Branch 5 llpp 23948 112 
24X Fiche 30-244, 04/07/31 , 8400070248 


84080702S1 Forwards Amend 62 to License DPR-lB Sc safety evaluation 
Amend revises Tech Specs to limit working hours of staff 
performing safety-related functions Sc provides for reporting 
valve failures 

PAULSON. W A Operating Reactors Branch 3 04/07/31 KODER.R U 

Rochester Oas Sc Electric Corp 4pp 23940 003 24X 

Fiche 50-244.04/07/31,8400070251 


— 8408070255 Amend 62 to License OPR-19, revising Tech Specs to limit 
working hours of staff performing safety-related functions Sc 
providing for reporting of safety f* relief valve failures S, 
c hal 1 engos 

PAULSON, W A Operating Reactors Branch 5 84/07/31 9pp 

25948 007 24X FI the 30-244,04/07/31,8408070251 


— 8408070258 Safety evaluation supporting Amend 62 to License DPR-IB 
LAZARUS, H Region 1, Office of Director 84/07/31 Spp 
25940 096 24X Fiche 50-244,04/07/31.8408070251 


G40807051S Forwards ''NUREO-0612, Control of Heavy Loads,'* final rept 
Submittal contains evaluation results (< resolutions of open 
items since 840326 submittal 

KOBERfR W Rochester Qas tc Electric Corp 04/07/31 PAULSON, W A 
Operating Reactors Branch 5 Ip 25941 172 24X 

Fiche 30-244,04/07/311 B4O0O7O51S 


--D408070516 ''NUREG-0612, Contro 1 of Heavy Loads,” final rept 

« Rochester Gas Electric Corp 84/00/31 t2pp 25941 173 
24X Fiche 50-244,84/07/31,0408070513 


8408080091 Forwards responses to questions re 040402 application for 
amend to License DPR-lB Six proprietary ovorsiie drawings 
end Drawings withheld Aperture cards available in Central 
Files 

KOBER,R W Rochester Oas t Electric Corp 84/07/31 PAULSON, W A 

Operating Reactors Branch 5 24pp 23961 037 24X 

Fiche 30-244. 04/07/31 1 8400000091 


0400090497 Summary of 840717 meeting w/Hest Inghouse Owners Steam 
Oencrator Tube Rupture Subgroup in Bethesda,hD re proposed 
steam generator tube rupture generic program List of 
attendees L vlewgraphs end 

SINOH.n K Licensing Branch 3 84/07/31 Licensing Branch 3 

i0pp 25983 130 24X Fi che’ 50-000, 84/07/31 , 8400090497 


8400070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for OLs holders of CPs re availability of 
Suppl 1 to NUREO-0933, "Pr i or i ti xa t i on of Generic Safety 
Issues *' Sve list end 

EISENMUT<D 0 Division of Licensing 64/08/06 Consolidated 
Edison Co of New York, inc IDpp 26129 230 24X 

Flcho 50-000,84/08/06.0400070110 


8408130357 Forwards response to 040604 request for addl info re 
NUREO-O737i Item 11 F 2 concerning inadequate core cooling 
instrumentation 

KODERrR W Rochester Oas it Electric Corp 04/00/07 PAULSON, W A 
Operating Reactors Branch 5 7pp 260S0 060 24X 

Fiche 30-244,84/08/07,8408130357 


840B150108 Discusses encl results of analysis of Reactor Vessel 
Surveillance Capsule T, supporting 821208 appl Icat Ion for 
amend to License DPR-18 Fluence data analysis presented In 
WCAP-10086 verified 

ROBEn,n w Rochester Oas Electric Corp 84/00/00 PAULSON, W A 
Operating Reactors Branch S I2pp 26067 001 24X 

Fiche 50-244.84/08/08,0408150100 


6408160402 Summary of 640724 meeting w/Westi ngh ouse Owners Group re 
upper plenum injection for two loop plants 

DIIANNI.D C Operating Reactors Branch 3 84/08/09 Operating 

Reactors Branch 3 4pp 26100 327 24X Fiche 50-000.84/03/09, 

8408160402 


0400170047 Requests author 1 lat Ion to dispose of 70 tons low level 
raduaste in municipal landfill Natl from roofs of plant 
bldgs Average concentration of mail from auxiliary bldg 
14 plcocuries/g Annual dose equivalent 1 mretn 

iiOBER.R U Rochester Oas 6 Electric Corp 84/08/10 PAULSDN. H A 
Operating Reactors Branch 5 4pp 26119 005 24X 

Fiche 50-244.04/00/10,8400170047 


0400170056 Forwards responses to NRC questions re 840402 application, 
for amend to License DPR-16 AH employees involved in spent 
fuel pool rerack mods will be required to complete radiation 
protection training program 

KOBER, R W Rochester Oas it Electric Corp 84/OB/lO PAULSON.U A 
Operating Reactors Branch S 16pp 26119 096 24X 

Fiche 50-244.84/00/10,8408170056 


6408170168 Responds to 840609 submittal of Rev 9 to QA program Changes 
acceptab le, except for Figure 2-1 ro organl lat 1 ana 1 
structure, uh ich reflects proposed Amend 63 to Tech Specs 
MARTIN, T T Division of Engineering L Technical Programs 84/08/10 

KODER.R U Rochester Oas t Electric Corp 2pp 26118 345 24X 

Fiche 50-244,84/08/10. 04O817O16D 


8408160353 Forwards Amend 63 to License DPR-10 safety evaluation 
Amend approves Tech Spec changes to organiiation titles 
PAUL60N, W A Operating Reactors Branch 5 84/08/14 KOBER, R H 

Rochester Oas 6 Electric Corp 3pp 26091 195 24X 

Fiche 50-244,84/00/14.0408160333 


— 0408160336 Amend 63 to License DPR-ia, revi sing Tech Bpaco to 
consolidate positions of superintendent of nuclear 
production it superintendent of plant 6 to recognlie 
organl lational title changes within util organisation 
PAULBQN.W A Operating Reactors Branch 3 04/08/14 5pp 

26091 19B 24X Flche 50-244,04/00/14.0408160353 


— 8408160361 SER supporting Amend 63 to License DPR-IQ 

« Office of Nuclear Reactor Regulation, Director 04/08/14 app 
26091 203 24X Fiche 50-244,84/08/14,0400160353 


0400200275 Generic Ltr 04-20 to all licensees of operating reactors Sc 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that Involve unrevlewed safety 
questions Sve list encl 

CISENHUT.DO Division of Licensing 04/00/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 30-000,04/08/20,0400200273 


Q Inspection reports, IE Bulletins L correspondence 


0408000233 Forwards IE Insp Rept 30-244/04-13 on 040514-18 It notice of 
violation 

MARTIN, T T Division of Engineering L Technical Programs B4/07/i6 

KOBER, R W Rochester Das it Electric Corp 2pp 23975 001 Q4X 
Fiche 50-244,04/07/16,8400000233 


— 04O8OGO238 Notice of Violation from insp on Q40314-1B 

e Region I, QPflco of Director B4/07/16 Ip 2S975 003 24X 

Flchc 50-244,04/07/16,8400080233 


— 04OBOBO242 IE Insp Rept 50-244/84-13 on 840314-1 B Non comp 1 1 enc e noted 
failure to control access to Level D storage areas !< 
failure of semiannual audits required by Tech Bpecs to 
Include results of actions taken to correct deficiencies. 

NAPUDA.O , OLIVEIRA, N Region 1. Office of 01 roc tor OODY, A T 
Dlvlslun of Engineering & Technical Program* 84/07/09 6pp 
23975 004 24X Fiche 50-244, 04/07/ 16, 8400000233 


B406030005 Ac k receipt of 840629 ltr informing NRC of steps taken to 
correct violations noted in lE Insp Rept 50-244/84-05 
MARTIN, T T Division of Englnoering L Technical Programs 04/07/26 
KOBER, R M Rochester Oas it Electric Corp 2pp 25906.019 24X 

Flcho 50-244,04/07/26,8400030005 


— 6400030014 Responds to NRC 84D611 ltr re violations noted in IE Insp 
Rept 50-244/04-05 Corrective actions procedures developed 
nr revised to provide formalized method re additions to 
Inservice insp program for modified sys it compdnents 
KOBER, R W Rochester Oas it Electric Corp 04/06/29 HURLEY, T E 
Region 1, Office of Director 2pp 25906 021 24X 

Fiche 50-244,84/07/26,8408030005 
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a407'2g0229 IE Infp Nattcc 04-37( ‘■'□perating Ejiperierce le Moisture 
Iritrusicin »T\ Saf e bgi 'Re 1 a ted Electrical Eq.uipjnent at 
Cqmfrerctal Pavjer Plants " Svc list enc 1 

C L Division of Erriergency Preparednc s s Engineering 
neapoTiss <Po5t Ba0-103> a4/07/27 Consolidated Edison Co of 

York. Inc ll9pp 25ai£>9 047 24)C Ticlie 50-000.84/07/27.3407230229 


B4'0QO7O19a Poruards response to 04O&12 rei^uest for addl info re 631201 
request for one~*tine eienption from containment tendon 
visual insp requirements individual tendon force levels 
provided 

KOBERfR U Rochester Gaa Si Electric Corp 64/07/31 PAULEONj U A 
Oparating Reactors Branch S 4pp 25950 021 24X 

Flche 30-244. 84/07/31. 8408070193 


6408070174 Act receipt of 040727 Itr informing NRC of steps taker to 
correct violations noted m IE Jnsp Rept 50-244/84-02 
martin. T T Division of Engineering Si technical Programs 84/06/02 

KQBER. R W Rochester Gas i Electric Carp 2pp 25930 042 24X 

Fiche 30-244.84/03/02.3403070174 


-‘-S40a070 173 Responds to NRC 340602 Ifcr re violations noted in IE Insp 
Rept 50-244/84-02 Corrective actions development of neu 
procedure to cover use of air sampling, devices eulll be 
completed prior to 040901 

KOHER.r W Rochester Gas it Electric Corp a^JC7/37 HARTiN.T T 
Division of Engineering 2. Technical Programs tp 29930 044 24X 

FiCha 90-244. 84/03/02, 3408070174 


9406100022 Ack receipt of 840727 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Rept 50-244/34-12 
MARTINET T Division of Engineering t Technical Programs 84/03/03 

KOSER.R N Rochester Gas S. Electric Corp Ip 25990 138 24X 

Flche 50-244.64/03/03.8408100022 


— 940'ai00032 Responds to NRC 840629 Itr re violations noted In IE Insp 
Rept 90-244/84-12 Corrective actions procedure being 
developed to caver overall use of air samplers should be 
completed bq 040901 

KDDER.R W Rochester Oas I4 Electric Corp G4/07/27 MURLEV, T E 
Region 1. Office of Director 2pp 2S990 IB9 24X 
Fiche 50-244.34/06/03.0403100022 


6409100043 Ack receipt of 640720 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-244/64-08 
MARTINET T Division of Engineering t Technical Programs 34/00/03 
KDBER. R W Rochester Oas i. Electric Corp ip 25990 191 24X 

Fiche 30-244.34/03/03.8406100043 


—6408100056 Responds to NRC 840£2i Itr re vi-olatlons noted in IE Insp 
Rept 50-244/84-06 Corrective actions Procedure SC -600 
revisued & revised to require individuals be retrained 
annuallij in emergency response function 

HOBER.R W Rochester Oas t Electric Corp 04/07/20 MARTIN. T T 
Division of Engineering B Technical Programs 4pp 29990 192 
24X Fiche 30-244.04/08/03.6403100043 


8409010333 IE Info Notice B4-59. "'Deltberato Circumventing pP Station 
Health Physics Prueedures " 3vc list end 

-JORDAN. E L Division of Emergency Preparedness St Engineering 
ftesponse IPosfc B30103J 84/03/06 Consolidated Edison Co of Neu 

York. Inc 65pp 26066 001 24X Fiche 50-000. 84/00/06. 0408010333 


640B010337 IE Info Notice B4-60. ’‘Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement '' Sve list enc 1 
JORDAN. E U Division of Emergency Preparedness €. Engineering 
Response IPost 330103) 84/03/06 Consolidated Edison Co of Neu 

York. Inc I23pp 26067 1 5B 24X Fiche 90-000.64/00/06.8400010337 


B4O0O7O12O IE Info Notice 84-61. 'Overexposure of Diver in PWR 
Refueling Cavity " Sve list end 

JORDAN. £ L Division of Emergency Preparedness fc Engineering 
Response fPost 830103) B4/08/0B ConsoUdetcd Edison Co of New 

York. Inc I20pp 26129 iiG 24X Fiche 50-000.64/08/00.8403070120 


3400140161 Forwards Rev 0 to ’’Nudear Emergency Response Plan." 
incorporating offsite tc onsite plans S. responding to mods 
recommend erf tn IE Insp Rept 50-244/83-25 

KODER. R N Rochester Gaa t. Electric Corp 84/08/09 MURLEY. f C 
Region !. Office of Director Ip £.’6045 026 24X 

Flcho 50-244.84/03/09.0405140161 


8406070376 IE Info Notice 84-62. “Therapy Mlsadminis trat 1 ons to 
Patients Ontfergning Cq-60 Teletherapy Treatments '■ Bve 
list end 

GRACE. J N Division of GA. Safeguard* Inspection Programs (Post 
930103) B4/0B/10 Consol idatad Edison Co of New York. loc 

■JSpp 26130 001 24X Fiche 90-000.84/03/10.9403070376 


0408100009 IC Info Notice 84-63. "Drr ec fi RHH Replacement Piping " 
Sve list encl 

JORDAN- E L Division of Emergency Prepar ednes s 6 ETigireeting 
Response (Post 030103) 64/03/13 Consolidated Edison Co of New 

York. Inc 119pp 26)97 210 24X Fiche 50-000- 34/00/ ) 3, 8408 l 0000 f 


8400100038 IE Info Notice 04-64. BWR MfCI Initiation Seal-In h 
Indication Sve list encl 

JQRDAN.E L Division of Emergency Prepared ness V Engineering 
Response <Po5t Q30103) 64/08/19 Consolidated Edison Co of New 

York. Inc I04pp 26190 093 24X Ftche 90-000.04/08/15,8400100038 


8408100021 IC Info Notice 04-65. “Underrated Fuses Which May Adversely 
Affect Operation of Essential Electnral Equipment ' Sve 
1 1 nt one 1 

JOnUAN. E L Division of Emergency Pieparedness Englneeilng 
Response (Post 330103) 84/00/16 Consolidated Edison Co of New 

York. Inc tiepp 26198 OOl 24X Fjche 5 0-000.34/08/16.8403100021 


8400100095 IE Info Notice 34-66. “Undetected Unava I lab 1 1 1 ty of 
Turb ine-Dr i ven Auxiliary Feedwater Tiain " Sve list enc) 

JORDAN. E L Division of Emergency PreparednoES t Engineering 
Response (Post B30103) 84/00/17 Consolidated Edison Co of New 

York. Inc l20pp 26276 001 24X Fiche 90-000.34/00/17.0408100055 


0400140208 IE Info Notice 04-67. “Recent Snubber Inservice 1 estlng W/ 
High Failure Rates " Bve list encl 

JORDAN. E L Division of Emergency Pieparednsss Engineoring 
Response (Post 030103) 84/09/17 Consolidated Edison Co of New 

Yoik. inc I23pp 26276 122 24X Fjche 50-000.84/08/17.8400140203 


0400210142 IE Info Notice 84-60. “Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves “ Sve list end 
JdRDANi E L Division of Emergency Preparedness Fuginecring 
Response (Post 030103) 34/00/21 Consolidated Edison Co of New 

York. Inc USpp 26329 008 24X Fi chc 50-000. 84/00/21, 8408210142 


5 Reportable occurrences, LERs 6 related correspondence 


3400290112 LER 84-000-00 on 840725. 1 s o 1 a t I on valves left in closed 
position i ftreuatch removed violating Tech Specs which 
requires continuous fircuatch when suppression sys 
inoperable Caused by tnisc o-mirun icat ion U/04OQ24 Itr 

LARIZZA.O F . KQBER.R W Rochester Gas !< Electric Corp 04/00/24 
3pp 56291 540 24X Fiche 50-244,04/00/24.0400290112 


DOCKET 90-245 MILLSTONE NUCLEAR POWER STATION. UNIT I 


F Bacurity. medical, emergency 6 fire protection plans 


9400010203 Forwards IE Innp Hepts 90-245/04-13 it 50-336/84-13 on 
840329-0601 t* notice of violation 

martin, T T Division of Engineering t, Technical Programs 34/07/11 
COUNSIt.W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 25366 200 24X Flc he 50-249. Q4/07/1 1 , 04OBOIO2S0 


—0403010290 Notice of violation from insp on 340929-0601 

e Region 1, Office of Director 04/07/11 Ip 29366 202 24X 

richo 50-245.04/07/11,3408010233 


—3409010292 IE Insp Repta 50-249/04-13 t 90-336/84-13 on 040529-0601 
Violations noted failure to adhere to Tech Spec 6 11 
procedures for radiation work permit preparation 
NIMirZ.R L , 8HANDAKY.M H Region 1, Office of Director 
64/07/02 i2pp 25066 203 24X Fiche 50-245.04/07/11.8400010208 


0400080393 Forwards IE tn»p Ropts 50"24S/04-il it 50-336/34-12 on 
040306-0609 notice of viaiattons Also ack receipt of 
04'O5QB Itr informing NRC of steps taken to correct violation 
noted In IE Insp Rept 50-336/84-02 

8TARO0TECKI . R Division of Project U Resident Programs 84/07/20 
COJNSIL.W O Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 3pp 25973 02 1 24X Fiche 90-249. 04/07/20. 0403000353 


— 3403000394 Notice of violation from insp on 840306-0609 Safeguards info 
deleted (ref 10CFR73 21 J 

♦ Region 1. Office of Director B4/07/20 ip 25779 025 24X 

Fiche 50-245.04/07/20,8403000353 


—0408000403 IE Insp Repts 50-249/04-11 i 50-336/34-12 on 840506-0609 
Violations noted failure to follow radiation protection 
procedures h fulfill station security plan commitments 
Safeguards info deleted 

SHEDLQSKY. J T . LIPIN3KI.D R Region 1. Office of Director 
ELSASSERp T c Division of Project & Resident Programs 04/06/26 
3pp 29979 026 24X Fiche 90-245.84/07/20,0400000393 
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e<}09l30ii8a Foruards IE Safeguards Insp Repts 50-243/8*1-14 & 

50~336/Q4 14 on 840604-03 No none omp 1 lanc o noted Steps 
taken to correct violations discussed in B31107 V 16 Itrs 
verified 

NrtRTIN. T T Pivifiion of Engineering 4, Technical Pi ograms 84/07/27 
COUNBILpW G Northeast Nuclear Energy Co (subs of Northoaet 
Utilities) 2pp 26079 001 24X Fiche 50-245, a4/0//27, 8408150608 


— 8408150693 IE Safeguards Insp Repts 50-245/84-14 !« 50-336/04-14 on 
840604-08 No none orrip 1 i a nc e noted Najor areas inspected 
security program audit ^ or gam zat ion, tes t mg 4- maint It 
assessment aids Safeguards info deleted (ref 1 0CFR2 790) 
madden, U , KElMIGiR R Region 1, Office of Director B4/07/26 
4pp 26079 003 2VX Fiche 50-245.84/07/27,8408150688 


8408210494 Foruarda IE Insp Ropts 50-245/84-15 I, 50-336/84-15 on 
840611-15 notices of violation h deviation 

MARTIN, T T Division of Engineering t Tachnlcal Programs B4/O0/Oi 
CGUNSIL,W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 261B7 145 24X Ficho 50-245, B4/08/01 . B40B210494 


— 0400210501 IE Insp Repts 50-245/04-15 t 50-336/04-15 on 840611-15 
Violations identified failure to perform surveillance 
testing per Tech Specs & to maintain integrity of fire 
barr i ers 

KHASDPQULaS. A , PULLANI.S V , ANDERSON, C J Region 1, Office of 
Director 04/07/27 Ip 26187 149 24X Fiche 50-245,84/00/01, 

B4O02 10494 


8408160350 Foi wards revised emergency plan Imp 1 emontation procedures, 
including CQNI I 02 re corporate organiiation for nuclear 
incidents I CONI 4 02 ro on-call manager of radiological 
consoqucnccs assessment W/o cncls 

CDUNSIL.WG Northeast Utillttes 04/03/13 Record Services 
Branch (Document Control Desk) 2ppJ 26091 193 24X 

riche 50-000. 04/08/13, 8408160350 


84082B0171 Responds to 040712 interpretation of order confirming 
licensee commitments on emergency capab i 1 1 ty, focus ing on 
Suppl 1 to NUREO-0737 requirements Integrated assessment to 
be conducted pending Congressional consent 

EIBENHUT.D G Division of Licensing 84/08/23 roUNSIL, W 0 
Connecticut Vankee Atomic Rouier Co 3pp 26279 224 24X 

riche 50-000,64/08/23.0400280171 


840831016/ Submits update to corrective actions taken re deficiencies 
noted during 040512 emergency preparedness exercise 
Emergency action level procedure revised bo place greater 
emphasis an c lassi f i cati on/rec lass 1 f icatl on of emergencies 
COUNBILiW G Connecticut Yankee Atomic Power Co CQUNSIL. M 0 
Northeast Nuclear Energy Cn (subs of Northeast Utllitlos) 

C0UNSIL,W 0 Northeast Utilities 04/00/23 MURLEV, T E Region 1, 
Office of Director 3pp 26310 330 24X Ficho 50-000,84/08/23, 

8408310187 


H General correspondence 


8408070321 Advises that H McCarthy should appear on license amends as 
appropriate state official to receive amend applications 
McCarthy new director of radiation control for State of CT. 

Dept of Environ Protection 

COUNSIL, W G Connecticut Vankee Atomic Power To COUNOIL, W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL, WO Northeast Utilities 84/07/27 MILLER, OR Operating 
Reactors Branch 3 CRUTCHFIELD, D Operating Reactors Branch 5 ip 
25943 128 24X FlChe 50-000,04/07/27,0408070321 


P Operating license stage documents correspondence 


8408070320 Ac k receipt of B4060S Itr forwarding Rev 6 to GA program 
topical reptrper 10CFR50 54 tc 50 55 Revs acceptable 

MARTIN. T T Division of Engineering t, Technical Programs B4/0S/01 
COUNSIL W G Connecticut Yankee Atomic Power Co 2pp 2S943 244 
24X Fiche 50-000,64/08/01.0408070320 


B408070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for QLs 6 holders of CPs ro availability of 
Suppl I to NunEO-0933, '*Pri or I ti lation of Ooneric Safety 
Issues “ Sve list end 

EISENHUT. D G Division of Licensing 04/08/06 Consolidated 

Edison Co of New York, Inc lOpp 26129 230 24X 

Fiche 30-000,84/08/06,8400070110 


6400210306 Forwards requested info on TMl Item II K 3 28 re 
qual I f 1 cation of automatic depressurization sys 
accumulators 

COUNSIL, W G Northeast Nuclear Energy Co (subs nf Northeast 

Utilities) COUNSIL. W G Northeast Utilities 04/08/13 
PAULSON, W A Operating Reactors Branch 5 5pp 26179 326 24X 

Fiche 30-245,04/08/13,0400210306 


0400300190 Forwards SER on proposed resolution for integrated plant BAR 
(NUREO-0824 ), Sect Ion 4 28 3 re gas turbine preventive malnt 
program Program acceptable 

SHEA.U Operating Reactors Branch 5 84/08/16 COUNSIL, W O 

Northeast Nuclear Energy Ca (subs of Northeast Utilities) 4pp 
26133 064 24X Fiche 50-245,04/08/16,0408200190 


8400290298 Requests extension until 041214 to respond to Qon-erlc Ltr 
84-15 re proposed staff actions to improve £< maintain diesel 
generator reliability Addl time will result in more complete 
& concise submittal 

COUNSIL, W ti Connecticut Vankee Atomic Power Co COUNSIL, U G 
Northeast Nuclear Energy Co (subs of Northeast Utllltiei) 

COUNSIL, W G Northeast Utilities 84/08/17 E-IBEhOfUT. D 0 
Division of Licensing 2pp 26290 34 2 24X Fiche 30-000,04/08/17, 

8400290298 


B408200275 Ooneric Ltr 04-20 to all licensees of operating reactors tn 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevicwed safety 
questions Sve list end 

EISENHUT, D G Division of Licensing 84/08/20 Coiise Udatad 
Edison Co of New York, Inc 17pp 26276 244 24X 

Fiche 30-000,84/00/20.0408200273 


Q Inspection reports, IE Bulletins U correspondence 


8400010200 Forwards IE Insp Repts 50-245/04-13 it 50-336/04-13 on 
040329-0601 U notice of violation 

MARTIN,! T Division of Engineering t. Technical Programs B4/07/11 
COUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 23B66 200 24X Fiche 30-245,04/07/11,8408010288 


— 8400010290 Notice of Violation from insp on 840329-0601 

e Region 1, Office of Director 84/07/11 Ip 25866 202 24X 

Ficho 30-245. 04/07/ 1 1 , 8408010200 


—0400010992 IE Insp Repts 50-245/04-13 it 50-336/84-13 on 040329-0601 
Violations noted failure to adhere to Tech Spec 6 il 
procedures for radiation work permit preparation 
NfMlTZ. R L , SHANBAKY.M K Region 1, Office of Dii ec bor 
04/07/02 12pp 23866 203 24X Fi che 50-245. B4/07/1 1, 8400010280 


0400000464 Forwards Exam Ropt 50-245/04-17 of exam administered during 
wk of 840424 

8TAR03TECK1. R Division of Project it Resident Programs 84/07/17 
COUNSIL, U G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 23975 085 24X Fiche 30-243.84/07/17,8 400000464 


8408100102 Confirms info discussed during 840622 conference call re 
plant-unique analysis rept Telodyne Engineering Sves has 
done addl work re allowable multiplier which can be apoliod 


w/o exceeding allowable stress in torus shell — 0400000466 Exam Rept 50-243/04-17 administered on 04O4S4-26 Exam 

COUNSIL. H 0 Northeast Nuclear Energy Co (subs of Northeast results four candidates passed U six failed 

Utilities) COUNSIL, M 0 Northeast Utilities 84/07/27 BERRY, J A Region 1, Office of Director 84/06/22 70pp 

CRUTCHFIELD, D Operating Reactors Branch 5 2pp 23990 275 24X 23973 087 24X Fiche 30-243,04/07/17,0400080464 

Fiche 30-245,84/07/27,0400100102 

0400000353 Forwards 1C Insp Repts 50-245/04-1 i U 50-336/84-12 on 

8408010030 Forwards 8ER re containment hydrogen monitor {NUREG-0737, 840306-0609 6 notice of violations Also ack receipt of 

Item II F i 6) Monitor meets all criteria of NUREO-073 / 840300 ltr informing NRC of steps taken to correct violation 

except requirement for redundancy Response requested wkthln noted in IE Insp Rept 30-336/04-02 

30 days STAROBTCCKI, R Division of Project it Resident Programs 84/07/20 

PAULSON, W A Operating Reactors Branch 5 04/07/30 COUNSIL, M O COUNSIL, W 0 Northeast Nuclear Energy Co (subs, of Northeast 

Northeast Nuclear Energy Co (subs of Northeast utilities) 7pp Utilities) 3pp 23975 021 24X Ficho 30-243,84/07/20,0400080333 

25035 326 24X Fiche 50-243,84/07/30,0400010030 

— 04OQO8D3Q3 Notice of violation from insp on 840S06-0609 

8408070099 Forwards Generic Ltr 84-13, “Tech Specs for Snubbers, ” * Region 1, Office of Director 84/07/20 Ip 23973 024 H4X 

omitted from 040303 ltr to all SEP licensees NRC position Fiche 50-243.84/07/20,0408000353 

that Issue of Tech Specs for snubbers will be resolved on 
generic basis restated 

CRUTCHFIELD, D Assistant Director for Safety Assessment 84/07/31 —0400080394 Notlca of violation from Insp on 840306-0609 eafeguards info 

KAY.J A Yankee Atomic Electric Co FARRAR, D L Commonwealth deleted (ref 10CFR73 2U 

Edison Co VANDEWALLE, D J Consumers Power Co 4pp 23953 227, * Region 1, Office of Director 84/07/20 Ip 23973 023 24X 

24X Fiche 50-000,84/07/31,0400070099 Fiche 50-245,84/07/20,0408000353 




'-8403000403 IE In5p Rep-ts 30-243/04-11 i* 50-33&/e4-j2 on 040306-0609 
Oialation% noted failure to follow radiation protOLtion 
procedures t fulfill station securitij plan commitmants 
Safeguards info deleted 

SHSDUCSl^y. J T , LlPtNSKl.D R Revlon 1< Office of Director 
ELSASSER.T C Division of Project ft* Resident Programs 04/06/26 
□ pp 25973 026 a4X Fiche 30-24 5< 04/07/20. B4OBO0O333 


— 0400030414 Responds to NRC 040213 6 0409 I trs re violations noted in IE 
Insp Ropt 30-336/04-02 Corrective actions Instrument 
Controls Prpcediir* IC 24t7M r& design changes revised 
CQUNSIL.U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CGONSIL.U 0 Northeast Utilities 84/03/08 
MURLEV. T e Region 1. Office of Director Spp 23975 04 1 24X 

Flch« 30-243,04/07/20^3400080333 


G4D72S0239 IE Info NptiCB 04-S7. '’Operating Eiperience re Moisture 
Intrusion in Saf ety -Re lated Eiectrical Equipment at 
Commercial Pauer Plants Sve list encl 

JORD-ANj E L Division of Emergency Preparedness 6 Engineering 
Response (Post 330103) 04/07/57 Consolidated Edison Co -of New 

York. Inc ll9pp 25B65 047 24X Ftche 30-000. 84/07/27. 8407230229 


8408150608 Foruards IE Safeguards Insp Repts 50-243/B4-14 U 
50-336/04-14 on 640604-08 No none ompl lance noted Steps 
taken to correct violations discussed in 831107 ^ 16 1 trs 
VBT If ied 

MARTIN. T T Division of Engineering & Technical Programs B4/07/27 
COUNSIL.H O Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 26079 001 24 X Fiche 50-243.04/07/27.8406130698 


—0408130693 IE Safeguards Insp Repts 50-243/B4'*l4 6 30-336/84-14 on 
840604-00 No nonconp I lane e noted Major areas Inspected 
security program audit & organ i lation. test i-ng $( malnb 6 
aisessment aids Safeguards info deleted Cref 10C,FR2 790) 

MADDEN. U . KEIMIO.R fl Region 1. Office of Director 84/07/26 
4pp 26079 003 24X Fiche 50-24S. 04/07/27. 84081 50688 


8409100116 Responds to IE Dulletln 03-07. '’Apparently Fraudulent 
Products Sold by Ray Miller. Inc " Entry ^ engineering 
evaluation for Millstone Unit 2 will be done bg Feb 1933 
refueling outage No Ray Miller products supplied at iladdam 
CQUNSIL.WQ Northeast Nuclear Energy Co (subs of Northeast 
Utilities) C8UNS1L.WG Connecticut Yankee Atomic Power Co 
COUNSIL. H 0 Northeast Utilities 04/07/31 MURLEV, T E Region 1. 
Office of Director Spp 25988 247 24X Fiche 50-000.84/07/31, 

8408100116 


6408160S35 Forwards IE Insp Rept 50-245/84-16 on 640613-13 No 
violations observed 

MARTIN. T T Division of Engineering 4, Technical Programs 04/08/01 
COUNSIL. N 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 26106 214 24X Fiche 30-245. 04/08/01. □400160233 


--04O816O246 IE Insp Rept 50 - 245 / 84-16 on D40613-1S No violations 
observed Major areas inspected emergency diesel generator 
operation in area of prelube oil seepage from exhaust flumes 
adjacent to turbocharger 

WOGOWARD.C H . ANDER8DPI. C J Ragion 1. Office of Director 
64/07/19 4pp 26106 216 24X Fiche 50-243. 64/08/01. 8400160233 


84OB16O420 Forwards IE Insp Rept 50-243/84~ia on 040616-22 No 
violations observed 

martin. T T Division of Engineering ic Technical Programs 04/08/01 
CDUN8IL.0W Northeast Nuclear Energy Co (subs of Northeast 
UtilitlBS) 2 pp 26129 103 24X Fiche 30-245.04/08/01,8400160428 


--0408160432 IC Insp Rept 50-245/84-18 on 840616-22 No violation* 
observed Major areas inspected containment leakage testing 
program. 1 aca I leak rate test. test results review £< general 
tours of facility 

VITQ. D J I UIPINSKI.D R . BETTENHAUSEN. L Region t* Office of 
Director 84/07/18 9pp 26129 i03 24X Fiche 50-243.84/08/01. 

8408160428 


—0408210501 IE Insp Repts 50-245/84-15 !. 50-336/94-15 on 040611-15 
Violations identified failure to perform surveillance 
testing per Tech Specs t* to maintain integrity of fire 
barriers 

KRASOPDULOB. A . PULLArjI.S V , ANDERSON. C J Region 1. Office of 
Director 84/07/27 Ip 26187 149 24X Fiche 50-245.04/08/01, 

8408210494 


8408010333 IE Info Notice 84-59, "Deiibeiate Circumventing of Station 
Health Physics Procediires Sve list end 

JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co of New 

York. Inc 8Spp 26068 001 24)( Fiche 50-000.04/08/06,8400010333 


9408010337 IE Info Notice 04-60. "Failure of Ail Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list one i 
JQRDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/03/06 Consolidated Edison Co of New 

YqtIc. Inc I23pp 26067 150 24X Fiche 50-000.04/00/06,8408010337 


8408070120 IE Info Nntice 94-61. "Overexposure of Diver in PNR 
Refueling Cavity " 8vc list end 

JORDAN. E L Division of Emergency Preparedness ii Engineering 
Response (Post 030103) 84/08/OS Consolidated Edison Co of Now 

York. Inc 120pp 26129 110 24X Fiche 50-000.84/00/08.8408070120 


B40B070376 IE Info Notice 84-62. "Therapy Mi sadmlni strat i ons to 
Patients Undergoing Co-60 Telethorapy Treatments " 8vc 
list end 

ORACE, J- N Division of QA. Safeguards 6 Inspection PrograniB (Post 
630103) 84/06/10 Consolidated Edison Co of New York. Inc 

laspp 26130 001 34X Fiche 30-000.04/00/10,9408070376 


B4083i0480 Responds to notice of violation in IE Insp Repts 
50-213/83-23 l< 30-243/04-07 Corrective actions taken to 
restore post-accident sampling sys unitn to sve & determine 
probtern 

COUNSIL. W G Connecticut Yankee Atomic Power Co CDUNSIL.U 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 
COUNSIL. N O Northeast Utditle* 94/00/10 DEYOUNG. R C 
Director’s Office. Office of Inspection and Enforcement ISpp 
26IB1 196 24K Fiche 30-000. 84/09/10, 8400210490 


0400100009 IE Info Notice 04-63. "Defective RHR Replacement Piping " 
Sve list encl 

JORDAN. 8 L Division of Emergency Preparedness It Engineering 
Response (Post 930103) 94/00/13 Consolidated Edison Co of New 

York. Inc ll9pp 36197 218 24X Fiche 50-000. 84/00/ 13, 8408100009 


0400100030 IE Info Notice 04-64. "DUR HPCl Initiation Seal-In it 
Indication *' Sve list end 

JORDAN, E L Division of Emergency F’roparedness & Engineering 
Response (Post 030103) B4/0G/13 Consolidated Edison Co of Now 

York. Inc i04pp 26198 093 a4X Fiche 30-000.84/00/15,8408100038 


B4O01OOO21 IE Info Notice 04-65. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) Q4/0B/16 Consolidated Edison Co of New 

York, Inc llBpp 26198 001 24X Fiche 50-000,84/08/16,8408100021 


8400100033 IE Info Notice 84-66, "Undetected Unavailability of 
Tur-bino-Driven Auxiliary Feedwater Train " Bvt list one I 
UPRDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/08/17 Consolidated Edison Co of Now 

York, Inc I20pp 26276 001 34X Fiche 30-000.04/00/17,0408100055 


840B14030B IE Info Notice 84-67, "Recent Snubber Insorvico Testing W/ 
High Failure Rates " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 94/00/17 Consolidated Edison Co of Now 

York, Inc I82gp 26276 i22 a4X Fiche 30-000,84/00/17,8408140200 


8409210494 Forwards lE Insp Repts S0-243/a4-l& «< 50-336/84-13 on 8408210142 IE Info Notice 04-60. "Potential Deficiency in Improperly 

840611-13 6 notices of violation It deviation Rated Field Wiring to Solenoid VaWas " Sve list end 

^ ^ Division of Engineering & Technical Programs 84/08/01 JORDAN. E L Division of Emergency! Preparedness & Engineering 

COUNBILrW 0 Northeast Nuclear Energy Co (subs of Northeast Response (Post 830103) 04/09/21 Consolidated Edison Co of New 

Utilities) 5pp 26107 145 a4X Fiche 30-243.04/00/01,8408210494 York. Inc H5pp 26329 008 a4X Fiche 50-000,04/00/21,0400210142 

I 

— 8408210495 Notice nf violation from Insp on 040611-13 

» Region 1, Office of Director Bd/OB/Ol Ip 26187 147 24X 

Fiche 30-243,84/08/01,0400210474 


■Q4DB210496 Notice of deviation from insp on 84 O 6 I 1-15 

» Region i, afPlce of Director 84/08/01 Ip 26107 I4B 24X 
Fiche 30-245. 04/00 / 01,04 0 82104 74 


R Periodic operating reports it related correspondence 


8400230431 Monthly operating rept fur Jul 1984 W/a4O0l5 Itr 

HARRANi 0 I MROCZKA.E J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) MRQCZKA,E J Northeast Utilities 04/07/31 
Spp 26213 060 24X Fiche 30-243,84/07/31.8400230431 
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S Reportable occurrences* LER% h related correapondenc e 


B406220317 Part 21 rept re failure of ITE-27N undervoltage relay to 
drop out on listed undervol tags conditions Problem due to 
excessive feedbacSr around operational amplifier U2 Clamping 
diode must be added Affected units listed 

OllV/ALL. D D Drown Dover! Corp (subs of Broun Doverl & Co * Ctd > 
04/03/13 DEVOUNG* R C Director's Office* Office of Inspection and 
Enforcement 3pp 26191 357 24K Fiche 50-000.84/03/1310400220317 


8400240340 Part 21 rept re presence of Loctite~242 in CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported on 840413 Neu thread locking devices investigated 
SHERWOOD* G O General Electric Co 04/04/13 DEYOUNO. R C 
Director's Office* Office of Inspection and Enforcement 3pp 
26222 236 24X Fiche 50-000*84/04/13.8400240348 


B40B070112 LEfi 84-014-00 nn 040709. isolat ion condenser containment 
isolation valve motor overloaded S. 125-volt dc ground alarm 
annunciated in control room Caused by limit sultch out of 
adjustment Dreaker l-lC-3 replaced W/040787 1 tr 

THULL* T S < KROCZKA/E J Northeast Nuclear Energy Co <subs of 
Northeast Otilitiesl MROCZKAiG J Northeast Utilities 84/07/27 
2pp 25933 113 a4X Fiche 50-245.04/07/27.8400070112 


0400090340 LER 04-015-00 on 840709. Isolation condenser containment 
isolation valve motor overloaded l< 125-volt dc ground alarm 
annunciated in control room Caused by limit suitch out of 
adjustment Dreaker replaced & switch adjusted W/B40731 Itr 
THULL* T 8 . HERBERT* R J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) THULL* T 8 Northeast Utilities 04/07/30 
2pp 25994 064 24 X Fiche 30-245,04/07/30.0408090340 


6400310106 Part 21 rept re tor us-to-reac tor bldg vacuum breakers Memo 
of 640020 telcon reporting equipment quality & separation of 
controls to butterfly valves end GE lacks technical info to 
adequately evaluate condition 

VlLUAiR General electric Co 04/08/21 fiQSai,CE Director's 
Office. Office of Inspection and Enforcement 3pp 26310 327 24X 

Fiche 30-000*84/00/21.8408310106 


0400290004 UER 04-017-00 on 840802* uni dentif led leak rate increased to 
Tech Spec limit of 2 5 gpm & plant shut doun in preparation 
for drywell entry Leak caused by packing leak in 
recirculation riser stop valve 0 W/e40B24 Itr 

THULL* T 8 . HROCZKArE J Northeast Nuclear Energy Cq (subs of 
Northeast Utilities) MROCZKA*E J Northeast Utilities 84/00/24 
3pp 26291 230 24X Fiche 30-243.04/08/24.0408290004 


U Operator Examinations 


640BQ80464 Forwards Exam Rept 50-243/04-17 of exam administered during 
uk of 040424 

BTAROSTECKTr R Division of Project & Resident Programs 04/07/17 
CaUNSIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 23975 005 24X Fiche 50-243. 04/07/17. 8408080464 


— 0400000466 Exam Rept 30-243/04-17 administered on 040424-26 Exam 
results four candidates passed six failed 
DERRY. J A Region 1. Office of Director 04/06/22 70pp 
2S97S 087 24X Flche 50-245.84/07/17.0400000464 
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F Security* medical* emergency S* fire protection plans 


8405240290 Responds to 840424 memo for FCMA review of util request for 
delay in scheduling next full-scale emergency preparedness 
exercise at site until 041130 Delay acceptable 
KRIHN.R Federal Emergency Management Agency 04/05/lB 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103 ) Spp 24614 336 24X Fiche 50-003,84/05/10. 

0405240290 


8400010296 Forwards IE Insp Rept 50-247/04-12 on 840314-0613 & notice 
of violation 

8TAR0BTECKI. R Division of Project it Resident Programs 04/07/12 
O'TOOLE* J D Consolidated Edison Co of Neu York. Inc 3pp 
25866 175 24X Fiche 50-247.04/07/12,0408010296 


— 8408010298 Notice of violation from insp on 840514-0613 Safeguards 
Info deleted (ref I0CFR2 790 73 21) 

a Division of Project it Resident Programs 04/07/12 2pp 
23066 178 a4X Fiche 50-247*04/07/12*0400010296 


—8400010300 IE Insp Rept 50-247/84’- 1 2 on 840314-0613 Violations noted 
health physics program deficiencies i. security personnel 
failed to comply u/access control procedures Safeguards 
info deleted (ref 10CFR2 790 1, 73 21) 

FOLFY. T * KOLTAY.P * NORRHDLM* L Division of Project 4* Resident 
Programs 84/06/27 lOpp 25866 ISO 24X Fiche 30-247.04/07/12. 
0408010296 

0400010282 Forwards IE Insp Rept 50-247/04-13 on 040612-15 it 0703-06 
tc notice of violation Enforcement conference scheduled for 
040710 to discuss unplanned exposure of two uorkers on 
040619 

MARTIN. T T Division of Engineering It Technical Programs 04/07/13 
□ 'TOOLE. J D Consolidated Edison Co of Naut York. Inc 3pp 
23066 222 24X Fiche 30-247*04/07/13, 0400010282 


—0408010266 IE Insp Rept 30-247/04-13 on 040612-13 It 0705-06 Viola fcluns 
noted failure to post U barricade high radiation area, 
failure to perform airborne radioactivity surveys adhere 
to physical security plan Bafeguards info deleted 
NIHITZ.R L * MILLER. M M . CLEM0N3. P E Region 1. Office of 
Director 84/07/13 15pp 25866228 24X Fiche 50-247*04/07/13, 

8400010282 


B40B060347 Forwards revs to physical security plan Revs withheld (ref 
iOCFR73 21) 

O'TOOLE. J D Consolidated Edison Co of Neu York, Inc 04/07/16 
MURLEY* T E Region 1* Office of Director Ip 23936 032 24X 

Fiche 50-003.04/07/16. 04OBO6O349 


8400150121 Forwards public version of revs to Book II to emergency 
procedures doc ument. Inc lud Ing App A. "Emergoncy Roster" (c 
App D. "Con Ed Medical Dept. Consul tants Si Agonclos " 

O'TOOLE, J 0 Consolidated Edison Co of New York. Inc 04/07/16 
MURLEY* T E Region 1* Office of Director 2pp 26104 230 24X 

Fiche 30-003.04/07/16*0400150121 


— 8400150123 Public version of revs to Book II to Boiorgency procedures 
document, inc luding App A* "Emergency Roster" 6 App Q "Con 
Ed Medical Dept* Consul tants & Agencies " W/JM Felton 840000 
release memo 

« Consolidated Edison Co of Neu York. Inc 04/06/29 21pp 
26104 260 24X Fiche 50-003.04/07/16.8408130121 


8408070114 Provides schedule info re NUnE0-0737i Bupp 1 1 on emergency 
response commitment It clarifies scheduler error in 840612 
confirmatory order Amend to order prior to Sop t 1903 
sugges ted 

O'TOOLE, J D Consolidated Ediion Co of New York. Inc 04/07/31 
DENTON* H R Office of Nuclear Reactor Regulation. Director 2pp 
23930 034 24X Fiche 50-247*04/07/31.8408070114 


8400090036 Clarifies addl Issues raised by NRC Ir 040626 telcon re 
New York PIRO petition to suspend OLs due to emergency 
planning inadequacies FEMA rept (k Btate of NY response to 
FEMA 040611 ItT end 

KRIMM.R W Federal Emergency Management Agency 04/07/31 
JORDAN* E U Division of Emergency Proparodness 6 Engineering 
Response (Post 030103) ip 23992 335 24X Fiche 30-247.04/07/31* 

0408090056 


— 0408090057 "Evaluation of Addl Issues Raised by NRC re New York PIRO 
Petition to Suspend Operation of Indian Point* Units 2 I* 3 " 

« Federal Emergency Management Agency 04/07/26 lOpp 
23992 336 24X Fiche 30-247*84/07/31*0400090056 


— 840B09006I "Addl Info Obtained From NY State on Neu York PIRO Petition 
Nhlcli Suppls FEMA Rept to NRC dtd 04O6OB " 
e Federal Emergency Management Agency B4/07/26 Bpp. 

25992 346 24X Fiche 50-247.04/07/31,8408070056 


0400070421 Responds to manual reactor egoUnt pump trip issue, Upgraded 
emergency operating procedures it integrated operator 
training being imp lamented, per 8upp 1 l to NOREG— 0-737 6 
Generic Ltr 0a~lOD 

Q 'TOQUE. J 0 Consolidated Edison Co of New York. Inc 04/00/01 

ElBENHUTi D G Division of Licensing 2pp 23942 026 24X 

Flchfr 30-247.84/08/01,0408070421 


G40B130325 Submits schedule Info on detailed control room design revtei*i 
summary rept. per Buppl 1 to NiyREO-0737 Clarifies scheduler 
error In B40612 confirmatory order Ambnd to order requested 
prior to Sept 1903 

G'TQDLE. J D Consolidated Edison Co of New York* Inc. 64/0B/06 
DENTON. H R Office of Nuclear Reactor Regulation* Director 2pp 
26010 057 24X Fiche; 50-247* 04/00/06* 04001303 25. 


0408160297 Notifies of fees due for review of fire protection 
requests Discussion of 10CFR170 fee requirements & list of 
applications 6 fees due end 

MILLER* W.O, License Fee Management Branch 84/00/09 O'TDOLE. J D 
Consolidated Cdlsan Co of New York* Inc 4pp 26122* 059. 34X 

Fiche 30-247,04/00/09,8400160299 
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840821Q002 Foru^r-ds for safety assessment sy-s/safety parameter 

display sijs>per fJUREG-0737 Suppl I & B3041S !« 040312 Ilrs 
Q'TOOLEiJ n Consolidated Edison Co of Neu Vorlij Inc 84^00/15 
EI5ENHUT.D G J>iv»sion of Licensing I3pp 26103 034 24X 

Fiche 50-347i^Q4/0a/15, 0400210002 


0 Adjudicatory correspondence 


0400140440 RespQ-nses to 640730 unpublished order directing NRC 
fe inviting other parties ta submit views on Judge Gleason 
dissent re ASLB recommend a fcion concerning accident 
probability Certificate of Sve end 

SHGLLV.S C Union of Concerned Scientists DSD 029 B4/06/'l3 

Commiss i aners Bpp S606i 007 B4j( Fiche 30-247,04/00/13. 
0400140448 


0400140480 Response to Comnisston B40730 order permitting comments fro* 
parties re Chairman Gleason dissent to AStB recommendations 
to< Coriinission Certificate oF Sve one 1 

CQLARULLIi P F Power Authority of the State cjf Neiij York 
CDLARULLI*P P Morgen Associatos DSB 030 04/06/13 

Commissioners I4pp 26060 261 24X Fiche '50-247,84/08/13, 

0400140400 


B40S140493 Comments on ASLD Chairman Gleason dlbsent in recommendations 
of special proceeding Significant risk reduction already 
accomplished at facility Certificate of Sve end 

BRAMBESDURO, 0 Consolidated Edison Co of Neuj York, Inc DSB 03i 
04/03/13 Commissioners iZpp 26060 249 34X 

Fiche 50-247,04/08/13,840 0140493 


6400150111 Response to Comnisslon 840730 order directing NRC to file 
comments on Judge Oioason dissent to portion of ASLD 
recommendations Supports Gleason dissent 

HDORE, J E HeariTig Branch 1 DSD 042 04/00/13 Commissioners 

I4pp 26066265 24X Fiche 50-247,04/08/13,0400150111 


8409170270 Comments on dissenting views of Chairman Oleason r» safety 
of plant mods Carttflcate of Sve end 

BRA^IDENCURG, Q Consolidated Edison Co of Neu York. Inc DBD 0B3 
84/00/12 i2pp 261 IB 041 24X Fiche 50-247,04/08/13,8400170270 


P Operating license stage documents 6 corr expand ence 


8407LS0020 Foruards request for addl info to complete SES re review of 
environ qualification of electrical equipment important to 
safety Info required by 840715 

VARGApS a Operating Reactors Branch 1 04/06/25 O'TOOLEpJ 0 

Consolidated Edison Co of New York, Inc 4pp 55573 128 24X 

Fiche 50-247*04/06/22,0407120020 


0408020138 Advises that Tech Spec change requests per Generic Ltr 
93-37* '‘NUREG-0737 Tech Specs," will be submitted by 841231, 
per B4D615 telcen request 

□ 'TOOLE, J D Consolidated Edison Co of Mew York, Inc 84/07/26 
ErSENHUr, D 0 Division of Licensing Ip 29892 305 24X 

Fiche 50-247.04/07/26,8400020138 


a40ai302U Forwards requests for relief from five testing requiTomants 
of ASNE Code.Bectlon Xi pr-ovlsions of requests Intended for 
apptlcatian during current refueling & inservice ifisp 
outage 

O'TOOLE, J D Conealidatad Edison Co of Neu York* Inc 04/07/30 
YAROA. 5 A Operating Reactors Branch 1 6pp 26010 019 24X 

Fiche 50-247.04/07/30,0408130211 


0408090530 Forwards request for addl info for review of 840214 
submittal re control of heavy loads Tech Spec change 
Response requested within 45 days of Itr receipt 
YAROA.S A Operating Reactors Drench 1 94/00/01 □ 'TQQLE, J 

Consolidated Edison Co of New York, Itic 4pp 55983 332 24X 

Fiche 50-247.04/09/01,0400090530 


B40B240164 Forwards requests for lolief from A3M£ Holier h Pressure 
Vessel Code Section X I requirements rg exam of reactor 
vessel flange ligaments between threaded stud holes L 
hydrostatic pressure te<iting of generator coolers 

O'TQQLE, J D Consolidated Edison Co of Neui York, Inc 04/00/17 
VARGA, B A Operating Reactors Branch i 5pp 26220 179 24X 

Fiche 50-247,94/08/17,0400240164 


0400200275 Generic Ltr 84-20 to all licensees of operating reactors 
applicants for QLs re scheduling guidance for licensee 
submittals of reloads that involve unravleuicd safety 
questions Sve list enci 

EIBENHUT.O 0 Division of Licensing 94/00/20 Consolidated 
Edison Co of New York, 1 nc I7pp 26276 244 24X 

Fiche 50-000,94/00/20,8408200275 


B40B260290 Forwards draft technical evaluation ropt re control of heavy 
loads, for ravleui & comment Project manager should be 
contacted within 30 days to discuss Outstanding items 
W/o end 

VAROAi B A Operating Reactors Branch I 84/09/20 Q'TOOLEiJ D 
Consolidated Edlsoh Co of Meui York, Inc Ip 26274 086 24X 

Fiche 50-247, 04/00/20, B40S2&0290 


940B2G0333 Staff requirenents memo re 840016 continuation of 940723 
discussion of issues requiring resolution prior to issuance 
of order in proceeding Cdcnmisslon requested briefing on PRA 
including discussion of uncertainties £< basis of compatison 
CKILK.S J Office of the Secretary of the Commission 04/09/21 
0IRCK6>N J Office of the Executive Director for Operations 
ZERBE, J C Office of Policy Evaluations 2pp 26294 050 24X 

Fiche 50-003,04/09/21,0400200333 


Q Inspection reports, IE Bulletins & correspondence 


9408010296 Forwards IE Insp Rapt 50-247/04-12 on 840514-0615 it notice 
of violation 

STARQ57ECKI I R Division of Project 6 Resident Programs B4/07/12 
a'TOOLE.J D Consolidated Edison Co of New York, Inc 3pp 
25866 175 24X Fiche 50-247,84/07/12,8400010276 


—0400010290 Notice of violation from insp on 040514-0615 Safeguards 
Info deleted iref lOCFRa 790 I, 73 21) 

* Division of Project it Resident Programs 84/07/12 2pp 
25066 176 24X Fiche 50-247,04/07/12,8400010296 


—0400010300 IE Insp Rept 50-247/04-12 an 040514-0615 Violations noted 
health physics program deficiencies It security personnel 
failed to comply cj/accese control procedtires Safeguards 
Info deleted (ref iOCFR3 790 it 73 3| » 

FOLEY, T , KDLTAY.P , NDRRHOLH, L Division Of Project 6 Resident 
Programs 64/06/27 lOpp 55966 leo 24X Fiche 50-247,84/07/12, 
8408010276 


6400010202 Forwards IE Insp Rept 50-247/84-13 on 940612-15 & 0705-06 
6 notice of Violation enforcement conference scheduled for 
840710 to discuss unplanned exposure of two workers on 
840619 

MARTIN, T T Division of Engineering I, Technical Programs 04/07/13 
Q'TOOLC, J D Consolidated Edison Co of New York, Inc 3pp 
25066 222 S4X Fiche 50-2 4 7 , 04/07/13,8400010202 


*0409010264 Notice of violation from insp on 040612-15 Safeguards info 
deleted 

e Ragion 1, Office of Director 04/07/13 3pp 25866 225 24X 

Fiche 30-247,94/07/13,84 0 0010202 


—8409010286 IE Insp Rept 50-047/04-13 on 940612-15 L 0705-06 Violations 
noted failure to post €t barricade high radiation area, 
failuTa to perforin airborne radioactivity surveys It adhere 
to physical security plan Gafeguards info deleted 
NIMITZ.R L , MILLER, M M , CLEMONS, P E Region 1, Office of 
Director 04/O7/J3 I3pp 23866 220 24X Fiche 50-247,84/07/13, 

9409010202 


0408070110 Generic Ltr 04-17 to all licensees of operating reactors, 

applicants for OLs 8< holder* of CFs re availability of 8407230227 IE Info Notice 94-57, "Operating Experience re Moisture 

&uppl 1 to NUREG-0733, "Pr lorl fci : a t»ofi of Generic Safety Intrusion In 9af ety-Rela ted Electrical Equipment at 

Issues " 0VC list end Commercial Power Plants " Sve list end 

EIBENHUT, D G Division of Licensing 84/06/06 CansoLidated JORDAN, £ L Division of Emergency Preparedness Ic Engineering 

Edison Co Of New York, Inc 19pp 26137 239 S4X Response (Post 030103) 04/07/27 Consolidated Edison Co of Now 

Fiche 50-000, B4/0Q/06, 84000701 10 York, Jnc n9pp 25D65 047 24X Fiche 50-000,84/07/27,8407250229 


0406310136 Forwards Matls Engineering Branch request for addl info 
potential flaw indfeatian nn reactor vaaselfas discussed at 
940011 mreting u/utll 

VARGA, 8 A Operating Reactere Dranch 1 84/08/16 □■'TOOLE, J D 

Co'n sof 1 da te d Edison Co af New York, jnc 7pp 26332 019 24X 

Flcbe 50-247.84/08/16,0408310136 


9409070435 Responds to IE Duiletln 04-02, "Fal lure of GE Type HFA Relays 
in Use in Class IE Gafety Sys " OE HFA relays nut used in 
safety-related applicatlans 

D 'TOOLE, J D Consolidated Edison Co of New York, Inc 04/07/30 
MUR LEY, T E Region I, Office of Director 2pp 25942 0 2 3 24X 

Fiche 50-247, 04/07/30, 0408070425 
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8406130211 Forwards requests for relief from five testing requirements 
of ASME Code Section XI Provisions of tequests intended for 
application during turrent refueling & inservicc insp 
outage 

Q'TDOLEjJ D Consolidated Edison Co of Neoi Vork, Inf 04/07/30 
VAROAi S A Operating Reactors Drench 1 6pp 36010 01? 24X 

Fichfr 50-247,04/07/30.8406130211 


0400300510 Forwards IG Insp Rept 50-247/04-14 on 640610-22 & notices 
of violation U deviation 

MARTIN,? T Division of Engineering h Technical Programs 84/00/01 
□'TOOLE, J 0 Consolidated Edison Co of New Vork, Inc 3pp 
26136 173 24X Fiche 50-247,04/00/01.8406200510 


--84O02OO51B Notice of violation from insp on 040618-22 

» Region 1, Office of Director 04/00/01 2pp 26138 176 24X 

Fiche 50-247.04/00/01.0408200510 


— 6406200530 Notice of deviation from insp on 640610-22 

* Region 1, Office of Director 84/08/01 Ip 26138 176 24X 

Fiche 50-247. 04/06/01. Q40B200510 


--8409200544 IE Insp Rcpt 50-247/04-14 on 040618-22 Violations noted 
failure to comply w/condifeions of certificate of compliance, 
failure to review tt approve procedures 6 failure to train 
personnel Involved in transportation activities 
HQOAN.R T , BTRUCKMEYER. R # PASCIAK.W J Region 1, Office of 
Director 04 / 07/20 6 pp 26130 179 24X Fiche 5£)-'a47. 04/08/01 . 

8400200510 


0400210230 Forwards lE Enforcement Conference Rept 50-247/04-20 on 
840710 Appropriate enforcement action will be specified at 
later date 

MARTIN, T T Division of Engineering t Technical Programs 04/08/02 
Q'TODLE. J D Consolidated Edison Co of New York. Inc 3pp 
26104 292 24X Ficho 50-247104/08/02,0400210230 


— 0400210244 IE Enforcement Conference Rcpt 50-247/04-20 on B4071B Major 
areas discussed deficiencies in control of high radiation, 
performance tt unplanned exposures of two workers on 040619 
NIMITZ.R L , SHANQAKY. M M Region 1. Office of Director 
84/07/31 3pp 26184 294 24X Fiche 50-247.04/08/02.0406210238 


6400010333 IE Info Notice 04-59. *'DcHborate Circumventing of Station 
Health Physics Procedures Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/06/06 Consolidated Edison Co of New 

YorVr Inc 85pp 26060 001 24 X Fiche 50-000,04/00/06.0408010333 


B40B040337 IE Info Notice 64-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN. E U Division of Emergency Preparedness & Englnooring 
Response (Post 030103) 84/09/06 Consolidated Edison Co of New 

York. Inc 123pp 26067 156 24X Fiche 50-000.84/08/06.6408010337 


640B070120 IE Info Notice 04-6li "Overexposure of Diver in PWR 
Refueling Cavity " Sve list end 

xJDRpAN. E L Division of Emergoncy Preparedness St Engineering 
Response (Post 030103) 04/08/00 Consolidated Edison Co of New 

York. Inc 120pp 26129 118 24X Fiche 50-000.84/06/08.6400070120 


6408130305 Ack receipt of 840619 I tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-247/04-03 
Corrective actions will be examined during future insp 
MARI IN. T T Division of Engineering Technical Programs S4/0D/0B 
O'TCDLEiJ D Consolidated Edison Co of New Yorki Inc 2pp 
26010 175 24X Fiche 50-247,64/06/08.0400130385 


— 8400130300 Responds to NRC 840426 Itr re violations noted in IE Insp 
Rept 50-247/84-03 Corrective actions include implementation 
of engineering personnel training. me Int procedural changes 
& QA procedures review |i rev 

O'TOOUEr J D Consol i da ted Edison Co of New York. Inc 04/06/19 
martin. T T Division of Engineering & Technical Programs Qpp 
26010 177 24X Fiche 50-247.04/00/08.8408130305 


0408070376 IE Info Notice 04-62. "Therapy Mi sadmlnlstraii ons to 
Patients Undergoing Cc-60 Telethorapy Treatments " 8vc 
list end 

GRACC' J N Division of QA. Safeguards St Inspection Programs (Post 
030103) 04/08/10 Consolidated Edison Co of New York, Inc 

125pp 26130 001 24X Fiche 50-000,04/00/10.8408070376 


8408100009 IE Info Notice 84-63. "Defective RHR Replacement Piping " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 64/06/13 Consolidated Edison Co of New 

York. Inc ll9pp 26197216 24X Fiche 50-000,04/08/13.8400100009 


04OB2OO3O9 Advises of results of 040605 lO-yr inservice insp Of reactor 
vessel Significant amplification of indications on outside 
surface demonstrated Addl info will be submitted prior to 
I eturn to power operation 

O'TOOLE. J D Consolidated Edison Co of New York. Hnc 64/08/13 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
36132 361 24X Fiche 50-247.84/08/13.8400200309 


0408300106 Forwards Insp Rept 50-247/04-10 on B407 17-20 No violations 
noted 

MARTIN. T T Division of Engineering g. Technical Programs 04/00/14 
D'TQOLE. J 0 Consolidated Edison Co of New York. Inc 2pp 
26300 100 24X Fiche 50-247,84/06/14,8400300106 


— 8400300113 Insp Rept 50-247/84-10 on 840717-20 No violations noted 
Major areas inspected inservice acti vit ies, i nclud mg 
program review, observat i ons of work in progress. NDE 
procedure L licensee actions re Reg Guide 1 ISO 

MCnnCARTY. R A Region 1. Office of Director DORR. J P Division 
of Engineering 6 Technical Programs 84/00/06 Spp 26308 102 
24X Fiche 50-247,04/08/14,8408300106 


6408100038 IE Info Notice 04-64, "QUR HPCI Initiation 8eal-In U 
Indication " Sve list end 

JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post 030103) 84/06/15 Consolidated Edison Co of New 

York, Inc 104pp 26198 093 24X Fl che 50-000. 84/00/ I 5, 0403100036 


6400100021 IE Info Notice 84-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/08/16 Consolidated Edison Co af Now 

York. Inc 1 ISpp 26190 001 24X Fiche 50-000,04/08/16.8403100021 


0400100055 IE Info Notice 04-66. "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Sve list encl 
JORDAN. E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/06/17 Consolidated Edison Co of New 

York, Inc 120pp 26276 001 24X Fi che 50-000, 04/OS/17. 0406100055 


040814020B IE Info Notice 04-67, "Recent Snubber Inservice Testing W/ 
High Failure Ratos " Sve list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 64/00/17 Consolidated Edison Co af New 

York. Inc I22pp 26276 122 a4X Fiche 50-000.64/00/17.0406140206 


0406290279 Forwards completed response to IE Dulletin 03-07. 
"Apparently Fraudulent Products Sold by Ray Millar. Inc, " 

Including review of general concern, per SD Ebneter G4061G 
request Fiaudulent safety-re Uted matl will not be used 
□ 'TOOLE. J 0 Consnlidated Edison Co of New York. Inc 34/06/17 
DEyOUNOiR C Director's Office. Office of Inspection and 
Enforcement EONETER.a D Region 1, Office of Director 3pp 
26290 333 24X Fiche 50-247,64/00/17,840829(3279 


0408210142 IE Info Notice 04-66. "Potential Deficiency in Improperly 
Rated Field Nirlng to Bolenoid Valves ■’ Qvc list encl 
JORDAN, E L Division of Emergency Preparedness (c Engineering 
Response (Post 030103) 84/08/21 Consolidated Edison Co of New 

York. Inc U5pp 26329 000 24X Fiche 50-(300. 04/08/21 , 0408210142 


9 Reportable occurrences. LERs ic related correspondence 


8400100072 PNO-l-04-067 on 040606, ind ication detected in reactor 
vessel wall during ultrasonic test Evaluation & review of 
const records photographs continuing Startup from iO-yr 
Inservice insp outage scheduled for late Sept 1904 

DURR.xi P . NORRHQLM,L Region 1. Office of Director 04/08/00 Ip 
25970 04 3 24 X Fiche 50-347, 04/06/06 , B4O0 1 00072 


6400200539 LCR 04-007-00 on 04071 1. during continuous fire watch, 
personnel failed to watch cable spreading room for 4 h 
Personnel reinstructed g/a40ai0 Itr 

BLATT.M , O'TOOLE, xf D Cnnsol Idatod Edison Co of New York. Inc 
04/00/10 3pp 26139 027 24X Fi che 50-247, 04/oa/lO» B40B2(?0539 


8400220214 LER 04-008-00 on 040713. during refueling outage, one channel 
of manual safety injection circuitry spuriously & partially 
actuated, causing partial initiation of engineerad safeguards 
equlpmant Activation apparently inadvertent N/840613 Itr 
OLATT.M . D'TODUB. vl D Consolidated Edison Co. of New York, Inc 
84/00/12 3pp 26100 261 24X FI ch e. 50-247« 84/08/1 2, 6408220214 


T Hearing transcripts on non-anti trust matters 


8400200025 Transcript of 840616 Commission meeting In Ha sh in g ton, DC re 
continuation of 640723 discussion of adjudicatory 
proceeding Pp 1-76, 

* Commissioners 64/08/16 70pp 26293 169 24X 

Fiche 50-003,84/00/16.0400200025 
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DOCKET 50-549 DRESDEN MUCLSAft POWER STATION. UNIT 3 


F Bscurltij. msdical' emergenciy & fire protection plans 


Q404040169 For-uiard# eiftrcise rppt9 for LaSalle & Dresden off site 
radiological emergency preparedness exercises conducted 
820414-15 h 0-f>29-30. respectively 

KR1MM»R k' Federal Emergency Management Agency 84/03/26 
JDRDANi E L Division of Emergency Preparedness & Engineering 
Response IPost 8301031 2pp 22803 122 24X Tiche 50-000.84/03/26. 

8404040169 


B4DB140139 Forwards listed revs to security plans Revs address fence 
height requirements Revs uithheld (ref 10CFR73 21> 

FARRAR. D L Commonwealth Edison Co e4/0Q/03 Region 3. Office 

of Director Ip 26044 252 a4XFlche 50-000,84/08/03.0408140139 


8408130401 Responds to 840705 clarification of info re util means of 
satisfying annual regulatory requirement to review emergency 
action levels w/offal4« emergency support organl latlons Info 
acceptable 

PAPER lELLQiC d Region 3. Office of Director 04/08/07 REBD.C 
Comnonuealth Edison Co Ip 26010 1 30 24X Fiche 50-000.84/08/07. 

B40B1 30401 


— 8408130413 Respentfs to Q40604 Itr re means far satisfying requirements 
Of 10CFR50. App E. Paragraph IV D Proposal For satisfying 
Tequlrements to review emergency action levels by offsite 
agertciES clarified. 

FARRAR, D L Cnmmanwea I th Edison Co 84/07/05 PAPER lELLO. C J 

Region 3, Office of Director Bpp 26010 13i 24> 

Pichc 30-000.64/08/07.8400130401 


8408130289 Forwards FR notice of environ assessment $. finding of no 
significant impact re 840405 (<26 requests for exemption of 
state it local govt participation In 640605 exercise 
PAULSOM.W A Operating Reactors Branch 5 84708/10 FARRAR. D L 

Commonuealth Edison Co 2pp 26010 262 24X Fiche 50-010.04/08/10, 

840813028? 


— 8408130298 Notice of environ assessment fc finding of no significant 
impact re exemption from requirements of 10CFR50, App C 
re state h local govt participation at 840603 exercise 
ElBENHOTi D 0. Division of Licensing 84/08/10 App 26010 264 
24X Fiche 50-010.84/08/10.8408130289 


840B140397 Forwards sum-mary of App R rever 1 f i cat i on methodology h 
status, per 640627 commitment to submit results of hot 
shutdown portion of fire pratection program independent 
review W/28 oversiie drauings Aperture cards in PDR 
FARRAR. D L Coflvnanuealth Edison Co 04/08/10 DENTON, H R Office 

of Nuclear Reactor Regulation. Director 222pf 2604? 079 24X 

Fiche 30"237i 84/08/10. 8408140397 


6408200281 Advises that 840803 Rav 15 to physical security plan 
consistent ui/provigioos of 10CFR30 S4Cp) i. acceptable 
AXEL80N. W L Region 3, office of Director 04/OQ/H FARRAR. 0 L 
Commonwealth Edison Co 2pp 26133 023 24X Fiche 50-010.84/08/14. 

840B200aai 


6408210001 Forwards exemption from certain requlrenonts of Section 
IV F. I of App E to IDCfRSO for Dresden 040605 emergency 
preparedness exercise v/n full-scale participation by state 
it local govts in plume exposure pathway 

PAULSON. M A Operating Reactors Drench S 04/08/14 FARRAR, D L 
Commonwealth Edison Co 3pp 26101 320 24X Fiche 50-010,04/00/14, 

8400210001 


■8400210003 Exemption from Section IV F t of App E to lOCFRaO requiring 
full-scale emergency preparedness exercise at least 
annually. Involving participation of state & local govts 
within plume exposure pathiiiay emergency planning xune 
EIBENHOTi D 0 Division of Licensing B4/00/14 Commonwea 1th 
Edison Co app 26101 323 24)( Fiche 30-010.04/08/14.8400210001 


8408230203 Reviied emergeneg plan Implementing procedures. Including 
EPIP lOO-CD re generating station emergency plan log. 
replacing record of generating station emergency plan 
activities farm W/040820 Itr 

BCOTT, D vi Commonwealth Edison Co 64/08/20 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 67pp 26207 295 24X 

Fiche 50-D10, 64 /oa/20. B4 08230293 


Icense stage documents h correspondence 


6400060423 Notificatian of e40607'lD meetings ui/ut i is. NUTECH. Frank 1 in 
Research Cti h UNL in 6an Jose.CA to discuss comments 
resulting from po st- i flip icnentafckon review re plant-unique 
analysis repts 

DFVAN.B D . RnONRY. V L . THADANl.M C Operating Reactors Branch 2 
84/07/31 VASSALLO.D □ Operating Reactors Dranch 2 Ip 
23937 335 24X Fiche 50-000.84/07/31,0408060425 


6400150113 Torwards reformatted Tech Specs improving legibility 
versat i L 1 ty / per request W/n end 

RYBAK, a Commonwealth Edison Co 84/00/01 DENTON. H R Office of 
Nuclear Reactor Regulation. Director Ip 26066 351 24X 

Fiche 50-237.04/08/01.6400150113 


8400060276 Forujards revised Tech Spec changes tu Licenses DPn-l9 6 
DPR-25. submi tied on 840611 Tech Specs revised into new 
format, me erpor a ting NRC comments w/u changing technical 
canton t 

RYBAK. B Commonwealth Edison Co B4/0EJ/02 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 3pp 25933 223 24X 

Fiche 50-237,84/06/02. Q40 8060276 


— B40B'06Q280- Proposed Tech Spec s* revls ing format to incorporate NRC 
comments iq/o changing technical content 

« Commoniuea 1 th Edison Co 04/08/02 30pp 25933 226 24X 

Fiche 50-237. 04/08/02. &40aO60276 


8400070110 Deneric Ltr 64-19 to all licensees of operating reactors, 
applicants for QLe -Sc holders of CPs re availability of 
8uppl I to NUREO-0933, “Pri ori ti xation of (Jenerlc Safety 
Issues " Sve list end 

EI5ENHUT. 0 G Dlvlslan of Licensing B4/0B/06 Consolidated 
Edison Co of Nau York. Inc I8pp 2612? 230 24X 

Fiche 50-000.84/09/06.0406070110 


8408160062 Forwards Amends 02 75 to Licenses DPR-19 f< DPR-25. 

respectively Amanda consist of refarmatted Tech Specs to 
provide clarity 

PAULSON. If A Operating Reactors Branch 5 84/00/06 FARRAR. D L 

Commonuieal th Edison Co 3pp 26092 189 24X Fiche 50-237.04/08/06. 

B40B1 60062 


—0408160070 Amends 82 75 to Licenses DPR-l? & DPR-25, reap ec tive I y. 

consisti-ng of reformatted Tech Specs 

PAULBOft. N A Operating Reactors Branch 5 Q4/0B/06 600pp 

26092 192 24X Fiche 50-237,04/08/06.8408160062 


8400160345 Advises that OA program applicable la oil nucleor generating 
stations it satisfies provisions of 10CFR71 Fee remitted 
per 10CFR170 31 

FARRAR, D L Commonwealth Edison Co 84/00/06 Office of Nuclear 
Material Safety & 8af eg uards* Direc tor Ip 26072 184 24X 

Flcha 50-000.84/08/06.8408160345 


8400170017 Motifles qP Class I V 11 fees due for 040611 Tech Spec 
change request Fee will bo adjusted if appropriate 
DIQOS. R n License Fee Management Branch 84/08/10 FARRAR. D L 
Comtrionwoalth Edison Co ip 26135 344 24X Fiche 50-237.04/08/10. 

0408170017 


0400270114 Provides supplemental response to Generic Ltr 03-36. 
“NUREQ-0737 Tech Specs " Nads to Quad Cities radiological 
ETB will not be complete until Fall 1984 Complete response 
w/amend requests expected by 041115 

ALEXANDER. 0 L Commonuealth Edison Co 04/00/15 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 26247 330 
24X Fiche 50-000,84/00/15,0408270114 


840B2Q0275 Oenerlc Ltr 84-20 te all licensees of operating reactors t> 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that Involve unreviewed safety 
questions Sve list end 

EISENHtlT, D O Division of Licensing 84/08/20 Consol Idatcd 
Edison Co of New Vork. Jnc I7pp 26276 244 24X 

riche 50-000. 84/00/20, D4092O0275 


840B310211 Forwards final rospanso to second 6 final set of questions 
re rtarit I containment plant-unique analysis 

RYBAK, B Commonweal bh Edison Co 04/08/24 DENTON, H R Office tjp 
Nuclear Reactor Regulation, Director 37pp 26310 072 24X 

Flcho SD-000. 04/00/24, 0408310211 


B40B300102 Farwards corrected pages to Q40906 Amends 62 it 79 to 
Licenses DPR-19 DPR-25. ros p cciively 

PAUL90N. N A Operating Reactors Branch 5 84/08/27 FARRAR. D L 

Commanwealth Edison Co Spp 26306 135 24X Fiche 90-237.04/08/57. 

Q4O03OOIO2 


of ichsdular requirement* of 
nt/mod Of specific equipment owbj 
le^Next refueling outage 

on Co 84/07/31 DENTON, H R Office of 
Director 2pp 25923 006 24X 

60071 


— 0400300111 Corrected pages to Amends 02 Ik 79 to Licenses DPR-19 8. 
DPR-29. respoclively 

PAULBON. W A Operating Re oc tors Branch 5 04/00/27 Opp 

86306 137 24X Fiche 50-237,04/00/27.8408300102 
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Q Inspection reports- IE Bulletins tt correspondence 


Q40G030i?51 Ack receipt of Itr informing NHC of steps taken to 

correct violations noted in IE Insp Repts SO-OlO/Bd-OSi 
50-237/84-07 h 50-349/04-06 

PAPER lELLO- C J Region 3. Office of Director 84/07/10 REED* C 
Commonuealth Edison Co Ip 25917 326 24X Fiche 50-010.84/07/10. 

Q4O0O3D35J 


— 8408030253 Responds to NRC 840524 Itr re violations noted in IE Insp 
Repts 50-010/84-05.50-237/84-07 8^ 30-249/84-06 Corrective 
actions sludge removed from Toledo & Joliet facilities 
Survey of sumps found no residual activity 

FARRAR. D L Commonuoa 1 th Edison Co 84/06/33 KEPPLER. J 0 
Region 3i Office of Director 4pp 25917 227 24X 

Fiche 50-010,04/07/10,8408030231 


8407350229 IE Info Notice 84-57. "Operating Eapei lence re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants ” Sve list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 84/07/27 Consolidated Edison Co of New 

York. Inc 119pp 25863 047 24X Flcho 50-000.04/07/27,8407230229 


8400070066 Notifies of 040823 meeting ui/uti 1 at Region III ofe to 
revietii findings of SALP assessment re util performance 
Encourages mgt representation to ensure mutual understanding 
of issues findings presented by NRC 

NDRELIOS.C E Region 3. Office of Director 84/00/03 REED. C 
Commonwealth Edison Co 2pp 25949 337 34X Fiche 30-000.84/08/03. 

8408070066 


G40Q070401 Informs that neu sys of acknowledging receipt of licensee 
correspondence re noncomp 1 iance found during insp 
insti tilted, of fective 840380 Preprinted form will be used 
rather than Itr 

KEPPUER.J 0 Region 3, Office of Director 84/00/03 

Commonwealth Edison Co 3pp 23942 1Q8 24X Fiche 30-000,84/08/03, 

0408070401 


8400010333 IE Info Notice 84-59, "Deliberate Circumventing of Station 
Health Physics Procedures " 0vc list end 

JORDAN. B L Division of Emergency Preparedness 8« Engineering 
Response (Post 030103) 04/08/06 Consolidated Edison Co of New 

York, Inc G5pp 26068 001 24X Fiche 50-000.84/08/06.0408010333 


0400010337 IE Info Notice 04-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co of New 

York. Inc I23pp 26067 150 24X Fiche 50-000,04/00/06.0400010337 


04OBO7O12O IC Info Notice 04-61, "Overekposor e of Diver in PWR 
Refueling Cavity “ 8vc list end 

JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post 830103) 84/08/08 Consolidated Edison Co of New 

York, Inc I20pp 26129 118 24X Fiche 30-000.84/08/00,0400070120 


B4O014O344 Confirms 840003 plans to meet w/util on 840907 in 
Qlen Ellyn, lU to discuss regulatory Improvement program 
NORELIUS.C E Region 3, Office of Director Q4/0B/08 REED, C 
Commonwealth Edison Co 2pp 26041 030 24X Fiche 50-000,04/08/00, 

0400140344 


0408150098 auppls 840711 response to IE Bulletin 84-02 re visual insp 
during monthly functional tests to verify proper contact on 
reactor trip sys ?c primary containment isolation sys relays 
Exemptions requested for listed relays 

ALEXANDER,!) L Commonwealth Edison Co 04/00/00 KEPPLER. J 0 
Region 3, Office of Director 3pp 26067 033 84X 

Fiche 50-000,84/00/08,0408150098 


0400200331 Suppls response to IE Bulletin 84-02 re failure of OE Type 
HFA relays Exemption requested from commitment for visual 
insp verifying proper relay contact during monthly 
functional check for listed relays 

ALEXANDER, 0 L Commonwealth Edison Ca 84/08/08 KEPPLER, J 0 
Region 3, Office of Director 3pp 26132 318 24X 

Fiche 50-000.84/08/08,0408200331 


8408300095 Forwards Imp Repts 30-010/84-10,30-237/84-12 tt 90-249/84-11 
on 84061G-0726 C, notice of violation 

SHAFER, W D Region 3, Office of Director 04/08/08 REED, C 
Commonwealth Edison Co 2pp 26307 201 24X Fiche 50-010,04/00/00, 

8408300095 


— 0408300108 Insp Repts 9O“*OIO/04-lO, 50-237/04-12 tt 30-249/84-11 on 
840610-0726 Nonconp 1 lance noted Inadequate corrective action 
taken in response to Tech Spec violation re open submarine 
door in Unit 2 reactor bldg 

TONGUE, T M , STASEK, 8 , ANDERSON, C D Region 3. Office of 
Director 04/08/07 llpp 26307 204 a4X Fiche 30-010,84/08/08, 
8408300095 


8408070376 IE Info Notice B4-62. "'Therapy lilsadniini s trat i ons to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
list end 

GRACE. J N Division of OA, Safeguards & Inspection Programs (Post 
830105) 84/08/10 Consolidated Edison Co of New York. Inc 

I25pp 26130 001 24X Fiche 30-000.84/00/10.8408070376 


8406160139 Ac k receipt of 840730 Itr informing NRC of steps taken to 
correct nancomp liance noted in IE Insp Repts 30-010/84-09, 
30-237/84-11 tt 50-249/84-10 

SHAFER. W 0 Region 3. Office of Director 84/06/10 REED. C 
Conimiinwca 1 th Edison Co Ip 26092 04D 24X Fiche 30-010.84/08/10, 

8408160139 


— 8400160145 Responds to NRC 840703 Itr re none amp 1 i ante noted in IE Insp 
Repts 30-010/84-09.50-237/84-11 t 50-249/84-10 Corrective 
actions special procedure for testing automatic function of 
master pilot valve incorporated into existing Cardox ays 
FARRAR, D L Commonwealth Edison Co 84/07/30 KEPPLER. J 0 
Region 3, Office of Director 3pp 26092 041 24X 

Fiche 30-010. 84/08/10, 840016013? 


B40B1000D9 IE Info Notice 04-63. "Defective RHR Replacement Piping " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness 8c Engineering 
Response (Post 830103) 84/08/13 Consolidated Edison Co of New 

York. Inc I19pp 26197 218 24X Fiche 50-000. 84/08/13, 8403100007 


8408100030 IE Info Notice 04-64. "BWR HPCI Initiation 8cal-ln 8, 
Indication " 8vc list end 

JORDAN. B L Division of Emergency Preparedness tc EngineoTing 
Response (Past 030103) 84/00/15 Consolidated Edison Co of Neu 

York, Inc I04pp 26190 093 24X Fiche 50-000. 04/08/13, 8400100030 


0400100021 IE Info Notice 84-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Bve 
list end 

JORDAN, E L Division of Emergency Preparednees tc Engineering 
Response (Post 830103) B4/0B/16 Consolidated Edison Co of New 

York. Inc llBpp 26190 001 24X Fiche 30-000,84/08/16,8400100021 


6400100055 IE Info Notice 04-66. "Undetected tinavai Labi 11 ty of 
Turbine-Driven Auxiliary Feedwater Train " Bve list unci 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/00/17 Consalldated Edison Co of New 

York, Inc 120pp 26276 001 24X Fiche 30-000,84/08/17.8400100035 


0408140200 IE Info Notice 04-67, "Recent Snubber Inservlce Testing W/ 
High Failure Rates " Bve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/0B/17 Consolidated Edison Co of New 

York, Inc 122pp 26276 122 24X Fiche 90-000.84/08/17,8400140208 


0400310142 IE Info Notice 04-60, "Potential Deficiency In Improperly 
Rated Field Wiring to Solenoid t^alves " 8vc list end 
JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 84/00/21 Consolidated Edison Co of Neu 

York, Inc ilSpp 26329 000 24X Fiche 50-000.84/08/21, 0400210142 


R Periodic operating reports k related correspondence 


04OB3OO360 "Ropt of Radioactive Effluents." Jan-June 19B4 W/a4O0l3 Itr 
BCQTT, D J Commonwealth Edison Co 04/06/30 KEPPLER, J 0 Reglen 
3, Office of Director 17pp 26300 172 24X Fiche 90-010.84/06/30, 

8408300360 


0400130271 Monthly operating repts for Jul 1984 W/840BQ3 Itr 

8CHR0EDER,D A . BCOTT. D J Commonwealth Edison Co Q4/07/G1, 20pp 
26006 342 24X Fiche 50-237.04/07/31,0408130271 


8 Reportable occurrences, LERs h related correspondante 


84OB24O340 Part 21 rept re presence of L-octlte-242 In CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported on 840413 New thread locking devices investigated 
SHERWOOD, O G Oaneral Electric Co 04/04/13 DEYOUNG. R C 
Director ♦§ Off ice. Office of Inspec tlon and Enforcement 3pp 
26222 256 24X Fiche 50-000,04/04/13.8400240340 


8400130146 LER 04-006-00 on 040711, raac tor vessel found nxit vented at 
less than 14? F Caused by Inadvertent procedure violation 
Reactor metal temp increased Personnel reminded of venting 
requirement W/B408D7 Itr 

WQJTULEWICZ, T , 6CDTT. D J Commonwealth Edison Co 04/00/03 Gpp 
26007 347 24X Fiche 50-249,04/00/03,8400130146 
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640820031*? tER B4-001-01 on B 40323 1 reac tor o/atoT level decreased to 
lau level alarni point Coolant losa coo^pound eif by tujo open 
bypass valves Procedures revised to remind operators to 
close turbine valves H/'B40809 Itr 

BEROANi 0 U . SCOTT. D J C ornffionwe a 1 th Edison Co 34/08/09 4pp 
36130 317 24X Fiche 50-249, 84/03/09. 8408200519 


0400210104 LER 84^005-00 on 840716. east LPCI corner room submarine door 
Pound open Caused bg stationmen uorting tn area Door closed 
Sc Tech Specs reiiuirlng door to be closed emphas&ied 
Annunciators uill be installed U/B40813 Itr 

LEAHY. ri . SCQTTcD J C onsionijeal th Edison Co 84/08/13 3pp 
26104 OtS 24X FI Che S&-249. 84/00/13* 8408210104 


0400230077 Summary of 840807 operating reactor events meeting re 
occurrences sinca 840719 meeting List of attendees, 
significant elements & status oP previous assignments encl 
CRUTCHFIELD. 0 Assistant Director For SaFetg Assessment 04/03/16 
ErSENHUT. D O Division of Licensing 20pp 26233249 24X 

Ficha 50-000 * 04/08/ 16 . 8403230077 


B408270455 LER 84-007-00 on 040722. turb Ine bypass valve 1 operated 
erratical Ig. causing Group 1 isolation on main steam lout 
pressure Caused by failure of servovalve iModel 450-10301 
Aechanlsen for opening U closing valve U/a40817 Itr 
COVLE. L . SCOTT. D J Contmonuea 1 th Edison Co 84/08/17 3pp 
26257; 203 24X Flcbe 50-249*84/08/17,3400270455 


6408310186 Part 21 rept re torus-tn-reac tor bldg vacuum brealiers homo 
of 840820 telcon reporting equipment quality b separation of 
controls to butterfly valves end G£ lacks tecbriicai info to 
adequately evaluate condition 

VlLLA.fi Oeneral Electric Co 84/00/21 ROSSI. C E Director's 
Office. Office of Inspection and Enforcement 3pp 26318 327 24X 

Flche SO-OQO. 84/08/21 1 3408310186 


0408310071 LER 64-000-00 on 84 0804. U'h lie opening valve 1601-56, drgue 1 L 
to tdrus differential pressure fell below Tecb Spec level 
Caused by closed preseure control valve 3599-538 Personnel 
counseled Vf/840822 Itr 

BOYLE, L A I SCOTT, D J Commanuealtb Edison Co 84/00/22 3pp 
26334 239 24X Flche 50-249.04/06/22.8400310071 


G408100016 Forwards Emergency Plan Imp 1 en>en 1 1 ng Procedure EPlP-1301, 
“Emergency Roster - Offsite Emergency Crganiiation “ 

W7LLIAH0, J W Florida Power 6 Light Co 84/OS/OB O'REILLY* J P 
Region 2. Office of Director Ip 25937 006 24X 

Fiche 50-000,84/00/00,8400100016 


— 8400100034 Emergency Plan Implementing Procedure EPIP-130t, "Emergency 
Roster - Offsite Emergency Qrganiiatlon " 

JOHNSON, H D Florida Power & Light Co 84/08/08 13pp 
25987 007 a 4 X Flche 50-000,84/00/08-8408100016 


8400240328 Confirms 04OB29 meeting in Dethesda.HD to discuss task 
analysis requirements of NUnEO-0737, Bupp 1 t & SER open items 
on CEN-152 re Inadequate care cooling h reactor vessel level 
monitoring sys 

THOMPSON/H L Division of Human Factors Safety 04/00/13 
BARROM, J Florida Power 6 Light Co Ip 26253 336 24X 
Fiche 50-230,04/08/13.8400240320 


— B40B240330 Notification of B40829 meeting ux/util in Dethesda.MD to 
discuss task analysis requirements of NUREG-0737. Bupp 1 1 
SER open items on CEN-i52 re inadequate core codling 6 
reactor vessel level manitarlng sys 

CLAYTON. H B Procedures & Systems Review Branch 04/00/09 
ZIENAN.D L Procedures b BU'Steibs Review Branch 2pp 26253 337 
24X riche 30-230.84/00/13,0408240328 


0406310003 FoTwards request for addi info re safety parameter display 
sys implementation plan t* parameter soiection rept submitted 
tn 040501 response to Generic Ltr 02-33 
<NUREG-0737. Bupp I 1) Response requestod within 45 days 
VARGA. S A Operating Reactors Branch 1 84/00/13 WILLIAMS. J W 

Florida Power & Light Co 4pp 26350 202 84X 

Flche 50-290,04/00/1318408310003 


8400310133 Revs to emergency plan imp letnent i ng procedures, me lud mg 
20i0. "Duties of Emergency Coordinator,'' 2020 1, "Ma intam i ng 
Emergency Preparedness - Radiological Emergency Plan 
Training" U 20126. "Offsite Dose Calculation " U/840B24 ltr 
WILLIAMS. J M Florida Power & Light Co 84/00/24 O'RElLLV* J P 
Region 2. Office of Oirecior lOSpp 26322 001 24X 

Fiche 50-250,84/00/24.0400310133 


V Operator Examinations 


0 Adjudicatory correspondence 


8408140372 Forward* proposed rev to "Requal i f icatl on Program for 
Licensed Op orators. Senior Operators b Senior Operators 
(Limited)." in r«*fonae to NOR £0-0737* Item I A 3 I 
MARSHALL. J 0 Commonweal tb Edison Co 04/08/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 26D51 240 
84X Fiche- 50-000. e 4/00/07. 9400140372 


9408010213 Response supporting J Lor ion ^ Ctr for Nuclear 
Responsibility 040709 request for hearing & petition for 
leave to intervene re amends to expand spent fuel pool 
Notice of appearance 4( Certificate of BvC end 

VOUMO, M A Hearing Branch 4 BSD 676 84/07/30 Atomic Safety 

and Licensing Board Panel 12pp 25056 040 24X 

Flche 50-250.84/07/30*8408010213 


— 04OBI4O3B9 "Requalification Program for Licensed Opera tor*. Senior 
□perator* & Senior Operators (Limited) *' 

a Commanuealth Edison Co 84/07/19 tOpp 26051 242 24X 

Fiche 50-000.84/08/07,8408140372 


0409140426 Prevides address far transml tt Ing all operator licensing 
carreapendfence to Region 111 afc. except Infe for examiners 
WALKER. R D Region 3. Office of Director 84/06/10 Hichigati. 
Univ of. Ann Arbor. Ml 2pp 26031*190 24X Flche 50-000. 

84/00/10* 8408140426 


'CKET 30-250 turkey POINT PLANT. UNIT 3 


0408070305 Response supporting Ctr for Nuclear Responsibility request 
for hearing petition for leave to Intervene re amends to 
allow storage of fuel u/increased enrichment Notice of 
appearance 6 Certificate of 8vc encl 

YOUNO.M A Hearing Branch 4 DSB 010 84/07/31 Atomic Safety 

and Licensing Board Panel 12pp 23947 316 24X 

Fiche 50- 250*84/07/31.0408070303 


0408090397 Notice of appearance in proceeding Certificate of 8vc end 
COLL.N A Florida Power & Light Co COLL, N A Steel, Hector If 
Davis OSB 878 04/00/07 3pp S59S2 173 24X 

Fiche 50-250, 84/08/07. 8408090397 


Security* medical, emergency fire protection plans 


08010109 Informs that proposed schedules for implementation of 
alternate shutdown capability li mods for App R* Section III G 
In accordance w/10CFR50 48 & require no schedular 
exemp tions 

9AR0A*S A Operating Reactor* Branch 1 04/07/09 tfILLlAHS, J W 

Florida Power k Light Co. 3pp 25873 332 24X 

Fiche 50-250, 84/07/09, 0400010109 


I082702G7 Forwards Insp Repts 50-250/84-19 k 50-251/84-19 on 
840604-08 No violations or deviations noted 

DANCE.H C Region 2. Office of Director B4/07/G9 WILLIAMS* J M 
Florida Power It Light Co 2pp 26258 167 24X 

Fiche' 30-250. 84/07/09* 8400270289 


-040027029^ Insp Repts 50-250/04-19 k 30-231/84-19 on 840604-00 No 
violations or deviations noted Major areas inspected 
emergency preparedness 

MARSrON.R R , CLINE. W t Region 2, Office of Director 84/07/06 

9pp 26230 169. 24X Fiche 50-230* 84/07/09. 8408270239 


8408070437 Notice of appearance In proceeding Certificate of Sve end 
COLL.N A Florida Power & Light Co COLL, N A Steel. Hector k 
Davis OSB 079 84/08/07 Atomic Safety and Licensing Board 

Panel 3pp 25982 176 24X Flche 50-250,84/00/07.8400090437 


B40G140214 Forward* 840010 motion* for sunvnary disposition of 
intervenor Contentions (b) k (d) k statentant of iratl facts k 
menorandum of law in support of motions Related 
correspondenc e 

6AU8ER. M A Neuman t* Holtxinger BAUSEH. M A Florida Power 6 Light 
Co DSD 961 84/06/10 LAZDiR M * COLE. R F . LUEBKE, E A Atomic 

Safety and Licensing Board Panel Ip 26036. 0?4 24X 

Flche 50-230, 84/ 08 / to. 8408140214 


--8408140220 Motion for summary disposlton of Intervenor Contention b Np 
genuine Issue of matl fact exists k util entitled to 
favorable decision Related correspondence 

BAUSER, h A Florida Poi,;Br k Light Co DAUSERrM A Newman 8< 
Holtxinger 84/08/10 Atomic Safety and Licensing Board Panel 
5pp 26036 025 24X Flche 30-250,84/08/10*8408140214 


— 8'40ai40226 Affidavit of MJ parvln in support of applicant 840010 motion 
for summary disposlton of intervenor Contention (b) Related 
correspondence 

PARYIN. M J Florida Power k Light Co PARUIN* M U Westlnghouse 
Electric Corp 84/08/03 6pp 26036 030 24X 

Fiche 50-250* 04/08/10, 8408140214 
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- -0400 1 40236 Statement of natl facts as to uihich there i -s no QeTiutnc 
issue Related correspondence 

BAUSCR.M A Florida Rower t Light Co PAUSER.M A Newman 
Holtzjnger HAUSER* II A Steel* Hector i< Davis 04^00/10 
Atomic Safety and Licensing Board Panel Spp 26054} 03& a4X 
Fiche 50-250i B4/OS/10< 04OBJ 40214 


640806-043^1 Summary of 040713 meeting u/Litil 
matls surveillance program 
MCDONALD r D G Operating Reactors Branch 
Reactors Hranch 1 3pp 25937 31"^ 24X 

Q408060436 


in DethesdtJ MO rc reactor 

a4/'07/l9 Operating 

Ficho SO-^ao* 04707/19* 


— 0408140253 Motion for sunmai y dispositon of intervcnor Contention <d) 
No genuine issue of natl fact exists & util entitled to 
favorable decision Related correspondence 

DAUSERiK A Florida Power Light Co GAUSERj n A Neuman te 
Holtzinger HAUSER* M A Steel* Hector % Davis B4-/08/10 
Atomic Safety and Licensing Board Panel 6pp 26056 039 a4X 
Fithe 50-250,04/08/10*8400140214 


— *8400140262 Affidavit of EA Dienis in support of licensee 840B10 motion 
for summary disposition of intervenor Contention (d) 

Realted correspondence 

DZENlS*e A Florida Power t Light Co DZENIS.E A Westinghouse 
Electric Corp 04/00/08 15pp 26056 047 24X 

Flche 50-230*84/00/10*0408140214 


— 0408140271 Statement of natl facts as to which there la no genuine 
issue re intervenor Contention (d> Related correspondence 
HAUSER* M A Florida Power 6 Light Co HAUSER* M A Nowman 6 
Haltzinger 64/00/10 Atomic Safety and Licensing Doai d Panel 

7pp 26056 062 24X Ficho 50-230, 04/00/10* 0400 H02 1 4 


— 8400140277 Memorandum of law in support of motions 
disposition of intervenor Contentions (bl 8« id) 
Certificate of 8vc end Related correspondence 
BAU8ER/H A Florida Power t* Light Co HAUSER* M 
Holtiinger HAUSER* M A Steel* Hector 6 Davis 
26056 069 24X Flche 50-250*04/00/10*0408140214 


for summary 

A Neuman & 
04/oa/lO Bpp 


0408210347 Notice of appearance in proceeding Certificate of Bve end 
REIS* H F Florida Power i> Light Co RCIS*H F Newman & Holtiinger 
DSD 170 04/00/16 3pp 26179 100 24X Fiche 50-250.04/00/16, 

8400210347 


04OBO7OO32 Corrects issuance date of Itr ic proposed spent fuel pool 
eapanslon to 040702 

MCDONALD* D G Operating Reactors Hranch 1 04/07/ IV WILLIAMS* J W 

Florida Power 6 Light Co 2pp 25955 360 24X 

Fiche 50-250 * 04/07/ 1 9 * 04OBO7OO32 


0400010009 Request correction to date of It r* for war cl ed un H40602. 
requesting info on NOREO-0737, Item II 0 3 ro performance 
testing of relief 6 safety valves Correct date la 040/02 
VARGA, 8 A Operating Reactors Dranch 1 04/07/23 MCDONALD, fl P 

Alabama Power Co 2p p 25B67 361 24X Ficho 50-250,04/07/23. 

840S010005 


8406070073 Forwards request for addl info re pressurized thermsl sheet 
flux reduction, program Response requested within 3 ukc 
of Itr receipt W/o end 

VARGA, S A Operating Reactors Dranch S 64/07/26 WILLtAMG.J W 
Florida Power 6 Light Co 2pp 25955 317 S4X 
Ficho 50-250* B4/07/36. B40B070075 


0408090471 Requests remittance of foe for 
for amend to Tech Specs re safety-relat 
DI008. R M License Fee Management Bran 
Florida Power tr Light Co Ip 29963 1 
84/07/31, 0400090491 


0400070110 Oenorlc Ltr 84-19 to all licon 
applicants for OLs fc holders of CPs ro 
Sup pi 1 to NUREO-0933. "Pr 1 orl t i lat i on 
Issues *' Sve list end 
EI0ENHUT*D Q Division of Licensing 
Edison Co of New York, Inc lOpp S6 
Ficho 90-000, 84/00/06, G40B0701 10 


review of 040521 application 
ad snubtiers 

ch 84/07/31 WILLIAM3, JW 
92 24}! Flche 90-250. 


secs Df aporatlng raacttirt. 
aval 1 ab 1 U tij of 
of Generic Safety 

04/00/06 CorilD 1 Ida toil 

129 230 24K 


0408210300 Notice of appearance in proceeding Certificate of Sve end 
REISi H F Florida Power t< Light Co REI0*H F Newman & Holtiinger 
DSB IBO 04/00/16 3pp 26100 240 24X Flche 30-250.84/00/16* 

0400210380 


H Genera] correspondence 


0400090317 Forwards monthly status rep i re plant-specific backfiltlng 
activities for operating reactors license applicants for 
Jul 1904 

TREMBLAY* P P Operating Reactors Asscssmont Branch 04/06/06 
HaLAflAN.G N Operating Reactors Assessment Hranch 18pp 
23971 350 24X Flche 50-000.04/08/06.0408090317 


8408210441 Informs of address change 
PEEBLES) T A Florida Power Ligh 
Detailed Affiliation Given 2pp 
Flche 50-250.84/08/15*8408210441 


for plant manager 
t Co 04/08/15 
26101 356 24X 


NFIC 


No 


6400160319 Forwards "Maint %t Durvelllance Program Plan." revised 
following 640706 NRC /NUMARC meeting 

RUSSELL, W T Dlvlslo-n of Human Factors Gafoly (34/011/07 
UQDDYi C 0 Florida Power L Light Co ip 26126 019 24 X 

Flche 30-000.64/00/07.8400160319 


K Utility Final Safety Analysis Report iFSAR) b amends 


8407260210 Forwards Rev 2 to updated FSAR for Turkey Point, Units 3 4 

Changes made under provisions of I0CFR50 39 for Jul 1903 - 
June 1904 will be provided by 840901 

WILLIAMS. J W Florida Power i< Light Co 04/07/23 DENTON* H R 
Office of Nuclear Reactor Regulation, Director 4pp 25771 129 
24X Flche 30-230.04/07/23*0407260210 


— 0407260220 Rev 2 to updated FSAR for Turkey Point, Units 3 «< 4 

* Florida Power 6 Light Co 04/07/31 425pp 23771 133 24X 

Ficho 30-250*84/07/23*0407260210 


P Operating license stage documents 5. correspondence 


0400300592 Summariies 040517 meeting w/utll in Region II ofc re plant 
performance enhancement program Meeting beneficial b 
provided better understanding of plans 
O'REILLY.J P Region 2, Office of Director 04/03/23 
WILLIAMS, J W Florida Power b Light Co Ip 26300 160 E4X 
Flche 50-250*84/03/25.0408300302 


8408300419 Summarizes 840610 meeting w/wtll in Region 11 ofc re 
performance enhancement program tt quarterly progress rept 
meeting scheduled for 040712 

DANCE, H C Region 2. Office of Director 84/06/25 WILLIAMS. J W 

Florida Power h Light Co Ip 26313 307 24X Flche 50-250. 

84/06/25, 8408300419 


840BOIOU9 Forwards request for addl info re measures taken to ensure 
ALARA doses during proposed spent fuel pool eipanslon 
Response within 30 days of ltr receipt requested 

VARGA# S A Operating Reactors Branch I 04/07/17 WILLIAMS, J W 
Florida Power tt Light Co 6pp 25873 321 24X 

Fiche 50-250,84/07/19,0408010117 


— 6400160323 '"iMaint ti Surveillance Program Plan " 

* NRC - No Detailed Affiliation Given 04/07/31 2anp 
26126 020 24X Ficho 30-000. 84/00/0/, 0400160317 


8408210634 Requests addl info re structural dosign aspects of 030314 
request for Tech Spec mod to expand spent fuel storage 
facilities Mod necessary to accommodate Incroaied Inventory 
Addi info requested within 2 uiks to meet review schedule 
VARGA, a A Operating Reactors Hranch I 04/00/13 WILl lAHD. J W 
Florida Power t Light Co Ip 26107 356 24X flche 30-280. 

84/00/13, 0408210634 


0400170004 Forwards addl Info re spent fuel storage facility expansion, 
per NRC B40702 request NITAWL. XBDRNPM 6 Kono-IV used to 
calculate reactivity of checkerboard b configuration in 
Region 2 

WILLIAMB, J W Florida Power U Light Co 04/08/14 VAROA. 8 A 
Operating Reactors Dranch l 7pp 26117''024 24X 

Flche 50-230. 84/00/14, 0400170084 


B40B210564 Torwards draft safety evaluation of NUnE0~O737i It em H F 2 
re inadequate core cooling Ini trumenla t Ion tys Evaluation 
identifies open Items Addl info requested within 2 uks W /0 
end 

VARGA* B A Operating Reactors Branch I 84/OO/N WILLIAMS, J W 
Florida Power U Light Co Ip 26195 255, a4X riche 50-236, 
04/08/14, 0400210364, 


8400230477 Forwards Amends 104 U 98 to Licenses DPR-31 U DPR-41, 
respectively U safety evaluation Amends provide protection 
of safety-related equipment suiijected to degraded voltage at 
offsite power source W/o ends 

MCDONALDiD 0 Operating Reactors Branch i 04/00/14 WiLLlAhB. J M 
Florida Power it Light Co Ip. 26230 216 24X 

Flche 50-250. 84/00/14. B408230477 
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B40Ba3034,4 Notification of S4090& «' 07 meetings w/util in Det^esda*l1D 
to cfiscuss control design re\/ie«j5 

MCDONALD. & G Dperating Reactors Oraoth 1 ^9/00/16 VARGA. S A . 

miller, J R Operating Raactors Branch 1 app 26330 260 S43C 
Fiche 30-000-04/03/16-0408230364 


fl40BS2034& Wot I f Icati tjn of 04OB23 meeting u/utii in DetheedaiMD to 
diacuss details S« review process for converting factiitg 
Tech Spec 6 to STS for-uat content far Wes t mghouae 
reac toi-9 

MGDDNALD. D G Operating Reactors Branch 1 84/03/17 VARGA, S A 

Operating Reactors Branch 1 3fP 26199 340 24)i 

Fiche 50-230184/08/17,8403220546 


B40D270015 Requests meeting w/NRC to discuss details of proposed Tech 
Spec rev preg ram- inc lud ing purpose for rev. plan 8< schedule, 
integration ui/related pro jects. I Initat i ens & licensing 
app mac h 

UtLLlAMS. J u Florida Power 6 Light Co 84/08/17 EISENHUT, D O 
Division Qf Licensing ip 26247 193 24X Fiche 50-230.84/08/17, 

040827001 3 


□408200275 Generic Ltr 34-20 to all licensees oF operating reactors h 
applicants- for OLs re scheduling guidance for licensee 
^ubrnltta-ls of reloads that involve unreviewed safetni 
queatians Sve list end 

ElSEKHUTiD G Division of Licensing B4/OQ/20 Consolidated 
Edison Co of Naur York, Inc I7pp 26276 244 24X 

Fiche 50-000*84/08/20,8400200275 


840B870019 Foruards rpmittance For 840619 req.ueBt for amends in 
respQTiss! to Gnneric Ltr 83-37 re NUREO-0737 Tech Specs, per 
t0CFRl70 22 

U ILL I AMS. J « Florida Pouer 6 Light Co 84/00/21 EISEKH3T, D G 
Division of Licensing Ip 26247 174 24 X Fiche 50-250. 84/08/21 . 

□ 40S2l7aOI9F 


B40S270344 Foriu-ards responie to NRC 840719 requests for addl info re 
health physic* aspects of proposed amend to spent fuel 
star-agv facility expansion 

UILLIAHS, J Vf Florida Pover & Light Co 84/08/22 VARGA, S A 
Operating Reactors Branch I 20pp 26244 327 24X 

Fiche 50-250.64/08/22,8403270344 


640EISB023B Fariaards addl neutron source data for NRC review of 
prpG'surized thermal shock fluv reduction prograni.per 040726 
raquea t 

WILLIAMS, J W Florida Power t Light Co 84/08/22 VAROA.S A 
Operating- Reactors Branch 1 36pp 26262 243 24X 

FI cha* 5D-250. 64/08/22. 0408230238 


8 Inspection roports, lE BuHetins h correspondence 


8400270209 Forwards Insp Repts 50-230/04-19 50-251/84-19 on 

040604^00 No violations or deviations noted 

DANCE, H C Region 2, Office of Director 84/07/09 WlLLIAhS, J W 
Fkarlcta pouer & Light Co 2pp 26238 167 24X 

richo 50-250,04/07/09,8400270289 


— 0400.270295 Insp Repts 30-250/04-19 «< 50-231/04-19 on 040604-00 No 
vlDlatlons or deviations noted llajor areas inspected 
«rne-rgDiici| preparedness 

MARSTON, R R , CLINE, W E Region 2, Office of Director 84/07/06 
9pp 3*250 169 24X Fiche 50-230,84/87/09, 8408278209 


Q40723O229 IE Info Notice 84-37, “OiteraUng Experience re Moisture 
Intrusion in Safety-Belated Electrical Equipment at 
Ci>.inm«rc ia-I Powar Plants " sue list end 

JORDAN, E L Division of emergency Preparedness Engineering 
R«Bpan5« (Post 830103) 84/07/27 Consolidated Edison co of Maw 

Yorfcr Inc JJ9fp 23863 047 24 X Fiche 30-008, 84/07/97, 8407250229 


400370314 Adk receipt Of 840716 ltr informing NRC of steps taken to 
correct violations noted In Insp Repts 30-250/B4-14 & 

30-251/04-1 4 

LEWI0, R O Division of Project U Resident Programs 84/07/31 
WILLIAMS. J W Fieri da Power & Light Co 2pp 26237 263 24X 

Fiche 50-250, 84/07/ 31 .8408270314 


-84001270316 Fespands to NRC 040615 ltr re violations noted In Insp Repts 
30-250/04-14 30“25f/B4-|4 Corrective actions tracking sgs 

developed to ensure that all license amend requirements will 
6e met during i mp 1 ementa t i on process 

HlLLlAKSt J W Florida Poaar fc Light Co B4/07/16 a'llEiLLY, J P 
Rag I DTI 3 * Office of Director 4pp 26257 263 24X 

FJehm 50-250,04/07/31,8408270314 


8400270322 ForuaT^ds Insp Repts 50-250/84-14 «< 50-251/84-14 on 
04Q4O7-20 & notice of vialatlon 

LEU10* R C Division of Project & Resident Prdgrams 84/06/15 
WILUJAMB, vJ W Florida Power 6 Light Co 2pp 26257 269 24X 

Ficho 50-a&0, 04/07/31, 84082703! 4 


— 6408270324 Notice of violation from insp on 840407-28 

* Region 2, Office of Director Ql/06/15 £pp 26257 271 24 < 

Ftche 50-230,04/07/31.8408270314 


— 8400270329 Insp Repts 50-250/84-14 ^ 50-251/84-14 on 840407-28 
Violation noted clearance tags not propeilg filled outihung 
or lifted & insufficient data taken to complete evaluation 
of cooling sye 

PEEBLES, T A Region 2. Office of Director ELROD- S A Division 
of Project U Resident Programs 04/06/15 Upp 26257 273 24X 

Fiche 50-250.04/07/31,8 4 082 70314 


8408010333 IE Info Notice 84-39, "Deliberate Circumventing of Station 
Health Physics procedures " Sve list end 

JORDAN, E L Division of Emargency Preparedness L Engineering 
Response {Post B301031 84/08/06 Consolidated Edison Co of Neu* 

YorJf. Inc Q3pp 26060 OO-l 24X Fiche 50-000,84/08/06,8400010333 


a40-a0JO3l7 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Filters to Haat Efficiency Requirement " Sve list end 
JORDAN, E L Division d f Emergency Preparedness !, Engineering 
Response (Post 030103) 84/08/06 C on so 1 1 da ted Edison Co of New 

York, Inc I23pp 26067 150 24XFufte 50-000.84/08/06.0408010337 


0408070120 IE Info Notice 84-6J, "Overexposure of Divei in PWR 
Refueling Cavity " Sve list end 

JORDAN, E L Division of Emergency Preparedness X- Engineering 
Response (Post 830103) 04/OB/O0 Consolidated Edison Co of Meu 

York. Inc iPOpp S6I29 119 24X Fiche 30-000, 84/00/08, 8400070120 


0408070376 IE Info Notice 84-62, "Therapy Mi sadm i n i s tra 1 1 on s to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
list end 

GRACE, J N Division of OA, Safeguards & Inspection Programs (Post 
0301031 84/OB/lO Consolidated Edison Co of New York, Inc 
I25pp 26130 001 24X Fiche 50-000, 84/08/ 10. 8408070376 


B4O0IOOOO9 IE Tnfo Notice S4-63, "Defective RHR Replacement Piping " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response {Rost 830103) 84/08/13 Consol idatei Edison Co of Nbw 

York. Inc 119pp 26197 218 24X Fiche 50-000, 84/08/ 13, 0408100009 


0403100038 IE Info Notice B4~/,4, “QWR HPCI Initiation Seal-In U 
Indication " 8vc list enc 1 

JORDAN. E L Division of Emergency Preparedness 8< Enginnering 
Response (Post 030103) 04/00/15 Consolidated Edison Co of New 

York, Inc I04pp 26198 093 24X Fiche 90-000,04/08/15,8408100038 


840B100021 IE Info Notice 84-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list end 

JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 84/09/16 Consolidated Edison Co of New 

York, Inc tlBpp 26198 001 24X Fiche 90-000,04/08/16.0408100021 


0408100055 IE Info Notice 84-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Pest 830103) 84/00/17 Consolidated Edison Co of New 

York, Inc J20pp 26276 DO I 24X Fiche 90-000, 04/08/ 17. 8408100055 


8408140208 IE Info Notice 04-67* "Recent Snubber Inservice Testing W/ 
High Failure Rates " Sve list end 

JORDAN* E L Division of Emergency Preparedness fi, Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Co df New 

York, Inc ISBpp 26276 122 24X Fiche 50-000,04/08/17.8408140208 


0408230148 Ac k receipt of 840101,30,0216 0713 Ifcrs informing NRC of 

steps taken to carrect violations noted In IE Insp Repts 
90-230/03-32, 30-231/83-20, 50-250/83-40, 50-251/03-39, 

50-230/83-41 & 30-251/83-40 

LEWIS.R C Region 2. Office of Director 84/08/17 WILLIAMS, J W 

Florida Power Light Co Ip 26209 283 24X Fiche 50-250. 

04/08/17 . 8408230140 


840B31O1B9 Forwards request for addl info re inscrvice insp program 
Info needed to ensure conformance ui/ASME Holler & Pressure 
Vessel Code Section II Info should be provided within 30 
days from receipt of ltr, 

VARGA, a A Operating Reactors Dranch 1 84/00/17 WILLIAMS, J W 

Florida Power U Light Cg 4pp 26350 359 24X 

Fiche 50-230,84/08/17.8408310189 


B408270384 PuriMards responses to notice of violation h proposed 
imposition of dvii penalty Corrective actions Include 
Implemenfca 1 1 on of performance enhancement program to address 
concerns r« mgt control of operation penalty paid 
WILLIAMS, J W Florida Power «. Light Co 04/08/20 O'REILLY, J P 
Region 2> Office of Director Upp 26239 116 24X 

Fiche 50-25D.B4/0B/S0, 0408270364 
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B40Q210M2 IE IiiFp Notice 04-60, "Potential DePicienci^ in Iniproperlij 
Rated Field Nirin^ to Solenoid Valves " Svc list end 
JORDAN, E L Division of Emeigencij Preparedness g. Engineering 
Response (Post 030103) 04/08/31 Consolidated Edison Co of NeuJ 

Ynrfc, Inc llSpP 36339 000 24X Fjche 50-000.04/08/31,0400210142 


— 0408270295 Insp Repts 50-250/84-19 50-351/34-19 on 040604-06 No 

violations or deviations noted Kajor areas inspected 
GPiergencg preparedness 

MARSTON, R R Region 2, Oft- ice of Director 04/07/06 9pp 
26250 i69 34X FlChe 50-250,04/07/09,0408270209 


S Reportaple occurrences, LERs & related correspondence 


04OBO3O239 LEP 04-019-00 on 040625, unit shut down due to RC8 leak of 
approx 10 gpm Caused by packing leak due to broken gland 
follower on valVO 3~532 Affected loop blstables tripped h. 
valve 3-252 manually backseated W/B40735 Itr 

HART, R D , WILLIAMS, J W Florida Power h Light Co 84/07/25 3pp 
25917 317 24X Piche 30-250,84/07/25,8400030339 


8400080230 LER 82-021/03L-0 on 82051 1 , sel f-ini t lated audita revealed 
inadequate surveillance of emergency diesel generators for 
tests required by Tech Spec 4 0 1 a 5 Caused by inadequate 
review of Operating Procedure 4304 1 W/a40730 Itr 

HART,R D , WILLIAMS, J W Florida Power E< Light Co 84/07/30 3pp 
2S974 359 24X Flche 50-330,84/07/30,8400000230 


8408160521 LER 84-020-00 on 040713, unit shut down due to RC8 leak of 
approx 13 5 gpm Leakage caused by broken gland flange on 
valve 3-538 Valve packing gland flango replaced h all 
Rockwell 3/4-inch valves inspected W/Q40Bi0 Itr 

LOVELL, J , WILLIAMS, J W Florida Power h Light Co 84/00/10 3pp 
36108 021 24X Fiche 50-330,84/00/10,0408160521 


B406200273 LER 84-021-00 on 840714, reac tor tripped from subcritical 
condition Caused by power interruption of source range 
nuclear instrumentation control power Personnel counseled W/ 

040813 Itr 

LOVELL, 3 , WILLIAMS, J W Florida Power L Light Co 04/00/13 3pp 
26139 114 24X Flche 50-250.04/08/13,0408200373 


8400270203 LER 04-023-00 on 840721 & 22, daily calibr of nuclear power 
range (thermal power calculation) not performed per Tech 
Specs Caused by personnel oversight Checks for calculations 
made 8, supervisory discussions held W/040820 Itr 

HART, R D , WILLIAMS, J W Florida Power !* Light Co 04/08/20 2pp 
26257 336 24 X Flche 50-250,84/08/20,0408270303 


V Operator Examinations 


8406300360 Summariies 840426 meeting w/utll in Region II ofc re 
eligibility criteria for certain candidates to take NRC 
senior operator license exam Attendance list end 

LEW15,R C Region 2, Office of Director 04/05/25 WILLIAMS, JW 

Florida Power & Light Co 3pp 26300 190 24X 

Flche 50-250,84/05/25,8408300360 


8406310030 Forwards comments on equivalent cold license training 
program Requests addl info re hot license program Hot 
license program equivalent to cold license training for 
determining eligibility 

DANCE. H C Region 2, Office of Director 04/06/07 WILLIAMS, J W 
Florida Power & Light Co 3pp 26333 017 24X 

Fi Ch D 50-S50, 84/06/07, 84083 1 0030 


0408310064 Confirmation of action Itr re 840614 telcon concerning 
results of NRC operator exams on 840430 Operators who failed 
exam prohibited from performing licensed duties until 
Sections 6 & 7 completed satisfactorily 
G*nEILLY,J P Region 2. Office of Director 04/06/lB 

WILLIAMS, J W Carolina Power 6 Light Co 2pp 26334 349 24X 

FichH 50-250,84/06/18,0408310064 


8408310425 Forwards summary of NRC 840627 meeting w/util In Region II 
ofc re util plans for training program improvements 
DANCEiM C Region 2, Office of Director B4/0//24 WILLIAMS. JW 

Florida Power t Light Co 5pp 26335 024 24X 

Flche 50-250, 84/07/24, 8408310425 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 


0408100016 Forwards Emergency Plan Implementing Procedure EPiP-1301, 
"Emergency Roster - Offsite Emergency Organixation " 

WILLIAMS, J W Florida Power 6 Light Co 04/OB/O& O'REILLY. J P 
Region 2, Office of Director Ip 25987 006 24X 

Fiche 50-000. B4/08/OB. 8408100016 


— 8400100054 Emergency Plan Implementing Procedure EFIP-1301, "Emergency 
Roster - Offsite Emergency Organiiation " 

JOHNSON, H D Florida Power t. Light Co 04/00/00 | 3pp 

25987 007 24X Flche 50-000,84/08/00,0400100016 


8400240328 Confirms 040029 meeting in D e thes d a, tiD to discuss task 
analysis requirements of NUREG-0737, Suppl I & SER open items 
on CEN-1S2 re Inadequate core cooling & reactor vessel level 
monitoring ays 

THOMPSQN,H U Division of Human Factors Safety 84/00/13 
□ARROW. J Florida Power & Light Co Ip 26253 336 24X 
Flche 50-250, 04/08/ 1 3, 0400240328 


— 8400240330 Notification of 840629 meeting cj/utll In DethesdaiMD to 
discuss task analysis requirements of NUfiEO-0737. Supp 1 I & 

SER open items on CEN-i52 re inadequate core cooling & 
reactor vessel level monitoring «ys 

CLAYTON, H 0 Procedures 6 Systems Review Srancfi 84/08/09 
ZIEMAN, D L Procedures U Bystems Review Branch 2pp 26253 337 
24X Fiche 50-250,04/08/13.0408240328 


8400310003 Forwards request far addl info re safety parameter display 
sys implementation plan U parameter selection rept submitted 
in 040501 response to Generic Ltr 02-33 
(NUREG-0737, 6upp 1 1) Response requested within 45 days 
VARGA, B A Operating Reactors Branch 1 04/08/15 WILLIAMS# J W 

Florida Power 6 Light Co 4pp 26350 202 24X 

Flche 50-250,84/08/15.8400310003 


8408310133 Revs to emergency plan implementing procedures, in c luU 1 ng 
2010, **Duties of Emergency Coordinator,'* 2020 1 , "Ma i ntainlng 
Emergency Preparedness - Radiological Emergency Plan 
Training" 6 20126, '’Of f si te Dose Calculation " H/B40B24 ltr 
WILLIAMS, J W Florida Power & Light Co 04/00/24 O'REILLY, J P 
Region 2. Office of Director tOBpp 26322 001 24X 

Flche 50-250,84/08/24, 8400310133 


0 Adjudicatory correspondence 


0408010213 Response supporting %f Lorion i, Ctr for Nuclear 
Respans i b 1 1 1 ty 840709 request for hearing Sc petition for 
leave to intervene re amends to expand spent fuel pool 
Notice of appearance S, Certificate of Bve end 

YOUNG, M A Hearing Branch 4 DSD 676 84/07/30 Atomic Safety 

and Licensing Board Panel 12pp 25BS6 040 24X 

Fiche 50-250,84/07/30,8408010213 


B40B070305 Response supporting Ctr for Nuclear Responsibility request 
for hearing fr petition for leave to intervene re amends to 
allow storage of fuel u/increased enrichment Notice of 
appearance 6 Certificate of Bve end 

YOUNG.M A Hearing Branch 4 DSQ BID 84/07/31 Atoaiic Safety 
and Licensing Board Panel 12pp 25947 316 24X 

Fiche 50-230.84/07/31,8408070303 


8408090397 Notice of appearance In proceeding Certificate of 0vc encl 
COLL, N A Florida Power 6 Light Co COLL, N A, Steel, Hector I, 
Davis D8D 870 84/00/07 3pp 23902 173 24X 

Fiche 30-230. 04/00/07, 840B070397 


8408090437 Notice of appearance in proceeding Certificate of Bve encl 
COLL, N A Florida Power 8, Light Co COLL.N A Stoel, Hector It 
Davis D80 079 84/00/07 Atomic Safety and Li censing Board 

Panel 3pp 23902 176 24X Flche* 50-230, 04/00/07, 0408090437 


F Security, medical, emergency fire protection plans 


8400010109 informs that proposed schedules for Implementation of 
alternate shutdown capability It mods for App R, Section III 0 
in accordance w/lOCFR3o 48 tt require no schedular 
exemptions 

VARGA, S A Operating Reactors Branch 1 84/07/09 WILLIAMS, J U 

Florida Power & Light Co 3pp 25073 332 24X 

Fidhe 50-290,84/07/09.0400010109 


8400270289 Forwards Insp Repts 50-250/04-19 8t 50-251/04-19 on 
04O6O4-OB No violations or deviations noted 

DANCE, H C Region 2, Office of Director 04/07/09 WILLIAI13. J W 
Florida Power 6 Light Co 2pp 26258 167 24X 

Fiche 50-290, 04/07/09, 0408270289 


8408140214 Forwards B40B10 motions for summary disposition of 
Intervenor Contentions (b) g, <d) fc statement of matl facte & 
memorandum of law In support of motion* Related 
correspondence 

BAUBER.M A Neuman U Holtilnger BAUSERrM A Florida Power U Light 
Co DSD 961 84/00/10 LAZD, R M , COLE. R F . LU6BKE, E A Atomic 

Safety and Licensing Board Panel ip 26056 024 24X 

Fiche 50-250. 84/08/10, 8400140214 


— B4O014O22O Motion for summary dlspositon of intervenor Contention b No 
genuine issue of matt fact exists 6 util entitled to 
favorable decision Related correspondence 

BAUSER.N a Florida Power 6 Light Co BAUSER.M A Newman & 
Holtzlnger 04/08/10 Atomic Safety and Licensing Soa-rd Panel 
5pp 26056 025 24X Flche 50-250104/00/10,8400140214 
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■B40Bl<402a6 Affidavit of ttJ Parvir in support of applicant B40ai0 motion 
for summary disposlton of Intervenor Contention <•{>) Related 
Correa pond a nee 

PARVlMiM J Florida Power U Light Co PARVIU. M -J Westinghouse 
Electric Corp B4/08/03 ^pp 2&0Si 030 a4X 
Flchc 30-250, 84/09/10. 0406140214 


8409010119 Forwards request for addl info re measures taken to ensure 
ALARA doses during proposed spent fuel pool expansion 
Response within 30 days of 1 tr receipt requested 

VARGA, S A Operating Reactors Branch 1 S4/07/19 WILLIAMS, J W 

Florida Power t« Light Co 6pp 25EJ73 321 24X 

riche 50-250.94/07/19,0409010119 


— 9400140236 Statement of natl facts as to which there is no genuine 
issue Related correspondence 

BAUSER.M A Florida Power tc Light Co HAUSER. M A Newman it 
Holtiinger BAUSER.M A Steel* Hector it Davis 84/08/10 
Atomic Safettj and Licensing Board Panel 3p P 26056 036 34X 

Flche 30-250,94/08/10,0409140214 


— 0408140233 Matlon for sunmary dispesiton of Intervener Contention id) 
No genuine issue of natl fact exists & util entitled to 
favorable decision Related correspondence 

BAUSER.M A Florida Power i Light Co BAUSER.M A Newman t< 
Holtzlnger BAUSER.M A Steel, Hector & Davis 84/08/10 
Atomic Safety and Licensing Hoard Panel Spp 26036 039 24X 

Fiche 30-250.84/00/10.8408140214 


— 0400140262 Affidavit of EA Diems in support of licensee 840810 motion 
for summary disposition of intervenor Contentto-n <d 1 
Realted correspondence 

DZENIS, E A Florida Power k Light Co DZENIS.E A Weatinghouse 
Electric Carp 04/00/08 I5pp 26036 047 24X 

Flche 50-250.84/09/10. 0408140214 


— 0408140271 Statement of natl facts as to which there is no genuine 
issue re Intervenor Contention Cd) Related correspondence 
BAUSER.M A Florida Power 6 Light Co BAUSER.M A Newman & 
Holtiinger 84/00/10 Atomic Safety and Licensing Board Panel 
7pp. 26056 062 24X Fiche 50-230.04/08/10,0400140214 


—0408140277 Menarandom of law in support of motions 
diSfoBltlon of intervenor Contentions lb) 1* Id) 
Certificate of Bve end Related correspondence 
BAUSER.M A Florida Power St Light Co BAUSER.M 
Holtiinger BAUBER. M A Steel, Hector k Davis 
26DS6 069 24X Fiche 30-230.84/06/10.0408140214 


for summary 

A Neuman k 
84/08/ 10 Bpp 


e40e21{>347 Notice of appearance In proceeding Certificate of Sve end 
RElSiH F Florida Power 8c Light Co REIBiH F Newman 8e Holtiinger 
DSB 179 64/08/16 Spp 26179 180 24X Flche 50-250. 84/00/ 16. 

0408210347 


0408060436 Summary of 040713 meeting w/gtil in Dethesda, MD re reactor 
matls surveillance program 

MCDONALD, D G Operating Reactors Branch 1 04/07/19 Operating 

Reactors Branch 1 3pp 25937 317 24X Ftchc 50-250,84/07/19, 

8400060436 


B40B070032 Corrects issuance date of Itr re proposed spent fuel pool 
expansion to 840702 

MCDONALD. U 0 Operating Reactors Branch 1 84/07/19 WILLIAMS, J W 

Florida Power 6 Light Co 2pp 25955 360 24X 

Flche 50-250.84/07/19,8409070032 


8408010005 Request correction to date of Itr, forwarded on 040602. 
requesting info on NUREO-0737, Item JI D I re performance 
testing of relief k safety valves Correct date is 840702 
VAROA. 8 A Operating Reactors Branch 1 84/07/23 MCDONALD. R P 

Alabama Power Co 2pp 2S867 361 24X Tiche 30-250,04/07/23. 

0408010003 


8408070075 Forwards request for addl info re pressuriied thermal shock 
flux reduction program Response requested within 3 wks 
of Itr receipt W/o end 

VAROA. B A Operating Reactors Branch 1 04/07/26 WILLIAMS. J W 

Florida Power U Light Co 2pp 25955 317 24X 

Ficho 50-250.84/07/26.8408070075 


6408090491 Request* remittance of fee for review of S40321 application 
for amend to Tech Specs re safety-related snubbers 

OIGOB. R M License Tee Management Branch 04/07/31 WILLIAMS. J W 
Florida Power k Light Co Jp 25903 152 24X Ficho 50-250, 

84/07/31. 8408090491 


B40B070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for QLs k holders of CPs ro availability of 
8uppl I to NURE0~0933, "Pr ior i ti la tlon of Generic Safety 
Issues " Sve list end 

EISENHUT.DG Division of Licensing 84/08/06 Consolidated 
Edison Co of New York, Inc iBpp 26129 238 24X 

Ficho 90-000,84/00/06.0400070110 


8400210390 Notice of appearance in proceeding Certificate of Sve end 
AEI8. H F Florida Power k Light Co REIS.H F Newman k Holtiinger 
DSB 190 84/08/16 3pp 26180 240 24X Flche 9-0-2S0. 04/08/16. 

9408210380 


K, General corTespond ence 


0409210441 Informs of address 
PEEBLES. T A Florida Power 
Detailed Affiliation Given 
F I C h B * 3 0-250. 84/08/ 1 5. 94082 1 


Change for plant manager 
k Light Co 94/08/13 
2pp 26181 256 24X 

0441 


NRC - No 


D40B090317 Forwards monthly status rept re plant-specific backfilting 
activltlos for operating reactors h license applicants for 
Jul 1994 

TREMBLAY, P P Operating Reactors Assessment Branch 84/08/06 
HOLAHAN. 0 M Operating Reactors Assessment Branch J3pp 
25791 390 24X Ficho 50-000. Q4/OB/06. Q40B09031 7 


0408160319 Forwards “Maint k Burvoillance Program Plan.” revised 
following 040706 NRC/NUMARC meeting 

ftUBSELL. W T Division of Human Factors Safety 84/08/07 
WQODY.C D Florida Power k Light Co Ip 26126 019 24X 

Flche 50-000,04/08/07.0400160317 


K Utility Final Safety Analysis Report (FSARI h amends 


0407260218 Forwards Rev 2 to updated F9AR for Turkey Point. Units 3 6 4 
Changes made under provisions of 10CFR30 57 for Jul 1903 - 
J'une 19B4 will be provided by 840701 

WILLIAMS. J W Florida Power k Light Co 84/07/23 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 4pp 25771 127 
24X Fiche 90-250.84/07/23,8407260218 


—8407260220 Rev 2 to updated FSAR for Turkey Point. Units 3 k 4 

# Florida Power & Light Co. 04/07/31 425pp 25771 133 a4X 

Flche. 5G-250* 84/07/23. 84O726OS10 


P Operating license stage dncvments k correspondf nee 


840830G3S2 Summarins 040517 meeting w/util in Region II ofc re plant 
performance enhancement program Meeting beneficial k 
provided better understanding of plans 

Q^RElLLYrJ P Region 2. Office of Director 84/09/25, 

WILLIAMS, J If Florida Power k Light Co ip 26308 160 24X 

Flche 30-250,04/05/25.8400300302 


B408210634 Requests addl info re structural design aspects of 030314 
request for Tech Spec mod to expand spent fuel storage 
facilities Mod necessarg to accommodate increased inventory 
Addl info requested within 2 wks to meet review schedule 
VARGA, 8 A Operating Reactors Branch 1 84/08/13 WILLIAMS, J W 

Florida Power k Light Co Ip 26187 356 24X Fiche 50-290. 

84/00/13, 8408210634 


8408170084 Forwards addl info re spent fuel storage facility expansion, 
per NRC 840702 request NITAWL. X8DRNPM k Keno-IV used to 
calculate reactivity of checkerboard k configuration in 
Region 2 

WILLIAMS, J U rUrtda Power k Light Ce 84/00/14 VAROA. S A 
Operating Reactors Branch I 7pp 26119 024 24X 

Fiche 90-250, 04/09/1 4, B40B1700B4 


940B210964 Forwards draft safety evaluation of NURE0-O737 j Item 11 F 2 
re Inadequate core cooling Instrumentation sys Evaluation 
identifies open Items Addl info requested within 2 wk s W/o 
enc I 

VAROA, 8 A Operating Reactors Branch 1 84/00/14 WILLIAMS, J W 

Florida Power k Light Co Ip 26195^253 24X Fiche 50-250, 

04/08/14. 8408210564 


8408300417 Summarixes 840610 meeting u/util In Region 11 oFc re 
perfoTifliance enhancement program k quarterly progress rept 
meeting scheduled far 040712 
DANCEiH C Region 2, Office of Director 
Florida Power k Light Co Ip. 

84/06/25. 0408300417 


04/06/25 WILLIAMS. JW 
26313 307 24 X Flche 90-250. 


9408230477 Forwards Amends 104 & 90 to Licenses DPR-31 k DPR-41. 
respectively k safety evaluation Amends provide protection 
of safety-related equipment subjected to degraded voltage at 
offsite power source M/o ends 

MCDONALD. D 0, Operating Reactors Branch I 04/08/14 WILLIAMS. J W 

Florida Power k Light Co Ip 2623D 216 24X 

Flche 90-230.84/08/14,8408230477 
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94O0S3O364 Not i j cat loh or 940906?. 07 meetings ui/util in Bethesda.MO 
to discuss control roofVi design revieuis 

KCDDNALD, D G Dperating Reactors Branch 1 84/09/16 '/ARGA, S A , 

MIULER.J R Operating Reactors Hi anch 1 9pp 26330 260 24X 

riche SO-000, 84/08/16, 6400230564 


8408220546 Not i l^ication of Q40B23 meeting u/util in OethBSda.hD to 
discuss details f* reviou process fot converting facility 
Tech Specs to SfS format < content for Nestinghouse 
T eactors 

MCnONALD. D G Operating Reactors Branch 1 04/09/17 l/AROA, S A 

Operating Reactors Branch I 2pp 26199 340 34X 

Ficho 50-250- 94/00/17- 0400220546 


04OB27OO15 Requests meeting la/NRC to discuss details of proposed Tech 
Bpec rev program/ Inc 1 ud ing puipose for rev. plan t schedule, 
integration u/related pro jec tsi 1 itni tations & licensing 
approac h 

WILLIAttS, J W Florida Pouiar fa tight Co 04/00/17 ElSeNHUT.D O 
Division of Licensing Ip 36247 193 24X Fiche 30-250/04/08/17, 

8400270015 


8408200273 Generic Ltr 04-20 to all licensees of operating reactors U 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevleued safety 
questions Sve list end 

EISENHUT, D G Division of Licensing 04/08/20 Consolidated 
Edison Co of New York, Inc 17pp 26276 244 24X 

Ficho 30-000,04/00/20,8400200273 


0400270019 Forwards remittance for 040613 request for amends in 
response to Generic Ltr 03-37 re NUREO-0737 Tech Specs, per 
10CFR170 22 

WILLIAMS, J W Florida Power & Light Co 04/08/21 EIBENHUT, D 0 
Division of Licensing Ip 26247 194 24X Fiche 30-230< 04/00/21, 

04082^0019 


8400270344 Forwards response to NRC 840719 reguosts for addl info re 
health physics aspects of proposed amend to spent fuel 
storage facility eipansion 

WILLIAMS, J W Florida Powei fa Light Co 84/00/22 VARGA, S A 
Operating Reactors Branch 1 26pp 26244 329 24X 

Fiche 50-230,04/00/22,0400270344 


8400280230 Forwards addl neutron source data for NRC review of 
pressuriied thermal shock flu* reduction program, per 040726 
request 

WILLIAMS, J W Florida Power fa Light Co 04/00/22 VAROAiS A 
Operating Reactors Branch 1 36pp 26262 243 24X 

Fiche 50-250,84/00/22.8408280238 


0 Inspection reports, IE Bulletins fa correspondence 


8408270209 Forwards Insp Ropts 50-250/84-19 fa 50-251/84-19 pn 
840604-08 No violations or deviations noted 

DANCE, H C Region 2, Office of Director 84/07/09 WILLIAMS, JW 

Florida Power fa Light Co 2pp 26250 167 24X 

Fiche 50-250,04/07/09,0408270209 


—8408270295 Insp Repts 50'-250/84- 1 9 fa 90-231/84-19 on 040604-00 No 
violations or devlalians noted Major areas inspected 
Emergency proparednass 

MARSrONrR R , CLINE, W E Region 2. Office of Director 84/07/06 

9pp 26258 169 24X Fiche 50-250,04/07/09,8408270289 


8407250229 IE Info Notice 04-57. “Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants “ 8vc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103} 84/07/27 Consolidated Edison Co of New 

York, Inc I19pp 29069 047 24X Fiche 50-000.04/07/27,8407250229 


0408270314 Ac k receipt of 040716 ltr informing NRC of steps taken to 
correct violations noted In Insp Repts 30-250/04-14 fa 
30-251/84-14 

LEWIS, R C Division of project fa Resident Programs 84/07/31 
WILLIAMS, J W Florida Power fa Light Co 2pp 26257 263 24X 

Fiche 50-230,84/07/31,8400270314 


‘04OB27Q316 Responds to NRC 040615 ltr re violations noted in Insp Repts 
50-250/84-14 fa 50-251/84-14 Corrective actions tracking sys 
developed to ensure that all license amend requirements will 
be met during implementation process 

WILLIAMS, J W Florida Power fa Light Co 84/07/16 O'REILLY, J P 
Region 2, Office of Director 4pp 26S57 265 24X 

Fiche 50-290,04/07/31,0408270314 


— 8400270322 Forwards Insp Repts 50-250/84-14 fa 50-251/04-14 on 
840407-20 fa notice op violation 

LEWIS, R C Division of Project fa Resident Programs 84/06/15 
WILLIAMS, J W Florida Power fa Light Co 2pp 26237 269 24X 

FUhe 30-250,84/07/31,8400270314 


— 0408270324 Notice of viol$ition from insp on 0404 07-20 

s Region 2, Office oe Director 04/06/13 2pp 26257 271 24X 

Fiche 50-230,84/07/31,8408270314 


— 0400270329 insp Repts 50-290/84-14 fa 50-291/84-14 on B40407-2B 
Violation noted clearance tags not properly filled out.hung 
or lifted fa insufficient data taken to complete evaluation 
of cool Ing sys 

PEEBLES,! A Region 2. Office of Director ELROD, S A Division 
of Project fa Resident Programs 84/06/15 llpp 26297 273 34X 

Fiche 50-250,84/07/31,0400270314 


0408010333 IE Info Nptice 84-59, “Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN, E L Division of Emergency Pr epa'' ednes s fa EngtneDrlng 
Response (Post G3O103) 84/00/06 Consolidated Edison Cd of New 

York, Inc S5pp 26068 001 24X Fiche 90-000, 84/08/06,- 84(30010333 


0408010337 IE Info Notice 04-60, ’‘Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list oncl 
JORDAN, E L Division of Emergency Preparedness fa Engineer ing 
Response (Past 830103) 84/08/06 Consolidated Edisan Co of New 

York, Inc 123pp 26067 150 24X Fiche 30-000,04/00/06,8408010337 


04OBO7O12O IC Info Notice 84-61. "Overexposure of Clvar in PWR 
Refueling Cavity " Sve list end 

JOROAN.E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 84/00/08 Consolidated Edison Co of Now 

York, Inc I20pp 2612? IIB 24X Fiche 30-000.84/00/08,0400070120 


8408070376 IE Info Notice 84-62, "Therapy Mlsadmi nie trationi to 
Patients Undergoing Co-60 Teletherapy Treatments " 5vc 
list end 

GRACE. JN Division of QA. Safeguards fa Inspection Programs (Post 
830103) 84/08/10 Consolidated Edison Co of New York, Inc 

125pp 26130 001 24X Fiche 50-000,84/08/10,8408070376 


0408100009 IE Info Notice 84-63, "Defective RHR Replacement Piping “ 
Sve list enct 

JORDAN. E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 04/08/13 Consolidated Edison Co of New 

York, Inc 119pp 26197 216 24X Fiche 50-000.04/00/13,640810000? 


6408100038 IE Info Notice 04-64, “DNR MPCl Initiation Seal-ln fa 
Indication " 8vc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post B30103) 84/08/15 Consolidated Edison Co of New 

York, Inc !04pp 26198 093 24X Fiche 50-000, 64/00/19, 0400100038 


0400100021 IE Info Notice 84-65. "Underrated Fuse* Which May Adversely 
Affect Operation of Essential Electrical Equipment '' 8vc 
list one) 

JORDAN, E L Division of Emergency Preparedness fa Engineer Infl 
Response <Post 830103) 84/08/16 Consolidated Edison Co of Neu 

York, Inc llOpp 26198 001 24X Fiche 50-000. 84/08/161 84061 00021 


8408100055 fE Infd Notice 04-66. "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Sve list end 
JORDAN, E L Division of Emergoncg Preparedness fa Engineering 
Response CPost 830103) 84/08/17 Consolidated Edison Co of New 

York, Inc 120pp 26276 001 24X Fiche 50-000, 04/06/17, 8406100035 


8406140208 IE Info Notice 64-67, "Recent Bnubber Inservlce Testing W/ 
High Failure Rates " Sve list encl 

JDRDAN, C L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) B4/OS/17 Consolidated Edison Co of New 

York, Inc 122pp. 26276 122 24X Fiche SO-OOO, 04/00/17, 8408140206 


6408230140 Ack receipt of G40101 . 30i 021 6 fa 0713 1 tri Informing NRC of 
steps taken to correct violations noted In IE Imp Repts 
50-250/83-32, 90-251/83-28, 90-230/03-40, 50-251/83-39, 

90-290/83-41 fa 90-291/83-40 

LEWIS, B C Region 2, Office of Director 84/08/17 WILLIAMS, J W 

Florida Power fa Light Co Ip. 26209 203 24X Fiche 90-250, 

64/00/17, 8400230140 


0406230151 Ack receipt of 840806 Ur informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-251/64-21 
Corrective actions will be examined during future Insp 
LEWIS, R C Region 2* Office of Director 84/00/17 WILL1AM9,J M 
Florida Power fa Light Co Ip 26209 284 24X Fi che. 30-251 , 

84/06/17,3408230151 


—8408230159 Responds to NRC 040709 Ur re violations noted in IE Insp 
Rept 90-251/84-21 Corrective actions temporary sys 
alteration documentation required by Admi niitrat 1 vo 
Procedure 103 3 completed fa personnel counseled 

WILLIAMS, J W Florida Power fa Light Co 64/00/06 O'REILLY, J,P 
Region 9, Office of Director 2pp 26209 285 24X 

Fiche 90-251,84/08/17,0400230151 
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'-8400230158 Foruards IE Inap R&pt 50“a3l/e4-21 on a-;0604'0A & notice 
□f violation 

LEWIS. R C Region 3, Qf^ite Qf Director 84/07/03 WILLIAMS. J M 
Florida Pouer it Light Co ^pp aii209 207 247 

Fiche 30-251.04/08/17.6400230151 


^-6400230161 Notice of violation fratn ttiap on 840604-06 

• Region 5. Office of Director 04/07/05 tp 26209 2*?0 247 

Fiche 50-251,84/08/17.8408230151 


—8400230166 IE inip Rept 50-251/84-21 on 840604-06 Viola t Iona noted 
failure to follou plant procedure for tentporarg 
A 1 ter«atl on 

FALCONER. D p , KRUC. H E Region 2, Office Of Director 84/07/02 
7pp 26209 291 24x Fiche 50-251*04/08/17.8406230151 


8400310189' Foru/ariis request for addl info re inqervlce Insp progrant 
Info needed to ensure conforirance m/ASME Doller !< Pressure 
Vessel -Code Section 11 Info should be provided within 30 
dags from receipt of Itr 

VARGAfS A Operating Reactors Branch I 04/08/17 WILLIAI13, J W 
Florida Power & Light Co 4pp 26350 359 24X 

FlChe 50-230* 04/00/17, 8408310189 


8408270384 Forwards responses to notice of Violation & proposed 
imposition of civil ponaltg Corrective actions Include 
Implementation of per Por*aatice etihanc enent program to address 
concerns re mgt control -of operation penaltg paid 
WlLHAMS.viW Florida Power !< Light Co 84/08/20 O'flEILLV. J P 
Region 2r Office of Director lipp 26239 116 24X 

Flche 50-250,84/00/2018406270301 


B40B210142 IE Info Notice 64-68. "Potential Deftclencg in Inproperlg 
Rated PleJid Miring to Solenoid Valves Svc list end 
JORDAN. H L Division of Emergencg Preparedness !• Engineering 
Response (Post 830103) 84/00/21 Consolidated Edison Co of Neu 

Vork. Inc llSpp 26329 006 24X Flche 30-000.04/08/21.8108210142 


S Raportable occurrences, LERs if related correspondence 


8408010311 LER 84-014-00 on 840626. reactor tripped from hot shutdaun 
conditions luhlle unit suberitlcal for practice startups 
Caused bg failure of source range detector N-32 Detector 
rap laced M/84072S Itr 

HART, R D . WiLLIAhS.J M Florida PQuier «< Light Co Q4/07/25 3pp 
25866 159 2A% Flche 50-251.04/07/23,8400010311 


V Operator EKaminatlans 


8408300360 8ummarizes 840426 meeting lu/util In Region |I ofc re 
eligibility criteria for certain candidates to take NRC 
senior operator license eiam Attendance list end 

LEWIS.R C Region 2* Office of Director 04/03/25 WILLIAMS. JW 
Florida Power Se Light Co 3pp 26308 198 24X 

Flche 50-250. 04/05/25. 0408300360 


8408310030 Forwards comments on equivalent cold license training 
program Requests addl info re hut license program Hot 
license program equivalent to cold license training for 
determining eligibility 

DANCE, H C Region 2. Office of Director 84/06/07 WILLIAMS. J M 
Florida Power U Light Co 3pp 26335 017. 24X 

Flche 50-250.84/06/07,0408310030 


8408310064 Con f i rma t ion of fiction Itr re 840614 telton concerning 
results of NRC operator exams on 840430 Operators who failed 
Slant prohibited from performing licensed duties until 
Sections 6 & 7 completed satisfactorily 
O'REILLY. J.P Region 2* Dffic* of Director D4/06/IB, 

WILLIAMS. J M Carolina Power It Light Co 2pp 26334 349 244 

Fiche 50-250 , 84/06/ 1 8. 040 83 1 0064 


6408310425 Forwards summary of NRC 840627 meeting w/utl 1 In Region 11 
ofc re util plans far training program improvements 
DANCE. H C Region 2. Office of Dlrectar 94/07/24. MtLLlAMQ, J W 
Florida Power if Light Co. 5pp 26335 034 24X 

Flche SO-250, 04/07/24, 04O&3lO4a5 


DOCKET 50-253 ONIV GF NEW MEXICO RESEARCH REACTOR 
F. Qecurityi meiflcalr emergency Ic fire protection plans 


0400090535 Approves 040717 request for 30-dag estenslon for resubmlttal 
of revised emergency plan Revised plan expected by 040920 
THOftAe, C 0 seandardi latlon Ic Special Prodects Branch B4/0B/0I 

WHAM.G a New Mexico, Untv of. Albuquerque, NM 3pp 23983 123 

Flche 30-2 52. 04/08/0 1 . 0408090325 


DOCKET 50-254 0\JAD CITIES STATIQtJ. UNIT i 


F Secu^rity, me(]tcal. emergency fire protection plans 


□408140139 Forwards listed revs to security plans Revs address fence 
height r cquirernents Revs withheld Cref 10CFR73 21) 

FARRARi 0 L Conmoniueal '-h Edison Co 04/00/03 Region 3. Office 
of Di roc tor ip 26044 253 24X Ficho 50-000,04/00/03.8400140139 


8408140365 Revised emergency imp loment i ng proc erturcs. inc I ud ing 
Rev 7 to QEP I |0-2 re shift engineer. Rev 6 to QEP 100-0 re 
Rad-Chem director L Rev 17 to QEP 200-0 re emergency 
cund 1 Li on s 

s Carnmoniueal th Edison Co 84/06/04 a4pp 26041 052 24X 

Fiche 50-254, B4/O0/O4. 0408140365 


0400130401 Responds to 640705 clarification of info re util means of 
satisfying annual regulatory requirement to review emergency 
action levels ui/offslte emergency support organl lat lens Info 
accep tab I e 

PAPERIELLO, C J Region 3, Office of Director 84/00/07 REED. C 
Commonwealth Edison Co Ip 26010 l30 24X Fiche 50-000,84/00/07. 

84QQ130401 


--3403130413 Responds to 040604 Itr re means for satisfying requirements 
of lOCFRSO, App E, Paragraph IV □ Proposal for satisfying 
requirements to review emergency action levels by offsite 
agencies clarified 

FARRAR, D L Commonwealth Edl-son Co 04/07/05 PAPER lELLQ.C J 
Region 3, Office of Director Bp p 36010 131 a4X 
Ficho 50-000.84/00/07,0400130401 


0406200248 Advises that 040003 Rev 15 to physical security plan 
canaieietit w/provlslcins of 10CFR50 54 (jp ) L acceptable 
AXELSON, W L Region 3, Office of Director 04/08/14 FARRAR, D L 
Commonwealth Edison Co 2pp 26133 190 24X Fiche 00-254.84/09/14, 

04O8SOO24Q 


8400230270 Revised emergerbcy plan imp I orient ing procedures, i nc 1 ud x ng Rev 
23 to QEP-310-0, ''Notification of /lespensibic Authorities.'' 
it Rev 13 to QEP 310-T3, "Pri or 1 1 1 1 ed No-ti f icatlon Listing “ 

W/rev TBCOlpt form 

e Commahwoalth Edison Co 04/00/ 1 llpp 26209 323 24X 

Ficho 90-254,04/08/16.8408230270 


n Operating license stage documents & correspondence 


8403150611 Grants 840929 request for entension until 051001. but no 
latqr than 83i 130, for replacement of four Llmitarquc 
actvatar motors t* qualification of M8l\/ salenold operators 
DENTON. H R Office of Nuclear Reactur Regulation. Director 
64/07/30 FARRAR. 0 L Commonwealth Edison Co 3pp 86105 357 
24X Fiche 50-294.84/07/30.0408150611 


8408060125 Notification of 040809-10 meetings w/uti 1 s, nutECH, F rank 1 in 
Research Ctr 6 dNL In San Jose.CA to discuss comments 
resulting from post-imp lementatian review re plant-unique 
analysts repts 

BEVAN.n D , ROONEY, V L , THADANl , M C Operating Reactors Branch 2 
04/07/31 VASSALLOi 0 Q Operating Reactors Branch 2 ip 
25937 335 24X Fiche 50-000,84/07/31,8400060425 


B4OB140317 Forwards response to 040626 request for addl Info re 
125-valt dc sys Facility recently completed replacement of 
t23-volfc battery chargers w/200 ampere-rated units 

RYDAK.D Commonwealth Edison Co 84/08/01 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 17pp 26042 333 24X 

Fictie 50-254,04/00/01.8408140317 


04O815O98B Foruards Amend 90 to License DPR-29 5. safety evaluation 
Amand incorporates new MAPLHQR rurvea for new linear fuel h 
chanpea calibr 6 functional test frequencies for 
instrumentat ion 

BEVAN. R 0 Operating Reactors Branch 2 04/00/02 FARRAR. D L 

Cammanuoalth Edison Ce 2pp 26106 025 24X Flche 50-254.04/08/02. 

8400190588 


^“8400150593 Amend 90 to License DPR-29i incorporating new MAPUHOR curves 
for new linear fuel change calibr L functional test 
frequencies for instrunentat 1 on Sc adding new Tech Specs rq 
modlflod scram discharge sys 

VABSAULOj D 0 Operating Reactors Branch 2 04/08/02 S3pp 

26106 027 24X Flche 50-254. 04/08/02, 84OB19O90B 


— 840-8150597 Safety evaluation supporting Amend 90 to License DPR-27 
e Office of Nuclear Reactor Regulation. Director 04/08/02 4pp 
26106 050 24X FiChe 50-254. 04/OB/O2. 0400150500 



DOCKETED ITEMS 


S3 


Foruards B40302 SEO re ISSCC insp t repair IGSCC ihsp & 
rcpaii perfoimed in accordance u/Generlc Ltr G4-11 
tnsp S(/or mod plans m 1 1 B40730 ltr meel requirements 
VASSALLO/ n B Operating Reactors Branch 3 84/08/02 FARRAR. D L 

Commonuea 1 th Edison Co 2pp 26120 347 24X Fiche 50-254, B4/ 08/ 02. 

Q40B160465 


— B40B160467 Safety evaluation re reinsp T, repairs of RCS piping Plant 
can be safely returned to power *< operated in present 
configuration for one 10~month fuel cycle 

* Office of Nuclear Reactor Regulation, Director 04/08/02 
llpp 26120 351 24X Fiche 50-254,84/00/02.8400160465 


8408070110 Generic Ltr 04-17 to all licensees of operating reactors, 
applicants for DLs & holders of CPs re availability of 
Suppl 1 to NURE0-0933< 'Pr I or 1 1 1 1 a 1 1 on of Generic Safety 
Issues '* Svc list end 

EISENHUT.DG Division of Licensing B4/OB/06 Consolidated 
Edison Cp of Neui York. Inc IBPP 26127 238 24X 

Fiche 30-000.84/08/06,8408070110 


8408160343 Advises that OA program applicable to all nuclear generating 
stations satisfies provisions of 10CFR71 Fee remitted 
per l0CFRi70 31 

FARRAR. 0 L Conmonucalth Edison Co B4/0Q/06 Office of Nuclear 
Material Safety 6 Saf eguards. Dlroc tor ip 260?2 104 24X 

Fiche 30-000.84/08/06.0408160345 


8408270114 Provides supplemental response to Generic Ltr 03-36. 
"NUftEO-0737 Tech Specs " Mods to Quad Cities radiological 
ETS mill not be complete until Fall 1704 Complete response 
u/amend requests expected by 841115 

ALEXANDER, 0 L Commonwealth Edison Co 84/08/13 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 26247 330 
24X Fiche 50-000.84/08/15,0400270114 


8408200275 Generic Ltr 84-20 to all licensees of operating reactors ii 
applicants for QLs re scheduling guidance for licensee 
submittals of reloads that involve unrevlcued safety 
questions Svc list encl 

EISENHUT.DG Division of Licensing 84/08/20 Consolidated 
Edison Co of Ncui York, Inc I7pp 26276 244 24X 

Fiche 30-000,84/08/20.8408200273 


8408310203 Suppl to 830217 application for amend to Licenses OPR-29 
DPn-30, revi sing Tech Specs to incorporate listed changes 
reflecting rev to lOCFRSO 72 6 now Section 30 73 LER 
reporting requirements, per Generic Ltr 83-43 

RYDAK. G Commonwealth Edison Co 04/08/23 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 6pp 26320 245 24X 

Fiche 50-234,04/08/23,8408310203 


--04OB31O2O6 Proposed Tech Spec changes reflecting revised lOCFRSO 72 6 
new Section 50 73 LER reporting requirements 
« Commonwealth Edison Co 84/08/23 62pp 26320 231 24X 

Fiche 30-234,84/08/23.8408310203 


□408310211 Forwards final response to second & final sot of questions 
re Mark I containment plant-unique analysis 

RYQAK. D Commonwealth Edison Co 84/08/24 DENTQN, H R Office of 
Nuclear Reactor Regulation, Director 37pp 26318072 24X 

riche 30-000,84/08/24.8400310211 


Q Inspection reports. IE Bulletins correspondence 


0400060065 Commits to performing visual exam of reactor coolant piping 
during each outage in which containment delnerted. per 
Generic Ltr 84-11 

RYBAK. B Commonwealth Edison Co 84/07/23 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ip 23733 103 24X 

Fiche 50-254.84/07/23,8408060063 


0400150372 Forwards IE Insp Repts 50-234/84-10 U 50-265/84-07 on 
840623-28 it 0706 No none omp 1 1 anc e noted 

PAPERIELLO, C J Region 3. Office of Director 84/07/26 REED.C 
Commonwealth Edison Co 2pp 26077 340 24X Fiche 50-234,84/07/26. 

8408150392 


—8408150401 IE Insp Repts 30-254/84-10 U 30-265/84-07 on 040623-28 b 
0706 No violations or deviations noted Major areas 
inspected confirmatory measures, rad tolog leal environ 
monitoring program S. licensee actions on open items 
ROZAK, S , OESTMANN, M J , SCHUMACHER, M C Region 3. Office of 
Director 84/07/25 lOpp 26077 343 24X Fiche 30-234.84/07/26. 

8408150372 


8407250227 IE Info Notice 84-57, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Svc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response <Post 830103) 04/07/27 Consolidated Edison Co of New 

York, Inc 119pp 25865 047 24X Fiche 50-000.04/07/27,8407250227 


8408060108 Advises that plans for insp s , correc ti ve actions Ic/or mods, 
including replacement of recirculation & piping. will be 
submitted 70 days prior to next refueling outage. per 840604 
6 0725 commitments 

RYDAK. P Commonwealth Edison Co 84/07/30 DENTON, H R Off ice of 
Nuclear Reactor Regulation. Director Ip 25733 179 84X 

Fiche 50-254,84/07/30.8408060108 


8400070066 Notifies of 840923 meeting u/util at Region HI oft to 
review findings of &ALP assessment re util per forma rice 
Encourages mgt representation to ensure mutual und e rs tand i tig 
of issues it findings presented by NRC 

NQRELlUb.C E Region 3, Office of Director 04/08/03 REED, C 
Comnonuealth Edison Co 2pp 25749 337 24X Ficho 30-000.84/08/03. 

84080/0066 


B40S230549 Forwards IE Insp Repts 50-254/84-00 8, 50-263/84-07 on 
840320-0623 8, notice of violation Type A teats must be 
conducted during each refueling outag e, un less request & 
granted exemption from requirement received 

NORELIUS. C E Region 3, Office of Director 84/08/03 REED, C 
Comnontiiea ] th Edison Co 2pp 26213 003 24X Ficho 30-254,04/08/03. 

8408210547 


— 8408230351 Notice of violation from insp on 840320-0623 

NORELIUS. C E Region 3. Office of Director 84/08/03 Spp 
26213 007 24X Fiche 50-254.84/08/03.0408230349 


—8408230535 IE Insp Repts 50-254/84-08 i, 30-265/94-07 on 840520-0623 
Nonenmp 1 iance noted failure to local leak rate test 
gasketed penetration tt failure to quantify leakage during 
integrated leak rate test 

CHRISSOTIMOS.N Region 3, Office of Director 84/07/23 9pp 
26213 009 24X Ficho 50-254.04/09/03.9408230349 


8408010333 IE Info Notice B4-S7. "Deliberate Circumventing Of Station 
Health Physics Procedures ” Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/06 ConsDlidatad Edison Co of New 

York. Inc D5pp 26068 001 24X Fiche 50-000.04/08/06,9400010333 


B408010337 IE Info Notice 84-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc Hat end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) B4/0B/D6 Consolidated Edison Co- of New 

York. Inc I23pp 26067 130 24X F 1 che 30-000. 84/09/06, 9 4000 J 0337 


9400070120 IE Info Notice B4-61. "Overexposure of Diver in PWR 
Refueling Cavity " Svc list end 

JORDAN. E L Division of Emergency Preparedness fit Engineering 
Reaponso (Post 030103) 04/08/09 Consolidated Edison Co of flew 

York. Inc 120pp 26129 IIB 24X Fiche 30-000.04/00/00.8408070120 


0408140344 Confirms 040803 plans to meet w/util on 040907 in 
Olen Ellyn. IL to discuss regulatory improvement program 
NORELIUS. C E Region 3. Office of Director 94/00/00 REED. C 
Commonwealth Edison Co 2pp 26041 050 24X Fiche 30-000. 04/08 /OQ. 

0400140344 


0400150098 Buppls 840711 response to IE Dulletin 94-02 ro visual insp 
during monthly functional tests to verify proper contact on 
reactor trip sys 6 primary containment isolation sys relays 
Exemptions requested for listed relays 

ALEXANDER. 0 L Commonuea 1th Edison Co 84/08/08 KEPPL£Ri>/G 
Region 3. Office of Dlroctor 3pp 26067 053 24X 

Ficho 30-000,84/00/08.8408130070 


8408200331 Suppls response tn IE Bulletin 94-02 re Failure 
HFA relays Exemption requested from corrmltment for vlsua 
insp verifying proper relay contact during monthly 
functionol check for listed relays 
ALEXANDER. 0 L Commonwealth Edison Co B4/O0/OP 
Region 3. Office of Director 3pp 26132 310 
Ficho 50-000.84/08/00.8400200331 


G40B070376 IE Info Notice 04-62. “Therapy Hiaadml 
Patients Undergoing Co-60 Teletherapy Treatment 
list end 

ORACE.J N Division of OA. Safeguards fit Inspec 
B30103) 04/08/10 Consolidated Edison Co 

123pp 26130 001 24X Fiche 50-000,84/08/10.9 


8408100009 IE Info Notice 04-63, "Defective RHIt R 
Svc list encl 

JGRDAN.E L Division of Emergency Preparedness 
Response (Post 830103) 04/08/13 Coniollda 
York, Inc U9pp 26197*218 B4X Fiche 30-00 
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DOCKETED ITEMS 


6400280090 Poruiards Insp Rept 50-254/B4-12 on 340720-26 No 
n on c amp I 1 ^ n c: e Tiotad Con*-a 1 n^nent integrated l&aW rate teat 
axceedtid (t^pp j Itmt djc ta leakage in. HPCI turbine exhaust 
vaKc J, MSXv/ Type A test niust be performed at next outage 
LITTLG.N 0 Ragnon 3. Office of Director 84/09/13 RE£D. C 
Cominonweal th Edison Co 3pp 26261 19? 24)r Fiche 30-234, 94/00/ 13, 

0408280080 


—8408290093 Insp Rept 50-254/84-1 2 on 840720-26 No nancnitap 1 l-anc e or 
deviations noted Major areas inspected containment 
Inbegrated leak rate tost 

HA8G, S H . GULDEltlDNO, W O Region 3, OF# Ice oF Director 84/08/10 
5pp 56261 201 24X Fiche 30-254.84/00/13,9403280080 


B40eiOD03B IE Info Notice 84-64, "SWR HPCt Initiation Scal-ln !<. 
Indication " gvc list enc I 

Jordan. E L Division of Emergency Preparedness & Eng jin«er ing 
Response (Post 830103) 04/OQ/15 Consolidated Edison Co of New 

VoTki Inc 104pp 26198 093 24X Fiche 30-000,84/09/13,9408100038 


B40eiD0021 IE Infa Notice 94-69* "UnderTated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment Svc 
list enc 1 

JORDANiE U. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103) 84/00/16 Consolidated Edison Co aP New 

York, Inc Happ 26198 OOl 24X Fiche 50-000,84/09/16.8408100021 


8408100039 IE Infa Notice 04-66, '"l/ndetec ted Unavailability of 
Torbine-Dr i ven Auxiliary Feedwater Train " Svc list end 
JOFtDAN, E L Division off Emergency Preparedness 5i Engineering 
Response (Post 830103) 84/00/17 Cansolidated Edison Co of New 

Yorif, Inc I20pp 26276 OOI 24X Fiche 90-000,84/08/17,8408100095 


9408140208 IE Infa Notice 04-67, “Recent Snubber Inservice Testing W/ 
High Failure Rates “ Svc list end 

JORDAN, E L Division of Emergency Preparedrets 6 Engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co of New 

York, Inc ISSpp 26276 122 24X Fiche 90-080, 84/00/17, 84081 4020B 


9400210142 IE Info Notice 84-60, "Fotential Deficiency tn Inproperly 
Rated Field Wiring to 8alenold Valves *' Svc list enci 
JORDAN, E L. Division of Emergency Preparedness Engineer mg 
Response (Post 830103) 04/00/21 Consolidated Edison Co of New 

York, Inc l|3pp 26329 008 24/ Fiche SO-000, 84/09/21 , 8408210142 


R Periodic operating reports U related correspondence 


04OB21OO66 Rept of Chang e s, t ns t s & experiments completed durino Jot 
1984 W/e40aoi Itr 

KALIVIAKAKI9. N Commonueal fch Edison Co 04/O//31 CASE, E 0 
Office oP Nuclear Reactor Rogulatian. Director 2pp 261B4 307 
24X Fiche 90-354.94/07/31,8403210060 


8400230435 Monthly operating repts fop Jul 1904 11/040801 Itr 

KJMLER, D , KALIVI AMAKIS, N Cofwionwealth Edison Co 04/07/31 a4pp 
S6213 074 24X Fiche 30-254,84/07/31,0400230435 


0408300299 Forwards "Effjusnt & Waste Disposal eomiannual RDpt,Jaii- 
June 1984, Gaseous Effluents - Summation of All Releases" 

& errata to semiannual repts for Jan-June 6 Jul-Doc 1993 
KALIVIANAKfS, N Com-ionue a I th Edison Co 04/08/19 KEPPLER, J 0 
Region 3, Office of Director Ip 26314 229 24X 

Fiche 50-254,84/00/15,840830029? 


'0400300309 "Effluent Waste Disposal Semlarinual Rept* Jan-JUne 1904 " 
BEHRENS, P A Commonwealth Edison Co 84/06/30 I2pp 26314 ?26 
24X Fiche 90-234,84/00/19,040030029? 


- O4O03OO3S9 Errata to "Liyutd Effluents “ Summation of All Releases 
Jar-June 1903 

* Commanwealth Edison Co 83/06/30 7pp 26314 233 24X 

Fiche 50-254,04/08/15,84003002?? 


8408300336 Errata to "Effluent 6 Waste Disposal Bcmiannual Rept, 
Jul-Dec I9Q3, Caseous Effluents - Summation of All Releases •* 
n Commonwealth Edison Co 83/12/31 2p p 26314 240 24X 

Fiche 50-394,84/08/15,8408300299 


Reportable occurrences, lErs & related correspondence 


B409340340 Part 21 rept re presence of Locttte-242 in CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported an 840413 New thread locking devices investigated 
SHERWOOD,© O ©eheral Electric Go 04/04/13 DCYOONO, R C 
Director's Office, Office of Inspetblon and Enforcement 3pp 
26222' 256 24X Fiche 9D-000, 84/04/13, 8400240348 


0400230496 LEFi B4-014-00 on 840008, while starting shutdown cooling 
mode of RHR sys.LPCl valves 1-1001-29A «- D would not open 
Caused by personnel error Valve stems removed 6 being 
replaced W/Q4O014 Itr 

COOK. D D , KALI VIANAKIS. N Commonwealth Edison Co 94/00/14 4pp 
26212 255 24X Fiche 50-234. 04/08/ 14, 9408230496 


8408310186 Part 21 rept re torus- to-roac tor bldg vacuum breakers Memo 
of 640020 telcon reporting equipment quality separation of 
controls to butterfly valves enc I OE lacks technical info to 
adequately evaluate condition 

VILLA, R General Cloctnc Co 84/00/21 RDS5I C E Director's 
Office, Office of Inspection and Enforcement 3pp 26310 327 24X 

Fiche 50-000, 04/08/21* 6406310166 


V Operator Examinat i ons 


0408140372 Forwards proposed rev to "Requal i f i cat J On Program for 
Licensed OpBratora . Sen i or Operators / Senioi Opeiators 
(Limited)," in response to NUREO-0737, I tem T A 3 1 
MARSHALL* J 6 Commonwealth Edison Co 04/08/07 DENTON, N R 
Office of Nuclear Reactor Regulation, Director 2pp 26051 240 
24X Fiche 50-000.04/08/07.8400140372 


—0408140389 "Requal 1 f ica 1 1 on Program for Licensed Op era t ors . 8on i or 
Operators t Senior nperatars (Limited) " 

* Commonwealth Edison Co 84/07/19 lOpp 26051 242 24X 

Fiche 50-000.04/03/07,8408140372 


B40B140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc, except info for examiners 
WALKER, R D Region 3* Office of Director 84/00/10 Michigan, 
Unlv of* Ann Arbor, MI 2pp 26051 198 24X Fiche 50-000, 

84/00/10*0400140426 


DOCKET 50-255 PAL19ADES NUCLEAR PLANT 


D NRC Draft/Final Envlronnen tal Statements, stippls t coi res pondonce 


0400130366 Forwards request for eddl info re FES 6 final addendum in 
preparation for convereion of provisional OL Response 
requested within 30 days of Itr receipt 
PAULSON, W A Operating Reactors Branch 5 04/08/08 

VANDENALLE, D J Consumers Power Co 3pp 26011 071 24X 

Fiche 50-253,84/00/00,0408130366 


F Security, madical, emeigency fire protection plans 


8400240002 Forwards 1C Insp Rept 50-255/84-10 on 040529-0713 8< notice 
of violation 

SHAFER, W 0 Region 3, Office of Director 04/07/24 DEWITT. R D 
Consumers Power Co 2pp 26237 023 34X Fiche 50-255,04/07/24, 
0400240002 


— 0400240005 Notice of vinlation from insp on 840529-0713 

SHAFER, WD Region 3, afffee of Director 84/07/24 Ip 
26237 023 24Xrichc 50-253,34/07/24,8400240082 


—0408240088 IE Insp Rept 50—255/G4- 10 on 840529-0/13 Non c omp I lance 
noted failure to document missing tags when performing 
engineered safeguards (iodine removal) A auxiliary feedwater 
sys checklists 

WRIGHT, GC Region 3, Office of Director 84/07/24 0pp 
26237 026 24X FlChc 90-253,34/07/24,0400240002 


04OBO7O435 Forwards Rev 3 to miles tone convni tmonts on Buppl 1 to 
NUREO-0737 b "r5AR*Safety Parameter Display Sys, '* per 030913 
B( 16 submittals 

JOHNBON.D D Consumers Power Co 84/07/31 CRUTCHFIELD, D 
Operating Reactors Branch 5 6p p 25942 361 24X 

Fiche 90-259, 84/07/31. S40B070435 


—6400070441 "PSAR.Bafety Parameter Display Sys " 

» Consuin0r3 Power Co 04/07/31 201pp 25943 005 24X 

Fiche 90-295,04/07/31,0408070433 


8400130353 Forwards Rev lo to security plan t. Rev 1 to safeguards 
contingency plan Revs withheld (ref 10CFR73 21) 

VANDEWALLE.D Consi/mers Power Co B4/0B/06 KEPPleR, J O Region 
3. Office of Director, ip 26010 039 24X Fiche 50-933, 04/08/06, 
0408130353 


B40B090179 Responds to 840417 request for exemption from App E to 
l€CFR50i exc I udlng state county participation in 040821 
emergency preparedness exercise Request for exemption not 
required, per 04Q7O6 rev to App E 

PAULSON, M A Operating Reactors Drench 5 84/08/07 

VANDEUALLE, D J Consumers Power Co 2pp 25972 288 24 X 

Fiche 50-235, 84/00/07, 0408090 1 7? 
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8408130370 Responds to 840711 Itr re access authorization program 
Access author X zat ion list development h moinl functions 
being transferred to Dlv of Resource Mgt hfot i f i cat lon of 
terminated employees will bo on as needed basis 
AXeLSDN, W L Region 3. Office of Director 84/00/09 
VANDEWALLEi 0 J Consuncrs Power Co Ip 26010 350 24X 

Fiche 50'-000, 04/08/09 8408130370 


— B4O013O376 Submits list of items discussed in 840703 telcon No 
ternination notifications received Updates on activities 
will be submitted Concurrence needed fot documentation 
LATHWELLi M J Consumers Power Cp 04/07/11 CRCEDj J Region 3* 
Office of Director 2pp S6010 359 24X Fiche 50-000,84/08/09. 

840B1 30370 


0408140295 Provides editorial changes to 840731 cover itr tt Attachment 
1 re Suppl 1 to NUREG-0737. sarety parameter display sys 
PSAR h implementation sc hecfu 1 o. per Reg Guide 1 97 variables 
JOHNSON, D D Consumers Power Co 04/03/09 CRUTCHFIELD. D 
Operating Reactors Branch 5 6pp 26043 144 24X 

Fitho 50-235,84/00/09,8408140295 


8408170364 Forwards Rev 3 to fire protection exemption reguests t, 
modified commitments List of equipment necessary for safe 
afiotdouin & exemption request re local tending of diesel 
generators included 

JOHNSON, 0 D Consumers Power Co 84/08/10 CRUTCHFIELD, D 
Operating Reactors Branch 5 6lpp 36114 001 24X 

Fiche 30-255.04/08/10.8408170364 


0408200319 Advises that 640806 Rev tO to physical security plan h Rev 1 
to safeguards contingency plan consistent w/provl sions of 
lOCrRSO S4(p) 6 acceptable 

AXELSON/W L Region 3, Office of Director 84/08/13 
VANDEWALLE, D J Consumers Power Co 2pp 26133 010 24X 

Fiche 90-255,04/08/13,8400200319 


8400280113 Responds 040717 Itr requesting extension of completion 
dates for submitting final rept re Reg Ouldo 1 97 
requirements of Suppl i to NUREQ-0737 Extension granted 
Adequate justification provided 

EISENHUT, D G Division of Licensing 84/00/23 VANDEWALLE, D J 
Consumers Power Co 4pp 26261 296 24X Fiche 50-255.04/00/23, 

0400280113 


8400300048 Ac k receipt of 040326 lir re new volumetric intrusion 
detection sys Concern expressed re delay In completion of 
upgrade Compensatory measures may be required if not 
complete by Dec 1906 

PAULSONi W A Operating Reactors Branch 5 04/00/24 

VANDEWALLE. D J Consumers Power Co 4pp 26331 341 24X 

F 1 c h c 50-255. 04/00/24. 0409300048 


□ Advisory Committee on Reactor Safeguards reports correspondence 


0400200102 Advises that end “Rept to ACRS, CPC of Michigan Palisades 
Plant." may be declassified tt made available to public 
PUNCHES, J L Planning & Program Analysis Staff 84/00/08 
SCATQLINI.L 0 Public Document Branch 2pp 26142 295 24X 

Fiche 50-255. 04/00/08. 0408200102 


--84O02OO104 "Rept to ACRB. CPC of Michigan Palisades Plant " 

a Atomic Energy Commission 69/08/26 24pp 26142 297 24X 

Fiche 50-295. 04/00/08. 0400200182 


P Operating license stage documents tt correspondence 


0408030150 Forwards application for amend to License DPR-20, mod i Tying 
Tech Spec Sections 1 0 6 O re definitions admin Istrati vo 

control s, respeq tively. to reflect iOCFrso 73 reporting 
requirements 

VANDEWALLE. D J Consumers Power Co 04/07/30 CRUTCHFIELD. D 
Operating Reactors Dranch 5 Ip 25913 349 24X 

Fiche 50-255.04/07/30,0400030150 


040B070099 Forwards Generic Ltr 04-13, "Tech Specs for Snubbers.'' 
omitted from 040503 ltr to all SEP liconsces NRC position 
that issue of Tech Specs for snubbers will be resolved on 
generic basis restated 

CRUTCHFIELD, D Assistant Director for Safety Assessment 04/07/31 
KAT. J A Vanicee Atomic Electric Co LINDER, F DairyJand Power 
Cooperative FIEDLER. P B General Public Utilities - GPU Service 
Corp 4pp 25955 227 24X Fiche 50-000,04/07/31.8408070099 


0400070431 Application for amend to License DPR-20. adding Section 3 0 
limiting conditions for operation app 3 i cab i 1 1 ty. i n response 
to 831031 radiological effluent Tech, Specs transmitting 
Draft 7 of Rev 3 to NUREO-0472 

VAMDEWALLE. D J Consumers Power Co 04/07/31 CRUTC HFICLD. D 
Operating Reactors Branch 5 lOpp 25939 221 24X 

Fiche 50-255,84/07/31.0408070431 


— 8408070438 Proposed Toch Specs adding Section 3 O limiting conditions 
for operation app 1 i cab 1 1 1 ty. de le 1 1 ng Section 3 9. "Effluent 
Releases" t* adding now Section 4 24, “Rad i o 1 og i c al Effluent 
Releases " 

a Consumers Power Co 84/07/31 179pp 25939 220 24X 

Fiche 50-233.04/07/31,0400070431 


0400000331 Forwards adrfl fee for review of 840613 Tech Spec change 
application re containment purge fe ventilation ays 

JDHNBDN.U D Confiuenors Power Co 04/08/02 DIGOS, R M License Fee 
Management Branch tp 25964 109 24X Fiche 50-255.84/08/02. 

8408000331 


S40B070110 Generic Ltr 84-19 to all licBnaeea of operating reactori, 
applicants for OLa & holders of CPs re availability of 
Suppl 1 to NUnEO-0933. "Fr i or i ti z a 1 1 on of Generic Safety 
Issues " Sve lift end 

EtSEMHUT.D 0 Division of Licensing 64/00/06 Consolidated 

Edison Co of New Vorfc, Inc 10pp 2612? 238 24X 

Fiche 50-000, 84/00/06, 0400070110 


0408090317 Forwards monthly status rept re plant-specific bacfcflttlng 
activities for operating reactors 8, license applicants for 
UuI 1904 

TREMDLAV. P P Operating Reactors Assessment Dranch 04/08/06 
H0LAHAN.O H Operating Reactors Assessniont Branch 13pp 
25991 350 24X Fiche 50-000,84/00/06,0400090317 


8400100134 Application for amend to License PPR-20. che-ng ing- Tech Spec 
re plant review commi t tee, in response to NRC toncerns 
VANDEWALLE. 0 J Consumers Power Ca 84/00/06 CRUTCHFIELD. D 
□porattng Reactors Dranch 5 5pp 25991 030 24X 

Fiche 50-255.84/08/06. 8400100134 


— 0400100138 Proposed Toch Spec re odmin i stratlve controls 
« Consumers power Co 04/00/06 2pp 25991 040 24X 

Fiche 50-255,04/00/06.8400100134 


04O016OS95 NoliPies of Class III foe due for review of 840514 
request for relief from ASME Code roquiromento 
DlOOS.R M License Foe Management Branch Q4/OH/09 
VANDEWALLE. 0 J Consumers Power Co Ip 26124 345 S4X 
Fiche 50-235,04/00/09.0400160295 


8400140300 Advises that MftC 040624 comments re Multi-Flant Action B-57, 
"DHR Capability.'’ reviewed Changes to Tech Specs meg be 
warranted Prepardtlori of proposed changes & jus t i Pleat ions 
for specs not being altered will be submitted bg Dec 1704 
JOHNaON.O D Consumors Power Co 84/08/10 CRUTCiriELD. D 
Operating Reactors Branch 5 Ip 26033 349 ?4X 

Flcho 50-255^04/08/10.8400140300 


8400170022 Informs that 640523 QA program submittal requires 
identification of each c hange, reason for change tc basil for 
concluding that revised program inc arporating each change 
satisfies lOCFRSO, App D it BAR QA program commitments 
0PEBSARD, R L Region 3, Office of Diroctor 04/00/14, DEWtTT.R D 
Consumers Power Co 2pp 26119 077 a4X Fiche 50-000.84/00/14. 
0408170022 


— 8408030151 Application to amend License OPR-20. mod 1 fy ing Tech Spec 

Sections 1 0 & 6 0 re definitions t< administrative controls. B4O023O3O1 Forwards remittance for hydrotest relief 840314 request.per 

respec t ive ly. ref 1 BCting lOCFRSO 73 reporting requirements 040809 ltr 

REYNOLDS, J W Consumers Power Co 84/07/30 2pp 25713 330 JOHNBaN. 0 D Consumers Power Co 84/00/17 01000, R M License Fee 

24X Fiche 50-235.84/07/30.0408030150 Manaflamont Branch ip 26209*197 24X Fiche SO-253, 84/00/17, 

8408230201 


— 8408030152 Proposed changes tp Tech 0pecs 1 0 I, 6 0, reflecting 

10CFR30 73 reporting requirements 0400200275 0®n«ric Ltr 04-20 to all licensees of operating reactors it 

e Cansumers Power Co 04/07/30 llpp 25915 352 24X applicants for OLs re scheduling guidance for licensee 

Fiche 50-235.84/07/30,0400030150 submittals af reloads that involve onrevlewed safety 

quesfelDns 8vc list end 

EISENHUT, D -0- Division of Licensing 84/OB/SO Consolidated 
Edison CD of New Yarir, Inc 17pp 26276 244 24X 

Fiche 50-000,84/00/20,8400200275 
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840B210307 Forwards notice of environ assesament U finding -of no B40B310161 Foru/ards surtim^ry of pritrar^j coolant pump inservice insp 

significant impact re 801112 appUcatjon ic 821116 result's for 831 216-Sfl0504 

s upp 1 ontenta t Itr for relnsf from requirements of Section XI JOHNSON i Q D Consuners Power Co 8*1/08/02 KEPPLER, J G Region 3, 

of ASNE Doiler & Pressure Vessel <^ocfo Office of Director Ift 26319 143 24X Fiche 50-255, 04/08/02. 

PAULSGN.ua Operating Reactors Branch 5 84/08/20 B400310161 

VANDEWALLE, D J Cansu<>ier5 Power Co 2pp 26100 222 24 X 

Fiche 50-255.64/00/20,8408210307 


— B40B210309 Notice of environ assessment fit finding of no signaficant 
Impact 

eiSENHUT.ao Division of Licensing B4/0B/20 3pp 26380 224 
a4X Fiche 50 - 255 . 84 / 08 / 20.8400210307 


6408240161 Hei^uests extension until 840201 to submit final P 8 A It cost- 
benefit anal vsea. in response to SEP Topic XV-a, "Spectrum of 
Steam Piping Failures Inside fcc Outside Containment iPNRl " 

Extension due to difficulties in new computer codes 

VANDEWALLE. D j Consumers Power Co 84/08/21 Office of Nuclear 

Reactnr Regulation. Director ip 26228 184 24X 

Fiche 50-253, B 4 / 0 a/ 21 . 6408240161 


Q Inspection reports, lE Gulletins I* Car respond once 


8408300156 For wards Insp Rapt 50-255/84-06 an 840322-23 0427 N/o 

notice of violation 

KEPPLER.J 0 Region 3, Office of Otrector 84/07/11 DEWITT, R D 
Consumers Power Co 2 pp 26307 333 24X Fiche 50-255,84/07/11, 

0400300156 


'-8400300164 tnap Rept 50-295/84-06 on 840322-23 6 0427 None amp Uance 
noted dose to worker exceeded 10 CFR 20 101 1 i ml is, fa i lure to 
provide proper manitorlng far high radiation area access (t 
failure to follcu radiation protection procedures 
LOVENOALE, P G > GRECER, L R Region 3. aPflce af Director 
Q4/07/10 I3pp 26307 335 24X Fiche 50-259,04/07/11. 8408300156 


8408090192 Forwards IE Insp Rept 50-255/84-12 on 840713 No 
noncompliance identified 

LITFLE.W 8 Region 3. Office of Director 84/07/24 DEWITT.R B 
Consumers Power Co 2pp 25993 084 24X Fiche 50-255.64/07/24, 
0400090192 


—8400090195 IB Insp Rept 90-253/84-12 on 840713 No none amp 1 lance 
Identified Major areas inspected followup of valve shaft 
Insp i< replacement of MSiVs 

JONES. D E , DANIELSON. D H Region 3. Office af Director 
84/07/24 3pp 2S992 OQ 6 24X Fiche 50-235,64/07/24.8400090192 


0408240082 Forwards IE Insp Rept 50-235/84-10 Oh 840529-0713 h notice 
nf violation 

SWAFER.WD Regions, Office of Director 84/07/24 DEMITT.R 0 
Consumers Power Co 2 pp 26237 023 24X Fiche 50-255,84/07/24. 

8400240062 


— 84D92400B5 Notice of violation from Insp on 640929-0713 

SHAFER, W D Region 3. Office of Director 64/07/24 Ip 
26237 025 24X Fiche 50-295,84/07/24.8400240092 


—8408240000 lE Insp Rept 50-259/84-10 an 840529-0713 Noncomp 1 lane e 
noted failure to document missing tags when performing 
engineered safeguards (iodine remavaij 4 , auxillarij feedwater 
sgs checklists 

WRIGHT, 0 C Region 3, Office of Director 04/07/24 Bpp 
24237 026 24X Fiche 50-2 99,04/07/24.8400240082 


408190290 Forwards IE Insp Rept 50-295/04-13 on 640711-12 No 
Tidn comp I lance noted 

LITTLE. W 5 Region 3. Office of Director 64/07/25 DEWITT.R B 
Coniuincrs Power Co 2 pp 26079 292 24X Fiche 50-259,84/07/25, 

8400130290 


—8408150293 IE Insp Rept 90-259/04-13 ati 640711-12 No noncumpl lance 
noted Major areas inspected corrective action on LER re 
cables damaged due to excessivalg high temp 

NOIDUiK R , FALEVirs.Z . WILtlAMB.C C Region 3, Office of 

Director 84/07/24 3 pp 26070 294 24X Fiche 50-239,84/07/29. 

0408130290 


04OB1SO399 Submits listed actions to to taken prior to commencing 
power operations due to RO on 640703 event rtf cables damaged 
by excBSiivelg high temp 

KEPPLERiJ 0 Region 3 , Office of Director Q4/07/I3 DEWITI.R.D 
Consufflars Power Co 2 pp 26079 297 24X FtChe 50-255,64/07/29, 

84081 90P93 


8407290229 IE Info Notice 84-57. "Operatlna Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants ” Sve list encl 

JORDAN, E L Division of Emergency Preparedness <4 Engineering 

-se (Post 830103) 64/07/27 Conso I Idated Edison Co of New 

Inc iigpp 23063 047 24X Fiche: SO-QOO. 04/07/57, 6407290229 


— 8408310169 Insetvlce insp rept for 831216-840504 All reportable 
indications re primal y coolant pumps evaluated *t 
disp as 1 1 1 aned to accept as is 

VAN WAGKER'D V * BEACH, D L - E 5 CH, H £. Consumers Power Co 
84/Oa/02 a9pp 36319 144 24X Fiche 90-255.04/08/02,0400310161 


84000704.01 Informs that new sys of ac knouledg mg receipt of licensee 
correspondence re ■nonconp I lane e found during insp 
instituted, effective Q40B20 Preprinted form will be used 
rather than Itr 

K 6 PPLER.J G Wogjon 3, Office of Director 84/08/03 

Commonwealth Edison Co 3pp 25942 IQa 24X Fiche 50-000,04/08/03, 

8400070401 


6408010333 IE Info Notice 04-99. "Deliberate Circumventing of Station 
Health Physics proceduies " Sve list end 

JORDAN, E L Dtvieion of Emergency Preparedness ^ Engineering 
Response (Post 630103) 64/00/06 Consolidated Edison Co of New 

/ork, Inc a9pp 2606B 001 24X Fiche 30-000,84/08/06,0408010333 


B406010337 IC Info Notice 04-60. "Failure of Air Puiifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
J0RDAN, E L Division of Emergency Preparedness fr Engineering 
Response (Post 030103 ) B4/08/06 Consolidated Edison Co of New 

York, tnc 123pp 26067 15S 24X Ficha 90-000,84/00/06,8408010337 


64 06070120 IC Info Notice 04-61. "Overo j< p nsure of Diver in PWR 
Refueling Cavity *' Sve list encl 

JORDAN, E L Division qf Emergency Preparedness (< Engineering 
Responitfe (Post 030H)3) 64/00/00 Consolidated Edison Co of New 

York, Enc i2app 26129 116 24X Fiche 50-000.04/08/08.8408070120 


6408070376 IE Info Notice 04-62. "Therapy Mi sadminl strati ons to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
list encl 

GRACE, vJ N Division of QA, Safeguards 4, Inspection Programs (Post 
6301031 64/08/10 Consolidated Edison Co of New York. Inc 

I29pp 26130 001 24X Fiche 50-000.84/08/10,8408070376 


6406100009 IE Info Notice 04-63. "Defective RHR Replacement Piping “ 
Sve list encl 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 04/08/13 Consolidated Edison Co of New 

York, tnc 119pp 26197 210 24X Fiche 30-000, 64/08/ 13, 8408100009 


0408100030 IE Info Notice 84-64. "DUR HPCI Initiation Seal-In It 
Indication " Sve list end 

JORDAN. E L Dlvisinn Qf Emergency Preparedness Engineering 
Response (Post 830103) B4/OS/13 Consolidated Edison Co of New 

York, Inc t04pp 26198 093 24X Fiche 50-000,84/08/15,8408100030 


0408310299 forwards exam rept of exam adintni s tered on 840626-0701 
WALKER, n 0 Region 3, Office of Di rector 84/08/15 DEWITT, R D 
Consumers Power Co 2pp 26333 222 24X fiche 50-233,04/08/15, 

8400310599 


— 8400310302 Exam rept administered on 040626-0701 Exam results eight 
candidates passed 6 tuo candidates f«klled 

HIGGINS. R L . STREIER.O , WMlTTENORE, J Region 3, Office of 

Director 04/08/14 63p p 26333 224 24X Fiche 50-255,84/08/15, 

B40B310299 


04O0IGOD21 IE Info Notice 04— ■63. "Underrated fuses Which May Adversely 
Affect Operation of Easential Electrical Equipment " Bve 
list encl 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 930103) 04/00/16 Consolidated Edison Co of New 

York, Inc llBpp 26196 001 24X Firhe 90-000,84/09/16,8408100021 


04O01OOOS5 IE Info Notice 94-66. "Undetected Unavailability of 
Turbina— Dr ivepi Auxiliary Feedwater Train " 8 vc list one! 

JORDAN, C L Division qf Emergency Preparedness 6 Engineering 
Response (Post 030103) 94/08/17 Consolidated Edison Co of New 

York, Inc ISOpp 26276 001 24X fiche 50-000,04/00/17,8400100053 


0408140208 IE Info Notice 04-67. "Recent Snubber Jnservlce Testing W/ 
High railure Ratos " Bve list end 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Respense (Post 030103} 04/06/17 Consolidated Edison Co of New 

York, Inc L22pp 26276 122 24X Fiche 50 - 000184 / 00 / 17,8408140208 


04O021D142 IE Info Notice 84-60. "Potential Deficiency in Improperly 
Rated Field Hiring to Solenoid Valves '« Sve list encl 
JORDAN. E L Division of Emergency Preparedness 8 « Engineering 
Response (Post 630103) 04/08/21 Consolidated Edison Co of New 

York. Inc llSpp 26029 OOB 24X fiche 50-000,84/08/21,8408210143 
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04Ot327O273 Ac k receipt op Q40815 1 tr inPorming NRC of %teps taken to 
ccJTToct violations noted in Insp Kept 50-2S5/B4^06 
* Region 3* Office of Director 04/00/21 Consumers Pouer Co 

tp 26341 010 24X Fiche 50-2 ‘j 5- 04/00/21 . 0400270273 


— B4OB27O201 Responds to NRC 040711 I tr re violations noted in Inap 
Rept 50"255/04-06 Corrective actions detailed radiological 
uork plan developed, rel lab le underuator survey equipment 
procured personnel Failing to document surveys counseled 
VANDEWALLE. D J Consuners Power Co 04/00/15 KEPPLER, J G 
Region 3. Office of Director 6pp 26241 019 24X 

riche 30-255/04/00/21,0408270273 


0400300126 Forwards safetg evaluation supporting licensee request for 
relief from in$crvice insp requirements Safetg evaluation 
delineates items for which relief granted alternate 
schedules h procedures defined 

PAULSON. W A Operating Reactors Dranch 5 04/00/23 

VANDEWALLE. D J Consumers Power Co 3pp 26306 000 24X 

Fiche 50-255,04/08/23.0408300120 


— 0400300132 Gafetg evaluation supporting licensee request for relief 
from inservice insp requirements 

I* Office of Nuclear Reactor Regulation/ Director 84/00/23 
tlpp 26306 091 24 X Fiche 50-255,04/08/23.0408300120 


8408200002 Ac k receipt of 040010 lir Informing NRC of steps taken to 
correct violations noted in Insp Rept 50''255/84-09 
Supplemental response required within 30 dags of 1 tr date 
WALKER. R D Region 3, Office of Director 04/00/24 DEWITT, R D 
Consumers Power Co Ip 26261 235 24X Fiche 90-255.04/00/24. 

0408280002 


— 0400200003 Responds to NRC 040629 1 tr re violations noted in Insp Rept 
50-255/84-09 Corrective actions Tech Epee Surveillance 
Procedure RN''45 modified hw acceptance criteria reflecting 
A8ME requirements for mechanical snubbor operability 
DORDINE.T C Consumers Power Co 04/08/10 KEPPLER, J 0 Region 

3. Office of Director 3pp 26261 236 24X Fiche 50-255. 

84/00/24, 0409200002 


R Periodic operating reports related correspondence 


8408160255 Monthly operating t‘cpt for Jul 1984 W/04OaiO Itr 

DIENES. A F . VAN DENDERO. D Consumers Power Co 84/07/31 5pp 
26106 180 24X Fiche 50-255.04/07/31,0408160255 


9 Reportable occurrences. LERs & related correspondence 


840B060263 LER 04-000-00 on 040620 & S9, test of seals of inner door of 
personnel air lock revealed leakage due to cracks in inner 
seal Caused by personnel calculation error Adjustments 
completed on seals W/040726 Itr 

ROGERS. D W , JOHNSON. D D Consumers Power Co 84/07/26 4pp 
35936 174 24X Fiche 50-295.04/07/26.0408060263 


8400090398 LCR 84-009-00 on 840704. spur ious left channel safety 
injection signal actuation occurred Caused by inadequate 
procedure Procedure revised tt personnel counseled W/040803 
1 tr 

RODERBi D W . FRISCH. R R Consumers Power Co 04/00/03 2pp 
25993 273 24X Fiche 50-259. 84/08/03, 0408090390 


□400160279 LER 04-010-00 on 040703. section of cable tray end by fire 
barrier discovered hot to touch Insp found insulation on 
cables sustained damage due to excessive temp Caused by 
long-term thermal degradation Cable replaced W/B40B13 Itr 
ROGERS. D W , JOHNSON, B D Consumers Power Co 84/00/13 Ip 
26106 164 24X Fiche 50-255.84/08/13,8400160279 


0408200300 PNQ-1 1 1-04-063 on 040010, unusual event declared due to 
leakage from primary coolant sys pressure sensing line 
isolation valve MV~1017A Weld cracked Piping & weld to be 
cut out & replaced Startup scheduled by 040016 

WRIGHT, O , SHAFER. w Region 3. Office of Director 84/08/13 Ip 
26133 018 24X Fiche 50-259.04/08/13,8400200300 


8408270127 LER 04-012-00 on 040725, unldenti f 1 ed primary coolant «ys 
lAD) leakage greater than Igpm discovered Caused by leakage 
past loopcheck valves into safety injection lines Check 
valves flushed to facilitate improved seating W/040820 Itr 
ROGERS. D W , DORDINEiT C Consumers Power Co 84/00/20 2pp 
26250 200 24X Fiche 50-255.04/00/20.8400270127 


8408270130 LER 04-011-00 on B40719. while technicians callbr containment 
pressure switches. two spurious containment high pressure 
signals generated resulting in ESF actuations Caused by 
personnel error W/04OB2O Itr 

ROGERS. D W , DORDINEiT C Consumers Power Co 84/08/20 3pp 
26298 195 24X Piche 50-295. 04/08/20, 04OB27O13O 


8400310056 LER 04-014-00 on 040728, w/reac tor critical lo hot standby 
cond i ti on, pr imary coolant temp dropped below 525 F Caused by 
personnel error Procedure revised W/a40B27 Itr 

ROGERS, D W . JOHNSON. D D Consumers Power Co 04/00/27 3pp 
26335 009 24X Fiche 90-255,84/00/27,0409310096 


8409310059 LER 04-013-00 on B4D727, re su 1 ts of daily leak rate 
calculation indicated unidentified primary coolant sys 
leakage greater than 1 gpm Caused by charging pump seal 
leak Pump repaired L procedures revised U/B4O027 itr 
ROOERB. D W . JOHNSON. B D Consumers Power Co 04/08/27 3pp 
26334 235 24X Fiche 50-295, 04/00/27, 940931 0099 


V Operator Examinations 


0408140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc. except info for examiners 
WALKER. R D Region 3. Office nf Director 04/00/10 Michigan. 
Univ of, Ann Arbor. Ml 2pp 26051 170 24X Fiche 30-000,, 

04/00/10. 8400140426 


8408170050 Confirms scheduling of operator/senior operator licensing 
exams for 841211-14 «, 17-19 List of ref matl required U NRC 
administrative requirements end 

WALKER, R 0 Region 3, Office of Director 04/OB/14 OEWITT.R B 
Consumers Power Co 5pp 26119 009 24X Fiche 50-259.04/00/14. 

0400170090 


B40B31O299 Forwards exam rept of exam administer ed on 840626-0701 
WALKER. R D Region 3. Office of Director 84/08/19 DEWITT.R D 
Consumers Power Co 2pp 26333 222 24X Ficba 90-295. 04/00/ 1 5. 

04OB31O299 


— 0408310302 Exam rept administered on 040626-0701 Exam results eight 
candidates passed 6 two candidates failed 

HIGOINS.R L , 0TREIER,O , WHITTEMORE, J Region 3, Office of 
Director 84/0D/14 63pp 26333 224 24X Fiche 90-355.04/08/15, 

B40B3 10299 


DOCKET 90-239 OROWNB FtftRV NUCLEAR POWER STATION. UNIT 1 


F Security, medical, emergency 6 fire protection plans 


D40B300402 Forwards summary of 840530 meeting u/TVA, Alabama Power Co* 
Florida Power Carp. Florida Power 6 Light 6 Georgia Power Co 
re selected emergency preparedness issues 

D'REILLY. J P Region 2. Office of Director 84/06/00 PARRIB.II 0 
Tennessee Valley Authority 4pp 3630B 116 24X 

Fiche 50-000, 84/06/00, D408300402 


04OB2QOO96 Ack receipt of 04070? Itr informing NRC of steps taken to 
correct violations noted In Insp Repts 90-399/04-17, 

50-860/04-17 6 50-296/04-17 

VERRELLI.DM Region 2. Office of Director 84/07/29 PARRIB.IfG 
Tennessee Valley Authority Ip 26201 319 S4X 
Fiche 90-239, 04/07/29, 8400200096 


— O4OB20O116 Responds to NRC 040607 Itr re violations noted In tnep 
Repts 50-259/04-17,30-260/04-17 & 90-296/04-17 Corrective 
actions temporary fire load form posted !* daily fire load 
insps performed until removal of combustibles 

MILLS, L M Tennessee Valley Authority B4/07/07 0 'REILLY. J P 

Region 3. Office of Director 2pp 26281 3S0 S4X 
Fiche 90-299, 04/07/25. Q4O02BOO96 


—8408200124 Forwards Insp Repts 50-259/04-17, 90-260/B- 
50-296/84-17 on 840500-11 S, notice af violation 
VERRELLI.D M, Region 2. Office of Director 94/Oi 
PARRIS, H 0 Tennessee Volley Authority 2pp 26, 
Fiche 30-299.84/07/29,8408200096 


— 0408280134 Notice of violation from Insp on P ‘ 
# Region 2. Office of Director B 4 /nA/A** 
Ficho 50-299.04/07/23.8400280076 


—8408280140 Insp Repts 30-299/04 
040508-11 Violations noted fa 
prevention procedures for con 
HADDEN. P M Region 2. Office 
26281 329 24X Fiche 50-259.1 


S40B020143 Forwards rovs to implex 
of IP-6, "Activation of Tochnlci 
“Technical Support Ctr QperatiOT 
Emergency Plan " 

MILLS. L K Tennessee Valley Au1 
Region 2. Office af Director 1 
Fiche 90-239,04/07/87.840002014: 
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— i04OaO2Ol5i nev 5 to radio 1 ag-ica 1 fririergency plan pf dc odure's. con-s i at in-g oF 
IP^&j “Activation of Technical Support Ctr" t, lP-20, 

"Technical 'Support Ctr Operation '' 

» Tannesaee Valley Authority GA/07/S7 ISpp 25QQ6 012 24X 

Fiche 50'-25'9, 04 / 07 / 27.3409020145 


— 8409020136 Rev 14 to "■Radiological Emerg&ncy Plan « 

* Tennessee valley Authority BFN-R^ H14 94/06/29 4pp 

25BB6 0Z4 24)C Fiche 30-2 59, 94/07/27. 0+00020145 


B40BO:3001S Forwards safety ana 1 ysia, implementation plan tt 

implementation schedule for safety parameter display sys. per 
DB VassaHo 040612 confirmatory order to HO Parris 
MILLS. L H Tennessee Valley Authority 84/07/30 DENTON^WR 
Office of Muclear Reactor Regulation, Director 6 pp 29907 ItQ 
24X Fiche 30-259. 94 / 07 / 30 . 0409030015 


8400230167 Ad receipt of 040801 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/04-15. 
90-260/B4-13 h 50-296/04-15 

LEWIS, R C Region 2, Office of Oirector 84/00/13 PARRlS.H 0 
Tennessee Valley Authority Ip 26206 316 24X 

Fiche 30-259, 04/08/13. B408230J67 


— S40G230192 Responds to nRC 840712 Itr re violations noted in IE Insp 
Repts 90-259/04-15.30-260/04-15 50-296/04-15 Corrective 

action# total sys ufalkd-ouri For control air sys Fl-ow diagrams 
perforrned by plant personnel 

MILLS. L W Tennessee Valley Authority 04/09/01 O'REILLV, J P 
Region 2, Office of Director 6 pp 26206 310 24X 

FI ch e $0-259, 64/00/ 1 3, 0408230167 


— 8+09230208 Responds to NRC 840S23 Itr re violations noted in IE Insp 
Repts S0-2S9/84-lfl* 50-260/84-13 6 50-296/84-15 Corrective 
actions Std Practice 14 23 revised to re<iuire second party 
verification in hanging & removing clearance tags 
MILLE.L M Tennessee Valley Authority 84/06/29 O'REILLY, JP 
Rflfilon 2, Office of Director Upp 26206 324 24X 

Fiche 50-239*04/00/13,6400230167 


—6400230225 Motlce of violation from insp on 940326-0425 

« Region 2 , office of Director 84/05/23 Spp 26206 337 24X 

Fiche 50-239,04/08/13.0408230167 


—6400230240 IE Insf Repts 50-259/04-15,90-260/04-13 & 30-296/84-15 oti 
640326-0425 Vlclations noted misaligned sys valves on 
control air compressor, incorrec t valve on control air sys 
ft inadequate fire protection sorveiHance procedures 
PAULK, 0 L Region 2. Office of Director 04/03/17 14pp 
26206 342 24X Fiche 50-239, 64/00/13, 8400230167 


8408290245 Fori^ards justification Which suppls 640612 ichedular 
exemption request re fire protection mods 

MILLS* L H Tennessee Valley Authority 94/00/23 DENTON/ M R 
Office of Nuclear Reactor Regulation, Director 7pp 26290 317 
S4X Fiche 30-259,04/00/23,0408290245 


F Operating license stage documents & correspondence 


B406300434 Confirms B4060J talc on between JA Coffey & RC Lculs re 
840631 enforcement conference in Region II ofc to discuss 
design problems u/pouer supply L distribution sys Proposod 
egenefa end 

O ^REILLY. J P Region 2 , Office nf Director 64/06/03 PARRIS, H B 
Tennessee Valley Authority Spp 26314 338 24X 

F i £ ft e 50-259, 04/06/05, 0400300434 


840BJ40026 Forwards requests for addl info re Mark | containfient long- 
term program vent ayt analysis & details of selifnic lugs 
Recdmmends B409IO meeting w/BNL L Franklin Research Ctr to 
discuss response prior to submittal of formal response 
VASBALLao B Operating Reactors Rranch 2 84/07/26 PARRIS, H 0 

Tennessee Valley Authority 14pp 26061 245 24X 

Fiche 30-299.84/07/26,9400140026 


8409010344 Responds to 840613 request for addl Info re Mart 1 
cortfcwlnment long-term program analyses Safety relief valve 
discharge piping sys mods based on inost severe reflood 
conditions predicted by RVRIZ U RVFDR codes 

HILL 8 . L n Tsnncssc# Valley Authority 84/07/27 DENTON, H R 
Office of Nuclear Reactor Regulation/ Director Spp, 25Bab'322 
SAX Fiche 50-259# 8 + /07/27. 0408010344 


8408130026 Forwards Abends 104 8 # 90 bp Licenses DPn-33 L DFft-52* 
respectively l< safety evaluation Amends change Tech Specs to 
delete surveillance raquirements for Damper# FCO-lsOA L 
FCD^ISOC 

CLARK* R J Operating fleacturs Branch 2 04/07/27 PARRIS, H Q 

Tennessee Valley Authority 2pp 26030 329 24X 

Fiche. 30-239, 04/07/27* 8400130026 


— 0406130032 Amends 104 L 98 to Licenses DPR-33 8. DPR-52. res pec ti ve 1 y, 
changing Tech Specs to delete surv/eillance roqu 1 remen * s 
fpp Dampers FCO— 150A !< FCQ-150C 

VASSALLO. D B Operating Reactors Branch 2 04/07/27 8 pp 

2603B 331 24X Fiche 30-259,04/07/27,8408130026 


— 9408130037 Safety evaluataon supporting Amends 104 b 90 to Licenses 
DPR-33 4 OPR-52. respec tively 

* Office of Nuclear Reactor Regulation. Director 84/07/27 2pp 
26030 339 24X Fiche 30-359,04/07/27,8400130026 


8400150375 Respond* to 830 + 33 submittal of Tech Spec amends per ThI 
Item I A 1 3, "Limit Overtime" t* Oeneric Ltr 83-02 Tech 
Spec change request. ta ensure overtime controls Implemented, 
requ ir ed 

VASSAL L 0, D B Operating Reactors Branch 2 04/07/27 PARRIB, H O 

Tennessee Valley Authority 2pp 26080 353 24X 

Fiche 50-259, 94/07/27, 8408150579 


8400160155 Fopward# SER on NUREO-0737, I tem II K 3 22 re automatic 
suitchover af RCIC sys suction Manual switchover of RCIC 
suction an 1 ou udter level in condensate storage tank 
acceptab 1 e 

VASSALLO, D D Operating Reactors Branch 2 84/07/27 PARRIS, H 0 

Tennessee Vallay Authority 9pp 26126 154 24X 

Fiche 50-259, 64/07/37, 84081 601 53 


0400160424 Forward# Amends I'OS, 99 & 72 to Licenses DPR-33, DPR-52 & 
0PR-6S, r espec 1 1 vel y 8 < safety evaluation Amends replace word 
"operator” w/ "reactor o-porator" to provide consistent 
nomenclature 

CLARK, n J Operating Reactors Branch 2 84/07/30 PARRI3,H 0 

Tennessee Valley Authority 3pp 26126 229 24X 

Fiche 50-237*84/07/30.8400160424 


—6408160426 Amends 105,79 & 72 to License# DPn-33, DPR-52 fr DPR- 6 Gr 
respect ively , rep lacing word “operator” w/ "reactor operator" 
to provide consistent nomenclature & permitting fuel 
handling supervised by senior reactor operator 
VASSALLO. 0 0 Operating Reactors Branch 2 04/07/30 I2pp 

26126 232 24X Fiche 50-259,04/07/30,8400160424 


— 0400160427 Safety evaluation supporting Amends 105,79 8 - 72 to Licenses 
DPR-33, OPR -52 Sc DPH-60# respectively 

* Office of Nuclear Reactor Regulation, Director 84/07/30 2pp 
26126 244 24X Fiche 50-259*84/07/30,8400160424 


B 4 O 0 O 6 OO 2 J Application for amend to License DPR-33, chang ing Tech Specs 
to allow oporatiOTi w/flow control valve B4-0D (containment 
atmosphere dilution supply to torus for Sys A) inoperable 
until next cold shutdown Fee end 

MILLS, L M Tennensee Valley Authority 04/07/31 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 25923 049 
24X Fiche 50-259.84/07/31*0408060021 


— S4080’60029 Proposed changes to Tech Specs 3 7 & 4 7 to permit operation 
w/flow control valve 04-80 1 containment atmosphere dilution 
supply to torus fur Sys A) inoperable until next cold 
shutdown 

* Tennessee Valley Authority 04/07/31 7pp 25923 052 24X 

Fiche 50-239,84/07/31,6403060021 


□408070370 Suppl t to 631027 application for amend to Licenses DPR-33, 
OPR-52 6 OPR- 66 . cons i sting of minor revs to Tech Specs in 
response to NHC 331220 comments reyuest for addl info 
M1LLS*L M Tennessee Valley Authority 84/00/01 DENTON, H R 
Office o-f Nuclear Reactor Regulation, Director 2pp 25947 176 
24X Fiche 90-259*04/06/01,6406070370 


— 8400070375 Proposed Tech Spec re radioactive gaseous effluent 
instrumanta tlon surveillance 

a Tennessee Valley Authority B4/08/Oi 44pp 25947 170 24X 

Fiche 90-259, B4/0B/01, 0400070370 


6+08200264 Forwards Amends 106# 100 8 < 73 to Licenses DPR-33, DPR-52 << 
OPR- 6 B 1 respec tl vsl y St safety evaluation Amends clarify 
correct operating pusltlons & identify proper action for 
initiating signal fur suppressiun chamber drain valves 
CLARK, R J Operating Reactors Dranch 2 84/00/03 PARRIS, H 0 

Tennessee Valley Authority 2pp 26142 345 24X 

Fiche 50-259,04/08/02,6 + 08200264 


— 8408200269 Amends 106,100 8 < 73 to Licenses DPR-33, DPR-52 & DPR'- 6 B, 
respectively Amends change Tech Specs re suppression chamber 
drain valves# c lari fy operating positions 8 < identify proper 
action In initiating signal 

VASQALLOjD 0 Operating Reactors Branch 2 84/08/02 I 2 pp 

26142 347 24^ Fic he. 50-259. 84/08/02, 8408200264 


— 0400300260 Safety evaluatlpn supporting Amends 106,100 t( 73 to Licenses 
DPR-ao, DPR-52 *c DPR- 68 , respectively 

a Office of Nuclear Reactor Regulation, Director 84/08/02 2pp 
26142 359 24X Fiche 50-259# 64/00/02, 0400200264 
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8400070110 Generic Ltr 84-19 to all licensees of operating reactorij 
applicants for QLs t holders dP CPs re availability of 
Suppl 1 to NURE0-O933( "Pr i or i tl I at i on of Generic Safety 
Issues " Sve list on cl 

erSENHUT/DG Division of Licensing 64/00/06 Consolidated 

Edison Co of New York, Inc IGpp 26129 238 24X 

Fiche 50-000- 84/08/06, 04000701 10 


0408140375 Forwards response to NflC 031012 request for add! info re 
reactor protection sys power monitoring sys design mods 
Tech Specs will be submitted in future W/l2 oversiie 
drawings Aperture cards available m PDR 

DOMEP- J A Tennessee V/alley Authority 84/08/09 DENTQN, K R 
Office of Nuclear Reactor Regulation, Director llpp 26051 187 
24X Fiche 50-259,84/08/09,8400140375 


8400210003 Forwards Amends 107.101 b 74 to Licenses DPR-33, DPR-52 L 
0Pfi-6a, respect 1 ve ly {< safety evaluation Amends change Tech 
Specs to allow operation for 30 days w/16 main steam tunnel 
high temp switches bypassed 

CLARK, R J Operating Reactors Branch 2 04/08/09 PARRIS, HO 

Tennessee Valley Authority 2pp 26195 194 24X 

Fiche 50-259,04/08/09,0408210003 


--B40Q210004 Amends 107,101 6 74 to Licenses OPfl-33, DPR-52 & DPR-60, 
r Bspec t i VO ly, Chang Ing Tech Specs to allow operation for 30 
days w/16 main steam tunnel high temp switches bypassed 
VASSALLO, D D Operating Reactors Branch 2 84/08/09 12pp 

26195 196 24X Ficho 50-259,84/00/09,8408210003 


— 840B210007 Safety evaluation supporting Amends 107,101 74 to 

Licenses DPR-33 j DPR~ 52 & DPp-68, respect! vel y 

« Office Of Huclear Reactor Regulation, Director 04/08/09 5pp 
26195 208 g4X Fiche 50-259,04/00/07.8400210003 


0400200131 Forwards response to 040501 ltr re Criteria 1,2,10 {< 11 for 
permanent post-acc Idcnt sampling facility Info on interim 
sys submitted on 040606 

DOMER,J A Tennessee Valley Authority 04/08/13 DENTON, H R 
□ffico of Nuclear Reactor Regulation, Director 5pp 26133 255 
24X Fiche 50-259,84/00/13,8400200131 


0408220137 Application for amend to Licenses DPR-33, DPR-52 & DPR-6B, 
incorporating integrated schedule into license Detailed 
eirplanation of methodology u 1 1 1 i i e d , d e f 1 n 1 1 i on of revised 
integrated schedule L fee end 

MILLS, L M Tennessee Valley Authority 04/00/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director a6pp 26193 310 
24X Fiche 50-259,84/08/14,8408220137 


0400280257 Forwards Amends 110,103 t 76 io Licenses DPR-33. DPR-52 & 
DPR-60, respective! y b safely evaluation Amends revise Tech 
Specs to permit main steam line high temp isolation 
function to be inoperable for up to 4 h for testing & malnt 
CLARK, R J Operating Reactors Dranch 2 B4/O0/15 PARR1B*H0 

Tennessee Valley Authority 2pp 26294 090 24X 

Fiche 50-259, 04/08/ 1 3, 0400200257 


—8400200261 Amends 110,103 t 76 to Licenses DPR-33. DPR-52 b DPR-60, 
f espec tlve ly, revising Tech Bp®cs to permit main steam line 
high temp isolation function to be inoperable for up to 4 h 
for testing & malnt purposes 

VAB8ALL0, D B Qperating Reactors Branch 2 04/08/15 I5pp 

26294 092 24X Fiche 50-259,04/00/15,0400200257 


— 0400200276 Gafety evaluation supporting Amends liO, 103 & 76 to 
Licenses DPR*-33, DPR-52 & OPR-60, respect Ive I y 

# Officio of Nuclear Reactor Regulation, Director 84/00/15 2pp 
26294 107 24X Fiche 50-259,04/08/15,8400200257 


0400390282 Forwards Amend 109 to License DPR-33 b safety evaluation 
Amend revises Tech Specs to temporarily permit Train A of 
containment air dilution sys to be considered operable u/ 

Valvo FCV-04-BR inoperable 

CLARK, R J Operating Reactors Branch 2 84/00/15 PARRI0, H 0 

Tennessee Valley Authority 2pp 26312 320 24X 

Fiche 50-259,04/00/15,0400290232 


— 0408270207 Amend 109 to License DPR-33, changing Tech Specs to 
temporarily permit Train A of contaiment air dilution sys to 
be considered operable w/Valv® FCV-04-0S Inoperable 
VASSALLO, D B Operating Reactors Dranch 2 84/00/15 4pp 

26312 322 24X Fiche 50-239,84/08/15,8409290302 


— 0400290292 Safety evaluation supporting Amend 109 to License DPn-33 
a Office of Nuclear Reactor Repolation, Director 84/08/15 5pp 
26312 326 24 X Fiche 50-259/04/08/15,8408290282 


8408200275 Generic Ltr 04-20 to all licensees of operating reactors t 
applicants for OLs ro scheduling guidance for licensee 
aubmittflJs of reloads that involve unreviewed safety 
questions Sve list encl 

EISENHUTj D G Division of Licensing 84/00/20 Cons o I tdat ed 

Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 50-000,84/00/20,8400200275 


8400310414 Notification of 840913 meeting u/util Franklin Research 
Ctr in Knoxville, TN to discuss resolution of issues 
Identified in request for addl info on structural evaluation 
in plant-unique analysis rept re Mark I torus mod 

CLARK, R J Operating Reactors Dranch 2 84708/24 VASgALLD, D 0 

Operating Reac tors Dranch 2 ip 26350 222 24X 

riche 50-259,04/08/24,8408310414 


8400310420 Notification of 84O905 meeting w/util fr DNL In Knoxville, TN 
to discuss resolution of issues identified in staff request 
for addl info on hydrodynamic loads in plant-unique analysis 
rept re Mark I torus mods 

CLARK, R J Operating Reactors Dranch 2 84/00/24 VAS3ALLQ, D p 

Operating Reactors Dranch 2 Ip 26350 213 24X 

Fiche 30-259,84/08/24,0400310420 


Q Inspection reports, IE Bulletins & correspondence 


8407100322 Responds to 840605 ltr providing results of reanalysis of 
four walls Info resolves concerns re four walls Identified 
in 040116 aER concerning lE Bulletin 03-11, "Masonry kfall 
Design " 

VASSALUQi D Q Operating Reactors Dranch 2 04/06/26 FARRI3,H0 

Tennessee Valley Authority 2pp 25S13 317 24X 

Fiche 50-259,84/06/26,0407100322 


B40B310109 Forwards Enforcement Conference Repts 30-259/84-21, 
50-260/04-21 b 50-296/84-21 on 040621 

□ 'REILLY, J P Region 2, Office of Director B4/07/09 PARRIB, H 0 
Tennessee Valley Authority 2pp 26334 227 S4X 
Fiche 50-259.04/07/09,0408310109 


—0408310114 Enforcement Conference Repts 50-2S9/B4-2li 50-260/94-21 & 
50-296/64-21 pn 840621 Major areas discussed design errors 
associated w/separation of electrical cab les , parelle 1 ing 
diesel generators & shutdown board room cooling 
BUTCHER. R C Region 2, Office of Director CANTRELL, F S 
Division of Project t* Resident Programs 04/07/09 6pp 
26334 22? 24X Ficho 50-259,04/07/09,84093 1 0109 


0400240330 Forwards Insp Repts 50-259/84-22.50-260/04-22 U 50-296/84-22 
on 040626-29 No violations or deviations noted 

VERRELLI.DM Region 2, Office of Director 04/07/12 PAORIBjH 0 
Tennessee Valley Authority 2pp 26236 131 24X 

Fiche 50-259. 84 /07/ 12. 8400240330 


■8400240342 Insp Repts 50-259/84-22,50-260/04-22 50-296/04-22 on 

040626-2? No violations or deviations noted Major areas 
inspected licensee action on previous enfo-rcement m-atters. 
weld ing, inservice testing, IE bulletins & LERs 

OIRARD, C H , BLAKE, J J Region 2, Office of Director 04/07/12 
6pp 26236 133 24X Fiche 50-259.04/07/12,84 002403 38 


0400200076 Ack receipt Of 040709 ltr Informing NRC of steps talen to 
correct violations noted in Insp Repts 50-259/84-17, 

50-260/04-17 h 30-296/04-17 

VERRELLhD M Region 2, Office Of Director 04/07/25 PARRIS, H 0 
Tennessee Valley Authority Ip 26201 319 CRX 
Fiche 50-259,04/07/25,0408200096 


— 9400200116 Responds to NRC 040607 ltr re violations noted in tnsp 
Repts 50-259/04-17,50-260/84-17 &c 50-296/B4'l7 Corrective 
actions temporary fire load form posted 8< dally fire load 
Insps performed until removal of combustibles 

MILL9.U M Tennessee Valley Authority 04/07/09 O'REILLY, JP 
Region 2, Office of Director 2pp 26201 32Q 24X 

Fiche 50-259, 04/07/25, 8400200096 


—0408200124 Forwards Insp Ropts 50-259/04-17,50-260/04-17 «< 
30-296/04-17 on 840500-11 i notice of violation. 

VERRELLLD M Region 2, Office of Diractor 04/06/07 
PARRIS, H 0 Tennessee Valley Authority Spp 26201 322 24X 

Fiche 50-259, 04/07/25, 0400200096 


— 8400200134 Notice of violation from Insp on 040509-11 

» Region 2, Office of Director 04/06/07 Ip 26201 324* 24X 

Fiche 50-259,94/07/25,0403200096 


—9408200140 Insp Repts 50-259/84-17,50-260/04-17 8* 50-296/04-17 on 
840500-11 Violations noted failure to fallow fire 
prevention procedures for control of temporary fire ioadi 
MADDEN, P M , HILLER, W H . CONLON, T E Region S. Office of 
Director 84/06/01 9pp 26201 325 34X fiche 30-859,04/07/251 

0400300096 
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0407250329 IE Info Notice 04-57* "Opera ti no Experience re Moisture 
Intrusion in 8a f etg-0e la te d Electrical Equipment at 
Commercial Pauer Plants " Svc list encl 

JORDAN. E L Division of Emergency Preparedness if Engineering 
Response iPost 030103) 04/07737 Consolidated Edison Co of New 

Yort. Inc U9pp 25365 047 2*X F i c he 30-000* 34/07/27. 04 07250339 


B40B270L96 Ack receipt of 040719 I tr mferming NRC of steps taken te 
correct violations noted in Insp Repts 50-259/34-10. 

3O-2tO/04-lO fc 30-296/34-10 

VERRELLI.D M Region 2, Office of Director 04/07/31 PARRIS, M G 
Tennessee Valley Authority tp 36257 332 24X 

Fiche 30-259,04/07/3113400270196 


— 8400270199 Responds to NRC 1140309 1 tr re violations noted In Innp 
Repts 50-259/04-10,30-260/34-10 U 50-296/e4-'l0 Corrective 
actions Procedures 1053 & 10S3A revised to correct 
procedural violations 

MILLS. L M Tennessee Valley Authority 04/07/19 □ 'REILLY, J P 

Rsffion 2. Office of Olrector 2pp 26237 333 24X 

Fiche 30-239*04/07/31.0400270196 


B40S010333 IE Info Notice 04-59, "Deliberate Circumventing of Station 
Health Physics Procedures " Svc list encl 

JORDAN, £ L Division of Emergency Preparedness lir Engineering 
Response (Post 830103) 04/OB/O6 Consolidated Edison Co of New 

York. Inc B5pp 2606S 001 24X Fiche 30-000.04/00/06.0400010333 


0400010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Re<Lulrement " Svc list encl 
JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 84/08/06 Consolidated Edison Co of Now 

York. Inc I23pp 26067 150 24X Fiche 30-000. 84/0 3/06, 3400010337 


6406070120 IE Info Notice 64-61, "Overeiposure of Diver in PUR 
Refueling Cavity " Svc list end 

JORDAN, E L Division of Emergency Preparedness 8e Engineering 
Response (Post 030103) B4/O8/O0 Consolidated Edison Co of New 

York, Inc I20pp 26129 110 24X Fiche 50-000.04/00/00,3400070120 


0406070376 IE Info Notice 84-62* '’Therapy Misadml ni sbrat i ons to 
Patients Undergoing Co-60 Teletherapy Treatments *• Svc 
list end 

QRACEr J N Division Of OAi Safeguards & Inspection Programs (Past 
830103) 04/00/10 Consolidated Edison Co of New York, Inc 

I25pp 26130 001 24X Fiche, 50-000. 04/08/10. 04OGO7O376 


6408100009 IE Info Notice 04-63* "Defective RHR Replacemont Piping " 
Svc list encl 

JORDAN. E L Division of Emergency Preparedness •Sc Engineering 
Response (Post 830103) 64/00/13 Conso 1 idateif Edison Co of New 

York* Inc 119pp 26197 218 24X Fiche 50-000.04/08/13.8400100009 


B40B230167 Ack receipt of 040801 1 tr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-259/64-19, 

50-260/64-15 t* SO-296/04- 1 5 

LENI8. R C Region 2. Office of Director 84/08/13 PARRIS.HO 
Tennessee Valley Authority Ip 262D6 316 24X 

Fiche 50-259.84/06/13,8400230167 


— 0406230180 Ack receipt of B40629 Itr informing NRC of steps taken to 
correct violetlans noted In IE Insp Repts 50-299/04-15. 

30-S60/64-19 t* 50-296/04-15 Supplemental response expected 
by 840001 

LEMiBiR C Region 2. Office of Director 84/07/12 PARRIS.H O 
Tennessee Valley Authority Ip 26206 317 24X 

Fiche 50-259.84/06/13,0408230167 


-8406230192 Respgnds to NRC 840712 Itr re violations noted in IE Insp 
Repts 50-259/84-13.50-260/04-15 k 90-296/04-15 Corrective 
actions tatal sys walkdaun for control air sys flow diagrams 
performed by plant personnel 

MILLS. L M Tennessee Valley Authority 84/00/01 □ 'REILLY. J P 

Region 2. Office of Director 6pp 26206*310 24X 

Fiche 50-259* B4/0B/13. 8400 230167 


—6408230208 Responds to NRC 840523 Ur re violations noted in IE Insp 
Repts 30-239/04-15.50-260/84-19 tt 90-296/04-13 Corrective 
actions Btd Practice 14 25 revised to require second party 
verification in hanging l< removing clearance tags 
MILLBiL H Tennessee Valley Authority 84/06/29 0 'REILLY, J P. 

Region 2. Office of Director Upp 26206-324 24X 

Fiche 50-239,04/00/13,840823 0167 


—0406230219 Forwards IE Insp Repts 50-239/04-15,50-260/04-19 it 
30-296/64-15 on 040326-0485 4 notice of violations Addl 
attention must be given to Tech Spec maint 

LEWIS, R C Region 2, Office of Director 84/05/23 PARRIB.H O 
Tennessee Valley Authority 2pp 26806 335 a4X 
Fiche 50-257,04/00/13,0408230167 


— 0408230225 Notice of violation from insp on 040326-0425 

* Region 2, Office of Director 04/05/23 5pp 86206 337 24X 

Fiche 50-259,04/00/13.0400230167 


— 840D230840 IE Insp Repts 50-259/84-15.90-260/04-15 h 50-296/04-15 on 
040326-0425 Vinlatlons noted misaligned sys valves on 
control air compr essor. inc orrec t valve on control air sijs 
& inadequate fire protection surveillance procedures 
PAULK. G L . PATTERSON. C A . CANTRELL. F S Region 2. Office of 
Director 84/05/17 1 4pp 86206 345 24X Fiche 50-299,04/00/13. 

0406230167 


B4OQ1OOO30 IE Info Notice 04-64. "BWR HPC I Initiation Seal-ln & 
Indication '* Svc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/08/15 Consolidated Edison Cq of Neu, 

York. Inc I04pp 26190 093 24X Fiche 90-000.04/00/13,8400100038 


8400100021 IE Info Notice 64-65. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " 8vc 
list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) B4/OQ/16 Cansolidated Edison Co of Neu, 

York* Inc tlBpp 26i90 OOt 24X Fiche 50-000.84/00/16,8400100081 


8400100055 IE Info Notice 04-66. "Undetacted Unava i 1 ab i 1 i ty of 
Turbine-Driven AuiiUary Fecdwaler Train " Svc list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 84/06/17 Consolidated Edison Co of New 

York. Inc I20pp 26276 001 24X Fiche 30-000.84/00/17.0400100055 


8408140200 IE Info Notice 04-67. "Recent Snubber Inservice Testing W/ 
High Failure Rates " Svc list encl 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Reapanse (Post 030103) 04/08/17 Consolidated Edison Co of New 

York, Inc I22pp 26276 128 24X Fiche 90-000.04/08/17.0403140208 


8408240109 Forwards rospunse to NRC 040720 Itr re violations noted in 
listed insp repts (, Proposed Civil Penalty Action EA 04-025 
Corrective actions include rev to Plant Instruction TI-74 to 
upgrade post-trip review Civil penalty foe will be wired 
DOHER.J A Tennessee Valley Authority 04/00/20 DEYOUNG. R C 
Director’s Office, Office of Inspection and Enforcement lOpp 
26220 233 84X Fiche 50-839.04/00/20,0400240109 


Q40Q210142 IC Info Notice 04-60, "Potential Deficiency In Improperly 
Rated Field Wiring to Solenoid Valves " Svc list end 
JORDAN, E L Division of Emergency Preparedness fr Engineering 
Response (Post 030103) 84/00/21 Consolidated Edison Co of New 

York. Inc llSpp 26329 000 24X Fiche 90-000,84/00/21.0400210142 


H Periodic operating reports k related correspondence 


0408060090 "NPDES Discharge Honltorino Rept for Apr 1904 " 

* Tennessee Valley Authority 04/04/30 94pp 25935 800 24X 

Fiche 50-259, 84/04/30. 0400060098 


□4O08/OJ66 Forwards "Effluent L Waste Disposal 0eminnnual Rept, 
Supplemental Infp.First Half 1904" Sc revised "Effluent k 
Waste Disposal Semiannual Rept Liquid Releases for Second 
Half 1903 Batch Mode " 

JONES, 0 T Tennossee Valley Authority 64/00/81 Director's 
Office, Office of Inspection and Enforcement Ip 26240 320 24X 

riche 90-259.84/00/21.0400270366 


— 8408270369 “Effluent 8, Waste Disposal Semiannual Rept Supplemental 
Info, First Half 1904 “ 

* Tennessee Valley Authority D4/06/30 13pp 26840 321 24X 

Fiche 50-299, 04/00/21. 8400270366 


— 840D270374 Revised "Effluent 6 Waste Disposal Bemiannual Rept Liquid 
Releases for oacond Half 1983 Batch Mode " 

# Tennessee Valley Authority 03/12/31 Ip 26240 336 24X 

Fiche 50-259. 04/00/8 1 . 8400270366 


8 Reportable occurrences. LERs 8c related correspondence 


B40882D317 Part 21 rept re failure of ITE-27N undcrvoltage relay to 
drop out on listed undervoltage conditions Problem due to 
excessive feedback around operational amplifier \J2 Clamping 
diode must bo added Affected units listed 

DUVALL. 0 D Drotun Dover 1 Corp (subs of Drown Dover 1 & Co . Ltd ) 
04/03/13 DEYOUNO.R C Director's Office. Office of Inspection and 
Enforcement 3pp 26191 357 24X Fiche 50-000.84/03/13,0400220317 


0408240348 Part 21 rept re presence of Loctlte-248 in CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported on 840413 New thread locking devices Investigated 
BHERWOaD, O O General Electric Co 84/04/13 DEYOUNG. R C 
Director's Office. Office of inspection and Enforcement 3pp 
86222 296 24X Fiche 90-000,84/04/13.6400240348, 
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S40Q090341 LER B3-016/03X-2 on 83O309> ana 1 y s i 5 of charcoal sample from 
control room emergency ventilation sys shoued methyl Iodide 
removal efficiency of less than 904 Caused by degradation 
of stored charcoal prior to use W/840713 Itr 

CLARK. J R . JONES « O T Tennessee Valley Authority 04/07/13 
O'REILLY. J P Region 3. Office of Director 5pp 25994 05-9 34X 

Fi c h e 50-239. 84/07/1 3. 8400090341 


Q40B0302S7 Updated LER 04—022—01 on 040212. investigation determined 
that single failure or LOCA loss of offsite pouer could 
cause equipment necessary for electrical board room cooling 
to be lost Caused hy design oversight W/840720 Itr 

NALKER. J B . JONES. 0 T Tennessee Valley Authority 04/07/20 3pp 
25917 241 24X Fiche 50-239.04/07/20.0400030257 


84O0O&O1 13 LER 84—027—00 on 840627. during startup ti at 17J pouter 4. rated 
pressure. main steam relief valve began to unseat. causl ng 
torus temp to approach limits Unit manually scrammed Cause 
unstated Valve replaced L unit restarted U/040724 Itr 
SMITH. D L f JDNES. 0 T Tennessee Valley Authority 04/07/24 3pp 
25936 030 24X Fiche 50-239.84/07/24,0408060113 


V Operator Eiaminat i oiis 


6408310036 Confirmation of action Itr rc 040521 telcon betueon FlC Leuiis 
& JA Coffey concerning results nf operator exams conducted 
on 040323 Operators uho failed exam pr ohib i ted f ram licensed 
duties until Sections 6 or 7 completed satisfactorily 
O'REILLY, UP Region 2. Office of iliroctor 04/05/23 PARRIS. H 0 
Tennessee Valley Authority 3pp 26335 020 24K 

Fiche 50-239,04/05/23,8400310036 
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F Security, medical, emergency b fire protection plans 


8408300402 Forwards summary of 040330 meeting w/TVA. Alabama Flower Co. 
Florida Power Corp. Florida Power 6 Light Deargla Power Ca 
re selected emergency preparedness issues 

O'REILLV. JP Region 2. Office of Director 84/06/08 PARRIS, HO 
Tennessee Valley Authority 4pp 2630B 116 24X 

Fiche 30-000,04/06/08,0408300402 


0400080510 LER 84-023-01 on 040510. dun ng replacement of failed relay 
I6AK20. ad jacent internal panel wire supplying poiiier to 
primary containment isolation valves came loose Caused by 
wire incorrectly terminated W/040727 itr 

SMITH. D L . JONEa.O T Tennessee Valley Authority 84/07/27 3pp 
23975 269 24X Fiche 50-239,84/07/27.0400000318 


0400090020 Updated LER 03-010/031-2 on 830325. while performing 
SI 4 2 A-13. standby gas train Q found inoperable Caused by 
erratic McDonnel Miller flew switch Switch replaced I 
91 4 7 D-1 8( SI 4 7 A-13 completed W/e40727 Itr 

CARTER. S , JDNE0. 0 T Tennessee Valley Authority 84/07/27 3pp 
23993 247 24X Fiche 30-259.84/07/27,8408090020 


8408160500 LER 84-022-02 on 840512. IE DuUetln 79-010 investigation 
determined that single failure or LOCA h loss of offsite 
power could cause loss of electric board room cooling 
equipment Operating instructions revised W/a4OaO0 Itr 
WALKER, J D . JONES, 0 T Tennessee Valley Authority 04/00/00 3pp 
26107 357 24X Fvehe 50-259.84/00/00,0403160500 


8408280096 Ac k receipt of 840709 Itr inf arming NRC off stupe taken to 
correct violations noted in Insp Ropts 50-259/04-17. 

30-260/04-17 U 50-296/04-17 

VERRELLlrO M Region 2, Office of Director 04/07/25 PARRIS, H 0 
Tennessee Valley Authority Ip 26201 319 24X 

Fiche 30-259,84/07/25. 8400280096 


—0400280116 Responds to NRC 040607 Itr re vlolottune noted in Insp 
Repts 30-239/04-17.50-260/84-17 it 50-296/04-17 Carrot tlvu 
actions, temporary fire load form pouted t* dally fire load 
Insps performed until removal of combustibles 

HILLS. L H Tonnesaoe Valley Authority 04/07/07 OM^ClLLY.JF 
Region 2, Dffico of Director 2pp 26201 320 24X 

Fiche 50-259,84/07/25,8408200096 


—0408280184 Forwards Insp Repts 90-259/04-17,50-860/04-17 it 
50-296/04-17 on 040500-11 & notice of vlolatton 
V/ERRELUI. D M Region 8. Office of Director 04/06/07 
PARRIB, H 0 Tennessee Valley Authority 2p p 26201 322 24X 

Fiche 50-259, 84/07 /29, 0408200076 


840B160518 LER 84-021-01 on 840505, automatic deprcssuriiatlon uys 
relief valve cables not fully separated from nonautomatlc 
depressur 1 iation sys relief valve cables Caused by design 
error Mods completed on 040324 W/840a08 Itr 

ROBERTS. W A . JONES, 0 T Tennessee Valley Authority B4/08/OB 
3pp 26J07 361 24X Fiche 50-239.04/00/00,0408160310 


8408160519 LER 04-028-00 on 040710, aukemati c discharge transfer logic 
for HPCI from discharging to condensate storage tanks to 
reactor vessel failed Caused by dirty contact on limit 
switch Contact cleaned W/B40e08 Itr 

SMITH. D L . JONES. 0 T Tennessee Valley Authority 04/00/00 3pp 
26108 024 24X FUhe 30-239.84/08/08,0408160519 


0400140331 Requests approval of proposed Tech Spec 190 re failure of 
containment atmospheric dilution sys torus supply valve on 
840717 Approval needed by 840817 to prevent forced shutdown 
OQMER, J A Tennessee Valley Authority 04/08/09 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 26042 353 
24X Fiche 50-239.84/08/09.8408140331 


8408200300 LER 04-026-01 on 840620, on I dent! fled drywell leakage 
exceeded Tech Spec coolant leakage rate of 5 gpm Orderly 
shutdown initiated & unit manually scrammed at 59X power 
Seal replaced W/B40S10 Itr 

ROBERTS. W A , JONES. 0 T Tennessee Valley Authority 04/08/10 
3pp 26140 087 24X Fiche 50-259.84/08/10,8408200300 


8400230040 PNO~1 1-04-049 on 040014. po s s 1 b 1 e overpressgrl zatl on of one 
core spray sys loop occurred Caused by backflow of primary 
coolant into loop because outboard isolation valve it inboard 
isolation check valve leaked 

BUTCHER. R C , CANTRELL, F 8 Region 2. Office of Director 04/00/15 
2pp 26204 010 24X Fiche 50-239.84/08/15,0400230040 


0400200349 LER 04-029-00 on 840720.24 h limiting condition for 
operation entered when ABKE Section XI pump pressure 
criteria not met for four RHR sve water pumps Tech Spec 
flow met, but pumps declared inoperable W/B40B17 Itr 
SMITH, D U . JONES, 0 T Tennessee Valley Authority 04/08/17 
26202 273 24X Fiche 30-259,84/00/17,8408200349 


3pp 


8400310106 Part 21 rept re torus-to-reactor bldg vacuum brea kers, Memo 
of 040020 telcon reporting equipment quality it separation of 
controls to butterfly valves end OE lacks technical Info to 
adequately evaluate condition 

VILLA. R General Electric Co 04/08/21 ROSSI. C E Director's 
Office. Office of Inspection and Enforcement 3pp 26310 327 24X 

Fiche 50-000,04/08/21.8400310186 


— 0408200134 Notice of violation from Inep on 04050D-J 1 

a Region 2, Office of Director 04/06/07 Ip 26201 ' 324 24X 

Fiche 50-239. 04/07/25, 0400200096 


'0408200140 Insp Repts 50-239/04-17.30-260/8 4-17 50-296/04-17 an 

840500-11 Vialatione noted failure to follow fire 
prevention proceduros far control of tomporory firo loads 
MADDEN, P K Region 2, Office of Dlrirctor 04/06/01 Vpp 
26201 323 84X Fiche 50-259, 04/07/23, 8403200096 


B4O0O2O149 Forwards revs to Imp 1 ement ing procedures doc umen t, e ons I it Ing 
of IP-6. "Activation of Technical Support Ctr." rP-20, 

"Technical Support Ctr Dporafclon’* 8. Rev 14 to "Radiological 
Energoncy Plan " 

rtILUBiL H Tennessee Valley Authority Q4/0V/ff7 O'REILLY. J F» 
Region 2. Office of Director Ip 23006 011 24X 

Fiche 50-239.04/07/27,0400020143 


— Q40B020I31 Revs to radiological emergency plan procedures, cotis istj ho of 
IP-6. “Activation of Technical Support Ctr" & IP-20j 
"Technical Guppart Ctr Operation " 

• Tennessee Valley Authority 04/07/27 I2pp 29806 012 B4X 
Fiche S0-2D9i 04/07/27. 040B020I 4 3 


-0408020156 Rev 14 to "Radiological Etnurgency Plan " 

e- Tennessee Valley Authority DFM-REF R14 04/06/29 

25006 024 24X Fiche 50-259.04/07/27,8400020143 


4pp 


8400030015 Forwards safety analy si s. imp lementa tton plan it 

Implementation schedulo for safety parameter display sys. per 
DD Vassal lo 040612 confirmatory order to HO Parris 
MILLS, L M Tennessee Valley Authority 84/07/00 DENTON. H,R, 
Office of Nuclear Roaebar Regulation. Director 6pp< 25907’ 118 
24X Flrhe 30-239.04/07/30.8400030019 


0400230167 Ack receipt ef 040001 Itr informing NrtC of steps teken te 
correct violatinns noted in IE Insp Rents 30-299/04-15, 

30-260/ 04-13 it 50-296/84-13 

LEWIS, n C Regien 2. Of flee off Director 84/08/13 FARRIS. H.O 
Tennessee Valley Authority Ip 26206 316 24X 

Fiche 30-299.04/00/13.0400230167 


■0400230192 RBsponds to NRC 040712 Itr re vlnlatlons nnbftci In lE Inse 
Repts 30-259/04-131 30-260/04-13 it 50-296/84-13. Corrective 
«c tions' total sys walkdown far central air sys flow diagrams 
performed by plant personnel 

MILLS. L H Tennessee Valley Authority 04/08/01, O'REILLY, J P 
Region 2. Office of Director 6pp 26206 318 24X 

Fiche 30-299,84/08/13. 0409230167, 
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“"8403230208 Responds to NRC 04QS23 Itr re v'lolations not^d in IE litsp 
Rflpts 50-259/84-15. SO-SAO/e^"! 3 K 50-296/04-15 Corrective 
actiDTis Std Practice 14 25 re./iied to require second party 
verification in hanying removing clearance tags 
hILLSi L n Tennessee Valley /luthoritg 84/06/29 O'nElLLYiJ P 
Region 2, Office of Director llpp 26206 324 24X 

Flche 50-259.64/08/13,8409230167 


— 8408230225 Notice af violation from insp on 840326-0425 

* Region 2. Office of Director 04/05/33 5pp 26206 337 24ie 
Piche 50-259.84/00/13.0408 2 30167 


— 8408230240 IE Insp Repts 50-239/04-15,50-260/84-15 t/ 50-296/84-15 on 
840326-0425 Violations noted misaligned ays velvet on 
control air compressor . Inc o-rrec t valve on control air ays 
& inadequate fire protection surveillance procedures 
PAULKi 0 L Region 2, Office of Director 04/03/17 14pp 
26206 342 24X Fiche 50-2 59, 84/08/ 13^ 8400230167 


— 8408160426 Amends 105,99 /2 to Licenses DPR-33, DPR-52 6 DPR-6a. 

respec 1 1 ve ) y , rep lac ing uiord ‘'operator'' m/ ''reactor operator'* 
to provide consistent nomenclature t permitting fuel 
handling supervised by senior reactor operator 
VA3SALL0, D 0 Operating Reactors Branch 2 04/07/30 12pp 

26126 233 24 X Flchc 50-239,84/07/30.8408160424 


— 8408160437 Safety evaluation supporting Amends 103,99 6 72 to Licenses 
DPR-33. DPR-32 6 DPR-60. respect! ve I y 

* Office of Nuclear Reactor Regulation. Director 84/07/30 2pp 
26126 244 24X Ftthe 30-259. 84/07/30. B40B 1 60424 


0408070370 Suppj i to 631027 application for amend to Licenses DPR-33, 
0PR-S2 it DPR-6B, cons 1 5 ti ng of minor revs to Tech Specs in 
response to NrC 631220 comments 6 request for addl info 
MfLLg, L M Tennessee Valley Authority 04/00/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 25947 176 
2 4X Fiche 50-2 59.04/00/01.0400070370 


8408&70245 Forwards just i f i c a t i an which supplis B40612 scheduLar 
exemption request re fire protection mods 

MILLSi L M Tennessee Valley Authority 84/08/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 7pp 26290 317 
34X Fiche 30-239, 84/00/23, 04 0829024 5 


—0408070375 Proposed Tech Spec re radioactive gaseous effluent 
instrumentation surveillance 

» Tennessee Valley Authority 84/08/01 44pp 25947 170 24X 

Fiche 50-259,84/08/01,8408070370 


P Operating license stage documents ^ correspondence 


B408300434 Confirms 840601 telcqn between JA Coffe-y 6 RC Lewis re 
840621 enforcement conference in Region 11 ofe to discuss 
design problems w/pauer supply 6 distribution sys Proposed 
agenda end 

□ 'REILLY, J P Region 2, Office of Director 84/06/05 PARR18, H 8 
Tennessee Valley Authority 2pp 26314 328 S4X 
Fiche 50-259,84/06/05,8408300434 


8400140026 Faruards requests for addl info re Hart i containment long- 
term program vent sys analysis 6 details of seismic lugs 
Reronmends 840910 meetlTig ui/BNl & Franklin Research Ctr ta 
discuss response prior to sutim>ittal of formal response 
VAS9ALLO,0 B Operating Reactors Branch 2 B4/07/26 PARRIS, H 8 

Tennessee Valley Authority 14pp 26061 245 24X 

Fiche 50-239, 84 /07/^6^ 8408140026 


6400200264 Forwards Amends 106,100 & 73 to Licenses DPR-33, DPR-52 6 
OPH-60. respect Ively & safety evaluation Amends clarify 
correct operating positions identify proper action for 
initiating signal far suppression chamber drain valves 
CLARK. R J Operating Reactors Branch 2 84/09/02 PARR I S> H 0 

Tennessee Valley Authority 2pp 26142345 24X 

Fiche 50-259,84/00/02,0408200264 


— B4O02OO269 Amends 106,100 & 73 to Licenses DPR-33, DPR-52 it DPR-60, 
respectively Amends change Tech Specs re soppreasion chamber 
drain va 1 ves , clar 1 f (j operating positions & Identify proper 
action in initiating signal 

VA88ALL0. D B Operating Reactors Branch 2 04/08/02 12pp 

26142 347 24X Fiche 50-259,84/08/02,8408200264 


—0406200280 Safety evaluation supporting Amends 106, 100 & 73 to Licenses 
Dpn-33, DPn-52 6 DPR!*-60, respect ivc 1 y 

* Office of Nuclear Reactor Regulation, Director 04/08/02 2pp 
36142 339 24X Fiche 50-259,04/08/02,0408200264 


6400010344 Responds to 940613 request for add! info re Mark I 
containment long-term program analyses Safety relief valve 
discharge piping sys mods based on moat severe reflood 
conditions predicted by RVRI2 U RVFDR codes 

KILLS, L h Tennessee Valley Authority 84/07/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 25866 332 
24X Fiche 80-259,84/07/27,8408010344 


840B13Q026 Forwards Amends 104 6 98 to Licenses DPR-33 6 DPR-52, 
respectively 6 safety evaluation Amends change Tech Specs to 
delete surveillance raqui rements for Dampers FCO-1 50A t 
FCO-150C 

CLARK, R J Operating Reactors Drarch 2 84/07/27 FARRIS, H 0 

Tennessee Valley Authority 2pp 26030 329 a4X 
Fiche 50-259,04/07/27.6403130026 


840B 070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for OLs h holders of CPs re availability of 
Suppl 1 to NUREO-0933, "Prioritization of Generic Safety 
1 saues Sve 1 ist enc \ 

CI8ENHUT,D G Division of Licensing B4/08/06 Consolidated 
Edison Co of New York, Inc IBpp 26129 230 24X 

Fiche 80-000,04/08/06,8400070110 


0408140375 Forwards response to NRC 831012 request for addl info re 
reactor protection sys power monitoring sys design mods 
Tech Specs will be submitted in future W/12 oversize 
drawings Aperture cards available in PDR 

DONER, J A Tennessee Valley Authority 84/08/09 DCNTQN, H R 
Office of Nuclear Reactor Regulation, Director ilpp 26051 187 
a4X Flrhe 50-239,04/00/09,0400140375 


--0400130038 Amends 104 ft 98 te Licenses DPR-33 it DPR-92, resp ec ttvel y, 
changing Tech Specs to delete surveillance requirements 
for Dampers FC0-150A & FCQ-lSOC 

VASSALLO. D B Operating Reactors Dranch 2 84/07/27 Bpp 

26038 331 24X Fiche 50-239,84/07/27,0408130026 


9408130037 Safety evaluation supporting Amends 104 4c 90 to Licenses 
OPR-33 4c DPR‘'32, re sp sc 1 1 ve 1 y 

e Office of Nuclear Reactor Regulation, Director 84/07/27 2pp 
26030 339 a4X Fiche 50-259.04/07/27,8408130026 


.400150575 Responds to 030422 submittal of Tech Spec amends per TNI 
Item 1 A 1 3. "Limit Quertime" ;Sc Generic Ltr 83-02 Tech 
Spec change request, to ensure overtime controls implemented, 
required 

VASSALLDrO B Operating Reactors Branch 3 84/07/37 PARRIS, HQ 

Tennessee Valley Authority 3pp 26080 353 24X 

Fiche 50-259,04/07/27,8408150575 


6408160155 Forwards BER on rJURCO-0737, I tom U K 3 22 re automatic 
switchover qf rcIC lys auction Manual switchover of RCJO 
suction on low water level in condensate storage tank 
acceptab le 

VASSALLO, D 8 Operating Reactors Drapeh 2 04/07/27 PARRIS. HO 

Tennessee Valley Authority 9 pp 26t26 154 24x 

Fiche 50-259.04/07/27.0408160155 


8406200390 Forwards notice of environ assessment U finding of no 
significant impact re 040402 application for exemption from 
requirements of 10CFR50, App J 

VASSALLO. D 0 Operating Reactors Branch 2 84/00/09 PARRIS. H G 

Tennessee Vallay Authority 2pp 36141 210 24X 

Fiche 50-260,84/03/09,0408200390 


— 8400200393 Notice of environ assessment |« finding of no significant 
impact re 040725 ecemption from requirements of 10CFR50, 

App J 

VASSALLO. D 0 Operating Reactors Branch 2 84/08/09 3pp 

36141 212 24X Fiche 50-260,84/08/09,0408200390 


8408210003 Forwards Amends 107.101 it 74 to License* DPR-33i DPR-52 h 
DPR-68, re sp ec t ively i' safety evaluation Amends change Tech 
Specs to allow operation for 30 days iij/i6 main steam tunnel 
high temp switches bypassed 

CLARK, R J Operating Reactors Branch 2 04/08/09 PARRIS, H O 

Tennessee Valley Authority 2pp 36195 194 24X 

Fiche 50-359,04/00/09,0408210003 


— 6400210004 Amends 107, iQi it 74 to Licenses DPn-33, DPR-52 h 0PR-6a, 
respect ively, changing Tech Specs Lp allow operation for 30 
days u/16 main steam tunnel high temp siuitchos bypassed 
VASSALLO. D D Operating Reactors Branch 2 04/00/09 t3pp 

26195 196 24X Fiche 50-259,84/08/09.8400210003 


Forwards Amends 105, 99 & 72 to Licenses DPR-33* DPR-52 6 
DPR-6B, respect Iva ly & safety evaluation Amends replace word 
operator u/ "reactor operator" to provide consistent 
nomenclature 

CLARK, R J Operating Reactors Branch 2 04/07/30 PARRIS. H O 

Tennessee Valley Authority 3pp 26136 227 24X 

Fiche 50-259,84/07/30,0408160424 


— 8408210007 Safety evaluation supporting Amends 107. 101 it 74 to 
Licenses DPr-33. DPH-52 tt DPR-60. respect ively 

» Office of Nuclear Reactor Regulation, Director 84/08/09 5pp 
26195 2 0 8 24X Fiche 50-259.84/08/09,8400210003 
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0408200131 Forwards responBe? to 84050J Itr ro Criteria 1,2,10 & 11 fnr 
permanent post-accident sampling facility Info on interim 
sys submitted on 8401>06 

DQMER^J a Tennessee Valley Authority 84/00/ J3 DENTON. H « 

□ffice of Nucleai Reactor Regulation, Director 5pp 26133 295 
24X riche 90 - 25 ?. 84/08/13, 8400200131 


8400200437 Forwards exemption to test interval toqui r ements of App >1 
to 10CFR30. in response to 840402 request Two-yr test 
interval for performing local rates extended to 840915 

for components specified in exemption 

VABSALLO. D D Operating Reactors Qranch 2 84/00/13 PARRIS.HO 

Tennessee Valley Authority 2pP 26144 32? 24X 

Fiche 50-260,04/08/13,0400200437 


— 8409200441 Exemption from test interval requirements of App J to 
lOCrRSO re local leak rate test interval for specified 
components 

EISCNHUT. D O Division of Licensing 84/08/13 Tennessee 

Valley Authority 7pp 26144 331 24X Fiche 50-260,04/08/13, 

8400200437 


0409220137 Application for amend to Licenses DFR-33, DPR-92 *e DPR-6e, 
Incorporating integrated schedule into license Detailed 
explanation of methodology uti 1 i lod, def Ini tion of revised 
integrated schedule h fee end 

mills, L M Tennessee Valley Authority 04/03/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 86pp 26193 318 
24X Fiche 50-259,84/08/14,0400220137 


0400200257 Forwards Amends 110,103 h 76 to Licenses 0PR~33, DPR-52 Sc 
DPR-’6B, respect ively & safety evaluation Amends revise Tech 
Specs to permit main steam line high temp isolation 
function to be inoperable for up to 4 h for testing b mainfc 
CLARK, R J Operating Reactors Branch 2 84/08/19 PARRIS, H 0 

Tennessee Valley Authority 2pp 26294 090 24X 

Fiche 50-259,04/00/15,8408200257 


—0400380261 Amends 110,103 h 76 to Licenses DPR-33, DPR-52 b DPn-60, 
respec ti ve ly, rovielng Tech Specs to permit main steam line 
high temp isolation function to he inoperable for up to 4 h 
for testing b malnt purposes 

VASSALLQ, D D Operating Reactors Branch 3 04/00/15 I5pp 

26294 092 24X Fiche 50-259,94/08/19,8400200257 


— 0400280276 Safety evaluation supporting Amends 110,103 b 76 to 
Licenses DPR-33; DPR-52 b DPft’-68, respect ively 

« Office of Nuclear Reactor Regulation, Director 04/08/15 2pp 
26294 107 24 X Fiche 50-259,84/08/15,8400280297 


8408310424 Forwards Amends 104 b 77 to Licenses l)PR-52 b DPR-68< 
respectively b safety evaluation Amends revise Tech Specs to 
change neutron flux trip setting adjustment factor 
CLARK, R J Operating Reactors Branch 2 04/08/17 PARRIS, H 0 

Tennessee Valley Authority 2pp 26350 142 24X 

Fiche 50-260,84/00/17,8408310424 


— 8408310431 Amends 104 b 77 to Licenses DPR-93 b 000-60, respect Ivsly, 
revising Tech Specs to change neutron flux trip setting 
adjustment factor from limiting safety sys to limiting 
condition for operation u/6 h action statement 
VASSALLO, 0 B Operating Reactors Branch 2 04/00/17 32pp 

26350 144 24X Fiche 50-260,84/00/17,0408310424 


— 8408310432 Gafety evaluation supporting Amends 104 b 77 to Licenses 
DPR-52 b DPR-60, respectively 

« Office of Nuclear Reactor Regulation, Director 04/00/17 2pp 
26350 176 24X Fiche 50-260-04/08/17,8400310424 


0400200275 Generic Ltr 84-20 to all licensees of operating reactors b 
applicants for OLs re scheduling guidance for llcensoe 
submittals of reloads that involve unreviewed safety 
questions Svc list encl 

ElBENHUTiD Q Division of Licensing 84/08/20 Consolidated 
Edison Co of Nbu York, Inc I7pp 26276 244 24X 

Fiche 50-000,84/08/20,8408200275 


8408280220 Application for amend to License DPR-52, c hang 1 ng Tech Specs 
to accommodate Unit 2, Cycle 6 operation b reflecting plant 
mods to be performed during refueling outage 

M1LL9,L N Tennessee Valley Authority 04/08/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 26269 201 
24 X Fiche 50-260,04/08/23,8400280220 


— 840BS80222 Proposed Tech Specs reflecting plant mods to be performed 
during refueling outage b changing Tech Specs to accommodate 
Unit 2, Cycle 6 operation 

e Tennessee Valley Authority 84/00/23 53pp 26269 J204 24X 

Fiche 90-260i 84/08/23, 8408280920 


— 8400280226 ‘Reload Licensing Rflpt for Browns Ferry Unit 2, Cycle 6 " 
Determination of no significant hatards end 

* Tennessee Valley Authority TVA-RLR-002 84/07/31 30pp 
26269 282 24X Fiche 90-260,04/08/23,0408200220 


B408310414 Notification of 04O9i3 meeting ui/otll b Franlrlin Research 
Ctr In Knoxvi I Ifl, TN to discuss resolution of issues 
identified in request for addl info on structural evaluation 
in plant— unique analysis rept re Mark I torus mod 

CLARK, R J Operating Reactors Branch 2 94/00/24 VASSALLQ, D B 

Operating Reactors Branch 2 IP 26350 222 24X 

Fiche 50-359,84/08/24,8408310414 


B4O03JO42O Notification of 840905 meeting lu/util b DNL In Knoxville, TN 
to discuss resolution of issues identified in staff request 
for addl info on hydrodynamic loads In plant-unique analysis 
rept re Mark 1 torus mods 

CLARK, R J Operating Reactors Branch 2 04/OB/24 VASSALLQ, D 0 

Operating Reactors Branch 2 IP 26390 219 24X 

Fiche 50-259,84/00/24,8408310420 


Q Inspection reports, IE Bulletins b correspondence 


B4O7100322 Responds to 040609 ltr providing results of reana lysis op 
four walls Info resolves concerns re four wails identified 
in 040116 SCR concerning IC Bulletin 03-11. "Masonry IJall 
Design " 

VA89ALLD, D D Operating Reactors Branch 2 84/06/26 F’ARRIS, H 0 

Tennessee Valley Authority 2pp 25513 317 24X 

Fiche 50-259,04/06/26,0407100322 


8408310109 Forwards Enforcement Conference Repts 50-259/04-21, 
50-260/84-21 b 50-296/04-21 on B40621 

O'REILLY, >fP Region 2, Office of Director 04/07/09 PARR18,H0 
Tennessee Valloy Authority 2pp 26334 227 24X 

Fiche 50-259,84/07/09,8408310109 


— 0408310114 Enforcement Conference Repts 90-259/04-21, 50-860/84-21 b 
50-296/04-21 on 840621 Major areas discussed design errors 
associated w/separation of electrical cab les, parall e 1 ing 
diesel generators b shutdown board room cooling 
BUTCHER, R C Region 2. Office of Director CANTRELL, F 9 
Division of Project b Resident Programi 04/07/09 6pp 
26334 229 24X Fiche 90-299,04/07/09,8400310109 


0408240330 Forwards Insp Repts 90-299/04-22, 50-260/84 -22 b 90-296/84-22 
on 840626-29 No violations or deviations noted 

VERRELLf.D M Region 2, Office of Director 04/07/12 PARRIS, H 0 
Tennessee Valley Authority 2pp 26236 131 24X 

Fiche 90-&59, 84/07/12,0408240330 


—0400240342 Insp Repts 50-259/84-22,50-260/04-22 b 50-296/04-22 on 
040626-29 No vieletlons or deviations noted Major areas 
inspected licensee action on previous enforceme-nt matters, 
weld Ing, inservlve tasti ng, IE bul le tins b LERs 

OIRARO, E H , OLAKE, J Region 2, Office of Director Q4/07/J2 
6pp 26236 133 24X Fiche SO-259, 04/07/ tSi 0400240330 


04O02BOO96 Ack receipt of 040709 ltr Informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/04-* 1 7, 

50-260/84-17 b 90-296/04-17 

VERRELLlrD « Region 2, Office of Director 04/07/29 PARRIBiH 0 
Tennessee Valley Authority Ip 26281 319 24X 

riche 90-299, 84/07/25, 8400200096 


— 0400280116 Responds to NRC 040607 ltr ro violations notad in Imp 
Repts 50-259/84-17,90-260/04-17 b 90-296/04-17 Corrective 
actione temporary fire load form posted b daily fire load 
Inspo performed until removal ef combustibles 

mills, L M Tennassee Valley Authority 04/07/07 O'REILLY, P 
Region 2, Office of Director 2pp 26201 320 2qx 
Fiche 30-299, 04/07/25, 0400280096 


—0400280124 Forwards Insp Ropts 90-299/84-17,90-260/04-17 b 
90-296/04-17 on 840908- t I b notice of violation 
VERRELLX,D M Region 2, Office of Director 84/06/07 
PARRI8, H 0 Tennessee Valley Authority 2pp 26201 322 24X 

Fiche 50-299,84/07/29,0400280096 


— 8408200134 Notice of violation from Insp on 040908-11 

e Region 2, Office of Director. 04/06/07 Ip 26201 324 24X 

Fiche 50-259104/07/25,0408200096 


—0400280140 Insp Repts 90 - 299 / 84 “* 17, 50-260/84-17 b 90-296/04-17 on 
040308-11 Violations noted failure to follow fire 
prevention procedures for control of temporary fire loads 
madden, P M I MILLER, W H , CDNUON, T E Region 2, Office of 
Director 64/06/01 9pp> 26201325 S4X Rich a: 90-299, 04/07/29, 
0408280096 
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B107250229 IE Infa Notice 34-57. ’■□perating Eipeneiice re Moisture 
Intrusion in Safctij -Ife I 4 1 ed Electrical Equipment at 
Commercial Power Plants ” Svc list end 

JDRDANj E L Division of Emergency Preparedness & Engineering 
Response (Post 0201035 04/07/27.' Consol idated Edison Co of New 

York. Inc U9pp 258^5 047 24X FitAe 50-000. 84/07/27, 040725022? 


040027019^6 Ad receipt a-f 04071? Itr inAorming NJIC of steps taken tn 
carrect violations noted tn Insp Repts 50-259/84-10, 

50-260/04-10 tf 50-396/04-10 

VEHRELLirD M Region 2 j Off ice of Director B4/07/31 PARRIS, H D 
Tennessee OaUeg Authority Ip 26237 352 24X 

Fiche 50-359,04/07/31, B408270 176 


— 8408270199 Responds to NRC 040509 Itr re violations noted in Insp 
Repts 50-259/84-10.50-260/84-10 h 30-296/04-10 Corrective 
action* Procedures 1053 & 1053A revised to correct 
procedural violations 

MILLS. L M Tennessee Valley Authority 84/07/19 0'REILLV>J P 
Region 2. Office of Director 2pp 26257 3S3 24X 

Fiche 50-259.84/07/31,8400270196 


B408010333 IE Info Notice 84-59. "Deliberate Circunventi ng of Station 
Health Physic* Procedure* ” Svc list end 

JORDAN. E L Division of Emergency Preparedness tc Engineering 
Response (Post 03O1O3> 84/08/06 Consolidated Edison Co of Neui 

York. Inc BSpp 26068 001 24X Fiche 50-0004 84/08/06.8408010333 


8408010337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Fitters to Meet Efficiency Requirement Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineer ing 
Response (Post e30l03> 84/08/06 Consol Ida ted Edison Co of New 

York. Inc I23pp 26067 138 24X Fiche 50-000. 04/08/06. 8408010337 


8400070120 IE Info Notice 84-61. "Overexposure of Diver in PHR 
Refueling Cavity “ Rvc list end 

JORDAN. E L Division of Emergency Preparedness 2. Engineering 
Response (Post 830103) 84/08/08 Consol idatcd Edison Co of Neui 

York. Inc 120pp 26129 II 8 S4X Fi che 50-000. 84/08/08. 0408070120 


8400070376 IE Info Notice 84-62. "Therapy Kisadmin is trations to 
Patients Undergoing C(i-60 Telethsrapy Treatments " Svc 
list end 

ORACEiJ’ N Division af OA. Safeguard* 6 Inspection Programs (Post 
830103) B4/Q0/1O Con i d 1 Ida t ed Edison Co of Neu York. Inc 

taSpp, 26130 001 a4X Fiche 50-000. 04/08/10.8408078376 


0400100007 IE Info Notice 84-63. “Defective RHR Replacement Piping “ 
Svc lilt end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 04/08/13 Consolidated Edison Co of Neu 

York. Inc 119pp 26197 218 24X Fiche 50-000. 04/00/13, 8408 100009 


8408230167 Acl receipt of 8408D1 Itr Informing NRO of steps token to 
correct violations noted In IE Insp Repts 50-259/84-15. 

50-260/84-15 it 50-296/84-15 

LEillSiR C Region 2. Office of Directnr 04/08/13 PARR IB. H O 
Tennessee S/alleg Autliaritg Ip S6206 316 24X 

Fiche 50-259.04/00/13.8400230167 


— B4032301E0 Ack receipt of 040629 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/84-15. 

50-260/04-15 6 50-296/84-15 Supplemental response expected 
by 840801 

LERI 8 .R C Region 2. Office Of Director 84/07/12 PARRIS, H 0 
Tennessee Valley Authority, Ip 26206 317 Z4X 
FI Che 50-259.84/08/13,8408230167 


-64DB230192 Responds to NRC 840712 Itr re violations noted in lE Insp 
Repts 50-239/04-15.50-360/84-15 4c S0-296/B4-I5 Corrective 
actions total *ys uslkdown far control air sys flow diagrams 
performed hy plant personnel 

MILLS.L H Tennessee Valley Authority 84/00/01 O'REILLY.J P 
Region 2, Office of Director 6 pp 26206 310 24X 

Fiche 50-239.04/08/13.6408230167 


'0408230208 Reipoiids to NRC 840923 Itr re violations noted in IE Insp 
Repts 30-259/04-15,50-260/84-15 it 50-296/04-15 Corrective 
actions Btd Practice 14 2S revised to require second party 
verification in hanging 6 removing clearance tags 
MILLS, L M Tennessee Valley Authority 84/06/29 O^RElLLY, J P 
Region 2. Office Of Director lipp 26306 324 24X 

Fiche 50-259,84/08/13.84 08230167 


—8400230219 Forwards IE Insp Repts 50-259/04-15,50-260/84-15 6 
50-296/84-15 on 040336-0425 & notice of violations Add I 
attention mutt he given to Tech Spec matnt 

LEtllS.R C Region 2. Office of Director 84/05/23 PARRIB, H,0 
Tennessee Valley Authority 2pp 26206 335 24X 

Fiche 50-259, 84/08/ 13 . 0408230167 


— 8408230225 Notice of violation from insp on 840326-0425 

« Region 2. Office of Directoi 84/05/23 Spp 26206 337 24X 

Fiche 50-259.04/08/13.0408230167 


— 8400230240 IE Insp Repts 50-259/84-15,50-260/04-15 5. 50-296/04-15 on 
040336-0425 Violation* noted misaligned sys valves on 
control air c Gflipressar. me orrecl valve on control air sys 
inadequate fire protection surveillance procedures 
PAULK, G L . PATTERSON. C A . CANTRELL, F S Region 2. Office of 
Director 84/05/17 14pp 26206 342 24X Fiche 50-259.04/00/13, 

8408230 1 67 


8408100030 IE Info Notice 84-64, "BWR HPCJ Initiation Seal-In 8 . 
Indication " Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/08/15 Consolidated Edison Co of New 

York. Inc I04pp 26198 093 24X Fiche 30-000.84/00/15,8400100030 


B40B100021 IE Info Notice 84-65. "Underrated Fuses Nhich Nay Adversely 
Affect Operation of Essential Electrical Equipment “ Svc 
list enc 1 

JORDAN. E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 04/08/16 Con bo 1 1 da ted Edison Co of New 

Vork, Inc (lOpp 26198 001 24X Fiche 50-000.84/08/16.0400100021 


64Q8100Q55 IE Info Notice 84-66. "Undetected Unavailability of 
Turbine-Driven Auiiliary Feedwater Train Svc list end 
JORDAN. E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 04/09/17 Consolidated Edison Co of New 

York. Inc I20pp 26276 001 24X F iche 50-000. 84/08/17, 0400100055 


8400140208 IE Info Notice 84-67, “Recent Snubber Inservice Testing W/ 
Mig-b Failure Rates " Svc list end 

JORDAN. E L Division of emergency Proparedness 6 Engineering 
Response (Post 830-103) 84/00/17 Consolidated Edison Co of New 

York. Inc I22pp 26276 122 24X Fiche 50-000.04/08/17.8400140208 


040B240109 Forwards response to NRC 840720 Itr re violations noted In 
listed insp repts b Proposed Civil Penalty Action EA 84-025 
Corrective actions Include rev to Plant Instruction Tl-74 to 
upgrade post-trip review Civil penalty fee will be wired 
DOMER. J A Tennessee Valley Authority 84/00/20 DEYOUNG. R C 
Director's Office. Office of Inspection and Enforcement lOpp 
36230 233 24X Fiche 50-259.04/00/20.0400240109 


0409310143 1C Info Notice 04-68. "Potential Deficiency in Improperly 
Rated Field Hiring to Solonoid Valves " Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Fost 830103) 84/00/21 Consolidated Edison Co of Now 

York. Inc lISpp 26329 000 a4X Fi che 50-000. 84/00/31. 0400310142 


R Periodic operating reports It related correspondence 


0408060078 “NPDEB Discharge Monitoring Rept for Apr 1904 " 

• Tennessee Valley Authority 04/04/30 54pp 25935 200 34X 

Fiche 50-35?. 04/04/30. 0400060099 


6400270366 Foruards “Effluent b VTaste Disposal Semiannual Rept. 
Supplemental Info, First Half 1994" b revised "Effluent & 

Haste Disposal Semiannual Rept Liquid Releases for 0econd 
Half 1983 Batch Made “ 

JONES.O T Tennessee Valley Authority 04/00/21 Director's 
Office. Office of Inspection and Enforcement ip S6S40 320 24X 

Fiche 50-259.04/08/31.0400270366 


— B40Q370369 "Effluent b Waste Disposal Bemlannual Rept Supplemental 
Info. First Half 1984 " 

« Tennessee Valley Authority 64/06/30 15pp 36240 321 34X 

Fiche 50-259.84/00/21.8408270366 


— 8400270374 Revised "Effluent b Waste Disposal Semiannual Rept Liquid 
Releases far Second Half 1903 Batch Mode “ 

« Tennessee Valley Authority 63/18/31 Ip 26240 336 24X 

Fiche 50-239.64/06/21, B40B270:J66 


8 Reportable occurrences, LERs b related correspondence 


8408320317 Part 21 rept re failure of ITE-87N undervoltage relay to 
drop out on listed undervoltage conditions Problem due to 
excessive feedback around operational amplifier U 2 Clamping 
diode mu«t be added Affected units listed 

DUVALL. D D Broun Boverl Corp, (subs of Broun Boverl b Co , Ltd } 
04/03/13 DEVOONG, R C Director's Office, Office of Inspection and 
Enforcement 3 pp 26191 357 24X Fiche 50-000. 04/03/13, B40B82031 7 


8400340349 Part 21 rept re presence of Loctite-242 in CRD hydraulic 
control unit ccram pilot solenoid valve plunger Initially 
reported on 840413 New thread locking devices investigated 
8HERMaQD.(9 0 General Electric Co 84/04/ J 3 DEYOUNO. R C 

Director's Office, Office of Inspection and Enforcement 3pp 
26222 2S 6 24X Fiche 50- 000 , 84/04/13,0409240340 
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S4OB3i0lB6 Part 21 rept re torus-tD-reac tor bldg vacuum breakers Memo 
of 0 AO 02 O telcon reporting equipment quality t separation of 
controls to butterfly valves enc 1 GE lacks technical info to 
adequately evaluate condition 

VlLLAiR Goneral Electric Co 84/0B/2i ROSSI. C E Director's 
Office. Office of Inspection and Enforcement 3pp 26316 327 24X 

Fiche 50^000.04/00/21.6400310106 


V Operator Examinations 


040B310036 Confirmation of action Itr re B40521 ielcon between RC Lewis 
U JA Coffey concerning lesults of operator exams conducted 
on B40323 Operators uiho failed exam prohibited from licensed 
duties until Sections 6 or 7 completed satl sfac tor 1 ly 
O'REILLY, J P Region 2. Office of Director 84/05/23 PARRI 8 .H 0 
Tennessee Yalley Authority 3pp 26335 020 24X 

Fiche 50-259,64/05/23.8408310036 


DOCKET 50-261 H B ROBINSON PLANT, UNIT 2 


f Security, medical, emergency 6 fire protection plans 


S40B300361 Ack receipt of B40606 Itr re emergency exercise scheduled 
during wk of 840B22 Final scenario 6 controller messages 
will be reviewed when lecelved Comments will be made 
following evaluation of submittal 

VERRELLI,D M Region 2, Office of Director 84/06/18 UTLEY, E E 
Carolina Power 6 Light Co Ip 26308 213 24X 

Fiche 50-261.84/06/18,8408300361 


Q40B310411 Forwards summary of 040530 meeting re proposed 10CFR50 54(p) 
changes to industrial security plans it contractor screening 
program Meeting beneficial it provided better understanding 
between security staffs 

LEWIS, R C Region 2, Office of Director 04/06/19 UTLEY, E E 
Carolina Power 6 Light Co 3pp 26333 31B 24X 

Fiche 50-000, 04/06/19, 6400310411 


0400240007 Forwards Inap Rept 50-261/84-21 on a406U--13 6 notice of 
violation Notice of violation withheld 
(ref 10CFR2 790 it 73 21 ) 

VERRELLIrD M Region 2. Office of Director 04/07/10 UTLEY. E E 

Carolina Power 6 Light Co 2pp 26S28 249 S4X 

Fiche 50-261,84/07/10,8400240007 


—8400240010 Insp Rept 50-261/84-21 on 840611-15 Violation identified 
failure to maintain security-related equipment in operable 
condition Details withheld <ref 10CFR2 790 it 73 21 > 

TILLMAN. A . MCGUIRE, D R Region 2. Office of Director 04/06/28 
Ip 26220 251 24X Fiche 50-261,04/07/10.8400240007 


6408030094 Requests two technical exemptions from requirements of 
lOCFRSO.App R, Section 111 0 3 per lOCFRSO 12, re III O 3 
suppression requirements for six plant fire areas 6 for 
suppression ^ detection for single fire area 

CUTTER, A 0 Carolina Power L Light Co 84/07/20 VARGA. 0 A 
Licensing Branch 1 0pp 25906 266 24X Fiche 50-261,04/07/20, 

0400030094 


8400030162 Requests uithdrawal Of 801202 license amend request re 
dedicated shutdown sys Implementation of sys concurrent w/ 
fire protection mods more appropriate Revised request will 
be submitted by GS0329 

CUTTER, A D Carolina Power it Light Co 84/07/20 VARGA, 9 A 
Operating Reactors Branch 1 2pp. 25912 016 24X 

Fiche 50-261,04/07/20,8400030162 


8408060074 Advises that Amend 80 to License DPR-23 re relaxation of 
physical security requirements of 10CFR73 55 during steam 
generator repair outage, will not be implemented 
ZIMMERMAN, S R Carolina Power 6 Light Co 84/07/30 VARGA, 0 A 
Operating Reactors Branch 1 Ip 25933 222 24X 

Fiche 50-261,84/07/30,8400060074 


B40B3100S1 Advises that exercise scenario description 8 , concurrence In 
scope concept reviewed Detailed exercise package will be 
reviewed when received 6 comments provided 

VERRELLI, D M Region 2 , Office of Pirocior 04/08/02 UTLEY, E E 
Carolina Power S, Light Co Ip 26334 350 24X 

Fiche 50-261.84/00/02,8400310051 


8403100004 Forwards Rev 5 to Emergency Plan it Procedure PEP-8004, 
'•MB Rob inson. Unit 2 Personnel,*' per I0CFR50 54<ql Listing of 
rev encl 

MORGAN, R E Carolina Power it Light Co 84/00/07 O'REILLY, J P 
Region 2, Office of Director 2 pp 25906 357 S4X 
Fiche 50-2611 84/08/07, 8400100004 


8408230073 Responds to 040427 request for exemption from App E to 
lOCFRSO, to exclude state it local govt parti c ipa tion m 
840821 annual emergency preparedness exercise Exemption not 
required in view of 640706 rev to App C to iOCFn^O 
VARGA. S A Operating Reactors Branch 1 84/08/15 UTLEY, E E 

Carolina Power 6 Light Co 2pp 26233 269 24X 

Fiche 50-261.04/00/15,8408230073 


B40B220126 Requests exemption from lOCFRSO.App R. Sect ion II Q 2 to 
extent that Rockbestos cables inside containment be kept 
free of fire damage U provides addl technical info, per 
NRC request Fee end 

CUTTER. A a Carolina Power t Light Co 84/08/17 VARGA. 8 A 
Operating Reactors Branch I 7pp 26193 309 24X 

Fiche 50-261,64/00/17.8408220126 


0400300512 Forwards FR notice of environ assessment S* finding of no 
significant impact re 020497 . B30607 it 040425 requests for 
exemption from lOCFRSO.App R.ta relax requirement for 
complete area-wide automatic fire suppression coverage 
VARGA, 8 A Operating Reactors Branch 1 04/00/17 UTLEY , E E 

Carolina Power & Light Co 3pp 26315 318 24X 

Ficho 50-261.04/08/17,8400300512 


— 8408300515 Notice of environ assessment 6 finding of no significant 
impact re 820427,830607 it 840425 requests for exemption from 
lOCFRSO, App R, to relax requirement for complete area-wide 
automatic fire suppression coverage 

EIBCNHUT, D 0 Division of Licensing 84/08/17 3pp 26315 321 
24X Fiche 50-261,04/08/17,8408300312 


0400240091 Ack receipt of 840009 Itr informing NRC of steps taken to 
correct violations noted in Inap Rept 50-261/Q4-21 

VERRELLI, D M Region 2. Office of Director 84/0Q/2I UTLEY. E E 
Carolina Power it Light Co Ip 26228 246 24X 

Fiche 50-261.84/08/21,8408240091 


— 8400240095 Forwards response NRC B40710 Itr re Violations noted In 
Insp Rept 50-261/04-21 Response withhold <r«f 10CFR2 790 it 
73 21) 

MORGAN, R E Carolina Power it Light Co 84/08/09 O'REILLY, J P 
Region 2. Office of Director Ip 26228 247 S4X 
Fiche 50-261,04/08/21,8408240091 


8408240316 Forwards BALP Repts 50-261/04-24.30-324/04-16,50-325/04-16 
it 30-400/84-10 for Feb 1903 - Apr 1984 

LEWIS, R C Region 2, Office of Director Q4/0B/21 UTLEY, B E 
Carolina Power it Light Co 2pp 26225 230 24X 

Fiche 50-000,84/08/21.8408240316 


—8400240319 8 ALP Repts 30-261/84-24.50-324/84-16,50-325/84-16 ft 
30-400/84-10 for Feb 1983 - Apr 1984 

f Region 2, Office of Director 84/04/30 71pp 26225.232 24X 

Fiche 50-000,84/08/21.0408240316 


P Operating license stage documents & correspondence 


8408090444 Notification of 840607 meeting w/utll in Sethesda.MD tO 
discuss status of Cycle iO core reload review 
REQUA, 0 Operating Reactors Branch 1 84/06/01. VARGA, B A 

Operating Reactors Branch 1 3pp 23982 351 24X 

Fiche 50-261, 04/06/01, eqO0O9O444 


0400030240 Informs that correct date of issuance of Amend 81 to License 
DPR-83 Is 04062B 

REQUA, 0 Operating Reactors Branch 1 84/07/16 l/TLGY*E E 

Carolina Power 6 Light Co 2pp 25919 358 24X 

Fiche, 50-261, 04/07/16, 0408030248 


840B030096 Application for amend to Liconse DPR-23, revising Tech Specs 
re reactor vessel level instrumentation sys Revs will 
Include instrumentation sgs, per NUREO-0737 requirements 
CUriER.A 0 Carolina Power it Light Go 04/07/20 VARGA, 9 A 
Operating Reactors Branch 1 2pp 25904 349 24X 

Fiche 50-261,84/07/20,0400030096 


— 04OSO3O1OO Proposed Tech Specs re reactor vessel level insir umentatloii 
a Carolina Power it Light Co 04/07/20. 4pp 25904 351 24X 

Fiche 50 - 261 , 84 / 07 / 20,8400030096 


8408030162 Requests withdrawal of 801202 license emend request re 
dedicated shutdown sys Implementation of sys concurrent u/ 
fire protection mods more appropriate Revised request will 
be submitted by 8S0329 

CUTTER, A.B Carolina Power fa Light Co 84/07/20 VARGA, B A 
Operating Reactors Branch 1 2pp 25912,016 24X 

Fiche 30-261,04/07/20,8408030162 


--0408100010 Rev 5 to Emergency Plan fa Procedure PEP-2004, "BB Robinson, 
Unit S Personnel " 

e Carolina Power & Light Co ' 84/08/07 9pp 23966 359 24X 

Fiche 50-261,84/08/07,0408100004 
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8408030334 Submits integrated startup test plans for revi eu< f ol f i L 1 ing 
requirement of A/nend 77 to License DPR-23 Integrated 
i-tartup test effort will demonitrate ability to safely 
return unit to operation 

BEATTY, 0 P CaroHna Pouer 4; LigAt Co B4/07/26 VARGA, S A 
Operating Reactors Branch J lOpp 25917 177 24X 

Fiche 30-261,04/07726.8400000234 


8408080332 Responds to 840409 telcon U 840419 telecopy request for 
info on reactor trip breaker testing Periodic calibr 4( tests 
currently perforntad adequate Tech Spec chanyes unnecessary 
ZIMMERMAN. S R Carolina Pocjer £c Light Co 04/07/27 VARGA, 6 A 
Operating Reactors Branch i 4pp 25964 J 05 24X 

Ficha 50-261 , 84/07/27.8408080332 


B4Q8060074 Advises that Anend 60 to License 0PR^23 re relaxation -of 
physical security requirements of 10CFR73 55 during steam 
generator repair outageiuill not be implemented 

ZIMMERMAN, S H Carolina Power t Light Co 84/07/30 VARGA'S A 
Operating Reactors Branch I Ip 25933 222 24X 

Fiche 30-261, 84/07/30.8400060074 


8408070374 Application for amend to License DPR-23> revi s i ng Tech Spec 
Section 3 6, '^Con to Inmen t Bys, to a 1 1 oui performance of CRI> 
evolutions when containnent integrity not intact while 
maintaining required level of safety 

CUTTER, A B Carolina Power & Light Co 84/08/01 VARGA, S A 
Operating Reactors Branch I 3pp 25947 165 24X 

Fiche 30-261184/08/01,0408070374 


— B4OBO7O370 Proposed revs to Tech Spec Section 3 6, “Containment Sys, “ 
for conduct of CRD evolutions when containment integrity not 
intac t 

* Carolina power 6 Light Co B4/0B/01 3pp 25947 168 24X 

Fiche SO “261 1 84/00/01,8408070374 


8400070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for OLs Ic holders of CPs re availability of 
Suppl I to NUREQ-0933. "P r i or i t i i at ion of Generic Safety 
Issues “ SVC list end 

EISENHLPT, D 0 Division of Licensing 04/08/06 Consolidated 
Edison Co of Neu York, Jnc iBpp 26129 838 24X 

Fiche 50-000,84/08/06,0408070110 


8408240309 Forwards preliminary neutronlc parameters for steamllno 
breat analysis using RELAP5 Info (feveioped assuming 
enif-of-cycle core u/all control rod clusters, less most 
reactive control rod dusters 

KILLQDRE, M R Exxon Muclear Co , fnc (subs of Ejion Carp > 
84/00/07 OUTTMANN, d Reac tor Systems Branch 6pp 26225 315 
24X Fiche 50-261,84/08/07,8408240309 


8400140356 Forwards Suppl l to Rev 2 to XW-NF'-B3-72. *’HS Rob Inson. Unit 
2, Cycle 10 8AR - Disposition of Chapter IS Events " Rept 
provides confirmatory analyses results for 9AR Remainder of 
analyses will be submitted by 840817 

ZIMHERMAM, 8 R Carolina Power & Light Co 94/08/08 VARGA. 9 A 
Operating Reactors Dratith 1 2pp 26041 001 24X 

Fiche: 50-261.84/08/00. 8408140356 


—6408140363 Suppl i to Rev 3 to “HB Robinson, Un 1 1 2.Cycle 10 6AR - 
Disposition of Chapter IS Events " 

LEACH, C 8 I KAVSER.tl V , CKANOLER, J C Exxon Nuclear Co , Inc 
(subs of Exxon Corp ) XN-NF-a3-72 SOI R02 04/07/20 SSpji 
26041 003 84X Fiche 50-261 , 84/00/00. 8400140356 


>8220094 ifotif icati on of 840627 meeting w/util in SethesdaiMD to 
iscuss Cycle 10 reload review If schedules 

(EOIPAj B Operating Reactors Branch 1 84/00/15 VARGA, 6 A 

Operating Reactors Branch I 2pp 26209,357 a4X 
Fiche 50-261, a4/0B/I5. 0400220094 


34082S0229 Requests that 040723 proposed Tech Spec revs for Cyde 10 
operation receive expedited review 6 approval to support 
840924 fuel load date 

CUTTER, A Q Carolina Power 6 Light Co 84/08/17 VARGA, S A 
Operating Reactors Branch 1 Ip 26194 OBO 24X 
Fiche 50-261,04/08/17,0408220229 


0400200275 Generic Ltr 84-20 to all licensees of operating reactors l( 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that Involve unrevlewed safety 
questions 8vc list encl 

EI0ENf1Ur,OG Division of Licensing 84/08/20 Consol Ida ted 
Edison Co of ifew York, Inc 17pp S6276 244 24X 

Fiche* 50-000i 84/08/20, 3408200275 


8408230093 Forwards XN-NF-S4-72, Supp 1 I. ''Large Break LOCA-ECC8 
Analysis If/Increased Enthalpy Rise Factor Break Spectrum 
Info submitted to suppl request for license amend fur 
Cycle 10 operation 

CUTTER, A B Carolina Power & Light Go 04/08/20 VARGA. 8 A 
Opera ting Reactors Branch I app 26208 0B2 24X 

FlchB 50-261,04/08/20,6400230093 


— B40B230I03 "Large Break LOCA-ECCS Analysis li/increased Enthalpy Rise 
Factor Bre,^k Spectrum ■' 

TAHVILIiT . KAVSER.W V . CHANDLER, J C E**on Nuclear Co , Inc 
Csubs of Exxon Corp ) XN‘NF-84-72 SOI B4/08/3J t02pp 

2620B 084 24X Fiche 50-261.84/08/20,0408230093 


8408230117 Forwards XN-NF-a4-74, "Plant Transient Analysis for 
HB Robinson Unit 2 at 2,300 Mkft W/Increased FN(Delta)H “ 
CUTTER, A B Carolina Power L Light Co 04/00/20 VARGA, S A 
Operating Reactors Branch I 2pp 2620B 187 34X 

Fiche 50-26!. 04/00/20. 0408230117 


— 6408230122 "Plant Transient Analysis for HD RoPmson Unit 2 at 2,300 
KWt N/Increased FN(Delta>H " 

LEACH, C £ , ADAHB- F T , KILLGORE, M R Exxon Nuclear Co , Inc 

(subs of Exxon Corp J XM-NF-84-74 84/00/16 200pp 

2620B 189 24X Fiche 50 - 261 , 84/08/20. 84082301 1 7 


B408280199 Documents closeout of several issues raised by NRC during 
review of responses to requirements of Generic Ltr 81-14, 

"Seismic Qualification of Auxiliary Feedwater 6ys " Any mods 
will be made per Generic Issue A~46 

ZIMMERMAN. 8 R Carolina Power «« Light Co 84/08/23 VARGA, S A 
Operating Reactors Branch 1 Ip 26275 362 24X 

Fiche 50-261.84/09/23,8408260199 


G40B290Q11 Forwards fee for B40723 application for license amend, in 
response to 640810 request 

ZIMMERMAN, E R Carolina Power ^ Light Co 84/0B/23 MILLER, W D 
License Fee Management Branch Ip 26291 281 24X 

Fiche 50-261.84/08/23.8408290011 


Q Inspection reports, IE Sulletins 6 correspondence 


840828G133 Provides updated schedule for completion of IE Bulletins 
79-02 & 79-14 Dub to increase in scope of project following 
thoro-ugh third party revl ew, projec ted completion of insp l< 
as-built documentatl an scheduled for 841030 

MORGAN. R E Carolina Power e. Light Co 04/06/29 O^REILLY, J P 
Region 2. Office of Director Ip 26275 145 24X 

Fiche 50-261,84/06/29, 04OB2BO133 


8408240007 Forwards Insp Rept 50-261/84-21 on 840611-15 8, notice of 
vtatation Notice of violation withheld 
(ref 10CFR2 790 6 73 21} 

VERRELLI.D M Region 2. Office of Director 04/07/10 UTLEY. E E 

Carolina Power «< Light Co 2pp 26220 249 24X 

Fiche 50-261.84/07/10,0400240007 


— B40B240010 Insp Rept 5O-261/04'*21 on B406il-15 Violation identified 
failure to maintain security-related equipment in operable 
condition Details withheld Cref 10CFR2 790 & 73 21) 

TILLMAN, A , MCGUIRE, D R Region 2, Office of Director 84/06/20 
Ip 26228 231 24X Fiche 50-261,84/07/10,0408240007 


6407230229 IE Info Notice 04-57, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Svc Uet end 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post B30103) 84/07/27 Consolidated Edison Co of New 

York, Inc 1 l9pp 25865 047 24X Fiche 50-000,84/07/27,8407250229 


8408270513 Ac k receipt of 840719 ltr informing NRC of steps taken to 
correct violations noted In Insp Rept 50-261/84-19 
LEWIS, R C Region 2. Office of Director 84/07/30 UTLEY, E E 
Carolina Power t« Light Co Ip 26256 143 24X 

Fiche 50-261,04/07/30,0408270513 


— 04OB37O521 Responds to NRC 840619 ltr re violations noted in Insp Rept 
50-261/84-1? Corrective actions regulatory compliance 
instruction for preparing corfospondenc e implemented tt 
investigation of circuit conducted to identify occurrence 
MORGAN, R E Carolina Power b Light Co 84/07/19 O^RElLLY, J P 
Region 2, Office of Director 3pp 26256 1 44 24X 

Fiche 50-261.84/07/30.8408270313 


— 8408270520 Forwards Insp Rept 50-261/84-19 on 840511-0610 «. notice 
Of violation 

LEWrs.R C Region 2, Office of Director 84/06/19 UTLEY, E E 
Caralina Power h Light Co 2pp 26256 147 24X 

Fiche 50-261,04/07/30,8408270513 


— 840B270530 Notice of violation from insp on 840511-0610 

♦ Region 2. Office of Director 84/06/19 2pp 26256 149 24X 

Fiche 50-261,04/07/30,0408270513 


—8408270536 Insp Rept 50-261/84-19 on 040511-0610 Violations noted 
failure to inplement proc edures, f a i lure to adequately 
establish surveillance procedures 6 inaccurate statement in 
LER, 

WEISE, S , OARNER.L , DEMIBiP R Region 2, Office of Director 
04/06/18 llpp 26256 151 24X Fiche 50-261 r 84/07/30, B4082705 13 
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0408010333 IE Info Wotice 04-59< "Deliberate Circumventing of Station 
Health Physics Procedures " Svc list end 

JORDAN^ E L Division of Emergency Proparednaas t Engineering 
Response (Post 630103) B4/O0/O6 Conso 1 1 da tad Edison Co of hleu 

Yorki Inc SSpp 260d,B 001 24X Fiche 50-000- a4/0a/0i» 0400010333 


0400010337 IE Info Hotice 04-60- "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc list enc 1 
JORDAN- E 1. Division of Emergency Preparedness h Engineering 
Response (Post 030103) 04/00/06 Consdlldatod Edison Co of Neuj 

York- Inc I23pp 26067 130 24X Fiche 30-000.04/00/06.0408010337 


04O82QOO27 Ack receipt of 040726 Itr informing NRC of steps taken to 
correct violations noted In Insp Rept 30-261/04-22 

VERRCLLI.O M Region 2. Office of Director 84/00/07 UTLEY, E E 
Carolina Power t> Light Co Ip 26201 350 24X 

Fiche 50-26 1 . 04/00/07. 0400280027 


—0400280035 Responds to NRC 040629 Itr re violations noted In Jnsp Rept 
SO-Bdl /04-22 Corrective actions post-ujold heat treatment 
contractor marked 4ll thermocouple locations adjacent to 
thermocouples prior to grinding 

MORGAN. R E Carolina Power h Light Co B4/07/26 0 'REILLY, J P 

Region 2. Office of Director 2pp 26281 351 24X 

Fiche 50-261,04/00/07,0408200027 


*■-0409280039 Forwards Insp Rept 50-261/04-22 on 040612-15 ti notice 
of violation 

VERRELLI,D M Region 2. Office of Director 04/06/29 UTLEY, E E 
Carolina Power 6 Light Co 2pp 26201 333 24X 

Fiche 50-261.04/00/07.0400200027 


— 0400200042 Notice of violation from insp on 840612~13 

* Region 2. Office of Director 84/06/29 Ip 26201 333 24X 

Fiche 30-261.04/08/07,0408280027 


— 8400280046 Insp Rept 30-261/04-22 on 840612-15 Violation noted failure 
to follow temporary attachment procedure 
KLEINSOROE.W P i DLAHEi J J Region 2, Office of Director 
84/06/27 iSpp 26281 356 24X Fiche 30-261,84/00/07,8400200027 


8406290021 Ack receipt of 040608 0724 Itrs informing NRC of steps 

taken to correct violations noted in Insp Rept 30-261/84-11 
VERRELLI.D M Region 2, Office of Director 84/00/07 UTLEY, E E 
Carolina Power Light Co Ip 26290 020 24X 

Fiche 30-261, 84/08/07. 0400290021 


— 0400290023 Responds to NRC 040310 Itr re violations noted In Insp Rept 
50-261/04-11 Corrective actions conservative changes made to 
WP-302 in Rev 11 4. coated electrodes not issued in portable 
rod caddie destroyed regardless of exposure time 
MORGAN. R E Carolina Power 4- Light Co 04/07/24 D'RCILLY, J P 
Region 2, Office of Director 2pp 26298 021 24X 

Fiche 50-261,04/08/07.8408290021 


--8408290020 Responds to violations noted in Insp Rept 30-261/84-11 
Violation denied Conservative changes made to WP~902 in Rev 
11 t< coated electrodes not issued in portable rod caddie 
will be destroyed regardless of exposure time 

MORGAN, R E Carolina Power Light Co 84/06/08 O'REILLY, J P 
Region 2, Office of Director 2pp 26298 023 24X 

Fiche 50-261,84/00/07,8408290021 


—0400290031 Ack receipt of 840600 response denying violations noted in 
Insp Rept 30-261/04-11 NRC concluded violation did occur 
Corrective actions requested within 30 days of itr date 
LEWIS, R C Region 2, Office of Director 84/06/S9 UTLEV, E E 
Carolina Power 4, Light Co 2pp 26298 023 24X 

Fiche 50-261,84/08/07.8400290021 


—8400290034 Forwards Insp Rept 50-261/84-11 on 040410-13 & notice of 
violation 

VERRELLIfD M Region 2, Office of Director 04/03/10 UTLEY, E E 
Carolina Power It Light Co 2pp 26290 037 24X 

Fiche 50-261 , 84/00/07, 840029002 1 


— 0400290035 Notice of Violation from insp on 040410-13 

* Region 2, Office of Director 84/05/10 2pp 26290 029 24X 

Fiche 30-261,84/08/07,0408290021 


— 8400290039 Insp Rept 30-261/84-11 on 840410-13 Violation noted 
procedure inadequate for segregation of weld rods w/exposure 
time 

COLEY, J L , a LAKE. J J Region 2, Office of Director 84/03/09, 
lOpp 26298 031 24X Fiche 50-261,04/00/07,8408290021 


0408070120 IE Info Notice 04-61, ''Overexposure of Diver in PWR 
Refueling Cavity " 0vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {Post 830103) 04/08/00 Consolidated Edison Co of New 

York, Inc I20pp 26127 118 24X Fiche 50-000,84/08/08,0408070120 


8408070376 lE Info Notice 84-62, ‘Therapy Ml sadm i n t s trat i on® to 
Patients Undergoing Co-60 Teietherapy Treatments " Svc 
list end 

ORACE. J N Division of OA, Safeguards J, Inspection Programs (Post 
030103) 64/08/10 Consolidated Edison Co of New York, Inc 

123pp 26130 001 24X FiChe 50“000. 84/00/10, 8408070376 


0400100009 IE Info Notice 04-63, ''Defective RHR Replacement Piping " 
Svc list enc I 

JORDAN, E L Division of Emergency Preparedness £< Engineering 
Response (Post 030103) 04/00/13 Consolidated Edison Co of New 

York, Inc 119pp 26197 210 24X Fiche 30-000.04/00/13,0408100009 


0400100030 16 Info Notice 04-64, ''BWR HPCI Initiation Seal-In << 
Indication " Svc list end 

JORDAN, E L Olvlfliun of Emergency Preparedness 8c Engineering 
Respanse {Post 930103) 04/00/13 Consolidated Edison Co cf New 

York, Inc 104pp 26190 093 24X Fiche 30-000,84/00/13,8400100030 


8408100021 IE Info Notice 04-65, "Underrated Fuses Whlth May Adversely 
Affect Dperatton of Essential Electrical Equipment " Svc 
list one 1 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response {Post 030103) 04/08/16 Consolidated Edison Co of New 

York, Inc liapp 26198 001 24X Fiche 50-000,84/08/16,0408100021 


8400100033 IE Info Notice 64-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/00/17 Consolidated Edison €o aP N«u 

York. Inc 120pp 26276 001 24X Fiche 50-000,84/08/17,8400100033 


0408140200 IE Info Notice 04-67, "Recent Snubber Inservlce Testing W/ 
High Failure Rates " Bve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response iPost B30103) 04/08/17 Consolidated Edison Co of New 

York, Inc I82pp 26276 122 24X Fiche 30-000,84/00/17,0408140208 


0400210142 IE Info Notice 04-68, "Potential Deficiency In Improperly 
Rated Field Hiring to Solenoid Valves " Svc list encl 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response {Post 03OIO3) 04 / 08/21 Consolidated Edison Co of New 

York, Inc llSpp 26329 008 24X Fiche 30-000, 04/OQ/21 , 8408210142 


B40B240091 Act receipt of 040609 Itr Informing NRC of steps taken to 
correct violations noted In Insp Rept 30-261/04-21 
VERRELLI.D N Region 2, Office of Director. 04/08/21 UTLEY, E E 
Carolina Power U Light Co Ip 26220 246 24X 

Fiche 50-261.04/00/21,0408240091 


— 0400240093 Forwards response NRC 840710 Ifcr re violations noted In 
Insp Rept 30-261/04-21 Response withheld iref 10CFR2 790 & 

73 2t) 

MORGAN, n e Carolina Power t Light Co 84/00/09 O'REILLY, J P 
Region 2, Office of Director Ip 26220 247 24X 

Fiche 50-261 , 04/00/21 , 04OB24OO9 1 


0400240316 Forwards SALP Repts 3O-261/04-24. 50-324/04-1^, 50-323/04-16 
& 50-400/04-10 for Feb 1983 - Apr 1904 

LEHIB. R C Region 2, Office of Director 84/00/21 UTLEY, E E 
Carolina Power l< Light Co 2pp 26223 230 24X 

Fiche 50-000.84/00/81,8400240316 


—0400240319 BALP Repts 50-261/04-24,50-324/04-16,50-323/84-16 & 
30-400/84-10 for Fob 1903 - Apr 1904 

a Region 2, Office of Director 04/04/30 7lpp 2622S 232 24X 

Fiche 50-000, 04/00/21, 0400240316 


0400300146 EN-a4-009A notice of violation It proposed Imposition 0 # 
civil penalty In amount of $30,000 Issued re failure to 
follow procedures for entry into locked high radiation area 
FLACK, E , AXELRAD, J Director's Office. Office of Inspection and 
Enforcement 04/00/20 ip 26304 357 24X Fiche 30-261,84/00/20. 

0400300146 


R Periodic operating reports << related correspondence 


8400160144 Monthly operating rept for Jul 1984 W/040009 ttr, 

SCOTT, A E , MORGAN, R,E Carolina Power It Light Co 84/07/31. 
DEYOUNO,ft Director's Office, Office of rnspeetlon and Enforcement 
4pp 26108 071 24X Fiche 50-261,04/07/31,0400160144. 


3 Reportable occurrences, LERs It related correspondence 


0400060313 LER 04-000-00 on 040626, condensate storage tank level 
transmitters LT-1434A tt B Identified as out of callbr 
Caused by physical jarring Transmitters recallhr U/B40726 
Itr 

WRIGHT, C.L , MORGAN, R E Carolina Power it Light Co 84/07/26. 3pp, 
23936 009 24X Fiche 30-261,84/07/26,0408060315 
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6406170100 LER 94-009-00 on 840709» w/isn j t in ah u tdOLijn, dur irg annual 
containmunt pressure channel cal i br. rcvieui O'f as found data 
revealed nonlinear error over range o-f instruments Caused by 
personnel error in test equipirent setup U/’840&09 Itr 

IrJRIGNTi C L * MOAOANi R £ Carolina Pauier S. Light Co 04/08/09 □pp 
36130 020 24X Ficfie 30-36li 84/03/09, O^OBiyOiea 


V Operator EKaminations 


040B31Q014 Conflrtis 040605 telcan re 640613 mgt meeting in Region II 
□fcfi to discuss upconing operator exams L requalification of 
licensed operators follouing steam generator outage 
D 'REILLY, J P Region a. Office of Director 04/06/08 UTLEY, E E 
Carolina Pauer U Light Co Ip 26333 357 a4K 
Fiche S0~000« 84/06/08, B40G3 10014 


DOCKET 50-262 BRICHAH YOUNO U^IIV RESEARCH REACTOR 


Q Inspection raports* IE Dulletins 6 correspondence 


040725022? IE Info Motice 04-57. "Operating EKperience re Moisture 
Intrusion In 8afetg-Re lated Electrical Equipment at 
Coflimercial Power Plant* •' Svc list end 

JDRDANi E L Division ap Emergency Preparedness & Engineering 
Response (Post 830103) 64/07/27 Consolidated Edison Co aP Neu 

Verier Inc Il7pp 25365 047 SIX Fiche 50-000,04/07/27.0407250229 


8408010333 IE Infe Notice 04-59. "Delifaerato Circumventing of station 
Health Physics Procedures “ Svc list end 

JQRDANr E L Division qf Emergency Preparedness Engineering 
Response (Post 030103) 84/08/06 Cansolldatod Edison Co of Neu 

York. Inc aspp 26060 001 24X Fiche 50-000.84/08/06.6400010333 


Q4D80I0337 IE Info Notice 04-60. "Failure af Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc list end 
vIDRDAN^E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/06/06 Cotisal 1 dated Edison Co of Neu 

York. Inc isapp 26067 158 24X Fiche 50-000. 04/03/06. 8400010337 


0400070120 IE Info Notice G4-61. "Ovaresposuro of Diver in PWR 
Refueling Cavity *' Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/08 Consolidated Edison Co of Neu 

York* Inc iQDpp 26189 J18 24X Fiche 50-000, 04 /-O 8/08. S4QS 0701 20 


8408070376 IE Info Notice 04-63, “Therapy HisadmJ nistra tlons to 
Patients Undergoing Co-60 Telefcherapy Treatments “ Svc 
list end 

GRACE. J N Division of OA. Safeguards 6 Inspection Programs (Post 
8301031 04/oa/lO Consolidated Edison Co of Nou York. Inc 
ISSpp 26130 OOi 24 X Fiche 50-000.04/08/10.8408070376 


B40B10000? IE Info Notice 84-63, "Defective RHR Replacement Piping " 

8 VC list end 

JORDAN, E L Division of Emergency Preparedness S. Engineering 
Response (Post 830103) 04/08/13 Consolidated Edison Co of Neu 

York# Inc 119pp 26197 218 a4X Fiche 50-000.84/08/13. 8408100009 


8408100038 IE Info Notice 84-64. "OWR HPCI Initiation 8eal-In U 
Indication Svc list end 

JORDAN. £ L Division of Emergency Preparedness 8< Etiglneering 
Response (Post 830103) 04/08/15 Consolida tod Edison Co of Neu 

York# Inc 104p|^ 26198 093 847 Fiche 30-000.84/08/15.8400100038 


6408100021 IE Info Notice 04-65. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

J8RDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103), 84/08/16, Consolidated Edison Co of New 

York, Ipc 1l8pp 26198 001 24X Fiche 30-000. 04/08/16. 8400100021 


6408100035 IE Itifa Notice 84-66. "Undetected Unavailability af 
Turbine-Driven Auxiliary Feeduiator Train " Svc list end 
JORDAN. E L Division of Emergency Preparedness t< Engineering 
Reiponae (Post 830103) 84/08/17 Consolidated Edisi»n Co of Neu 

York, Inc I20pp 26276 001 24X Fiche 30-000.34/00/17.8408100035 


640BH0208 IE Infc Notice 84-67. "Recent Snubber Inservlce Testing W/ 
High Failure Rates " Bve list end 

JORDAN. E U Division of Emergency Preparedness Engineering 
Response (Post 8301031 04/08/17 Conealldated Edison Co of Neu/ 

York, Inc ia2pp 26276 122 24X Ftche: 50-000, 84/00/ I7r B40B14020B 


8408210142 IE Info Notice 04-66, "Potential Deficiency in Improperly 
Rated Field Hiring to Sqienold Valves " Svq list end 
JORDAN, E.L Division of Emergency Preparedness ic Engineering 
Response (Post 630103), 04/06/2) Consolidated Edison Co of Neu 

York# Inc USpp, 26329.008 34X Fl che ao-000, 84/08/21. B40B210142 


DOCKET 50-263 HQNTICELI.O NUCLEAR GtNERATING PLANT 


F Security, medical, emergency & fire protection plans 


8408090171 Foruiards l£ Insp Rept 50-263/04-11 on 840521-25 Ic notice of 
deviat 1 on 

BPESSARD.R L Region 3. Office of Director 04/07/20 LARSON. C E 
Northern States Power Co 2pp 25974 278 24X 

Fiche 50-263, 04/07/ 20. 8400060171 


— -0400000174 Notice of deviation from insp on 040521-25 

SPES3ARD. R L Region 3, Office of Director 84/07/20 Ip 
25974 280 24X Fiche 50-263.84/07/20,0408080171 


— 0400080161 IE Insp Rept 50-263/84-11 on 840521-25 Deviation noted 
failure of fire detection sys to provide permanent record of 
signals sent to central supervising station 

ULIE, J M . CULDEMOMD.W G Region 3, Office of Director 84/07/20 
19pp 25974 20 1 24X Fiche 90-263,84/07/20,8400080171 


04O8O9-OOL1 Foruards "Procedures Goncration Package," as identified In 
Generic Lfcr 02-33 I* Conmisslon 040612 order confirming 
licensee commitments 

KUSOLF, D Northern States Pouer Co 04/07/31 Office of Nuclear 

Reactor Regulation. Director Ip 25972 300 24X 

Fiche 50-263,84/07/31.0408090011 


— 0408090014 "ProceduT Bs Oeneration Package " 

* Northern States Power Co 84/07/31 66pp 25972 331 24X 

Fiche 50-263.04/07/31.0403090011 


8408160169 Rev 4 to emergency plan N/transmi tta 1 8* receipt forms 
MATHIASE.C D , WILLIAMS. 0 Northern States Power Co 04/00/01 
lOOpp 26091 259 24 X Flche 50-263.04/00/01.0409160169 


840a300'176 Foruards Rev 7 to "Northern Btates Power Co Corporate 
Nuclear Emergency Plan " Rev 1-ncludes changes resulting from 
annual Internal revi eu, upda te 6. certification of emergency 
plans & agreements 

FEV.F L Northern States Power Co 04/08/02 Region 3. Office of 
Director 4pp 26302 106 24X Fiche 50-000.84/00/02. 84 0 0300176 


— 8409300160 Rev 7 to "Northern States Pouer Co Corporate Nuclear 
Emergency Plan 

HUDSON. 0 . FEV.F L # LARSDN. C E Northern States Pouer Co 
04/06/02 116PP 26302.110 24X F i ch e 50-000. 04/08/02 . 

6400300176 


— 8408300183 Revised "Radiation Environ Monitoring Plan " 

CLARK. D W , FEY. P L Northern States Power C.o 04/02/29 14pp 
26302 226 24X Plche 50-000.04/00/02,0400300176 


P Operating license stage documents & correspondence 


04O01SO513 Foruards request for info re torus attached piping I# 
suppression chamber penetration as part of Mark I 
containment long-torir program Response will be discussed at 
840809 Zt 10 meetings u/NRC t( consultants 

VA6SALLD. D 0 Operating Reactors Oranch 2 04/07/27 MU80LF. 0 M 

Northern States Power Co 3pp 26103 360 a4X 

Fiche 50-263. 04/07/27. 6400 1 505 1 3 


B40B160222 Foruards application for amend to License DPR-22, chang Ing 
Tech Bpecs to Increase degraded voltage protection setpoint, 
par station electric distribution sys voltage analysis 
Fee end 

MUSOLF. D Northern States Power Co 04/07/2/ Office of Nuclear 
Reactor Regulation, Director tp 26092 143 24X 

Fiche 50-263.04/07/27.8408160222 


— G408160229 Application for amend to License DPR-22. chang ing Tech Bpees 
te increase degraded voltage protection setpoint 
MU0OLF. D Northern Stales Power Co 64/07/27 3pp 26092 144 
24X Fiche 30-263,04/07/27,0400160222 


—8400160233 Proposed Tech Spec changes, Increasing degraded voltage 
protection setpoint 

* Mortharn State* Power Co 04/07/27 7pp 26092 147 24X 

Fiche 50-263.04/07/27.0400160222 


0408060425 Natlfication -of 840809-10 meetings u/uti Is, NUTECH, Franklin 
Research Ctr 6 BNL in San Jose, CA to discuss comments 
resulting from pas t-in>p 1 ementa tion review re plant-unique 
analyels repts 

SEVAN. R D Operating Reactors Branch 2 04/07/31 VA88ALL0, D D 

Operating Reactors Branch 2 tp 2 S 937 335 24X 

Fiche 50-000,84/07/31. 6408060425 
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0400070110 Generic Ltr 64-19 to all licensees of Dpeiating reactorsi 
applicants For OLs holders of CPs re availability of 
Suppi 1 to NURE0-0933i ’ P r > or i t i i a t i on of Generic Safety 

Issues “ Sve list end 

EISENHUT.D G Division of Licensing 04/00/06 Consolidated 

Edison Co of Neiii York, Inc iBpp 36129 23B 2'IX 
EiChe 50-000,04/08/06,0406070110 


B4O02OO423 Foru/axds request for add I info re 031230 rcanalysls of 
station electrical distribution sgs voltages Response to 
end questions requested uiithin 60 days of ltr receipt 
VASSALLO. D R Operating fteactois Dranth 2 84/00/09 MUSDUF, D « 

Northern States Pouer Co 3pp 26144 361 34X 

Tithe 50-263, 84/08/09, 0400200423 


0400290314 Foriiiards Anend 25 to License DPR-22 !< safety evaluatloTi 
Amend eitends interval betuieen Integrated containment leak 
rate tests ^ adds intake structure sprinkler sys 
requirements 

ROONEY, V L Operating Reactors Oranch 2 04/00/19 MUS0LF. D M 

Northern States Pouier Co 2pp 26312 297 24X 

FlChe 50-263,04/00/15.8400290314 


— 0400290324 Amend 25 to License DPR-22, e»tend Ing interval between 
integrated containment leak rate tests, adding requirements 
for new intake structure sprinkler sys «< making other 
nonsafety-related Tech 3pec changes 

\/A3SALL0, D D Operating Reactors Qranch 2 04/08/15 lOpp 

26312 299 24X Ftche 50-263,04/00/19.8400290314 


— 0408290329 Safety evaluation supporting Amend 25 to License DPR-'22 
« Office of Nuclear Reactor Regulation, Director 84/00/15 3pp 
26312 317 24X Pi Che 50-263,04/00/15,8400290314 


8408170252 Forwards Rev 1 to NEDO-30477, "Safety Analysis of RHR 
Intertie Line, Monti cel lo Nuclear Generating Plant " Rev 
supple 840529 application to amend License DPR-22 

MUSULF, D Northern States Power Co 04/06/16 Office of Nuclear 
Reactor Regulation, Directoi Ip 26110 103 24X 

Flche 50-263, 04/08/16, 8400170252 


— 0408170262 Rev 1 to, "Safety Analysis of RHR Intertie Line, Monticel lo 
Nuclear Generating Plant " 

QRANDON, R J , GRlDLEY, R L General Electric Cq NEOO-30477 ROl 
04/06/30 27pp 26110 J04 24X Fiche 90-263,84/00/16.6408170292 


9400270293 Forwards Rev 1 to 040103 application for amend to License 
DPR-*22 Rev modifies surveillance requirements for emergency 
filtration train charcoal absorber 6 filters & toiic gas 
monitoring requirements for control room 

MUSOLFrD Northern States Power Co 04/00/17 Office of Nuclear 
Reactor Regulation, Director Ip 26242 313 24X 

Fiche 50-263,04/00/17,8400270293 


— 840B270299 Rev 1 to 840403 application for amend to License DPR-22i 
authorizing changes to Tech Specs rc surveillance 
requirements for control room habitability h toxic gas 
monitors, per NUREG-0737, I tern III D 3 4 

MUSQLF, D Northern States Power Co 84/08/17 5pp 26242 314 
24X Flche 50-263.04/08/17.0408270293 


--8408270302 Proposed Tech Spec changes re surveillance requirements 
for control room habitability L toxic gas monitors 
# Northern States Power Co 64/00/17 iTpp 26242 319 24X 

Fiche 50-263,04/08/17,0408270293 


— 0408270307 "Monticello Generating Station Toxic Chemical Study 
tncapac I tatlon Levels " 

S Bechtel Corp 84/06/20 13pp 26242 336 24X 

Fiche 90-263.04/00/17,8400270293 


64OB20O16O Forwards application for amend to License PPR-22, revising 
Tech Specs to support use of Hybrid J contra) rod assemblies 
far completion of Cycle 11 fuel loading Fee paid 

MUSOLF, D Northern States Power Co 84/08/17 Office of Nuclear 
Reactor Regulation, Director ip 26275 109 24X 

riche 50-263,84/08/17,8400200160 


— 8400200164 Application far amend to License DPR-22, revising Tech Specs 
to support use of Hybrid 1 control rod assemblies for 
completion of Cycle ii fuel loading 

MUSOLF, D Northern States Power Co 04/00/17 5pp 26275 HO 
24X Fiche 50-263,04/00/17.0400200160 


— 0408280169 Proppsed Tech Spec 9 0, "Design Features," supporting use of 
Hybrid I control rod assemblies for completion of Cycle li 
fuel loading 

» Northern States Power Co 04/08/17 Ip 26275 115 24X 

Ftche 50-263,04/08/17.8400200160 


8408300275 Generic Ltr 04-20 to all licensees of operating reactors 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviowed safety 
questions Sve list e«cl 

EI&ENHUT D 0 Division of Licensing B4/GB/20 Consolidated 

Edison Co of New York, inc I7pp 26276 244 24X 

Flche 50-000,04/00/20,8408200279 


Q Inspection reports, IE Bulletins t correspondence 


0408010401 Forwards !E Insp Rept 50-263/04-09 on 040502-0616 No 
noncomp 1 lance noted 

SHAFER, W D Region 3, Office of Director 84/07/12 LARSON, C E 
Northern States Power Co 2pp 25666 044 24X 

Tichc 90-263,04/07/13.0400010401 


—8408010402 IE Insp Rept 50-263/04-09 on 840502-0616 No nancomp 1 ianc e 
noted Major areas inspected previous insp findings, 
ventilation sys damper ac tuators. Unis trut Rracket P-2073A 
insp, LERs, ons ite review committee 8( long-term shutdown 
BDVD. 0 C Region □- Office of Director 84/07/11 3pp 
25066 046 24X Flche 50-263.04/07/12,0408010401 


0400080171 Forwards IE Insp Rept 50-263/Q4-II on 040521-25 & notice of 
deviation 

SPESSARD, R L Region 3, Office of Director 04/07/20 L ARSON, C E 
Northern States Power Co 2pp 25974 27B 24X 

Ftche 90-263.84/07/20,8400080171 


— 8400000174 Notice of deviation from Insp on 840521-25 

SPCSSARO.R L Region 3. Office of Director 04/07/20 Ip 
29974 200 24X Fiche 50-263. 84/07/20* O4O0OBO171 


—8400060101 IE Insp Rept S0-263/84-U on e4052l’'S5 Deviation noted, 
failure of fire detection sys to provide permanent recdtdi of 
signals sent to central supervising station 

ULIE, J M , GULDEMOND, w Q Region 3, Office of Director 04/07/20 
I9pp 25974 201 24X Flche 50-263,84/07/20,8408080171 


0400150544 Forwards IE Insp Rept 5O'-263/04-l 4 on 040625-29 & notice of 
violation 

PAPERIELLD.C J Region 3, Office of Director 84/07/26 
LARSON, C E Northern States Power Co 2p p 26079 222 a4X 
Fiche 50-263,04/07/26.8400190544 


— Q40S190546 Notice of violation from insp on 840623-29 

PAPERIELLO, C J Region 3, Office of Director 64/07/26 Ip 
26079 224 24X Flche 30-263,84/07/26.8400190944 


—0408190547 IE Insp Rept 90-263/04-14 on 840625-29 Viola tion netted 
solid radwaste contained free standing liquid 
GRANT. U D , NICHausON. N A . GREOER, L R Region 3, Office of 
Director 04/07/26 9pp 26079 225 24X Fiche 90-263.04/07/26* 

0400130544 


B40B230409 Forwards IE Insp Rept 50-263/04-12 on Q406 17-0707 No 
nonenmp 1 lance noted 

SHAFER.W D Region 3, Office of Director 04/07/26 LARSON, C E 
Northern States Power Co 2pp 26212 249 24X 

Fiche 90-263,04/07/26.8408230409 


—8400230497 IE Insp Reft 50-263/04-12 an 840612-0707 No- non comp Han ce or 
deviations noted Major areas inspected onsite review 
comml ttee, procedures, recirculation vessel riser & long-term 
shutdown 

DOVO. D C Region 3, Office of Director 84/07/26 4pp 
26212 251 24X Flche 90-263,84/07/26,6408230489 


8408070401 Informs that nou sys of acknowledging receipt of licensee 
correspoffdonce re noncompliance found during insp 
1 nstl toted, effective 840020 Preprinted form will be used 
rather than ltr 

KEPPLER.J 0 Region 3, Office of Director 84/08/03 

Commonwealth Edison Co 3pp 25942 iBB 24X Fiche 50-000,64/08/03, 
040B070401 


B4OB3ODO50 Forwards exam rept on 840626-20 

WALKER, R D Region 3, Office of Director S4/O0/13 LAR06N,C. E 
Northern States Power Co Ip 26307 240 24X Flche 50-363, 

04/00/13,8400300050 


— 8400300060 Exam rept on 040626-29 Exam results one operator candidate 
failed written Si simulator exams 

DIMMOCK.L , MCMILLEN, J I Region 3, Office Of Director 
OROVEB.D N EGI<0, Inc 84/00/10 64pp 26307 241 24X 

Fiche 50-263,04/00/13,0408300050 



70 


DOCKETED ITEMS 


8 Reportable occurrencasi L£Ra !f related correspond ence 


84002403^8 Part 21 rept re presence of Loctike-242 in CRD hydraulic 
control unit scran pilot solenoid valve plunger Initially 
reported on B40413 New thread locking devices investigated 
SHERWOOD* G 0 <;enepal Electric Co 64/04/13 DEVCKJNG* R C 
Director's Officei Office of Inspection and Enforcement 3pp 
26322 256 24X Flche 50-000,84/04/13,6408240348 


6407100420 LEfi 84-022-00 on 840605* reactor bldg ventilation isolation 
& s-^andby gas treatment initiation occurred Caused by bloun 
fuse in reactor bldg spent fuel pool radiation monitor 
Channel D Fuse replaced U/a40'705 1 tr 

BAVLESS^R S . Mi/SOLF, D Northern States Pouer Co B4/07/05 3pp 
25464 280 24X Fiche 50-263,04/07/03.8407100420 


8403090099 tER 84-024-00 on 040627, dur i ng cold shutdocjn* reac tor bldg 
ventilation isolation 6 standby gas treatment sya initiation 
occurred Channel A reactor bldg vent uide range gas monitor 
deenerglKd Caused bg personnel error W/640727 Itr 
LARSOM. D E , HUSOLF, D Morthern States Power Co 84/07/27 3pp 
25974 275 24X Fiche 50 -263.84/07/27*0408030099 


6408310186 Part 21 rept re tor us -to-r ea c tor bldg vacuum breakers Memo 
of 840820 telcon reporting equipment quality & separation of 
controls to butterfly valves end GE lacks technical info to 
adequately evaluate canditian 

VILLA* R General Electric Co 84/08/21 ROSSI* C E Director's 
□ Fffice, Office of Inspection and Enforcement 3pp 26318.327 24X 

Fiche 50-000.84/00/2118408310186 


8408200127 Part 21 rept re defects in l8-itich SA-333 RHR pipe Samples 
of defective pipe mat! being shipped to Technlnat Corp. per 
request Defects located in one length of &A-333 Grade 6 
P Ipe 

CROSBY* G E Northern States Peuer Co 84/08/22 COLL I NS. J NRC - 
No Detailed Affiliation Given Ip 26275 144 24X 

Fiche 50-263*84/08/22*8408200127 


8400140363 Revised emergency implementing proc edures, me I ud i ng 
Rev 7 to GEP 110-2 re shift engineer, Rev 6 to QEP 100-0 re 
flad-Chem director V Rev 17 to QEP 200-0 re emergency 
c ond I tions 

a Commonwealth Cdison Co S4/OS/04 B4pp 26041 052 24X 

Fiche 50-234, 04/00/04 . 8400140365 


0400130401 Responds to 840705 clarification of info re util means of 
satisfying annual regulatory requirement to review emergency 
action levels u/offsite emergency support organ I jat iona Info 
acceptab 1 e 

PAPERIELLO.C J Region 3, Office of Director 04/00/07 REED, C 
Commonuealth Edison Co ip 26010 1 30 2 4X Fiche 30-000*04/00/07. 

8408130401 


— 0408130413 Responds to 840604 Itr re means for satisfying requirements 
of 10CFR30*App E, Paragraph IV 8 Proposal for satisfying 
requirements to reviDu emergency action levels by offsite 
agencies clarified 

FARRAR, D L Comnonuiea I th Edison Co 84/07/05 PAPERIELLO. C J 
Region. 3, Office of Director Bpp 26010 131 24X 

Fiche 50-000,84/00/07,8408130401 


B40820024Q Advises that 840003 Rev 15 to physical security plan 
consistent u/provisl an s of 10CFR50 S4(p) i acceptable 
AXELSQN. M L Region 3. Office of Director 84/00/14 FARRAR, D L 
Comnonuiealth Edison Co 2pp 26133 190 24X Fiche 30-254*84/00/14* 

0406200248 


6408230270 Revised emergency plan implementing procedures . inc lud ing Rev 
23 to QEP-310-0* “Notification of Responsible Authorities,*' 

(( Rev 13 to QEP 310-T3, "PrioTibwed Notification Llatin-g “ 

W/rev receipt form 

* Commonuealth Edison Co 84/08/16 llpp 26209 323 S4X 
Fiche 50-354,84/09/16.8400230270 


P aperatlng license stage documents L correspondence 


V. Operator Eianinations 


8408140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc.eicept info for examiners 
KALKERfR 0 Region 3* Office of Director 84/08/10 Michigan, 
Univ of* Ann Arbor* MI 2pp 26051 190 24X Fiche 50-000, 

84/08/10* 840B14Q426 


8409300058 Forward's exam rept on 640626-28 

WALKER, R D Region 3* Office of Director 84/00/13 LARSON, C E 
Northern States Power Co Ip 263D7 240 24X Fiche 30-263, 

84/00/13* 0408300030 


B40B060425 Notification of 840809'-10 meetings u/ut 1 1 s, NUTECH* Frank 1 in 
Research Ctr & DNL in San Jose.CA to discuss comments 
resulting from post- imp lementatl on review re plant-unique 
analysis repts 

BEVAM*R 0 Operating Reactors Dranch 3 84/07/31 VASSALLO* D B 

Operating Reactors Branch 2 ip 25937 335 94X 

Fiche 30-000,84/07/31,8408060425 


840 0140317 Forwards response to 040626 request for addl info re 
125-volt dc sgs Facility recently completed roplacoment of 
123-volt battery chargers iu/200 ampere-rated units 

RYBAK, 0 Commonwealth Edison Co 84/00/01 DENTON. H R Office of 
Nuclear Reactor Regulation, Director I7pp 26042 333 24X 

Fiche 50-254*04/08/01,8408140317 


—8403300060 Exart rept on 640626-29 Exam results one operator candidate 
failed written 6 simulator exams 

DIMMOCK.L I MCMrLLFN,-J 1 Region 3* Office of Director 
GROVES, DN EGSeO. Inc 04/08/10 64pp 26307 241 24X 

Fiche 50-263,04/00/13, 8400300058 


8400230132 Informs of revietu of 040705 itr which Clarified 
interpre tation of on-sii i f t training requirements Util will 
be required to provide documentation thet senior reactor 
operator upgrade candidates comply u/listed requirements 
WALKER, R D Region 3* Office of Director 84/08/20 LARSON* C E 
Northern States Power Co 2pp 24209 061 24X 

Fiche 50-000*04/00/20*0400230132 


8408070110 Generic Ltr 04-19 to all licensees of operating reactors* 
applicants for QLs & holders of CPs re availability of 
Suppl 1 to NUREG-0933t “Pr i or i ti la b ion of Generic Safety 
Issues " Sve list end 

EI6GNHUT, D G Division of Licensing 04/08/06 Consolidated 
Edison Co of New= York, Inc I0pp 26129 230 a4X 
Fiche 50-000,84/00/06*84 06070110 


8408160345 Advises that QA program applicable to all nuclear generating 
stations satisfies provisions of 10CFR71 Fee remitted 
per 10CFR170 31 

FARRAR, 0 L Commonwealth Edison Co 04/08/06 Of flee of Nuclear 
Material Safety & Safeguards, Director Ip 26092 104 24X 

Fiche 50-000*04/06/06*8408160343 


)OCKET 30-264 DOW CHEMICAL CO 


f Operator Examinations 


8408140426 Provides address for transmitting all operator licensing 
correspondence to Region Ilf ofc, ex:crpt info for examiners 
WALKER, R 0 Region 3* Office of Director 64/08/10 Michigan, 
ifniv of* Ann Arbor, MI 2p p 26051 190 24X Fiche 50-000, 

84/00/10* 8408140426 


DOCKET 50-2^63 QUAD CITIES STATiaN, UNIT 2 
F Eicurlty* medical, emergency 6 fire protection plans 


0400140139 Forwards listed revs to security plans Revs address fence 
nelsht requirements Revs withheld Iref 10CFR73 211 

FARRAR, D L Corimonuea 1 1 h Edison Co 84/08/03 Region 3* Office 
of Director Ip 2604 4 2 3 2 24X Fiche 30-000*94/08/03,8408140139 


B40B270114 Provides supplemental response to Generic Ltr 83-36, 
"NUREO-0737 Tech Specs " Mods to Quad Cltios radiological 
ETS will not be complete until Fall 1984 Complete 
response tu/Tech Spec amend requests expected by 841115 
ALEXANDER* O L Commonuealth Edison Co 04/00/19 DENTON* H R 
□ ffice of Nuclear Reactor Regulation, Director 2pp 86247’ 330 

aqx riche 50-000,04/08/15*8400270114 


0408200275 Generic Ltr 04-20 to all licensees of operating reactors & 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Sve list end 

EISENHUT, D G Division of Licensing 84/00/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 844 24X 

Fiche 50-000*84/00/20,0408300275 


8408310203 Suppl to 030217 application for amend to Licenses DPR-29 t* 
DPR-30, revising Tech Specs to incorporate listed changes 
reflecting rev to 10CFR50 72 tc new Section 50 73 LER 
reporting requirements, par Generic Ltr 83-43 

RYBAK, B Commonwealth Edison Co 04/00/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 6pp 26330 245 24X 

Fiche 50-294,84/08/23,0408310203 
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— 84 0S3 10206 Proposed Tech Spec changes reflecting revised 10CFR50 72 *< 
neu Section 90 73 LER reporting requirements 

» Commonuea 1 th Edison Co 84/09/23 62pp 26320 251 24X 

Fiche 30-254.04/08/23,0408310203 


8408310211 Furuards final response to second 6 final set of questions 
re Mark 1 containment p la n t**un i que analysis 

RYDAK, 0 Commotiweal th Edison Co 84/00/24 DENTOhl, H R Office of 
Nuclear Reactor Regulation^ Director 37 pp 26318072 24X 

Ficho 30-000.84/08/24.8408310211 


Q Inspection reports. IE Bulletins 6 correspondence 


8408150392 Foruiards IE tnsp Repts 50-254/84>*lO & 50-263/84-09 on 
040625-28 t 0706 No none oirp 1 1 anc a noted 

PAPERJCLLD. C J Region 3. Office ot Director 84/07/26 REED. C 
Conmonwealth Edison Co 2pp 26077 340 24X Fiche 90-254.84/07/26. 

8408130392 


— 0408190401 IE Insp Repts 50-294/04-10 U 90-265/04-09 on 040625-20 ie 
0706 No violations or deviations noted Major areas 
inspected confirmatory mea sures . i ad i o log i c a I environ 
monitoring program & licensee actions on open items 
ROZAK.S , OESTMANN. M J . SCHUMACHER. M C Region 3. Office of 
Director 84/07/23 lOpp 26077 342 24X Fiche 50-254.84/07/26. 

0408150392 


8407250229 IE Info Notice 84-57. ''Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Pouor Plants " Sve list encl 

JORDAN. E L Division of Emergency Preparedness i> Engineering 
Response (Post 830103) 84/07/27 Consolidated Edison Co of Neu 

York. Inc 119pp 25869 047 24X Fiche 90-000.04/07/87.0407290229 


840807Q066 Notifies of 040823 meeting w/util at Region HI ofc to 
revieui findings of SALP assessment re util performance 
Encourages mgt representation to ensure mutual understand i ng 
of issues 1 findings presented by NRC 

NORELIUS. C E Region 3. Office of Director 84/00/03 REED.C 
Commonwealth Edison Co 2pp 23949 337 24X Fiche 90-000.84/00/03. 

8400070066 


0400230549 Forwards IE Insp Repts 50-234/84-00 & 50-265/04-07 on 
840520-0623 U notice of violation Type A tests must be 
conducted during each refueling outage, uni ess request it 
granted exempiion from requirement received 

NORELIUB.C E Region 3. Office of Director 84/08/03 REED.C 
Commonwealth Edison Go 2pp 26213 009 24X Fiche 50-254.84/00/03. 

0400230549 


— 0400230551 Notice of violation from insp on 840520-0623 

NORECIUS.C E Region 3. Office of Director 04/00/03 2pp 
26213 007 24X Fiche 50-254. B4/OB/03. 8400230549 


■8408230559 IE Insp Repts 50-254/94-08 8^ 50-269/84-07 on 840520-0623 
Noncomp 1 lance noted failure to local leak rate test 
gasketed penetration t< failure to quantify leakage during 
integrated leak rate test 

CHRISSOTIMOS. N Region 3. Office of Director 04/07/23 9pp 
26213 009 34X Fiche 90-254.84/08/03.8408230549 


B4O0O1O333 IE Info Notice 04-59. "Deliberate Circumventing of Btatlon 
Health Physics procedures " Sve list encl 

JORDAN. E U Division of Emergency Preparedness t* Engineering 
Response (Post 030103) 04/00/06 Consolidated Edison Co of New 

York. Inc aspp 26068 001 24X Fiche 50-000.84/00/06.8408010333 


B408010337 IE Info Notice 84-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN. £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/09/06 Consolidated Edison Co of New 

York. Inc I23pp 26067 J 58 24X Fiche 50-000,04/00/06.0400010337 


B408070120 lE Info Notice 84-61. "Overe jtposurc of Diver in PWR 
Refueling Cavity " Sve list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 04/08/08 Consolidated Edison Co of Now 

York. Inc I20pp 26129 118 24X Fiche 90-000.04/00/0010400070120 


B4O014O344 Confirms 840003 plans to meet w/Ufeil on 840907 In 
Olen Cilyn. IL to discuss regulatory Improvement program 
NCREUrua. C E Region 3, Office of Director B4/O0/O0 REED.C 
Commonwealth Edison Co 2pp 26041 050 24X Fiche 50-000.04/08/00. 

0400140344 


8406150090 Suppls 040711 response to lE Bulletin 04-02 re visual insp 
during monthly functional tests to verify proper contact on 
reactor trip sys & primary containment isolation sys relays 
Exemptions requested for listed relays 

ALEXANDER. O L Commonwealth Edison Co 84/08/00 KEPPLER. J 0 
Region 3, Office of Director 3pp 26067 053 24X 

Flfhe 50-000.84/08/08.8408150098 


0408200331 Suppls response to IE Qullrtin 84-02 re failure of GE Type 
HFA relays Exemption requested from commitment for visual 
insp verifying proper relay contact during monthly 
functional check for listed relays 

ALEXANDER, G L Commonwealth Edison Co 04/00/00 KEPPLER. J 0 
Region 3, Office of Director 3pp 26132 3l0 24X 

Ficho 50-000,84/08/00.8400200331 


0408070376 IE Info Notice 84-62. "Therapy M I sadm i n i s trat i ona to 
Patients Undergoing Co-60 Teletherapy Treatments " 3vc 
list encl 

GRACE. J M Division of QA. Safeguards Inspection Programs (Post 
030103) 84/00/10 Consolidated Edison Co of New York- Int 

123pp 26130 001 24X Fiche 50-000.04/00/10.0400070376 


0400100009 IE Info Nptice 04-63. "Defective RHR Replacement Piping " 
Sve list encl 

JORDAN. E L Division of Emergency Preparedness J. Engineering 
Response (Post 030103) 84/08/13 Consolidated Edison Co of -Mew 

York. Inc ll9pp 26197 210 24X Fiche 90-000, 04/00/13. 04OD1ODOO9 


0400100030 IE Inffl Nptice 04-64. "BHR HPCl Initiation Seal-In «c 
Indication " Sve list encl 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Reaponae (Post 030103) 84/00/15 Consolidated Edison Co of New 

York. Inc 104pp 26190 093 24X Fiche 90-000.04/00/15,0400100030 


0400100021 IE Info Notice 04-63. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment 8vc 
list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/0B/16 Consolidated Edison Ca of New 

York. Inc tlOpp 26198 001 24X Fiche 30-000. 04/00/ I6i B40B100021 


B40B100055 IE Info Notice 04-66. "Undetected Unaval labl 1 i ty of 
Turbine-Driven Auxiliary Feedwater Train " 0vc list encl 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/09/17 Consolidated Edison Co of New 

York. Inc 120pp 26276 001 24X Fiche 50-000.04/00/17.6408100095 


0400140200 IE Info Notice 04-67. "Recent Snubber Inservlee Testing W/ 
High Failure Rates " Sve list encl 

JORDAN. E L Division of Emergency Preparedness &< Engineering 
Response (Post 030103) 04/00/17 Consolidated Edison- Co of Neu 

York. Inc I22pp 26276 122 24X Fiche 90-000. 04/00/ 17. 84 08140200 


0408210142 IE Info Notice 04-68. "Potential Deficiency in Improperly 
Rated Field Wiring to Rolenaid Valves " 9vc list encl 
JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response (Post 030103) 84/00/21 Consolidated Kdlsoti Co of New 

/ork. Inc ll9pp 26329 OOQ 24X Fiche 90-000.04/00/21.8408210142 


R Periodic operating reports & related corresp ondened 


0408210060 Rept of changes, tes ts & experiments completed during Jul 
19S4 W/D40a0i Ur 

KALIVIANAKI6. N Comnonwealth Edison Co 04/07/31 CASE. B 0 
Office of Nuclear Reactor Regulation. Director 2pp 261B4 307 
84X Fithfi 50-294.04/07/31.0400210060 


0400230439 Monthly operating repts for Jul 1984 W/640eoi ) tr 

KIMLER.D. KAlIVIANAKIS, N Commonwealth Edison Co 84/07/31 24pp 
26213 074 24X Ficho 90-254.84/07/31.0400830439 


0408300299 Forwards "Effluent It Waste Disposal Semiannual Reptj Jan- 
June 1904. Gaseous Effluents - Summation of All Releases" 

& errata to semiannual repts for Jan-June Jul-Oec 1903 
KALlVIANAKISrN Comnonwealth Edison Co 04/OB/15 KEPPLERi J* 0 
Region 3, Office of Director Ip 26314 229 24X 

Fiche 90-254.04/08/19.0400300299 


— 0408300300 "Effluent & Waste Disposal Semiannual Rep t. Jan- June 1904 
BEKREMSjP a Commonwealth Edison Co 04/06/30 12pp 26314' 226 
24X Fiche 90-254.04/00/15.0408300299 


—8408300329 Errata to "Liquid Effluents - Summation of All Releaiei " 
Jan-June 1903 

s Commonwealth Edison Co 03/06/30 7pp 26314 233 S4X 
Fiche 90-234. 84/00/15, B40B300299 


— 8400300336 Errata to "Effluent Waste Disposal Semiannual Rept, 
Jul-Dec 1993i0aseous Effluents - Summation of All Releases " 

* Commonwealth Edison Co 03/12/31 2pp 26314,240 a4X 
Fiche 90-254. 04/08/15. S40B30029? 
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DOCKETED ITEMS 


S Reportable oc currertces* LERs !e related correspondence 


940834034^0 Part 21 rapt re presence LQctite-242 in CRD hydraulic 
control unit scram pilot aolerold valve plunger Initially 
reported on 940413 Neu t-hread lacking devices investigated 
SHERWOOD, G G General Electric Co 94/04/13 D£yGUNG. R C 
Director's Office. Office of Inspection and Enforceaient 3pp 
?i2a2 236 24!C Flche 50~’000r 84/04/13. 9409240349 


9409060251 UER 94'^OOB'OO on 940703. after survel 1 lane e. UPC I cooling 
uater return valve H0-2~2301-4B could not be reopened from 
control room Cause unknocun Valve manually op ened. d ec lared 
operable & cycled several tlfl?a< w/na problsins W/B40720 Itr 
EAOLE. J 9 , HALlVIAlMKia. N Commonwealth Edison Co 84/07/20 3pp 
23935 141 24X Fiche 50-265.94/07/20.8408060231 


9409310186 Part 21 rept re t orus-to-reac t or bJrfg vacuum breakers Memo 
of 940020 teUan reporting enuipment quality It separation of 
controls to butterfly valves end GE lacks technical info to 
adequately evaluate condition 

VIULA.R General Electric Co 04/08/21 ROSSI.C E Director's 
Office. Office of Inspection and Enforcement 3pp 26316 327 24)1 

Fi C h e. 50-000. 84/08/2 1 r 94083 1 0 196 


V Operator Eiraitilnatioti s 


8409140372 Forwards proposed rev to "Requa 1 1 f scat ion Pragrani for 
Licensed Operators. Senior Operators Senior Operators 
(L-iffilted ) . ” in response to Rl^RE0-0737i Item 1 A 3 1 
MARSHALL. J G Commonwealth Edison Co 84/09/07 DEffTON. K R 
□ffice of Nuclear Reactor Regulation. Director 2pp 26051 240 
24 X" Fiche 30-4)00. 84/09/07. 9409140372 


—840914038? "Requa 1 1 f ica t i on Program for Licensed Operators* Senior 
Operators b Senior Operators CLimited) " 

tt Commonwealth Edison Co 94/07/19 lOpp 26031 242 24X 

riche 50-000*94/00/07. 8408140372 


Q40614Q426 Provides address for transmitting all operator licensing 
correspondence to Region III -ofc. except info for examiners 
WALKER. R D Region 3. Qffsce of Director 04/09/10 Michigan* 
Univ of. Ann Arbor. Ml 2pp 26031 198 24X Flrhe 50-000* 

94/09/10* 9408140426 


DOCKET 30-266 POINT ffEACH NliCLEAR PLANT* UNIT I 


F Eecurity* medical, anergency & fire pratectiort plans 


9408020130 Ack receipt of 04D7O3 Itr forwarding scope 6 objectives For 
040911 emergency preparedness exercise Proposed objectives 
accep table* \ir/inclus ion of assemh 1 y/acc ountab i 1 J ty 
PAPER lELLO.C J Region 3. Office of Director 94/07/27 FAY.C W 
Wisconsin Electric Pauer Co ip 23896 028 24X 

Fiche 50-266. 94/07/27. 84080201 50, 


--B40SD20155 Forwards draft scope for 840911 emergency preparedness 
exercise Detailed scenario will be provided by first ut of 
Aug if associated controller packages will be provided by 
third wk of Aug 

BRITT. H W Wisconsin Electric Power Co 84/07/05 KEPPLER.vl O 
Region 3* Office of Director lOpp 23Sa6"'029 24X 

Fiche 50-266. 04/07/27, 8408020130 


B40B0S016O Notifies that review completed re 840627 revs to App C of 
emergency plan Plan changes do not downgrade effectiveness 
of emergency plan 

PAPERIELLO, C J Region 3. Office of Director 94/07/27 FAV. C W 
Wisconsin Electric Power Co Ip 23986 03? 24X 

F i c h e - 50 -266. 94/07/27* 84 0 8020 1 60 


--0400170203 Forwards response to NRC 640711 Itr re none omp 1 i anc e noted 
in IE Irtsp Repts 50-266.94-08 50-301/94-06 Enel withheld 

(ref IOCFH/3 21) 

CASSIDY. T J Wisconsin Electric Power Co 84/07/31 KEPPLER. J 0 
Region 3. Office of Director Ip 26110 094 24/ 

Ficho 50-266.04/08/13.8408170190 


840B210343 Revised emergency plan maint procedures including I i ro 
raiitlne ch ec k, nai nt. cal ibr 6 inventory schedule for health 
physics equipment 6 1 2 re routine check. maint b calibr 
instructions for emergency plan equipment w/040814 Itr 
•* Wisconsin Electric Pouer Co B4/OB/14 DENTON. K R Office of 
Nuclear Reactor Regulation. Director 74pp 26181 043 24X 

Ficho 50-266.84/00/14,9400210343 


8409290197 Informs that NRC reprefionla 1 1 ve will not be available to 
attend FEMA preexercise briefing W Snell will contact FEMA 
after NRC 840910 entrance 6 attend 840913 public ciltique 
Region III representation at FYB3 public critiques unlikely 
PAPERIELLO.C J Division of Emergency Preparedness 6 Engineering 
Response <Po5t 930103) 04/08/24 WEAVER. W J Federal Emergency 

Management Agency Ip 26291 176 24X Fit.he 50-266.84/09/24. 

0409290197 


— a4'O029O2D6 Forwards schedule for 1984 emergency exercise NRC 
representation at pre 6 poat-exorc i sh briefings requested 
WEAVER. U J Federal Emergency Management Agency 84/08/16 

KEPPLER, J 0 Region 3. Office of Director 33p 26291 177 24X 

Fiche 30-266,84/00/24,8408290197 


H General correspondence 


8409090S14 Informs that NRC deleting organization on distribution for 
correspondence between NRC t util Correspondence available 
In LPDR 

COLOURN. T 0 Operating Reactors Branch 3 04/07/27 ANDERSON. P 

Wisconsin's Environmental Decade Ip 25903 115 24X 

Fiche 50-266.04/07/27.0400090514 


K Utility Final Safety Analysis Report <FSAR) & amends 


8407310166 Forwards rev to updated FSAfl for Point Deach Nuclear 
Plant. Units I & 2 

FAYiC W Wisconsin Electric Power Co 84/07/20 OENJON. H R 
Office of Nuclear Reactor Regulation, Director MILLER. J R 
Operating Reactors Dranch 3 2pp 23903 001 24X 

Fiche 50-266.04/07/20*9407310166 


--0400020148 Rev to updated FSAH for Point Oeach Nuclear Plant. Units 
1 i, 2 

* Wisconsin Electric Power Co 04/07/20 360pp 23905 010 24X 

Fiche 50-266. 04/07/20. 9407310166 


P Operating license stage documents ^ correspondence 


0409010120 Forwards marbed-up radiological ET& for Units 1 2 Review 

of comments requested in preparation for discussion at 
meeting w/NRC* tentatively scheduled for mid-Aug in 
Oethesda, MO 

MILLER, J R Operating Reactors Branch 3 04/07/17 FAY. C W 

Wisconsin Electric Power Co Blpp 25872 216 24X 

Ficho 30-266.04/07/17.0400010120 


8408070492 Forwards comments on 840502 amend application for Tech Spec 
changes concerning containment tendon surveillance Mod of 
application or justification of position requested within 
49 days 

MILLER. J R Operating Reactors Branch 3 04/07/24 FAY. C W 

Vllsconsin Electric Power Co 6pp 25936 249 24X 

riche 50-266.84/07/24*8400070492 


8408030167 Forwards Rev 0 to “Control Room Design Review Program Plan." 
in partial fulfillment of Generic Ltr 02-33, “Suppl 1 to 
NUREO-0737 - Requirements for Em-ergeitcy Response 
Capability " 

FAY,C U Kisconsin Electric Power Co 94/07/31 DENTON. H R 
Office of hlucloar Reactor Regulation* Olrectur Ip 23911 193 24X 

Fiche 30-266 . 84/07/31 , 0400030167 


8408060127 Advises op revised schedule to install new single-failure- 
proof auxiliary bldg crane trolley Installation will begin 
following Spring 1903 Unit 1 refueling outage Final design 
review & license amend application win be submitted 
BRITT, R U Wisconsin Electric Power Co 04/07/30 DENTDN, H R 
Office of Nuclear Reactor Regulation. Director MILLER. U R 
Operating Reactors Branch 3 Ip 23933 057 24X 

Fiche 50-266.04/07/30.8400060127 


— 9408030170 Rev O to “Control Roam Design Review Program Plan “ 

a Wisconsin Electric Power Co 94/07/31 l0Opp, 23911 194 24X 

Fiche 50-266 .94/07/31, 0400030167 


04O817O19B Ack receipt of 940731 ltr infarmlng 
correct noncamp 1 lance noted in IE Insp Repts 
50-301/04-06 

AXELSOM.W L Region 3, Office of Director 
Wisconsin Electric Power Cp tp 26119 073 
Fiche 30-266. 94/08/13, 9409170 1 99 


NRC of steps taken to 
3O-Z66/B4-O0 ic 

84/08/13 CA0S1OY*T J 
24X 


0408070328 Forwards Rev 1 to "Process Cantrol Program." listing vendor 
procedures governing processing & packaging of solid 
raduaste 

BRITT.R W Wisconsin Electric Power Co 84/OB/Ol DENTDN. H R 
Office of Nuclear Reactor Regulation. Director MILLER* U R 
Operating Reactors Branch 3 Ip 25945 139 24X 

Fiche 50-266.84/08/01.8408070320 


— 9408070330 Rev 1 to "Process Control Program " 

» Wisconsin Electric Power Co 04/oa/Ol 3pp 25943 140 24X 

Fiche 50-266. 84/08/0 1 , 0400070328 



DOCKETED ITEMS 


r. 


B40B200002 Forwards request for ^ddl info re B30314 h 0906 requests for 
Teth Spec changes allouing use of Wes t inghouse optimiied 
fuel W/o end 

KILLER, J R Operating Reactors Branch 3 64/00/01 FAY. C M 

klisconsin Electric Power Co IP 26143 264 24X 

Fichc 30-266, 84/08/01' 6408200002 


840S07003D Responds to 840326 request for periodic updates re progress 
made toward alleviating shortage of licensed operators 
Adequate number of licensed operators anticipated after 
scheduled reactor license eiam m Dec 1984 

BRITTiR W Wisconsin Electric Power Co 04/08/02 DENTDN. H R 
Office of fvuclear Reactor Regulation, Director KILLER, J R 
Operating Reactors Branch 3 2PP 25950 036 24X 

Fiche 50-266,04/00/02.0408070030 


840B070245 Requests extension of qua 1 1 f ication program completion 
schedule to end of June 1903 refueling outage for Crosbg 
lift indicating switch assemblies ti Veam thermocouple 
connectors 

DHITTiR W Wisconsin Electric Power Co 84/00/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director MILLER, J R 
Operating Reactors Oranch 3 3pp 25949 017 24X 

Fiche 50-266.84/08/02.8408070245 


8408070110 Oeneric Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re availability of 
Suppl 1 to NUREG-0933. "Pri oriti lati on of Generic Safety 
Issues “ Svc list end 

EISENHDT.OG Division of Licensing 04/08/06 Consolidated 

Edison Co of Neiu York, Inc I8pp 26129 230 24X 

Fiche 50-000.84/08/06,8408070110 


6408160482 Summary of 840724 meeting ui/Wost Inghouse Owners Group re 
upper plenum injection for two loop plants 

DIIANNIjD C Operating Reactors Branch 3 04/00/09 Operating 

Reactors Branch 3 4pp 26108 327 24X fiche 50-000,04/08/09, 

8408160402 


8408270233 Forwards proprietary %t nonproprictary responses to request 
for addl info re Tech Spec Change Request 07 concerning use 
of Uestinghouse optimized fuel assembly Application for 
withholding proprietary response <ref 10CFR2 790) enc) 

FAY, C W Wisconsin Electric Power Co 04/08/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 Spp 26242 203 24X 

Fiche 50-266, 84/08/ 1 7, 8400270233 


‘8408270246 Requests proprietary responses to NRC questions re optimized 
fuel assembly design be withhold (ref lOCfRR 790) Affidavit 
end 

WIESEMANN,R A Westing house Electric Corp 04/00/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lllpp 
26242 200 24X Fiche 50-266,84/08/17,8408270233 


8400200273 Generic Ltr 04-20 to all licensees of opc'^ating reactors t* 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Svc list end 

eiSENHOTrD 0 Division of Licensing 84/08/20 Consolidated 
Edison Co of New York, Inc 17pp 26276 244 24X 

Fiche 30-000,84/08/20.8400200273 


9408200216 Forwards addl info re methodology results of analysis 
performed to determine impact of parking rod cluster control 
assemblies at 225 steps withdrawn position, per request 
FAY,C W Wisconsin Electric Power Co 04/08/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Licensing Branch 3 4pp 26879 183 24X Fiche 30-866,84/08/32, 

8408280216 


8408280128 Confirms 840023 telcon between R Seiiert 4« C Trammel re 
BZistence of potential defect in Anker-Holth large bore 
snubbers Info provided in 840010 ltr presently being 
evaluated to determine impact upon facility operations 
FAYfC W Wisconsin Electric Power Co 94/08/24 DENTON, H R 
Office of Nuclear Reactor Regulation, Director NILLERrJ R 
Pperating Reactors Branch 3 Ip 26261 319 24X 

Fiche 50-266, 84/08/24 , 8400280 1 28 


8408310284 Advises that mods to motor operated discharge valves for 
electric driven auxiliary feedwater pumps completed & tested 
satlsfactor i ly 

EISENHUT, D 0 Division of Licensing 84/00/24 N0REL1US,C E 
Division of Project it Resident Programs Ip 86331 334 84X 

Fiche 30-266,84/00/24,8408310204 


Q Inspection reports, IE Bulletins 6 correspondence 


8408090184 Forwards IE Insp Repts 30-266/84-12 tc 50-301/34-10 on 
040711 No noncompl iance identified 

LITTLE, W S Region 3, Office of Director 84/07/23 FAY, C W 
Wisconsin Electric Power Co 2pp 25992 075 24X 

Fiche 50-266, 84/07/23, 0408090 1 04 


--8408090189 IE Insp Repta 50-366/04-12 h 50-301/84-10 on 040711 No 
none omp 1 1 ante identified Ma j or ai eae inspected followup of 
valve shaft maps on main steamllno iaolation swing check 
& awing stop valves 

JONES, D E I DANIELSON. D M Region 3, Office of Director 
84/07/23 2pp 25992 077 a4X Fiche 50-266.04/07/2^.0400090104 


B40B13039'9 Forwards IE Insp Repts 50-366/84-10 S, 30-301/04-08 on 
040625-29 No nencomp 1 lane c noted 

PAPEFliruLO, C J Region 3, Office of Director 84/07/23 FAY, C W 
Wisconsin Electric Power Co 2pp 26077 320 24X 

Fiche 50-266,04/07/25.8408130399 


—8408150406 IE insp Repts 50-266/04-10 t, 30-301/04-00 on 040623-29 No 
vlokatlDTiG noted Major areas inspected operational radiation 
protection program, me lud ing mgt, staff ing , esp o sure control, 

ALARA, surveys, pos t ing t, contrals 6 TMI action ilems 

PAUL, R A , OREGER, L R Region 3, Office of Director 04/07/23 

Opp 26077 322 24X Fiche 50-266,04/07/23,0400150399 


8407230929 IE Info Notice 84-57, "Operating Experianca re Moisture 
Intrusion in Baf ety-Rela tod Electrical Equipment at 
Commsi'cial Power Plants " Svc list one! 

JORDAN, E L Division of Emergency Preparedness 8i engineering 
Response (Post 830103) 84/07/27 Conso I i dfa ted Edison Co of New 

York, Ific 119PP 25865 047 24X Fiche 50-000,04/07/27,0407250229 


0408160329 Forwards IE Insp Repts 30-266/84-1 1 U 50-301/84-09 on 
840702-03 No noncomp 1 1 one a noted 

LITTLE, W S Region 3, Office of Director 04/07/30 Wisconsin 
Electric Power Co 2pp 26106094 24X FJeh® 30-266,04/07/30, 

8408160329 


— 8408160331 IE inap Repts 50-266/04-11 t< 30-301/84-09 on 040702-03 No 
noncomp 1 iance or deviations noted Major areai inspected 
followup action of previously IdoTitlfiod insp findings 
MIUOROT.W E , GULDEMOND, W O Region 3, Of f i c o o P Di r ec t or 
04/07/27 Spp 26106 096 24X riche 90-266,04/07/30.0400160329 


0408070401 Informs that new ays of ac kneuiledg Ing receipt of licensee 
correspondence re noncompliance fo-utid during insp 
Inatl tu ted, effect! ve 040020 Preprinted fnrm will be used 
rather than ltr 

KEPPLER.J Q Region 3. Office of Director 04/00/03 

Commonwealth Edison Co Opp 25942 188 24X Fiche 90-000.84/00/03, 

0408070401 


8400100044 Ack receipt of 040720 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-266/83-21 
50-301/83-20, per 040917 request 

BPESBARO, R L Regibn 3, Office of Director 04/00/03 FAY, C U 
Miaconsin Electric Power Co Ip 299B7 063 24X 

Fiche 90-266,04/00/03.0408100044 


—04081(50032 Further response to NRC 040317 ltr re violations noted in II. 
Insp Repts 50-266/03-21 & 90-301/03-20 Corrective actldtis 
drawings received after 040601 stamped w/ "FPr Info Only" 
unless updated control drawings Review completed 
FAY.C U Wisconsin Electric rawer Co 04/07/20 BPECBARI), R L 
Region 3. Office of Director 4pp 25907 064 24X 

richO 90-266,84/08/03, 0408100044 


B40Q010333 IE Infe Notice 04-59, “Deliberate Circumventing ef Qtatkon 
Health Physics procedyros " 8vc list end 

JORDAN, C L Dlvisien of Emergency Preparedness sh Engineering 
Response (Post 030103) 04/00/06 Conso I t dated Edison Co of New 

York, Inc espp 26060 001 24X Fiche 90-000,84/00/06.0400010333 


8406010337 IE Info Notice 64-60, “Failure of Air Purifying Respirator 
Flltors to Meet Efflcioncy Requirement ” Bve list end 
JORDAN, E L Division of Emergency Proparedneis & Engineering 
Response (Post 030103) 04/00/06 Consol idated Edison Co of New 

York, rnc I 23 pp 26067 156 24X Fiche 90-000,64/00/06,0400010337 


64060701^0 IE Info Notice 04-61, '"Overexposure of Diver In PWR 
Refueling Cavity " Svc list end 

JORDAN, E L Division of Emergency Preparedness <, Engineering 
Response (Post 830103) Q4/O0/OB Consolidated EdlBon Co of New 
York, Inc I20pp 26129 H8 24X Fiche 50-000,04/00/00,8400070120 


8406070376 IC Info Notice 04-62j "Therapy Hi sadmi n I strationt to 
Patients Undergoing Co-60 Teletherapy Treatments " Bve 
1 ist end 

OR ACE, J N Division of OA, Safeguards I, Inipeetion Programs (Post 

030103) 04/00/10 Consolidated Edison Co of New York, Inc 

129pp 26130 001 24X Fldhe 90-000, 04/00/ 10, 0400070376 


8400290965 Forwards Insp Repts 50-266/04-07 & 50-30 J /64-09 on 
040601-0731 No noncompliance ncted 

BMAFER, W D Region 3, Office of Director 64/00/10 FAVrC W 
N1 scons in Electric Power Co 2pp 26296 295 24X 

Fiche 90-266,04/00/10,0400390365 
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DOCKETED ITEMS 


— B40B290570 lusp He p 1 5 3C-266/fl4-07 * 50-301/04-05 on ■0 1060 1-0731 Mo 
noncanp 1 lartc e noted Major areas I'nspected operational 
safe t ij j nia 1 nti survel 1 lancei 1 ntfepend ent map h plant tripa 
JACUIU, I ri Region 3. Office ot Director B4/0B/O9 9pp 
26296^ 297 24X Fiche 50 - 266 , 04/00 / 1 0» 8400290565 


0408100009 IE Info Notice 84-63, -Defective RHR Replacement Piping 
Svc list enc 1 

JQRDAN, E L Division of Emiergency Preparedness ^ Englnaepin} 
Response <Po5t 03010'!) 04/08/13 Consolidated Edison Co of Meu 

Yorki Inc U9pp 26197 210 24X Ftche 50-000.84/00/13.0400100009 


9409170198 Ack receipt ot 040731 Ur informing MRC of steps taken to 
correct none ompl lanc e noted i-n 1£ Inap Repts 50-266/84-00 h 
50-301/04-06 

AXELSOM.WU Region 3* Office of Director 64/08/13 CASSIDY, T J 
Uisennsin Electric Po*rer Co Ip 26110 093 24X 

Fiche 30-266-04/08/13.04 0 0170198 


— 0409170203 Forwards response to NRC 640711 Ur re noncompliance noted 
in IE Insp Repts 50-266/84-09 6 S0-301/B4-06 End withheld 
Cref lOCFfi73 21) 

CASSXDY.T J Uisconsin Electric Power Co 04/07/31 KEPPLER.J 0 
Region 3. Office of Director Ip 26110 094 24x 

Ficfie 30-266.84/08/13,6400170198 


B40810003S IE Info Notice 64-64, ''BWR HPCI Initiation Seal-In «c 
Indication " Svc list end 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 84/06/15 Consolidated Edison Co of New 

York. Inc I04pp 26190 093 24X Fiche 5D-000, 84/00/ 1 5, B40910003B 


6408100021 IE Info Notice 84-65, "Underrated Fuses Which Nay Adversely 
Affect Operetlon of Essential eiflctrtcaj Equipment " Svc 
list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/00/16 Consolidated Edison Co of New 

York, Inc llSpp 26190 001 a4X Fiche 30-000.84/09/16,6408100021 


940B2iO5S0 Renuests rfrfnittance of fee for B40706 application requesting 
relief from certain A8NE Code requirements for second lO-yr 
insp interval Application subj to 840620 rev to IOCFR170 re 
fees Discussion of fees end U/o enc 1 

DIQGS. R M License Fee Hanagemont Branch 84/00/16 FAV.C W 
Uisconsiti Electric Power Co Ip 26195 262 24X 

Fiche 50-266,04/08/16.84 0 8210550 


9408100055 IE Info Notice 04-66, ‘Undetected Unava 1 latii 1 1 ty of 
Turbine-Driven Auxiliary Feedwater Train '' Svc list end 
JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post 830103) 94/08/17 Consolidated Edison Co of New 

York. Inc I20pp 26276 001 24X FJche 50-000.84/08/17,8408100053 


8408140208 IE Info Notice 64-67, "Recent Snubber Inservice Testing W/ 
High Failure Rates “ Svc list end 

JORDAN. E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co of New 

York, Inc 122pp 26276 122 24X Fiche 50-000,64/08/17.8408140209 


8408210142 IE Info Notice 84-68, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves "■ Svc list end 
JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 83Oi03> 64/00/21 Consolidated Edison Co of New 

York, Int ll5pp 26329 OOD 24X Fiche 50-000.64/08/21.8408210142 


R Periodic operating reports It related correspondence 


0408310229 "Semiannual Monitoring Rep fc, Jan-June 1984 ” 

* Wisconsin Electric Power Cq 84/06/30 I7pp 26322 165 24X 

Fiche dD-266, 04/06/30 . 84083 1 0229 


8406210232 Monthly operating repts for Jul 1984 W/a40BlO Ur 

KRAUSE. C W , FAY. C W Wisconsin Electric Power Co 04/07/31 iOpp 
26IB4 297 24)( Fiche 50-266,84/07/31,8408210232 


S Reportable occurrences. LERs S< related corre spond ente 


9408300511 LER 84-004-00 on 840721,1 nadvertent actuation of reactor 
protection sys occurred on low presCuriier pressure Caused 
by interlock circuit P7 deenergijetf due to maint work Malnt 
work procedure under review W/B40820 Ur 

FAY, C W Wisconsin Electric Power Co 04/08/20 KEPPLER.J Q 
Region 3. Office of Director 3pfl 26313 340 24X 

FicJie 50-266,04/00/20,8408300511 


8400300518 LER 84-003-00 on B40''2l,high neutron flu^ generated by 
source large i nstr unentat i on Channel 32, ac 1 1 va t mg reactor 
pro*-ecfciQri sys Caused by detector malfunction after isource 
range intruments energiiod when unblocked W/B40820 Iti 
r AY . C W Ullscansin Elcctrii. Power Co 04/08/20 KEPPl.ER, J G 

Region 3. Office of Director 33pp 26333 351 24y 

Fiche 50-266.04/00/20,8408300518 


V Operator Examinations 


8400070030 Responds to 940326 request for periodic updates re progress 
made toward alleviating shortage of licensed operators 
Adequate number of licensed operators anticipated after 
scheduled reactor license e * am in Dec 19B4 

URITT, « W Wiscomsin Electric Power Co B4/O0/O2 DENTON. H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Dranch 3 2pp 25*950 036 24 X 

Fiche 30-266. 84/08/02. 04000 '■0030 


0400140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc. except info for examiners 
WALKER, R D Region 3. Office of Director 04/08/10 Michigan, 

Unxv of, Ann Arbor, MI 2p p 26051 198 24X Fiche 50-000, 

04/08/10. 0406140426 


8408230521 Advises that operator it senior operator licensing exams 
scheduled for 041204-06 Ma 1 1 listed in end "Ref Mat! 

Requirements for Operator /Senior Operator Licensing 
Exams" requested by 841004 

WALKER, R D Region 3, Office of Director 84/08/17 FAV,C W 
Wisconsin Electric Power Co 5pp 26212 286 24X 

Fiche 50-266,04/00/17,8408230521 


DOCKET 50-267 FORT 9T VRAIN NUCLEAR GENERATING STATION 


F Security, medical, emergency & fire protection plans 


0400290264 Forwards complete package for 19B4 Fort St Urain 
radiological emergency exercise Package consists of scope fc 
Ob je< 1 1 ves. liar rati ve summary & sequence of events , cond uc t of 
exercise & observer/promp ter packages 

WARChflOURG, D W Public Service Co of Colorado 84/D6/U 

JOHNSON. E H Region 4, Office of Director I35pp 26295 065 24X 

Fiche 30-267,04/06/11,8408290264 


0408310040 Advises that Scenario FDBAVEX-a4 doos not support 
escalation to general emergency c las s i f i cat 1 on 6 not 
consistent w/App E of 10CFR5O Early warning alert sye 
should tie included In exercise 

JOHNSON, £ K Region 4, Office of Director 04/07/09 LEE, O R 
Public Service Co of Colorado 2pp 26333 358 24X 

Fiche 30-267,04/07/09,0400310040 


040829010:1 Confirms scheduling change for 1904 radiological emergency 
exercise. per 640716.17 t 10 telcons Exercise postponed until 
040B15 Revised scope 6 ob je c t ivos. summary & sequence o-f 
events 6 conduct of exercise end 

WAREMDOUnO, 0 W Public Service Co of Colorado 04/07/20 

JOHNSON. E H Region 4. Office of Director 14lpp 26309 OlO 24X 

Fiche 30-267,04/07/20.8408290101 


04DBO3OJ6B Responds *-0 NRC 040625 concerns re Bldg 10 const Concept iif 
Didg 10 finalized to relieve crowding conditions 8, to 
accommodate equipment replacements being- planned Dldg lO 
Constitutes mod not requiring amend to 0L 

LEE, 0 R Public Service Co of Colerado 04/07/25 JOHNSON, E H 
Region 4, Office of DlrectoT 339p p 23913 048 24X 

Fiche SO-267. 84/07/23. 0400030160 


04OBO7O31 3 Forwards NRC/DDE Form 741 for Transaction VVD-JXI-0079 
End withheld 

WAREMDOURG. D Public Service Co of Colorado 84/07/30 
JQHNBOhf. E H Region 4. Office of Director Ip 25940 00 1 24X 

Fiche 50-26/, 04/07/30, 8400070313 


0409090311 Forwards application for amend to License DPR-34, r evi s ing 
Tech Specs to comply u/NUREG-0737, I toms 11 D 3, II F 1 38< 

111 D 3 4 

LEE, □ R Public Service Co of Colorado 84/07/31 JOHNSON, E H 
Region 4. Office of Director 3pp 25994 114 24 X 

Fiche 50-267,84/07/31,0408090311 


— 840B09O316 Application for amend to License DPR-34, re vi sing Tech Specs 
to comply u/NUREO- 0737, Items IID3. IIFlDLlID, 34 Fee 
enc 1 

LEE,0 R Public Service Co of Colorado 84/07/31 6p p 
25994 117 SAX FlChe 50-267,84/07/31,8408090311 
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"0400090322 Proposed rB\s to Tech bpec limiting conditions re control 
room tfiTip, area radiation mon itors. se 1 5,mi c vnstrumenta tion, 
primary coolant noisture i ns trumen ta t ion> sui tc hgear room 
t emp I emcr g one i; N>entilation sys fire suppression sy& 

H» Public Service Co of Colorado BI/OT/ll 2ipn 25994 123 
24X Fiche 50-267, 04/07/31- 0)00090311 


0408200480 Foru/ards NRC/DOE Form 741 for Transaction WU- JXI -0003 
Enel ujithhcld 

OAHM, J W Public Service Co of Colorado 04/00/15 JOHllSON, E H 
Region 4, Office of Director Ip 26202 102 2dX 
Fiche 50-267,04/08/15,8400200480 


P Operating license stage documents f correspondence 


8400020198 Provides advance notification of spent fuel shipments from 
plant in Pla ttevi 1 1 e, CD to Idaho Chemical Processing Plant 
in Stoville.lD during Jul Aug 1904 info withheld 
<ref 10CFR73 72> 

UAREMDOURG, 0 Public Service Co of Colorado 04/O//13 
JOHNSON, E H , KELLEV, J Region 4, Office of Director Ip 
25098 187 24X Fiche 50-267,04/07/13,0408020198 


0408080525 Discusses proposal for documentation of disciplinary action 
against employees When NRC requests info re disciplinary 
action for emp loy ee, 1 icenscc will submit info w/md ivld ual 
name purged 

LEEiO R Public Service Co of Colorado 04/07/24 COLLINS, J T 
Region 4, Office of Director 2pp 23975 200 24X 

Fiche 50-267,84/07/24.0400080525 


8400290256 Forwards "Response to NRC/LASL Concerns re Cracked Fuel 
Element Integrity " Issues raised by LASL pose no problem u/ 
regard to fuel elements ui/cracked uebs 

LEE,0 R Public Service Co of Colorado a4''Oa/l3 JOHNSON, E H 
Region 4, Office of Director 7pp 26295 049 24X 

Fiche 50-267. 04/00/ 1 3, 0400290256 


8408210462 Forwards response to ORNL concerns & proposal identified in 
NRC 040523 1 tr Basis for discussion of ORNL/utll concerns It 
resolution of issues delaying implementation of revisod 
Limiting Condition for Operation 419 discussed 

GAHM, J W Public Service Co of Colorado 64/09/14 JOHNSON^E H 
Region 4, Office of Director 9pp 26149 330 24X 

Fiche 50-267,04/08/14,0400210462 


0400200275 Generic Ltr 04-20 to all licensees of operating reactors 8< 
applicants for OLs re scheduling guidance far licensee 
submittals of reloads that involve unrevleued safety 
questions Sve list end 

EISCNHUT,D G Division of Licensing G4/0B/2O Consolidated 
Edison Co of Neui York, Inc I7pp 26276 244 24X 

Fiche 50-000, 04/00/20, 0400200275 


0 Inspection reports, IE Bulletins correspondence 


0408230471 Forwards IE Insp Rept 50-267/04-15 on 040604-00 No 
violations or deviations noted 

JOHN80N, E H Region 4, Office of Director 04/07/03 LEE, O R 
Public Service Co of Colorado 2pp 26213 184 24X 

Fiche 50-26/, 04/07/05, 0408230471 


B4O0O7O22S Ack receipt of 040627 ltr transmitting current description 
of OA program, inp 1 emented per 10CFR50 54(a) Review 
c ontinuing 

JOHNSON, E H Region 4, Office of Director 04/07/31 LEE, 0 R 
Public Service Co of Colorado Ip 25948 303 24X 

Fiche 50-267,84/07/31.0400070223 


—8400230522 IE Insp Rept 50-267/04-15 on B40604-OB No violations or 
deviations noted Major areas Inspected co Ilec t ion, storag b t( 
maint of QA records 

EVANS, C A , HALL, R E Region 4, Office Of Director D4/06/29 
5pp 26212 186 24X Fiche 50 267,04/07/ 05,04 0 0230471 


8400090311 Forwards application for amend to 
Tech Specs to comply <ii/HUREG-0737, Items II 
III D 3 4 

LEE, □ R Public Service Co of Colorado 
Region 4, Office of Director 3pp 25994 
Fiche 50-267,84/07/31,0400090311 


License DPR-34, revising 
B 3. H F I 3 

04/07/31 JOHNSON, E H 
114 24X 


O4O0OBO52O Informs of control rod t CRD insp !c testing In reaponser to 
NRC 040709 insp Major power consumption l< scram var if i ca 1 1 on 
of all 37 CRD (< orifice assemblies completed & insp 
underway Plan for fui thor action described 

LEE, 0 H Public Service Co of Colorado 04/07/lB JCHNSCIN, E H 
Region 4, Office of Director 5pp 25975 272 SAX 
Fiche 50-267,04/07/10,8408080520 


— 0408090316 Application foi amend to License DPR-34, revl s mg Tech Specs 
to comply w/NUREG- 0737. Items IIB3, IIF13VIID34 Fee 
one 1 

LEE, 0 R Public Service Co of Colorado 04/07/31 6pp 
25994 117 24X Fiche 50-267.84/07/31,8408090311 


040016050? Forwards IE Insp Rept 50-267/04-15 on 840601-30 not Ices 
of violation !* deviation 

JOHNSON, E H Region 4, Office of Director 04/07/23 LEE, D H 
Public Soivico Co of Colorado 2pp 26107 333 24X 

Fiche 50-267. 84/07/23, 0408160507 


8408090322 Proposed revs to Tech Spec limiting conditions re control 
room temp, area radiation monl toi s, se i amic instrumentation, 
primary coolant moisture i ns trumonta I ion, swi tc hgear room 
temp, emergency ventilation sys Xf fire suppression sys 
* Public Service Co of Colorado 04/07/31 21pp 25994 123 
24X Fiche 50-267,04/07/31,0400090311 


8400000405 Advises that refund will be sent for overpayment of foe for 
review of 830419 application for Amend 43 to License DPn~34 
MILLER, H 0 License Fee Management Branch 04/00/01 LEE, 0 R 
Public Service Co of Colorado 2pp 25978 0/6 24X 

Fiche 50-267.04/00/01,0408000405 


8400070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for OLs L holders of CPs re availability of 
Suppl I to NUREO-0933, “Pr I ori ti lat i on of Generic Safety 
Issues " Sve list end 

EI8ENHUT, D G Division of Licensing 04/08/06 Consolidated 
Edison Co of New York, Inc lOpp 26129 239 24X 

Fiche 30-000,84/00/06,0400070110 


0400160370 Amended notification of significant licensee meeting on 
840823 in ArlihgtonfTX to discuss progress on evaluating 
changes to Tech Spec Liniting Conditions for Operation 
4 19 

» Region 4, Office of Director 84/00/09 Region 4, Office of 
Director ip 26126 246 24X Fiche 50-267,84/00/09,0400160370 


8400200539 Confirms 040006 telcon on Tech Spec change request re 
tendon corrosion t< anchor assembly surveillance Tech Spec 
change request will be submitted by 840930 
WAREMBOURG, O W Public Service Co of Colorado 84/00/09 
JOHNSON, E H Region 4, Office of Director 2pp 26139 041 24X 

Fiche 30-267, 04/00/09, 0408200559 


0400200581 Infer, ns that Rev 1 to FSAR App D. QA program for plant 
operation, satisfl Bs requirements of 10CFR50,App B & is 
accep tab 1 e 

JOHNSON, E H Region 4, Office of Director 04/00/10 LEE, 0 R 
Public Service Co of Colorado 2pp 26139 050 24X 

Fiche 50-267,84/08/1010408200301 


— B4O016OSO9 Notice of violation from insp on G40601-30 

» Region 4, Office of Director 04/07/23 3pp 26107 337 24X 

richa 30-267,04/07/23,0408160307 


—8400160513 Notice of deviation from insp on 040601-30 

# Region 4, Office of Director 04/07/23 Ip 26107 340 24X 

Fiche 50-267,04/07/23.8400160507 


—0408160516 IE Insp Ropt 50-267/04-15 on 040601-30 Violation fc deviation 
noted special test initiated w/o supervisor signature & 
independent check of shift turnover procedures did not 
occur during 1903 

PLVMLEE.G L . IRELAND, R C Region 4, Office of Director 
04/07/17 I6pp 26107 341 24X Fiche 30-267,04/07/23,8400160507 


0407250229 IE Info Notice 04-57, '■Oporoting Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plante " Qvc list end 

JORDAN, t L Division of Emergency Preparedness Ik Engineering 
Response (Post 0301031 84/07/27 Consolidated Edison Cq of Nflu 

York, Inc Il9pp 23065 047 24X Fiche 30-000, 04/07/27, a40'7S3D22? 


0400150306 Submits description of spent fuel map program to- fc« 
incorporated into Tech specs Changes concern obtaining 
photographic record of vertical faces of fuel elements 
ramoved from core during each refueling 

MAREMDQUROr 0 Public Service Co of Colorado 04/07/31 


JOHNSON, E H Region 4, Office of Director 
Fiche 50-267,04/07/31,0408150306 


2pp 


26075 390 


640B160207 Responds to NRC Ibr re violations noted in IE Insp Rept 
30-267/84-14 Corrective actions nitrogen pres sur 1 ration 
sye returned to sve & shift supervisor warned re failure 
to sign off on power ascension procedure 

WAREMBaURG, D W Public Service Co of Colorado 04/00/03 
JOHNSON, E H Region 4, Office of Director I3pp 26106 287 24X 

Fiche 30-267,04/00/03,0400160207 
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8408010333 IE Info Notice 84-59- "DtJjberdte Circumventing of Station 
Health Physics Procedures ' Svc list enc 1 

JORDAN- E L Division of Emergency Preparedness Ergineerlng 
Response (Post 030103) B4/OH/0& Consolidated Edison Co of New 

York. Inc SSpp 260*8 001 24X Fiche 50-000,04/08/06.6400010333 


8408010337 IE Info Notice 84-60, 'Failure of Air Purifying Respirator 
Filters to Meet Efficiency Reiiuireiment " Svt list end 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 0301031 84/03/06 Consolidated Edison Co of New 

York. Int 123pp 26067 13B 24X Fiche 50-000.84/08/06*8408010337 


8408070120 IE Info Notice 84-61. "Over exposure of Diver In PWR 
Refueling Cavity " Svc list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 84/08/08 Consolidated Edison Co of New 

York. Inc ISQpP 26127 llB SAX Fiche 50-000,84/08/08.8408070120 


8400070376 IE Info Notice 04-62. "Therapy Ml sadmin I strat i one to 
Patients Undergolag Cq- 60 TeUtherapy Treatments ” Svc 
list end 

GRACE. J N Division of QA* Safeguards 8, Inspection Programs (Post 
030103) 04/08/10 Consolidated Edison Co of New York. Inc 

123pp 26130 001 24X Fiche 50-000. B4/0B/IO, B40B070376 


8400210426 Requests 30-day extension to implement shift turnover 
procedure In response to notice of violatichn in IE Insp 
Rept 50-267/84-16 Further R6D needed 

NAREHSaURO.O Public Service Co af Colorado 34/06/10 JDHNSON, E 
Region 4. Office of Director Spp 26179 202 24X 

Piche 90-267.84/03/10*8 4 0 8310 4 28 


8408100009 IE Info Notice 84-63. "Defective RHR Replacement Piping “ 
Svc list end 

JORDAN. E L Division of Emergency Preparedness Jfc Engineering 
Response (Post 830103) 84/08/13 Consolidated Edison Co of New 

York. Inc U9pp 26197 216 24X Fiche S 0-000. 84/08/ 13. 0408100039 


8408100038 IE Info Notice 34-64. "BVjR HRCI Initiation Seal-In U 
Indication " Svc list end 

JORDANrE L Division of Emergency Preparedness Engineering 
Response (Post 030103) 64/00/15 Canso 1 idated Edison Co of New 

York. Inc i04pp 26193 093 24X Fiche 50-000.34/08/15.8409100039 


8400100021 IE Info Notice B4-6S. "Underrated Fuses Nhich Nay Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/08/16 Consolidated Edison Co of Now 

York. Inc lIBpp 26190 001- 24X Fiche 50-000. 34/08/16. 8409100021 


8400100035 IE Info Notice 84-66, "Undetected Unavailability of 
Tgrb Ine-Driven Avx i 1 lary Feedwater Train " Qvc list end 
JORDAN. E t Division of Ejnergsnci Preparedness & Engineering 
Response (Post 830103) 34/0B/17 Consolidated Edison Co of New 

York. Inc ISOpp 26276 001 24X Fiche 50-000.04/08/1718409100059 


8400140208 IE Info Notice 84-67. "Recent Snubber Inservice Testing U/ 
High Failure Rates " Bve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Co of Neu 

York. Inc I22pp 26276 122 a4X Fiche 50-000.84/08/17,0408140209 


0400210142 IE Info Notice 84-68. "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Svc list enct 
JORDAN.E L Division of Emergenei; Preparedness & Engineering 
Rtsponse (Post 0301031 B 4 / 08/21 Consolidated Edison Co of New 

York. Inc llSpp. 26329 008 a4X F i c be 50-q00, B4/OD/21 . B40B210142 


Periodic operating reports i< related correspondent e 


0400010006 Foruards "Rapt of Changes. Tes ts U Experiments Not Requiring 
Prior Commission Approval" for 840101-22 Anniversary date of 
rept changed to corr-espond ui/submittal of annual update to 
FSAR Future annual repts will cover Jan 23 - Jan 22 
WAREWBOURG, D Public Service Co of Coloradio 04/07/20, 

JOHNSON, E H Region 4, Office of Director ip 25966 244 24X 

Fiche 90-367. 84/07/20. 34080 10006 


--0408010008 "Rept of Changes. Test tt Experiments Not Requiring Prior 
Commission Approval per 10CFR50 99(a) for 840101-22 " 

* Public Service Cu of Colorado 84/01/22 22pp 25866 245 
24X Fiche 30-267.84/07/20. 0408010006 


04O823O4S6 Foruards monthly operating rept for Jul 1904 Revised 
monthly operating rept for June 1984 also end due to 
problems experienced u/turbine generator integrator 
CAHH. J W Public Service Co of Colorado Q4/O0/I5 Record 
Services Branch (DacumEiit Control Desk) Ip 26213 109 247 

Fiche 50-267. 04/08 / 1 5. 04 0 82304 96 


— 9408230457 Monthly operating rept for Jul 19B4 

fuller. C Public Service Co of Colorado 126 84/07/31 8pp 

26213 106 24X Fiche 50-267.84/08/15.8400230456 


— 8400230459 Revised monthly operating rept for June 1784 

FULLER* C Public Service Co of Colorado 125 84/06/30 Qpp 

26213 1(4 24X Fiche 50-267, 84/08/ 1 5> 8408230456 


S Reportable occurrences, LER s tt related correspondence 


a4OB080514 LFR a4“003“01 on 040327. insp revealed wire failures jn PCRV 
prestress ing- tendons Caused by corrosion Visual insp of 
anchor assemblies, lift— off testing, detens ioning. gas 
sampling ^ neta 1 1 urg 1 cal analysis completed W/B40727 itr 
NDVACHEK, F , WAREMBOURC, D Fubllc Service Co of Colorado 
04/07/27 9pp 25974 235 24X Fiche 50-267.84/07/27.8400080514 


0400090176 PNO-lV-34-01 5 on 84 0 720. I iqu id release from reactor bldg 
exceeded Tech Spec gross beta limits by factor of 2 24 
Violation not recognized until 040726 Investigation ongoing 
Special insp of event scheduled for uk of 840730 
MURRAY. B . HALL.R Region 4. Office of Director 84/07/2? Ip 
23994 362 24X Fiche 30-267. 04/07/27,0408090176 


8400070233 Potential Part 21 rept re defective threaded rod matl 
supplied by Texas Dolt Co on 040610 Rods returned to vendor 
for replaceihent Nonconformance Repts 04-187 & 04-203 end 
LEE. 0 R Public Service Co of Colorado 84/07/30 Director's 
Office. Offite of Cnspection and Enforcement I9pp 25948 304 24X 

Fiche 50-267,94/07/30,8409070233 


ODCKET 50-269 DCDNEE NUCLEAR STATION. UNIT I 


F Becurity* medical, emergency L fire protection plans 


6408300244 Atk receipt of scope & objectives for 840621 emergency 
preparedness exercise Submittal fulfills nin requirements 
for small-scale eiercise Complete scenario will be reviewed 
when received & comments transmitted 

DANCE. H C Region 2, Off ice of Director 04/05/21 TUCKER. H 0 
Dole Power Co Ip 26307 015 24X Fiche 50-269,84/05/21. 

□409300244 


9408300427 Forwards FEHA "Oconee Nuclear Power Plant Full-Scale Local 
Exercise Conducted on 930406* " final rept 

DANCE.if C Region 2. Office of Director 04/07/11 TUCKER. H 0 
Duke Power Co Ip 26315 205 24X Fiche 50-269.84/07/11. 

6409300427 


0406150326 Forwardis public version of Rev 64-02 to "Emergency Plan 
Implementing Procedures “ 

TUCKER. H B Duke Power Co 84/07/17 □ 'REILLY. J P Region 2. 
□ ffice of Director Ip 26099 001 24X Fiche 50-269.04/07/17. 
6409150326 


— 640B1 50335 Pub ) 1 C version of Rev 04-02 to "Emergency Plan Implementing 
Procedures " U/JM Feltan 940806 retease memo 

TUCKMAN. H 8 Duke Power Co 64/06/07 195pp 26099 002 24X 

Fiche 30-269.84/07/17.0409150326 


0406240416 Forwards Insp Repts 50-269/04-15*50-270/84-14 5O-207/B4-1B 

on 840611-0710 No violations or deviations noted 
DANCE. H C Region 2. Office nf Director 84/07/19 TUCKER, H 0 
Dube Power Co Ip 26237 113 24X Fiche 50-267.84/07/19. 

9408240416 


— Q40B240421 Insp Repts 50-267/64-15.50-270/04-14 & 50-287/84-16 nn 
640611-0710 No non-compliance or deviations noted Major areas 
Inspected operatl ons. ma In t . survei Ilanco* ESF. otriergency drills 
8c fuel handling 

BRYANT. J Region 2. Office of Director 04/07/19 6pp 
26237 114 aqx Fiche 50-269.04/07/19.8408240416 


84082B0361 Forwards Insp Repts 50-269/84-14. 50-270/04-13 «< 
30-297/04-16 on 040619-21 No violations or deviations 
Identified 

DANCE, H C Rflgion 2. Office of Director 84/07/20 TUCKER, H H 
Duke Power Co app 36202 239 a4X Flcho 50-269.84/07/20, 
D40B2B036 1 


— 9408200370 Insp Repts 50-26.9/84-14.50-270/84-13 & 50-287/84-16 on 
B40619-21 No violations or deviations identified Major area 
inspected emergency preparedness exercise 

DECKER- T R Region 2, Office of Director 84/07/06 9pp 
26282 241 34X Fiche 50-369.84/07/20,6408200361 
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04O013OM9 Forwards IE Sa^e^oards Insp Repts 50-2^9/84-1 7 p 50-270/04-16 
& 30-207/84-19 on 840716-20 No violations or davlations 
identi fled 

DANCEiH C Region 2 p Office of Director B4/0B/07 TUCKER*H B 
Duke Power Co 2pp 26007 344 24X Fiche 50“269 p 84/08/07* 

0400130149 


— 8400130166 IE Safeguards Insp Repts 50-269/a4-l7p 50-270/84-16 It 
30-207/84-19 on 840716-20 No violation or deviations 
identified Major areas inspected security sgs power supply 
& alarm station Details withheld (ref 10CFR2 790 (< 73 21 1 
HOPREp D E Region 2, Office of Director 04/OB/O7 tp 
26007 346 24X Fiche 50-269,04/00/07.8408130149 


a4O017<j3a9 Commits to assure that operators can obtain flashlight to 
assist in safe passage to standby shutdown facility. per 
requirements of 10CFR30. App R 

TUCKER. H D Duke Power Co S4/0B/0B DENTON. H R Office of 
Nuclear Reactor Regulation. Director STDLZ, J F Operating Reactors 
Branch 4 2pp 26112 361 24X Flchp 30-269,84/00/00.8400170329 


U Insurance 6 indemnity informotion 


8408290006 Forwards Endorsements 11 6 12 to NELIA Policy NF-aBl 

DJEMAL, A Marsh 6 McLennan, Inc 84/00/24 DINITZ, I Assistant 
Director for State 6 Licensee Relations 3pp 26291 233 24X 

Fiche 50-269,84/00/24,0400290006 


K Utility Final Safety Analysis Report (FSAR) Zt amends 


B40B220201 Forwards updated FSAR for Oconee Nuclear Station Info 
brings FSAR up to date as of 031231 

TUCKER. H 0 Duke Power Co 84/08/13 DENTON. H R Office of 
Nuclear Reactor Regulation, Director STDLZ, J F Operating Reactore 
Branch 4 Ip 26191 023 24X Fiche 30-269,84/00/15,0408220201 


— B40B22020e Updated FSAR for Oconee Nuclear Station 

* Duke Power Co 03/12/31 ISOpp 26191 024 24X 

Fjcho 50-269,04/08/13,0408220201 


B4O03OO3S7 Confirms 840306 tel con w/JP O'Reilly re 640315 meeting in 
Region II ofc to discuss design operation of standby 
shutdown facility concerning App R to lOCFRSO, fire 
protection & 10CFR73i phy s ical protection Agenda end 
LEWIS, H C Region 2. Office of Director 04/00/08 TUCKER. H B 
Duke Power Co Spp 26314 222 24X Fiche 50-000,04/08/00. 

0400300357 


0400200414 Forwards draft safety evaluation of procedures generation 
package for emergency operating procedures Response to open 
items re wi iters guide 6 val 1 dation/veri f icati on programs 
requested within 30 days of Itr receipt 

RJVENBARK.IJ W Operating Reactors Branch 4 04/08/09 TUCKER. H D 

Duke Power Co 2pp 26183 001 24X Fiche 50-269.04/00/09. 

8408200414 


—0408200424 Draft safety evaluation of procedures generation package 
Package should be revised to address items in Section 2 
« NRC - No Detailed Affiliation Given 84/00/09 llpp 
26182 003 24X Fiche 50-269, 84/08/09. 0408200414 


0400300014 Forwards public version of Rov 13 to crisis mgt plan & 
revised emergency plan implementing procedures 

TUCKER, H B Duke Power Co 84/00/10 Record Services Branch 
(Document Control Desk) 2lpp 26333 353 24X 

Fiche 50-000,04/00/10,8400300014 


P Operating license stage documents tn correspondence 


0408070389 Forwards "Extension of Retainer Lifetime to Four Cycles*" 
for Oconee, Unit 3 w/resulbs of exams of two retainers after 
three cycles Approval of four-cycle retainer usage requested 
before Dec 1904 

TAYLOR. J H Babcock 6 Wilcox Co 64/07/24 STOLZ.J F Operating 
Reactors Branch 4 Ip 25943 232 24X Fiche 50-000,04/07/24, 

8408070309 


—0400070392 "Extension of Retainer Lifetime to 4 Cycles “ 

* Babcock U Wilcox Co 84/07/12 6pp 23945 253 S4X 
Fiche 30-000,04/07/24,6408070389 


B4OBOBO280 Summary of 040712 meeting w/D&W Owners Group re non-nuclear 
instrumentation sgs status Attendance list & viewgraphs 
enc 1 

KADAMDI.P Operating Reactors Branch 4 64/07/27 Oporating 

Reactors Branch 4 36pp 23970 228 24X Fiche 30-000^84/07/27* 

6406080260 


0400160248 RELAP5 THERMhL-HYDRAULlC ANALYSES OF PREBBURIZED THERMAL 
BHDCK SEOUENCEB FOR THE OCONEE-1 PRESSURIZED WATER REACTOR 
FLETCHER, C D , OOLANDER, M A . BTITT, B D EG&O. Inc FIN A~6047 
NUREO/CR-3761 B4/07/31 Division of Accident Evaluation t65pp 
26123 001 24X Fiche 30-369,04/07/31,0408160248 


— 8400300031 Public version of Rev 13 to "Crisis Mgt Plan for Nuclear 
Stations " 

e Duke Power Co 04/00/13 30pp 36333 OJO 24X 
Fiche 50-000,84/00/10.0400300014 


—0400300020 Public version of revised crisis mgt plan implementing 
procedures, includ ing 5 3 1 re recovery manager & immediate 
staff group plan L 5 3 4 re schedul ing/p lanning support 
group W/Felton 840023 memo 

» Duke Power Co 04/00/15 170pp 26333 040 24X 

Fiche 50-000, 04/08/10, 84083000 1 4 


04OB22OO91 Forwards three exemption requests from lOCFROO.App R, Section 
Til G 2 requirements re fire protection of safe shutdown 
capab 11 i ty I supp 1 ementing 831024 initial request No addl fees 
necessary 

TUCKER, H » Duke Power Co 84/08/14 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 0TOLZ, J F Operating Reactors 
Branch 4 4pp 26193 209 24X Fiche 50-269.84/09/14,0408220091 


0400310121 Requests extension Of time to respond to 040720 Itr re util 
plans for establishing emergency operations facility design 
consistent w/requlrements of Suppl 1 to NUREO-0737 Extension 
requested due to judicial review of util appeal 
TUCKER. H B Duke Power Co 04/08/24 DENTON, H R Office of 
Nuclear Reactor Regulation, Director BTOLZ* J F Operating Reactors 
Branch 4 2pp 26322 243 24X Fiche 50-269,04/00/24*0400310121 


B40B200149 Application for amend to Licenses DPR-30. DPR-47 tt DPft-55i 
updating Tech Spec 4 2 4 re reactor vessel matl survoillance 
to incorporate changes documented in BAW-1S43 W/o stated 
fee 

TUCKER. H D Duke Power Co 04/08/02 DENTON. K R Office of 
Nuclear Reactor Regulation, Director 8T0LZ, J F Operating Reactors 
Branch 4 3pp 26133 286 24X Fiche 50-269.04/00/02.0400200149 


—8400200153 Proposed Toch Spec 4 2 4 re reactor vessel matl 
survaii lance NSHC evaluation end 
e Duke Power Co 04/08/02 7pp 26133 287 24X 

Fiche 50-269,04/00/02,0408200149 


0400070110 Generic Ltr 04-19 to all licensees of operating reactors* 
applicants for OLs tt holders of CPs re availability of 
Buppl 1 to NUnEO-0933, "Pri orl ti fatl on of Generic Oafety 
Issues " Bve list end 

EI6ENMUT.D0 Division of Licensing 04/08/06 ConSf) I idated 
Edison Co of New York, Inc 18pp 26129 238. 24X 

Fiche 50-000, 04/08/06, 0408070110 


0400090317 Forwards monthly status rept re plant-specific bacVflttlng 
activities for operating reactors & license applicants for 
Jul 1904 

TREMBLAY, P P Operating Reactors Assessment Branch 94/08/06 
HOLAHAN.O M Dperatlng Reactors Assessment Branch i3pp 
25991 330 24X Fiche 50-000,04/00/06,0400090317 


1 Financial information 


0400240224 Forwards Duka Power Co & North Carolina Kunlclpal Power 
Agency 1 1903 annual repts 

TUCKER, H B Duke Power Co 04/08/16 DENTON. H,R Office of 
Nuclear Reactor Regulation, Director 2pp 26237 137 24X 

Fiche 50-000,84/00/16,8400240224 


64O02QOOS9 Application for amend to Licenses DPR -30, DPR-47 8c DPR-55, 
revising air lock testing frequency from quarterly Id 
semiannually Fee end 

TUCKER, K 0 Duke Power Co B4/OB/OB DENTON, H R Office of 
Nuclear Reactor Regulation, Director 0TGLZi J F. Operatlnjf Reactors 
Branch 4 3pp 26133.296 24X Fiche 30-269, 04/08/06* 9408200059 


— 8400240242 "1903 Annual Rept " 

LEE, W S Duke Power Co 83/12/31 47pp 26237 167 24X 

Ficha 50-000.04/00/16,8408240224 


— 8408200069 Proposed Tech Bpeci 44132 (a), revising air lock testing 
frequency from quarterly to semlannuaily 
« Duke Power Co 04/08/06 6pp 26133 299 24X 

Fiche 50-269, 04/00/08, 04D82ODO59 
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640B?2039:S Forwarcls dugmerted T-e^ponse to Gonerit Ltr BB-SSi Items 4 i i 
4 2 re leactor trip reliability vendor related mods & 

preventive maint h surveillance program ^or reactor trip 
b r Da ic er s i r Q s p e 1 1 IV c 1 ij > p 0 r 031104 12'30 Itrs 

TUCKER ►H IJ Guke Power Ca 04/08/ 10 DEtJTONj H R Office of 
Nuclear Reactor Regulatjorii Director 3TOLZ< J F Operating Reactors 
Branch A fipp 2A 1 94 072 24X Fiche 30-269- 84/08/ 10, 8400220^92 


0400230527 ForwardB pagmeni for applicatiori fee re 940B0P V OS Tech 
Spec changes 

BARB, 8 Duke PoujeT Co 84/08/13 BENTON- H R Off ice of Nuclear 
Reactor RegulatioPi Director STDLZ, J F Operating Reactors Branch 
4 Ip 2623i 286 24X Fiche 30-000.84/08/13,8408230327 


B40B270339 Application for amend to Licenses DPR-30- DPR-4 7 6 DPR-5S, 
revising Tech Specs re reactor bldg purge sgs, protect ion 
from Inadvertent low temp overpr essur 1 1 ati on miti operator 

staffing requirements 

TUCKER, H B Duke Pouer Co 84/08/15 DENTON. H R Office of 
Nuclear Reactor Regulation, Dirflctoi STOLZ.JF Operating Reactprs 
Branch A 8p p 2624 4 307 24)( Fiche 50-269. 84/08/ S S, B40BB70339 


--8409270343 Proposed Tech Specs. c hang ing reactor bldg purge sgs, 
protection from inadequate lou temp overpressur i i ation 
min operator staffing requirements 
♦ Duke Pouer Co 84/08/15 14pp 26244 315 24X 

Fiche 30-269-84/00/15,8403270339 


3400270160 Forwards Rev 4 to "Dfrsite Dose Calculation Manual,*' 
incorporating Catawba calculation info Rev submitted prior 
to submittal of semiannual radioactive effluent release rept 
for Jul-Bec 1984 

TUCKER) H a Duke Peuer Co 84/00/16 DENTON’, H R Office of 
Nuclear Reactor Regulation. Director AOENSAM. E O Licensing Dranch 
4 2pp 26279 112 24X Fiche 50-000.84/08/16-8400270160 


— B40B270169 Rev 4 to "Dffsite Dose Calculation Manual “ 

BIRCH.M L - HAMPTON, s/ W Duke Power Co 84/07/16 39pp 
26279 114 24X Fiche 50-000,04/03/16,6400270160 


04OG27O464 rorwards list of questions generated during preliminary 
review of pump 6 valve inservice testing Conference call 
should be arranged w/staff able to provide appropriate 
technical expertise 

STDLZ.J F Operating Reactors Branch 4 34/08/17 TUCKER, M 0 

Duke Power Co lOpp 26277 210 24X Fiche 50-269.04/08/17, 

8400270464 


6400270499 Forwards request for addl Info re NUREO-0737, 1 tem III D 3 4- 
’’Control Roam Habitability ** Response requested within 30 
days of Hr receipt 

STOLZi J F Operating Reactors Dranch 3 34/0B/)7 TUCKER, H D 

Duke Power Ca 3pp 26377 039 24X Fiche 50-267,04/00/17. 

B4O027O499 


8408200-275 Generic Ltr 84-20 to all licensees of operating reactors t 
applicants far OLs r« scheduling guidance far licensee 
submittals of reloads that involve unreviewed safety 
uestions Sve list end 

TSENHIJT, D 0 Division of Licensing B4/0Q/2O Consolidated 
Ison Co of New York, Inc I7pp 26276 244 24X 

Che 30-000. 04/00/20, a40&200273 


nspection reports, IE Bulletins V. correspondence 


0280241 Informs of delay until 660301 tn complete mods required by 
E Bulletin 79-14 Delay due to increase in total number of 
4nads required 

TUCKER. H B Duke Pouer Co 04/06/2] O'REILLV.J P Region 2> 
Office of Director Spp 26262 241 24X Fiche 50-269,34/06/21. 

6408280241 


103240416 Forwards Insp Ropts 50-269/B4- 15, S0-270/B4-1 4 «. 50-237/04-10 
on 640611-0710 Na violations or devlatians noted 
DAMce.H C Region 2. Office of Director B4/07/19 TUCKER. H D 
Duke Power Co Ip 26337 il3 24X Fiche 50-269,84/07/19. 

8403240416 


—8403240421 Insp Repts 50-269/84-15.50-270/84-14 !k 5O“2a7/04-lB on 
e406l]''0710 No none DcT>p 1 i arc e or deviations noted Major areas 
Inspectetf opera tl one, na int, survei 1 1 ance, E8F. cmerg ency drills 
% fuel handling 

BRYANT, U , SASSER, K , BROWNLEE, V L Region 2, Office of Director 
64/07/ J9 6pp 26337 114 24X Fiche 50-269,84/07/19.8409240416 


— 9409200370 Insp Repts 50-269/04-14- 50-270/84-13 f' 50-287/84-16 on 
840619-21 No violations or deviations identified Major area 
inspected emergency preparedness exercise 

DECKER. T R , STANSHERRY, U W , CLINE- W E Region 2, Office of 
Director B4/07/06 9pp 26282 241 24X Fiche 50-269-94/07/20, 

84O02BO36I 


B4O7250229 IF Info Notice B4-5/. Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Pouicr Plants ” Sve list end 

JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post B30i03> 84/07/27 Consolidated Edison Co of New 

York- Inc n9pp 25B65 047 24X Fiche 50-000.84/07/27.8407250229 


6400230472 Ack receipt of S40720 Hr informing NRC of steps taken to 
correct violations noted in Insp flopts 50-269/04-12, 

50-270/04-12 6 50-287/84-14 

LEWIS-R C Region 2, Office of Dliector 04/00/01 TUCKER, H D 
Duke Power Co Ip 26202 045 24X Fiche 50-269-04/08/01- 

6408280472 


— 8400260476 Responds to NRC 840622 Hr re violations noted in Insp Ropts 
50-269/84-12,50-270/04-12 t 50-287/04-14 Corrective actions 
Procedure DP/O/A/1510/10 revised to require neutron shield 
tank level prior to offsite shipments 

tucker, H n Duke Pouer Co B4/07/20 □"REILLY, J P Region 2, 
Office of Director 4pp 26282 046 24X Fiche 50-269- B4/O0/O1 , 

8406280472 


— 8400260479 Forwards Insp Repts 50-269/84-12,50-270/84-12 L 
50-267/84-14 on 040604-08 It notice of violation 

LGMIS-R C Region 2, Office of Director 04/06/22 TUCKER, H B 
Duke Power Co 2pp 26282 050 24X Fiche 50-269,84/08/01- 

B40G230472 


— 0409280481 Natlca of violation from insp on 040604-00 

Region 2- Office of Director 84/06/22 2pp 26282 052 24X 

Fiche 50-269,04/00/01,0408230472 


— 6406280405 Insp Repts 50-269/84-12, 50-270/04-12 h 50-207/84-14 on 
040604-00 Honcomp I lanco noted failure to verify presence *« 
condltton of neutron radiation moderator prior to shipping t* 
failure to perform neutron radiation surveys 
HEDDINQTON.R E , JENK1N&- 0 R Region 2. Office of Director 
34/06/19 Spp 26202 0-54 24X Fiche 50-269,04/08/01,8408200472 


3408010333 IE Info Notice 04-59, "Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/00/06 Consolldatod Edison Co of New 

York, Inc a3pp 26068 001 24X Fiche 30-000.04/08/06.8400010333 


8408010337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement ” Sve list end 
JDROAN.C L Division of Emergency Preparedness ^ Engineering 
Response (Post 030103) 04/00/06 Consolidated Edison Co of New 

York, Inc 123pp 26067 J 50 24X Fiche 50-000,04/00/06, 8408010337 


B4OD130149 Forwards IE Safeguards Insp Repts 50-269/84-17,50-270/04-16 
U 50-207/34-19 on 040716-20 No violations or deviations 
idonti f led 

DANCE, H C Region 2, Office of Dlroctor 84/00/07 TUCKER, H D 
Duke Power Co 2pp 26007 344 24X Fiche 50-269,04/00/07, 

040013014? 


— 3400130166 1C Safeguards Insp Repts 50-269/04-17. 50-270/04-16 h 
50-207/04-19 on 840716-20 No violation or deviations 
Identified Major areas inspected security sys power supply 
& alarm station Details withheld Cref 10CFR2 790 !< 73 21) 

MDORE.D E , MCOUIRE, D R Region 2. Office of Director 84/00/07 
ip 26007 346 24X Fiche 50-269,84/03/07.8400130149 


B40B070120 IE Info Notice 84-61, "Overexposure of Diver In PWR 
Refueling Cavity " Sve list end 

JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Response IPost 030103) 04/00/08 Consolidated Edison Co of Now 

York, Inc 120pp 26129 JIB a4X Fiche 50-000,84/00/08.8408070120 


84080703/6 IE Info Notice 04-62- '‘Thorapy Mi aadmim strat 1 ons to 
Patients Undergoing Co-60 Tolethurapy Treatments " Sve 
list cnc 1 

GRACE, J N Division of QA, Safeguards ^ Inspection Proprama (Post 
830103) 64/03/10 Con to 1 i da t e il Edison Co of New York, Inc 

iaSpp 26130 OOl 34X Fiche 50-000.84/03/10,0400070376 


6408200361 Forwards Insp Repts 50-269/34-144 50-270/84-13 S, 840010000? IE Info Notice 84-63. "Defective RHR Replacement Piping 

50-267/64-16 on B40619-21 No violatians or deviations list end 

identified JDRDAM.C L Division of Emergency Preparedness it Engineering 

DANCE. H C Region 2. Office of Director B4/07/20 TUCKER, H D Rosponsa (Post 030103) 04/08/13 Consolidated Edison Co of New 

Duke Power Co Spp S6232 239 24X Fiche 30-269,84/07/20. York, Inc 1 19pp 26177 310 24X Fiche 50-000,04/00/13,8408100009 

8408200361 
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B40B10003B IE Info Notice B4’-64. "BUR HPCI Initiation Seal-tn I, 
Indication ‘ Svc list enc 1 

JORDAN^ E L Division of Emergenci; Preparedness fr Engineering 
Response (Post 630i03> 84/08/15 Consolidated Edison Co of Neu 

York Inc I04pp 26190 093 24X Fiche 50-000. 04/08/ 15* 04OBIOOO3B 


B408280361 Forwards Insp Repts 
50-207/84-16 on 040619-21 Mo 


50-269/84-14.50-270/84-13 It 
violations or deviations 


identified 

DANCE. H C Region 2. 
Duke Power Co 2pp 
0400280361 


Office of Director B4/07/20 TUCKER. 
26202 239 24X Fiche 50-269.04/07/20# 




0 


0400100021 IE Info Notice 04-65. "Underrated Fuses Which Mag Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list enc I 

JORDAN- E L Division of Emergency Preparedness Engineering 
Response (Post 830103) B4/08/16 Consolidated Edison Co of New 

York. Int 110pp 26198 001 24X Fiche 50-000.04/00/16,8400100021 


■8408200 370 Insp Repts 50-269/04-14.50-270/04-13 tt 5O-2B7/04-16 on 
B40619-P1 No violations or deviations identified Major area 
inspected emergency prcpai edness eiercise 

DECKER,! R Region 2. Office of Dliector 04/07/06 9pp 
26202 241 24X Fiche 50-269,04/07/20.0400290361 


8400100055 IE Info Notice 04-66# "Undetected Unavailability of 
Torbino-Dr iven Auxiliary Feedwater Tram " Svc list enc I 
JORDAN# E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Co of New 

York# Inc laOpp 26276 001 24X Fiche 50-000.84/08/17.0408100055 


0400130149 Forwards IE Safeguards Insp Repts 50-269/04-17.50-270/94-16 
ti 50-207/04-19 on 040716-20 No violations or deviations 
identified 

DANCE. H C Region 2# Office of Director 84/08/07 TUCKER.H H 
Duke Power Co 2pp 26007 344 24X Ficho 50-269,04/08/07. 

0400130149 


0408140200 IE Info Notice 04-67, "Recent Snubber Inservice Testing W/ 
High Failure Rates " Svc list end 

JORDAN# E L Division of Emergency Preparodness Engineering 
Response (Post 030103) 04/00/17 Consolidated Edison Co of New 

York# Inc I22pp 26276 122 24X Fiche 50-000.84/08/17.8408140200 


0400210142 IE Info Notice 84-60# "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Svc list end 
JORDAN, E U Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 84/08/21 Consolidated Edison Co of New 

York# Inc 1l5pp 26329 000 S4X Fiche 50-000, 84/08/21# 0408210142 


R Periodic operating reports h related correspondence 


— 04OB13O166 IE Safeguards Insp Repts 50-269/04-17.50-270/04-16 I* 
50-287/04-19 on 040716-20 No violation or deviations 
identified Major areas Inspected security sys power supply 
tt alarm station Details withheld (ref tOCFR2 790 & 73 21 1 
MOORE.D E Region 2, Office of Director B4/O0/O7 Ip 
26007 346 24X Fiche 50 - 269 , B4/O0/O7# S408130I49 


B4O017O329 Commits to assure 
assist in safe passage to s 
requiroments of 10CFR50#App 
TUCKER. H D Duke Power Co 
Nuclear Reactor Regulation# 
Oranch 4 2pp 26112 361 


that operators can obtain flashlight to 
tandbg shutdown facllity#por 
R 

04/00/00 DENTON# H R OPflco of 
Director STOLZ#J F Operating Reactors 
24X Fiche 50-269. 84/08/00# B40Q1 70329 


B40822046B Monthly operating repts for Jul 1904 W/940BIS Ur 
REAVIB# J A # TUCKER. H D Duke Power Co 84/07/31 17pp 
26196 033 24X Fiche 50-269# 04/07/31. 84082204 60 


S Reportable occurrences# LERs t< related correspondence 


0400300357 Confirms S40806 tel con w/JP O'Reilly re 040815 mooting in 
Region II ofc to discuss design it operation of standby 
shutdown facility concerning App R to lOCFRSO. fire 
protection t* 10CFR73. physlca 1 protection Agenda end 
LEWIS# R C Region 2# Off lea of Director 84/00/08 TUCKER#H D 
Duke Power Co 3pp 26314 222 24X Fiche 50-000# 04/08/08. 

0400300357 


8400160417 RO 269/83-20 re trip shaft 5< bearing assembly portions of 
CRD breaker front frame assemblies Nine of 17 (3E frames 
defective Util awaiting schedule for delivery of new frames 
TUCKER# H U Duke Power Co 04/07/27 O'REILLV.J P Region 2# 
Office of Director 2pp 26106 074 24X Fiche 50-269,04/07/27, 

0408160417 


0400200414 Forwards draft safety evaluation of procedures generation 
package for emergency operating procedures Response to open 
Items re writers guide U validation/verification programs 
requested within 30 days of Itr receipt 

RIVEN11ARK#<5 W Operating Reactors Dranch 4 04/08/09 TUCKER# H D 

Duke Power Co 2pp 26182 001 24X Fiche 50-269,04/00/09# 

0408200414 


DOCKET 50-270 OCONEE NUCLEAR STATION# UNIT 2 
P Security# medical# emergency it fire protection plans 


8408300244 Ac k receipt of scope it objectives for 640621 emergency 
preparedness exercise Submittal fulfills min requirements 
for small-scale exercise Complete scenario will be reviewed 
when received & comments transmitted 

DANCE# H C Region 2# Office of Director 04/05/21 TUCKER. H 0 
Duke Power Co Ip 26307 OlS 24X Fiche 50-269# 04/05/21 . 
0400300244 


— 8400200424 Draft safety evaluation of procedures generation package 
Package should be revised to address items in Section 2 
* NflC - No Detailed Affiliation Given 04/08/09 lipp 
26102 003 24X Fiche 50 - 269 # 84/00/09# 0408200414 


8408300014 Forwards public version of Rev 13 to cr 
revised emergency plan implementing procedures 
TUCKER# H D Duke Power Co 04/00/10 Record 
(Document Control Desk) 21pp 26332 353 24X 

Ficho 80-000,84/08/10,0400300014 


Isis mg 
Servlc 


t plan & 
es Drench 


6400300427 Forwards FEMA *'Oconee Nuclear Power Plant Full-Scale Local 
Exercise Conducted on 830406#” final rept 

DANCE. H C Region 2# Office of Director 04/07/11 TUCKER# H D 
Duke Power Co Ip 26315 205 24X Fiche 50-269# 04/07/11 , 

0400300427 


8408150326 Forwards public version of Rev 84-02 to ^Emergency Plan 
Implementing Procedures " 

TUCKER# H D Duke Power Co 84/07/17 D'REILLV.J P Region 2# 
Office of Director Ip 26099 001 24X Fiche 50-269# 04/07/17# 
B40B1 50326 


— 0400300021 Public version of Rev 13 to "Crisis Mgt Plan for Nuclear 
Stations " 

)» Duke Power Co 04/08/15 30pp 26333 010 24X 

Ficho 50-000# 84/00/10. 0400300014 


— 0408300028 Public version of revised crisis mgt plan Implementing 
procedures# Including 5 3 1 re recovery manager & immediate 
staff group plan 5 3 4 re schedul ing/plannlng support 
group W/Felton 840023 memo 

e Duke Power Co 84/00/15 170pp 26333 040 24X 

Fiche 50-000# 84/08/10# 0409300014 


— 0400150335 Public version of Rev 04-02 to 
Procedures " H/JM Felton 840808 release 
TUCKMAN. M S Duke Power Co 84/06/07 
Fiche 50-267# 84/07/17# 0408150326 


"Emergency Plan Implementing 
memo 

195pp 26099 002 24X 


8408240416 Forwards Insp Repts 50-269/04-15,50-270/04-14 fc 50-287/04-18 
on 040611-0710 No violations or deviations noted 
DANCE. H C Region 2, Office of Director 04/07/19 TUCKER.H B 
Duke Power Co Ip 26237 113 24X Fiche 50-269# 04/07/19# 

8400240416 


—8400240421 Insp Repts 50-269/84-15.50-270/04-14 8< 50-287/84-10 on 
840611-0710 No noncompliance or deviations noted Major areas 
inspected operations# ma int# surve 1 1 lance# ESF# emergency drills 
it fuel handling 

BRYANT, J Region 2# Office of Director 04/07/19 6pp 
26237 114 24X Fiche 50-269# 84/07/19# 04082404 16 


840822009) Forwards three exemption requests from l0CFR50#App Riaectlon 
III Q 2 requirements re fire protection of safe shutdown 
capabil Ity, supplementing 031024 Initial request No addl fees 
necessary 

TUCKER# H Q Duke Power Co 04/08/14 DENTON. H R Office of 
Nuclear Reactor Regulation# Director BTOLZ# J F Operating Reactor* 
Branch 4 4pp 26193 289 24X Ficho 50-269104/00/14,8408220091 


0400310121 Requests extension of time to 
plans for establishing emergency operat 
consistent w/requirements of Suppl 1 to 
requested duo to judicial review of uti 
TUCKER, H D Duke Power Co, 04/08/24 
Nuclear Reactor Regulation# Director 
Branch 4 app 26322 943 24X Fiche 


respond to S40720 1 tr 
ions facility design 
NUREO-0737 Extension 
1 appeal 

DENTON# H R, Dffice 
ST0L2.J F Operating 
50-269# B4/0B/24. 84083 


re util 


of 

Reactors 

10121 
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DOCKETED ITEMS 


Financial information 


1408240224 Faruards Duke Pouiei Co & Niartb Carolina Kuiucipal Power 
Agency 1 1983 annual repts 

TUCKE8,H B Duke Power Co 04/00/16 DEMTON.H 8 Office of 
Nuclear Reactor ftegulation, Director 2pp 26237 137 a4X 
Flche 30-000< B4/OB/16i 0400240234 


“8408240242 "1963 Annual R&pt " 

LEEiW S Duke Power Co 03/12/31 47pp 26237 167 24X 

Flche 90-000,04/08/16.0400340234 


», Utility Final Safety Analysis Report <FSAR» Si atnend-a 


1408220201 Forwards updated fbAR for Oconee Nuclear Station Info 
brings FSAR up to date as of 031331 

TUCKER. H B Duke Pouer Co B4/0B/15 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 6TOLZ, J F Operating Reactors 
Branch 4 Ip 26191 033 24X Fithe 50-369. a4/0Q/l5. 0400230201 


-’8408220308 Updated FSAR for Qconee Nuclear Station 

* Duke Power Co 83/13/31 IBOpp 36191 024 34X 

F i c h e 50-269. 8 4/08/ 1 3. a 4 0B22O20 1 


. Operating license stage documents (i< correspondence 


)4080G028Q Summary of 840712 meeting y/BliU Owners Oroup re non-nuclear 
instrumentation sys status Attendance list & viewgraphs 
end 

KADAMBI.P Operating Reactors Branch 4 04/07/27 Operating 

Reactors Branch 4 36pp 25970 230 24X Fiche 30-000, 04 /'0’7/27, 

8408080388 


1408200149 Application for amend to Licenses J)PR-3B, DP«“47 U I)PR-55, 
updating Tech Spec 4 2 4 re reactor vessel matl surveillance 
to incorporate changes documented In DAW-1543 W/o stated 
fee 

TUCKER. H B Ou^e Pouer Co 84/08/02 DENTON. H R Office of 
Nuclear Reactor Regulation^ Director ST0L2.J F Operating Reactors 
Branch 4 3pp 26133 206 24X Flche 50-269, 04/03/02. 84002 00 1 49 


-8406200159 Proposed Tech Spec 4 2 4 re reactor vessel matl 
surveillance KSHC evaluation on cl 

* Duke Power Co 84/08/02 7jjp 26133 2Q9 24x 

Flche 90-269,04/08/02.0408200149 


0400270339 Application for amend to Licensos DPR-30i DPB-4 7 6 DPn-55. 
revising Tech Specs re reactoi bldg purge s ys, protecti on 
from inadvertent loui tenp avei pr es sur i i ation ^ min operatoi 
staffing refiuirirments 

Tl/CKER* H 8 Duke Pouer Co 84/00/15 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Dranch 4 8pp 26344 307 24X Fiche 30-369,04/08/15.8408270339 


— 8409370345 Proposed Tech Spec s, chang mg reactor bldg purge sys, 
protection from inadequate low temp overp r essuri jat ion 
8t min operator staffing requ irements 
* Duke Power Co B4/08/15 14 pp 3624 4 315 24 X 

Fiche 30-269.64/00/13,0400270339 


8409270160 Forwards Rev 4 to '■affslte Dose Calculation Manual," 
Incorporating Catawba calculation info Rev submitted prior 
to submittal of semiannual radioactive effluent release rept 
fnr Jul-Dec 1984 

TUCKER. K D Duke Pouer Co 84/00/16 DENTON. H R Office of 

Nucloar Reactor RegulaHon, Director ADEN9AM. E 0 Licensing Branch 

4 2pp 26279 112 24X Flche 50-000, B4/OB/ 16. 0408270160 


— 0408270169 Rev 4 to "Off&ite Dose Calculation Manual " 

nlRCH, M L , HAMPTON* j W Duke Power Co 04/07/10 39pp 
26279 114 24X Flche 50-000.84/00/16,8408270160 


840837-0464 Forwards list of questions generated during preliminary 
review of pump t> valve insorvlce testing Conference call 
slinuld be arranged w/staff able to provide appropriate 
technical expertise 

BTOLZ, J F Operating Reactors Branch 4 04/08/17 TUCKER, H D 

Duke Power Co lOpp 36277 210 24X Ficho 50-269.84/08/17, 

0400270464 


0408270499 Forwards request far addl info re Nl/REO-Oyo?, I bem III D 3 4, 
“Control Roam Hab 1 tabi 1 i tg *' Response requested within 30 
days of Itr receipt 

BTOLZ, J F Operating Reactors Bran-ch 3 84/08/17 TUCKER, H B 

Duke Power Co 3pp 26877 039 24X Flche 90-369,84/00/17, 

8400270499 


8400200275 Oenerlc Ltr B4-20 to all licensees of operating reactors 6 
applicants for OLs re scheduling guldanco for licensee 
submittals of roloads that involve unrevleiued safety 
questions Sve list end 

eiSENifUT.D 0 Division of Licensing 84/00/20 Consolidated 
Edison Co of New Vork, Inc I7pp 26276 244 94X 

Fiche 50-000,84/08/20,0400300279 


9408070110 Generic Ltr 84-19 to ail licensees of operating reactors, 
applicants for OLs & holders of CPs re availability of 
8uppl 1 tn NUREO-0903, "Pr i o r i ti ja t i on of Generic Safety 
Issues " Sve list end 

EISENKUTiDG Division of Licensing 04/00/06 Consolidated 
Edison Co of New York, Inc IDpp 36129 233 24X 

Fiche 50-000,84/00/06,8408070110 


5400090317 Forwards monthly status rept re plant-specific backflttlng 
aetivlfcips for operating reactors t> license applicants for 
Jul 1984 

TREMBLAY, P P Operating Reactors Assessment Branch 04/08/06 
H BLAH AN, 0 M Operating Reactors Assessment Branch 13pp 
29991 350 24X Flche 50-000, 84/08/06, 0400090317 


Q Inspection reports, IE Bulletins A, correspondence 


0408280241 Informs of delay until 860301 to complete mods required by 
IE Bulletin 79-14 Delay due to Increase in total number of 
mods required 

TUCKER, H 8 Duke Power Co 84/06/21 D 'REILLY. J P Region 2, 
Office of Director 2pp 26362 241 24X Fiche 50-269,84/06/21, 

0408280241 


8408240416 Foruards Insp Repts 50-269/84-15.30-370/04-14 k 50-307/84-18 
on 04061 1-07 10 No violations or deviations noted 
DANCE* H C Region 2, Office of Director 04/07/19 TUCKER, H D 
Duke Power Co Ip 26237 113 24X Flche 50-369,84/07/19. 

8408240416 


1400200059 Application for amend to Licenses DPn-3e, DPR-A? & DPR-S9, 
revising air lock testing frequency from quarterly to 
sBtniannually Fee end 

TUCKER, H B Duke Power Co 84/00/00 DENTON* H R Office of 
Nuclear Reactor Regulation, Director STOLZ, U F Operating Reactors 
Branch 4 3pp 26133 396 34X Flche 50-269*84/00/08,0408200059 


-B40B200069 Prpposed Tech Specs 4 4 1 3 2 (a), revising air lock testing 
frequency from quarterly to semiannually 
a Duke Power Co 04/08/06 6pp. 26133 299 a4X 
Fiche 50-269,84/08/08,8400200059 


400320293 Forwards augmented response to Generic Ltr 00-28, Items 4 1 
4 2 re reactor trip sys reliability vendor related mods U 
preventive malnt &■ surveillance program for reactor trip 
breakers, respectively, per 031104 U 1230 Itrs 

TUCKEH.H B Duke Power Co 04/08/10 DENTON, H R Office of 
M Regulation. Director STOUZ, j f Operating Reactor 

Branch 4 6pp 26194 072 24X Fithe 50-269,84/08/10,0408220293 

payment for application fee re 840002 8« OB Tech 

R«^to; m DEWTON.II R OfPlc. of HMCI.a,- 

4 iS =BA RMctor, Or.nch 

^ ip 26336 SB 6 24 X Flche 50-000, 84/08/ 1 5. 0400330527 


•0408240421 Insp Repts 30-269/04-15,90-270/84-14 !c 90-287/84-18 on 
84061 1-071 <> No noncomp 1 1 anc e or deviations noted Major areas 
inspected operations, tna 1 nt* survo i I lance, E5F. emergency drills 
^ furl handling 

BRYANT, J . SASSER. K , HRQWNLCE, V L Rey 1 on 2. Office of Director 
B4/07/19 6pp 26237 114 24X Fit ho 50-269184/07/19,0400340416 


8408280361 Forwards Insp Repts 90-269/04- 14, 50-270/84-13 6 
50-287/84—16 on 040619—21 No violations or deviations 
Identif 1 eii 

DANCE, H C Region 2, Office of Dl roc tor 04/07/20 TUCKER, H B 
Dnlie Power Co 2pp 26282 239 24X Fiche 90-369.84/07/20, 

8408300361 


— B40B2Q0370 Insp Repts 50-269/04-14,50-270/84-13 6 30-207/04-16 on 
040619-21 No violations or deviations identified Major area 
Inspected emergency preparedness exercise- 

DECKER, r R , BTANBBERRY, W W . CLINE, W E Region 3, Office of 
Director 84/07/06 9pp 26382 241 24X Fiche 30 - 269 i 04 / 07 / 20 , 

8400280361 


8407290229 IE Info Notice 04-97, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Svt list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 84/07/37 Consolidated Edison Co of New 

York* Inc 119pp 29869 047 34X Fiche 50-000,04/07/27,8407250229 


DOCKETED ITEMS 
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0400200472 rtcJ( receipt oF 040/30 Itr inForming NRC of $tep« taken to 
correct violations notsd in Insp Repts 50-269/04^1 2« 

50-270/04-12 i 50-207/04-14 

LC141S<R C Region 2. afflco of Director 84/08/01 TUrKER.H D 
Duke PoujC! To Ip 26202 043 24X Fiche 30-269, 84/08/0 1 1 

0400280472 


■ — 8400200476 Responds to NRC 840622 Itr re violations noted in Insp Repts 
30-269/04-12.30-270/84-12 6 50-207/04-14 Corrective actions 
Procedure QP/0/6/1 510/10 revised to i cquire neutron shield 
tank level prior to offsite shiprnents 

TUCKCR, H B Duke Pouer Co 04/07/20 Q'REILLV. J P Region 2- 
Office of Director 4pp 26202 046 24X Flche 30-269.84/00/01, 

0400200472 


--□400280479 Forwards Insp Repts 50-269/04-12/30-270/84-12 & 
90-207/84-14 on 840604-00 it notice of violation 

LEWIS/ n C Region 2, Office of Director 04/06/22 TUCKER. H 0 
Duke Power Co 2pp 26202 050 24X Fiche 50-269/04/00/01. 

0400200472 


—8400280481 Notice of Violation from msp on G40604-0Q 

# Region 2/ Office of Director 84/06/22 2pp 26202 032 24X 

F i c h 0 30-269, 04/00 / 0 1 , 84002004 72 


—0400200405 Insp Ropts 30-269/04-12/30-270/04-12 it 30-207/04-14 on 
040604-00 Nonconpl ianc e noted failure to verify presence it 
condition of neutron radiation moderator prior to shipping & 
failure to perform neutron radiation surveys 
WEDDINOTON/R E / JENKINS. 0 R Region 2. Office of Director 
04/06/19 8pp 26202 094 24X Fiche 50-269/84/00/01/0400200472 


04O0Q1O330 IE Info Notice 84-39/ "Deliberate Circumventing of Station 
Health Physics Procodures " Bve li4t end 

JORDAN/ E U Division of Emergency Preparedness I- Engineering 
Response (Post B30103) 04/00/06 Consolidated Edison Co of New 

York/ Int 0Spp 26060 001 24X Fiche 30-000/ 04/00/06, 0400010333 


0400010337 IE Info Notice 04-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement *' Sve list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 0301031 04/00/06 Consolidated Edison Co pf New 

York/ Inc I23pp 26067 138 24X Fiche 30-000. 84/00/06, 8400010337 


0400130149 Forwards IE Safeguards Insp Ropts 50-269/04- 17/ 30-270/e4“l 6 
tt 90-207/84-19 on 040716-20 No violations or deviations 
identi fled 

DANCE/ H C Region 2. Office of Director 04/00/07 TUCKER, H D 
Duke Power Co 2pp 26007 344 24X riche 50-269,04/08/07/ 

0400130149 


—8408130166 IE Safeguards Insp Repts 50-269/04-17,50-270/04-16 
3O'a07/04-l9 on 840716-20 No Violation or deviations 
identified Ha^or areas inspected security sys power supply 
it alarm station Dotal is withheld (ref 10CFR2 790 & 73 21) 

MOORC. D E I MCOUIRE, D R Region 3, Office of Director 04/08/07 
Ip 26007 346 24X Fiche 30-269, 04/00/07/ 0400130149 


0400070120 IE Info Notice 04-61, "Overexposure of Diver in PWR 
Refueling Cavity " 8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 84/00/00 Consolidated Edison Co of New 

York, Inc lEOpp 26189 118 24X Flcho 30-000,04/08/00,0400070120 


0400070376 IC Info Notice 04-62, "Therapy MI sadministratl ons to 
Patients Undergoing 0o-60 Toletherapy Treatments " 8vc 
list end 

GRACE, J N Division op OA, Safeguards it Inspection Programs (Post 
030103) 84/00/10 Consolidated Edison Co of New York, Inc 

125pp. 26130 001 24X Fiche 30-000, 84/08/10, 0400070376 


0400100009 1C Info Notice 04-63, "Defective RHR Replacemont Piping " 
0VC list end 

JORDAN/ E L Division of Emergency Preparedness S< Engineering 
Response (Post 030103) 84/00/13 Consolidated Edison Go of New 

York, Inc l i9pp 26197 210 24X Fiche 50-000,84/00/13,0400100009 


8400100038 IE Info Notice 84-64. "BWR HPCI Initiation 3eal-In 6 
Indication " Sve list enc 1 

JORDAN, E U Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/08/13 Consolidated Edison Co of New 

York, Inc 104pp 26190 073 24X Fiche 50-000, 04/00/ 19, 0400100030 


0400100021 IE Info Notice 84-63, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Gve 
list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 04/00/16 Consolidated Edison Co of New 

York, Inc 110pp 26190 001 24X Fiche 30-000, 04/08/ I6i 8400100021 


8408100055 IE Info Notice 04-66' ‘'Undetected Unava 1 1 ab i 1 i ty of 
fur b 1 ne -Dr 1 van Auxiliary Feedwater Train " Sve list end 
JORDAN, e L Division of Emergency Preparedness &. Engineering 
Response (Post 030103) 84/08/17 Consolidated Edison Co of New 

York, Inc 120pp 26276 001 24X Fiche 50-000. 04/00/17, 8408100Q95 


04001402(38 IE Info Notice 84-67, "Recent Snubber Jnservlce Testing W/ 
High Failure Rates " Sve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/00/17 Consolidated Edison Co of Now 

York, Inc 122pp 26276 122 24X FI the 30-000,04/08/17,0400140200 


8408210142 IE Infn Notice 84-68, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Sve list end 
JORDAN. E L Division of Emergency Preparedness If Engineering 
Response (Post 030101) 84/00/21 Consolidated Edison Co of New 

Vprk, Int 115pp 26329 008 24X Fiche 50-000,04/00/21,0400210142 


R Periodic operating reports & related correspondence 


Q4O022O460 Monthly oporatlng repts for jul 1904 H/840B13 Itr 
REAVIBi J A , TUCKER, H B Duke Power Co 04/07/31 I7pp 
26196 033 24X Fiche 30-269,84/07/31/0400220460 


DOCKET 30-271 VERMONT YANKEE NUCLEAR POWER STATION 


f security, medical, emergency & fire protection plans 


0400030052 Forwards 68ER concluding that proposed mods for alternate 
safe shutdown are in accordance u/App R. Section II 0 3 
III L requirements w/raspect to control room & cable 
spreading room 

VABSALLO/ D B Operating Reactors Branch 2 84/07/24 SINCLAIR, J D 

Vermont Yankee Nuclear Power Corp Spp 23917 341 34X 

Fiche 30-271,84/07/24/0400030092 


— 6400030057 08ER concluding that proposed mods for alternate safe 
shutdown are in accordance w/App R. Section II 0 3 1, 

111 L requirements w/respect to control room, cable spreading 
room L switchgear room 

e Operating Reactors Branch 2 04/07/24 2pp 25917 343 S4X 

Fiche 90-271,04/07/24,0403030052 


S400DG004I Requests exemption from requirements of Section IV F of App 
E to 10CFR90 re annual emergency preparedness exercise 
Event on 040619 resulted in complete Implementation of 
emergency plan to alert level 

MURPHY/ W P Vermont Yankee Nuclear Power CPrp 04/08/06 
EIGENHUT, D 0 Division of Licensing 9pp. 29970 ^01 S4X 
Fiche 50-271 . 84/08/06, □408080041 


04OBS7O461 Forwards insp Rept 30-271/04-16 on 640717-19 No violations 
noted 

MARTIN.! T Division of Engineering U Technical Programs 04/08/08 

MURPHY, W P Vermont Yankee Nuclear Power Corp 2pp, 26296 230 
24X Fiche 50-271,84/00/00,0400270461 


— 8400270465 Insp Rept 50’‘271 /64-16 an 840717-1? No violations noted 
Major areas inspected changes to emergency preparedness 
program, shf ft staffing it augmentati on, knowledge & 
performance of duties it public info program 

WOLTNER, B , SMITH, R W Region 1, Office of Director CROCKER, H W 
Division of Engineering t Technical programs 04/08/07 3pp 
S6S56 232 24X Fiche 50-271,84/08/0018400270461 


B4G024O292 Requests addl compensatory measures be documented it sent to 
Region 1 ofc for App R deficiencies identified by Insp Rept 
90-37i/B3-26 

martin, T T Division of Engineering l< Technical Programs 04/03/22 

murphy, W P Vermont Yankee Nuclear Power Corp, 2pp 26223.190 
S24X Fiche SO-BTl, 84/08/22, 0400240292 


0408310093 Requests extension of schedule for implementation of 
upgraded emergency operating procedures until 050601, due to 
need to complete operator training on procedures, per Suppl 1 
to NUREG'0737 

MURPHY, W P Vermont Yankee Nuclear power Corp 04/08/22 
VASSAtLO/D B Operating Reactors Branch 2 2pp 26323 SOD 24X 
Fiche- 50-27 1 , 84/00/22, B4083 1 0093 


6400160337 Rev 5 to emergency plan, "Ltri of Agreement " 

* Yankee Atomic Electric Co 84/08/31 27pp. 26091 206 24X 

Fiche 30-271,84/00/31,0408160397 
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i Geii^ral c Qrre s-p Qn<] enc e 


]40931037? Reciueats that NRC llste-d charge to 'Mist copies" re 

License DPR^SQ JQ Sxnciair should be deleted ^rojn lists 
RU Capstick added 

CAPSTICKj R Ul Vermont Vankee Nuclear Poiuer Corp QA/0-B/2A 

Office of Nuclea^ Reactor Reaolation. Director Ip ?6333 207 24X 

FI the 50-271,94/00/24.0403310279 


Operating license stage documents t c o-rres pohdenc e 


B40B19D370 Forwards FR notice Of environ assessment t< finding of no 
significant impact* in response to B40330 request for 
eiemption to permit 6-month entension far updating FSAR 
VASSALLD.D B Operating Reactors Branch 2 B4/07/30 SINCLAIR. J n 

Vermont Yankee Nuclear Power Corp 2pp 26104 002 24x 

Fiche 50-271*84/07/30.0400130570 


— B4O815O505 Notice of environ assessment & finding of no significant 
impact, based oh granting fr'^month extension for updating 
FSAR 

EISENHUT, D O Division of Licensing 84/07/30 4p p 06104 004 
24X Fiche 50-271*04/07/30 . 0408 1 50570 


0400130599 Forwards Amend 02 to License DPR-'2B t safety evaluation 
Amend deletes requirement for automatic air dump sys 

VABSALLO.D R Operating Reactors Branch 2 64/08/01 SINCLAIR, VB 

Vermont Yankee Nuclear Power Corp 2pp 26105 331 S4X 
Flche 50-271,04/08/01*0408130599 


—8408130604 Amend 62 to License DPR-2B, dele t ing requirement For 
automatic air dump «ijs 

VASSALLO.D 8 Operating Reactors Branch 2 64/06/01 2pp 

26103 353 24X Fiche 50-27li 84/06/01 * 04OBISO599 


— B4081S0606 Safety evaluation supporting Amend 62 tu License DPR-28 
* QfPite of Nuclear Reactor Regulation! Dlrectur 84/08/01 2pp 
26105 355 24X Fiche 50-271*84/06/01,8408150599 


8408160161 Grants util 640725 request for extension of environ 
qualification of electrical equipment to 890331 
Justifications for continued operation acceptable Unfinished 
items should be qualified bg 89H30 

DENTON, H R Office of Nuclear Reactor Regulation, Diroctor 
84/QB/02 SINCLAIR# J B Vermont Yankee Nuclear Payer Corp 3pp 
261B4 359 24X Fiche 50-271.84/00/02*9408160161 


0406160090 Accepts corrective actions taken to repair rec Irculat i o-n 
sys piping* per 040726 meeting u/NRC Plant restart 
au thori led 

VA8SALL0, D fl Operating Reactors Branch 2 04/09/03 SINCLAIR* JB 

Vermont Yankee Nuclear Power Corp app 26126 341 a4X 
Fiche 30-271*64/06/03*0400160090 


840B070110 Generic Ltr 84-19 to all licensees of operating reaclora* 
applicants for OLs & holders of CPs re ava 1 lab i 1 i t|i of 
Suppl 1 to MUREO-0933* "Pr iofi tl xatton of Generic Safettf 
Issues " Svc list end 

ElQCNHUTfDG Division of Licensing 04/06/06 Consolidated 
Edison Co of New York, Inc iGpp 26129 236 24X 

Fiche 50-000*64/09/06* 84080701 10 


0408160052 Forwards Rev g to "Environ Qualification Master Equipment 
List Requests rev be reflected in 8EB for purposes of 
future IE audit of co.spUance U/IOCFRSO 49 

BINCLAIR, j Q Vermont Yankee Nuclear Payer Cbrp Q4/OQ/10 

VASSALLO, D B Operating Reactors Branch 2 2pp 26092.073 24X 

Fiche 50-271,04/08/10*8400160052 


—8408160056 Rev 2 to "Environ Qualification Master Equipment List " 

* Vermont Yankee Nuclear Power Corp 64/06/10 26pp 26092 077 
S4X Fiche 50 -271 #84 /OB/ 10. 84091600 52 


8408240004 Requests extension Until 841 iOI for responding to Qonoric 
Ltr 04-15 re diesel generator reliability Delay due to 
extensive engineering efforts associated y/Q-yk 1964 
refueling outage 

MURPHY* W P Vermont Yankee Nuclear Power Corp 94/06/16 
EISFNHUT. 0 0 Division of Licensing tp 26228 252 24X 

Fiche 50-271*64/09/16.6408240004 


8408200275 Generic Ltr 04-20 to all licensees of operating reactors U 
Meant® for OLs re scheduling guidance for licensee 
ittali of reloads that Involve unravleyed safely 
Ions svq list enc i 

iUTiD 0 Division of Licensing 84/09/20 Consolidated 
Co of New York, ine 17pp 26276 244 24X 

000, 84/09/20. 040820 0275 


0408200055 Responds to 040508 request for review of applicability or 
generic studies submitted by Mark I Owners Gt oup le 
recombmer capability requirements of lOCFRSO 44(c)<J>(iiJ 
Util meets conditicihs to take credit for studies 
KAUAK* A C Vermont Yankee Nuclear Power Corp 84/00/24 
VASSALLO. 0 D Opetating Reactors Oi anc h 2 3pp 26261 227 24 X 

Fichu 50-27 J . 04/00/24. 8408290053 


Q Inapcction reports. IE Bulletins 6 cor responbeuce 


8400090005 Requests NRC withdraw violations noted in 1C Insp Rept 
30-271/04-02 for listed reasons 

MURPMY.W P Vermont Yankee Nuclear Power Corp 04/03/00 
MARTIN* T T Division of Engineering < Technical Programs 4pp 
25993 254 24X Fiche 50-2/1.04/03/00,0400090085 


— B4O6O9OO0B Ac k receipt of 040300 ltr informing NRc of objection to 
violations noted in IE Insp Rept 30-271/04-02 Violations 
valid Corrective actions requested within 20 days of ltr 
date 

MARTIN, T T Division of Engineering I Technical Programs 
04/07/25 MURPHY, W P Vermont Yankee Nucloai Power Corp Dpp 
25993 258 24X Fiche 50-271.04/05/00.8400090005 


0408030222 Forwards IE Insp Rept 30-271/04-10 on 840500-0604 U notice 
of violation 

BTAROBTECKf, « Division of Project t Resident Programs 94/07/12 
MURPHY* W P Vermont Yankee Nuclear Power Corp 2pp 25917 1S3 
24X Fiche S0-a7i* 04/07/12, B400030222 


— 6408030224 Notice of violation from insp on 040500-0604 

* Region 1, Office of Director 04/07/12 ip 23917 155 24X 

Fiche 50-271,04/07/12,0400030222 


—840003022'? IE Insp Rept 50-271/04-10 on 040500-0604 None omp 1 lance 
noted failure of instrument control personnel to complete 
testing in accordance u/QP 4374 

RAYMOND, W J . GALLO, R M Region 1, Office of Director 04/06/26 
lOpp 25917 156 24X riche 30-2/1 , 94/07/12. 04O8O3OP22 


840725022'? IE Info Notice 04-57, "Operating Eaperience re Moisture 
Intrusion in 6a fot-g-Re loted Electrical Equipment at 
Commercial Power Plants " Sve list ot(c1 

JORDAN, E L Division of Emorgency oparedness 6 Engineering 
Respance <Posb 8301031 D4/07/27 Consolidated Edison Co of Now 

York. Inc ll9pp 2SD65 047 24X Fiche 30-000*04/07/27*8407250229 


84OBO2OO02 Forwards P0E-1021, "1904 Refuel Outage Augmented Inservlce 

Insp Program, " final rept Program Impiementud to address 
concerns detailed in IE Dulletln 03-02 

OlNCLAlRrJ 9 Vermont Yankee Nuclear Power Corp 04/07/30 

VAGSALLQ*- D M Operating Reactors Branch 2 2pp 23092 00? 24X 

riche 30-27 1 , 64/07 /BO, D4000200Q2 


—6408020097 ”1994 Refuel Outage Augmented Inservite insp Program," final 
rep t 

* Yankee Atomic Electric Co 84/07/30 247pp 23G92 Oil 24X 

riche 50 -a/l, 84/07/30,8400020002 


8400060226 Forwards sup p 1 omonidl info re rofyeling outage augmented 
inservlce Insp program* ad dress ing coheorns of IE Rulletin 
03-02 & Generic Ltr 84-11 

8INCLAin,J B Vermont Yankee Nuclear Power Corp 84/07/31 
VAB9ALL0, D D Operating Reactors Branch 2 20pp 25923 333 24X 

r 1 ch e 30-27 1 ♦ 04/07/3 1 . 04080602S6 


8400230139 Forwards IC Insp Rept 50-271/04-13 on 040625-59 t* 0712-13 
No violations observed 

MARTIN,! T Division of Engineering t Technical Programs 04/09/01 
murphy, W P Vermont Yankee Nuclear Power Corp 2pp 26214 019 
24X Fiche 30-271,04/08/01,0400530139 


— 0408230145 IC Insp Rept 30-271/04-13 on 040623-29 t* 0713-13 No 
violations idenfclflod Major areas inspected augmented 
ultrasonic exam of roc t rculation sys piping per Generic Ltr 
04' 11 & roviow of inservlce Insp program 

MCRREARTY, R A Region f* Office of Director DURR* J P Division 
of Engineering U Technical Programs 04/07/27 7pp 362i4 021 
24X Fiche 50-271, 04/08/01, 0400230139 


0400150261 Summary of 840726 meeting y/utll in Bethesda.MD re pipe 
crack Insps performed during 1704 refueling outage Results 
of Insps justify plant operation during 1904/05 operating 
cycle Liepnooe presentation 6 list of attendees end 
ROONEY, V L Operating Reactors Branch 2 84/00/02 Operating 

Reactors Branch 2 57pp 26103 011 24X Fiche 50-271*84/00/03. 

0400150261 
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8^00010333 IF Int-Q Notice 84-59, "DeJibetate Circumventing of Station 
Neolth Pni/sics procedures " 5''c list end 

JORDAN, E L Division of Fmergcncg Preparedne-ss 4 Engineering 
RespansD (Post 0301031 04/OS/O^ Consolidated Edison Co of Meu* 

Yor^, Inc e5pp 360<f,S 001 24 if Fiche 50-000, e4/0Q/0A. 8 40B0 1 0333 


8408010337 IF Info Notice 84-60, 'Failure of Air Purifying RespiratoT 
Filters to Meet Efficiency Requirement ' SvC list enc 1 
JORDAN, E L Division of Fmeigetlcy Pieparedness t> Engineering 
Response (Past 630103) 64/08/06 Consolidated Edison Co of Nem 

Yorif, Inc I23pp S6067 150 24/ Fic/ie 50-000, 04/08/06, 0400010337 


8400070120 IE Info Notice 04-61, “'Overt? i p os ure of Diver in PWR 
Refueling Cavity ' S^c list end 

JORDAN, E L Division of Emergency Prcpaiedness Enginccriing 
Response (Post B30t03J 84/08/08 Consolidated Edison Co of Neui 

York, Inc I20pp 26129 118 24X Fiche 50-000,84/08/08,0408070120 


8400270461 Faruiards Insp Rept 50-271/04-16 on 040717-19 No violations 
noted 

MARTIN,! T Division of Eng ineor i ng 1 Technical Programs 04/08/00 
MURPHY, W P Vermont Yankee Nuclear Rover Corp 2pp 36256 230 
24X Fiche 50-271,84/08/00,8408370461 


S Reportable occurrences^ LERs 6 related coi rospondenc e 


8400240348 Part 21 fept re presence of Loctl t e'*242 in CRD hydraulic 
control unit scran pilot solenoid valve plunger Initially 
reported on 040413 Neu thread locking devices investigated 
SHERWaODrC G General Electdc Co 84/04/13 DEYOUNG. R C 
Director's Office. Office of Inspection and Enforcement 3pp 
26222 256 24X Fiche 50-000, 84/04/13, 8408340348 


8408080041 Requests eifirtiption From requirements of Section IV F of App 
E to 10CFR5O re annual emergency preparedness eiprcise 
Event Qn 840615 resulted in complete implementation pf 
emergency plan to alert level 

MURPHY, W P Vermont Yankee Nuclear Power Carp B4/0B/06 
EISENHUT, DO Division oF Licensing 5pp 35970 301 24X 

Fiche 50-271 , 04/08/06, B40aoao041 


0408230534 LER 84-01 1-01 on 840616, while performing Type C leak rate 
testing, valves MSI V-06D, Cf?0-4 12A. PCAC V16-19-B, F0N-96A & 

CA-89C found u/seat leakage a6ove Tech Spec limits Maint 
performed ?< valves retested W/S4O016 Itr 

PELLETIER. J P Vermont Yankee Nuclear Power Corp 04/00/16 4pp 
26212 348 24> Fiche 50-271,04/00/16,8400230534 


--0400270465 Insp Rapt 50-271/04-16 on 840717-19 No violations noted 
Major areas inspected changes to emergency preparedness 
program, sh 1 ft staffing 4, augmen tat i on, know 1 edge ft 
performance of duties V public Info program 

WOLTNCR,E , SMITH,!? H Region 1, Office of Director CROCKER, HW 
Division of Engineering 6 Technical Programs 84/00/07 3pp 
26256 232 2A\ Fiche 50-271,84/00/08,0400270461 


8408230542 LER 84-012-00 on 840717, contractor failed to properly tag 
out reactor bldg air conditioning uni t, causing supply line 
2 to inspire Into avc uater sya Caused by personnel error 
Sys isolated U/e4O0l6 Itr 

PELUETIERfj P Vermont Yankee Nuclear Power Corp 04/08/16 5p p 
26212 356 24X Fiche 50-271,04/08/16,8408230542 


8403070376 IE Info No^’ice Q4-63, "Therapy rii sadmi n i s trati ons to 
Patients Undergoing Cd- 60 Telethorapy Treatments " Sve 
list one 1 

GRACE, J N Division of QA< Safeguards 6 Inspection Programs (Post 
630103) 04/00/10 Consolidated Edison Co of New York. Inc 

125PP 26130 001 24X Fiche 50-000,84/00/10.0408070376 


6408200307 LER 84-013-00 on 040721 , during maint on standby liquid 
control sys, relief valves SR-lt-39A & 0 found to have 
setpoints below required range Caused by testing technique 
Valves reset, retested tt reinstalled U/B40820 Itr 

PELLETIERpJ P Vermont Yankee Nuclear Power Corp 84/0B/2O 3pp 
262B2 163 24X Fiche 50-2 71,84/00/20,8408200307 


0408100009 
SVe list 
JORDAN, E 
Response 
York, Inc 


IE Info Notice 81-63, "Defective RHR Replacement Piping " 
enc 1 

L Division of Emergency Preparedness & Engineering 
(Post 030103 ) 84/00/13 Consolidated Edison Co of New 

ll9pp 26197 218 24X Fiche 50-000,04/00/13-0408100009 


8408300470 LER 84-014-00 on 040723, during weekly environ air sample 
collec t) ons, Samp lo Station AT 1 2 discovered not drawing 
continuous sample Caused by blown main fuse Fuse replaced 
?, equipment returned to »vc M/G40S20 ifer 

PELLETIER, J P Vermont Yankee Nuclear Power Corp 84/08/20 3pp 
26314 092 24X Fiche 30-271,84/00/20,04083004 78 


8408100038 IE Info Notice 04-64, "DNR HPCI Initiation 0eal-ln & 
Indication " Sve list end 

JORDAN, E L Division of Emergency Preparedness K Engineering 
Response (Post 830103) 84/00/15 Consolidated Edison Co of New 

York, Inc I04pp 26198 093 24X Fiche 50-000,84/08/15,8408100038 


8400100021 ir Info Notice 84-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list enc 1 

JORDAN, E L Division of Emergency Preparedness * Engineering 
Response (Post 830103) 84/00/16 Consolidated Edison Co of New 

York, Inc llQpp 26193 001 24X Fiche 50-000. 04/00/ 16, 0408100021 


0400100055 IE Info Notice 84-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Bve list end 
JORDAN, C L Division of Emergency Preparedness & Engineering 
Response (Post 03OiD3> 04/00/17 Consolidated Edison Co of New 

Vorkr Inc I20pp 26276 001 24X Fiche 50-000,84/08/17.8400100055 


8406310106 Part 21 rept re torus-to-reactor bldg vacuum breakers Memo 
of 040820 telcon reporting equipment quality & separation of 
controls to bott«rfJy valves end GE lacks technical Info to 
adequately evaluate condition 

VILLA,!? Gcnfiral Electric Co 84/00/21 ROSei.C E Director's 
Office, Office of Inspection and Enforcement 3pp 26318 327 24X 

FichP 50-000,04/00/21.0400310106 


0400300408 LER 04-015-00 on 840724, dur Ing second verification that 
diesel generator & 4 kV bus pot fuse drawer racked in, 
operator inadvertently withdrew drawer Caused by insufficent 
instructions U/040023 Itr 

PELLETIER, J P Vermont Yankee Nuclear Power Corp 04/08/23 3pp 
26314 012 24X Fiche 50-271,04/08/23,84083004 06 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNTT I 


F Security, medical, emergency & fire protection plans 


0400140200 IE Info Notice 84-67, "Recent Snubber Inservice Testing W/ 
High Failure Ratos " Sve list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 04/00/17 Consolidated Edison Co of New 

York, Inc I22pp 26276 122 24X Fiche 50-000,04/00/17.8400140200 


04O821O142 IE Info Notice 84-60, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Sve list end 
JORDAN. C L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103} 64/00/21 Consolidated Edison Co of New 

York, Inc 115pp 26329 OOB 24X Fiche 50-000,04/08/21,0400210142 


8408240292 Requests addl compensatory measures be documented & sent to 
Region I ofc for App R deficiencies Identified by Insp Rept 
50-271/03-26 

MARTIN, T T Division of Engineering 8, Technical Programs 04/08/22 

MURPHY. W P Vermont Yankee Nuclear Power Corp 2pp 26223 190 
24X Fiche 50-271.04/08/92,8400240292 


R periodic operating reports 8< related correspondence 


8400270152 Monthly operating rept for Jul 1904 W/84O0iO Itr 
BUROERi F J . murphy. W P Vermont Yankee Nuclear Power Corp 
04/07/31 7pp 26257 299 24X Fiche 50-271.04/0 7/31,0400270152 


8400030236 Ack receipt of 840608 Lir informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-272/04-10 I* 
50-311/84-10 

BELLAMY, R fl Division of Engineering Technical Programs 
04/07/10 UDERIT2,R A Public Service Electric tt Oas Co of New 
Jersey 2pp 25917 192 24X Fiche 50-272,04/07/10.8408030236 


— 0408030247 Responds to NRC 840504 Itr re violations noted In IE Insp 
Repts 50-272/84-10 tt 30-311/84-10 Corrective actions revised 
emergency plan brochure distributed in Fab 1904 t, emergency 
response training program undergoing review tt evaluation 
LIDENi E A Public Service Electric & Gas Co of Mew Jersey 
84/06/00 MARTIN,! T Region 1, Office of Director Bpp 
23917 194 24X Fiche 30-272,84/07/18,0400030236 


0400070063 Forwards corrected page to 040612 confirmatory order, 
confirming Doc 1906 schedule for impi ementatlon of 8uppl 1 
to NUREO-0737 8e Generic Ltr 82-33 re completion of 
structural mods to technical support ctr N/o encl 
VARGA, 9 A Operating Reac tors Drancb 1 04/07/26 UDERITZ, R A 

Public Service Electric U Gas Co of New Jersey 3pp 25955 319, 
24X Fiche 50-272.84/07/26,0400070065 
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8409100093 Advises that 84010^ Rev 8 to A-n«n<J 3 to physical security 
plan ti contingency plan consistent u/provi s i ons of 
10CFR30 34<p) h acceptable 

MARTINp T T Division of Engineering Technical Programs 64/09/02 

UDERITZj R A Public Service Ciectric S* Oas Co of lleur Jersey 3pp 
25991 001 g4X Fiche 30-272.84/08/03.9403100093 


B408130S23 Forurards responses to 040504 1 fcr re INEL rep b on util 
conformance to Reg Guide 1 97 requirements for emergency 
response capability h 9uppl 1 to NUREO'^0737 Changes to 
B30921 i mp 1 ementa t lor plan listecf 

HOBN.E a Public Service Electric Oas Co of Neu Jersey 
84/08/0? i/ARGA. 5 A Dperating Reactors Branch t 9pp 36066 081 

24X Fithe 30-273. 84/09/09. 84081 S0323 


8400210335 Submits add 1 info to support 840621 request for relief from 
Articles IWO 3232 & IWC 5200 of ASME Ooilei 6 Pressure 
Vessel Code. Section Xt Relief requn ed because no viable 
means of heating certain components exists 

LIDCN. E A Public Service Electric f Oas Co of New Jersey 

84/08/13 JARGA. S A Operating Reactors Otanch I 3pp 26179 34Q 

24 X Fiche 50-272, 84/08/ I 5, 8 '*082 1 0335 


8408240117 Foiuards supp 1 ►o 830422 response to Generic Ltr 03^100 ro 
plan for resolution of TM 1 Action Item II K 3 3. “Automatic 
Trip of Reactor Coolant Pumps “ 

LIUEN, E A Public Service Electric Gas Co of New Jersey 
84/09/15 9ARGA. S A Operating Reactors Uranch 1 5p p 26238 224 

24X Fiche 30-272.84/08/13,0 408240117 


B40B21040B Informs that FEMA does not intend to conduct full-scale 
evaluation of Hope Creek 1963 exercise Since Salem Unit 1 OL 
issued prior to 820713, full participation in I9B5 not 
required by MRC or FEMA rules 

KRIMM.R N Federal Emergency ftanagoment Agency B4/0B/13 
JORDAN, E L Division of Emergency Preparedness le Engineering 
Response IPost 830103) 2pp 26177 236 24K Fiche 50-000.84/08/13, 

8408210408 


8408220428 Notification of 940906 Aeefcing w/vtil in Qethesda.HD to 
discuss addl App R exemptions 

FISCHEflrD C Operating Reactors Branch I 84/08/16 VARGA. S A 
Operating Reactors Branch 1 2pp 26201 362 24X 

Fiche 50-272,04/03/16,8409220428 


H General correspondence 


040B200275 Generic Ltr 84-20 to all licensees of operating reactors 
applicants for OLs le scheduling guidance for licensee 
submittals of reloads that involve unrcviewed safety 
questions Svc list enc 1 

EISENHUT, D G Division of Licensing 84/09/20 Consolidated 
Edison Co of Neiu York, Inc 17pp 26276 344 34X 

Fiche 50-000.84/08/20,8409200273 


B40B290330 Requests reml fiance of addl fee for review of 790209 & 
810810 applications to amend Licenses DPn-70 h DPn-73 
MILLER, W O License Fee Management Oranch 94/08/20 UDERITZ.R A 
Public Service Electric it Gas Co of Neui Jersey 2pp 36294 061 
24X Fiche 50-272, 84/08/20. 0409280330 


Q Inspection reports, IE Bulletins It corrcspo-ndence 


84082300S6 Responds to 940727 ltr transmitting &L Benavidez 840627 
concerns re failure of reactor trip sys of nuclear plants 
HRC established lOCFRSO 62. which requires addl features be 
installed at each reactor to assure shutdown if sys fails 
DIRCKS,H J Office of the Executiv'e Director for Operations 
84/08/15 BOMENICI.P V Senate 6pp 26233 275 24X 

Fiche 50-000,84/08/13,8109230036 


—8408230063 Requests response to enc I SL Qenavidei 840627 ltr re scram 
sys in nuclear reactors 

OOMENICIiP V Senate 84/07/27 KAmERER, C C NRC - No Detailed 
Affiliation Given Bpp 26233 280 24X Fiche 50-000,04/08/15, 

8408230036 


H Utility Final Safety Analysis Report IFSAR) 4e amends 


8408020100 Forwards Rev 3 to updated FBAR for Salem Generating Btatian. 
Units I S 2 Changes made per 10CFR50 59.but not previously 
submitted to NRC, identified In monthly operating repts 
LIOENiE A Public Bervice Electric U Gas Co of Neu Jersey 

84/07/23 VAROA.S A Operating Reactors Branch I 6pp 23910 076 

24X Fiche 50-272.84/07/23,8400020100 


”8409020108 Rev 3 to updated FSAR for Balem Oenerating Btation. 
Units 1 tt 2 

* Public Service Electric U Gag Co o# Metu Jersey 84/07/22 
437pp 23910 082 24XFlChe 30-272,04/07/23,0408020100 


P. Operating license stage documents S, correspondence 


G40B150245 Forwards revs to Cycle 2 startup rept 6 safety evaluation 
of util rod exchange methodology 

LIDEN,E A Public Service Electric t Qas Co of Now Jersey 
B4/07/30 VARGA, S Operating Reactors Branch I lOpp 86073 279 
24X Fiche 50-272,84/07/30,8408130843 


8408070110 Generic Ltr 04-19 to all Licensees of operating reactors, 
applicants for OLs 6 holders of CPs re availability of 
Suppl 1 to NUreO- 0933, "pr ior 1 tl i at 1 on of Generic Safely 
Issues, " Svc list enc 1 

ErSENHOT,D 0 Division Of Licensing B4/0G/06 Consolidated 
Edison Co of Mew Vork, Inc iBpp 26127 230 34X 

Fiche 30-000,04/09/06.9400070110 


8408200343 Forwards drawing of prupoaed upgraded core eiit thermocouple 
sys showing layout of najor components, per TftI Item if F 2 
^ Public Service Electric & Gas Co of New Jersey 

04/08/13 VARGA, 6 A Operating Reactnrs Branch 1 4pp ?6131 081 

24X Fiche 50-272.84/09/13,0408200343 


8408030259 Forwards IE Insp Repts 30-272/84-21 fc 50-311/84-21 on 
□40527-0601 No violations noted 

MARTIN. T T Division of Engineurlng 6 Technical Programs 04/07/11 
ifOERITZrR A Public Service Electric it Oas Co of New Jersey 2pp 
S3717 244 24X Fiche 50-272.84/07/11.8408030259 


--840B030267 IE Insp Repts 30-272/94-21 V 30-311/04-21 on 040529-0601 No 
violations noted Major areas inspected radiation protection 
program. including ALARA imp Icmcnta 1 1 on, ex t crnal exposure 
control 6 surveillance posting 

DRAGQUN, T , 8HANQAKY,M Region 1. Office of Director 04/07/09 
9pp 23917 246 24X Fiche 50-272.04/07/1 1,8400030237 


0408030336 Act receipt of 040608 ltr mformlng NRC of steps taken tg 
correct violations noted in 1C Insp Repts 50-272/04-10 6 
30-311/04-10 

DElLAMY.R H Division of Engineering 6 Technical Programs 
84/07/18 UDERITZ.R A Public Sarvlco Electric L Qas Co of Now 
Jersey 2pp 23917 192 24X Fiche 30-272,04/07/10.8400030236 


— 8408030247 Responds to NRC 840504 ltr re Violations noted in IE Insp 
Repts 30-272/84-10 6 50-311/04-10 Corrective actions revised 
amergcncy plan brochure diatributeU in Feb 1984 6 emergency 
response training progi am undergoing review h evaluation 
LIDCNiE a Public Service Electric 6 Gas Co of New Jersey 
04/06/08 MARTIN. T T Region 1, nfftcc of Director Bpp 
23917 194 24X Fiche 50-272,84/07/10,0408030236 


0408150631 Forwards IE Insp Rept 30-2/2/84-22 on 840530-0600 No 
violations noted 

MARTIN, T T Division of Engineering t< Technical Programs 04/07/24 
UDERlTZfR A Public Qervlce Electric It Oas Co of New Jersey 2pp 
26079 056 24X Fiche 30-272,04/07/24.8400150631 


--0409150634 IE Insp Rept 50-272/84-22 on 040530-0600 No Violations 
noted Major at eas Inopected licensee action on previous 
insp findings, Inservlce insp program it related activities, 
including observation of work in progress of NDE data 
MCdnEARTY,R A , DURR, J P Region I, Office of Director G4/07/09 
7pp 26079 OSd a4X Fiche 50-272.04/07/24,0400130631 


0408150366 Forwards IE Insp Repts SO-272/04-23 & 30-311/84-23 on 
840607-0706 & notice of violation Doth aspects of violation, 
including failure to include mechanical snubbers in formal 
snubber surveillance program, should be addressed 

STARQBTECKlr n Division of Project 1, Resident Programs 04/07/25 
UDERITZ.R A Public Service Electric 6 Gas Co of Now Jersey 2pp 
26075 166 24X Fiche 30-272,84/07/23,0408150366 


— 0400190368 Notice of violation from insp on 840609-0706 

* Roglon 1, Office of Director 04/07/25 Ip 26075 160 24X 

Fiche 50-272, 84/07/23. 8408 1 30366 


0400210394 Requests listed addl info re environ qualification oF 
electrical equipment important to safety i* remaining 
outstanding justlf icatlons for continued operation Addl info 
requested by 840827 

VARGA, a A Operating Reactors Branch 1 84/00/13 UDCRITZ,R 

Public Service Electric it Gas Co of New Jersey Spi, 2619a I 
24X Fiche 50-272,04/00/13,0408210554 


—04001903/0 IE Inep Repts 30-272/64-23 6 50-311/84-23 on 840607-0706 
Violation noleiJ failure to establish procedure to perform 
functional testing of safety-related equipment L mechanical 
«nMl)b ors 

UNVIUE.J C , SUNMCfia.R J , GRAY, E II Region l, Office of 
Director 04/07/23 lipp 26075 169 SAX Fiche 50-272,84/07/29, 
04001 50366 
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fi4072502P9 IE Info Notice B4'57, Operating Experience re Moisture 
Intrusion in fiafety^Re lated Electrical Eqiiipment at 
Commercial Power Plants " Svc list end 

JORDAN/ E L Division of Emergency Preparedness ?* Engineering 
Response (Post 030103) 84/07/27 Consolidated Edison Co of Neui 

YorJii Inc ll9pp 25065 047 24X FicJie 50-000,04/07/27.0407250229 


0400030037 PcJrti/ards lE Mgt Meeting Repts 50-372/84-30 50-31 1/Q4-29 

on 040719 

STARQST ECKl, R Division of Project t Resident Programs 84/07/30 
UDFRirZiR Public Service Electric «< Gas Co of Netii Jersey 2pp 
25907 077 24X Flche 50-372,04/07/30,8400030027 


—8409030031 IE Mqt Meeting Repts 50-272/84-30 50-311/84-39 on 04071 9 

Major areas discussed responsiveness of action plan for 
improvement of nuclear dept operat i ons, submi tted to nHC in 
Aug 1903, to recent Insp findings 

UINVILLE, J C , NDRRKOLM.L J Region t, Office of Director 
84/07/36 3pp 25907 079 34X Flche 50-272. 84/07/30/ 8408030027 


B4O02OOO43 Forwards IE Insp Repts 50-272/84-24 j, 50-311/84-24 on 
840529 No violations noted 

MARTIN, T T Division of Engineering & Technical Programs 84/07/30 
UDERITZiR A public Service Electric ^ Gas Co of New Jersey 2pp 
26140 210 24 X Fiche 50-272,04/07/30,0408200043 


—0408200052 IE Insp Repts 50-272/04-24 1 50-311/04-24 on 040529 No 
violations noted Mojor areas inspected circumstances 
surrounding transportation accident near Rock Bprings/UY, 
including shipping documentation, uasto packaging & shipment 
EVERETT, R J , HALL, R E Region 1. Office of Director 84/06/18 
3pp 26140 212 24X Flche 50-272,04/07/30,0400200043 


B4O0O7O232 Forwards IE Mg t Meeting Repts 50-272/04-30 6 50-311/84-29 on 
840719 

STAROSTECKI, R Division of Project t Resident Programs 04/00/02 
UDERITZ.R Public Ser\ico Electric Gas Co of New Jer»ey 2pp 
25940 233 24 X Fiche 50-272,04/08/02,0400070233 


— 0400070237 IE Mgt Meeting Repts 50-272/84-30 50-311/84-29 on B40719 

Haior areas discussed status of action plan for improvement 
of nuclear dept opera tions, inc 1 ud Ing responsiveness to insp 
findings 

LINVILUE, J, C , NORRHOLM/L J Region I, Office of Director 
04/07/26 60pp 25948 235 24X Flche 50-272,84/00/02,8408070232 


0400010333 IE info Notice 04-59, ''Deliberate Circumventing of Station 
Health Physics procedures " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/08/06 Consolidated Edison Co of New 

York, Inc 05pp 26060 001 24X Flche 50-000,04/08/06,0400010333 


0400010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 04/08/06 Consolidated Edison Co of How 

York, Inc I23pp 26067 158 24X Fiche 50-000,04/00/06,8409010337 


0400070180 IB Info Notice 84-61, "Overexposure of Diver in PWR 
Refueling Cavity " Svc list encl 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 04/08/00 Conso 1 1 da ted Edison Co of New 

York, Inc I20pp 26129 110 24X Fiche 50-000,04/08/08,8408070120 


8400070376 IE Info Notice 04-62, "Therapy Miaadmlni s trat ions to 
Patients Undergoing Co-60 Toletherapy Treatments " Bvc 
list end 

GRACE, J N Division Of OA, Bafeguards it Inspection Programs (Post 
BS0103) 04/08/10 Consolidated Edison Co of New York^ Inc 

I25pp 26130 001 24X FJche 50-000,04/00/10,8408070376 


0400100009 IE Info Notice 84-63, "Defective RHR Replacement Piping 
8 vc list encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/00/13 Consolidated Edison Co of Hew 

York, Inc 119pp 26197 218 24 X FI the 50-000, 04/08/13, 0400100009 


0400100038 IE Info Notice 84-64, "DWR HPCI Initiation Seal-'In 8 < 
Indication " Svc list encl 

JORDAN, E L Division of Emergency Preparedness |< Engineering 
Response (Post 830103) 04/00/15 Consolidated Edison Co of Hew 

York, Inc l04pp 26190 093 24X Fiche 50-0Q0, 04/08/19, 0400100038 


0400100021 IE Info Notice 04-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDAN, E L Division of Emergency Preparedness ?c Engineering 
Response (Post 830103) 84/08/16 Consolidated Edison Co of New 

York, Inc ll9pp 26190 OOJ 24X Fiche 50-000,84/00/16,0408100021 


0400100055 IE Info Notice 04-66, ''Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Svc list encl 
JORDAN, C L Division of Fmergency Preparedness & Engineering 
Response (Post B30J03) 04/08/17 Consolidated Edison Co Of New 

York, Inc 120pp 26276 001 24X Fjche S 0 ~ 000 . 84/08/ 1 7, 0400100055 


8408140206 IE Info Notice 04-67, "Recent Snubber Inservice Testing W/ 
High Failure Rates " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/08/17 Consolidated Edison Co Of New 

York, Inc (2Spp 26276 122 24X Fiche 50-000, 64/00/ 17, 04081 402(38 


B40B210142 IE Info Notice 84-68, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Rospionse (Post 0301031 94/08/21 Consolidated Edison Cq of New 

York, Inc 1 15pp 26329 OOB 24X Fic he 90-000, 84/00/21, 0400210142 


8408310131 Responds to 030106 Itr, 840131 telcon b 840626 meeting re 
violation in Insp Repts 50-272/83-29 t, 50-311/03-31 
Violation will be withdrawn t concern will be classified as 
open item 

MARTIN, T T Division of Engineering {« Technical Programe 84/08/21 
UDERIT2,R a Public Service Electric 6 Oas Co of New Jersey 2pp 
26322 260 24X Fiche 50-272,84/08/21,8400310131 


R periodic operating reports b related correspondence 


B4D8160142 Forwards Nuclear Oversight Committee quarterly rept -dtd 
040731 

LIDEN, E A Public Service Electric 6 Oas Co of New Jersey 
84/00/03 VARGA, S Operating Reactors Oraneb I 6 pp 26108 075 
24X Fiche 50 - 272 , 04 / 08 / 03,8400160142 


B Reportable occurrences, LERs b related correspondence 


8408160276 L£R 84-018-00 on 940713, inadvertent safety injection signal 
occurred due tp personnel erroi Caused by failure to follow 
procedure Technicians counseled about responsib-l 1 1 ties W/ 

840010 Hr 

RUPP, J L , 2UPKa,J M Public Service Electric b Gas Co of New 
Jersey 04/08/10 5pp 26106 167 24X Fiche 50-272. 04/00/10, 

8400160276 


8408230501 LER 84-017-00 on 040716 . insp revealed metal filings in 
charging pomp casings Filings may have caused 840713 seiiure 
of charging pump 12 b seiiure of redundant centrifugal 
charging pump investigation continuing W/B40816 Hr 
RUPP.J L , ZUPKO, J U Public service Electric & Qas Co of Neui 
Jersey 84/08/16 5pp 26212 259 24X FichC 50-272, 84/00/ 1 6, 

04OD23O5O1 


0400310065 PN0-1-Q4-O17 on 040827, unidentified male telephoned security 
post at Elevation lOD ft of Unit 1 on Internal line b told 
security guard that bomb planted in containment Pomb search 
teams deployed No bomb found No explosion occurred 
DUNLAP, J , KEIMI 8 , R « JOYNER, J Region 1. Office of Director 
84/08/27 Ip 26323 203 a 4 X Fiche 50-272, 84/08/27, 8408310065 


DOCKET 30-274 V 8 OEOLOGICAL SURVEY RESEARCH REACTOR 


F Becurity, medical, emergency & fire protection plans 


8408200121 Advises uf implementation of emergency plan 

RU0LINQ, D H Interior, Dept of, Geological Survey 04/08/08 
THOMAS, C 0 Standard 1 lat ion b Special Projects Qranch Ip 

26139 306 24X Fiche 50-274,04/08/08,8400200121 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT I 


D, NR(: Draft/Final Environnental Statements, supple b correspondence 


0408140273 Forwards 69 photos attesting to serious long-range problems 
of erosion of ailfcatlon on property contiguous to facility 
Requests name of responsible NRC employee to respond io 
concerns 

BRUNO, Q E Affiliation Hot Assigned 83/07/11 DENTON, H Office 
of Nuclear Reactor Regulation, Director 38pp 26051 203 24X 

F i cVi B 30-275, 03/07/1 1 . 8400140273 


E NRC Safety Evaluation Report (SER), suppls b correspondence 


0407310030 Board Notification 04-137 forwards BSERs 24-27 re IDVP 
matters, p iplng b supports, al legations - status It summary 
|i full power license amend matters, respectively No 
substantive chanpes made W/o ends 

EISENHUT, D O Division Of Licensing 04/07/30 PALLADINO, ROBERTS, 
A88EL5TINE Comm! a sioners 3pp 26011 015 24 X 

Fiche 50-275, 84/07/30# 8407310038 



86 


DOCKETED ITEMS 


a40Bl 30002 safety EYALUATIQN report RELATtD TO THE OPERATION Of- DJALtLO 

CANYON rJUCLEAR POWER PLANT. UNITS I f 2 Docket Nos 50*275 t( 
tPacAfic QflB Zt Electric Conpiany ) 

* Divlsior> of Licenainij NUReG-0675 S24 BA/07/3t li^pp 

26038 295 24X Fiche 50-275, B4. 07/31 « 6400130002 


□400160000 GAFETY EVALUATION REPORT RELATED TO THE OPERATION QF DIABLO 
CANYON NUCLEAR POWER PLANT. UNITS I AND 3 Docket Nos 30--27 5 
And 50-323 IPacjfic Oa® And Electric Co<rpany I 

» Division of Licensing NUfiEQ-0675 S25 84/07/31 122pp 

Available at NRC *5 30 26124 033 34 < Fithe 50-2/5-84/07/31. 

0408160080 


□ 400160230 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT. UNITS 1 AND g Docket No 3 30-275 

And 30-323 (Pacific Gas And Electric Cojnpang) 

* Division of Licensing NUREG-0A75 S27 04/07/31 31pp 

Available at NRC *3 50 26122 205 24X Fiche 50-273.04/07/01. 

63408160250 


5400320346 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLD 
CANYON NUCLEAR POWER PLANT, UNITS 1 AND 2 

» Division of Licensing NURE(3-0675 S26 B4/07/3I 204pp 

Available at NRC *6 50 26200 001 24X: Flche 50-275,84/07/31, 

□400220346 


Q40aa30379 Forwards SSERs 24-27 (NURE0-067S) Distribution of svc list 
Includes SSERs 25-27 since Doardl Notification 84-137 Issued 
□S£8 24 W/o encl 

WNIOHTDN.G- W Licensing Branch 3 04/00/10 SCHUYLER, J O Pacific 

Oas & Electric Co 4pp 26230 334 24X Flche 30-273,04/05/10. 

□400230377 


F Securitij, medical, energcncg Z* fire prat-ection plans 


□ 4080804S3 Forwards public version of revs to Vol IH of San Luis 
Obispo County emergency response plan std operating 
procedures 

BCHUYLER. J □ Pacific Gas 6 Electric Co 04/07/16 MARTIN. J B 
Region 5, Office of Director Spp 25976 071 24X 

Flche 90*279. 04/07/16, 5403080453 


— 0400000458 Public version of revs to Voi HI of San Luis Obispo County 
emergency response std operating procedures (GDP >, inc lud i ng 
Section in 01. "SDP Eoergencv Svcs Director " M/Feltoii 
S4D0O2 release rneno 

SCHUYLER, J 0 Pacific Gas t Electric Co 04/02/29 434pp 

23976 D73 24X Fiche 50-275,04/07/16.0400050433 


0400160267 Forwards public version of emergency plan implementing 
procedures. including EP n-l re personnel injury or ilineaa 
(radiological related) 6/or over e i posur e 1 EP M-1 re 
employee injury or illness ( rionrad iolog ica 1 ) 

SCHUYLER, J a Pacific Oas U Electric Co 04/07/20 MARTIN, JD 
Region 5, Office of Director 4pp 26123 239 24X 

Flche 90-275.04/07/20,6408160267 


--9400160273 Public version of emergency plan implementing procedures, 
including EP R-1 re personnel injury or illness 
(radlol-og leal related) 6/or overeiposure W/JM Felton 040008 
release mama 

* Pacific Oas * Electric Co 04/07/20 IBOpp 26125 243 24X 

Flche 50-275,04/07/20,8400160267 


8400230353 Forwards public version of updated emergency 
implementing procedures, including CP H-1 re personnel 
or illness < radio log ica 1 ly related) //or overeiposure 
HP Q-4 re prrsonnel accountability 6 assembly 
SCHUYLER, J O Pacific Gas f< Electric Co 04/00/00 
Region 5, Office of Director Ip 26216 206 24X 

F i Che 3G-275, 84/00/08, D40B230553 


plan 

injury 


MARTIN, s) B 


--04O023Q555 Public version of updated emorgoncy plan imp 1 omant tng 
procedures, including EP R-i re porsonneJ injury or illness 
Cradiolbglcal ly related) 6/or overoipasure S* EP 0-4 ro 
personnel accountability «, assembly W/G4O02O release memo 
THQRNDERRV, R C Pacific Oos 6 Electric Co B4/O0/OG t02pp 
26216 207 24X Fiche 50-275, B4/0G/09, Q40Q2309 33 


0400230300 Forwards RW Krinm B4071 1 Ur transmitting FEMA interim 
finding in State of CA energency response plan Plan 
adequate Areas for improvement Id onbi f I ed, int ludi ng 
protective action guideline dotes 

KNI-OHTDN. O In) Licensing Branch 3 □4/00/16 GCIUJVLCR, J □ Pacific 

OdB «c Electric Co 3pp 26236 105 24X Fiche 30-273,04/03/16, 

8408230300 


B40e3l02J0 Revised sreiyency plan impltmenting pi occdui es, 1 nc 1 ud 1 ng 
EP 0-2 ie release of airborne radioactive matls.EP El-6 re 
EARS 9045c control ing stations t EP OB- 15 * 16 re Sentry 

p-ast accident aai'ipJmg sys W 'S408&7 Itr 

SCHUYLER. J a Pacific Gas * Electric Co 04/00/2/ MARTIN, J B 
Region 5. Oftice of Dlrectoi 363pp 26 J2 I 001 2i\ 

Fiche 50-275,04/00/27 040Q3 1 0230 


G Adjudicatory correspondence 


□4O0OIOJ15 Foi wards affidavit of JL Mcrertnnt t- per 040729 submittal 
Supportlitg brief will be sent to Commission on B40730 along 
uj/O'Noill rebuttal affidavit 

DEVINE T Government Accountability Projoct OSB 681 84/07/30 

PALLADINO.N j . ROBERTS,! , ASSCLSTINC. J Commissioners ip 
25054 001 24X Fiche 50-07 5 , 04 '07 / 30, 04080 10235 


— 0408010237 Affidavit of JL McDeimott re need for romsps h systematic 
retraining of all personnel at facility 

NCDERMOTTi J L Oovernment Accountability Project 04/07/30 
35pp 25034 OOH 24X Fiche 50-275,04/07/30,04080)0235 


0400060046 Motion for leave to withdraw confidential Exhibit 10 
in suppDit of Join*’ Interveners 840214 motion to augment or 
reopen record DecLaiation in support of motion /, Certificate 
of Svc encl 

REYNOLDS, JR Joint Inteivenors - Diablo Canyon REYNOLDS, J 
Center for Law in the Public Interest DSD 676 04/07/30 

Safety and Licensing Appeal Panel 7pp 25925 298 a4X 
Fiche 50-275,04/07/30.0400060046 


filed 


R 

Atomic 


840006021/ Motion for leave to uiithdiaw confidential exhibit previously 
filed in support of notion to augment or to reopen recoi d 
Doclaratlon encl Granted on 840731 

REYNOLDS, J R Joint Intervenois - Diablo Canyon REYNOLDS, J R 
Contci for Law in the public Intqre-st DGU 700 04/07/30 Atomic 

Safety and Licensing Appeal Panel 6pp 25927 Ol5 04X 
Flrhe 50-275.04/07/30.040006021/ 


94090/0e’77 Motion for leave to withdraw confidential exhibit previously 
filed in support of 040214 motion to augment ui , in 
a 1 ternat 1 ve, to reopen record Declaiatjon ♦, CertiPicati* of 
Svc chcl 

RCYNOI JJS. J H Joint Intcrvonors - Diablo Canyon DSB 009 
04/07/30 Atomic Safety and Licensing Appeal Panel 9p p 
2S947 297 24X Fiche 50-2/5,84/07/30,040807029/ 


6408020152 Forwards suppl supporting T O'Neill 040/27 petition under 
lOCFRd 206 on behalf of J rtcDeimott ^ T 0 'Neill Also 
expands original request for retraining 
DEVINt,,! Government Accountability Piojert 
PALLADINO.N J ('oriml ss loner s 327pp P5004 

Fiche 50-2/5. 04/07/31* 0400020152 


on seismic issues Served on 040001 
SHfiEMAKERiC J Atomic Safety and Licensing Ap| 
□4/00/01 Joint Intervenors - Diablo Canyon 

F i ch P 50-275. Q4 /OB/0 1 , 04080202 1 9 


DSD 

701 

04/07/31 

39 

24 X 


i 1 e 

rep 1 y 

addressing 

ipen 

record 


ea 1 

P,me 1 

nsn 716 


04OBO2O222 Answer opposing x/oint Intel vonors 840/25 application for 
stay re effectiveness of ASLO D2UB31 Initial Decision 
LBP-8ft!-/o ^ of isiiuanco of full powoi flL 
CHANDLER, L J Hearing Hranch 2 ViO 04/ 08/ 01 

Commisiiionfli 5 llpp 2589/ 279 24X Flrhe 50-2/5,04/08/01. 

B40B020222 


•0408020227 Answer opposing Joint Interveners 040717 petition for review 
of ALAD -/75 Petition fails to establish existence of 
inpm tant issue of faci.lau or policy uiarianting (ommission 
review 

CHANDLER, L J Hearing Branch 2 04/OQ/Ol Commissioners 
lOpp 25097 E70 a4X Fiche 50-2/3, 04/00/01 . Q40G020222 


■B40E302023t Answer opposing i/oint Ihlervonors 040717 petition for 
review of ALAB-7/6 Petition fails to establish existence of 
impoi tonl question of fact, law or policy re ALAI3-776 
CHANDLER, L J Hearing Branch ? 04/00/01 Commissioners 

23pp 25097 300 a4X Fiche 50-2/5,04/00/01,0400020222 


'8400020233 Answer opposing tJpinfc Intervciiora 040716 motion bo reopen 
rocoid on solBmlr issues Motion foils to satisfy stds for 
reopening record Certificate of tivc encl 

CHANDIER.L J Hearing Branch 2 04/00/01 Atomic Safety and 

Llcunslng Appeal Panel 4lpp 25Q97 323 24X 

Fitho 50-275. 04/00/01,0400020222 
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~-84O0OJO2 Answer opposing Joint Interv'enors Q407I6 notion to reopen 
record oti seismic issues Motion Foi|% to satisfy stds for 
reopening record Certificate of- Svc enc I 

CHANDLER' L J Hearing Branch 2 84/03/01 Atonic Safety and 

Licertsing Board Panel 4lpp 2*1097 323 24 < 

ncho 50 27S< B4/OB/01- 3400020222 


B40S030154 Underscores need fo' prompt t< favorable action on Northern 
California Pouier Agency 011304 petition under 10CFR2 206 to 
enforce i modify license cond i tions* based on recent evidence 
that util (.onbinuds to violate license conditions 

MCDIARMID<F? C Spiegel i McBlarmid 04/08/01 DENTON. H R Oftice 

of Nuclear Reactor Regulation. Director 593pp 25914 075 24X 

Fiche SO-2/5. S4/0B/01. B40B030154 


8400020197 Advises that tine for Commission to review ALAD-756 expired 
Commission declined review Decision became final agency 
action on 34072'^ Served on 840802 

CHILK.S J Office of the Secretary of the Commission DSD 717 
04/08/02 REVNOLDS' J R . HAVIAN. E . PHILLIPS, J Center for Law in 
the Public Interest Ip 25898 001 24K Flthe 50-275. 04 /Oa/ 02, 

3408020197 


8400020206 Advises that tine for Commission to review ALAD-756 expired 
Commission declined review Decision became final agency 
action on Q40726 Served on 840802 

CHILK, 0 J Office of the Secretary of the Commission DSB 7J8 
04/OB/O2 STRUMWASSER, M California, Stafco of ip 25898 007 
24X Ficho 50“875i 04/00/02, 8408020206 


0408070265 Order extending time until 040810 for Commission to act to 
review Director's Decision DD-84-8 Served on B40806 
CMlLK, B J Office of the Secretary of the Commission DSD 756 
84/00/03 Commissioners Ip 25949 239 24X 

Fiche 50-275, 84/08/03. 340807026S 


0408070361 Order extending time until 840830 for Commission to act to 
review At An~776 Served on Q40006 

CHILK, S J Office of the Soci etary of the Commission DSD 735 
84/00/03 Com.ni as loners Ip 23945 J77 24X 

riche 50-2/5. 04/08/03, 0408070361 


8400070467 Order extending time until 040010 for Commission to act to 
review ALAB-763 Served on 840006 

CHILK.S J Office of the Secretary of the Commission DSD 752 
04/08/03 Commissioners Jp 35940 341 24X 

Fiche 30-275.04/08/03,8400070467 


8400090103 Order ALAB-775A denying 840620 motion to reopen record on 
basis of addl info provided by applicant re use of A307 
hardware bolts Allegation docs not present new evidence 
Served on 840800 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel DSD 048 
04/08/08 Joint Intervenors - Diabjo Canyon Spp 25972 286 
24X Fiche 30-275. 04/08/09, 8408090103 


3400130309 Reply supportirig ASLAD 840801 order establishing 
jurisdiction of ABLA0 to review Joint Intervenor 840716 
motian to reopen record on seismic issues Certificate of 
Sve enc 1 

REYNOLDS. J R joint Intervenors - Diablo Canyon REYNOLDS, J R 
Center for Law in the Public interest DSD 906 84/08/09 Atomic 

Safety and Licensing Appeal Panel 8pp 26011 094 24X 

Fiche 50-275,84/08/09,0400130389 


8408140464 Reply re jurisdiction of ASLaD to consider 8407t6 motion to 
reopen record on seismic issues Motion should be granted 
Certificate of Sve end 

REYNOLDS, J R Joint Intervenors - Diablo Canyon REYNOLDS, J R 
Center for Law in the Public Interest DSD Ol7 84/00/09 Atomic 

Safety and Licensing Appeal Panel 8pp 26061 0J5 24Y 

Fiche 50-275,34/00/09,8400140464 


0408140006 Memorandum t Order Ctl-84-13, determining that full power 
license may be issued by NRR Order effective on 840017, 
Commissioner Zech statement t Commissioner Asselstine 
dissenting views end Served on 040810 

CHILK, 0 J Office of the Secretary of the Commission DSD 940 
84/00/10 Office of the Executive Legal Director 2Spp 

26045 001 24X Fiche 50-275,04/08/10,0408140006 


B40B140009 Decision CLI''a4-12, initiating rulemaking re effects of 
seismic events on emergency planning Addl views of Palladino 
8c Dernthal 6 dissenting view of Asaplsllne end Served on 
040010 

CHILK, 6 J Office of the Secretary of the Commission DSD 939 
84/00/10 29pp 26044 070 24X Fiche 50-273,84/08/10,8400140009 


8408140460 Order extending time until 040017 for Commission to act to 
review ALAB-763 Served on 040014 

CHILK, S J Office of the Secretary of the Commission D5B 034 
04/00/10 Commissioners Ip 26060 352 34X 

Fiche 50-273,84/08/10.0408140460 


0408140406 Order extending time until 040017 for Commission to act to 
review Director's Decision DP-B4-B Served on 040014 
CHILK.S J Office of the Secretary of the Commission DSD 035 
84/00/10 Commissioners Ip 26060 275 24X 

Fiche 50-275,04/00/10.0400140486 


8400160234 Responds to RC McDiarmid petition for enforcement of license 
conditions to continue j'.>oribund enforcement proceeding t* 
interpose Cominission in pending contract litigation ui/City 
of Hcaid s burg, CA NRC Involvement unnecessary 

FALLIN, J F i SANDERSON, S .i Pacific Gas b Electric Co 04/00/10 
DENTON. H R Office of Nuclear Reactor Regulation. Director IBpp 
26092 154 24 X Fiche 50-273,04/00/10.0400160234 


8408140543 Forwards Conmisslongr Bernthal 340813 revised addl views to 
CLI-04-12 Served on 840813 

CLEMENTS. W L Docketing L Services Drench DSD 009 04/08/13 

Office of the Executive Legal Director 4pp 26060 243 24X 

Fiche 50-275,84/08/13.8405140348 


8400220251 Order denying petitions far review of ALAB-736 subj to 
reservation re ASLD rationale for excluding joint 
intervenor ^ State of CA contentions concerning util QA 
program Served on 840820 

CHILK.S J Office of the Secretary of the Cpmmiasion DSB 190 
04/00/20 3pp 26191 360 24X Fich e 50-279, 84/08/20. 0400220231 


0408220323 Ordor instructing lE to issue reclassified notice of 
Violation re util matl false statement by falling to rept 
Nuclear Sves Corp 197/ audit of Pullman Power Products 0A 
program Served on 640020 

CHILK.S J Office of the Secretary of the Commission DSB 1B9 
84/00/20 Director's Office. Office of Inspection and Enforcement 

5pp 26194 055 24X Fiche 30-275,84/00/20,0400220323 


0408240424 Staff reqiii rements memo re af f Irma t ion/d iscus s ion tt vote 
denying 2 206 relief (SECy-S4-203), approving order 
responding to petitions for review of ALAD-763 ISECY-Q4-254) 

{( approving order denying LlLCO 040719 motion (SECY-04-296) 
CHILK.S J Office of the Secretary of the Commission 04/08/20 
Office of the Secretary of the Commission 3pp 2624B 269 24X 

Fiche 50-000. 84/00/20. 0400240424 


O4O0S3O2O2 Forwards summary of 840726 site visit No new info impacting 
licensing decision idenripied Served on 040822 

ZECH, L W Commissioners DSD 253 04/00/22 PALLADINO, ROBERTS, 

ASSELSTINE Commissioners 5pp 26209 209 24X 

Fiche 50-^75,84/08/22.6408230202 


8400260217 Order extending time until 640913 for Commission to act to 
revloui ALAD-776 Served on 040027 

CHILK, S J Office of the Secretary of the Commission OSD 317 
84/08/27 Conmiss loners Ip 26275 143 24X 

Ficho 50-27 5,04/08/27,04082002)7 


040831024? Notice of Withdrawal of appearance in proceeding Related 
c orrespondence 

AXELRAD,n Mewman & Holtiinger D5D 428 04/06/26 Office of 

the Secretary of the Commission Ip 26319 256 24X 

Fiche 50-273,84/08/20,8400310247 


0408310210 Expresses opposition to util 640020 amend application 
extending term of license !. requests hearing, per Atomic 
Energy Act, fcn be held prior to Commission decision on 
appl i ca tion 

REYNOLDS, J R Center for Law in the Public Interest REYNOLDS, J R 
Joint Intervenors - Diablo Canyon DSD 419 64/08/29 

PALLADINO. N r ASSELSTINE. J , DERNTHAL, F Commissioners Spp 
26310 067 24X Fiche 50-275,04/00/29.0400310210 


M Antitrust c orrespondonce 


6400130310 Ack receipt of 040001 |tr to HR Denton re request for 
enforcement of certain antitrust license conditions 
Allegations contained in Itr under review 

VaoLEH.B H Hearing Dranch 2 DSB 898 04/08/08 MCDIARMID.R C 

Spiogol V McOiarmid Ip 26010 230 a4X Fiche 50-273,04/00/00, 
0400130310 


6408200442 Confirms telcon re petition for onforcemant of antitrust 
license conditions Staff awaits RC HcDlarmld comments on 
util 840010 Itr r« petition Staff requests wheel provisions 
of arbitrated setilement agreement re NCPA Geyser units 
VOQLER.D H Hearing Branch 2 OSD 343 04/08/22 MCOlARMlO. R C 

5p logoi Sc McDiarmsd Jp 26280 294 34X Fiche 50-275.84/06/22, 

8400280442 
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0 Advisorij Comnittee on Reactor Safeguards reports S< correspondence 


B4O0O3O342 Forwards caj?ment5 on ACRS 840523 tour of plant site, in 
response to Q40515 Itr 

MVSrNQERiE D Tennessee Valley Authoritij 84/08/01 MCKINLEY. JC 
ACRS - Advisory Cnnmlttee on Reactor Safeguards 4pp 25B9B 157 
a4X Fiche 50-275.04/08/01.0 4 08020 342 


P Operating license stage dacuments & correspondence 


0408310130 FOIA request for positive identification of Mothers for 
Peace of San Luis Obispo £< calculations performed by PC&E 
re earthquake an Nacimiento fault 8< one equal to 1906 San 
Francisco earthquake 

CALSOYAS. C D Affiliation Not Assigned 04/04/07 NRC - No 

Detailed Affiliation Given 4pp 26352 011 24X 

Fiche- 30-275. 04/04/07.8400310139 


0408310142 Responds to FQIA request for positive identification Of 
Mothers for Peace of San Luis Obispo & calculations 
performed by pGiE re earthquake Forwards printout of 
documents te Mothers for Peace Other documents In PDR 
FELTON. J M Division of Rules and Records 04/06/01 CAL80VAS. C D 

Affiliation Mot Assigned Ip ^6352 015 24X 

Fiche 30-275.04/06/01,8409310142 


8406150149 Foruards addl info re pipe support design guides per NRC 
request as result of recent audits connected u/License 
Condition 2 C <11) 

BCHOVLER.JO Pacific Oas & Electric Co 04/06/11 BISENHUT.DG 
Division of Licensing app 24951 009 24X Fiche 30-275» 84/06/1 1. 

8406150149 


0408300482 Requests exam b test requirements for all presently licensed 
personnel for Unit 1 be uaJved for Unit -3 & combineil QLs for 
Units 1 6 2 be Issued Supporting documentabton end Related 
correspondenc e 

SCHUYLER. JO , CRANE. P A Pacific Oas 6 Electric Co DBD 720 
84/07/17 MARTIN, J B , PATE, R J Region 5r Office of Director 
80pp 26329 109 24X Fiche SO-275. a4/07/17» 8408300402 


B408070331 Informs of completion of staff evaluation af const status 
8, readiness for power ascension testing full power 
operation Summaries of reviews 6 assessments which 
contributed to conclusion of readiness end 

□ rSHOP.T W Region S. Office of Director 84/07/20 EISENHUT, 0 0 
Division of Licensing 2pp 25953 039 S4X Fiche 50-275.04/07/20. 
8400070531 


— 8400070532 informs of results of B40604 meeting re status of facllitij 
ii basis for Pull pouer license issuance recommendat i ons 
BISHOP. T » Region 5. Office of Director 84/06/19 MARTIN, J D 
Region 5. Office Of Director IBpp 25-953 041 24X 

Fiche 50'275, 04/07/20. 6408070531 


8400140011 Forwards 840713 rept« *'June 20.1904 Banta Marla Offshore 
Earthquake, Ground Motion at Diablo Canyon Fower Plant ■' 

Rept contains tabulation of peak accelerations if recorded 
accelerograms 

SCHUYLER, JO Pacific Gas V Electric Co 04/07/20 CfBCNHUT, 0 0 
Division of Licensing Ip 26044 1 20 24X Fiche 50-275.04/07/20. 
B4O014OOI1 


•■-8408140012 "June 20.1904 Santa Maria Offshore Ear thqua k e. Ground Motion 
at Diablo Canyon Pouer Plant " 

» TER A Corp B4/07/13 33pp 26044 129 24X 

Flcfie 3D-Z7S. 84/07/20. 0400140011 


408310032 Forwards Dfc of Inspector 5 Auditor 840801 reft of 
investigation re allegations against seven NRC omplayees as 
result of T Devine 84041S & 0503 10CFR2 206 petitions on NRC 
misleading or matl false statements to Comoilsslon 

MESSENOER.OH Office of inspector Sc Auditor 84/00/01 PALLADINO. 
ROBERTS, ABBELSTINE Comml s s i oners 2pp 26349' 001 a4X 
Fiche 50-275.04/08/01.8408310032 


G40B130003 Requests exemption from lOCFRSO. App G requirement for revs 
to curves, per review of pr es s ure-Cerap limits for reactor 
vessel Mcstinghause finite element stress analysis shoiued 
heatup t cool down curves not impacted by App G amend 
SCHUYLER, JO Pacific Cas 6 Electric Co 04/08/00 KNICHTOH, 0 W 
Licensing Branch 3 2pp 26010 047 24X Fiche 50-275.84/00/00, 

8409130003 


0400130100 Forwards proposed changes in pust-fuel loading Initial 
test program re test scope clarification tc cnnducting 
existing tests at addl ilowei ) pouier plateaus Review 
approval required btj 040020 

SCHUYLER. J □ Pacific Gas 6 Electric Co 04/08/08 KNIGHTON. 0 \4 
Licensing Branch 3 3pp 26000 2 0 8 24X Fiche 50-275.04/08/00, 

6400130108 


8408210639 Forwards SLO-2 work request ti work au thor i za t i on mistakenly 
omitted from 040001 Itr 

PETERS. R J Pacific Gas ti Electric Co 84/00/00 MI TCHELL-WIUSON 
California. State of 2pp 26104 351 24X Fiche 50-27 5. B4/OB/08. 
0400210639 


04O0SLO4O6 Requests approval for removal of RHR suction valve automatic 
cloBure Interlock Upon approval. ut i 1 will Install alarms 
l< restore power to RHR suction valve operators during 
periods of RHR sys operation uihile aligned to RCS 

SCHUYLER, J 0 Pacific Oas 4 Electric Co 84/00/15 KNIGHTON. Q U 
Licensing ©ranch 3 2pp 26100 336 24X Fiche 50-275.04/08/15. 

8400210406 


04002002/5 Generic Ltr 84-20 to all licensees of operating reactors t< 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that Involve unrevieuiod safety 
questions Sve list end 

EISENHUTiD G Division of Licensing 04/00/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 34X 

Fiche 50-000. 04/00/20, 0400200275 


0400230008 Forwards application for 6mend to License OPR-76. ex tend mg 
termination date of license from 3 yrs from date of 
issuance to 4 yrs from date of issuance Fee end 
SCHUYLER. J 0 Pacific Oas t Electric Co 04/00/20 DENTON. H R 

Office of Nuclear Reactor Regulation, Director Ip 26209 155 24X 

Fiche 50-275. 64/00/20, 0406230000 


— B409330012 Application to amend License DPIl-76. ox tend infl termination 
date of license from 3 yrs from date of Isouancu to 4 yrs 
from date of issuarice 

SCHUYLER, J 0 Pacific Oas 6 Electric Co 04/00/20 Sp p 
26209 156 24X Fiche 50-275 , 04/00/30. 0400230008 


O Inspection reparts. IE Bulletins L correspondence 


0407290229 IE Info Notice 04-57. "Operablns Experience re Moisture 
Intrusion in Safety-Related Cloctrlrai Equipment at 
Commorcial Power Plants " Ovc list end 

JORDAN. E L Division of Emergency Preparedness & Enginearirig 
Response (Post 630103) 04/07/27 Consolidated Edison Co of New 

York. Inc I19pp 35069 047 24X Ft c he 90-000. 04/07/57. 0407590229 


04000D049I Forwards IE Insp Repts 50-275/04-13 6 50-323/04-09 on 
640430-0904 U notice of violation 

BISHOP. T U Roglon 5, Office of Director 04/07/27 SCHUYLER, J 0 
Pacific Oas U Electric Co Spp 59774 244 24X 

Fiche 90-279.04/07/27,0400060491 


—6408000501 Notice of violation from Insp on 040430-0504 
YOUNG, T Region 5, Office of Director 04/07/07 3pp 
25974 546 S4X Fiche 50-575. 04/0//27. 0400000471 


—8408060313 JC Insp Repts 30-279/84-13 50-323/04-09 on 040430-0904 

Violation noted failure to follow appproved DC procedures 
for safety-rBlatod pipe & electrical raceway supports 
DUftDOlN. J r J YOUNO, T Region 9. Office of Director 04/07/11 
6pp 25774 549 54X riche 50-279. 04/0// 27. 6400000491 


— 8408310035 Investigation rept on 840001 Major areas investigated —0408060515 “Technical Assistance for Itisp of Diablo Canyon IDVP. " 

allegations re NRC misleading or matl false statements to progress rept for Feb 1704 

Cammlssloh during 040319.26 «< 27 briefings fc In SSER Si tc 22 WADE, W 0 r CUMMINGS. 0 E Lawrence Livermore National Laboratory 

for Dec 1703 U Mar 1764. re spoctl vely FIN n-G552 04/03/14 MORRILL. P J Region 9. Office of Director 

GHITH.R M , BOWERS. H , MESgENGER. Q H Office of Inspaclor U 6pp 39974 293 24X Fiche 50-279.04/07/27.8400000491 

Auditor 04/00/01 400pp 2634? 003 24X Fiche 90-279.04/08/01. 

6408310032 

— 0408080917 "Technical Assistance for Insp of Diablo Canyon IDVP. ’* 
progress rept for Mar 1704 

6408070110 Generic Ltr 64-19 to all licensees of operating reaetprs. WADE, M 0 ♦ CUMMINGS, 0 C Lawrence Livermore National Laboratory 

applicants for OLs 6 holder* of CPs re avaUablUty of FIN B-0592 04/04/11 MORRILL. P J, Region 9. Office of Director 

Suppl 1 to NUflEO-0733, "Priori tl lat i on of Generic Safety t3pp 29974 261 24X rich* 90-279.04/07/27.0408000491 

I ssues " Sve list end 

EISENHUT.D 0 Division of Licensing 84/00/06 CaneoUdafrod 
Edison Co op Nsu York. Inc ISpp 56129 23B 24X 

F 1 1 h e : 9 0-000, a 4/00/06, 8406070 1 1 0 
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-~04OaOBOS21 "Technical Ae^iabancd Tor Insp of Diablo Canyon JDVP< ■' 
progress lept for rtpr 1904 

WAOEf W O CUMMINGS. O E Laujrence Livermore National Laboratory 
FIN D-B532 04/03/14 fTQnHIUL. P J Region 5. Office of Director 

6pp 35974 3&9 24X Fiche 50-375.84/07/27.8400000491 


0407310035 Board Notification 04-138 forwards Investlgafc i on/ Insp Kept 
50-275/04-08 Sobj matter of rept addressed in SSERs 25 it 26 
EiaENHUT. D G Division of Lit eo sing 04/07/30 PALLADINO. HOOERTS. 
ASSELSTINE Commissioners 2pp 25805 106 34X 

Fiche 50-275. 04/07/30. 04O-?31 0035 


— 8408020131 Forwards In\ est ) gat ion/ Insp Rept 50-275/84-08* c one lud 1 ng 
assignment under NRR 

YIN, I T Region 3. Office of Director 84/07/23 VDLLMER, R H 
Division of Engineering Ip 25005 100 24X 

Fiche 50-279.04/07/30*8407310035 


— 0400020134 Investl gat 1 on/ Insp Rept 50-275/a4*'0B 

YIN, I T Region 3. Office of Director 04/07/23 I59pp 
25005 109 24X Fiche 50-275* 04/07/30, 0407310035 


8408130291 Responds to NRC 040620 Itr re violations noted In IE Insp 
Rept 50-275/04-10 Corrective actions Administrative 
Procedure (NPAPI C-4Si revt sed. tralni ng completed t* 
existing jumpers backfltted 

SCHUYLER* J O Pacific Gas L Electric Co 84/07/30 MARTIN, J H 
Region 5, Office of Director 4pp 26008 345 24X 

Fiche 30-273*04/07/30*0400130291 


0408070324 Act receipt of 840618 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-275/03-37 6 
50-323/03-29 

BISHOP, T W Region 5, Office of Director 04/00/01 SCHUYLER, J O 
Pacific Gas «< Electric Co Ip 25949 130 24X 

Fiche 50-275184/08/01*8408070324 


—8400070327 Responds to NRC 040229 Itr re violations noted in IE Insp 
Repts 50-275/83-37 & 50-323/03-25 Corrective actions reinsp 
program implemented for welds original^ accepted by 
unqualified inspectors 

SCHUYLER. J 0 Pacific Gas t* Electric Co 04/06/18 MARTIW* 3 B 
Region 9* Office of Director Gpp 25945 131 S4X 
Fiche 90-275*84/08/01,0400070324 


0408010333 IE Info Notice 04-59, "Deliberate Circumventing of Station 
Health Physics Procedures '■ Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 04/08/06 Consolidated Edison Co of Now 

York. Inc 05pp 26068 001 24X Fiche 50-000, 84/08/0i. 0408010333 


0400010337 IE Info Notice 04-60. “Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement Sve list end 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co of New 

York* Inc i23pp 26067 150 24X Fiche 50-000, 84/08/06* 04OBO1O337 


G408070ISO IE Info Notice 04-61* "Overeiposuro of Diver in PHR 
Refueling Cavity “ Sve list encl 

JORDAN* E U Division of Emergency Preparedness Engineering 
Response (Past 630103) 04/00/00 Consolidated Edison Co of Now 

York* Inc I20pp 26129 110 24X Fiche 50-000, 04/08/00, 8408070120 


6408130431 Ac k receipt of 450.000 payment of 640517 civil penalty 
Corrective actions will be examined during future tnsp 
AXELRAD, J A Enforcement Staff 04/00/00 MANEATIS.O A Pacific 
Gas h Electric Co Ip 26050 358 24X Fiche 90-275,84/00/00* 

0400130431 


B4D022OO67 Informs of review of 51 LERs for Jan 1983 - June 1904 In 
support of ongoing SALP review Review concentrated on 
completeness* accuracy t* consistency of info No major 
deficiencies identified Summary of criteria & findings encl 
9EYFRIT*K V Reactor Operations Analysis Branch 04/00/09 
flISHOP.T W Divieion of Res Ident* Reactor Project & Engineering 
Programs 3pp 26193 248 94X Fi c h e 50-275* 84/08/09. 0408220067 


6408300140 Forwards Insp Repts 50-275/04-29 90-323/04-17 on 

040709-13 No violations noted 

DISKPP.T Ul Division of Res i dent* Reac tor Project it Engineering 
Programs 04/08/09 SCHUYLER. J 0 Pacific Gas & Electric Co ip 
26307 324 24X Fiche 50-275.84/00/09.8400300140 


— 9408300149 Insp Repts 50-279/84-29 & 90-323/84-17 on 040709-13 No 
violations or deviations noted Major areas inspected 
allegations re NRC assessment of Pullman Power audit program 
during Aug 1971 - Dec 1973 

WAGNER, W J I kIRSCH. D F Region 5* Office of Director 84/08/09 
0pp 26307 329 24X Fiche 90-275,04/08/09*8400300140 


8408070376 IE Info Notice 04-62, ‘Therapy Ml sadm in i s trat i ons to 
Patiante Undergoing Co-60 Teletherapy Treatments ” Sve 
list enr 1 

grace. J N Division of OA. Safeguards & Inspection Programs (Post 
030103) 84/08/10 Consolidated Edison Co of New York. Inc 

I29pp 26130 001 34X Fiche 90-000. 84/00/10, 0408070376 


0408100009 IE Info Notice 84-63* "Defective RHR Replacement Piping " 
Sve list enc 1 

JORDAN* E L Division of Emergency Preparedness C* Engineering 
Response (Post 030103) 84/08/13 Consolidated Edison Co af New 

York, Inc ll9pp 26197 218 24X F iche SO-000* 84/00/ 13. 8408100009 


B40B20O313 Act receipt of 040730 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-275/04-10 
BIBHDP.T W Region 5. Office of Director 84/08/13 SCHUYLER* J D 
Pacific Gas I Electric Co Ip 26133 012 24X 

Fiche 50-273,84/08/13* 3400200313 


— B4O02OO31B Responds to NRC 340628 Itr re violations noted In IE Insp 
Rept 90-273/04-10 Corrective actions Procedure C-4B1* 

“Mechanical Bypass, Jumper 6 Lifted Circuit Log* “ revised to 
include jumpers In clearance package 

SCHUYLER* J 0 Pacific Gas it Electric Co 84/07/30 MARTIN, J B 
Region 5, Office of Director 4pp 26133 013 24X 

Fiche 90-275,84/00/13*8408200313 


B4OB1OOO30 lE Info Notice 04-64. “DWR HPCI Initiation Seal-In tc 
Cndication “ 8vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
RedponsB (Post B30103) 04/06/19 Consolidated Edison Co of New 

York, Inc I04pp 26198 093 24X Fiche 90-000.04/08/15*8400100030 


0406100021 IE Info Notice 84-65* "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list and 

JORDAN* E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) Q4/DB/16 Consolidated Edison Co af Nfw 

York* Inc liepp 26190 001 a4X Fl ehe 90-000. 04/08/ 16* 04OBIOOO21 


6400100095 IE Info Notice B4-66* “Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train ” 3vc list encl 
JORDAN* E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/00/17 ConftoUdated Edison Co of New 

York, Inc I20pp 26276 001 24X Fiche 90-000* 84/00/17, 8400100099 


8406140200 IE Info Notice 84-67* "Recent Snubber Inservice Testing W/ 
High! Failure Rates " Sve list encl 

JQRDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/08/17 Consolidated Edison Co of New 

York* Inc I22pp 26276 122 24X Fiche 90-000* 84/00/17* 0408140208 


8406210142 IE Info Notice 84-60* "Potential OePieicncy In Improperly 
Rated Field Wiring to Bolenoid Ualves " Sve list end 
JORDAN* E L Division of Emergency Preparedness t( Engineering 
Response iPost 030103) 04/08/21 Consolidated Edison Co af New 

Vark* Inc 1 15pp 26329 000 24X Fiche 50-000* 84/OB/Sl. 6408210142 


6 Periodic operating reports 6 related correspondence 


8406000491 Forwards IE Insp Repts 50-279/04-13 & 50-323/84-09 an 
840430-0504 6 notice of violation 

BISHOP* T W Region 9* Office of Director 84/07/27 SCHUYLER* J 0 
Pacific Gas U Electric Co 2pp 25974 244 24X 

FI Che 50-275. B4/07/27, 0406080491 


— 0406080519 “Technical Assistance for Insp of Diablo Canyon IDYP* " 
progress rept for Fob 1904 

WADE* W 0 * CUMMINGS, G E Lawrence Livermore National Laboratory 
FIN B-0552 04/03/14 MORRILL* P J Region 5* Office of Director 

6PP 25974 255 24X Fiche 90-279,04/07/27*0408000491 


— 8406060517 "Technical Assistance for Insp of Diablo Canyon IDVP, " 
progress rept for Mar 1984 

WADE* W 0 « CUMMINGS. 0 E Lawrence Livermore National Laboratory 
fin B-e552 04/04/11 MDRRILL.P J Region 9* Office of Director 

app 25974 261 24X FlcflB 50-275* 04/07/27* 0408000491 


‘--64O0OQD521 "Technical Assistance for Insp of Diablo Canyon ID9P, " 
progress rept for Apr 1904 

WADEfts' 0 * CUMMINGS, 0 E Lawrence Livermore National Laboratory 
FIN D-0952 84/05/14 MORRILL* P J Region 9, Office of Director 

6PP 23974 269 24X Fiche 30-279*84/07/27.8408080491 


3 Rsportable occurrences* LERs 6 related correspondence 


34DBO60O13 PNCl-V-84-046 nn 840728* u/uni t In hot standby* inadvertent 
safety injection actuation occurred Caused by high stead) 
flow signal resulting from surveillance testing in progress. 
JOHNeON, P . MENDONCA.M M Region 5, Office of Director 84/07/30 
Ip 25933 103 24X Fiche 30-275,84/07/30*0406060013 
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84060703^19 LER 04-017-00 on S‘IO&29‘i p t vent lodint 8< particulate floup 
rate monitor F18-24 declaretf inoper^blp uPien. monitor failed 
Punctional test On 040709^ d l scovered incorrect action 
statement entered Flou au > t c h adjusted W/B40730 Itr 

KEU,V. W J , SNIFFER, J D Pacific G<ss U Electric Co 81/06/29 3pp 
23944 207 24J( Ficha 90-375,04/07/30,0403070369 


B40G310033 LER B4-017-D0 on 840629, plant personnel did not coimply 
u/correct Tech Spec action statement: for period of nine 
days Caused by ty p oyra p h 1 ca 1 error on surveillance test 
procedure Related c err e sp ond e nee W/S40730 Itr 

KELLVi M J , SNIFFER- J D Pacific Oas & Electric Co DSD 790 
84/07/30 3pp 26350 187 a4X Fiche 50-275,04/07/30,6400310038 


B40B160491 LER B4-01B-00 on B40706, p orfcion of ESF Ccontrol room 
ventilation sysl actuated in response to spurious radiation 
mcnitor alarm signal Caused by failed detector Detector 
replaced Sys tested L returned to sve W/04OGO6 Itr 

SISK.O P , SNIFFER, J D pacific Gas It Electric Co B4/O0/O6 3pp 
26107 312 24}f Fiche 50-273104/08/06,8408160491 


8408210226 LER 84-019-00 an B40714. control room ventilation sys 
activated & transferred to pressur i i a t ion mode Caused by 
error in Drauin^ 4S3B28 shouing stave relay K605 as closed 
contact instead of open M/040813 Itr 

SISKiD P . sniffer. J 0 Pacific Oas t Electric Co 84/00/13 3pp 
26104 009 24J( Ftche 30-275.04/00/13.0400210226 


B40B230476 LER B4-021-00 on 840720^ reactor protection ays actuated due 
to coincidence of steam generator 1-3 1 ou level h steam 
flou/feed flow nisnateh Caused by failed valve operator 
Valve operator replaced W/04O8I7 Itr 

SlSKiD P ^ SNIFFER, J D Pacific Gas it Electric Co 84/00/17 3pp 
26212 214 24X Flche 30-275. 04/08/ 17> 8408230476 


B40B2701L2 LER B4-020-00 on 840719- d i esel -generator 103 automatically 
started due to un-d ervo 1 tage on Unit 2 bus F Caused by 
const uforkers inadvertently jarring relay panel it actuating 
undervoltage relay M/84C02O Itr 

SISK, D P . SNIFFER, J D Pacific Gas L Electric Cq B4/0fl/20 3pp 
26250 202 24X Ficbe 50-275.84/08/20.8400270*1? 


8408310143 LER 04-022-00 on 040720. safety injection tt reactor trip 
occurred due to 1o-1d T average U high steam flou signals 
Caused by personnel not considering effect of lou RCS 
signal on safety injection actuation Ingle W/B40827 Itr 
SISKrD P . SNIFFER. 0 D Pacific Gas & Electric Co 84/08/27 3pp 
26322263 24XFiche 30-275, 84/08/27, 04083 lOi 43 


T Hearing transcripts on non-ant i trust matters 


840B8S033D Transcript of 640002 open meeting in Mash i ng ton. DC re 
d i scuss i on/poss i b le vote on full power OL Pp 1-195 
Supporting documentat 1 on end 

* Commissioners 04/08/02 222pp 26211 083 24X 

Ficha 50-273,04/00/02.0408220338 


8400200407 Transcript of 840003 Commission meeting in Mashin g ton- DC re 
discussion/possible vote on order concerning earthquakes tt 
emergency planning Pp 1-0 

» CofflmisslonBrs 34/00/03 lapp 26141 178 24X 

Fiche 50-275, 84 /O0 / 03, B40 B2004 07 


B4OB20OO2O Transcript of 840016 Commission meeting in Mashln g ton. DC re 
aff irmstjon/discussion & vote Pp 1-7 
* Commissioners 04/oa/l6 lOpp 26294 013 24X 

Ficha 50->000. 84/00/16, 8406290020 


U Congressional/Eiecut i ve Correspondence 


B4O0O1O275 Responds to G4O2O0 itr re concerns over perceived tendency 
by staff ta assume that narglns of safety established by 
criteria need not he adhere-d to for sus not pivotal to 
safety 

DIRCKS, W J Office of the Eiecutive Director for □poratlone 
04/07/20 PAKfETTA, L House of Rep 9pp 25B72 342 24 X 

Flche 50-273.84/07/20.8408010273 


-8408010277 Requests preparation of response to Panetta 040208 Itr on 
concerns re qa hearing 

PALLADIKD. M j Commissioners B4/06/19 DIRCKS, M J Office of 
the Executive Director for Operations (p 2SB72 3S1 24X 

Flche 50-275, 84/07/20, 8408010275 


V Operator Examinations 


0400070479 Discusses telcun betuean J Tinlin i J Elm re arrangements 
for administration of written oral exams for senior 
reactor operators on 04O910-2E Uicense applications should 
be submitted at least 60 days pi lor to exam 

PATE.n J Region 5< Office of Director 04/OB/O2 SCHUVLER, vl Q 
Pacific Gas 6 Electric Co 4pp 25941 206 24X 

riche 50-275. 84/00/02. 0408070479 


ODCKET 50-276 GEORGIA TECH RESEARCH REACTOR 


P Operating license stage documents t correspondence 


0408010239 Requests application for amend executed per 

10CFH50 30(a)-(c) 6 »nfo showing all parts of Section 6 I of 
Tech Specs being fulfilled before action can he taken on 
840524 request for dismantling facilities 

THONAS.C 0 Standard! xa t ion tt Special Projects Dranch 84/07/23 
KARAH, R A Georgia Institute of Technology, Atlanta, OA 3pp 
25872 339 24X Fiche 50-160,84/07/23.0408010239 


docket 50-277 FEACN BOTTOM ATOMIC POWER STATION, UNIT 2 


F Security, medical, emergency 8, fire protection plans 


0407160090 Foruards public version of revised emergency plan 
implementing procedures, Incl ud mg EP-103 re alert response, 
EP-104 re site emergency response, EP-103 re general 
emergency response It EP-201 re technical support ctr 
DALTROFF. S L Philadelphia Electric Co 03/08/29 MURLCY. T E 
Region i. Office of Director 4pp 23623 065 24X 

Ptche 50-277.03/08/29.0407160090 


—0407160091 Public version of revised emergency plan implementing 
procedui es, Inc lu-ding EP-103 re alert response, EP-104 re site 
emergency response, EP-105 re general emergency response S, 

EP-201 re support ctr 

* Philadelphia Electric Co 03/00/01 04pp 23623 060 24X 

Fiche 30-277. 03/00/29, 0407 1 60090 


8408060352 Notification of Significant Licensee Meeting 84-66 on 840731 
ui/util in King of Prussia, PA to discuss results of recent 
eocurity insp 

0AlLEy,R J Region I, Office of Director 04/07/23 Region 1, 
Office of Director 2pp 25937 346 24X Fiche 50-277.04/07/23, 

0408060352 


0408150409 Forwards IE Safeguards Insp Repts 50-277/04-19 6 
30-279/84-10 on 840625-29 6 0711 Violations identified 
Confirms 040731 enforcement conference in Region I ofc 
map details withheld (ref 10CFR2 790 J. /3 21) 

MARTIN, T T Division of Engineering 6 Technical Programs 04/07/23 
OALTROrF.S L Philadelphia Electric Co 2pp 26077 001 24X 

Fiche 50-277,04/07/25,9408150409 


— B4O01SO424 IE Safeguards Insp Repts 50-277/04-19 6 30-270/04-10 on 
940625-29 tt 0711 Violation noted failure to have watchman 
controlling access it to notify Commission of change of 
BocuTlty program Safofloard* info deleted irof I0CFR2 790) 

HAILEY, R J , SMITH, 0 C , Ol/NLAP, U M Region 1, Office of Director 
G4/07/2S I7pp 26077 303 24X Flche 50-277,04/07/25. 

8408130409 


8400230290 Requests discussion of Lancaster County deficiencies h 
corrective actions by 940831, per review of FEMA final 
emergency preparedness exorcise rept of 031116 joint 
exercise of state of local plans for TMI-I 

HURLEY, T C Region 1, Office of Director 84/00/13 DALTROFF, S U 
Philadelphia Electric Co 2pp 26213 257 24X 

Flche 30-277, 84/08/13. □408230290 


0409210399 Clarifies 930916 Itr re location of alternative control 
stations, implications of extensive circuit isolation 
performed at HPCI alternative control stations for 
alternative safe shutdown & concept of fire safe relays 
DOVER, V 8 Philadelphia Electric Co 04/00/16 EISENHUT, P G 
Division of Licensing 3pp 26100 266 24X Flche 30-277, 84/00/16, 

8400210389 


P, Operating license stage documents 6 correspondence 


0406220100 Requests notiPicatlon of analyses utlUiing methodology not 
previeusly approved In NUREG-0661, "Mark I Containment 
Long-Term Program" In determining need for logic changes 
niVENQARK, G W Operating Reactors Dranch 2 04/06/11 BAUER, E 0 

Philadelphia Electric Co 3pp 23100 343 24X 

Fiche 50-277,04/06/11.0406220100 
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0400060321 Responds to Generic Ltr 04-09 rt recombiner c^pabllitij 
rBq,u» rementfi of 10CFR50 44 TaciliCi^ Conplles u/technical 
enteric^ established in Generic Ltr 84-09 Recombincr 
capability not rec^Liired 

D/4LTRaFFi S L Philadelphia Electric Co 84/07/31 ElSENHUT,DO 

Division of- Licensing 3pp 25936 331 24X Fit-he 50-277.84/07/31, 

0400060321 


040813036) Fqt wards B3O603 t 0426 con espondence from State of PA. Dept 
of Environ Resources, c hang mg Dec temp confidence limit in 
Special Condition 9B of ET5 App D. Item 7 4 2 D 2 from 1 S F 
to 4 F 

WrULSEY.WD Philadelphia Cioctnc Co 84/00/03 DENTGM, H R KfRC 
- No Detailed Affiliation Given 3pp 26010 U5 24X 
Ficha 50-277,04/08/03,8400130361 


8400220527 Forwards Amends )02 t 104 to Licenses DPR-44 & DPR~56, 
respectively & safety evaluation Amends revise Tech Specs 
to implement requirements of App I to IOCFR90 *a to revise 
environ monitoring programs 

GEARS. 0 0 Operating Reactors Oranch 4 04/08/03 DAUER. E 0 

Philadelphia Electric Co 5PP 26210 001 24X 

Fiche 50-277.84/00/03,0408220327 


—8400220530 Amends 102 h 104 to Licenses DPR-44 U DPR-56. re spec t Ivel y. 
revising Tech Specs to implement requirements of App I to 
10CFR50 revising environ monitoring programs Tech Specs 
enc 1 

STOLZ, J F Operating Reactors Branch 4 84/00/03 I75pp 

26210 006 24X Fiche 50-277. 84/08/03, 8408220527 


— 0409220531 Safety evaluation supporting Amends 102 104 to Licenses 

Dpn-44 0Pn-S6, raspec 1 1 ve 1 y 

« Office of Nuclear Reactor Regulation, Director 84/00/03 0pp 
26210 173 24X Fiche 50-277, 04/08/03. 8400220537 


--8307010039 "Radiological Effluent Tech Spec Implementation (A-2), 
Peach Bottom Atomic Power Station l/nits 2 (c 3,“ technical 
evaluation rept 

FERNANDEZ. C Franklin Ins ti tute/FrankUn Research Center 
NRC-03-BI-I30 TER-C 5506- 108/ 109 03/06/29 CONGEL, F . WILLIS, C 

NRC - No Detailed Affiliation Given 32pp 26210 IBl 24X 
Fiche 50-277. 84/00/03, 0400220527 


S4O0O7OHO Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OLa L holders of CPs re availability of 
Suppl 1 to N(JnEG-0933, "Pr lor i fel lation of Generic Safety 
Issues Sve list one 1 

ElBENHUTiD G Division of Licensing 64/08/06 Consolidated 
Edison Co of New York, Inc iBpp 26129 230 24X 

Fiche 30-000. 04/00/06. 0400070110 


8400230097 Forwards diaft Industry Degraded Core Rulemaking Program 
Technical Rept 23 1. "Seouoyah Nuclear Plant Containment 
Analysis." for Meeting 3D Rept inconsistent w/four end 
repts previously sent 

FONTANA.M M Technology for Energy Corp 04/00/07 DENTON, HR , 
CASCi £ Office of Nuclear Reactor Regulation, Director HOUSTON, R 
NRC - No Detailed Affiliation Given 2pp 26234 001 24X 

Fiche 90-000.04/00/07,0400230097 


— 0408230113 Draft "Evaluation of Containment Bypass I Failure to 
Isolate 8eq,u«neos for Industry Degraded Core Rulemaking 
Program Ref Plants. " technical rept 

e Industry Degraded Core Rulemaking Program ♦» Fauske 8< 
Associates, Inc FAl/84-9 DRFT 84/07/31 114pp 26234 231 

34X Fiche 90-000.04/09/07.0400230097 


— 0400230131 Draft. "Peach Bottom Atomic Power Station Integrated 
Containment Analysis," technical rept 

# Industry Degraded Core Rulemaking Program 84/08/07 75pp 
26235 269 24X Fiche 90-000. 84/08/07. 8408230097 


8400210309 Clarifies 830916 Jtr re location of alternative control 
s tatl onsi imp I Icat ions of extensive circuit isolation 
performed at HPCI alternative control stations for 
alternative safe shutdown f< concept of fire safe relays 
DOYCR.V’ S Philadelphia Electric Co B4/O0/16 EISENHUT.P 0 
Division of Licensing 5pp 26180 266 24X Fiche 50-277,04/08/16, 

8400210389 


0400230105 Requests extension of final submittal date for response to 
Generic Ltr 04-15. until 841101 Extension required to allpw 
collection & assessment of diesel testing data td develop 
action plan 

C0DNEY, M J Philadelphia Electric Co 84/00/16 ElgENHUT. D G 
Division of Licensing ip 26209 301 a4X Fiche 50-277.84/00/16. 
8408230185 


8408200275 Generic Ltr 84-20 to all licensees of operating reactors U 
applicants for OLs re echeduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Sve list end 

EISENHUT. D G Division of Licensing 84/08/20 Consolidated 
Edison Co of New York, Inc l7pp 26276 244 24X 

Fichc SO-OOO, 84/08/20. 8400200275 


Q Inspection reports. lE Bulletins S. correspondence 


8408090036 Forwards IE Insp Repts 50-277/84-14 t 50-270/84-12 on 
840907-1) «< notice of violation 

MARTIN. T T Division of Engineering L Technical programs 04/07/10 
DALTRQFF.S L PMUdelphia Electric Co 2pp 25992 310 24X 

Fiche 50-277,84/07/18.8408090036 


— 8408090039 Notice of violation from msp on 840507-11 

* Region 1. Office of Director 84/07/18 2pp 25992 312 24X 

Fiche 50-277. S4 /07/ 1 6, 84 08090036 


—0408090031 IE rnsp Repts 50-277/84-14 6 50-278/94-12 on 040907-11 
Noncomp i 1 ance noted failure to establish corrective measures 
for conditions adverse to quality re mechancial outdoor 
storage area 

EAPEN. P K . PRBLL*J A , GODV, A T Region 1. Office of Director 
84/06/26 lOpp 25992 314 24X Fiche 50-277, 04/07/ 1 0. 8400090036 


8408060352 Notification of Significant Licensee Meeting 84-66 on 040731 
w/util in King of Prussla.PA to discuss results of recent 
security insp 

BAILEY, R J Region 1. OffUe of Director 04/07/25 Region 1, 
Office of Director 2pp 25937 346 24X Fiche 50-377,04/07/25. 

8400060352 


0400150409 Forwards IE Safeguards Insp Repts SO-277/04-l? & 
50-270/04-10 on 840629-29 & 0711 Violations identified 
Confirms 840731 enforcement conference in Region 2 ofc 
Insp details withheld (ref IGCFRa 790 73 21 ) 

MARTIN. T T Division of Engineering & Technical Programs 04/07/25 
DALTflOFF. S L Philadelphia Electric Co 2pp S6077 301 24X 

Fiche 50-277, 04/07/23.8408190409 


— 840B1S0424 IE Bafeguards Insp Repts 90-277/04-19 b 50-278/84-10 on 
840625-S9 b 0711 Violation noted failure to hove watchman 
controlling access 8. to notify Commission of change of 
security program Safeguards info deleted iref lOCFRS 790) 

DAILEY. R J . SMITH. 0 C , DUNLAP, V M Region 1. Office of Director 
84/07/25 I7pp 26077 303 24X Fiche 90-277.04/07/25, 

8408150409 


8408150233 Forwards IE Insp Repts 50-277/84-20 b 50-870/04-16 on 
040606-0715 b notice Of vlolatiofi 

STARQSTECKlr R Division of Project b Resident Programs 04/07/26 
DALTROFF. a U Philadelphia Electric Co 2pp 26073 332 24 X 

Fiche 50-277.84/07/26,8400190233 


—8400190236 Notice of Violation front insp on 840607-0715 

a Region 1. Office or Director 84/07/26 2pp 26073 334 24X 

Fiche 50-277.04/07/26,8408150233 


—0408150244 lE Insp Repts 50-277/04-20 b 50-270/84-16 on 840607-0715 
Noncomp 1 aance noted failure to maintain access to fire 
extinguisher, up-to-date control drauilngs b up-to-date 
procedures In technical support c tr 

BLQUOH, A R . WILLIAMS. J H , MEYER. 0 W Region J, Office of 
Director 04/07/25 I2pp 26073 336 24X Fiche 90-277, B4/07/26. 

8400190233 


8407250229 IE Info Notice 04-97* "Operating Experience re Molature 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plant* " Sve list enci 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response IPost 630103) 04/07/27 Consolidated Edison Co of New 

York. Inc ll9pp 25865 047 a4X Fiche 90-000. 84/07/27. 8407250229 


8400230130 Forwards IE Insp Rept 90-277/84-10 on 840618-21 b notice 
of violation 

martin, T T Division qf Engineering b Technical Programs 84/08/03 
DALTRaFF.fi L Philadelphia Electric Co 2pp 26214 149 24X 

Fielje 50-277,84/00/03,0408230130 


—0408230133 Notice of violation from Insp on 840618-21 

* Region 1, Office of Director 04/07/23 Ip 26214 147 24X 

Fiche 50-277. 94/00/03. 0408230130 


—0400230136 IE Insip Rept 50-277/84-21 on 840618-13 Violations noted 
failure to train health physics technician* b provide 
specific radiological exposure controls on radiation work 
permit 

D ICEHOUSE. H J , DRAOOUN. T F . fiHANDAKV. M M Region 1. Office of 
Director 04/87/23 9pp 26214' 148 24X Fiche 50-277.84/00/03. 

0406230130 
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8408010333 IE Info Notice '’Deliberate C ircu^v'enting of Station 

Health Physics procedures ‘ Sve list end 

JORDAN> E L Division of Emergencg Preparedness i, Engineering 
Response (Post 030103) 04/00/0^ Consolidated Edison Co of New 

York. Inc 05pp 2*060 001 24X Ficho 50*000.84/00/06*6408010333 


8406010337 IE Info Notice 04-60* "'Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Bve list end 
JORDAN. E L Division of Emergency Preparedness «• Engineering 
Response (Post 630103) 04/08/06 Consolidated Edison Co of Mow 

VOTk* Inc )23pp 26067 13B 24X Flcho 50-000.84/00/06,0409010337 


8408070120 IE Info Notice 04-61* "Overexposure of Diver in PUR 
Refueling Cavity " Sve list end 

JORDAN* E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 04/00/08 Consolidated Edison Co of Mew 

York, Inq 120pp 26124 110 24X F i c he 50-000,84/00/08,6400070120 


04OB23OO7O Ac k receipt of 04071B payment of »30,000 for tlvil penalties 
noted in rJRC 040616 Ur Corrective actions uiiU be enaminod 
during future insps 

AXELRAD.JA Enfortement Staff 84/06/09 DOVER, V PhiJadclphla 
Electric Co Ip 26233 271 24X Fiche 50-277*04/08/09.8408230070 


8406070376 IE Info Notice 04-62* "Therapy (1i sadmlnls trati ens to 
Patients Undergoing Co-60 Teletherapy Treatments Sve 
list end 

0RAC£*J N Division of QA* Safeguards U Inspection Programs (Post 
030103) 64/O0/iO Consolidated Edison Cq of New York, Inc 

125pp 26130 001 24X Fiche 50-000,04/08/10*8400070376 


8408100009 IE Info Netice 04-63* "Defective RHR Replacement Piping " 
Sve list end 

JORDAN.E L Division of Emergency Preparedness Engineering 
Response (Post 8301031 04/08/13 Consolidated Edison Co of New 

York, Inc n9pp 26197 210 a4X Fiche 30-000,64/00/13*8406100009 


8400100030 IE Info Notice 04-64, '*BUR HPC t Initiation Soal-In I, 
Indication " Sve list encl 

JORDAN, E L Division of Emergency Preparedness e< Engineering 
Response (Post 030103) 04/00/10 Canso) idated Edison Co of New 

York* Inc 104pp 26193 093 24X Fiche 50-000, 04/00/13* 8400100030 


8408100021 IE Info Notice 84-65, "Underrated Fuses Which May Adversely 
Affect Operation af Essential Electrical Equipment " Sve 
list end 

JORDAN* E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 04/00/16 Consolidated Edison Co of New 

York* Inc UBpp 26190 001 24X riche 50-000,84/09/16,8400100021 


8408310004 Supple response to IE Bulletin 03-07. "Apparently Fraudulent 
Products add by Ray Miller* Inc " Concerns in bulletin not 
applicable to facilities 

COONEY* M J Philadelphia Electric Co 84/08/16 HURLEY, T E 
Region i, Office of Director 2p p 26323 279 24X 

Fiche 50-277*04/00/16*8400310004 


6408100055 IE Info Notice 04-66* "Undetected Unava i Ubi 1 1 tij of 
Turbine-Driven Auxiliary Feedwater Train " Sve list encl 
JORDAN* E L Division of Emergency Preparedness S* Engineering 
Response (Post 830103) 04/00/17 Consolidated Edison Co of Now 

York* Inc I20pp 26276 001 24X Fi che 50-000, 84/08/17. 0408100055 


8408140206 IE Info Notice 04-67, "Recent Gnubber Inservice Testing W/ 
High Failure Rates " 0vc list encl 

J0RDAN*E U Division of Emergoncy Preparedness & Engineorlno 
Response (Post 030103) 04/00/17 Cansolldated Edison Co of Now 

York* Inc 122pp 26276 122 24X Flcha 50-000,04/08/17*8408140208 


8408310142 IE Info Notice 84-60, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves “ 8vc list encl 
JORDAN, E L Division of Emergency Preparedness Ik Engineering 
Response (Post 030103) 84/00/21 Consolidated Edison Co of New 

York, Inc IlSpp 26329 000 24X Fiche 50-000, 84/00/21* 04002101 42 


R Periodic oparating reports ^ related correspondence 


B Reportable occurrences* LERs i* related correepondonto 


84D824D34Q Part 21 rept re presence of LoctitB-242 in CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported on 940413 New thread locking devices investigated 
SHERWOOD, G G General Electric Co 04/04/13 DEYDUNO, R C 
Director's Office, Office of Inspection and Enforcement 3pp 
26222 256 24 X Fiche 50-000,84/04/13,0409240340 


0408090535 LER 04-012-00 on 840638, w/unl t in cold shutdown for 
r efue 1 Ing, survell lance testing discovered inoperable 
horisuntal fire damper in cable spreading room Caused by 
missing spring closure device W/B40/27 Itr 

CLARK* B L . LOGUE. R H Philadelphia Electric Co 04/07/27 4pp 
2 5975 3 0 6 24 X Fiche 50-277* 84/07/27. 940900053*1 


8408000533 LER 04-010-01 on 040607. w/unl t shutdown for refueling 8< 
major mod outage* through-wa 1 1 crack discovered in loop A 
jet pump instrumentation penetration reducer to safe-end 
weld Caused by I06CC W/a40730 Itr 

CLARK.D L * LOGUE.R H Philadelphia Electric Co 94/07/30 4pp 
2597 5 302 24 X Fiche 50-277, 04/07/30. 0400000533 


0408130601 LER 84-011-01 on 840608, ac etyl one leak occurred during 
drywell preheat welding Caused b-y leak where hose crimped 
to std screw connection Personnel evacuated & addl 
ventilation used to expol gas W/940B06 Itr 

CLARK. B L , LOQUE* R H Philadelphia Electric Co 84/00/06 4pp 
26030 356 24X Fiche 50-2/7*84/08/06,9400130601 


9400270107 LER 04-014-00 on 040716, cont inuouB firewatch removed Prom 
cabla spreading room ui/o realliing that firewatch still 
needed due to out-of-s\c Cardox sys Condition discovered & 
firewatch reestablished on 040719 W/040817 Itr 

CLARK, B L . ULLRICH*N T Philadelphia Electric Co 84/08/17 4pp 
26297 274 24X Fiche 50-2/7.84/08/17,0409290107 


9400310196 Part Si rept re tor us-to-reac tor bldg vacuum breakers Meme 
of 040020 telcon reporting equipment quality 8< separation of 
controls to butterfly valves encl OE lacks technical info to 
adequately evaluate condition 

VILLA. R General Electric Co 04/09/21 ROBOI.C E Director 'a 
Office, Office of Inspection and Enforcement 3pp 26318 327 S4X 
Fiche 50-000, 04/08/21, 0400310166 


DOCKET 50-270 PEACH BOTTOM ATOrilC POWER GTATION, UNIT 3 


F Security, medical, emergency & fire protection plana 


0407160090 Forwarda public version of revised emergency plan 
Implementing procodui es. Inc I ud Ing EP-103 re alert response. 
EP-104 re site emergency response* EP-los re general 
emergency rosponsD 6 EP-aOl re technical support ctr 
DALTRDFF. S L Philadelphia Electric Co 03/0Q/29 HURLEY. T E 
Region 1* Office of Director 4pp 25623 065 24X 

Fiche 50-277,03/08/29,040/160090 


— 0407160091 Public version of revised emergency plan implomentlnfl 
procoduros, Includ ing EP-103 re alert response, EP-104 re site 
emergency response* EP-105 re goneral emergency response it 
EP-201 re support ctr 

» Philadelphia Electric Co 03/00/01 04pp 25623 068 a4X 
Fiche 50-377*03/08/29.040/160090 


8400060352 Ncitlficatlon of Significant Licensee Meeting 84-66 on 840731 
(o/uttl in King of Prussla,PA to discuss results of recent 
security insp 

DAILEY* R J Region 1* Office of Director 04/O7/S5 Region 1, 
Office of Director 2pp 25937 346 24X Fiche 50-277*84/07/35, 

Q4O0Q6O352 


0400 1 50409 Forwards IE Safeguards Insp Ropts 50-277/84-19 I, 
50-270/04-10 on 040629-29 6 0711 Violations Identified 
Confirms 040731 enforcement conference in Region I ofc 
Insp details withheld (ref 10CPR2 790 i* 73 21 ) 

MARTIN* T T Division of Engineering !< Technical Programs 04/07/25 
DALTBOFF.S L Philadelphia Electric Co 2pp 26077 301 24X 

Fiche 50-277,04/07/25*8400150409 


840B510546 Forwards "Envirnn Radiation Monitoring Program, 1983" 

6 "Regional Radiological Environ Monitoring Program, 1993 " 

WILLSEYiWD Philadelphia Electric Co 84/08/09 DEY0UN(9, R C — 8408150424 IE Safeguards Insp Ropts 50-277/84-19 U 90-270/04-10 on 

Director's Office, Office gf Inspection and Enforcement Ip 040625-29 it 0711 Violation noted failure to have watchman 

26109 ODl 24X Fiche 90-171,04/09 / 09.94082109 46 controlling access $* to notify Commission of change of 

security program Safeguards info deleted (ref 10CFR2 790) 

DAILEY. R J , KEIMIO, R R Region 1, Office of Director 04/07/25 

—0400210549 "Environ Radiation Monitoring Program, 1903 " *7pP ^^077 303 24X Fiche 50-277,04/07/25,0400150409 

* Chemical Haste Management, Inc 41 03/12/31 124pp 

26105 OOa 24X Fiche 50-17^,04/09/0910400210346 


8408210555 "Regional Radiological Environ Jlonitoring Program, 1903 " 
* Teledyne Isotopes 19 Q3/fcB/3l ia9pp 26105 126 &4X 

Fiche SO-i 71. 04/06/09* 0408210546 
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0400230290 Requests disrussion of Lancaster County detic i enc 1 e-s ft 
corrective actions by 64O031>per revieiu of FEMA final 
emergency preparedness exercise rept of 03M16 joint 
exercise oF state of local plans for TMI-l 

KUHLE'/, T e Region l« Office of Director 84/00/13 DALTROFF, S L 
Philadelphia Electric Co 2pp 26213 257 24X 

riche 50-277,84/00/13.8408230390 


B4OS2IO309 Clarifies 830916 1 tr re location of alternative control 
stations, i/np 1 icat 1 ons of extensive circuit isolation 
perforraed at HPCl alternative control stations for 
alternative safe shutdouin h concept of fire safe relays 
DOVER. V S Philadelphia Electric Co 04/08/16 EI8ENHUT. P 0 
Division of Licensing 5pp 26180 366 34X Flchc 30-277.84/08/16. 

8408210389 


P Operating license stage documents & correspondence 


84D622010O Requests notification of analyses utilizing (nethodo logy not 
previously approved in NUREO-0661. "Mark J Containment 
Long-Term Program" in determining need for logic changes 
RIVENQARK.G Ul Operating Reactors Qranch 2 84/06/11 DAUER.E Q 

Philadelphia Electric Co 3pp 25100 343 24X 

riche SO-S??. 84/06/1 1. 8406220100 


8408060321 Responds to Generic Ltr 84-09 re recomblner capability 
requirements of 10CFR50 44 Facility complies u/technical 
criteria established in Generic Ltr 04-09 Recombiner 
capability not required 

DALTROFF. 5 L Philadelphia Electric Co 04/07/31 EI8ENHUT.D 0 
Division of Licensing 3pp 23926 331 24X Fiche 30-277.84/07/31. 

0408060321 


640B070303 Forwards Rev 1 to GE Rppt MAR 84-27. '’Residual Stress 
Analysis of Poach Oottom. Unit 3 Jet Pump Instrumentation 
Nozzle K'eld Overlay " Rept withheld Cref 10CFn2 790) 

DALTROFFi S L Philadelphia Electric Co 04/08/03 EISENHUT.DO 

Division of Licensing 2pp 25947 222 24X Fiche 30-270.84/00/03. 

8408070303 


0408130361 Forwards 830603 & 0426 correspondence from State of PA. Dept 
of Environ Resources, chang ing Dec temp confidence limit in 
Special Condition 9B of ET5 App D. Item 7 4 2 D 2 from 1 3 F 
to 4 F 

WILLSCY. W B Philadelphia Electric Co 84/00/03 DENTON. H H NRC 
- No Detailed Affiliation Given 3pp 26010 115 24X 

Fiche 50-277184/08/03.8408130361 


B4O022O5S7 Forwards Amends 103 fc 104 to Licenses DPR-44 it DPR-56. 
respectively t safety evaluation Amends revise Tech Specs 
to implement requirements of App I to 10CFR50 4. to revise 
environ monitoring programs 

GEARS. 0 E Operating Reactors Branch 4 84/08/03 DAUER.E O 

Philadelphia Electric Co 5PP 36210 001 24X 

Fiche 50-277. 84/00/03. 8408220527 


— 8408220530 Amends 102 t 104 to Licenses DPR-44 it DPR-56. re spec tlve ly. 
revising Tech Specs to implement requirements of App I to 
10CFR5Q it revising environ monitoring programs Tech Specs 
end 

8T0LZ. J F Operating Reactors Branch 4 84/00/03 179pp 

26310 006 24X Fiche 50-277. B4/08/03. 0400220537 


— 8400220531 Bafety evaluation supporting Amends 102 104 to Licenses 

DPR-44 it DPR-56. respective ly 

» Office of Nuclear Reactor Regulation. Director 84/08/03 8pp 
26310 173 24X Fiche, 50-277. 04/08/03. 8400220527 


— 8307010039 "Radiological Effluent Tech Spec Implementation <A-2), 
Peach Bottom Atomic Power Station Units 2 & 3. technical 
evaluation rept 

FERNANDEZ. C Franklin Inst i tute/Frankl In Research Center 
NRC-03-81-130 TER-C3506-10S/109 03/06/29 CONGEL.F i WILLIS. C 

NRC - No Detailed Affiliation Given 32pp 26210 IBl »4X 
Fiche 50-277.04/00/03,8409220537 


0400070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for OLs 4. holders of CPs re availability of 
Suppl 1 to NUREO-0933. "Pri or i ti zati on of Generic Safety 
Issues " Sve list end 

EI8ENHUT. D 0 Division of Licensing 84/08/06 Consolidated 
Edison Co of New York. Inc IBpf 26129 230 24X 

Fiche 50-000,04/00/06,8408070110 


0400210237 Formards notice of consideration of issuance of amend to 
License DPR-56 6 proposed N8HC determination it opportunity 
for hearing on 040530 application re increased core flow 
region rated throughout Cycle 6 Encls in Central Files 
GEARS. 0 Operating Reactors Branch 4 84/00/06 BAUER. E O 

Philadelphia Electric Co 3pp 26107 349 24X 

Fiche 50-270,04/00/06.0400210237 


6408230097 Forwards draft Industry Degraded Core Rulemaking Program 
Technical Rept 23 1, "Sequoyah Nuclear Plant Containment 
Analysis." for Meeting 31} Rept inconsistent w/four end 
repts previously sent 

FONTANA. M H Technology fur Energy Corp 04/08/07 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 26234 001 
34X Fiche 50-000.84/08/07.8408230097 


— 8400230112 Draft "Evaluation of Containment Bypass & Failure to 
Isolate Sequences for Industry Degraded Core Rulemaking 
Program Ref plants." technical rept 

< Industry Degraded Core Rulemaking Program FAl/84-9 DRFT 
04/O7/3J il4pp 36234 233 24X Fiche 50-000,84/08/07. 

8408330097 


— 0408230131 Draft. "Peach Bottom Atomic Power Btatlon Integrated 
Containment Analysis. " technical rept 

« Industry Degraded Core Rulemaking Program 04/08/07 75pp 
26235 269 24X Fiche 30-000,84/00/07.8408230097 


8408310389 Clarifies 830916 ltr re location of alternative control 
stations. Imp 1 Icatlans of extensive circuit isolation 
performed at HPCI alternative control stations for 
alternative safe shutdown ^ concept of fire safe relays 
BQYERiV S Philadelphia Electric Co 04/08/16 EI8ENKUT.F 0 
Diviitim of Licensing 3pp 26100 266 24X Fiche 30-277.84/00/16. 

0408210389 


0408230185 Requests extension of final submittal date for response to 
Generic Ltr 64-iS. until 841101 Extension required to allow 
collection assessment of diesel testing data & to develop 
action plan 

COONEY, N J Philadelphia Electric Co 84/08/16 EIBENHUT. D G 
Division of Licensing Ip 26209 30| 24X Fiche S0~g77i 04/09/16. 

0400230183 


840BS00275 Generic Ltr 84-20 to all licensees of operating reactors 1. 
applicants for OLs re scheduling guiefance for licensee 
submittals of reloads that Involve unreviewed safety 
questions 8vc list end 

ElSENKUTiD 0 Division of Licensing 84/08/20 Consolidated 
Edison Co of New York» Inc I7pp 26276 S44 24X 

Fiche. 50-000. 04/00/20. 0400200275 


0408280272 Forwards application for amend to License DPR-56. revising 
040530 application re operation w/increased core flows to 
provide addl Info re 0WR thermal hydraulic stability 
requested by NRC 

BRADLEY. £ J Philadelphia Electric C« 84/08/24 DENTON. N R 
Office of Nuclear Reoctor Regulation, Director Jp 26274 310 24X 

Fiche' 50-270, 84/00/24. 0400280272 


— 8408280273 Application for amend to License DPR-56. re vi sing 640530 
application re operation w/increased core flows to provide 
addl Info re BUR thermal hydraulic stability requested by 
NRC 

BRADLEY. E J Philadelphia Electric Co 04/00/24 DENTON, H R 
Office of Nuclear Reactor Regulation. Director Ip 26274 311 
24X Fiche 50-278,84/00/24,8408280272 


— 6408280278 Proposed Tech Specs. 4l lowing operation w/lncreased core 
flows 

e Philadelphia Electric Co 84/08/34 7pp 26274 318 24X 

Fiche 50-278.04/08/24.0408800272 


0 Inspection reports. 1£ Bulletins & correspondence 


B4O0O9OO36 Forwards IE Insp Repts 50-277/04-14 it 50-279/04-12 on 
040307-11 L notice of violation 

MARTIN. T T Division of Engineering 6 Technical pragram* 04/07/tS 
DALTROFF, S L Philadelphia Electric Co 2pp 25992 310, 24X 

Fiche 90-277 . 84/07/10. 0408090036 


— 9408090039 Notice of violation from insp on 840507-11 

« Region 1. Office of Director 84/07/18 2pp 25992 3i2 24X 

Fiche 30-277,84/07/18.0408090036 


—0408090031 IE Insp Repts 30-277/04-14 4. 50-870/84-12 on 040307-U 
Noncomp 1 iance npted failure ta establish corrective measures 
for eanditions adverse to quality re mechancial outdoor 
storage area 

EAPEN. P. K . PRELL. J A . GOOY. A T Region 1, Office of Director 
84/06/26 lOpp 25992 314 24X Fl c he 50-277. 84/07/ 10, 8406090036 


8406060332 Notification of Significant Licensee Meeting 84-66 on 840731 
w/util in King of Prussia. PA to discuss results of recent 
security insp 

BAlLEY.n J Region I, Office of Director 04/07/23 Reglnn 1. 
Office of Director 2pp 25937 346 a4X Rich# 50-277, 04 /07/25, 
0400060332 
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B40B150409 PorujardB IE Sa^?9Udrd5 Inap Repts SO-277y8<l-l9 fc 
50-a7B/e4-iO on B40ib25-29 8. 0711 Violations identified 
Confirms B40731 enf o-rcenert conference »n Region i ofc 
iDBp details withheld ^ref lOCFRa 790 «< 73 21) 

MARTIN, T T Division of Engineering L Technical Programs 64/07725 
OALTHOFF,g L Philadelphia Electric Co 2pp 26077 301 24X 

Fiche 30-277*04/07/25.8403150409 


— B<l0ei50424 [£ Gafeg^aT'ds Inap ftepts 50-277/B4-’l? fc» 50-270/84-10 on 
B4C625-29 & 07J i Violation noted failure to have uatchman 
controlling access & to notify Comniission of change of 
security program Safeguards info deleted fref 10CFR2 790) 

DAILEV*fl J , srlITH,0 C . DUNLAP. J « Region 1, Office of Director 
04/07/25 i7pp 26077 303 24X Flche 30-277,04/07/35, 

B40ai5040¥ 


B4O01SO233 Foruards lE Insp Repfcs 50-377/84-20 4« 5O-27D/04-16 on 
040603-0715 &[ notice of violation 

STAR03TECKI , R Division of Project & Resident Programs 64/07/26- 
DALTRCFF, S L Philadelphia Electric Co 2p p 26073333 24X 

Flche 50-277,34/07/26,6400150233 


— 8400130236 Notice of violation from insp on 640607-07J5 

« Region ), Office of Director 04/07/26 app 26073 334 24X 

Fiche 30-277,04/07/26,8408150233 


—0408130244 IE Insp Repts 50-277/B4-20 & 50-278/84-16 on 840607-0713 
Noncamp 1 iance noted failure to maintain access to fire 
e )c t in g ui sher I up- 1 n -dat e control drawings &, up-to-date 
procedures in technical support ctr 

OLQUOH, A R , NlLLlAhS,.J H , NEVER > Q \4 Region 1* Office of 
Director 64/07/25 I2pp 26073 336 24X Fiche 30-277,84/07/26, 

84001 S0233 


6407250229 lE Info Notice 04-57* ''Operating Experience re Moisture 
Intrusion in Sa fetg-Re lat ed Electrical Equipment at 
Commercial Power Plants '' Svc list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 64/07/27 Consolidated Edison Co- of Ne<ii 

Vork, Inc n9pp 25B65 047 24X F i c he 50-000* 84/07/27, 0407250229 


6408010333 IE Info Notice 84-59, ''Deliberate C 1 rcumventin? of Station 
Health Physics Procedures " Svc list eticl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 04/00/06 Consolidated Edison Co of Keu 

York, Inc SSpp 26068 001 24X Fiche 50-000, 84/08/06* 8408010333 


B4QG010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc list end 
JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 84/09/06 Consolidated Edison Co of Neu 

York, Inc I23pp 26067 158 24X Fiche 50-000.84/08/06,8408010337 


B409230070 Ac k receipt of 640716 payment of 430,000 for civil penalties 
noted in NRC 840618 I tr Corrective actions uiJl be examined 
during future Insps 

AXELRAD, J A Enforcement Staff 84/08/09 DOVER. V Philadelphia 
Electric Co ip 26233 271 24X Fiche 50-277*84/08/09,8408230070 


0408070376 IE Info Notice 04-62, "Therapy MI sadmin 1 s trat ions to 
Patients Undergoing Ca-60 Teletherapy Treatments " Svc 
list enc 1 

GRACE. J N Division of QA* Safeguards ^ Inspection Programs (Post 
030103) 04/08/10 Consol Idated Edison Co of New York* Inc 

129pp 26130001 24X Fiche 50-000.04/08/10,0406070376 


8400100009 IE Info Notice 94-631 "Defective RHR Replacement Piping " 
Svc list and 

JDRDANi B L Division of Emergency Preparedness it Engineering 
Response (Post 8301031 84/00/13 Consolidated Edison Co of New 

York* Inc U9pp 26197 210 24X Ftche 50-000,84/09/13.8408100009 


8408100038 IE Infe Notice 04-64, "BWR HPCI Initiation Beal-In it 
Indication " Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/0B/15 Consolidated Edison Co of New 

York, Inc I04pp 26198 093 24X Fiche 50-000.84/08/15,8400100038 


3408100021 IE Info Notice 04-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " 6vc 
list end 

JORDAN. E L Dlvisian of Emergency Preparedness << Engineering 
Response (Post 030103) 04/08/16 Consolidated Edison Co of New 

York. Inc llOpp 26198001 24X Fiche 50-000,84/08/16,6409100021 


6408310004 8uppls response to lE Bulletin 83-07* "Appar entlg Fraudulent 
Products Bold b-y Ray MtJlerrJnc " Concerns In bulletin not 
applicable to facilities 

COONEY* fl J Philadelphia Electric Co B4/0g/l6 MUR LEY, T E 

Regipn 1, Office of Director 2pp 26323 279 24X 

Fiche 50-277*84/06/16,0408310004 


B40B100055 IE Info Notice 84-66, “Undetected Unavailability of 
Turb ine-Dr 1 ven Auxiliary Feedwater Tram '* Svc list enc 1 
JORDAN, E L Division of Emergency Preparedncsi 8< Engineering 
Response (Post 030103) 84/08/17 Consolidated Edison Co of Neu 

York. Inc 120pp 26276 001 24K Fiche 50-000.64/08/17,0408100053 

0408140208 IE Info Notice 04-67, "Recent Snubber Inservlce Testing W/ 
High Failure Rates " Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 04/06/17 Consolidated Edison Co of Neu 

York, Inc I22pp 26276 122 24X Fiche SO-000. 04/08/ 17, B40Q14020B 


8408210142 IE Info Notice G4-68, "Potential Deficiency m Improperly 
Rated Field Hiring to Solenoid Valves " Svc list end 
JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 030103) 04/09/21 Consolidated Edison Co of New 

York, Inc llSpP 26329 008 24X Fiche 50-000,84/08/21,8406210142 


0400070120 IE Info Notice 84-61, "Overexposure of Diver in PWR 
Refueling Cavity " Svc list end 

JORDAN, E L Division of Emergency Prcpai edness i> Engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co of New 

York, Inc 120pp 26129 I 10 24X Fiche 50-000,84/06/08,8408070120 


R Periodic operating reports & related correspondence 


0406210546 Forwards "Environ Radiation Monitoring Program, 1983" 

& "Regional Radiological Environ Monitoring Program, 1983 " 
WILLSEV.W B Philadelphia Electric Co B4/O0/O9 DEVDUNG, R C 
Director's Office, Office of Inspection and Enforcement Ip 
26185 001 24X Fiche 50-171.04/08/09,0400210546 


— B4O021O549 "Environ Radiation Monitoring Program, 1903 " 

e Chemical Haste Management, Inc 41 83/12/31 i24pp 

261S9 002 24X Fiche 30-171,04/00/09,8400210546 


—8408210555 "Regional Radiological Environ Monitoring Program, 1903 " 
a Teledyne Isotopes 19 83/12/31 129pp 26105 126 24X 

Fiche 50-171,04/06/09,8408210546 


6 Reportable occurrences, LERs & related correspondence 


0408240340 Part 21 rept re presence of Loctite-242 in CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported on 040413 Neu thread locking devices investigated 
SHERWOOD, O 0 Genera) Eioctrlc Co 04/04/13 DEYDUNO. R C 
Director's Office, Office of Inspection and Enforcement 3pp 
26222 256 24X Fiche 50-000,84/04/13,0406240340 


0408100040 RO MM-3-01 on e4062'2 b 25, moisture sensors in recirculation 
sys moisture aionitorlng sys functlcncd improperly Cause 
unknown Drywell sump collection sys monitored hourly until 
next outage 

* Philadelphia Electric Co 04/07/23 MURLEY, T E Region 1, 
Office of Director 3pp 25990 073 24X fiche 50-270,84/07/23. 

8406100048 


8400240203 PNQ- I -04 -071 on 940821, reae tor automatically scrammed due tP 
low water level caused by feedwater control sys failure 
8cram resulted in primary containment Isolation sys Group 1 
Isolation & tripped recirculation pumps 

0ALL0,R Region 1, Office of Director B4/O0/21 Ip 26223 196 
24X Fiche 50-278*04/08/21,8408240283 


B4093101B6 Part 21 rept re toru s-to-roac tor bldg vacuum breakers Memo 
of 040920 telcon reporting equipment quality it separation of 
controls to butterfly valves end GE lacks technical info to 
adequately evaluate condition 

VILLA.R, General Electric Co 84/08/21 RQSSl.C C Director's 
□fflco. Office of Inspection and Enforcement 3pp 26310 327 24X 

Fiche 50-000,04/00/21,0400310186 


DOCKET 50-200 8URRY POWER STATION. UNIT i 


F Security, medical, emergency fire protection plans 


8408310069 Confirms 040524 vxslt to Region to discuss access control at 
facilities 

LEWI8,B C Region 2, Office of Director 84/03/22 STEWART, W L 
Virginia Electric S< Power Co Ip 26333 342 24X 

Fiche 30-000, 84/05/22, 04003 J 0069 


0408310401 Forwards summary of 840524 meeting re security interface 
activities Meeting baneflcial provided better 
understanding between security staffs 

LEWIS, R C Region 2. Office of Director B4/06/06 STEWART, H L 
Virginia Electric it Power Co 4pp 2633 3 311 24X 

Fiche 50-000, 04/06/06. 8408310401 
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0408300^33 Torujards Corrmonuea I th of VA response? to comments it proposed 
corrective actions in repli/ to TEhA ropt of 031001 
full-scale emorgoncij exercise 

DANCL^H C Region 2- Office of Director 84/06/26 STEWAFT<W t. 
Virginia Electric K Pouier Co Ip 26314 308 24X 

Fiche 50-280. 04/06/26. 8408300433 


B40B170232 Revised emergency plan implementing procedures! Inc ludlng 
EPlP-a 03 re repts to offsite agenc 1 es. EPrP-3 01 re callout 
(If emergeneg response personnel & EPlP-5 01 re transport of 
contaminated injured personnel W/840813 Itr 

STEWART- W L Virginia Electric t Power Co 84/08/13 O^REILLT.J P 
Region 2. Office of Director I2pp 261 18 077 24X 

Pi Che 50-280. 04/08/13. S40B1 70222 


8400020132 Rev 
MlLUen.H L . 
84/06/28 0 

25890 109 i 


ised emergeneg plan W/040727 It? 

GRADV. W D , STEWART. W L Virginia Electric 
REILLV. J P Region 2. Office pf Director 
24X Ficte 50-280. 04/06/20, 8400020132 


8* power 
276PP 


Co 


B4O0O7OO39 Poriuards replacement pages to control mom design review 
program plan Adoption of Wes t inghouse Owners Group emergency 
response guidelines as basts for task analysis it 
ver 1 f 1 cat 1 on ^vai idat 1 on sections principal changes 
STEWART. W L Virginia Electric ^ Power Co 04/07/27 DENTON. H R 
Office of Nuclear Reactor Regulation. Director ElSHNHUT. D 0 
Division of Lirensing 0pp 25949 201 24X Fiche 50-000,84/07/27, 

0400070039 


8408270443 Ack receipt of B40720 Itr informing NRC of steps taken to 
correct Violations noted in Insp Repta 50-281/04-15 8c 
50-201/04-15 

DANCE. H C Division of Project fc Resident Programs 84/07/Pl 
STCWART. W L Virginia Electric it Power Co Ip 26257 107 24X 

Fiche 50-200.04/07/31.0408270443 


— 8400270448 Responds to NRC 840620 Itr re violations noted in Insp Repts 
50-200/84-15 A 50-281/04-15 Corrective actions smoke it 
heat dptector periodic tests changed to include up to date 
testing techniques using heat gun test gas 
STEWART. W L Virginia Electric it Power Co 84/07/20 
□ ‘'REIULV. J P Region 2. Office of Director 5pp 26257 183 24X 

Flcho 50-200, 84/07/31. 0400270443 


--8408270452 Forwards Inap Repts 50-280/84-15 «, 50-201/B4-15 on 
040401-0505 6 notice of violation 

DANCE, H C Division of Project f< Resident Programs 04/06/20 
STEWART. W L Virginia Electric t< Power Co 2pp 26257 i'93 24X 

F i q h 0 50-200, 84/07/3 1 . 0408270443 


— B40S2704S4 Notice of violation from insp on 040401-0505 

♦ Region 2, Office of Director 04/06/20 2pp 26257 195 24X 

richo 50-200.84/07/31,0408270443 


P Operating licence stage documents 6 correspondence 


B40S300369 Confirms 840301 tel con w/HC Dance re 040510 mg t meeting in 
Region tl ofc to discuss or g am i at i otta 1 structure 
UEWIS.R C Region 2. Office of Director 84/05/07 STEWART, W L 
Virginia Electric it Power Co !p 26308 230 24X 

Fiche 50-000. B4/05/07. 8408300369 


0400010161 Notification of 840727 meeting w/utll at site to discuss 
questions re control of heavy loads <Nulti-Plant Action 
C-15> 

NEIOHEIQRS. D Operating Reactors Oranch 1 84/07/20 VAROA, 8 A 

Operating Reactors Dranch I 2pp 25873 304 24X 

Fiche 50-200.84/07/20.8406010161 


0409160039 Advises that upgraded In-core thermocouple sys schedule will 
be completed by 1986 refueling outage, per 840221 commitment 
(( will meet requirements of NUREO-0737, item II F 2 
STEWART, W L Virginia Electric it Power Co 84/08/01 DENTON. H R 
Office of Nuclear Reactor Regulation. Director EI5ENHUT. D Q 
Division of Licensing ip 26092 052 24X Fiche 50-200,84/00/01, 

0409160039 


0408130985 Notifies that any permanent changes to new fuel container 
lifting rig will he made per ANSI N14 6-197B requirements & 
NunEO-06 1 3 

STEWART, W L Virginia Electric 6 Power Co 84/00/03 DENTON. H R 
Office of Nuclear Reactor Regulation. Director EI6ENRVT, D Q 
Division of Licensing ip 26031 399 24X Fiche 90-200, 84/00/03. 

04OD 130385 


0403070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re availability of 
Suppl 1 to NUREG-0933i "Pr lor i ti lation of Generic Safety 
Isttues “ Sve list enci 

EI0ENHUT. D Q Division of Licensing 04/00/06 Consolidated 
Edison Co of New York, Inc iSpp 26189 230 24X 

Fiche 50-000,84/08/06. 6400070110 


—0408270436 Inap Repts 50-200/84-15 8< 50-201/04-15 oi> 840401-0905 
Violation noted prouedgres for testing certain components 
not adequate it fire protection program implementing 
procedures not properly followed 

DURKE. D J , DAVIS. M J . MTERS. 0 0 Region 2. Office of Director 
04/06/19 Spp 26S97 197 24 X Fiche 50-200.04/07/31,0408270443 


8400310060 Advises that 040412 rev to emergency plan consistent w/ 
provisions of 10CFH50 47(b> 6 requirements of App E 
DANCE, H C Region S. Off ice of Director 04/00/01 STEWART, N L 
Virginia Electric U Power Co 2pp 26334 356 24X 

Fiche 50-280,04/08/01,0408310060 


0408100090 Revs to radiation emergency plan W/04OSO3 ltr 

STEWART, W 1. Virginia Electric t Power Co 84/07/19 Q'flEILLV, J P 
Region 2. Office of Director 70pp 25990 200 24X 

Flcho 50-280.04/00/03,0408100098 


0400300429 Ack receipt of 840705 ltr re emergency exercise scheduled 
for plant during Sept 1904 Scenario t. controller messages 
will be reviewed when received 

dance, H C Region a. Office of Director 84/OS/OD STEWART, W L 
Virginia Electric it Power Co ip 26314 330 24X 

Fiche 90-200, 04/08/00. 0400300429 


8400210132 Forwards Generic Ltr B4-IS response schedule. 1 1 st Ing 
040920 090131 as projected dates Justification for 

extension of responses included 

STEWART. W L Virginia Electric h Power Co 04/03/16 DENTON. H R 
Office of Nuclear Reactor Regulation, Director EISENHUT. D G 
Division of Licensing 3pp 26101 348 24X Fiche 50-000. 04/00/1 6. 

8408210132 


0408240280 Forwards response to 040606 request for add] info. to 
complete review of util 63120? request for relief from ASME 
Section Xt re nonregendrative HX Integrally welded support 
One overs lie drawing end Aperture card in PDR 

STEWART, W L Virginia Electric & Power Co 84/0S/17 DENTON. H R 
□ fflce of Nuclear Reactor Regulation, Director VARGA, 8 A 
Operating Reactors Branch 1 4pp 26227 227 24X 

Flcho 50-20 0,04/08/17.3400240200 


8400200279 Oonerlc Ltr 04*^20 to all licensees of operating reactors tc 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
queetions 8vc list oncl 

EISENHUT, D G Dlvlelon of Licensing 84/00/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 50-000, B4/08/20. S408200275 


I 


8400200307 Advises that program plan for conducting detailed control 
room design review meats intent of Suppl I to NUnEG-0737 
Listed areas should he described in summary rept expected 
Q3QQ3Q 

VARGA, S A Licensing Branch I 04/00/10 STEWART. W L Virginia 
Electric ?< Power Co 2pp 26}4l 215 24X Fiche SO-GOOt 04/00/10, 

8400200307 


8408160406 Forwards revised emergency plan implementing procedures. 
Including EPIP-a 03 re repts to offsite agenc 1 e», EPiP-3 01 
re callout of emergency response personnel EPlP-5 01 re 
transpor tation of contaminated injured personnel W/o enc 1 
STEWART, W L Virginia Electric ti Power Co 84/00/13 O'REILLY. J P 
Region 2, Office of Director 2pp 26092 179 24X 

riche 50-200,04/08/1310408160406 


Q Inspection reports, IE Dulletlns & correspondence 


8408010164 EN-04-049 on 840730. notl ce of violation 8c proposed 
imposition of civil penalties In amount of S40r000 will be 
issued to licensee Action involves failure to adequately 
implement sve life monitoring program for snubbers 

KLINGLCR.G . AXEURAD. J Director's Office, Office of Inspection and 
Enforcement 84/07/25 Ip, 23055 305 24X Fiche 50-200.84/07/25, 

0400010164 


0407250229 IE Info Notice 04-57. "Operating Experience re Moisture 
Intrusion in Safe fcy-Related Electrical Equipment at 
Commercial Power Plants Sve list end 

JOROANfE L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 04/07/27 Consolidated Edison Co of New 

York. Inc 119pp 25869 047 24X Fiche 50-000,84/07/27,8407230829 
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13408020041 Forwards insp fees far Surry Pouipr Btatioi) t Nort-h Anna. Unit 
1 for Mar 1933 ~ Mar 1«?B4 h North Anna.Un.lt 2 for 
Apr 1983 - Apr 1984 

STEWART. In) L Virginia Electric & Power Co 04/07/27 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 25880 304 24X 

Fic/ie 50-000.84/07/27.0400020041 


840B070337 Discusses IE insp on 840320-23 «. forwards notice of 
violation U proposed imposition of civiJ penalty 

O'REILLY.d P Region 2. Office of Director 84/07/ao STEWART. W L 
Virginia Electric «< Power Co 4pp 25944 l&J 24K 
Fiche 50-280. 84/07/30, 0400070357 


8408100038 IC Info Notice 84-64. "DWR HPt I Initiation 5eal-In ^ 
Indication “ Svc list end 

■JORDAN. E L Division of Emergency Preparedness Ertg i noer i ng 
Response (Post 030103) 04/00/15 Consolidated Edison Co of New 

York, Inc I04pp 26193 093 a4X Fiche 50-000.04/08/15.8408100030 


0400100021 IE Info Notice 04-65. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDAN. E L Division of Emergency Preparedness !< Engineering 
Response (Post 030103) 04/08/16 Consolidated Edison Co of New 

Yorlo Inc UBpp 26198 001 24X Fiche 30-000.04/08/16.8408100021 


— B40B070360 Notice of violation ^ proposed imposition of civil penalty 
in amount of *40.000 Violation noted svc life commencement 
date for snubbers incorrect saf'Tty-rel a ted snubbers not 
reviewed, per Tech Epees 

O'REILLY, J P Region 2. Office of Director 84/07/31 2pp 
25944 163 24X Fiche 30-280,84/07/31.0403070337 


B40B270443 Ack receipt of 040720 I tr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-231/84-15 & 

30-201/04-15 

DANCE, H C Division of Project U Resident Programs 04/07/31 
STEWART, W L Virginia Electric h Power Co ip 26237 107 24X 

Ficfie 50-280,34/07/31.3403270443 


— G40B27O448 Responds to NRC B406SO Itr re violations noted in Insp Repts 
30-280/84-15 U 30-291/84-15 Corrective act Ians smoke & 
heat detector periodic tests changed to indutie up to date 
testing techniques using heat gun test gas 
STEWART. WL Virginia Electric It Power Co 04/'0//20 
O'REILLY, j p Region 2, Office of Director 5pp 26237 18 b 24X 

Flcho 30-200.84/07/31.0408270443 


0400100035 IE Info Notice Q4-66. "Undetected Unavailability of 
Turb sne-Dr i van Auxiliary Fe-edwator Tram " Svc list enc 1 
JORDAN. E L Division of Emergency Prcpai edness Ic Engineering 
Response (Post 830103) 04/00/17 Consolidated Edison Co of New 

York. Iitc l20pp 26276 001 24X Fiche 30-000.04/00/17,0400100055 


0408140208 IE Info Notice 84-67. "Recent Snubber Insorvico Testing W/ 
High Failure Ratos " Svc list enci 

JORDAN. E L Division of Emergen-cy Pi eparedness Engineering 
Response (Post 030103) 04/03/17 Consolidated Edison Co of New 

York. Inc I22pp 26276 122 24X Fiche 50-000.04/00/17,8400140200 


B40B210142 IE Info Notice 84-60. "Potential Deficiency in Impropai lu 
Rated Field Wiring to Solenoid Valves " Svc list end 
JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 84/00/21 Consolidated Edison Co of New 

York. Inc ll5pp 26329 000 24X Fiche 50-000.04/08/21,8400210142 


R Periodic operating reports 6 related correspondence 


— 8408270452 Forwards Insp Repts 50-280/84-15 t 30-281/04-15 rn 
840401-0506 ti notice of violatloni 

DANCE, H C Division of Project It Resident Proorans 84/06/20 
STEWART, M L Virginia Electric & Power Co 2pp 26237 193 24X 

Fiche 50 -280. 84 /07/3 1 , 04082704 43 


“-04OB27O454 Notice of violation froin insp on 840401-0303 

* Region 2, Office of Director 84/06/20 2pp 26237 193 24X 

Fiche 50-200,84/07/31.8400270443 


— 8400270456 Insp Repts 50-280/84-15 i» 50-281/84-15 on 840401-0303 
Violation noted procedures for testing certain components 
not adequate t five protection program impleinentltig 
procedures not jiroperly fallowed 

BURKE, D J , DAVISiM J , MYER8. D 0 Region 2, Office of Director 
84/06/19. Spp 26257 197 24X Fi che. 50-280, 84/07/31, 8408270443 


0408200150 Responds to lE Bulletin 84-02, "Failures of OE Type HFA 
Relays in Use in Class IE Safety Sgs ” All OE Type ITA 
relays in safety-relat«d applications will be replaced 
STEWART, W L Virginia Electric b Power Co 04/07/31 O'RElLLy, J P 
Region 2, Office of Director 4pp 26239 082 24x 

Fiche 30-000.84/07/31.8406280150 


8408010333 IE Info Notice 84-59, "DeUlierate Circumventing of Btatlo-n 
Health Physics Procedures " 8vc list end 

JORDAN, E L Division of Efliergency Preparedness & engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co of New 

York. Inc I22pp 26068 001 24^ Fiche 50-000,84/00/06.8400010333 


8409010337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc list end 
JORDANjE L Division of Emergency Preparedness, b Engineering 
Response (Post 830103 ) 84/08/06 Consolidated Edison Co of New 

York. Inc I23pp 26067 158 24X Fieha 50-000,84/08/06.6408010337 


8408320171 Monthly operating repts for Jul 1984 W/Q4O013 Itr 

JDNE*J, V H , Stewart, W L Virginia Electric f< F'ower Co 04/07/31 
DEEGEiM R Office of Resource Management, Dlroctor 40pn 
26180 132 24X Ficho 50-280,84/07/31,0400220171 


8 Reportable occurrences. LFRs C< related correspondence 


0408010036 Forwards LERs 84-01 6-00, 84-017-00 6 03-014/01X-1 

KAUN0ER8irt F Virginia Electric «< Power Co 04/07/19 Rocord 
Services Branch (Document Control Desk) Ip 23866 268 24X 

Fiche 30-200.04/07/19,0408010056 


8408010060 LCR 84-016-00 on 04061 9, automali c reactor trip resulted from 
exceeding 10,4 power on two of four nuclear power channels, 

Nl 44 5< Nl 41 1 w/%ur(i ine unlatched Caused by Isolation valve 
malfunction due to tiroken gear pin 

BAUNDERB. R F Virginia Electric t< power Co 84/07/17 3pp 
25066 269 24X Flcho 50-200,04/07/19.8400010036 


—8408010069 LER 64-017-00 on 840620. quadrant power tilt greater than 2/. 
existed longer than 24 h duo to control rod U -6 slicking at 
56 step position Cause not determinad Extensive monitoring 
being performed until cause determined 

SAUNDERS. R F Virginia Electric It Power Co 04/07/17 4pp 
23066 272 S4X Fiche 30-200, 84/0// 19. 8400010036 


—8400010076 Updated LER 03-OM/OlX-l on 030309, during rofue 1 i ng, abnormal 
degradation of fuel rods observed Caused by primary 
hydrl d 1 ng, weld defec ts, s tr ess-r elated defects & tleliris 
induced fi etting Mfg process analytic in progress 
SAUNDHRSiR F Virginia Electric h Power Co 04/07/17 Spp 
25066 276 a4X Fiche 30-200, 04/07/19, 8400010036 


V Operator Eiamlnations 


8408070120 IE Ipfa Notice fl4-6Ji "Overexposure of Diver In PWR 
Refueling Cavity " Svc Ust end 

JORDAN, E L Division of Emargency Preparednes s t< Eng i near Ing 

S'l.'OB'Oa Crn.Ql.d.t.d E<ll«n Co Of N<u 

York, Inc I20pp 26129 118 a4X Fiche 50-000,04/00/00,8408070120 


I'L Ml.,dn.lr.<.tr.Udn. to 
Patients Undergoing Co-60 TeUthorapy Treatments " Svc 
list ancl 

» In.p.etlon Program, (Po.t 
Edi.oa Co of Mau voMi, Inc 
i25pp 26100 001 24X Fiche 50-000,04/08/10,8409070376 


8,OeiOOOO» Not.c, B4-43, "D.t.cnv. RHR R.placoc.nt Piping ” 

.o Prep«ra.(n»»» k engln»»rlng 

tJr no Con.oiidat., Ed, .on Co of N.u 

orJf, Inc n9pp 26197 218 24X Fiche 5 D-OOOi 84/08/ 13, 84 08 100009 


8409070409 Forwards hot license simulator reactor startup certification 
program, per NUREO-0094 Program Umits student to instructor 
ratio to four-io-ono, conforming to INPO (9uit)e 02-003 W/o 
one! 

STEWART. W L Virginia Electric b Power Co 04/06/06 
PERBENSKY.J J NRC - No Dotallod Affiliation Oivon 2pp 
25940 347 24X Fiche 30-000,84/06/06,8400070409 


V Dry Cask Independent Spent Fuel Storage Insiallatlons 


8400240009 Summary of 040010 meeting w/ut 11 . Doch bo 1 6 SAl in Silver 
Bprlng^MD re dry cask spent fuel etorago application 
Meeting agenda L attendees list enrl 

RDDERTGfJ P Advanced Fuel & Bpent Fuel Licensing Branch. 04/OS/2O 
nOUBE. L C Advanced Fuel it Spent Fuel Licensing Branch 4pp 
26232 333 24X Fiche 30-200,84/08/20,8408240009 
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DOCKET 50-2Q1 SUftftY POWER STATION, UNIT 2 


P Securtti^, iricdical< etjvergonty t fifs? protection plan$ 


0400310069 Confirms 840524 visit to Region to disco&s access control at 
f ac 1 1 i t ] es 

LEWIS, R C Region 2. Office of Diiector 04/05/22 STEWART, W L 
Virginia Electric & Pouer Co Ip 26333 342 24X 

Fichc 50^000, 84/05/22, 0400310069 


0408310401 Foruards suminarg of B40524 mooting re securitg interface 
activities Meeting hcneficiai ft provided bcttei 
understanding hetu;een security staffs 

LEWie, R C Region 2 , Office of Director 84/06/06 STEWART, w L 
Virginia Electric tt Potuer Co 4pp 26333 311 243{ 

Fiche 50-000,04/06/06,8408310401 


0408300433 Forujards Commanuea 1 th of VA response to coenments h proposed 
corrective actions in reply to FEMA rept of 831001 
full-scale emergency exercise 

OANCErH C Region 2, Office of Director 04/06/26 STEWART. W L 
Virginia Electric tc Pouior Co Ip 26314 300 24X 

Fiche 50-280.84/06/26.0408300433 


8408020132 Revised emergency plan W/040727 Itr 

MILLER. H L . QRAOy, W O , STCWART, W L Virginia Electric t. Power Co 
84/06/20 O'rEILLV'V P Region 2 , Office of Director 276pp 
83090 109 24X Fluhe 30-200, 84/06/80, 0408020132 


Q40B070039 Forwards replacement pages to control room design review 
program plan Adoption of Westinghousc Owners Group emergency 
response guidelines as basis for task analysis & 
verif irat i on/val idation sections principal changes 
8 TEWART,g L Virginia Electric & Power Co 04/07/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EIBENHDT, D O 
Division of Licensing 0 pp 25949 281 24X Fiche 50-000,04/07/27, 

0408070039 


6400270443 Ac k receipt of 840720 Itr informing NRC of stops taken to 
correct violations noted in Insp Repts 50-201/84-15 It 
50-281/84-15 

DANCE, H C Division of Project it Resident Programs 04/07/31 
STEWART, W L Virginia Electric t* Power Co ip 26SS7 187 S4X 
Ficho 30-200,04/07/31,0400270443 


— 0400270440 Responds to NRC 840620 Itr re violations noted in Insp Repts 
50-200/84-13 l< 50-28 1 / 04 - 1 5 Corrective actions smoke 8 < 
heat detector periodic tests changed to include up to date 
testing techniques using heat gun tost gas 
STEWART. W L Virginia Electric t* Power Co 84/07/20 
O'REILLY, J P Region 2, Office of Director 5pp 26257 ioa 24X 
Fiche 50-280,04/07/31,0400270443 


—0400270452 Forwards Insp Repts 50-280/84-15 50-201/04-15 on 

040401-0505 h notice of violation 

DANCE, H C Division of Project & Resident Programs 04/06/20 
BTEWART,W L Virginia Elet-kric 8 , Power Co 2 pp 26237 193 24X 

Fiche 50-200. 04/07/31. 0408270443 


— &40B270434 Notice of violation from insp on 840401-0505 

# Region 2, Office of Director 04/06/20 2pp 26257 195 24X 

Fiche 50-200, 04/07/31, 04OBS7O443 


—8400270456 Insp Repts 50-280/84-15 V 50-201/04-15 op 040401-0305 
Violation noted procedures for testing certain components 
not adequate tc fire protection program implementing 
procedures not properly followed 

DURKE, D J Region 2, Office of Director ELROD.B Division of 
Project S< Resident Programs 84/06/19 5pp 26237 197 24X 

Fiche 30-200. 84/07/31 , 0408270443 


8400310060 Advises that 840412 rev to emergency plan consistent uj/ 
provisions of iOCFRSO 47(hJ t requirements of App E 
DANCE, H C Region 2, Office of Director 84/00/01 6 TEWART 1 (4 L 
Virginia Electric ti Power Co 2pp 26334 356 24X 

Fiche 50-280. 04 /OB/0 1 , 04003 1 0060 


0400100090 Revs tg radiation emergency plan W/840803 Itr 

0TEWART, W L Virginia Electric & Power Co 04/07/19 O'RElLLVr J P 
Region 2, Office of Director 70pp 23990 200 24X 

Fiche 50-Sa0, 04/08/03, 8400100090 


0408300429 Ack receipt of 040705 Itr re emergency exercise scheduled 
for plant during Sept 1984 Scenario & controller messages 
will be reviewed when received 

DANCE. H C Region 2, Office of Director 04/00/00 STEWART, W L 
Virginia Electric U Power Co ip 26314 330 24X 

Fiche 50-200, 04/00/00, B40B300429 


0408200307 Advises that program plan for conducting detailed cnntral 
room design review neats intent of BuppJ 1 to NUReo-0737 
Listed areas should be described in summary rept expected 
050030 

VARGA, S A Licensing Branch 1 84/00/10 STEWART, WL Virginia 

Eiectrlc t Fewer Co 2 pp 26141 2J5 24X Fiche 50-000.04/00/10, 

0408200307 


6408160406 Forwards revised emergency plan implementing procedures, 
including EPIP -2 03 re repts to offsite ag enc i es , EPiP-3 01 
re callout of emergency response personnel 6 EPlP -5 01 re 
transportation of contaminated injured personnel W/o end 
STEWART, W L Virginia Electric & Power Co 84/00/13 □'REILUY. J P 
Region 2 , Office of Director 2pp 26092 179 24X 

Fiche 50-280,04/00/13.8400160406 


8408170222 Revised emergency plan implementing procedures, i nc 1 udlng 
EPlP'-2 03 TO repts to offsite ag enc i e a, Ep IJ>-3 01 re callout 
of emergency response personnel & EPIP-S 01 re transport of 
contaminated injured personnel W/840013 Itr 

STEWART, W L Virginia Electric «< Power Co 04/00/13 O'REILLY, V P 
Region 2 , Office of Director 12pp 26116 077 24X 

Fiche 30-280,04/00/13,8408170222 


P Operating license stage documents 6 correspondence 


B4O03OD369 Confirms 040501 telcon w/HC Dance re 040510 mgt meeting In 
Region II ofc to discuss organ izational structure 
LEWIS. R C Region 2. Office of Director 84/05/07 STEWART, W L 
Virginia Electric U Power Co Ip 26308 230 24X 

Fiche 50-000,84/05/07,0400300369 


840BO10161 Notification of 040727 meeting w/uttl at site to discuss 
questions re control of heavy loads (Multi-Plant Action 
C-JSl 

NEIGMSORS, D Operating Reactors Branch 1 04/07/20 VARDA,® A 

Operating Reactors Branch 1 2pp 25673 304 24X 

Fiche 50-280.84/07/20,8400010161 


0409160039 Advises that upgraded In-core thermocouple sys schedule will 
be completed by 1906 refueling outage, per 040321 commitment 
& will meet requirements of NVREG-0737* Item IF F 2 
STEWART, W L Virginia Electric & Power €0 84/06/01 DENTON, « R 

Office of Nuclear Reactor Regulation, Director El SENROT, D 0 
Division of Licensing Ip 26093 052 24X Fiche 50-200,04/08/01. 

6408160039 


64O013O5B5 Notifies that any permanent changes to neu fuel container 
lifting rig will be made per ANSI N14 6-1976 requirements St 
NUREO-0612 

STEWART. W L Virginia Electric t PoweP Go. 04/00/03 DENTON, H R 
Office of Nuclear Reactor Regulation. Director EIBENHWT. O 0 
Division of Licensing Ip 26031 359 24X Fiche 50-200,84/06/03, 

0408130569 


0400070110 Generic Ltr 84-19 feo all licensees of operating reactors, 
applicants for OLs & holders of Cps re availability of 
Suppi 1 to NWRiEG-0933, ‘*prlorltl lation af Generic Safety 
Issues " Sve list oncl 

EI 8 ENHUT, D G Division of Licensing 84/00/06 Consolidated 
Edison Co of New York, Inc IBpp 26129 238 24X 

Fiche. 50-000, 84/00/06.8400070110 


840B210132 Forwards Generic Ltr 84-15 response schedu le, 1 1 at Ing 
040928 L 050131 as projected dates Justification for 
extenelon of responses included 

8 TEWART.WL Virginia Electric U Power Co B4/O0/J6 DENTON, H. ft 
Office of Nuclear Reactor Regulation, Director EI 8 ENHVT, D 0 
Otvislon of Licensing 3pp 26101 340 S4X Fiche. 50-000, 84/06/16, 
0400210132 


0408240260 Forwards response to 040606 reqifest for addl info, to 
Complete review of util 83120? request for relief from ASME 
Section XI re nonrsgeneratlve HX integrally welded support 
One overslie drawing end Aperture card in FDR 

STEWART, H L Virginia Electric t* Power Co B4/O0/17 DENTON, H R 
Office ef Nuclear Reactor Regulation, Director VARGA, 0 A 
Operating Reactors Drench I 4pp 26227 227. 24X 

Ficho- 50-200, 84/00/17. 8400240260 


8408200279 Generic Ltr 04-20 to all licensees of operating reactor* it 
applicants for OLs re scheduling guidance for license* 
submittals of reloads that involve unreyleued safety 
questions 8 vc list end 

EtSENHUT.D 0 Division of Licensing 04/08/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 30-000,84/00/20,0400200275 
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a Inspection reports/ IE Bulletins I correspondence 


6408010164 EN-04-04'? on B40730i notice violation L proposed 
Imposition of civil penalties in amount of *40*000 u.i 1 1 be 
issued to licensee Action involves failure to adequately 
imp lenient svc life monl tnrinj program f&r snubbers 

KLJNGLERjO < AXELJRADrJ Director's Office. Office of Inspection and 
Enforcement 34/07/23 Ip 25053 303 24X Fsche 50-230.64/07/25. 

a4oeoioib4 


8407230229 IE Info Notice 04-57. "Dperating Eiperlence re Moisture 
IntruBion in Safety-Related Electrical Equipment at 
Commercial Pauer Plants " Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 3001031 04/07/27 Consolidated Edison Co of Neu 

York. Inc n9pp 23B65 047 24XFl5:he 30-000,84/07/27*3407230229 


640802004) Foruards insp fees for Surry Packier Station 6 North Anna* Unit 
1 for Mar 1983 - Mar 1984 «< North Anna, Unit 2 for 
Apr 1983 - Apr 1984 

STEWART. W L Virginia Electric Po-jrer Co 84/07/27 DENTON* H R 
Office of Muclear Reactor Regulation. Director Ip 23680 304 24X 

Fie he 30-000.84/07/27.8400020041 


8408070357 Discusses IE Insp on 640320-23 & forwards notice of 
Viaiation propossd imposition of civil penalty 

O'REILLY. J P Region 2, Office of Director 04/07/30 STEWART* W L 
Virginia Electric *« Power Co 4pp 25944 161 24X 

F £ c h a 30-280, 84 /07/30* 8400070337 


— 8408070360 Notice af violation S' proposed laipoaltlon of civil penalty 
In anount of *40*000 Violation noted svc life c a mmett cement 
date for snubbers incorrect Si safety-related snubbers not 
reviewed, per Tech Specs 

D'fiEILLY. JP Region 2. Office of Director 64/07/31 2pp 
23944 I6S 24X Ficfie 50-200.04/07/31,8408070357 


B40BS70443 Ac k receipt of 040720 Itr informing MRC of steps taken to 
correct violations noted in Intp Repts 5O-2B1/04-1S t* 

50-281/84-15 

DANCE*H C Division of Project 8< Resident Programs B4/07/31 
SreWART.WL Virginia Electric 6 Power Co Jp 26257 187 24X 

FI Che 50-280*04/07/3118408270443 


—8408270448 Responds to NRC 040620 Itr re violations noted In Insp Ropts 
50-2BQ/84-I5 6 30-281/84-15 Corrective actions smoke i 
heat detector periodic teets changed to include up to date 
testing techniques using heat gun tost gas 
STEHART.W L Virginia Electric & Power Co 84/07/20 
O'REILLY, J P Region 2, Office of Director Spp 26857 IBB 24X 
Flche 50-280*84/07/31.8400270443 


--8408270452 Forwards Insp Repts 50-200/84-15 & 50-2B1/04-15 on 
B4040 1-0303 6 notice of violation 

DANCEiHC Division of Project k Resident Programs 84/06/20 
3TEHART.W L Virginia Electric ti Power Co 2pp 26237 193 24X 

Flche 30-280, 04/07/3 1 , 8400270443 


— 840B270454 Notice of violation from insp on 040401-0305 

* Region 2* apfiee of Director 84/06/20 2pp 26257 195 24X 

Flche 50-280,04/07/31*84002704 43 


—0400270456 Insp Repts 50-280/04-13 k 50-281/04-15 on 840401-0503 
Violation noted procedure! for testing certain components 
not adequate k fire protection program imp I ementl ng 
procedures not properly followed 

BURKE. D J * DAVIS.N J , MVER8. D O Region 2* Office of Director 
84/06/19 5pp, 26257 197 24X Flche 50-200,84/07/31*8400270443 


0400280150 Responds to lE Bulletin 84-02, "Failures o f OE Type UFA 
Relays in Use in Class IE Safety 8ys •* All QE Type HPA 
relays in lafety-r el ated applications will b« replaced 
STEWART* W L Virginia Electric k Power Co 84/07/31 D'REILLY, J P 
Region 2. Office of Director 4pp 26239 082 24X 

Flche 50-000,04/07/31,8400280150 


84 08010333 IE Info Notice 84-39, “Deliberate Circumventing of Station 
Health Physics Procedures " Svc list and 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response fpost 03OJO3) 04/00/06 Consolidated Edison Co of New 

York* Inc i22pp 26068 001 24X F I qhe - 30-000, 04/OB/O6* 8400010333 


04080-10337 IE Info Notice 04-60, "Failure of Air Purifying Reeplrator 
Filter! to Meet Efficiency Requirement “ Svc list end 
JORDANiE L Division of Emergency Preparedness k Engineering 
Reiponee IPost 830103) 84/00/06 Como I UateiT Ed 1 son Co of New 

Yorki Inc, t23pp 26067 i50 24X Fl che 30-000, 04/08/06. 8408010337 


B40B070120 IE Info Notice B4-61, "Ov er eip osure of Divor in PUR 
Rofueling Cavity “ Svc list end 

JORDAN, E L Division of Emergency Preparedness f< Engineering 
Response (Post 030103) 94/08/00 Consolidated Edison Co of Ne-i 

York. Inc I20pp 26129 119 24 if Fiche 90-000*94/09/09*0408070121) 


8408070376 IE Info Notice 94-62* "Therapy Ml sadrnni istraii ons to 
Patients Undergoing Cci-60 Teletherapy Treatments '* Svc 
list end 

GRACE* J N Division of QA* Safeguards A Inspection Programs (Post 
830103) 84/08/10 Consolidated Edison Co of New York, Inc 

125pp 26130 001 24X Fiche 30-000,94/08/10,0408070376 


B408I00009 IE Info Ma*-ice S4-63. "Defective RHR Replacement Piping " 
Svc list enc t 

JORDAN, £ L Division of Emergency PrepaTodness k Engineering 
Response (Rest 830103) 84/08/13 Consolidated Edison Co of Nej 

York, Inc 119pp 26197 21Q 24X Fiche 50-000.94/08/13,8408100009 


B40B10003B IE Info Notice 04-64, “DWR HPCI Initiation Seol-In 6 
Indication ' Svc list enc J 

JORDAN* E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 04/08/15 Consolidated Edison Co of Neu 

York, Inc J04pp 96198 093 24X Fiche 50-000.84/00/13*8408100038 


6400100021 IE Info Notice 84-65* “Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list enc 1 

JORDAN* E L Division of Emergency Pi eparedness t Engineering 
Response (Post 830103) 84/08/16 Consolidated Edison Co of New 

York. Inc liBpp 26198 001 24X Fiche 50-000*04/08/16,8408100021 


0400100055 IE info Notice 84-66, "Undetected Unavailability of 
Turb ine— Dr i ven Auxiliary Feedwater Train “ Svc list enc I 
JORDAN* E L Division of Emergency Preparedness k Engineoring 
Response (Post 830103) 84/06/17 Consolidated Edison Co of New 

York, Inc 120pp 262/6 001 24X Fiche 50-000.84/09/17*8408100055 


0408140208 IE (nfo Notice 84-67, "Recent Snubber Inservice Testing W/ 
High Failure Rates " Svc list end 

JORDAN.E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 84/03/17 Consolidated Edison Co of New 

York. Tnc I22pp 26276 122 24X Flche 50-000,84/08/17.8408140208 


8408210142 IE Info Notice 84-68, "Potential Deficlencij in Improperly 
Rated Field 'Wiring to Solenoid Valves " Svc list end 
JORDAN.E L Division of Emergency Preparedness k Engineering 
Response {Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Int liSpp 26329 OOQ 24X Fiche 50-000*04/00/21.8408210142 


n Periodic operating reports & related correspondence 


8408220171 Monthly operating repts for Jul 1904 W/B40Bi5 Itr 

JONES, V H * STEWART. W L Virginia Electric k Power Co 84/07/31 
DEEDE, MR Office of Rea our c e Management* Director 40pp 
2610B 132 24X Flche 50-260,04/07/31,8408220171 


V Operator Exanlnations 


8408070489 Forwards hot license simulator reactor startup certification 
program.per NUREO-0094 Program limits student to instructor 
ratio to four-to-one, conforming to INPO Guide 82-005 W/o 
one I 

STEWART, W L Virginia Electric Power Co 94/06/06 
PERSENSKY, J J NRC - No Detailed Affiliation Given 2pp 
2*940 347 24X Ficho 50-000*04/06/06,8408070409 


V Dry Cask Independent Spent Fuel Storage Installations 


8408240009 Summary of 940810 meeting ui/uti 1, Dec hie 1 k 8AI in Silver 
Spring. MD re dry cask spent fuel storage application 
Meeting agenda 6 attendees list end 

ROBERTS* J P Advanced Fuel 4, Spent Fuol Licensing Branch 84/08/20 
ROUSE. L C Advanced Foe) Sc Spent Fuel Licensing Branch 4pp 
26232 339 24X Fiche 50-280* 04/00/20, 0408240009 


DOCKET 50-202 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F Security* medical* emergency I* fire protectlun plans 


B40920'0484 Grants exemptlun from certain requirements of 10CFR50*App R* 
Bubsections HI 0 S i 111 0 re reactor coolant pump lube 
oil collcctian sys Comnitment to protect redundant cabling 
expected to be completed by 841231 

MILLER. J R Operating Reactors Branch 3 04/07/31 MU8DLF* D M 

Northern States Power Co 2pp 26143 331 24X 

Flche 90-202.84/07/31.8400200484 
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— 040820048V Ljicnptton hron certain requi T ements of lOCFrtSO. App R. 
Subjections 111 G 2 III O re Fire Areas 1 ^ 71 S. reactor 
coolant pump lube oil sqg 

E1EENHUT(D G Division of Licensing 04/07/31 Northern States 

Power Cq 7pp 26143 333 24X fiche 50-* 282r 04/07/31 * 9408200404 


0400300176 Forwards Rev 7 *o "Northerti States Power Co Corporate 
Nuclear Emergency Plan ■' Rpv incljdes changes resulting from 
annual internal r evi eu>, up da te it c ei 1 1 f icat i on of emergency 
plans t agreements 

FEYi r t Northern States Pouier Co 04/00/02 Region 3, Office of 
Director 4pp 26302 i06 2411 Fiche 50-000-04/00/02,0400300176 


— 0408300100 Rev 7 to '’Northern States Power Co Corporate Nuclear 
Emergency Plan “ 

HUDSON, 0 , FEVi F L > LARSONi C E Northern States Power Co 
04/08/02 116PP 26302 1 10 24X Fiche 50-000.04/00/03, 

8400300176 


--8408300183 Revised “Radiation Environ Monitoring Plan ■* 

CLARK, B W , FEY, F L Northern States Power Co a'l/02/29 I4pp 
26302 226 24X Fiche 50-000,04/00/02.0400300176 


0408100029 Forwards IE Safeguards Insp Repts 30-282/04-10 !< 
30-306/04-09 on 040709-13 notice of none omp 1 ) ar>ce Notice 
of noncompliance withheld (ref 10CFR73 31) 

AXELSON, W L Region 3, Office of Director 04/00/03 LARSON. C E 
Northern States Power Co 2pp 23987 060 24X 

Fiche 50-202.04/00/03.3400100029 


— B40S0'^0197 Responds to NRG 040629 1 tr re violations noted in IE Insp 
Repts 30-2U2/84'04 tr 50-306/04-04 Corrective actions reactor 
coolant /ent si^s solenoid valve fuses removed U will not be 
installed until requirements met 

LARBON, C E Northern States Power Co 84/07/13 SHAFER* W D 
Region 3, Office of Director 2pp 25949 351 24X 

Fiche 5 0-28:?, 04 /07/3 1 . 0400070 1 09 


0408070401 Infoms that neu sys of ac kncwledg ing leceipt of llcen'See 
c-orraspondence re noncomp I lance found during insp 
Insti tuted. ef f ec t ive B4D820 Preprinted form will be used 
rathor than I tr* 

KEPPLER.U G Region 3, Office of Director 84/08/03 

Commonwealth Edison Co 3pp 23942 108 24X Fiche 50-000.04/08/03. 

0408070401 


0408100029 Forwards IE Safeguards Inap Repts 50-282/04-10 & 
50-306/84-09 on 040709-13 6 notice of noncomp L lance Notice 
of noncomp 1 lanc e withheld Iref 10CFH73 21 ) 

AXELSON, W L Region 3, Office of Director 04/00/03 LARSON, C E 
Northern States Power Co 2pp 25987 068 a4X 
Fiche 50-202.04/08/03,0409100029 


— 0400100037 IE Safeguards Insp Repts 50-282/84-10 6 50-3 06/B4 -09 on 
040709-13 Noncomp 1 lance noted failure to provide effective 
barrier in portion of protected area perimeter Details 
.withheld (ref 10CFR73 31) 

KNICELEV. J R , BELANGER, JL . CREED, J R Region 3, OfPtco of 
Director 84/00/03 2pp 25907 070 24X Fi che 50-282, 84/00/03, 

8400100029 


—0408100037 IE Safeguards Insp Repts 50-282/04-10 L 50-306/84-09 on 
040709-13 Noncomp 1 ianco noted failure to provide effective 
barrier in portion of protected area perimeter Details 
withheld (ref 10CFR73 21 ) 

KNICELEV, J R . DEL ANGER, J L , CREED, U R Region 3, Office of 
Director 04/00/03 2pp 25987 070 24X Fiche 50-282,04/00/03, 

8408100029 


8408310173 Ac If receip** of 840625 Rev 4 to emergency plan Next rev 
should include description of onsite U offsite environs & 
radiological monitoring drills ^ monthly communi cat ions 
check 

PAPERIELLO, C J Region 3, Office of Director 04/08/27 
LARSON, C E Northern States Power Co 2pp 2631? 141 24X 

Fiche 50-282,84/00/27,0400310173 


P Operating license stage documents f' correspondence 


8400070110 Generic Lfcr 04-19 to all licensees of operatiing reactors* 
applicants for OLs & holders of CPs re availability of 
Suppl 1 to NUREO-0933, “Pr I or 1 ti la il on of Generic Safety 
Issues " Sve list enc I 

EISENMUTiD 0 Division of Licensing 84 / 08/06 Consolidated 
Edison Co of New York, Inc JSpp 26129 230 24X 

Fiche 50-000* 04/00/06, 84000701 iO 


8400010333 IE Info Notice 84-59* '’Deliberate Circumventing of Station 
Health Physics Procudures " Sve list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 04/08/06 Cansolldatcd Edison Co of New 

York. Inc I2app 26068 001 24X Fiche SO-OOO, 84/00/06. 8400010333 


8400010337 IE Info Notice 04-60. “Failure of Air Purifying Respirator 
Filters to fleet Efficiency Requirement " Sve list end 
JORDAN, e L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 04/00/06 Consolidated Edison Co of New 

York, Inc I23pp 26067 130 24X Fiche 50-000,04/08/06.8400010337 


8400070120 IE Info Notice 04-61, "Overexposure of Diver in PUR 
Refueling Cavlti; " 8vt list end 

JORDAN. E U Division of Emergency Preparedness it Engineering 
Response (Post 83D103) 04/00/08 Cunsolldated Edison Co of New 

York. Inc 120pp 26129 tl8 24X Fiche 90-000,04/08/03,8409070120 


8408070376 IE Info Notice 04-62. "Therapy Ml sarfmi nistrati ons to 
Patients Undergoing Co-60 Telethorapy Treatments " Sve 
list encl 

ORACE.J N Division of OA, Safeguards S' Inspection Programs (Post 
830103> 04/08/10 Consolidated Edison Co of New York. Inc 

laspp 26130 001 24X Fiche 90-000,84/00/10.8408070376 


0403160482 Summary of 040724 meeting w/Nest inghousc Owners Oroup re 
upper plenum injection for two loop plants 

DIIANNI.D C Operating Reactors Branch 3 04/08/09 Operating 

Reactors Dranch 3 4pp 26100 327 24X Fiche 50-000* 84/08/09. 

8408160402 


8408100009 IE 
Sve list enc 
JORDAN, e L 
Response (Pq 
Vorlr, Inc 


Info Notice 84-63. "Defective RHR Replacement Piping ’■ 

1 

Dlvialen of Emergency Preparedness it Engineering 
St e30l03) 04/00/13 Consolidated Edison Co of New 

U9pp 26197 218 24X Fiche 30-000*84/00/13.0400100009 


8408200275 Oeneric Utr 84-20 to all licensees of operating reactors it 
applicants for DLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Sve list end 

EI8ENHUT. D Q Division of Licensing 04/00/20 Consolidated 
Edison Co of New York, Inc l7pp 262/6 244 24X 

Fiche 50-000,04/08/20,0400200275 


Q Inspection reports, lE Bulletins L correspondence 


8407250229 lE Info Notice 84-57* "Operating Experience re Moisture 
Intrusion in Saf ety-Related Electrical Equipment at 
Commercial Power Plants " Svc list end 

JORDANiE L Division of Emergency Preparedness Engineering 
Response (Post 030103) 84/07/27 Consolidated Edison Co of Now 

York, Inc il9pp 25065 047 24X Fiche 50-000,84/07/27,0407290229 


0408100038 IE Info Notice 84-64* "DNR HPCI Initiation Seal-In & 
indication " Svc list encl 

a/ORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 04/00/19 Consolidated Edisun Co of New 

York. Inc I04pp 26193 093 84X Fiche 50-000*84/00/15,8408100038 


0408100021 IE Info Notice 04-65* "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDANiE L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/00/16 Consolidated Edison Co of New 

York. Inc IlSpp 26198 001 24X Fiche 50-000*84/08/16, 8408100021 


0408100055 IE Info Notice 84-66, “Undetected Unavai lebi 1 1 ty of 
Turbine-Driven Auxiliary Feedwater Train " Svc list end 
JORDANiE L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 84/00/17 Consglldabod Edison Co of New 

York* Inc i20pp S6276 00I 24X Fiche 90-000. 84/00/17, 8408100035 


8408070109 Adc receipt of 340713 I tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 50-202/84-04 it 
90-306/84-04 Corrective actions re sys blocking it tagging 
appropriate 

8HAFER,W D Region 3. Office of Director 04/07/31 LARSON, C E 
Northern States Power Co 2pp 2594? 349 24X 

Fiche SO-282. 34/07/31. 04O8O7OI 89 

3408210142 IE Info Notice 04-63* "Potential Deficiency In Improperly 
Rated Field Miring to Solenoid Valves ” Svc list encl 
JORDAN* E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 04/08/21 ConsoUdated Edison Co. of New 

York, Inc l|5pp 26329 000 24X Fiche SO-OOO* 04/08/21* 0408210142 


0408140200 IE Info Notice 04-67, “Recent Snubber Inservice Testing M/ 
High Failure Rates " Svc list end 

JORDANiE L Division of Emergency Preparedness it Engineering 
Response (Post 030103) B4/08/17 Consolidated Edison Co of New 

York. Inc 122pp 26276 122 24X Fiche 50-000*04/08/17.8408140208 
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S Reportdbl? occurrence^. LER s related < o-rres p and enc b 


6408210398 Part 21 rept re separation of rod eye connected to piston 
rod from threaded portion of piston rod at approx 750.000 
lb stress load Caused by Insufficient matl thickness to 
Withstand faulted load hatl certification end 

KlLC-SfC R Chicago Fluid Poiuer Co S4/08fl6 Director's Office- 

Office of Inspection and Enforcement 4pp 26180 349 24)t 

Fiche 90-202.84/00/16.8400210299 


8400240238 LER G4-D29*'00 on 040710. lock out of 2RY transformer U auto- 
start of both diesel generators occurred Caused by relay 
misoperation Relay replaced 14/840017 ] tr 

HUNSTAD. A A . MUSOLF. D Northern States Pouer Co 04/08/17 3pp 
26236 251 24X Fiche 50-282.84/08/17.0408240238 


V □perator Ei amlna tions 


8400140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc- except info for examiners 
UALKERrR D Region 3. Office of Director B4/OB/iO Michigan. 
Univ of. Ann Arbor* HI Spp 26031 198 24X Fiche 50-000^ 

B4/0B/10. 0408140426 


8400230526 Advises that operator & senior operator licensitig exams 
scheduled for 841 1 13-15 Mat 1 listed In end “Ref Mail 
Requirements for Op eratar /Be n 1 or Operator Licensing Exams“ 
requested by 840913 

MALKER* R D Region 3i Office of Director 84/09/17 LARSOri.C E 
Morthern States Pouer Co Spp 26212 33B 24X 

Fiche: 5 0-S92. 84 /Oa / 1 7. 8408230 526 


B40B23O132 Informs of review of 040705 1 tr uhleh clarified 
Interpretation of on-shift training requirements Util will 
be required to provide doc umenta tion that lenlor reactor 
operator upgrade candidates comply u/llsted requirements 
WALKER. R D Region 3. Office -of Director 94/08/30 LARSON. C E 
Northern States Power Co 2pp 86209 061 24X 

Fiche SO-000. B4/09/20i B408230132 


DOCKET 50-204 iDAhK) STATE UNIV RE-SEAnCH REACTOR 


F Sacurity* medical* emergency & fire protection plans 


8405300696 Requests submittal of revised emergency p lam Inc 1 ud ing Info 
identified In encljwithln 60 dags of Itr date* based on 
review of 030914 submittal 

THOMAS* C D Btandardliatlon U Special Projects Branch 84/05/21 
KEOEL. C H rdaha State Univ * Pocatello* ID 4pp 24733 040 S4X 
Fiche 50-284*84/05/31*8405300696 


DOCKET 50-285 FORT CALHOUN STATION* UNIT 1 


F Securitgr medical* emergency b fire protectlan plans 


8400070142 Forward* request for add! info to continue review of 83102B 
submittal re safety parameter display sgs safety analysis* 
per Suppl 1 to NUREO-0737 Response requested within 60 days 
MILLER. J R Operating Reactors Branch 3 04/07/24 JONES. W C 

Omaha Public Power District 4pp 25957 134 2AX 
Fiche 50-289.84/07/24,8400070142 


P Operating license stage documents & correspondence 


8408070128 Advises that reporting requirements for Tech Spec Sections 
3 3(21e'(i) L 3 3(3>e<ll} re steam generators* satis f ied bu 
util 640619 Itr. 

ANDREMB.R L Omaha Public Power District B4/07/31 MILLER* J R 
Operating Reactors Branch 3 Ip, S5949' 276 24X 

FlcJie 30-265,84/07/31*8408070128 


8408100104 Notifies that info requested in NRC G407IJ Ur 8< during 
B40725 telcon re inadequate core cooMng instrumentation sys 
cannot be furnished until 840930 

ANDREWS, R L Omaha Public Power District 94/09/02 MILLER. tf R 
Operating Reactors Branch 3 Ip 25990 277 24X 

Fiche: 50-283* 94/08/02* 0408100104. 


S40B2003S9 Forwards Amend QS to License DPft-40 safety evaluation 
Amend adds operability U surveillance requirements for 
containment hydrogen* water tt pressure monitors 

TOUR I ON Y, E 0 Qpet;atdng Reac t^r^ Branch 3 04/09/02 JONES* W C 

Omaha Public Power District Ip 26141 220 24X 

Fiche. 50-295, 94/00/02*8406200357, 


— 8408200360 Amend 03 to License DPR-40, add i ng operability & surveillance 
requ ireoionts for containment hydrogen, wa ter 2* pressure 
niQni tors 

MILLER. J R Operating Reactors Branch 3 84/00/02 Spp 

26141 221 24X Fiche 50-295,84/08/03*0408200339 


— B4O920O361 Safety evaluation supporting Amend 02 to License DPR~40 
» Office of Nuclear Reactor Regulatiati* Director 04/09/02 4pp 
26141 226 24 X Fiche 50-205.04/08/02.8400200359 


8408070110 Generic Ltr 84-17 to all licensees of operating reactors, 
applicants for OLs L holders of CPs re availability of 
Suppl 1 to NUREO-0733- "Pr i or i 1 1 la 1 1 on of Generic Safety 
Issues " Sve list enc 1 

Er8EWHUT*D G Division of Licensing 84/00/06 Consolidated 

Edison Cd of Nqtu York, Inc IBpp 26129 239 24X 

Fiche 50-000.84/08/06*84090701 iO 


0400270244 Discusses imp 1 enen ta t ion status of toxic gas monitoring 
1 nsiTUmentation sga 9gs will be fully operable by 040930* 
based upon tine required for procedure review & approval !< 
training 

ANDREWS. R L Omaha Public Pawer District 84/08/13 MILLER. J R 
Operating Reactoro Branch 3 2pp 26239 154 24X 

Fiche 50-285,94/00/13*8409270244 


9 Inspection reports. IE Bulletins h correspondence 


940B060307 Forwards IE Insp Rept 50-2B5/84-13 on 840501-31 No 
Violations or deviations rated 

JOHNSON. £ H Region 4* Office of Director 84/06/29 J0NEB*W C 
Omaha Public Power District 2pp 25936 073 24X 

FI Che 30-295* 94/06/27, 9400060307 


— 8408060313 JE Insp Rept S0-2B5/94-13 on 040301-31 No violations or 
deviations noted Major areas inspected safety ver i Pi cat i bn* 
surveillance tes t ing . na i nt activities & followup of steam 
generator tuba failure incident 

VANDELL*L A , TOMLINSON. D P * JAUDON* J P Region 4* Office of 
Director 04/06/27 Bpp 25936 075 24X Fiche 50-203*04/06/29, 

9409060307 


B40B230461 Forwards IE Insp Rept 50-205/04-15 on 040623-27 & notice 
of violation 

HUNTER. D R Region 4, Office of Director 84/07/23 J0NE3* W C 
Omaha Public Power District 2pp 26213 123 24X 

Fiche 50-205,84/07/23*0400230461 


— 8400330463 Notice of violation from insp on 840623-27 

» Region 4, Office of Director 84/07/23 2pp 26213 123 24X 

Fiche 90-295.84/07/23*8408230461 


—0409230466 IE Insp Rept 50-205/84-13 on 940623-27 Violation noted 
failure to follow procedures rc Insp of matl received 
CALONELL.R A . flALL. R E . MARTIN* L E Region 4* Office of 

Director 04/07/23 7pp 26213 127 24X Tlche 50-295.84/07/23* 

0409230461 


0407250229 IE Info Notice B4-S7* "nporating Experience re Moisture 
Intrusion In Gaf eiyRe latod Electrical Equipment at 
Commercial Power Plants " Sve list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 030103) 84/07/27 Consolidated Edison Co of New 

York* Inc )19pp 25B65 047 24X Fiche 50-000.04/07/27*8407250229 


0408010333 ]E Info Notice 94-59, **DeliberatB Circumventing of 8tatian 
Health Physics Procedures " Gve list end 

JORDAN* E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 94/08/06 Consolidated Edison Co of New 

Verk, Inc I22pp 26069 001 24X Fiche 50-000*94/00/06*8400010333 


9400010337 IE Info Notice G4-60, “Failure of Air Purifying Respirator 
Filters to Meet EfPiciency Requirement “ 8vc list end 
JORDAN^ E L Division of Emergency Preparedness S* Engineering 
Response (Post B30103) 94/08/06 Consolidated Edison Co of Neu 

York* Inc I23pp 26067 158 24X Fiche 50-000*94/00/06.8408010337 


B4D01DOO57 Ack receipt of 040629 ltr informing NRC of steps taken td 
correct violations noted in IE Insp Rept 50-203/04-10 
HUNTER, DR Region 4* Office of Director 84/00/07 ANDREWS, R L 
Omaha Public Power District Ip 25907 059 24X 

Fiche 90-205,94/08/07.9409100037 


— 9408100062 Responds to NRC 040530 ltr re violations noted in IE Insp 
Rept 50-285/04-10 Corrective actions combined electrical/ 
mechanical/etruc lural critical quality element list will be 
issued by 840713. 

JONES, W C Onaha Public Power District 84/06/29 DENISE* R P 
Division of Resldonti Reactor Project Engineering Programs 3pp 
29997 060 24X Fiche 50-295,84/00/07.8408100057 
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840B070120 ib Info Notice 84-61- "aver e xposure of Diver in PWR 
Refueling Cavity ” Sve list encl 
JORDAN- E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/08 Consolidated Edison Co of Neu 

York, Inc laOpp 26139 118 2A)^ Tjche 50-000. 04/08/08, 84080701 20 


8408390140 Forujards reactoi* operator OKam rept on B40605-07 Rdsponse 
describing corrective actions for training prograin 
ueaknessos requested u/ithln 60 days of rept receipt 
HUNTER, 0 R Region 4. Office of Director 04/08/00 ANDREWS. R L 
Omaha Public Power District 2pp 26293 116 24X 

Fiche 50-205, 04/00/08, 8408290140 


— 8408290142 Exam rept on 040605-07 Exam results all three candidates 
failed 

MCCRDRY.S L , COOLEY, R A Region 4, Office of Director 84/08/01 
56pp 26270 ilB 24X Fiche 50-205,04/08/08,8408290140 


0408070376 |E Info Notice 84-62, '‘Therapy Nt sadmini strations to 
Patients Undergoing Co-60 Teletherapy Treatments ■’ Sve 
list one 1 

GRACE, J N Division of OA, Safeguards 6 Inspection Programs (Post 
030103) 04/00/10 Consolidated Edison Co of New York, Inc 

I23pp 26130 001 24X Fich© 50-000,84/08/10,0408070376 


0400100009 IE Info Notice 04-63, “Defective RHR Replacement Piping “ 
Bve list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/00/13 Consolidated Edison Co of New 

York, Inc 119pp 26197 218 24X Fi che 50-000, 84/00/13, 8400100009 


B4O81OOO30 IE Info Notice 84-64, “DWR HPCl Initiation Seal-In h 
Indication " Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/08/15 Consolidated Edison Co of New 

York, Inc I04pp 26198 093 24X Fiche 50-000, 84/08/1 5, 8408100038 


8408100021 IE Info Notice 04-65, “Underrated Fuses Which Way Adversely 
Affect Operation of Essential Electrical Equipment “ Sve 
list one I 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/08/16 Consolidated Edison Co of New 

York, Inc 1 ISpP 26193 001 a4X Fiche 50-000, 84/08/16, 8408100021 


8408100055 IE Info Notice 84-66, “Undetected Unavai Ubi I i ty of 
Turbine-Driven Auxiliary Feedwater Train “ Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 04/08/17 Consolidated Edison Co of New 

York, Inc I20pp 26276 001 24X Fiche 50-000,84/08/17,8408100055 


8400140308 IE Info Notice 04-67, "Recent Snubber Inservlce Testing M/ 
High Failure Rates " Sve list end 

JQRDANi E U Division of Emergency Preparedness U Engineering 
Response (Post 030103) 04/00/17 Consolidated Edison Co of New 

York, Inc i22pp 26276 122 24X Fiche 50-000,84/00/17,0400140200 


B40B210142 IE Info Notice 04-68, “Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Sve list end 
JORDAN, E L Division of Emergency Preparedness i< Engineering 
Response (Post 030103) 84/08/21 Consolidated Edison Co of Neu 

York, Inc 115pp 26329 008 24X Fiche 50-000. 04/08/21 . 8400210142 


R Periodic operating reports 6 related correspondence 


B4OB2OO309 Honthly operating rept for Jul 1904 W/B40803 1 tr 

WATTHEWB, T P , ANDREWS. R L Omaha Public Power District 04/07/31 
DEYOUNOi R C Director'e Office, Office of Inspection and 

Enforcement lOpp 26130 128 24X Fiche 50-285,04/07/31, 

B4O02OD309 


S Reportable occurrences, LERs & related correspondence 


8408060289 LER 84-009-00 on 040622, p end trat i on assemblies failed Caused 
bg brittle h cracked teflon insulation on lead wires 
Selected penetration assembliBs modified Assemblies 
remaining will be qualified by Nov 1905 W/040723 Itr 
FISICARO, J J I ANDREWS, R L Omaha Public Power District 04/07/23 
4pp 25936 048 24X Fiche 50-285,84/07/23,0400060289 


0400090401 UER 84-015-00 on 840702, load of approx 250 lbs carried bg 
polar crane over RC8 when fluid In pressuriier greater than 
235 F Procedure change made to RCS vent leak test 
instructions W/040001 Itr 

KUBEK, L r I ANDREWS, R L Omaha Public Power District 84/00/01 
3pp 25993 270 24X Fiche 50-205.04/08/01,8400090401 


B40BD9D405 iLER 84-014-00 on 040703, during weekly replacement of iodine 
collectioti cartridge on RM-O60, actuation of ventilation 
isolation actuation sys occurred No cause given RM-060 will 
be out of SVC during filter replacement W/840703 Itr 
KUSEK.L 7 , ANDREWS, R L Omaha Public power District 04/00/02 
4pp 25993 263 24X Fiche 50-265,64/00/02,0408090405 


B40B240210 LER 04-012-00 on 040717, boron concentration In safety 
injection h refueling water tank below Tech Spec limits 
Caused bg analytical error Doron c one en trat 1 un maintained at 
higher level W/a40ai6 Itr 

FLUEHR.J J , ANDREWS, R L Omaha Public Power District 8 4/00/16 

3pp 26236 3£6 24X Fiche 50-285,84/08/16,0400240230 


8400280343 LER 84-011-00 on 040720, stainless steel woven connection 
from auxiliary bldg ventilation discharge duct to 
radiation monitors ftH-061/062 found disconnected Caused by 
loose slip fit connection Connector reattached W/840019 Itr 
FUUEHR. J . ANDREWS,!? L Omaha Public Power District 04/08/19 
4pp 26202 253 24X Fi Che 50-205, 04/08/19, 0400280343 


0400280200 tER B4-Oi3-00 on 040722, trip signals received on Channels 
A t< C of thermal margln/Iow pressure reactor protective sys 
circuits Caused by noise spikes on calculators Noise 
suppressors installed W/040821 Itr 

HUE(.LeR,n J . ANDREWS, R L Omaha Public Power District 84/00/21 

3pp 26202 100 24 X Fiche 50-205,04/08/21,0408280208 


V Operator Examinations 


04OB29O14O Foruards reactor operator exam rept on 040603-07 Response 
describing corrective actions for training program 
weaknesses requested within 60 days of rept receipt 
HUNTER. D R Region 4, Office of Director 04/08/08 ANDREHS.fl L 
Ontalia Public Power District 2pp 26290 116 24X 

Fiche 30-263,84/08/08,0408290140 


—8400290142 Exam rept on 840605-07 Exam results all three candidates 
failed 

MCCRDRY.S L . COOLEY, R A Region 4, Office of Director 04/08/01 
36pp 26290 IIQ 24X Fiche 50-285,84/08/03,0400290140 


8409200075 Confirms scheduling of operator exams for 041106-09 
Submission of exam applications at least 60 days prior to< 
exam requested Ref matl & admini stratlve requirements end 
HUNTER, 0 R Region 4. Office of Director 04/00/24 ANDREWS, R L 
Omaha Public Power District 5pp 26261 210 24X 

Fiche 50-285,04/00/24.0408280075 


DOCKET 30-286 INDIAN POINT STATION, UNIT 3 


F Security, medical* emergency ti fire protection plans 


8405240290 Responds to 840424 memo for FE«A review of util request for 
delay in scheduling next full-scale emergency preparedness 
exercise at site until B41130 Delay acceptable 
KRIM(1,R Federal Emergency Management Agency 04/05/18 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Fust 830103) 8pp 24614 336 24X Fiche 30-003,04/03/10, 

0405240290 


8400090056 Clarifies addl issues raised by NRC in 040626 telcon re 
New York PINO petition to suspend OLs due to emergency 
planning inadequacies FEMA rept b State of NY response to 
FEMA 040611 Itr end 

KRlMMtR W Federal Emergency Management Agency 04/07/31 
JORDAN, E L Division of Emergency Preparedness 1« Engineering 
RespansB (Post 030103) Ip 29992 335 24X Fiche 90-247,04/07/31, 

8400090056 


— 8400090059 “Evaluation of Addl Issues Raised by NRC re New York PIRO 
Petition to Suspend Operation of Indian Point, Unite 2 fc 3 “ 

# Fedora 1 Emergency Management Agency 04/07/26 lOpp 
25992 336 24X Fiche 30-247.04/07/31,8400090056 


—0408090061 "Addl Info Obtained From NY Stats on New York P IRQ Petition 
Which Supple FEMA Rept to NRC dtd B4O6O0 “ 
a Federal Emergency Management Agency 04/07/26 0pp 
25792 346 24X Fiche 50-247. 04/07/31 . 0400090056 


8408130309 Forwards detailed control room design review program plan, 
per 040221 emergency response capability confirmatory ordsr 
Program will be complete before startup from next (Cycle 
4/5) refueling outage Bchedule for mods will be submitted 
DAYNE, J P Power Authority of the State of New York, 84/00/03 

UARDA, 5 A Operating Reactors Branch 1 Ip 26009 264 24X 

Fiche 50‘-2a6, 04/00/03* 0408130309 


--840B13O3J3 '^Detailed Control Room Design Review Program Plan 

e Power Authority of the State of New York 04/00/03 lOlpp 
26009 263 24X Fiche 30-206,04/08/03,0400130309 
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6409150230 Fortijards su pp 1 enent a 1 tnfo re seismic capability of reactor 
coolant pump ojl spillage collection bi^e V OA proQTam 
utilized for initial App R. Section III G revi eu Adds mcnls 
implemented to enhance seismic capability of collection sys 
DAYNEi J P Power Authariti| of State oF Neu Vork 84/08/13 

VARGA< S A Operating Reactors Branch 1 “l-Opp S&Ohb 005 PAX 
Fiche 5O-28i,B4/O0/!3. 84001 50230 


0406170277 Forwards info an nUPEO"0737, I tem II D 3 re post-accident 
samp ling 6ysi supplementing 83l0a&* 1202 h 040323 submittals 
Results or engineering evaluation of post-accident airborne 
parficulates uill be sent by June 1 V85 

DAVNC.J P Pouier Authority or the State of New York 84/08/13 
VARGAi S A Operating Reactors Branch i 3pp 26115 256 24X 
Fiche 50-286.84/08/13.8408170277 


9406230164 Fortoards "Reeva 1 ua 1 1 on of App R« Section III G Requirements 
for Indian Point Nuclear Power Plant Unit 3 " Proposed 
schedule for implementation of mads encl 

DAYNE* J P Power Authority of the State of Mew York 04/08/16 
VARGA^S A Operating Reactors Branch I 7pp 26215 065 24X 
Fiche 50-266.84/09/16,9408230164 


— 8406230171 ''Re eva 1 ua t; ion of App R. Section III G Requirements For Indian 
Point Mucloar Pouer Plant Unit 3 " 

* Pauer Authority of the State of New York B4/0Q/31 494pp 

36315 072 24X Fiche 50-286,84/09/16.9400230164 


0 Adjudicatory correspondence 


6408140449 Responses to 840730 unpublished order directing NRC 
t* inviting other parties to submit views on Judge Gleason 
dissent re ASLD recommendation concerning accident 
probability Certificate of Sve end 

SKOLLY. 6 C Union of Concerned Scientists DSB 029 84/08/13 

Commissioners 8pp 26061 007 ^4X Fiche 50-2 4 7. 84/00/1 3. 

9408140440 


8409140486 Response to Commission 040730 order permitting comments From 
parties re Chairman Gleason dissent to ASLO recommendations 
to Commission Certificate of Svt end 

CGLARULLliP F Power Authority of the State of New Vork 
COLARUiU.P F Morgan Assoc lataa DSD 030 04/00/13 

Commissioners 14pp 26060 261 24x Fiche 50-247. 04/00/ 13, 

B4O014O4G8 


6408140493 Comments on ASLD Chairman ffleason dissent >n r eco-mmendat 1 ons 
of special proceeding Significant risk reduction already 
accomplished at facility Certificate of Sve eticl 

BPANOENDURO, D Consolidated Edison Co of New York^ Inc DSD 031 
64/06/13 Commiss loners ISpp 26060 249 24X 

Fiche 30-247.84/06/13.6408140493 


640B210443 Foruiards application tor amend to License t)PR-64. c hang ing 
Tech Spec Sections 3 13.4 11 t 6 10 re snubber surveillance 
InteriiT e»emption From functional testing for steam 
generator snubbers also requested 

BAVNC J P Power Authority Of the Stcite or New York 84/00/13 
VARGA, S A Operating Roactois Qranch I 4pp 26101 262 24X 
Fiche 50-286. 84/00/13, 0408210413 


— B4O021O.149 Application for amend to License DPF^-64. chang ing Tech Spec 
Sections 3 13.4 11 t 6 10 re snubber surveillance Safety 
evaluation of propased Tech Spec change end 

DAYNE J P Power Authority of the State of New York 04/00/13 

VARGA. 5 A Operating Reac»^ora Branch I Ip 26181 266 24X 

Fichu 50-206.84/08/13,8400210443 


— 0400210451 Proposed Tech Spec s. Chang i ng Sections 3 13, 4 1 1 !< 6 10 re 
enubber suiveillance 

a Power Authority of the State of New York 64/00/13 16pp 
26161 267 24X Fiche 50-286,04/08/13.0400210443 


8400200275 Generic Ltr 04-30 to all licensoos nf apciatlng reactors ?< 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unieviewcd safety 
questions Sve list end 

EISENHUT.D G Division of Licensing 04/08/20 Consol Idaled 
Edison Co of New York, trie I7pp 26276 244 24 X 

Fiche 50-000.04/03/20.8400200275 


8409260333 Staff requirenents memo re 640B16 continuation of 840723 
discussion of issues requiring resolution prior to issuance 
of order in proceeding Commission roquesled briefing on PHA 
including discussion of uncertainties t basis of comparison 
CHILIS, S J Office of «^he accrebanj of the Commission 64/00/21 
DIRCKSiN J Office or the Eiecutive Director for Operations 2pp 
26294 050 34X Fiche 50-003, 04/OS/2j , B4O028O333 


G Inspection reports, lE Bulletins correspondence 


64G8150111 RflSpanse to Commission 040730 order directing NRC to file 

comments on Judge Gleason dissent to portion of ASLP 040725022? EE info Notice 84-57. '‘Operating Eipei lance re Moisture 

recommendations Supports Gleason dissent Intrusion in Safety-Related Electrical Equipment at 

MODRE.J E Hearing Blanch 1 DSB 042 84/08/13 Commissioners Commercial Power Plants Sve Hat end 

I4pp 26066 265 24X Fiche 50-247. 94/08/ 1 3, 04001 301 H JORDAN. C L Division of Emeigencij Preparedness !< Engineering 

Response {Post 630103) 04/07/27 Consolidated Edison Co of New 

York. Inc 119pp 29065 047 24X Fiche 50-000,04/07/27,0407250229 

B40B170270 Comments on dissenting views of Chairman Gleason re safety 
of plant mods Certificate of Sve end 

BRANDENBURG, B Consolidated Edison Co of New York, Inc DSD 063 04001506?? fortrards IE Insp Rept 50-286/64-12 on 840521-25 No 

04/00/13 I2pp 26116 041 24X Fiche 50-247,84/09/13,8400170270 violattons Acted 

MARTIN. T T Division of Engineering 6 Technical Programs 04/07/27 

BRONS, J C Power Authority of the State of New York 2pp 

P Operating license stage documents I. correspondence 26079 009 £4X Fiche 30-286.64/07/27,8400150697 


8409070055 Not! flea t ion of 640720 meeting u/util in Dethesda.MD to 
discuss ESP electrical distribution mods 

POLKiP J Operating Reactors Branch l 04/07/18 VAROA. S A 
Operating Reactors Branch J 3pp 23955 333 24x 

Fiche 50-206,64/07/18,8408070055 


406090545 Nummary of B4O7Z0 meetitiff w/util t BNL in Oothesda.MD re 
ESF mods Six solutions being considered & licensee agreed 
to docket final resolution l/til agreed to expedite LER 
8NL & licensee presentations 1 attendance list end 
PDLii.P J Operating Reactors Branch 3 84/09/02 Operating 

Reactors Branch 3 46pp 25903 23t 24X riche 50-206.84/09/02. 

6406090545 


—8406150701 fC Insp Rep t 50-206/04-12 on 040521-25 No noncamp 1 iance 
noted hajok areas inspected mgt con tro I s. rad J oac t ive 
effluent release rec ord s , of f luent control procedures. 

Instrument calibrs & testing of air cleaning sys 
STRUCKMEVER. R , PASCIAK.M J Region 1, Office of Director 
84/07/20 6pp 26079 01 t 24X Fiche 50-286.04/07/27.8408150697 


640BD10331 IE Info Notice 04-37, "Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN.E L Division of Emergency Preparedness 6 Englnuering 
Response {Post 6301031 84/00/06 Consolidated Edison Co of New 

York, Inc ie2pp 26069 OOl 34X Ficho 50-000,04/00/06. 9408010333 


0406070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for QLs L holders of CPs re avallabilitu of 
Suppl I to NURBO-0933. "Pr i ori ti la 1 1 on of Generic Safety 
Issues " Sve list end 

EISENHUT.D 0 Division of Licensing 84/08/06 Consolidated 
Edison Co of New York, inc iQpp 26129 23B 24X 

Fiche 50-000.84/08/06.6408070110 


8408160526 Forwards listing of Info na«d«d to complete rovioui of 
environ qualification program Response requested within 
45 days of ltr receipt w/o end 

VAROA, S A Operating Reactors Branch t 64/08/07 BAYNE. J P 
Power Authority of the State of Mew York Ip 26122' 352 24X 

Fiche 50-206.64/03/07.6408160520 


0400010337 IE Info Notice 04--6O. "Falluro of Air Purifying Respirator 
Filters to Meet Efflcloncy Requirement " Sve list encl 
JORDAN, E L Division of Fmprgency Preparedness L Engineering 
Response (Post B30103) 84/00/06 Consolidated Edison Co of Nev 

York, Inc I23pp 26067 130 24X Fiche 50-000.04/09/06.0400010337 


04O0Q7O12O IE InFo Notice 84-61. “Overexposure qf Diver in FWR 
Refueling Cavity '' Bv-c list encl 

JORDAN.E L Division of Emergency Preparedness ^ Engineering 
Respatise (Post 830103) 94/00/00 Consolidated Edison Co of Neu 

York. Inc 12£>pp 26129 110 24X Fiche 50-000.04/00/00,0408070120 


9406070376 lE Info Notice 04-62, “Therapy Mi sadmlnl strat ions to 
Patients Undorgoing Co-60 To letherapy Treatments “ Sve 
list encl 

GRACE. J N Division of QA. Safeguards % Inspection Programs (Post 
03O1O3) 04/00/10 Consol idated Edison Co of New York, Inc 

laSpp 26130 OOl a4X Fiche 50-000,84/08/10.0408070376 
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£340810000'^ Ji* Inti) (loti CP 'DcfeLtJ/t* RHR Fteptdc orient Piping " 

'ivc 1 lb t cot 1 

JC1RD/^N< F L Div'ision of F«nergeni.ij P i e p ai ed np s ?► f FnginOcnng 
Response tPest 030103) 8O/O0'13 Consolid^ied Edison Co of 

Yoili, Inc ll9pp ?6197 ?1R SdX f-iuht? 50-000 04/08/13.0408100009 


8408100030 It Info Wo 1 1 u e 8<1-A4 'BWR HPC I Initiation Seal-In ^ 
Indiration *' S^c list enc 1 

JORDAN. P L Division of tmergencij Preparedness t Engindorinig 
Rosporise iPost 030103) B1/0r)/l5 Consolidated Edison Co- of Weui 

York, Inc 104pM 26190 Ov3 24 n Fiche 90-000,84/08/15*84 08100030 


8400100021 IF Info Notice 04-65, "Unileri ated Fuses Which Nag Adverselg 
Affect OpOTatiOh Of Essential Electrical Equipment '' Sve 
list encl 

JORDAN, E L Division of Enicigeneg Preparedness f Engineering 
Response (Post 030103) 84/00/16 Consolidated Edison Co of New 

Voik, Inc llQpp 26198 001 24X Fiche 50-000.04/08/16*0400100021 


B4081000')5 IF Info Notice 04-66, "Undetected Unav^i tabi 1 i tg of 
Turb ine -Dr J van Auiiliary Feeduater Train " Svt list enc I 
JORDAN, E U Division of Emergencg Preparedness l> Engineering 
Response IPost 030103) 04/00^17 Consolidated Edison Co of Noiu 

York, Inc IDOpp 26276 001 24X Ficho 50-000. 04/08/ 17, B40B 100055 


B4O014O2OB IE Info Notice 04-67, "Recent Snubber Inservice Testing W/ 
High railure Hates ' Sve list end 

JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Response {Post 030103) 84/00/17 Consolidated Edison Co of New 

York, Inc I22pp 26276 132 24X Fiche 50-000.04/08/17*0403140208 


0400310177 Responds to Item 4 of IE Bulletin 83-07 re apparently 
fraudulent produces sold by Ray Miller, Inc Existing OA 
program will provide necessaiy methods toi early detection 
of potentially fraudulent or deficient products 

DHOW0, J C Power Authority of the State of New York 04/08/17 
EBNElER-a 1) Region l. Office of Djrectoi 3pp 26318 319 24X 

Ficho 50-206, 84/08/17, 0408310177 


8408210142 IE Info Notice 0')-6Q, ''Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Ualves ’■ S\c list end 
JORDAN. E L Division of Emotgency Preparedness ?« Engineering 
Response (Post 830103) 84/08/21 Consolidated Edison Co of New 

York, Inc 115pp 26329 008 24/ Fiche 50-000.04/08/21.8408210142 


0400310291 Notification of Significant Licensed Meeting 84-79 on 6409)3 
w/util at site to present results of SALP 

NOnRHCJUM, L Division of Project t Resident Programs 64/08/21 
Division of Project 6 Resident Programs 2pp 26350 357 24X 
Fiche 90-286.04/00/21*84083)0251 


R Periodic operating reports related coi r espondetite 


0408230420 Monthly operating rept for Jul 1904 W/04Oai5 Itr 

KELLY, L , BRONS. J L Power Authority of the State of New York 
84/07/31 7pp 26213 049 24X Fiche 50-206. 84/07/31, 84082304 20 


S Reportable occurrences, LCHs h related correspondence 


8400010317 LER 04-011-00 on 840712. turb i no generator trip t< subsequent 
reactor ti ip initiated automat ual 1 g due to failure of 
insulator on 345~kV feeder caused by deposits on insulator 
Insulator replaced W/04O72S Itr 

ANDER0ON, J J . BROWS. J C Power Authority of the State of New York 

04/07/29 3pp 25066 144 24X Fiche 50-206*04/07/25,8400010317 


0400240048 LER 04-012-00 on B40712, West i nghouse advised of potential 
ovorpicssure in component cooling water sys during inleakage 
ti heat load increases due to tube rupture Relief & vent 
valves modified to ease overpressure concern W/84oei7 Itr 
ANDERSON. J J . bRQNS, J C Power Authority of the State of Now York 
04/08/17 3pp 26236 159 24X Fiche 50-206,84/00/17*0408240046 


T Healing tianscrtpts on iton-anti trus t matters 


6400230(^25 Transcript of 840616 Commission meeting in Wash ingt-on, DC re 
continuation of 840723 discussion of adjudicatory 
proceeding Pp 1-76 

» Comm 1 s s 1 oner s 84/03/16 7Bpp 26293 169 24X 

Fiche 50-003. 84/08/ 1 6* 0408200025 


DDCKET 50-207 OCOnEE NUCLEAR STATION, UNIT 3 


F £>ecuiityj medical, energency K fire protection plans 


040830024 1 Ac k receipt of scope & objectives for 840621 emergency 
prepaiedness erercise Submittal fultills min requirements 
for small-scale exercise Complete scenario will be reviewed 
when received J. comments transmitted 

DANCE, N C Region 2. Office of Director 84/05/21 TUCKER, H 0 
Duke Powei Ca Ip 26307 015 24X Fiche 50-269,04/05/21, 

0406300244 


8400300427 Forwards FEMA "Oconee Nuclear Power Plant Full-Scale Local 
Exercise Conducted on 030406." final rept 

DANCE, H C Region 2, Office of Director 94/07/11 TUCKER, H D 
Duke Power Co Ip 26313 205 24X Fiche 50-269,04/07/11, 

6406300427 


0406150326 Forwards public v-erslon of Rev 04-02 to '"Emergency Plan 
Implementing Procedures " 

TUCKER, H fi Duke Power Co 84/07/17 0 'REILLY, J P Region 2, 
Office of Director Ip 26099 OOi 24X Fiche 30-269.04/07/17* 
0400130326 


--3406130333 Public verslpn of Rev 04-02 to "Emergency Plan Implementing 
Procedures " W/JM Felton 840800 release memp 

TUCKMAM. H S Duke Power Co 04/06/07 199pp 86099 002 34}f 

Fiche 50-26 9.04/07/17.8400130386 


0400240416 Forwards Insp Repts 50-269/84-15.50-270/04-14 «. 5O“2a7/B4-J0 
on- 04O611-O71Q No violations or deviations noted 
DANCE, H C Region 2. Office of Director 04/07/19 TUCKER. H B 
Duke Power Co Ip 26237 U3 24X Fiche 30-269, 64/07/19, 
8400240416 


—0408240421 Inap Repts 50-269/0 4-15.30-270/84-14 9O-207/S4-IB on 

040611-0710 No nonconpl lance or deviations noted Major areas 
inspected operations, na in t< survei llaticc* ESF* emergency drills 
& fuel handling 

DRYANT.J Region 2. Office of Director 04/07/1? 6pp 
26237 114 24/ Fiche 50-269,84/07/(9,0400240416 


8408200361 Forwards Insp Repts 50-269/84-14.50-270/84-0 
50-287/94-16 o-n 040619-21 No violations or deviations 
) dent 1 f 1 ed 

DANCE, H C Region 2* Office of Director 84/07/20 TUCKER, H P 
Duke Power Co 2pp 26202 239 24X Fiche 50'-269. 04/07/20. 

0406280361 


—0406260370 Insp Repts 50-269/04-14,50-270/84-13 U 50-207/04-16 on 
040619-2) No violations or deviations identified Major area 
Inepectod emergency preparedness exercise 
DECkiCR.T R Region 2, Office nf Director 04/07/06 9pp 
26262 24 1 24X FlChe 50-269. 84/07/20. 04(30200361 


6408130i49 Forwards lE Safeguards Insp Repts SO-26?/04-l7i 50-S70/B4-16 
5t 5O“yQ7/04-J9 on 840716-20 No violations or deviations 
idont if led 

DANCe* H C Pug ion 2, Office of Director 84/06/07 TUCKER. H P 
Duke Power Co 2pp 26007 344 24X Fiche 50-269. 64/00/07. 

0408130(49 


—8408130166 It Safeguards Insp Repts 50-369/04-17. 50 -270/B4- 16 fc 
30-287/84-19 on 640716-20 No violation or deviations 
identified Major areas inspected security sys powor supply 
& alarm station Details withheld (ref 10CFR2 790 6 73 21) 
MOCRC, D E Region 2. Office of Director 04/00/07 Ip 
26007 346 24X Fiche 50-269.04/08/07.8408130149 


8408170329 Commits to assure that operators can obtain flashlight to 
assist in safe passage to standby shutdown facility, per 
requirements of lOCFRDO.App R 

TUCKER. H 0 Duke Power Co 04/08/00 DENTON. H R Office of 
Nuclear Reactor Regulation. Director STOLZ. J F Operating Reactors 
□ ranch 4 2pp 26112 36J 24X Fiche 50-269. 04/09/08, 840B£70329 


8406300357 Confirms 840006 tel con w/JP D 'Reilly re 84O0J5 meeting In 
Region JI nfc to discuss design h operation of standby 
ahutdown facility concerning App R to iOCFR5Djfire 
protection & 10CFR73* phys leal protection Agenda one 1 
LEWIS, R C Region 2. Office of Director B4/0B/08 TUCKER. H 8 
Duke Power Co 3pp 26314 222 24X Fiche 50-000. 64/08/08, 

040830(1337 


6400200414 Forwards draft safety evaluation of procedures generation 
package for amorgency operating procedures Response to open 
Items re writers guide 6 val Idat i on/verlf icatlon programs 
requested uitfiin. 30 days of Itr receipt 

RIVENDARK.G W Operating Reactors Branch 4 04/00/09 TUCKER, H D 

Duke Power Co 2pp 26102 001 24X Fiche 50-269, 04/08/09. 

8406200414 
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— 8^<}a?00424 Dfaft -SflPetij evaJudt:ian iif prijcedures geTieratiofi package 
Package should he revjsud to address items in Section *? 

» NflC - No Detailed Affiliation (Si^en B4/O0/O9 Llpp 
2A1QP 003 2AX Ficho 5D-?69. 04 / 00/09- 04002004 1 4 


04OQ3iDODI4 Fant/ards public version of Rev 13 to crisis plan & 

revised emergency plan inp lemcnt 104 procedures 

TUCkCrt- H D Duke Poiuer Co 34/00/10 Record Services Orancli 

(Occument Control Desk) SIpp 2ii332 353 24X 

Fiche 30-000104/08/10-0408300014 


--0400300021 Public veri>lon of Rpv 13 to "Crisis Mg t Plan for Moclear 
Stations " 

» Duke Poiuer Co 04/OB/J5 30pp 36333 010 SIX 
Tic lie 50-000. B4/OS/ 10. 84 0B3C0O14 


— 0403300028 Public version of revised crisis mg t plan Imp 1 enen 1 1 ng 
procedures, including 5 3 1 re recoverii managei 6 Immediate 
staff group plan ft 5 3 4 re scheduling/planning support 
grnup UVFelton 340823 nemo- 

« Duke Power Co B4/0B/13 170pp 26333 040 S4X 

Ficbe 50-000. 04/00/ I □, 0408300014 


G40B2S0071 Forwards three exemption reciuests fron 10CFR50.' Zip p 0. Section 
lit 0 S requirements re fire protection of safe shut-down 
capabi I tty. supp lamenting B3i024 initial request No addl fees 
necessary 

TUCKER. H D Duke Pouer Co 04/00/14 DEMTON.if fi Office of 
Nuclear Reactor Regulation. Director STOLZ. J F Operating Reactors 
Branch 4 4pp 2A193 209 24X Ficho 50-269.84/08/14,8409330071 


04O83LO121 Requests eibension of time to respond to 840720 Itr re util 
plans For establishing energeneg operations facility design 
consistent w/requirenents of Suppl 1 to NUnEG-0737 Extension 
requested due to judicial review of util appeal 
TUCKER.H B Duke Pouer Cu 04/OB/24 DENTON. N R Office of 
Nuclear Reactor Regulation. Director BTOLZiJ F Operating Reactors 
Dranch 4 3 pp 26322 243 24X Ficho 50-369.84/00/24,84083101:21 


1 P'lnancial inf-ormationi 


B4O024O224 Forwards Duke Power Co 6 North Carolina Nun-iclpal Power 
Agency ] 1983 annual repts 

TUCKER. H D Duke Power Co 04/03/ 16 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 3pp 26237 137 24X 

Ficho 5O-O0D. 84/09/16. B 400240224 


--B40B240242 "1903 Annual Rept " 

LEE.N 5 Duke Pouer Co 83/12/ J1 4/pp P62'r/ 167 24X 

Fit he 50-000.84/09/16.0408240224 


K Utility Final Safety Analysis Report (F0AR1 6 amends 


8409230201 Forwards updated TSAR for Ocetioe Nuclear Station Info 
brings FSAR up to date as of 031231 

TUCKER. H 3 Duke Pouer Co 84/00/15 DENTON. H R Of fire of 
Nuclear Reactor Regulation. Director STOIZ.UF CJperatfng Reactors 
Branch 4 Ip 26191 023 24X Fiche 90-269. 04/08/ 15. B 4 00220201 


■B4OB22O2-O-0 Updated FSAR for Oconee Nuclaar Station 

* Duke Power Co 83/12/31 laOpp 26191 024 24X 

Fiche 50-269.84/08/15.0400220201 


P Operating license stage documents t. correspondence 


94OSO7O30'7 Forwards ‘"Extension of Retainer lifetime to Four Cycles. “ 
for Oconee. Unit 3 u/results of exam-s of two retainers after 
throe cycles Approval of four-cycle retainer usage requested 
before Dec 1904 

TAVLCR.UH irabcock feNlUoi Co 04/07/24 STOuZ.Ul Operating 
Reactors OrarcR 4 Ip 29945 252 24K Fiche 50-000.84/07/24. 

040B0703B9 


— B40B070392 "'Extension of detainer Lifetime to 4 Cycles " 

Dabcock & (Jilcoii Co 04/07/12 6 pp 25949 253 24X 

Fiche 50-000. 84/07/24, 8400070389 


04O8QaO288 Sumrary of 840712 meotinq w/D(M Owners Group r« non-nuclear 
ifis trumentation sys status Atten-dance list 6 vlewgraphs 
enc 1 

KADAHDI.P Operating Reactors Branch 4 04/07/27 Operating 

Reactors Branch 4 3hpp 2597B 220 2*|X Fiche 50-000.04/07/27, 

04 OBBaO 2 SB 


B4OB20O14V Application lor ^mend to Licenses DPR -30, DPR-47 ♦. DPR-55, 
updating Tech Spec 4 2 4 re reactoi vessdl mat! surveillance 
to incorporate changes documented in DAU-'t543 W/o stated 
foe 

TUCKF«, H D Duke Power Co 04/00/02 DENTON K R Office of 
Nuclear Reactor Regulation. Director STOLZ.J F Operating Reactors 
Branch 4 3pp 26133 206 24X Fiche 50-269,04/08/02.8408200149 


— B4O03D'O155 Proposed Tech 3peC 4 2 1 le reactor vessel matl 
sun ve 1 1 lance nSHC evaluation enc I 

» Duke Power Co 04/00/02 "'PP 26133 289 24X 

Fithe 50-269. 84/00/02. B4OD20O149 


0400-070110 Generic i-tr a4-i<? to all licensees of operating reactors, 
applicants for OLS ^ holders or CPs re availability of 
Suppl 1 to NUREG-0933, "P r I or 1 1 1 1 a 1 1 on of Generic Safety 
IsEue& " Sve list enc I 

EISENIHUT D G Division, of Licensing 0.1/08/06 Consolidated 

Edison Co of New Vork, Inc lOpp 26129 238 24 X 

Fiche 30-000.04/00/06.04080/0110 


8408090317 Foiwards monthly status rept le P I an t- sp ec 1 f i c backfittinj 
activities for operating 1 packers ♦ license applicants for 
Jo I 1984 

TRENHLAV. P P Oper^ating Reac‘^ars Assessment Branch 04/08/06 
HOLAHAN, O M Dperatlng Reactois Assessment Branch 13pp 
25991 350 24X Fiche 50-000,84/00/06.8400090317 


040B200059 Application for amend to Licenses DPR -30, DPR-47 & DPR-55. 
revising air lock testing frequency from quarterly to 
semiannually Foe enc I 

TUCKER. H D fluke Power Co 01/08/00 DENTGN. H R Office of 
Nuclear Reactor Regulation. Director STPLZ. J F Operating Reactors 
Branch 4 3fip ?A133 296 24/ Ficho 50-269,04/08/00,3408200059 


— 6408200069 Proposed Tech Specs 44152 (a>, revising air lock testing 
frequency from quarterly- to semiannually 
# Duke Power Ca Q4/OO/0G 6 pp 26133 299 24X 

Flthe 50-269.84/00/00, B40B200059 


840022029? Foruard® augmented response to Generic Ltr 03-20. Items 4 I tr 
4 a re reactor trip 4ys reliability vendor related mods S< 
preventive maint ^ surveillance program for reactor trip 
breaker s . res p ecti vely < per 831104 f. 1230 llrs 

TUCKER* M 0 Duke Power Co 04/00/10 DCNTON. H R Office of 
Nuclear Reactor Regulation. Director STOLZ. J F Operating Reactors 
Branch 4 6 pp 26194 072 ^ 4 X Fiche 50-269.04/00/10.8408220292 


840D230S27 Forwards payment for opplicatlun foe re 840002 00 Tech 

Qpec changes 

□ARR.S Duke Power Co 84/00/15 DENTON. H R Office of Nuclear 
Reactor Regulation. Direct-or BTOLZ. j F Operating Reactors Branch 
4 Ip 26236 206 24 X Fiche 50-000, 84/00/15,04002305 27 


8408270339 Application for amend to Licenses DPR-30. DPR-47 S. DPn-55. 
revising Tech Specs re reactor bldg purge sys, protect i on 
from inadvertent lou tenp o verpressur i lat i on *« min operator 
staffing re qui remuin t s 

TUCKFn.H D Duke Ppuer Co 04/00/15 DENTON. H R Office pf 
Nuclear Reactor Regola*-lon, Director 3T0LZ, J F Operating Reaetpri 
Dranch 4 8pp 26244 307 24X Ficho 50-269,84/08/15.0400270339 


— 04Oa27O-145 F’rop-oaod Tech Gp-ec s. chang mg reactor bldg purge sys. 
protection from Inadequate low temp 0 verpressun latlon 
it mill operator staffing requirements 
e Duke Power Co 04/00/ i 5 14pp 26244 315 24X 

Fiche 50-269, 04 /OQ/ 1 5. S40B270339 


0408270160 Foi-wards Rev 4 to "Offsite Dose Calculation Manual.'* 
incorporating Catawba calculation info Rev submitted prior 
to submittal of soniannual radioactive effluent release rept 
for Jul-Dec 1984 

TUCKER. H B Duke Power Co 04/00/16 DENTON, H R Office of 
Nuclear Reactor Regulation. Director aDENSAM. E 0 Licensing Branch 
4 I^pp 26379 Il3 24X FiChe 30-000,84/00/16,8400270160 


— 04OOP7OI69 Rev 4 to "Offsite Dose Calculation Manual " 

BIRCH, n L . HAMPTOfi.Ai W Duke Power Co 84/07/18 37p p 

26277 114 24X Fiche 50-000.04/00/16,8408270160 


8408270464 Forwards list of questions generated during preliminary I 

reviBuf of pump 6 valve inservice testing Conference call , 

should be arranged ui/stapf able to provide appropriate I 

technical expertise 1 

STOLZ.JF Operating Reactors Branch 4 04/08/17 TUCKER, H D , 

Duke Power Co lOpp 36277 210 24X Fithe 30-269.04/00/17. , 

8400270464 | 

1 

I 

I 

i 


I 
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Q400?70099 roru(*ircf& request for .scidi info re NLrftBG-0737, I tem III D 3 4 
Control Hoom Hisb i t^b i 1 1 1 q ' Response requested uithjn 30 
daqs of Itr receipt 

STOLZiJ F Operating Reactors Branch 3 94/06/17 TUCKER. H D 

Dute Power Co 3pp 26377 039 34X ficho 30-2^9. B4 /OB/ 1 7. 

0409270499 


a40a20027& Generic Ltr 8q-20 to all licensees of operating reactors 
applicants for OLs re scheduling guidance for licensee 
subnittats of reloads that involve unreviewed safetg 
questions Sve Ijst eocl 

CISENHUT.D G Division of Uicenamg 84/09/20 Con so li da tod 

Edison Co of NOW York. Inc l7pp 26276 244 S-IX 
Fichl? 50-000. a4/08/5JO, B40820027S 


Q Inspection reports. IE Bulletins 6 correspondence 


Q4O820O24 I Inforns of delag until 860301 to complete mods required by 
lE Dulletin 79-14 Delay due to increase in total number of 
mods requ i i ed 

TUCKER. H B Duke Power Cn 64/06/21 D 'REILLY. J P Region 2. 
Office of Director 2pp 26262 241 24X Elche S0-S69. Q4/06 /2l . 

8400290241 


8400240416 Forwards Insp Ropts 50-269/84-15,30-270/04-14 U 3O'207/B4-ia 
on 040611-0710 MD violations or deviations noted 
DANCE. H C Region 2; Office of Director 84/07/19 TUCKER, H 0 
Duke Power Co Ip 26237 113 24X Fiche 50-269,64/07/19. 

O4O0P4O416 


“0408240421 Insp Repta 50-269/04-15. S0-270/a4'-14 tt 50-207/04-10 on 
640611-0710 No noncomp 1 lance or deviations noted Major areas 
inspected operations, na int. survei I lance. ESF. emergency drills 
ic fuel handling 

DRYANT.J . 8A50ER.K . 0RQNNLEC. U L Region 2. Office of Director 
84/07/19 6pp 26237 114 24X Fiche 50-269.84/07/19.0400240416 


0408200361 Forwards Insp Repts 50-269/04-14.50-270/04-13 h 
50-287/04-16 on 040619-81 No violations or deviations 
identi f I ed 

DANCE, u C Region 2. Office of Director 84/07/20 TUCKER. H D 
Duke Power Co 2pp 26202 239 24X Fiche 50-269,04/07/20. 

6400280361 


—0408280370 Insp Repts 50-269/84-14.50-270/04-13 i 50-207/04-16 on 
040619-21 No violations or deviations identified Major area 
inspected emergency preparedness exercise 

DECKER. T R . STANSBERRY. W N . CLINE. N E Region 2. Office of 
Director 04/07/06 9pp 26282 241 24X Ficho 50-269.84/07/20. 

04CU28O361 


□407230229 IC Info Notice 64-57. "Operating Experience re Moisture 
Intrusion in aaf ety-Reiated Electrical Equipment at 
Cemmorcial Power Plants " Sve list end 

JORDAN. E L Division of Emergency Preparedness i Engineering 
Response iPost 0301031 04/07/27 Consolidated Edison Co of New 

York. Inc Il9pp 25065 04 7 24X Fiche 50-000. 04/07^87. 8407250229 


0400280472 4c k receipt of 040720 Ur informing NRC of steps taken to 
corroct violations noted in Insp Repts 50-269/84-12, 

50-270/04-12 8< 50-207/84-14 

LENIS.R C Region 2. Office of Director 84/00/01 TUCKER. H 0 
Duke power Co Jp 26202 045 24X Ficfie 30-269.84/00/01. 

8408260472 


— 0409200476 Responds to NRC 040622 ltr re violations noted in Insp Repts 
90-269/84-12.50-270/84-12 L 50-207/04-14 Corrective actions 
procedure OP/O/A/I 510/10 revised to require neutron shield 
tank level prior te offsite shipments 

TUCKER. H B Duke Power Co 84/07/00 O'REILLY. J P Region 2. 
Office of Director 4pp 26202 046 24X Fiche 50-269.04/00/01. 

0408380472 


— 0408200479 Forwards Insp Repts 50-269/04-12.50-270/84-13 8. 
50-207/04-14 an 040604-08 & notice of vi Plat ion 

LEWIS. R C Region 2, Office of Director 04/06/23 TUCKER. H D 
Duke Power Co 3PP 26282 050 24X Fiche 50-369. 04/00/01, 

0400200472 


—-0400280481 Notice of violation from insp on 04O6O4-OB 

* Region 2. Office of Director 04/06/22 2pp 26383 052 24X 

Fiche 50-269, 04/00/01. 0408200473 


--8400260483 Insp Ropts 50-269/64*-! 2. 50-270/04-12 50-287/84-14 on 

840604-00 Noncamp 1 lance noted failure to verify presence & 
condition of neutron radiation moderator prior to shipping Ic 
failure to perform neutron radiation surveys 
WEDOINOTDN.R E , JENKINS. O R Region 2. Office of Director 
84/06/19 8pp 26282 054 24X Fiche 50-269.04/00/01.0400200472 


84O0O1O333 IE Info Notice 04-59. "Deliberate Circumventing of Station 
Health Physics ProcadureB " Sve list enc I 

JORDAN. E L Division of Emergency Preparedness V Engineering 
Respontie (Post B30103J 04/00/06 Consolidated Edison Co of New 

York. Inc 122pp 26060 001 24X Fiche 50-000,64/00/06.6408010335 


0406010337 IE Info Notice S4*'60, 'Failure of Air Purifying Respirator 
Filters to Meet Efficiency Jlequ i ramc nt " Sve list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response <p05t 030103) 84/08/06 ConSDlldated Edison Co of New 

York. Inc I23pp 26067 158 24^ Fiche 50-000.84/08/06.6406010337 


940813Q149 Furwartfs JE Safeguards Insp Repts 50-269/04-17.50-570/04-16 
U 50-207/84-19 on 040716-20 No violations or deviations 
Idcnti f 1 ed 

DANCE. H C Region 2. Office of Director 04/OB/O7 TUCKER. H 0 
Duke Power Cq 2pp 26007 344 24X Fiche 50-^69.84/08/07, 

0400130149 


■-8400130166 IE Safeguards Insp Repts 50-269/84-17,50-270/04-16 h 
50-287/84-19 pn 840716-20 No violation or deviation^ 
identified Major areas inspected security sys power supply 
& alarm station Details withheld (ref J 0CFR2 790 I* 73 311 
MaORE. D C . MCGUIRE, D R Region 2, Office of Director 84/08/07 
Ip 36007 346 24X Fltbe 50-269,84/08/07,0406130149 


04OBO7O12O IE Info Notice 84-61, "Overexposure of Divor m PHR 
Refueling Cavity " Sve list entl 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 8301031 04/08/00 Consolidated Edison Co of N«(u 

York. Inc I20pp 26129 itB 24X Fiche 50-00^.64/03/00.6408070120 


B4D0O7O376 IE Info Notice 04-62. "Therapy Misadml n i strat 1 ons to 
Patients Undergoing Co-60 TelethuTapy Treatments " Sve 
1 I at enc 1 

■GRACE, J N Division of OA, Safeguards 6 Inspection Programs ■(Post 
030103) 84/OB/lO Cions 0 1 1 da ted Edison Co of New York. Ific 
l2Spp 26130 001 24 X Ficho 50-000. 84/00/ 1 D. 8400070376 


0403100009 IE Info Notice 64-63. "Defective RHR Replacement Piping " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/06/13 Consolidated Edison Co O'f New 

York. Inc U9pp 26197 3lG a4X Fiche 50-000.04/00/13.6408100009 


0408100030 IE Info Notice B4-64. "DWR Hpci Initiation Seal -In 6 
rndication " Sve list enc I 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 64/06/15 Consolidated Edison Co of New 

Yort. Inc 104pp 26193 093 24X Ficho 50-000.04/03/15.8406100030 


6406100021 IE Info Notice 04-65. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
1 i at enc 1 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post B30103) 04/08/16 Consolidated Edison Co of New 

York. Inc llBpp 26198 001 24X Fiche 50-000. 04/06/ 16. 0408100021 


6406100055 IE Infn Notice 34-66. "Undetected Unavailability of 
Tur bine-Dr i van Auxiliary Feedwater Train *' Sve list enc 1 
JORDAN. E U Division of Emergency Preparedness 8( Engineering 
Response iPost 630103) 04/00/17 Consolidated Edlsdn Co of New 

York. Inc I20pp 26576 001 24X F 1 che 50-000. 84 /O0/J7, 8406100053 


8408140308 IE Info Notice 04-67. "Recent Snubber Inservice Testing W/ 
High Failure Rates " Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) B4/0B/17 Consolidated Edison Co of Naui 

York. Inc l2Spp 26276 125 24X Fichfi 50-000.04/08/17. 0400140206 


8406210143 IE Info Notice 04-68. "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Sve list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103} 04/08/21 Conso 1 i dated Edison Ce of New 

York. Inc IlSpp 26329 006 24X Fiche 30-000. 84/0B/51r 8400210142 


R Periodic operating reports related correspondenc e 


8408220468 Monthly operating repts for Jul 1984 W/04Oai3 ltr 
REAVIS, J A . TUCKER. H D Duke Power Co 04/07/31 17pp 
26196 033 »4X Fiche 50-269,04/07/31.0400250460 


S Reportable occurrences. LERa related correspondence 


0400300497 Supp 1 fro Rev I to R0-2B7/D3-13 containment isolation 
valve 3C0-5 declared inoperable due to leakage past seat. 
Investigation Into valve failure conducted I. diaphragm 
replaced 

TUCKER. H Q Duke Power Co 84/08/22 Record Services Oranth 
(Document Control Desk) 8pp 36314 071 24X Fiche 50-287. 

84/00/22, 04 00300497 
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DDCk^ET 50-J&9 THftFiE rtlLC ISLA’tD NUllEAR BTMTlorj, Ur^T I 
E SfiCurntyj medical e'^ergercy ^ firo j)rDtection plans 


9^080902'^ 1 Forwards tE Insp fJept 5O-209/94-O6 an Q'^0212-04t2 


0 ^ violation 
?1At?TlN> T T Division 
HUWILL. H D (3finflral 
23974 341 24X Fiche 


oP Engineering K Technical Pragrams 
Public Utilities - QPU Service Corp 
50-2Q9- B4/07/1S. 9403000243 


?« notl-ce 

84/07/10 

2 pp 


— 0408000230 flotice of violation ■from insp on 040212-0412 

* Region I, OfPite oP Director 8-4/07/10 If 25774 343 24^ 

Fiche 50-2S9r 04/07/ 13. 04ij&OBOS43 


0407130302 GPU V DC-W LAWSUIT REVlEU AND ITS LFFECf ON TUI -I General 
Public Utilities Corporation et al \ The Habcocli • Wllcon 
Cunpangjet al Thi ee Mile Island Mol leaf Slatlun.Unit 1. 

Docket 00-289 

* or flee of Nuclear Reactur Regulation. Direr lor flUREG- i020LI) VO I 
04/06/30 ISSpp 23579 039 24^ Fiche 30-207. 04/06/ 30. 6407 1 30502 


0406220362 Response to util coinments on ASLO 840713 memorandum L 
order on lead interveners '* motion to partiallij exclude UCS 
from participation in ng t remand Certificate of Sve enc 1 
WEISS/E W Union of Concerned Scientists UEISS. E R Harmon t 
WeisB D3B 195 84/07/13 llpp 26193 032 24X 

Flche 50-239, 04/07/ 13. 8400220362 


'-B409Ce{)256 IE Jnsp Rep* 5O'-209/04-O6 on. 040212-0412 Violation noted 
failure to docettient engineering justification for 
“us 6 -aS'-i 5 " disposition of nonconforming Items m area of 
fire prot BC tiQTi/pr event ion 

NICHOLAS. H H Division Of Engineering V Technical Programs 
PAOLINO- R J . PAULITZ.F P Region i, Office of Director 
04/07/03 I4pp 25974 344 24X Fiche 50-209* 84 /O?/ 1 0. 0403000243 


0400030000 Forwards fee for review V approval of tire protection 
alternate safe shutdown capabt 1 1 tg> in response to KRC 
040625 req^uest Fee enc 1 

HUttlLLiH D General Public Utilitiea - GPU Service Corp 04/07/30 
MILLER. □ License Fee Management Dranch Ip 25916 042 24X 

Fiche 50-207.04/07/30,8408030060 


0408010194 Comi-neTvts on ASLB 640713 memorandum !' cider on lead 
intervenora Staff has no objection to assignment of load 
intefVPnors provided that issue of N 8 C e^am limited as 
previously ruled by ASLG Certiticate of Sve enc 1 
GOLDBERG. J R Hearing Dranch 2 DSn 688 04/O//36 Spp 

23035 160 24 X Ficho 50-289.04/07/26,6408010194 


8408020040 Reply to licensee 040611 response to suppl to ULS petition 
tQ stioui causr re onergency feedwater sys Util response 
evinces continu-lng Ignorance 6 evasion of substantive 
roguiTements Certificate of Sve end 

WEISS. E R Union of Coocerned Scientists DSD 691 34/07/31 

OPflre of nuclear Reactor Regulation. Director lOpp 25003 263 
24X Fl»ho 50-209.84/07/11,6408020040 


B40BOS0131 Notification of 840015 meotihg (J/utll t‘ FE.HA m Bethesda.tID 
to discuss resolution oP offsite emergcinci; planning 
deficiencies identified by FEMA during BJ1116 exercise 
VAN VLIET.J Operating Reactors Branch 4 34/06/01 SrOLZ, J F 

Operating Reactors Branch 4 Spp 25979 111 24X 

Fiche 50-239.04/06/01,0400030131 


□406020042 Comments on 940713 memorandum ?. order on lead int 
motion to partially exclude UCS from participation m mgt 
romand aSLQ Should exclude UCS from participation in 
Diechsmp mailgram 6 leak rate issues W/(,er t i f i cote of Sve 
DLAKC.E l Metropolitan. Edison Co DLAKE. E L Shaw. Pit 
It Trowbridge DSH 695 84/07/31 Atomic Safety and Li 

Doard Panel □Opp 25900 274 24X Fiche 50-209,04/07/31 

9406020042 


ervenors t 


tman, Potts 
c ens ing 


B40B090097 NotiPicablDn of 640814 meeting w/util iti Dethesda,hD to 
discuss fire protection requirements re safn shu tdown. f i re 
areas vs fire lones 6 Rockbestos cable 

SILVER/ H Operating Reactors Branch 4 04/00/01 ST0L2. J F 

Operating Reactors DrancCi 4 2pp 25991 SSb 24X 
riche 50-207.64/08/01, 9406090097 


0409090197 Notification ot 04OBI6 mooting w/util S< FEMA In OethBSda.MD 
to- discuss resolution of offsite emCTgoncy planning 
deficiencies identified by FEMA during 831116 onnual 
B X ere 1 se 

VAN VLICT, j Operating Reactors Branch 4 34/06/03 STDLZ. J F 

Operating Reactors Granch 4 Spp 25991 E03 24X 

Fiche 50-209.64/06/03.8408090179 


Q408060201 First request for production of documents on or before 
340616 Related correspondence 

DQRQSHOW. J . DERNAQEI.L Three Mile Island Alert DOROSHOW, vj 
Christie Institute DSlI 74/ 64/07/31 Atomic Safety and 

Licensing Heard Pane! lOpp 25925 319 24X Fiche 50-209.04/07/31. 

0408060201 


— 9406060224 First set of interrogatories to util Certificate of Svg 
enc 1 

DOROBHDN. J , DERNADEl.L Three Milo Island Alert DOROSHOW. J 
Christie Iristitutc 94/07/31 Atomic Safety and licensing Board 
Panel 3App 25925 329 24X Fiche *}0-2G9, 64/07/31 , 0400060201 


Q40GS30362 Rev 9 to Emergency Plan Implementing Procedure IOO 4 27. 
“ Acti va tiati op Emergency Operatio-rs Facility " 

* Oeneral Public Utilities - GPU Service Corp 04/08/(18 3 lpp 
26203 319 SAX Fiche 50-289.64/00/00.0400230382 


□406160165 Informs of refund of fees from 040727 application for 
exemption from certain annua) eicrclse requirements of 
lOCFRSOiApp E % 040604 applieatlo-n to correct error in Tech 
Spec 3 6 7 Fee assessment info end 

miller. W 0 License Fee Management Branch 64/O0/j,O HUKlLLiH D 
General Public Utilities - GPU Service Corp 3pp 26124 352 24/ 

Fiche 50 - 287 . 34 / 08 / 10.8408160165 


040D2B0179 Re.'is&d Emergency Plan Irnplemenfeirg Procedures 1004 1 re 
unusual event. 1004 2 re alert b 1004 3 re site emergency 
H/transmittai it receipt form 

BROWN. N D General Public UtiUtkos - GPU Service Corn 84/08/14 
23pp 26273333 24XFlChe 50-209.04/00/14.8408230179 


8400310166 Revised Emergency Plan Imp Jeniontlng Procedures 1004 15. 
’■Post-Acc Ident RCS Sampling !< 1604 33, "Handling High 
Activity Reactur Coolant Samples Under Accident Conditions 
W/transmittal ti receipt form 

KOUSEL.D J General Public Utilities - GPU Service Corp B4/G8/22 
63pp 26319 176 24X Fiche 50-289.84/00/22.8400310166 


04GB080246 Advises that piopased emei goncy exercise to be conducted on 
B4100J acceptable Region I will not participate in 040905 6 
19 full— scalb drills W/s^c list Related cot r espondenc e 
MARTIN. T T Division of Engineering t Technical PioyTams U0Q 026 
94/00/01 HUKTLL, M D Oeneral Public Utilities - GPU Service Corp 
3pp 29966 «297 24X Flthe 90-209.64/00/01.8408000246 


0408070362 First roquost foi production of documents by 040612 
Certificate of ^ 3 vc enc I Related correspundenc e 
DQRQSHQU.J . DERNAgiE.L Three Mile Island Alert DOROSUPW. J 
Christy, W D9Q 733 94/08/03 Office of the executive Legal 

Director 12pp 2394 7 0 7 4 24X Fl c h e 90-269. 04/09/03. 8408070302 


0400070408 riii,t set oP inten ugaton ea Response by S4O023 requested 
Cartificate of Sve enel Related correspondence 
DQRQbHOW. J , DERNAQEI.l Three Mile Island Alert IlERNABEIiL 
Government Accountability Project USD 706 R4/O0/O3 Office of 

the Eiecutivo Legal Diiector IQpp 23942 152 24X 

Fiche 50 209,04/09/03.84090/0400 


0409070437 Proposed findings of fact, cone lus t ons of law 4. brief in 
form of proposed initial decision ie stoom generator lopair 
CartiFlcalo of Sve one 1 

CHURCHILL, B H Metropoutan Edison Co CHURCHILL. D U Shaw. 
Pittman, Potts h Trowbridge DS 0 796 04/00/03 Ulpp 25944 03Q 

24X Fiche 50-299. 04/08/03, 040007043/ 


G Adjudicatory t arresp ondehc e 


8408020200 Responds to order requesting comments on resol uti 
concerns affscting restart nrC has not adequately resolved 
outstanding issues 6 1979 shutdown order should remain 
affective Indefinitely Served on 940802 

GEKAS. 0 M House of Rep OSD 714 04/06/05 PALLADINQ. 
Commissioners tp 33090 009 24X Fiche 50-289,94/06/05 
G4O0O2O2G8 


on of mgt 


N 


0400270046 Order scheduling oral prespiUations on 040013 in Washington, 
DC re whether mgt concerns which led to 1979 shutdown order 
sufficiently resolved Confirmation of participation 
rqquofitod by 640010 Served on 840606 

CHILH. 3 J Office of the Secretary of the Commission D 8 B 290 
84/08/06 I 4 pp 26247 050 £4X Fiche SO-209. 84 / 08 / 06 . 0408270046 


6400090415 Inforais that MRC will participate in oral presentation 
scheduled for G40815, per Commission 940006 order Staff 
intends to pi esqnt brief remarks U use remainder of time 
to respond to questions re restart 

GDLODEROpU R Hflarlng Branch 2 DSD 006 04/00/00 CHILK, 8 J 
Office nf the Secretary of the Commission Ip 25902 317 24X 
Fiche 50-209, 04 /OQ/OQ. 04090904 1 3 
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B408090433 Advises W8 Kuhns t Pf? Clark u^ill moke principal 

presentations an util behalf at 840015 Conmission meeting^ 
per Ccmmissian Q4Q0O6 order 

TROWBRIDGE, G F Sha<u< Pittinan, Potts h Troiebndge TRQWBRlDGE.G F 
tietropol It 4 n Edison Co DBD 802 84/08/08 CHILK. S J Offico or 

the Secretarg of the Comnission Ip 35902 21& 24X 

FiCho 50-209.84/08/08,0408090433 


0409100133 Responds to 040607 request tn postpone decision on restart 
until reactor safety Z> nigt integrity assured Oral argument 
scheduled for G4DB1S Restart will not be authorized until 
plant safety assured 

MAUSCH. M G Office of the General Counsel OBB 809 84/08/03 

SCHINK. A {] , MCMANUS, A League of Women Voters of Fennsylvanja ip 

35991 034 24X Fiche 50-309,84/08/00,8408100133 


— 8408100144 Requests restart decision be postponed until reactor safety 
L mgt integrity can be assured 

SCHINK. A □ , MCMANUS, A League of Wamen Voters of Pennsylvania 
04/06/07 PALLAOINQ, N J Commissioners 3pp 25991 025 24X 

Fiche 30-289,04/00/00,0400100133 


840B140474 Informs that E0 We i s a uill appear to present oral arguments 
on S40B15 on behalf of UCS 

WCISSt E R Harmon Ueiss WEISS. E R Union of Concerned 
Scientists DSD 010 84/08/13 CHIlk, S J Office of the Secretary 

of the Commi sainn Ip 26060 332 24X Fjche 50-^289,84/00/13^ 

8400140474 


6400140479 Second request for production of documents to GPU 
CertiPlcatre of 9vc enc l Related coi re^p ondonc e 

OORdSHQW, J , DERNADEl , L Ihrce Mile Island Alert DDROEHDW, J 
Christy W DSQ 032 B4/O0/J3 Atamic Safety and Licensing Board 

Pan«l J4pp 26060 200 34X Fiche 30-289-84/08/13,8408140479 


0408150139 Ack receipt of 840006 Itr presonting questions that ASLB 
answered during 040716 limited appearance session ASLD 
answers unchanged except that hearing was concluded on 
840710 Served on 04OSJ4 

WOlFE, 8 J Atomic Safety and Licensing Board Panel OSO 047 
94/00/13 CORRADI, J Affiliation Not Assigned 2pp 26066 279 
24X Fiche 30-269,04/08/13,8400150139 


8400130300 Forwards 040725 status rept on licensee progress towards 
completion of required actions Identified in Basic Energy 
Technology Assoc 03O22Q rept Svc list end Related 
correspondence 

BAUSER. D U Shaw, Pittman, Potts It Trowbridge QAUSER, D D 
Metropolitan Edison Co DSQ 902 84/08/09 SMITH, 1 W , WOLFE»S J , 

LINENOCRGER, 0 Atomic Safety and Licensing Board Panel 22pp 
26010 281 24X Fiche 30-289,84/00/09,8408130300 


8408130396 Motion for extension of time until 840817 to reply to 
licensee 040731 motion to exclude UCS from particlptlon 
Certificate of Bvc end 

JORDAN, W S Union of Concerned Scientists JQRDAN.W S Harmon b 
Weiss D5B 905 Q4/0B/09 Atomic Safety and Licensing Roard 

Panel 4pp 26011 108 24 X Fiche 50-207, 84 /08/'09. 0400130396 


6408140035 Motion for extension of time to reply to llcenooe 040731 
motion to exclude UCS from parti c ipation Granted for ASLB on 
040810 Served on 840813 

JORDAN, W S Union of Concerned Scientists JORDAN, W S Harmon b 
Weiss DSD 932 84/00/09 Atomic Safety and Licensing Board 

Panel 2pp 26044 207 24X Fiche 50-289.04/00/09.0400140035 


8406140131 Informs that Conmoriweal th of PA will not file proposed 
findings of fact or conclusions of laui In proceeding but 
reserves right to participate an appeal, per 10CRF2 7lS(c) 

Certificate of Svc end 

AU, r Y Pennsylvania. Commonwealth of, OSD 960 B4/0B/09 

WOLFE, S J , HETRICK, D L , LAriO,J C Atomic Safety and Licensing 
Board Panel 3pp 26047 016 24X Fiche 30-289.84/06/09,8408140131 


0400200380 Expresses dissatisfaction w/staff conclusions re author in 
Suppl 5 to NUREO-0680 concerning RC5 leak rate tests 
Conclusion that author involved or implicated In indictment 
misleading b unfair NRC conclusions should not be adopted 
SEELINOER, J L Affiliation Not Aasigned DSD 163 04/00/09 

PALLADINO. N J Cornmiasloners 2pp 26137 130 24X 

Fiche 50-289,04/00/09,0400200580 


0408140007 Reply to UCS 040726 comments on restart UCS comments reflect 
deep misunderstanding of procedural posture of restart 
proceeding Certificate of Svc end 

TROWBRIDGE. G F Metropolitan Edison Co TROWBRIDGE,© F 0hau, 
Pittman. Potts b Trowbridge DSB 933 04/00/10 l&pp 26044 046 

24X Fiche 50-289, 04/08/10, 0400140007 


0400140010 Proposed findings of fact b conclusion of law re issue of 
steam generator repair Certificate of Svc end 

BRADFORD, L Three Mile Island Alert DSD 994 84/08/10 21pp 

26044,107 24X Fiche 50-209, 04/OB/iO, 0408140010 


84O014O449 Petition for revocation of license on basis of deficient 
character Licensee record of wrongdoing directly related to 
fundamental character flaws inherent within company 
Certificate of Svc encl 

WAMBACH, P C , SHUMAKER, J Pennsy 1 vaflia, Commonwea3th of, 

SORDiLL, P Women's International League for Peace b Freedom OSB 
007 84/08/13 Commlsa toners 200pp 26061 023 24X 

Fiche 50-000, 04/08/13, 840B 1 40449 


0400200521 Protests ref to author in Suppl 5 to NURE0-06B0 as one of 
five util mgt personnel Involved or implicated in 
Indictment Staff accusation Improper b damaging to author 
reputation Requests withdrawal of findings 

KUNDER^ G A Affiliation Not Assigned DSD 162 04/00/13 

PALLADINO, N J CarrirPi S5 i oners 2pp 26136 361 24X 

Fiche 50-209.04/08/13.0400200521 


B40B200331 Protests treatment of author in Suppl 5 to NUREG-06G0 re 
leak rate testa at THl-2 US Atty conclusions in statement of 
fact mi s lead 1 ng, out of context or erroneous Requests refusal 
of staff conclusions 

FLOYP. J R Affiliation Not Assigned DSB 161 64/00/13 

PALLADINO, N J Commissioners 2pp 26137 026 24X 

Fiche 50-289,04/08/13.8400200331 


0400150143 Proposed correction to (ommission 040006 order Statement b 
implication in Page 2 footnote inaccurate UCS did not 
participate in initial hearings on mgt issues or in cheating 
hearings b was not directed to file findings by ASLB 
WEISS, E R Union of Concerned Scientists DSD 041 G4/OB/14 3pp 

26066 319 24X Fichs 30-209,04/00/14,8400150145 


B40B1S04S8 Transmittal of "Risks to Safe Operation of TMI-1 Posed by 
Cleanup Operations at TrtI-2 " Svc list and Related 
correapondenco 

BLAKE. E L Metropolitan Edison Co DSB 060 04/00/14 i4pp 

26068 271 24X Fiche 50-209,04/00/14,8408150458 


8408150489 Informs of Commissioner Zech 040830-31 visit to facility 
Each party inv'ited to send representative to accompany 
Cominiss i oner Response requested by 640024 Served on 640815 
MDNTQOHERV, J Commissioners DSD 030 84 / 08/14 Office of the 

Executive Legal JTlreCtor ip S6O60 15? 24X Flchc 50-269, 

84/08/14,8408150409 


0400200453 Expresses concern re cleanup of Unit 2 & possible restart of 
Unit 1 NRC should issue mandatory cleanup schedule b require 
adequate funding plan, plant demonstration, of safe working 
order b proof of util integrity before restart 

FfSCKER. D S Lancaster County, PA DSB 167 84/00/14 NRC - No 

Detailed Affiliation Given 2pp 26136 290 24X 

Fiche 30-207.04/08/14.0408200455 


B40B1703L1 Forwards Investigation Rept 1-83-010 re Tht-B alleged 
falsification of leak rate surveillance test data Served 
on 040816 

MAYES. B 0 Office of Investigation DSB 096 04/00/13 PALLADINO, 

ROBERTS, ASSELSTINE Commissioners 727p p 26116 OOl 24X 
Flcho 30-209, 04/00/19. 84Dai7031i 


0408170325 Motion for protective order on documents requested by TMI 
Alert concerning Oleckanp mailgrarn which exceed or lie 
outside scope of mallgran be proceeding Related 
carresp ondence 

TROWBRIDGE, O F Motropo 1 I tan Edison Co TftOWllR IDOE. 0 F. 0hau, 
Pittman. Potts b Trowbridge DSD 007 84/00/13 Atomic Safety 

and Licensing Board Panel i2pp 261i3 335 24X 

Fiche 50-209,04/00/13,8400170323 


0400140465 Response apposing 040906 order Commission should disqualify 
Itself b refer restart decision tq appropriate Federal 
Court Commission primary concern should not be protecting 
licensee 

LEWIS, M I Lewis, M DBB 016 04/08/13 Commissioners 2pp 

26060 330 34X Fiche 30-209104/00/13,0400140465 


0400170330 Request for eztensian of time until 840904 to respond to TMI 
Alert 840731 first set of interrogatories Certificate of 
Bvc encl Related correspondence 

TROWBRIDGE,© F Mo trop o 1 1 tan Edison Co TROWBRIDGE, O F Shaw, 
Pittntan, Potts b Trowbridge 84/0B/15 Atomic Safety and 
Licensing Board Panel 6pp 26113 347 24X Pi che* 50-299, 

04/00/ 1 3. 0400170325 
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8<VOQS20j^ 9^ Urges that Con-^i'Ssion oot consider issue of restart unless & 
until all steps conpleted to ensure conplete cleanup of 
TMI-9 h health t safety oF public Served on 040821 
HEINZ# J Senate D5B 203 B4/Oa/15 PAULADlNQ# N J 

C otnm s E 1 one r 5 3pp S&193 OBI S'lX Fiche 50-2891 04/08 / 1 5> 

0 400220296 


6408170335 Proposed CDrrec*‘ion to Conmisalon 840006 order Statement in 
Page 2 footnote & itnp 1 ica t ions re UCS participation in 
hearings inaccurate Footnote should be eipunged or modified 
ttt fully reflect facts 

WEISS# E R Union of Concerned Scientists DSD 092 B4/0B/16 Jpp 

26113 360 24 X Fiche 50 - 289 , B4/08/ 16# 0408170335 


6400200460 First set of interrogatories 6 first request for production 
of documents re training Certificate of Sve end Related 
correspondence 

DAUSER.DQ Metropolitan Edison Co OAUSER. D D Bhav;. Pittman# 

Potts 8 f TrotiJbridge DSD 136 B4/08/16 Three Nile Island- Alert 

lOpp 26136 296 a4X Fiche 30-289, B4/08/ 1 6 , 8408200468 

8400200515 First set of interrogatories t first request For production 
of documants re training Certificate of Svr encl Related 
correspondance 

BAUSefi-D B Metropolitan Edison Co DAUSER.D D Shaw. Pittman, 

Potts & Trowbridge OSfl 153 84/08/16 Union of Concornod 

Scientists 9pp 26137 017 24X Fiche 30-289. 84/08/16, 040820051 5 


94O0SQO5S7 Second set of interrogatories li request for ptoduction of 
documents pertaining to reopened hearing on Dieckamp 
mailgram Certificate of Sve end Related coi respond ence 
BLAKE. E L Metropolitan Edison Co DLAKE. E L Shau. Plttmaii. Potts 
It Trowbridge DSE 147 84/08/17 Three Mile Island Alert I4pp 

26137 030 24X Fiche 50-289.84/08/17.0408200557 


B40B200S61 Kemorialiies changes to TMI Alert B40731 first request for 
production of documents h first set oF interrogatories to 
util discussed at 640013 meeting Sve list end Related 
enrresp ondence 

LEUIS. D R Shau, Pittman. Potts h Trowbridge LENI 8 . D R 
Metropolitan Edison Co DSQ 146 84/08/17 B£RNAQEl,L Oovernment 

Accountability Project 6 pp 26137 044 24^ Fiche 50-S09. B4/0D/1 7, 

0408200561 


0408220307 Forwards Harrisburg City Council HesolUt|o>t> J71-1904 
objecting to TMI-I restart it licensure of util to operate 
facility Served an 840G21 u/Certlf icate of 8 vc 
BERRY. R B Harrisburg, PA DSD 203 04/08/17 PALLADtNO.N 

Commiss loners 2pp 26194 067 24X Fiche 30-289,04/08/17. 

8406220307 


B4O822D330 Order e»*‘ending time until B40B27 for Com/nission to act to 
revieu Director's Decision DD—04-1B Served nn 040821 
CHILK. S vi Office qF the Secretary of the CommiSsian DSB 194 
04/03/21 Coffimiss i oner s ip 26191 354 24X 

riche 50-209,94/08/21.0408250358 


0400230207 Informs that licensee uill make good faith eFfort to answer 
TMI Alert Document Request 7 F.- Interrogatories 2-9 t< 42 
Licensee roserves right to object to further efforts as 
bUTdenscKTiB 5, unreasonable W/svc list Related correspondence 
LEUIS. D n Shau;. Pittman# Potts V Trourbridge LEWIS# D H 
Metrapo 1 1 tan Ed ison Co DSD 221 84/08/21 DERNADEI.L Government 

Accounfcab i I ity Pioject 3pp 26209 2l5 24X Fiche 50-209.04/03/21. 

8408230207 


8406230272 Reply to B4081O 6 30 proposed findings of Fact h 
cn-nc lus i ons of law filed by TMI Alert l URC staff, 
respoctively Certificate of Sve encl 

CHURCHILL. 0 M Metropolitan Edison Co CHURCHILL# 8 W Shaw. 
Pittman. Potta U Trowbridge DBB 212 84/00/21 20pp 26206 139 

24 X Fiche 50-289.84/08/21.0400230272 


8108240245 Notification of intent to attend B40B3D-3] site visit & 
eitjiresscs objection to util orientation UCS urges 
Cornmi ssionei to forego orientation Certificate of Sve end 
UEJSS.E R Union of Concerned Scientists WElSSjE R Harmon !< 
Uelss DSfl 266 84/00/21 4pp 26223 062 24X 

Fiche 50-209*04/00/21.0408240245 


0409840251 Forwards Pages J 6 A t. 16D of TMI Alert second set of 
interrogatories r« training issue Amend to Document Request 
36 of second request for production to ref Interrogatories 
SQj29 ti 30 reconmended Related correspondence 

nc.RNAat],L Oovernment Accountability Project 8 ERNAQEI.L Three 
Mile Island Alert OSn 265 04/08/21 DAUBER, D Shau. Pittman# 

Potts & Troiubridqe 3pp 26222 335 24X Fiche 30-209.84/00/21. 

0409240231 


8409230325 Notice of withdrawal of appearance in proceeding Certificate 
of Gve end 

SHDLLY. S C Union of Concerned Scientists DS3 236 64/08/22 

□ pp 26203 354 24X Fiche 50-299,04/00/22.8408230325 


8409340230 Foruarda supplemental pages for 840813 petition for 
revocation of license of GFU on basis of deficient 
character 

DQR05H0N, J Throe Milo Island Alert OSB 258 84/08/22 

Commissjonors Ip 26323 OlO 24X Fiche 30-000,04/00/22. 
0400240230 


840822DS5Q Informs of agreement w/uording of 840913 discovery requests 
re interrogatories Verification that document requests & 
Interrogatories not burdensome, oppressive or overbroad 
requested 

BERNAQEIiL Oovernment Accountability Project DERMAQEI. L Three 
Mile Island Alert DBB 193 G4/08/20 L£WIS;D R Shaw, fMttman. 

Potts t Trowbridge Ip 26193 140 24X Fiche 30-209.84/08/20, 

0408220238 


— 8408220263 Opposition to licensei, 040815 motion For protective order 
re TKI Alert first set of interrogatories U first request 
for production b motion for extension of time to reply to 
THI Alert first set of interrogatories W/Certi P i cate of Sve 
BtRNADEl.L Three Mile island Alert BERNACEI.L Oovernment 
Accountability Project 84/08/20 Atomic Safety and Licensing 
Board Panel 62pp 26193 141 24X Fiche 30-269,04/08/20, 

8408220258 


8408220366 Forwards RD Parfs 840724 Iti re concerns over NflC handling 
of allegations of miatnaTiag ement in cleanup. Ltr referred to 
In rwr Alert comments on Cntnmission D40601 ordor 

DERNABEJ.L Oovernnenfc Accountability Project DCRNADEl.L Three 
Mila Island Alert DSD 20 4 84/08/20 Atomic SaPoty and 

Licensing Board Panel Ip 26167 357 24X Flch« 50-289.84/00/20, 


— 8408240237 Sup p lame iital page-s to petition for revocation of license on 
basis of deficient character Certificate of Sve encl 
e Oeneral Public Utilities - OPU Service Corp 84/08/13 

Atomic aafety and Licensing Board Panel 43pp 26223 019 24X 

FUho 30-000, 84/08/22, 040ea40&50 


8409270072 Response opposing TMI Alert 940003 first set of 
Interrogatories L iriiotlon for protective order re discovery 
to which staff objected Certificate of Sve encl Related 
correspondertcc 

OQLDDCRO. J R Hearing Uranch. 2 DSB 307 84/00/22 Three Mile 

Island Alert l, 6 pp S6247 167 24X Fiche 30-209. 84/08/22, 

D40G.270072 


9409260175 Order eitendlng time until B40907 for Commission to act to 
review ALAD-/72 Served on B40S23 

CHILK, S 0 Office of the Secretary of the Commission BSfl 335 
84/00/82 Commissioners Ip 86259 053 24X 

Flclie 30-209.04/09/82, 0408280173 


9408200412 Comments on 5i;CY-04“237 ro THI-1 restart, per 840727 memo 
Cutting subcoollng margin removes buffer of string error it 
time operator has to react to reading before problem 

LEWIB. M I Lewis. M DSD 340 84/09/22 Office of the Secretary 

of the Commission Ip 26200 217 24X Fiche 50-289,84/08/22. 

Q409280412 


—8406230373 Expresses concerns over NRC handling of allegations of 
mlsmanageinent In cleanup NRC mastered art of obfuscation 
Response from. Commission l fqrwardino of itr to ASLD 
requested 


PARKS. R D Affiliation Not Assigned 84/07/24, 
ROBERTS, T , ASSELSTINE, J Commissioners 4 pp 
Fiche 50-289, 84/OB/20, 9408220366 


PALLADIND, M J , 
26199 358 24X 


9409270115 Roquest for eilans^ton of time until 940912 to answer TMI 
Alert second set of Interrogatories Certificate of Sve encl 
Related corrosp and enco 

DAU9ER, D D Me trop ul Itan Edison Co BAUSER, D D Shaw, Pittman. 
Potts b Trowbridge D 8 B 203 84/00/53 Atomic Safety and 

Uiceneing Doard Panel 6 pp 26247 332 24X Fiche 30-289,84/08/23, 

04OD27O115 


8408270176 Proposed findings of fat t. cone luslons of low U order in 
decision re eteam generator tube repair 

Branch 4 DSB 297, 84/08/20 llpp 

26243 280 24X Fiche 50-269,84/08/20.8408270176 


— B4O027O1B3 Brief in support of staff proposed 
steam generator tube repair 
WAGA/E/?,tt e Nearing Dranth 4 04/00/20 

Fiche 50-289.64/08/20,0408270176 


findings of fact re 
a 6 pp 26243 291 24 X 


0400,270145 rorwards TMI Public Health Fund '’First Two Yrs Rept to 
Court L Public," per 040015 meeting re study unreleased by 
court petition concerning expenditures from TMI Public 
Moaltb Fund 

CLARK, P R Genera 1 Public Utilities - CPU Service Corp 84/08/23 
DENTON. H R Office of Nuclear Reactor Regulation. Director 4pp 
26243 157 a4X Fiche 50-209.84/09/23.8408270143 
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--9409270 1 49 “First Tuo Vrs Kept to Court t Public " Related info end 
* Trir Public Hedlfch Fund 94/00/23 44pp 26245 161 24)f 

Fiche 50-239,04/08/23.0400270145 


B40Q270359 Objection to waiver of subcooling criteria 6 co^nments on 
NFIC safety evaluation of subcooling criteria for actuating 
or throttling HPI Certificate of Svc end 

WEISS. E R Union of Concerned Scientists WEISS, E fl Harmon fc 

Weiss DSB 316 04/08/24 15pp 26245 040 24X 

Fiche 50-209. 84/00/24. 0400270359 


0408200493 Provides corrected date of 840817 to DCS 040713 response re 
util comments on 830713 nemorandum t order on lead 
intervenors I' motion to partially exclude UCS from 
participation in mgt remand 

WEISBr E R Harmon i Weiss WEISS. E R Union of Concerned 
Scientists DSB 357 04/08/24 SMITH, I M . WOLFE. S J . 

t INCNBERGER. 0 Atomic Safety and Licensing Board Pane i Ip 
26280 345 24X Fiche 50-289.04/08/24,0400280493 


8408200168 Order extending time until 840907 for Commission to act to 
revieiu Director's Decision DD-04-10 Served on 040027 
CHILK.S J Office of the Secretary of the Commission D90 320 
04/00/27 Commissioners ip 26262 361 24X 

Fiche SD-289< 04/08/27. 0408280160 


0408280409 Responds to 040719 request for list of uncompleted restart 
short-term actions Licensee action required on emergency 
planning offsite communications lest St integrity of sys 
outside containment test program Related correspondence 
ODLDDERG, J R Hearing Branch 2 DSB 345 04/00/27 WEISS, E0 

Union of Concerned Scientists Ip 26200 216 24X 

Eiche 30-289,04/00/27,8400200409 


8406200427 Atk receipt of 840021 Itr responding to Commlsslaner Zoch 
040014 memo re TMI~1 site visit Visit rescheduled for 
040031 Clarification re Commission request for orientation 
concerning util organiiation provided Served on B4062B 
ZECH, L M Commissioners DSB 347 04/08/27 WEISS. E R Union of 

Concerned Scientists WEISS, E R Harmon S< Weiss ip 26280 215 
24X Fiche 50-209,84/00/27,8400200427 


0408290012 Answer opposing licensee 840731 motion to partially exclude 
UCS from participation in mgt remand UCS participation on 
issues re Dieckomp maiigram L leak rate testing 
recommended Certificate of 8vc end 

OOLDDCRO. J R Hearing Branch 2 DSB 346 04/00/27 Atomic 

Safety and Licensing Board Panel 0pp 26291 273 24X 

Fiche 50-289.04/08/27.0400290012 


8400310423 9taff requirenents memo summani ing 040013 oral 
presentations by parties re restart Commission requested 
Aamodt provide names of individuals appropriate to carry 
out ep idemlolog leal study 

CHILK.S J Office of the Secretary of the Commission 04/09/27 
DIRCKS.W j Office of the Executive Director for Operations Spp 
26363 047 24X Fiche 30-209,84/00/27,0400310423 


8408310099 Order extending time until 040907 for Commission to act to 
review ALAB-774 Served on B40B30 

CHILK.S J Office of the Secretary of the Commission DSD 391 
04/00/20 Commissioners Ip 26323 199 24X 

Fiche 30-289,04/00/28.0408310099 


B408J10207 Informs that steam generator tube plugging Issue uill be 
resolved 6 repairs completed by 041004 8vc list end Related 
correspondence 

BAUSERi D B Shaui Pittman. Potts fc Trowbridge BAUSER*D D 
Metropolitan Edison Co DSD 431 04/08/29 SMITH, I M , WOLFE, S J . 

LINENDERQER. 0 Atomic Safety and Licensing Board Panel. 3pp 
26310061 24X Fiche 30-289.84/00/29,0408310207 


H General correspondence 


B408200274 Responds to 040626 Itr re penalties for excessive releases U 
regulations on effluent releases Purpose of 10CFR50 34a 8c 
SOiApp 1 described 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/00/13 TAYLOR. F Z Affiliation Not Assigned 5pp 26142 337 
24X Fiche 30-209.84/00/13,6400200274 


—0408200282 Questions competence of NRC insp ec tors, b asfld on alleged 
failure of NRC inspector to recognize steam generator 
Concern expressed re release of Kr-B3 other effluents 
TAYLOR, F Z Affiliation Not Assigned 84/06/26 DIRCKS, M J 
Office of the Executive Director for Operations 3pp 26142 342 
24X Fiche 30-289,84/08/13,8408200274 


B40B22O39O Protests unfair treatment indicated in staff rept on 
NUREG-O660 j S upp 1 5 re facility restart Conclusions ro RCS 
leak tests unfair Refusal to endorse NRC conclusions 
requested Memo dtd 7Q102D to shift supervisors end 
FLOYD* U R Affiliation Not Assigned 04/08/13 FALLADIND. N J 
Commissioners. 2pp 26109 336 24X Fiche 50-289,04/00/13-. 

8408220390 


B4O023O436 Responds to 840629 Itr expressing concerns re scope of TMI-I 
restart proceedings Issues raised by Inqun or newspaper 
irrelevant to restart Proceeding addressed adequacy of plant 
opprat i ng. ma i nt 6 administrative procedures 

DEN TON i H R Office of Nuclear Reactor Rogulatlon, Director 

B4/0B/I6 VANCE. L S Affiliation Not Assigned lOpp 26237 266 
24X Fiche 30-209,04/08/16.8408230436 


--8400230440 Requests response to end LS Vance Q40629 Itr re Tlil-l 
restart proceedings 

WENGER.MW Pennay 1 van i a. Commonwealth of, 84/07/17 
FALLADINOpM Comfli I s« loner s 9p p 26237 275 24X 

Fiche 30-209,04/08/16.9400230436 


K Utility Final Safety Analysis Report IFSAR) amends 


0408020137 Foruarde Update 3 to TMl-1 updated F8AR Update reflects 
changes & analyses since 630718 update Chapter 11 update 
withheld 

HUKILL. H D General Public Utilities - OPU Service Corp 84/07/26 
DENTON. H R Office of Nuclear Reactor Regulation, Director Ip 
23880 148 24X Fiche 50-209.84/07/26,0400020137 


— 8409020141 Update 3 to TMI-1 updated FBAR 

» Oeneral Public Utilities -GPU Borvlce Corp 04/07/31 lOOpp 
23800 149 24X Fiche 50-209,84/07/26.8400020137 


P Operating license stage documents t. correspondence 


0400160060 Forwards request for adtfl info re DHR 6 technical evaluation 
rept Response requested within 30 dags of Itr receipt 
STOLZf J F Operating Reactors Branch 4 04/07/10 HUKILL, H D 

Oeneral Public Utilities - OPU Service Corp 6pp 26120 213 24X 

Fiche 30-209. 84/07/10. 8108160060 


04O0OBO43B Forwards request for addl info re pipe stresses far high 
energy lines Response requested by B1073D to maintain VCB 
10-CFfl2 206 petition decision review schedule 

STOLZ.J F aperating Reactors Branch 4 04/07/24 HDKILL, H D 

Oeneral Public Utilities - OPU Service Corp 5pp 2S977 177 24X 

Fiche 50-269,84/07/24,8408000430 


0408000200 Summary of 840712 meeting w/D&W Owners Group re non-nuclear 
Instrumentation sys status Attendance list & vlewgraphs 
end 

KADAMDI.P Operating Reactors Branch 4 04/07/27 Oporatifig 

Reactors Branch 4 36pp 2 5970 S20 24X Fiche 30-000,84/07/27, 

04QBO8O2BQ 


8408030006 Forwards responses to NRC quostlons re emergoncij feedwaler 
sys seismic Ipterac t ion, p er util 040716 submittal 

HUKILL, H D Oeneral Public Utilities - OPU Service Corp 04/07/30 
STOUZ.-vf F Operating Reactors Branch 4 4pp 23906 013 24X 

Fiche 30-209, 04/07 /ao, 0408030006 


8408060413 THI-l RESTART An Evaluation Of The Licensee's Management 
Integrity As It Affects Restart Of Three Milo Island Unit 1 
Docket 50-209 

e Division of Licensing NURE0-O6B0 309 04/07/31 179pp 

Available at NRC 46 OO 23937 102 24X Fiche 50-209.04/07/31, 

0400060413 


8408070280 Informs of completed mod to intermediate bldg flood 
protect i on, a I lowing 25 nlnutesu/o operator action before 
emergency feedwater components affected 

HUKILL. H O General Public Utilities - GPU Service Corp 04/08/01 
3T0LZ, d F Operating Reactors Branch 4 3pp 25940 106 24X 

Fiche 50-209,04/00/01,0408070280 


0406090477 Informs of approval of request for withholding '“Bummary Info 
Package RC8 Coolant Inventory Trending W/Reactor Goblont 
Pumps Operating,*' from public disclosure (ref iOCFR2 790) 

BTOLZ, J F Operating Reactors Branch 4 94/08/01 HUKILL, H D 

Oeneral Public tlttllfrles - OPUSqrvlca Corp 5pp 23976 054 24X 

Fiche 30-289, 84/00/01 , 0406080477 


04O0O7O23B Forwards analysis providing suppl eirental justification for 
Tech 0pec Change Request 135, Rev l.as discussed w/C Nichols 
8c 8 Dllanni of NRC Analysis demonstrates explosion 
resistance of waste -gas holdup sys under worst conditions 
HUKILL, H D Oeneral Public Utilities - OPJ Service Corp B4/0D/02 
STDLZ, 0 F Operating Reactors Branch 4 9pp 25940 320 24)( 

Fiche 30-209, 04/08/02. 8408070238 
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840B070110 Generic Ltr 04-19 to all af operating reactors- 

applicants for OLs t, holders of CPs re availabilitg of 
Suppl I to "Pr lor 1 1 1 I at I on of Generic Safety 

Issues ' Bvc list entl 

ElSEKiHUT.D G Division of Licensing 04/08/04 Consolidated 

Edison Co of heu Yoi It. Inc IBpp 26127 230 2-4X 

Fiche 50-000.04/03/06.6400070110 


a4OBl3O043 Advises of intent to revise environ itual i f icat 1 on prograrn to 
incltide condensate storage tank valves to condenser hotuell 
& condensate storage tank cross connect valves. in response 
to MRC D40625 )r 

HUKILL. H D General Public Utilities - GPU Servtrp Corp 04/08/06 
STQLZi J F Operating Reactors Branch 4 Sp-p 26010 310 24K 

Fiche 50-a09. 04/03/06.0400130343 


6409160205 Forwards handurltten notes from 040320-21.0507-00,0625 t 
0B06 environ qualification file audits All emergencv 
feeduiater flip deficiencies resolved b sys environmentally 
qualified 

STOLl.J F Operating Reactors 9ranch 4 B4/0B/07 weJSS.E R 

Harmon U Waiss SSpp S6t26 170 24X Fiche 50-209.04/08/07, 

8408160285 


8408310305 Forwards Amend 98 to License DPR-50 6 safety evaluation 
Amend revises Tech Spec definition of operable 6 operability 
to assure preservation of single failure criteritin for 
safety sys Motice of issuance ui 1 1 he in noiffc FR 
QTDUZ. d r Operating Reactors Branch A 94/09/07 HU«1LL.H D 
Qeneral Public Utilities - OPU Service Corp 4pp 26350 240 24X 

Fiche 90-289.04/08/07.8400310305 


—8409310308 Amend 98 to License OPR-50, r evi sing Tech Spec definition of 
pperable b operability to assure preservation of single 
failure criterion for safety sys 

STCL2.JF Operating Reactors Branch 4 B4/08/07 I9pp 

26350 244 24X Fiche 50-2B9. S4 /O0/O7. 0400310305 


— B40B310311 Safety evaluation supporting Aniend 98 to License OPR-SO 
« Office of Nuclear Reactor Regulation, director 04/09/07 3pp 
36350 259 34X FiChe 50-287,04/09/07,8400310305 


— 8400300237 Hod P.n tending period uf pi>i fo< mance to 040715. to 
‘•'tlinical ResponsD to Chronic Stress in fMI 

DAUrt, A Uniformed Sor>ice5 Univ of Health Sciences HAGAN, T F 
Division of Contracts FITJ 0-80AQ 04/OB/14 Ip 26315 362 

24X Fiche 50-209.04/08/14.8400300233 


9408220210 Forwards Page I of End VO iiiadver tc«t 1 ij omitted from 
840629 submittal re polities for employee pintection from 
discrimination pdr iOCFRSO 7 b policies for adequdtP. 
accurate corporate CQmnuni ta t ions 

HUKILLdI D Oenoral Public Utilities - GPU Service Corp Q4/0B/16 
EISENHUT.D G Division of Licensing ap p 26174 051 a4X 
Fiche *> 0 ' 269. 04 / 00 / 16 . 8400220210 


B40B220363 FerujardS response to request fo-r addl info le control of 
heavy loads mods, per Mu0E<S-“O6l 2* ros ul 1 1 ng from cfiscussions 
ui/FraKklin Research Ctr fc Rev 0 to Procedure I4GS-6. 

'•Procedure for Insp of Wire Rope or Dynthetic Slings " 

HUJVILL.H I) General Public Vt ill ties - GPU Service Corp 04/00/16 
ElbENHUT. D G Division of Licensing 6pp 26109 324 24X 

Fiche 50-207,04/08/16.0400220363 


—0400220365 Hav O to Procedure 140B-6, "procedure for Insp of Wire Rope 
or Synthetic Slings ** 

NCLBON. t1 A , TQULC.R General Public Utilities - GPU Service Corp 
83/10/n Spp 26109 330 24X Fiche 50-287.04/00/16.0400220363 


0408240167 Informs Of intent to provide response to NRC quostinno re 
DHR within 30 days of receipt of lochnical evaluation ropt 
KUKILL.H B General Public Util It lot - GPU Oorvico Carp Q4/OQ/17 

STDLZ.Jr Operotirg Reactors Branch 4 ip S'6228 170 a4X 

Flcbfl 50-209. D4/Oa/ 17. 840824016/ 


0408270467 Advisee that rcvlcui of ralculotions transmitted by 020623 6 
040615 Itrs re hot log restraints under asymmetric LOCA 
loads completed Calculations resolve NRC 040327 concernn 6 
acceptable 

BTOLZ^J F Operating fteactois Branch 4 04/OQ/l/ KUKILL, H D 

General Public Utilities - GPUQorvlep Corp 4pp 26277 206 24X 

richfl 90-207, DA /on/ 17. €1400270467 


8409130210 Forwards "PRA of Dffslte Releases Initiated by Tosic 
Chemical ReleasB. " per NUREO -07374 1 tem III D 3 4 
Transpartat i on of offsite chemicals in vicinity of fAcillty 
ulll not pose undue risk to control room operator 

HUKILL. H D General Public Utilities - GPU Service Corp 64/08/09 
STOLZ.J P Operating Reactors Drench 4 2pp 26000 065 24X 

Fiche 50-287,84/00/09.8400130218 


0400200279 Generic Uir €14-20 to all licensees of oporntinfl roaclurs 6 
applicants for GLs re scheduling guidance for liccnsoe 
submittals of reloads that involve unrevieuiod safety 
questions Bvc list enc ) 

ClBENliUT.DG Division of I iqcf\& 1 ng 84/08/20 Consnlidotod 
Edison Co of Mow York, Inc I7pp 26276 244 24X 

riclie 50-000. 04/00/20. 0408200275 


— 0408130225 "'PRA of Offsite Releases Initiated by Toxic Chemical 
Release, final rapt 

PENBTEPMACHER, HUBBARD, F R . CALABRESE. R V Pickard, Lowe & 
Garrick. Inc PLQ-0370 84/07/30 JlBpp 2600B 067 24X 
Fiche 50-209,84/08/00,8400130219 


0400200170 FoTuards master list of olecirlcel oquipmenl locaied in 
harsh radiation onvlr on. rad lot 1 on qualification info for 
components V resolution of equlpmont 1 tarns for which 
raiSlatian documentation i ncomp lets . per Q4O0OD ltr 

RIL0ON, R F General Public Utilities - GPU Service Corp 04/00/23 
eiQCNIlUT,D G Division of Licensing i9pp ?62/9 070, 24X 

F 1 C h 0 50-207, 04 /on /23 . DA 0 D2tl0 1 70 


8400140406 Requests immediate implemoniat ian of Amend 79 to License 
DPR-50 to avoid administrative problems in tech Spec chonge 
requests 8i subsequent amends 

HUKILL.H D General Public Utilities - GPU Sarvlice Corp 84/00/OB 

8T0LZ, U F Operating Reactors Branch 4 !p 26050 399 2AX 

Fiche 50-299. 04/08/00, 0408140406 


040D310238 Forwarde '"Ravleu of Do-so Am ttBosmen ts at IHI t 

RocanmoodaLloxts for Future Research ■’ Printed ropt summaries 
& 040029 press release end 

DC«0CR.» Dsrger. D 34/00/27 DENTON. H R Office «f Nudoai 
Reactnr Rogulation, Director 7 rp S6316 273 24X 

F l c h 0 5 0-209 , 04 /OO / 37, 0400 3 1 0230 


3408140411 Forwards cerrectsd Tech Spec Section 6 16, *'Post- Accident 
Sampling Programs*' 1* Table 4 1—1 rc Instrument surveillance 
requirements. In response to NRC request fur changes to 
040604 Tech Spec Change Request 119 

HUV4ILL, H D General Public Utilities - GPU Service Carp 04/00/OB 

STOLZ.J F Operating Reactors Drench 4 ip 36048 397 24X 

Fiche 5O-S07i 04/00/08. B40B140411 


-0408140419 Corrected Tech Spec Change Bequest IIS. adding phrases to 
clarify Tech Spec Section 6 l6, "Pijm fc-Acc 1 dent Sampling 
Prqgramsr" (KUREG-07a7, 1| 0 3 «c II r 12) Tab 1 e 4 l-l re 
instrument surveillance requirements 

s General public Utilities - GPU Service Corp 04/OB/OB 'Jpp 


— 04OB31G237 "Revietj of Do»o Assossmants at TMl 6 Roecjifimemla tlons for 
Future Resoarch “ 

DEYCA. J Thl Public He.ilth l-uniS Q4/0f|/l» 2/Opp 26316 300 
24X Fiche 30-209, 84 /OD/37. 0408310233 


840Q310L53 forwards T141 Public Health Fund rept, "Revloui of Dose 
Aesoisments «t TMI tt Recommendations for Tuture Research " 

CLARK, P n General Public. Utilities - GPU 0ervice Corp 04/Ot)/2D 

DENTON. H H afftce of Nuclear flDoctar Regulation, Dtrecior Ip 

S6323 201 24X riclio 50-2B9, D4/0G/2D. D40B310153 


— 040031015/ "Rovle'J nf 0ns e Assessments at TMT b Ratommenda t i onn for 
Future Research '* 

DEYEAiJ TMI Public Health Fund 84/00/ 15 203pp S6323 883 

24X riche 50-209, 84/08/20. €1408310153 


Q InspectlQn reports, IE Qulletlns t correspondence 


0408080243 rorwards IE Insp Rppt 50-207/04-06 on 040212-0412 b notice 
nf vlnlAilon 

MARTIN, T T Blvialon of engineering U Technical Programs 04/07/10 

HUKILL, H n Genera) Public Utilities - OPU Qervltq Corp 2pp 

29774 341 24X Fiche 50-207,04/07/18.0400000243 


—8400000250 Notice of vtalaliDn from Insp on 8402 12-04 18 

s Rigion I, Office of Director 04/07/10 Ip 85774 343 24X 

FUhs 50-209-04/07/18,8400080243 
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— 8403080256 IC Insp flep<- 50-289/84*06 on 840212-0412 Violation noted 
f^ailore to doconent eng ireeT mg justification for 
"use-as-is'‘ disposition of nonconforming items In area pP 
fire pr □ tPc t lor/pr event l on 

NICHOLAS H H Division of Engineering i Technical Programs 
PAOLlNO<R J . PAUUITZ^F p RegitJTt j, Office of Director 
04/07/Ob 14pp 25974 344 24)i Fiche 50-289, 84/07/ 1 0, 8408000243 


B4D0O0O401 Foriuards l£ Insp Rept 50 -?a9/B4'- 1 4 on 040521-0601 No 
violations observed 

MAPtINp T T Division of engineering t/ Technical Programs 84/07/lQ 

HUKlLCtH 0 General Public Utilities - GPU Service Corp 2pp 

25973 172 24X Fiche 50-209, 04/07/ 10< 8400080401 


— 0408080490 IE Insp Rep*^ 50-289/04-14 on 040521-0601 No violations 
noted Major areas inspected licensee action on previo-us insp 
f ind mgs. res tar* preopera 1 1 ona 1 test program, inc 1 ud Ing 
procedure leviebj *j hoi functional testing 

NICHULAS, H , WEN, P , FINKCL.A Region I, Office of Director 
04/07/09 7pp 25975 174 24X Fiche 50-209,04/07/10,8400000481 


04OBI 50264 Foi wards IE Insp Repl 50-289/04-17 on 840605-0703 No 
violations noted 

STAROSTCCH I , R Division of Project 1 Resident Programs 04/07/26 
HUKIUL.H D General Public Utilities - GPU Service Corp 4pp 
26076 335 24X Fitho 50-209,04/07/26,0400150264 


—8400150371 lE Insp Rept 50-209/04-17 on 040605-0703 No violations 
noted Major areas inspected plant operati otis, inadvert ent 
partial engineered safeguards actuation sijs,malnt 
act ivi t 1 es, foil owup of LER 6 restart valve lineups 
YOUNG, r , PAUNACK. W , CONTE. R Region 1, Office of Director 
84/07/16 I3pp 26076 339 24X Fiche 30-209,04/07/26.0408150264 


8407250239 IE Info Notice 04-57, "Operating Experience ro Moisture 
Intrusion In Safety-Related Electrical Equipment at 
Commercial Power Plants " Sve list end 

JORDAN, E L Division of Emergency Proparedness t. Engineer ing 
Response (Post 030103) 04/07/27 Consolidated Edison Co of Now 

York, Inc Jl9pp 25865 047 24X Fiche 50-000,04/07/27 , 8407250229 


8400030132 Requests listed design info re mods to RC8 head S, high 
point vents as Followup to 040723-26 insp (SO-209/04-22 ) 

MARTIN, T T Division of Engineering 6 Technical Programs 04/07/2? 

HUKILL.H 1) General Public Utilities - GPU Service Corp 4pp 

25916 113 24X Fiche 50-209.04/07/27.0408030122 


0408030104 Ac If receipt of 840703 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-309/04-03 
Corrective actions will bo examined during future insp 
MARTINET T Division of Engineering It Technical Programs 84/07/30 

HUKIEL.N D General Public Utilities - GPU Service Corp 4pp 

25904 303 24X Fiche 50-2fl9i 84/07/30, 0400030104 


—8400030107 Suppis response to NRC 040214 Itr re violations noted in IE 
Insp Rept 50-289/84-03 Forwards update to list of 
outstanding items t Technical Data Rept 563* "TMI-1, Post- 
Accident RMA-5 Grab Sampling & MAP-5 Filter Removal " 

HUKILL, II D General Public Utilities - GPU Bervice Corp 
84/07/03 MURLEY. T E Region 1, Office of Director 3pp 
35904 307 24X Fiche 50-309,04/07/30.0400030104 


—0408030108 Rev 0 to "TmI- I , P ost-Acc 1 dent RMA-S Grab Sampling 6 MAP-S 
Filter Removal Radiological Analyses '* 

« Ooneial Public Utilities - GPU Service Corp TDR 563 
04/07/02 26pp 25904 310 24X Fiche 50-289,04/07/30,0408030104 


0400200014 Forwards IE Insp Rept 50-209/04-16 on 840604-00 t< notice of 
via lei 1 on 

MARTINj T T Division of Engineering 6 Technical Programs 04/07/31 

MUKILL.H 0 Oonoral Public Utilities - GPU Service Corp 2pp 

26140 232 24X Fiche 50-289,04/07/31,0400200014 


— 0400200017 Notice of violation from insp on 040604-00 

» Region I, Office of Director 04/07/31 Opp 36140 334 24X 

Fiche 50-209,04/07/31,8400200014 


■8408200023 IE Insp Rept 50-289/84-16 on 04O6O4-OB Noncqmpl lance noted 
chemistry technician entered radiation area w/o dose rate 
instrument or Xetex 

WHne, JR , SELL.J . KOTTANiJ Region 1. Office of Director 
04/07/26 29pp 26140 237 24X Fiche 50-209,04/07/31,8408200014 


0400000300 Advises that response to notice of violation re false 
statements concerning retraining it qualification program 
will be submitted within 30 days after release of ref Info 
Check foi 440,000 re operator cheating end 

HUKILL, H D General Public Utilities - GPU Service Corp 84/08/02 
DEYOUNG, N C Director's Office, Office of Inspection and 
Enforcement Ip 25965 306 24X Fiche 50-209, 04/08/02. 8400080300 


0408010333 IE Info Notice 04-59, "DelibBrate Circumventing of Station 
Health Physics Prpeedurfis " Sve list end 

JORDAN, £ U Division of Emergency Preparedness 6 Engineering 
Response iPost B30103) 84/08/06 Consol ida ted Edison Co of New 

Yorir, Inc 122pp 26068 001 24/ Fiche 50-000,84/00/06,0408010333 


S40B010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement '* Sve list end 
JORDAN, E L Division of Emergency Pr eparedne a s 6 Engineering 
Response (Post 030103) 04/08/06 Consolidated Edison Co of N»w 

York, Inc I23pp 26067 150 24X Fiche 50-000,04/00/06,0408010337 


8408100133 Informs that util response date incorrectly noted in NRC 
840709 transmittal of SALP rept Correct util rospense date 
was 840606 TMI hearing sve list enc I 

STAROSTECKI , R Division of Project t Resident Programs 04/00/06 
HUKlLLi H O General Public Utilities - GPU Service Corp Spp 
25989 357 24X Fiche 50-289,84/08/06,0409100123 


e408070i20 IE Info Notice 04-6i, "Overexposure of Diver in PWR 
Refueling Cavity " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineeritig 
Response <Post 930103) 04/08/08 Consolidated Edison Co of Naw 

York, Inc 120pp 26129 110 24X Fiche 50-000,04/08/08,8408070120 


8408130406 Forwards IE Insp Rept 50-209/03-20 on 030711-0909 re RCS 
leak rate tests during Apr 1978 - Mar 1979 Revised end insp 
rept pages include addl info obtained during 840200 site 
visit 

MARTIN, T T Division of Engineering & Technical Programs 04/08/09 

HUKILL, H D General Public Utilities - GPU Service Corp 5pp 

26007 086 24X Fiche 50-289.04/08/08,0408130406 


— 0400130410 Errata to IE Insp Rept 50-289/03-20 on 030711-0909 
Nancomp L lance noted failure to follow station procedures It 
regulatory requirements 

CHUNQ.J W < WEN. P C , VANTERPOOL, E C Region 1, Office of 
Director 03/09/21 225pp 26007 091 24X Fiche 50-209, 

84/00/03. 8408130406 


— 0400130417 Forwards revised IE Insp Rept 50-899/03-20 re rdanalysis of 
timing charts understanding of computer data handling 
during RCS leak rate testing 

CHUN9, J W Division of Engineering & Technical Programs 
04/02/24 MARTIN, T T Division of Engineering ^Technical 
programs Ip 26007 316 24X Fiche 30-289,04/08/08,8400130406 


8400070376 IC Info Notice 84-62, ^'Therapy Misadmi ni s Cratl ons bo 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
list end 

grace, J N Division of OA, Safeguards & Inspection Programs (Post 
Q30I03) 84/08/10 Consolidated Edison Co op New York, Inc 

I25pp 26130 001 24X Fiche 50-000,84/08/10,0400070376 


0400100009 IE Info Notice 84-63, "Defective RHR Replacement Piping " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 84/08/13 Consolidated Edison Co of New 

York, Inc 119pp 26(97 210 24X Fiche SP-OGO. 04/08/13, B40B10D009 


8400100030 IE Info Notice 84-64, "OWR HPCt Initiation Seal-ln St 
Indication " Sve list end 

JORDAN, E U Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/08/15 Consolidated Edison Co of New 

York, Inc I04pp 26190 093 24X Fiche 30-000,04/08/15,8408100038 


8408170311 Forwards Investigation Rept 1-03-010 re TMl-2 alleged 
f alslf ica tlon of leak rate surveillance test data 9epved 
on 840816 

HAYES, B D Office of InvcstlgatiDn DBD 096 04/08/15 PAULADIND, 

RODERT9, AS6EL5TINE Comnlss loners 727pp 26114 001 24X 

Fiche 50-299,84/09/15,8400170311 


84002000(8 Board Notification 84-143 forwards Dfc of Investigation Rept 
1-03-010 on alleged falsification of TMI-2 leak rate 
surveillance test data Rept consistent w/Suppl 5 to 
NUREO-06aO re TMl-i restart 

EISENHUT,D G Division of Licensing 84/08/15 PALLADINO, RDDERTB, 
ASSELSriNE Commissioners 5pp 26300 145 24X 

FlchB 30-209,84/00/15, 8408200010 


8400100021 IE Info Notice 84-65, "Underrated Fuses WhUh May Adversely 
Affetrt Operetlun of Essential Electrical Equipment Sve 
list enc t 

JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) G4/08/16 Consol; idatad Edison Co of New 

York, Inc 110pp 26190 001 24X Fiche 50-000, 04/08/16, 8400100021 


8400100055 IE Info Notice 04-66, "Undetected Unavailability of 
Turbine-Driven Aurlllary Feedwater Train " Sve list end 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison CO of New 

York, Inc I20pp 26276 001 24X Fiche 50-000,04/08/17,8408100055 
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t40Bl402[>6 IE InPo Notice B4-&7. Recent Snubber Inservtce Testing W/ 
High Failure Rates ” Svc list end 

JOflDAN* E L Division of Emergencv ep-ared ness b Engineering 
Response (Post Q301031 34/0B/17 Consolidatad Edison Co of Neu 

York, Inc 12app 26376 122 24X Fiche 53-000,94/08/17,0400140209 


3403240 1 04 Ac k receipt of 840802 Itr & partial paijfloent of *40,000 for 
civil penal proposed on B30732 Corrective actions tji 1 1 be 
ezarttlned during future insp 

AXEURAD, J A Enforcement (Staff 84/08/17 CLARK, P R General 
Public Utilities - GPU Service Corp 2pp 2625 5 350 24X 

Fiche 50-2B9, B4/0B/17> 84002401 04 


B40B910142 IE Info Notice 84-68, “Potential Deficiency In Improperly 
Rated Field Wiring to Solenoid Ualves “ Svc list end 
JORDAN, E U Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 84/00/21 Consolidated Edison Co of Neui 

York, Inc 1 1 5pp 26329 008 24X Fiche 50-000,84/00/21,8400210142 


R Periodic operating reports t related correspondence 


B40S090334 "ThI Aquatic Btudy Monthly Rept for June 1984 ” W/GPU 840717 
Itr 

« EA Engineering, Science & Techn-olagy, Inc RESSLER, U C General 
Public Utilities OPU Service Corp 04/06/30 H1CHEY*C NRC - No 
Detailed Affiliation Given I4pp 2597! 043 24X 

Fiche* S0'-2B9. 84/06/30, 8408090334 


8408240066 HontMg operating rept fot Jul 1984 tf/B40Bl6 Itr 

SMYTH, C W , HUKItLj H D General Public Utilities - QPU Service Corp 
84/07/31 MCDONALD, W C Office of Resource Management* Director 
llpp 26236 141 84X Fiche 50-209,84/07/31.0408540066 


840B230423 Submits TMl Program Ofc weekly status rept for B40905--tl 
©RANT, P J TMI Proyram Office 04/00/13 DEMTOri.H R Office of 
Nuclear Reactor Rejulatlon. Director SNYDER, fl J TMI Program 
Office 12pp 26230 229 24X Fiche 50-209. &4/0B/ )3, 8408230423 


5 Rflportable occurrences, LERs & related c arretpondence 


8408090144 LER 04-003-00 on 040702.12 penetrations in instrument shop 
floor identified as not having fire-rated penetration seals 
Caused by inadequate supervision of contractor personnel 
during installation Insp procedure changed W/a40B0l Itr 
OTTO, S M I HUKILL, H D Oenera] Public Util 1 ties - GPU Service Corp 
04/00/01 6pp 23993 165 a4X Fiche 30-2B9, B4/0&/O1. 0400090144 


8400160103 LER 64-004-00 an 030602, tube A-13S-78 not plugged tc tube 
A-134-74 found in tube A-135-72 location Correct tube 
plugged U all other tubes verified N/04OBO7 Itr 

STCZECHrR A , HUKILL, H 0 General Public Utilities - GPU Service 
Corp 04/08/07 6pp 26106 310 24X FI C he 30-289, B4/O0/O7, 

8408160182 


8409210303 PNO-J-84-069 on B4071 6, 1 i c en s ee reported five missing 
lower head steam generator plugs Licensee working u/ 

Uestinghouse to develop method of testing plugs Evaluation 
c ontifiulng 

CONNER, E Region 1, Office of Director 04/08/15 Ip 561Q0 251 
S4X Fiche 50-239,84/08/15,8408210383 


8408270195 LER 84-003-00 on B40716, d lese I generator differential relays 
discovered potentially incapable of withstanding seismic 
event Caused by improper application of relays in original 
plant design Relays uiU be replaced N/Q40815 Itr 
KNIGHT, M R , HUKILL, H D General Public Utilities - GPU Service 
Corp 84/00/15 4pp 26257 332 24X FI che. 50-289. 04/08/1 S. 

04OB27O193 


8400230077 Summary of 040807 operating reactor events meeting ra 
occurrences since fl407l9 meeting List of attendees, 
significant elements 6 status of previous assignments end 
CRUTCHFIELD, D Assistant Director for Safety Assessment 04/00/16 
EI8ENHUT,D0 Division of Licensing 20pp 26230 249 24X 

Fiche 50-000,04/00/16,8408230077 


8408300503 LER 84-006-00 on B40718 t< 17. during performance of 
surveillance procedure, setpoints for three HE 27H relays 
(87) in 4160-volt bus IE (EAI found out of callbr Caused by 
drift out of tolerance Faulty relays replaced W/a40B21 Itr 
HUKILL, H D General Public Utilities - GPU Service Corp, S4/OB/21 
5pp 26314 001 2 4X Fiche 50-269.04/00/21,6408300503 


T Hearing transcripts on nan-antitrust matters 


840829026S Forwards JR Spang 840820 testimony in conjunction w/840815 
hearing re mgt Integr I ty. Testimony Illustrates philosophical 
shortcomings of phrase mgt Integrity 

aPANQjJ R Ameptean Society of Utility Investors 373 

84/08/24 CH1lK, 9 J Office of the Secretary of the Commission 
Ip 26990 334 24 X Fiche 50-209.04/00/24,8408290263 


--8400290269 Testimony of American Soc oF Util Investors presented by 
JR Spang re jng t integrity 

SPANG, J R American Society of Utility Investors 04/08/20 4pp 
26290 325 24X Fiche 50-209.84/00 / 24,8408290265 


DDCPET 30-393 PILGRIM NUCLEAR POWER STATION. UNIT 1 


F Security, medical, emergency 6 fire protection plans 


0408230002 Forwards IE Insp Rept 50-293/B4-I7 on 840605-0716 No 
violations noted Possible weakness in radiological controls 
program noted 

STAROBTECW I, R Division of Project It Resident Programs 04/08/03 
HARRINGTON. W D Boston tdison Co 2pp 26214 128 24X 

Flchc 50-293.84/08/03.0408230082 


—040033 0091 IE Insp Rept 50-293/04-17 on 840605-0716 No violations 
noted Major areas inspected plant operations including 
followup of previous f 1 nd ings, operat ional safety 
vor 1 f icatlon, p lant e\ents It LERs 

JOHNSON. J . MC8RIDE, H , LIPINSKI.D Region 1. Office of Director 
84/08/01 I5pp 26214 i30 24X Fiche 50-293,84/08/03,8400230002 


0408170179 Notification of Significant Licensee Meeting 84-71 on 
B40Bi4 w/util In King of Prussia, PA bo discuss upgrading 
site security program 

KUSHNER.K L Region I, Office of Director 04/08/07 Region 1, 

Office of Director 2pp 26134 3S6 24X Fitho 50-293. 04 /OB/07, 

9408170179 


0408140251 Application for amend to Licenso DPR-35, chang ing Tech Specs 
to replace Halon 1301 sgs in place of C02 sys in cable 
spreading room 

HARR!N0TDN,W D Boston Edison Co B4/0B/O9 VASSALLO. D D 
Operating Reactors Branch S 2pp 26054 340 24X 

Fiche 50-293.04/08/09,8400140251 


— 0408140296 Proposed Tech Spec changes, substi tubing Halon 1301 sys in 
place of COS sys in cable spreading room 
« Boston Edison Co 84/08/09 4pp 26054 342 24X 

Fiche 50-2 93, 04 /08/O9, B 400 1 4025 1 


0400170011 Natifles of foes due for consideration of raquests for 
exemption from fire protection requi rem&nts. inc lud ing 
alternate safe shutdown capability Description of 10CFR170 
fee requirements It list of applications it fees enci 
HILLER, H □ License Fee Management Branch 04/08/09 
HARRINOTON. W D Dostan Edison Co 4pp 26135 351 24X 

Fiche 50-293,04/08/09,8408170011 


04001603/4 Forwards proprietary '^Conceptual Design Description for 
Pilgrim Nuclear Power Station Emergency |< Plant Info 
Computer ICPlC) Safety Parameter Display Sys (8PD9),” per 
031026 commltncnt 6 TMI Action Item I D 2 Rept withheld 
HARRINGTON. M D Doston Edison Co 84/08/10 UABBALLO, D D 
Operating Reactors Drdnch 3 ip 26091 192 24X 

Fiche 50-293, 84/00/10, 840016 0374 


040B16036B Forwards Rev 1 to “Detailed Control Room Design Review 
Program Plan,*' per NUREO-0737, Item I 0 I Sgppl 1 to 
NUREO-0737 

HARRINGTON. W D Dostan Edison Co 84/00/14 VASSALLO, D D 
Operating Reactors Branch 2 Ip 26090 159 24X 

Fiche 50-293,04/00/14.0408160368 


— B400160369 Rev 1 to “Detailed Control Room Design Review Program 
Plan ” 

e Boston Edison Co Q4/06/30 ISOpp 26090 160 24X 

Fiche 30-293,84/08/14,0400160360 


0408300269 “Pilgrim Nuclear Power Station - Joint Emergency Plan 
Exercisp “ 

s Boston Edison Cu 04/00/15 04pp 26285 335 a4X 
f i C h o 50-293, 84 /08/ 1 5 . 8408200269 


8408310396 Forwards Amend 76 to License Dpn-33 h safety evaluation 
Amend revises fire protection Tech Specs re penetration fire 
barr 1 ort 

LEECH, P H Operating Reactors Branch 2, 84/08/28 HARRlNOTON, W D 

Boston Edison Ce 2pp 26350 228 24X Fiche 50-293,04/08/22. 

B40B310396 


— 04DB31O43O Amend 76 to License DPR-35, revi s Ing fire pratcctlon TOch 
Bpecs re penetration fire barriers to reflect changes made 
to station in accordance w/requirements of App R to 10CFR50 
VASSALLO, D D Operating neactors Branch 2 04/08/22 7pp 

86350 230 24X Fiche 50-293,84/00/22,8400310396 


— 0400310433 Safety evaluation supporting Amend 76 to License DPR'35 
# Office Of Nuclear Reactor Regulation, Director 04/OB/22 3pp 
26350 237 24X Fiche 90-293, 84/08/22, 8408310396 
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Q4OB27Q2T0 Notifies that Rev b to *.ecuiit»j force tidiniiig «. 
qualif plan acceptable uj'changcs Requested changes 

^getified in end Cncl uithheld (ref lOCfR 73 2 ll 

martinet T Dwisiof' of Engineering t. Technical Pr ograns Q4/Qa/a3 

Hi\R(llNGTQN* W D Dostan Edison Co 3p p StS'lO 215 34X 

Fiche 50-293. B^/OB/33, 8408270230 


O Adjudicator^ turrespundence 


8408070491 Qrddr extending time unti 
review Director's Decision DD-e4- 1 
CHlUK^e J Office of the Secietar 
84/08/03 Commissioners Ip 

Fiche 50-293,84/08/03.8400070491 


I Q4OQ10 for CofOmi^sL 
5 Served on 810806 
g Of the Commission 
25940 096 24 X 


on to act 
850 794 


to 


8408200600 Advises that 
psctsion 0D-Q4-15 e*pi 
Decision bccaoe final 
840820 

CHIUK.S J Office of 
84/00/17 ERNST.M 0 
IP 26137 180 24X F 


tine for Commission to revieuj Dnector's 
red Commission declined revteu 
agiMUg action on Q408I0 Served on 

the Secretary of the Commission DSB 153 
Massachusetts public Interest Research Group 
ichd 50-293.04/08/17.6408200608 


P Operating license stage documents correspondence 


--a4080'20l49 Rev O to Hrocedure 1 3 37, "Post-Trip Reviews 
» Bostoi> Edison Co 84/02/28 I Dp p 2S8B5 355 24X 

Fiche 50-293. 84/07 -'27. 840B0201 30 


8408160087 Forwards reiiues*, for addi info re safety relief valve ii 
torus attached piping sys, needed to complete plant-unique 
analysis rept Meeting requested nn 640823-24 between NRCi 
Nine cansul tents, uti 1 t. vtii contractor to discuss response 
VASSAULO. D G Operating Reactors Branch 2 04/07/27 

HAriRiNOTDN. 0 0 Do 5 ton Edison Co 3p p 36126 343 24X 

Fit he 50-293,84/07/27.8408160087 


8408060005 Application for amend to Licoifse DFR--35, c ons 1 s t ing af 
Proposed Tech Spec Change B4-0/. revis Ing thermal 8^ 
p rcssiir I lat ion limits For reactor pressure vessel before 
beginning hydro test for restart Fee end 

HARRIMGTON. i' D Doston Edison Co 84/07/30 VAS9ALLO- D B 
Operating Reactors Draiich 2 9p p 33933 060 24X 

Flcbe 30-293,84/07/30.8408060009 


— -0408060000 Proppsed Tech Spec Change 84-07, revl sing thermal It 
pressurl 1 a tion limits for reactor pressure vessel pefere 
beginning hydro test for restart from current refueling 
outage 

* Boston Edison Co 64/07/30 6pp 2S933 065 24X 

Fichu 50-293, 04 /07/30, 8408060005 


8400060157 Forwards eiemption from certain requirements of 

IOCFR30 54(o> 6 App J, p ermi t t i ng testing pf MSIV at pressure 
of 23 psig All other eiemption requests wlthdraiwn or 
unnecessary Requests update of 760127 t> 0604 Tech Specs 
VASSALLQ. 0 D Operating Reactors Branch 2 04/07/02 

HARRINGTON. W 0 Dostnn Edison Co 2pp 25936 274 24X 

Flche 50-293.04/07/02.0408060157 


— 840B06OI6I Exemption from IOCFR30 54(o) App vP re Type C testing of 
MBIV at (Pal tost pressure Testing at reduced 23 psig 
pressure acceptable due to unique valve design 

EISENHUT. D G Division Of Eicunsjrig 84/07/02 Boston Edison 
Cq 4pp 25936 276 24 X fiche 50-293,84/07/02,8408060157 


840B060016 Rev 2 fro '‘Pilgrim Nuclear Power Station Reactor Pressure 
Vessel Pressure Temp Limits '' 

« Teledyne Engineering Services TR-6052-1 R02 B4/07/19 a6pp 

S5933 072 34X Flche 50-293. 04/07/30. GyOBOiOOOS 


840803012'! Forwards response to 040329 request for adiil Info re Multi- 
Plant Actipn F-53 <TMI Item II K 3 20). "Oiial i f i cat ton of 
Automatic Oepre ssun zafci o-n 8ys Accumulators,** per 
lOCFRSO 54(f) OE- will provide addl info by 841001 

MOWARD, J E Ooston Edison Co 84/07/31 EISCNHUT. D o Division of 
Licensing 3pp 23916 112 24X Flche 30-293.04/07/31,0400030121 


-0408060172 Safety evaluation suppoiting £140702 exemption from certain 
requirements of 10CFR5O 34(0) 6 App j permitting MSIV 
leakage rate testing at 23 psig 

» Office of Nuclear Reactor Regulation. Diroclor 04/07/02 4pp 
23936 280 24X Flcha 30-273.84/07/02.840806015/ 


0400060332 Ndtificatidn of 040823-24 meetings w/utiU in HalthaitiiHA to 
discuss open itaais an Mar* I containment program 

HERMANN, R A Operating Reactors Branch 2 04/07/31 VABSALLO. D B 

Operating Reactors Branch 2 2pp 25937 357 24X 

Flche 50-000,04/07/31.0400060332 


— 8105130143 "Containment Leakage Rate Tost i ng, P i Igr im UAi fc 1,” techfiicAl 
evaluation rapt 

acHERRER.J S Franklin Ins t itute/Fronk 1 i h Research Renter 
HqC-03-79-U8 TER-C 5257-040 Q| /05/OS HUANG, V 8 NRC-No 
Detailed Affiliation Given 29pp 25936 2S4 24X 

Fl c h e 50-293, 84/07/02, 04000601 57 


B400130620 Forwards Ffl notice of consideration of Issuonce Of amend to 
License DPft-33 6: proposed NSRC determination & opportunity 
for hearing re rev to scram discharge vol sys N5HC 
available in Central Tiles 

LEECHrF H Operating Reactors Branch S Q4/07/3I HARRINGTON. W D 
Ooston Edison Co 2pp 26103 300 24X Flche 90-293,04/07/31, 

0400150620 


— 0204150347 ''Containment Leakage Flate Testing," technical evaluation 
rept 

DELGAIZA. T J Tranklin Inst itute/Frank 1 In Research center 
NRC-03-79-1IB TER-C5257- 549 02/04/12 HUANG, Y 8 NRC - No 

Detailed Affiliation Given I7pp 25936 304 24X 

Ficbe 90-293,04/07/02.8408060197 


— Q40Q1S0623 Notice of cons i dorabi an of issuance of amend to License 
DPR'SS i prsposod Nfe)lC determination Ic opportunity for 
hearing re 04062^6 request for rev tn scram discharge vol 
ey s 

HERMANN. R A Operating Reactors Branch 3 04/07/31 7pp. 

26IOJ 302 24X Fiche 50-293. 84/07/31 , 04001 50620 


0400070129 Advises uf discontinuation of consideration of pTOposed 
Tech Spec change re weekly !>urvel 1 lance testing of CRD. per 
040716 Ur 

VASSALLO, 0 n Operating Reactors Rranch 2 G4/07/23 

HARRINGTON. W D Boston Edison Co 2pp 25957 199 24X 

Fithe 30-293,84/07/23,0400070129 


0408090248 Forwards resolutions for environ qua 1 1 f icatf on of safety^ 
relatod electrical equipment 6 justification for continued 
operation for any equipment for which documentation for 
enviran qualification not yet completed 

HfARRINOTON, W D Bos ton Ed i son Co 64/00/03 VAGSALLO, D D 
Operating Reactors Branch 2 D2pp 25972 165 24X 

Fiche 50-293184/08/03.8400090248 


0400020130 Clarifies util positions re NUREG-0737, Item I -C 6 coiscorning 
tagging author i lation. independent ver 1 f ica t ion, p ost-mal ji I 
canf i gura i 1 on verification 6 ALARA concerns, in response to 
NRC 840614 I tr Revised procedures end 

HARRINGTON, W D Boston Edison Co 04/07/87 VASGALLO, » 0 
Operating Reactors Branch 2 4pp 258B9 260 34X 

Flche 50-293,84/07/27,0408020130 


8406070110 (Generic l_tr 04-IV to all licensees of operating reactors, 
applicants for PLs & holders of CPs re availability of 
8upp I t to NDREO-0933, ”pr 1 ori tl lat 1 on ef Generic Bafety 
Issues " Sve list end 

ElSENHNTiDO Division of Licensing 84/06/06 Conso 1 idateef 
Edison Co of New York, Inc lOpp 26129 236 24X 

Flche 30-000,04/08/06.0400070110 


—0408020139 Rev iS to Procedure 1 4 S, "Tagging Procedure " 
e Boston Edison Co 84/03/30 J3pp 23003 272 24X 

Fichp 50-293, 84/07/97, 0400020130 


—0408020142 Rev 16 to Procedure i 5 3, "Halnfc Requests " 
e Boston Edison Co 03/03/04 28pp 25805 20 5 a4)« 

Ficho 30-293,84/07/27,0408020130 


8400140239 Application for amend to License DPR-35, Chang i ng Tech Bppc* 
to provide redunilant temp nnonitoring sgs far suppression 
pool Si responding to portions gf TMl action plan 
requlrrmari ts of NUREG-0737 

HARRINGTON. W D Boston Edison Co 84/03/09 VASSALLO. D B 
Operating Reactors Rrancb 2 Ip 26053 316 247 

Flche 50-293,04/06/09,0409140239 


— 8400020144 Rev 4 to Procedure i 3 34, "Conduct of Operations '* 
* Boston Edison Co 83/05/31 24pp 25S0S 313 24X 

Flche' 50-293, 84/07/27, 8408020130 


— 0400020147 Rev 0 to Procedure I 3 36, “Measurement l< Test Equipment 
* Boston Edison Co 03/10/10 18pp 25005 337 24X 

Fiche 50-293, 04/07/27, 0408020130 


— 0408140245 Proposed Tech Spec changes, provi d Ing redundant temp 
monitoring sys for suppression pool It responding to portions 
of TMl action plan requirements of NUffEG-0737 
a Boston Edisan Co 04 / 08/09 I3pp 26055-317 24X 

Fiche 50-293, 84/06/09, 0400140,339 
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6408140350 ResporuJs *^0 NHC 040613 request for int-o te ^tialgsia t< 
methadqlogg for Mark 1 long-ieri^ prog raw fat sa-fetij relief 
valve actuation not in c o ii for mane e uj/riURFG-06fa1 Re-vteM of 
pToceduros reveals complete confoinance 

HARRINGTON- D nobt-Qr. £d i son Co 04/09/09 VASSAL.LO. I) B 
Operating Reactors Br-atich 2 IP 260*j3 35B 24x 

Fiche 50-293,04/100/09,6408140250 


B40ai4035t Application fot amend to Licen'so nPF»“3^i chang i ng Tecb Specs 
to replace Halan 1301 sgs in plocc of C 02 sys in cable 
spreading room 

HARRINGTON. W n Boston Edisftn Co 04/00/09 VA5SALL0. D D 
Operating Reactors Drarich 2 ?pp 26054 340 24X 

Fiche 50-293,04/08/09.6408140251 


— 6408140256 Proposed Tech Spec changes, sub st 1 1 uti ng Malon 1301 sys in 
place of COS sys in cable spreading roam 
* Boston epiBon Co 84/00/09 4pp 26054 342 24X 

Fiche 30-293, 64/00/09, 04OB14O251 


6400150097 Responds to NRC 020009 Itr rc guidelines developed to 
facilitate revieu fol logins imp 1 omenta fc ion qF NUnEG-0737> 

Item n D 3 Te post-accident sampling sys Info submiTted to 
assist in SER preparation 

HARRINGTON, W D BoS tan Ed ison Co 04/08/09 9-ASSALLO. D B 

Operating Reactors Branch 2 9pp 26066 256 24x 

Fiche 50-293,64/00/09.6408150097 


B40B160033 Application for amend to License QPR-35, cons ist i ng of 
proposed Tech Spec change rc mod to surveillance 
T e(iulrBments for containment cooling subsys & bases 
HARRlNSrON, U D Boston Edison Co 84/09/09 VAbSALtO, D D 
Operating Reactors Branch 2 Ip 26092 044 24X 

Fiche 50-393,04/09/09.0408160033 


—B40B16<I036 Proposed Tech Spec change, mod i fy i ng surveillance 
requirements for containment cooling subsys & basos 
e Boston Edison Co 04/08/09 &pp 26092 04S 24X 

Firhe 50-293.84/08/09,0400160033 


8406160041 Application to amend License DPn'-35, chang ing Tech Specs 
re standby gas treatment sys ^ control room high efficiency 
air filtration sys 

HARRINGTON, H O Boston Edison Co 04/08/09 VASSALLD. S) 0 
□ peratlng Reactors Dranch 2 Ip 26092 053 24X 

Fiche 50-293.64/08/09,0408160041 


— 8408160045 Proposed changes to Tech Spec Pages I 56. iDflA-C, 172.174 A 
174A ra standby gas treatment sys 6 control roam higti 
efficiency air filtration sys 

» Boston Edison Co 04/06/09 12pp 26092 054 a4X 
Fiche 50-293,04/09/09,0403160041 


8400220133 Requests extension to 6S0131 foi responding to Ooneric Ltr 
04-15 re diesel generator surveillance tests U reliability 
dat« t programs Justification for oitension provided 
HARRlNQTCNiW D Boston Edison Co 84/08/10 El8EmiiTiD O 
Division of Licensing 2pp 26j9j3l6 24X Fiche 50-293,84/08/19, 

6400220133 


9400200273 Generic Ltr 04-20 to all licensocs of operaiinQ reactors 1. 
applicants for Ols r* scheduling guidance for licensee 
submittals of reloads that involve unrevteued safety 
questions Sve list end 

EfSEWt/r, 0 G Division of Licensing 64/08/20 Consolidated 
Edison Co of Neu Vori, Inc I7pp 26276 244 24X 

riche 90-000. 84/00/20, 8406300275 


8406310396 Forwards Anond 76 to License DPR-35 ^ safety evaluation 
Amend revises fire protection Tech Specs re penetration fire 
harriers 

LEECH, P H Operating Reactors Branch 2 04/06/22 HAnmWOTQN. H D 

Boston Edison Co 2pp 26390 320 24X rirhe 30-393,04/00/22, 

04 083 I 0396 


Q Inspection lepor^s IE Bulletin’* * correspondence 


04OB 100008 Forujards respense Lr, IF Bulletir, 84-02, "Tai lures of C,E Type 
HFA Rulaijs in Class IE Safety Sys Util enporienced 
•failuTGfi of BE Type HFA, Sei l e*, 51,<4C normally energijcd 
relays Status of replacenent prodram end 

HARRIHOTON, T E Boston Edison Co 8<1/0Vl/ MURLEV.T E Region 1, 
Office of III rector 6pp 25939 .^fK) 24 a Fiche 50-293,04/07/17, 

6400100000 


84 07350229 IE Info Notice "Operating Expoiienro ve Moisture 

Intrusion in Ssf ety-Re la ted Electrical EquipmeiiL at 
Commerridl Power Plants " Svi list end 

JORDAN, C I Division qf tmergenry riepaTedness f< Engineerirtg 
Response (Post 030103) 8<1/07/27 Consolidated Edison Cti of Noui 

Vorli, Inc U9pp 25065 04*’ 2ir Fiche 50-000, 04/O//27. 0407250229 


0408530276 Fm wards IE Inap Rept 5O~r’93/84-10 on 840611-15 No 
vlolAtlons observed 

MARTIN, T r Division of Engineering V Tnchnical Programs 04/OB/Ol 
HARRINGTON. N D DostUh Edison Co 2pp 262)3 260 24X 

Ficho 50-293.84/00/01. 6 4002302/6 


—8400230205 IE Insp Ropt 50-293/04-10 on 040611-15 No violatlDAS 
identified Major areas inspected surveillance 5, functional 
tests of snubbers, hanger s ft suppoi ts, rec ord s of pipe support 
mods of torus external piping 6 modified pipe supports 
NARROW, U . QURRiJ P Region 3, Office of Director 64/07/20 
6pp 26213 262 24X Fiche 50-293, 04/08/01 , 0400230276 


6406230566 Forwards IE Insp Rep I 5l)-29J/04-14 On 840509-11 S, 14-16 It 
notice of violation 

MARTIN. T T Division of Engineering >, Technical Programs 04/00/02 
HARRINGTaN.U D Boston Edison Cu 2pp 26213 010 24X 

Fiche SiO- 293, B4/O0/Oa, 0400230566 


—0400230567 Notice of Violation from insp on 040509-11 6 14-16 

* Region 1, OFfico of Directoi 04/00/02 2pp 26213 020 24X 

Fiche *10-293, 04/00/02 , 8408230566 


— B4O021OS69 IE Insp Rept 50-293/04-14 on 840509-il L 14-16 Violations 
noted failure to adhere to procedures iTi accordcinco w/Tech 
Spec & 11, to perform surv'eys in accordance w/lOCfR20 201 & 
adequately instruct uurkers in accordance u/lOCrR19 12 
WHITER J rt . KATTAN. J , SHANBAKY.M M Region i. Office of Director 
Q4/07/a6 llpp 26213022 34X Fiche 50-293,04/00/02, 

0400230966 


0406230002 Fnrwards 1C Insp Rept nO"294/Q4-i7 on 040605-0716 No 
Violations noted Feasible weakness in radleloglcel controls 
program noted 

aTAnOQTECKI. R Division of Project It Resident Programs 84/00/03 
HARRINOTON. W I) Boston Edison Co 2pp 26214 120 24X 

Fiche 50-293, O4/O0/O3, BlOO-!3OO0a 


—0400230091 IE Insp Rept 50-293/84-17 on 840605-0716 No vi illations 
noted Major areas Inspected plant operations Including 
Followup of previous f l nd i ng s, uperat ional safety 
vor 1 f ica t ioTii p lent events 6 LERs 

JOHNaON. J . MCDRiOr. ti , LlPlHS)il,D Region 1. Office of Director 
04/00/01 ibpp 26214 130 24X Fl the 50-293, 04/00/03, 8400230088 


0406010333 IE Infp Notire 04-59, “Dollberat,c Circumventing of Station 
Health Pligsics Procedures " 6vc list end 

JORDAN, E L nwision of Emergency Prepai ednoss It Engineering 
Reaponee fPost 030103) 04/00/06 Consolidated Edison Co of New 

York, Inc I22pp 56063 001 24X Fiche 50-000,04/00/06,8408010331 


04QBOIO337 tt. Info Notice 04—60. "Failure of Air Purifying Resplratoi 
Filters to Meet Efficiency Requirement " Sve list one 1 
JORDANt E L Division of Emergency Preparedness 6 Engineering 
Respnnse (Post 030103) B4/0B/06 Consolidated Edison Co of New 

York. Inc I23pp 26067 150 24X Fiche 50-000,04/00/06,0400010337 


-S40B310430 Amend 76 to License DPR-35. revts Ing fire pi-otectlon Tech 
Specs re penetration fire barriers tq reflect chengos made 
to station in accordance ui/requii emants of App R to lOCmSO 
VASOALLO, 0 B Operating Reactors Branch 2 04/00/22 7pp 

263S0 230 24X Fiche 50-293, 84/00/22:, 0400310396 


□400070120 IC Info Notice 84-61. "Overexposure of Diver in PWR 
Refualing Cavity " Sve list encl 

JORDAN. E L Division of Fmergency Ft eparednoss h Engineering 
Rosponsa (Post 030103) 04/08/00 Consolidated Edison Co of New 

York. Inc iPOpp 26129 110 24X Tiche 50-000, 04/00/09. 8408070120 


6406310433 Safety evaluation supporting Amend 76 to Utcenap DPR- 
*>,,2^*^*^* Nuclear Reactor Regulation, Director 04/00/22 

26350 237 24X Fiche 50-393.84/08/22,0400310396 


0400300190 Submits "1904 Main Breakwater Surveillance Rept " No dama 
or major stone novement occurred to structure alnce I?Q3 
rept Photographs 6 two overstie drawings <nc 1, Ap erture cards 
’val lab le i n PDR 

ARRINGTON. W D Boston Edison Co 84/00/24 VASSAL LQ. D 0 
eratlnp Reactors Branch 2 56pp 263)3 103 24X 

'he 00-293.84/03/24.8408300196 


840Qi50055 Supply 840517 rosportse to violation & proposed imposition of 
civil penalties Procedure 6 t-024 revised on 04O7JD to 
provide mors specific guidance rc labeling radioactive matl 
conta 1 nor s 

HARRINOTON, W I) Boston Edison Co 04/08/06 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement 2pp 
26067 OSO 24X fiche 50-293,04/06/06.8400150055 
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i340t)i' '0376 IF Ififo fJotjce IhtTdfjy Mi s ddmini sti i ons to 

Hdtient^ Undpigatnq '10-60 Ti’lelheidpij Troatmont<> " 5vc 

list E?liC 1 

GHi^CLi J hJ J^jviBJon of 0A< ^dtoguardd ^ In&pection Programs <Post 
030103^ O'l/OS 10 Consolidated Edison Co of New Vprki Inc 

laspp ^6130 001 a*lx Fit he SO-O-JO 84/08/' jO. 0 . 1000703 /A 


0408100009 IE InFo ^io^lCe 04-63. 'Oefevtive RHR Replacement Piping '' 
Svc 1 i {« I enc 1 

JORDAN/ E L Division of Fmergencij Pieparedness b Engineering 
Response 'Post 830103' 04/00/13 Consolidated Edison Co of New 

Vorit. Inc ll9p;) 24>19/ 510 54X Tiche 50-000.04/00/13,8400100009 


B40Q100030 IE Info Notice 84-64. “nwR I'PC I Initiation Seal“In b 
Indication " Svc list enc 1 

JORDAN, E L Division of Erne t gene g F'repai edness '& Engineering 
Response (Post 830103) 04/08/15 Consolidated Edison Co of haul 

Yorlf. Inc 104pp 26190 093 54'( Fich? 50-000,84/08/15,0408100038 


0408100021 IE Info Notice 04-65, "Ondoiiated Fuses Nhich Mag Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Respoiifio (Post 030103) 84/00/16 Consolidated Edison Co of Neu 

York, Inc U0pp 26190 001 24'( fiche 50-000,84/08/16,0408100021 


0408100055 IE Info Notice 84-66. "L/ndelected Unavai tabi 1 1 tg of 
Tupb Ina-Dr 1 ven Auxiliary Feedwater Tiain " Svc list end 
JORDAN, E L Division of Emergenct; Preparedness t< Engineering 
Rosponso (Post 030103) 84/00/17 Consolidated Edison Co of Mew 

York. Inc ISOpp 26576 00 i 24X Ficho 50-000,04/08/17.0408100053 


0408140208 IE Info Notice 84-67, "Recent Snubber Inservice Testing W/ 
High Failure Rates " &vc list end 

JORDAN, E L Division of Emei gencij Preparedness b Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Co of New 

York, inc 122PP 26276 122 24)( Fiche 50-000,84/08/17,0400140208 


B40B210142 IE Info Notice 04-68. "Potential Deficiency in Improperly 
Rated Field Wiring to solonold Valves " Svc list end 
JORDAN, E L Division pf Emergency Preparedness I, Etigineerlng 
Response (Post 030103) 84/00/21 Consolidated Edison Co of Neiv 

York, Inc ilSpP 26329 008 24Xriche 50-000, 84/08/21, 0408210142 


R Periodic operating reports b related correspondence 


8408080503 "NPDES Dlst-harge Monitoring Ropt for Apr-June 1984 “ 
W/B4072a Itr 

HARRINOTON, W D , MATHIS, C J Ooston Edison Co 04/06/30 17pp 
2S97S 240 24X FlcHe 50-293,04/06/30.8408000303 


8408160094 Monthly op era ling rtpt foi Jul 1904 W/04OBO9 Itr 

HAMILTON, P , HARRINGTON, H D Doston Edison Co 84/07/31 7pp 
26100 230 24X Fiche 50 - 293 , 84/07/31 , 8408160094 


8 Reportable occurrences, LERs 8, related correspondence 


8400300348 UER 77-03Q/03X-1 on 770906, during normal shutdown for 
Refueling Outage 3, CRD 34-11 remained fuJl-oui when reactor 
scrammed Probably caused by foreign substance restricting 
normal operation CRD replaced W/840fl09 Itr 
HAMILTON, P J , HARRINISTON. W D Doston Edison Co 77/09/01 
MORLEYi T E Region 1. Office of Director 3pp 26308 353 24X 

FiChe 50-293, 77/09/01, 8408300348 


8408240348 Part 21 rept re presence of LoctitB-342 In CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported on 840413 Neu thread locking devices Investigated 
SHERWOOD, G 0 Ouneral El oc trie Co 84/04/13 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement Ppp 
26222 256 24X Fiche 50-000,84/04/13,0408240348 


8408090114 Part 21 rept re twisted shielded pair cable in Nutherm Inti, 
Inc Analog Trip Cabinets C2220A1, C2220A2. C2229D1 8, C2229D2 
Initially reported on 840713 Caused by poor workmanship 
Cables exhibiting defects replaced 

HARR I NO TON, W D Boston Edison Co 84/07/13 MURLEY. T E Region 1, 
Office of Director 3pp 25992 242 24X Fiche 50-293*84/07/13. 

0400090114 


0408100046 LER 02-049/OlX-l on 821102, main staam line safety valve A 
set w/nitrogeji at steam relief setting caused by personnel 
error Valve removed b replaced w/properly set spare valve 
Procedure revised W/Q407a0 Itr 

HAMILTON, P J , HARRINGTON, w D Doston Edison Co 84/07/20 
MURLEY, T E Region i, Office of Director 3pp 25990 070 24X 

Fiche 50-293,04/07/20*8408100046 


B40B100099 I ER 77-01G/03X-1 on 770SO2, CRD 46-39 withdrawn beyond 
full-out position Caused by badly bent uncoupling rod 
CRD 46-39 T e/ftoved b replaced on 77(390l during Refueling 
Outage 3 W/’O4O720 Itr 

HAMILlOfJ, P J , HARRINGTON. M D Boston Edison Co 84/07/20 
MURLCV, T E Regjani 1, Office of Directoi 3pp 25990 352 24X 

Fiche 50-293,84/07/20.0408100099 


0408030022 Special rept on 840620, dor mg refueling outag e , e 1 ec ir i c fire 
pomp failed while conducting yearly O-lSO/. capacity test 
Caused by shorfing within motor Motor rewound Fire pump not 
returned to operable status within required 7-day period 
HARRINGTON.W D Boston Edison Co 04/07/26 VASEALLO- D D 
Operating Reactors Branch 2 Ip 25907 087 24X 

Fiche 50-293, 84/07/26, 0408030022 


0408310186 Part 21 rept re toru5-to-rea< tor bldg vacuujh breakers Medio 
of 040020 telcon reporting cquipncnt quality S, separation pf 
controls bo butterfly valves end GE lack* technical info to 
adequately evaluate condition 

VILLA.R General Electric Co 84/08/21 RGSSJ.C E Director's 
Office, Office of Inspection and Enforcement 3pp 26310 327 24X 

Fiche 50-000,04/08/21,8400310186 


DDCKET 50-294 HICHIOAM BTATE UNIV RESEARCH REACTOR 


V Operator Exafliinatlans 


8400090162 Farwards Rev 4 to *’Requal i f i cation Program for Licensed 
Operators, *' in response to 040711 Generic Ltr a3-l2A 
WILKINSON. R Michigan State Univ . East Lansing, MI 04/07/24 
THOMAS Standard! zat i on b Special Projects Branch ip 25973 124 
24X Fiche 90-294,84/07/24,8408070162 


— 0400090165 Rev 4 to "Requalification program for Licensed Operators 
# Mlchijfan State Univ , East Lansing. MI 84/07/13 3pp 
39973 125 24X Fiche 50-294,84/07/24,6408090162 


8408140426 Provides address far transmitting all operator licensing 
correspondence to Region III dfc» e*cept info for examiners 
WALKER, R D Region 3, Office of Director 04/08/10 Michigan, 
Univ of, Ann Arboi, MI 2pp 26051 198 24X Fiche 90-000, 

84/ 00/ 10. 8400140426 


8408210141 [nfornis of review of Rev 4 of requal 1 f Icatinn program for 
licensed operators Program satisfies criteria of 10CFR95, 

App A b ANSl/ANS 19 4 6 Is acceptable 

THOMAB, C Q Standard i rat ion b Special Projects Branch 84/08/13 
MtLKlNSON. 8 E Michigan State Univ , East Lansing, MI 3pp 
26195 311 24X Fiche 50-294,84/08/13,8400210141 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT I 


r Security, /nedical, emergency 6 fire protection plans 


B40B070239 Rev 7 to Emergency Plan Imp lamenting Procedure EPIP llO-l, 
'^Zian Statio-n - Nuclear Accident Reporting Og S Reporting 
procedures W/0I4O7I9 transmittal memo 

MVKIRK, J commonwealth Edison Co 84/0771? iOpp 2994B 353 S4X 
FI C h c 50-295 . 04/07/19, 04OBO7O239 


04OBO7O24O Rev 3 to Emergency Plan Implementing Procedure EPIP lOD-l. 
'"Acting Station Director W/840719 transmittal memo 

NVKlfiK, J Commonwealth Edison Co 84/07/26 I6pp 35949 OOl 24X 
Fiche 50-293.84/07/26,6408070240 


840BOI0165 Faruiards "Safe Shutdown Capability Reassessment b Proposed 
Hods# 10CPR50. App R, ’’ for approval Exemption from schedular 
requirements of IDCFKSO 4B(c)(4) until 0S1S31 requested 
Related tables ^ notes end 

CA9CARAN0. R N Conmonwealth Edison Co 84/07/27 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 20pp 25074,001. 
24X Fiche 50'293. 04/07/ 27, 8400010165 


'--8408010171 "dafe Shutdown Capability Reassessment Ic Proposed Mods, 
10CFR50,App R 

■e Commoniu^alth Edison Co a4/07/3j 499pp 29874 027 24X 

Ft Che 50-295.84/07/27,8408010165 


0400170398 Foruarifs public version of Rev 3 ta Emergency Plan 
Implementing Procedure DIP 600-A3, ''Station Directpry ” 

■e Commonwealth Edison Co 04/07/31 Record Services Branch 
(Document Control Desk! Spp 26134 I7i 24X Fiche 50-295, 
B4/07 /31 , 8408 1 703 98 


— 8408170399 Public version of Rev 3 to Emergency Plan Implementing 
Procedure 02P 600-A3, '"Statlan Directory " W/JM Felton 
040809 release memo 

# Commonwealth Edison Co 84/07/3] lOjip 26134 172 84X 

Fiche 50-295,84/07/31,8408170398 
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B^OBIOOO&O DeteTDines thaii bas e;iS on i oni Stafco of Wl ft loral 

pldns for radiological energ er.cte-s adequate 

SPECKp S M r^deral Emergenct] nanagernent Agency y4/OEi/'02 
DiRCKSi U J Office ot the Eiecobive Director Tor Operationc Ip 
2593? 032 2qx Fiche 50-295. 5^/03/02, BdOBtOOObO 


-0408230301 Rcques* s tna*" EG AirOl of (Ip cb an i c a 1 f S C i uv t o f a 1 Engineering 
Urancli be oidered io start evaluation of r»atH ^uppoifmg 
authai dtroiand t(J suspend t emp n i 4 r i 1 y all inteigialed leaVage 
rate tests Urtaf history of problem listed 

OEYTDLATI I Eitran. Inc e3>'0//3«» PALL AD tUO, hi Commissioners 
Ip 26293 024 2-lx Fiche 50-29 5. Q4/0?/ 22. 3403280360 


B40B140139 roruiards lifted revs tti security plans Revs address Fence 
height reqo) recnent^ ResiS ullthheld (ref 10CrR73 21) 

FARRAR. D L Cennanuieal th Edtsen Co 84/0Q/03 Region 3. Office 

of Director Ip 26044 25S a4X Fiche 50-000. 84/08/03. 34001 40139 


8406130401 Responds to 840705 c lai t f icati on of Info re util means of 
satisfying annual regvJlatori| retiuirement to revteuj emergency 
a-ctian levels u/offsite emergenty support orgain lations Info 
acceptab I e 

PAPEfllELLD, C J Region 3. Dftice of Director 84/00/07 REeH. C 
Commonwealth Edison Co Ip 26010 130 2AX Fiche 50-000, D4/0D/07. 
0400130401 


— 8408130413 Responds to 040604 Ifcr re means for satisfying requirements 
of lOCERSOi App e.Paragraph IV 0 Proposal for satisfying 
raqulrements to review emergency action levels by offsite 
agencies clarified 

FARRAR. D L Comnonwea 1 th Edison Co 34/07/05 pAPEnitULO. C J 

Region a. Office of Director 8pp 26010 131 24X 

Fiche 30-000.34/08/07,0403130401 


0408140428 Rev 3 tn Emergency Plan Implementing Procedure EP1P 330-’2, 
"Calculation -of Post-Accident Noble Oas Release Rates Via 
Vent Stacks fti Dulck Estimate of Offsite Dose Using 6PIN0 
Monitor RIA-PR49 Readings " W/C40Q0B transmittal memo 
KASSNEfl.O , PLiMUtO ConmoniKea 1 th Edison Co 64/08/00 I3pp 
26051 170 a4)( Fiche 50-295.64/08/061 P40Q 1 40423 


84QB200345 Advises that 840803 Rev 13 to physical security plan 
canslstent u/provi slons of IDCmSD 54(p) ft. acceptable 
AXeuSOH. W L Regions* Office of Director 64/0B/14 FARKAR. D L 
Commonycaltli Edison Co 2pp 26132 357 a4X Fiche 50-299*64/03/14, 
84QQ20034S 


840B310166 Rev 3 ta Emergency Plan Implementing Procedure EPIP S5D-6. 
"Monthly Radiological Emergency Equipment Tests &t Cliecto " 

U/transmi ttal & receipt form 

GRAESQER.K L . PLIHL. 0 Commonuioa 1 th Edison Co 04/08/ 15 6p p 
26319 239 24X Fiche 50-295.64/03/15,0406310163 


8408270309 Informs of FEMA approval of State of WI emergency response ft* 
local plan Adequacy of public alerting U notification sys 
must be verified per FeMA/MRC joint criteria In App 3 of 
NUREO - 0654 /F EflA-REP - 1 

PAPERIEULOvC J Region 3. Office of Director 64/00/22 REED.C 
Comm on wealth Edison Co 2pp 26239 157 24K Fiche 50-295,04/08/22. 

0400270309 


P Operating license stage documents t correspondence 


— 64082(90333 Discusses hearings on leak, rate matters re proposed changes 
to lOCFflSO.App J 

REVTBLATT.Z V Iniarren Wilson C-ollege, Sujannanoa NC 64/07/05 
SIESU ACRS - Advisory •Committee on Reactoi Safegueids 3pp 
36293 02-5 24X Ftche 50-295.04/07/33.8408280360 


— 04QB2B0367 Dtsci>«sus ccinceins uj/leak rate testing situation Druft 
reg guide an lealt rate te-sting should not be presented to 
public w/ o prior discussion by ACRS or subcommittees 
Requests tha»- NRC tale listed actions 

REYTDLATT. 7 V Warren Wilson CuMege, SwannanOa. NC 04/07/09 
EQCRBDlE ACRS - Advisory Committee on Reactor Safeguards 3pp 
26293 036 24X Fiche 50-295. 34/07/22, 0408280360 


— B4-0B33O39O Advises that no proven public health or safety haiard 
results frem integrated leak rate test crltoiia.per 
10CFR50. App J Issue considered resolved Future comments 
on subj should be directed to Secretary of Commission 
RUSS. D F Office -of Huclbar Regulatory Research. Director 
84/07/10 REVTauATT, Z Warren Wilson College, Swannancra. NC 
2pp 26293 030 24X Fiche 50-295,84/07/22,8408280360 


— 340823039-5 Advises that no schedule planned for debriefing sossion 
to discuss technical evaluation results of proposal 
"Containment Sys Leaiage Testing Requirements " 

THOMRSDN, R D Division of Contracts 94/04/20 REVTDUATT, 2 V 
Ex trail. Inc Ip 26293 039 24X Fiche 50-295,84/07/22, 

0400400360 


— 840326Q400 Responds to 840302 Itr to Chairman Palladino re prupusal on 
containment sys leakage requirements Proposal not funded 
since current leal rate test results not significantly 
altered 

Ol/RNS, J Met ban 1 Lai /Btructur a ] Engineering Branch 84/04/17 

R6VTDLATT, Z Extran, Inc 2pp 26293 033 24X 

Ftche 30-295.04/07/92.0406280360 


— Q4Q0230404 Informs that proposals "Improvements to Leak Rate Testing,'' 
"Assessment of Past Leakage Rate Tests" 6 "High Trajectory 
Turbine Missile Haiard Evaluation" ui U not be funded due 
to Listed reasons 

TliDriPSDN.n D Division of Contiacts 84/03/90 REYrBLATT, Z 
Ex bran, Inc 2pp 26393 035 24X Fiche 50-P95. B4/07/2a, 

0400360360 


--040626040/ Uequesta NRC participation in technical discussion re 
cantalnmsnt leakao^ rate testing on 840312 

REYTDUATT, Z Af f i 1 i at i cin Not Assl gned 84/03/02 PALLADINO.N 
Commissioners Ip 26393 037 24X FUUo 50-295,84/07/22, 

64 08260360 


840Baa0360 Aik receipt of 04071D Itr re author critlciam of NRC 
present rules 8t practices Reponse to NRC seven st,igi«s of 
discussion listed Past tests should be revLeuied U leak rate 
be retested Related info end 

REYTBLATT, Z V Warren Wilson Colloge, Sviahnanoa, NC 04/07/22 
RDES, 0 F Office of Nuclear Regulatory Research, Director 0pp 
26293 OOl 24X Flrhe 50-000,84/07/22.0406900360 


— B4O02SO366 Lists basic deficiencies 6 errors of present leak rate 
testing methodology as regulated by faulty stds 
REYTDLATT. 7 V Extran, Inc 04/03/13 ACRS - Advisory 
Cammittee ori Reactor Bafoguards 3pp 96293 009 24X 

Fiche 50-000 , 64/07/ 22, 0466200360 


— B40B28Q4II Requests evaluation of end meira re intogiated leakage 
rate test 

REYTULATT. Z Extran. Inc 63/08/30 DORNS. J Division nf 
Engineering Technology 3pp 26993 039 24 X 

Fiche S0~29S, Q 4 / 0 // 2 a, S406280360 


— -6309220362 A< k receipt of Q30726 itr to Chairman Palladino Response 
ulLl be provided as soon as revleui completed 

BORNB. J J hechanlcal/Struc fcural Engineering Dranch 03/08/23 
REYTOLATT. Z Exbran. Inc Ip 26293 042 24X 

FlChB 50-293.B4/07/25. B40Q2Q0360 


— 8408280373 Requests ifocuncrits re RFP DB-RE8-04- lOi , subm I tted on ®40H0 
Author B40230 Itr to EM Oogol, Ci 1 1 lens Against Nucleor Pouior 
enc 1 

REVTDLATT. ZV Extran, Inc 04/03/02 Division of Rules and 
Records 6pp 26293 012 24 X Fiche 50-0Q0< 64/07/22. 8400260360 


— 04OeaaO370 Atk receipt pf NFIC B30722 response to 830703 Itp re criteria 
for licensing nuclear containments Normal procedure 
substituted for handling hazardous situation Response lo 
uTisolidted proposals requested 

REYTBLATTfZ Extran. Inc 63/07/36 ARNDT. E 0 

Mechanical /Strut tura 1 Engineering Qrancli 4pp 26293 019 24X 

Fitbe 50-295,84/07/22,9400200360 


—0406300380 Discusses author presentation dn 84D3IS, -D Arndt 6 ORNl 
should be heard before committee on faulty leak rate test 
Requests addi opportunity to present point of view 
REyTflLATTi Z Ertran, Inc 04/05/10 AflRB - Advisory Coirnfii t too 
on Reactor Safeguards tp 26293 023 24X Fithe 30-000.04/07/22, 

8400280360 


—0408200422 Roquests that Paragraph 3 of 10CFR50, App J,be immediately 
ravokadtper 10CFH21 ANBl N45 4-1972 may not detect 
abtiormally high leak tests 

REYTDLATT, Z Extran. Inc 03/07/26 P ALL ADI NO. N Cumml sa loners 
Ip 26293 043 24X Ficho 50-593, Q4/07/22. 840D2Q0360 


--0400290430 Requests that Paragraph 3 of 10CFR50, App J, bo immediately 
rovoke-d , por iQCrnSl ANSI N45 4-1971 may not detect 
ahnurmelly high tuak bust because of numerous loopholes for 
distorting test results 

REYTDLATT. z Ex bran, I nC 83/07/26 ARNDT. E G NRC - No 
Detailed Affiliation Oiven Ip 26293 04B 24X 

Fiche 30-293, B4/07/Sa, 0400230360 


Q40B060333 Notification of 040802 meeting w/util in Dethosda.MD to 
dtsciist inslQihts from rcyiuu of probabilistic safely study 
NORRIS. J A Operalilna Reactors Branch I 84/07/37 VAHGA, 8 A 
Operating Reactors Branch I 3pp 25937 354 24X 

Fiche 50-293,84/07/27,6400060335 



DOCKETED ITEMS 


117 


G 40 Q 10001 S bubmi^s sufiiftjry wf conduct oh proposed integrated leak 
rqte test Util ui 1 1 bWppl nornal instruirent checkout 
u ^ 1 n t c g ra ted ags cht.ck Check will be performed af’ber 
instruments hung but piior to containment pres&ur i 2 dt lon 
CASCAPANQ< K N Conmoouealth Edison Co 84/07/27 ltEP8LER> J G 
Region 3. Office oF Director 2pp 2b9VO lOfl 24X 
Fiche 50-293, P4/07/2/, 8408100015 


8408130047 Notification of ■. a;ic e Hat i on of B40B02 (Theetlng w/i»til in 
Dethei>da,MD to discuss NRC revieuj of probabilistic safety 
study 

NORRlb. J A Operating Reactors Branch 1 84/07/27 OARGA, S A 

Operating Reactors Branch 1 2pp 26034 360 24X 

Fiche 50-295* 84/07/27, 8400130047 


8408130022 Ac k receipt ot 840605 petition for emergency relief re 
adequacy of containment leak rate testing NRC conducl;tng 
insp pn allegations Util informed that Unit 1 not in 
compliance u/lOCFRSO* App J 

DENTON. H R Office or Nuclear Reactor Regulation, Darectar 
B4/07/30 GQGAL. E M Citizens Against Nuclear Patuer 9p p 
26036 330 24X Fiche 50-295. 04 '07/30, 8400130022 


8408090139 Advises that Class HI fee appropriate for rc^ieiii of 030727 
submittal of "Comm Ed Topical Repfc on Benchmark of PWR 
Nuclear Desigri Methods " Exemption from Class I foe granted 
W/o stated encls 

MILLER/ W Q License Fee Management Branch Q4/0B/O3 FARRAR j D L 
Commoiriueal th Edison Co 2pp 2599J 205 24X Fiche 50~295* 04/08/03* 

0408090139 


8408070110 Generic Ltr 04-19 to all licensees of operatinp reactors* 
applicants for QLs 6 holders of CPs re availability of 
Suppl I to NUREO'0933/ “Pr i or i ti lat ion of Generic Safety 
Issues ■’ Sve list end 

EISENHUT.D 0 Division of Licensing 04/00/06 Con&oHdatdd 
Edison Co of Noui York* Inc I8pp 26129 338 S4X 
Fiche 50-000.04/00/06.8408070110 


0408100110 Ack receipt of 840730 ltr ie Citizens Against Nuclear Pouier 
petition for relief to correct hazardous U Illegal situation 
at facility Data for 1981.1983 1934 containment leak rate 

tests requested 

ODQDLi E Citizens Against Nuclear Power 84/00/06 DENTON* H 
Office of Nuclear Reactor Regulation. Director 2pp 23991 033 
24X nr he 30-295*84/08/06*8408100110 


0408160345 Advises that QA pi ogram applicable to all nuclear generating 
stations & satisfies provisions of 10CFR7I Fee remitted 
per 10Crftl70 31 

FARRAR* D L Conmonuealth Edison Co 04/08/06 Office of Nuclear 
Material Safety Safeguards* Dir ector Ip P6092 184 24X 

Fiche 50-000.84/08/06.8408160345 


0400230097 Forwards draft Industry Degraded Coro Rulemaking Program 
Technical Rept 33 1* "Sequoyah Nuclear Plant Containment 
Analysis*" for Meeting 3B Repfc inconsistent w/foor end 
repts previously sent 

FONTANA* M N Technology for Energy Corp 04/08/07 dENTON*H R 
Office of Nuclear Reactor Regulation* Director Spp 26234 001 
24X Fiche 50-000.04/08/07*0408230097 


‘--0408230113 Draft "Evalgation of Containment Bypass h Failure to 
Isolate Sequences for Industry Degraded Core Rulemaking 
Program Ref plants*" technical rept 

♦ Industry Degraded Core Rulemaking Program FAl/04"*9 DRFT 
□4/07/31 114PP 26234 231 24X Fiche 30-000,84/08/07* 

8400230097 


— 0408230116 Draft "Zion Nuclear Generating Station Integrated 
Containment Analysis," technical rept 

e Industry Degraded Cqre Rulemaking Program O4/0B/07 119PP 

26234 333 24X Fiche 50-000*84/00/07*8408230097 


6400170033 Notification of 840815 meeting w/wtll in Betheada.MD to 
discuss proposed safety ngt program !« integrated living 
schedule concepts 

NQRRIS* J A Operating Reactors Branch t 04/08/00 vAROA, 8 A 
Operating Reacturs Branch 1 2pp 26134 361 24X 

Fiche 50-295,84/00/08.0408170033 


8400200275 Generic Ltr 84-20 to all licensees of operating reactor* t 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevlewed safety 
questions Sve list end 

CISENHUT* D G Division of Licensing 04/08/20 Consolidated 
Edison Co of Now York, Inc l7pp 26276 244 24X 

Fiche 50-000.84/00/20.8400200375 


0408200119 Forwards Fee For review of util topical i ept on benchmark of 
PWR nuclear design methods in connection w/reloads at 
facility. per 840803 ltr 

ALEXANDER. G L Conmonuealth Edison Co 04/00/20 MILLER. WD 
License Fee Management Branch tp 26261 300 24X 

Fiche 50-295.84/08/20.0408200119 


8408270372 Forwards response to NRC request for clarification of svC 
uater success criteria Adequacy of two sve water pumps 
to handle safe shutdown components reconfirmed by util 
■corporate engineering dept 

CASCARANO. R N Conrronwea 1 th Edison Co 84/00/21 DENTDN* H R 
Office of Nuclear Reactor Regulation. Director 2pp 26240 252 
24X Fiche 50-295.04/06/21*8408270372 


04OB20D2B6 Summary of 840815 meeting w/util re Integrated living 
schedule Attendee list.agenda 6 viewgraphs end N/o encls 
NORRIB* J Operating Reactors Branch 1 84/0B/21 Operating 

Reactors Branch 1 2pp 26294 087 2dX Fiche 50-295 * 84/ 08/21* 
0400280286 


0408310200 Discusses FRA of proposed mod to auxiliary feedwpter sys* per 
NUREG-0737. I tern II E 1 1 Efforts on mod stopped as result of 
PRA conclusion that installation of addl check valves will 
not significantly improve availability of sys 

CASCARANO*R N Commonwealth Edison Co 84/08/23 DENTDN. H R 
Office of Nuclear Reactor Regulation. Director 3p p 26318 308 
24X Fiche 50-295*84/00/23*8408310200 


0408310202 Forwards atSdk info re inadequate core copling 
instrumentation sys* in response to NRc 840530 request 
Meeting suggested in Bethesda*KD to resolve any questions 
still outstanding 

CASCARANO, R N CommonucaUh Edison Co 84/08/24 DENTON, H R 
Office of Nuclear Reactor Regulation* Director 7pp 26316 312 
a4X Fiche 50-293*84/00/24*8400310202 


Q Inspection reports, IE Bulletins It corresp ond ence 


8400000405 Forwards IE Insp Repts 50-293/84-08 & 50-304/84-00 on 
Q40331. 0604-08. 12-13 & 0703 It notice of violation 
PAPERIELLOrC J Region 3. Office of Director 04/07/18 REED* C 
Commonwualth Edison Co 2pp 23975 100 24X riche 30-295*84/07/10* 

04O8OGO4Q5 


—0400000488 Notice of violation from insp on 840 531,0604-00,12-13 6 
0702 

PAPERtELL0,C J Region 3* Office of Director 84/07/18 Ip 
23975 190 24X Fiche 30-295.84/07/10,8408000483 


—8408000496 IE Insp Repts 50-899/04-08 it 50-304/64-00 on 84 0331*0604-08* 
13-13 1 0702 Violations noted unauthorized transfer of 
Am-241 sources to Byron Station 

LQVENDALE.P C * NICHOLSON. N A * GREGER.L R Region 3, Office of 
Director 84/07/17 Upp 2597 5 1 91 24X Fichu 50-29 9*84/07/16* 

8408060485 


8408090169 Forward® IE insp Repts 50-293/84-07 6 50-304/64-07 on 
040912-0629 No noncompliance noted 

SHAFER* W D Region 3* Office of Director 84/07/20 REED* C 
Cflfflmanuaal th Edison Co 8pp 23993 013 24X Fiche 30-295*84/07/20* 

6408090169 


— 8409090177 IE Insp Repts 30-295/84-07 ta 50-304/64-07 on 840312-0629 No 
noncomp 1 i ance or deviations noted Major areas Inspected 
malnt on nuclear Instrumentationr operational safety 5* E8F 
walfcdoiun, surve 1 1 lance 6 LER followup 

WRIGHT, G C Region 3, Office of Director 64/07/19 0pp 
23999 017 24X Fiche 30-299, 84/07/20* 04000901 69 


B4072S0229 IE Info Notice 04-57, "Operating Erperience rc Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Rower Plants " Sve list end 

JORDAN* E L Division of Emergency Preparedness Engineering 
Response (Post 830103 ) 84/07/27 Consolidated Edison Co of Nuui 

York, tnc ll9pp 29065 047 24X Fiche 50-000*04/07/2710407250229 


0408070066 Notifies of 840B23 meeting u/util at Region HI ofc to 
review findings of SALP assessment re util performance 
Encourages mgt representation to ensure mutual understanding 
oP Issue® 6 findings presented by NRC 

NORELIUS.C E Region 3, Office of Director 84/00/03 REED.C 
Commonwealth Edison Co 2pp 25949 337 a4X Fiche 30-000*84/08/03* 
6408070066 


0408070401 Informs that neu sys of acknowledging receipt of licensee 
correspondence re noncomp Hance found during Insp 
Instituted* effective 04OB2O Preprinted form will be used 
rather than ltr 

KEPPLER.J 0 Region 3, Office nf Director 84/00/03 

dommonwealth Edison Co 3pp 29942 IBB a4X Fiche 50-000,84/08/03. 

8408070401 
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E)40Q0103G3 IE ]nft> No*-lce ' De I i Is crate € i rc um ^ i n g oP Station 

Health F)hi^sic^ procedures ' Svt list encl 

JdRDANj E L Di /isiors of Eirierig encij Preparedness f Eng i n e er i nq 
Response IPost 030103) 84/0G/06 C oms o 1 i da t e a Edison Co of Neu 

^orlr, Inc ISapp 2h0h3 001 2-1 < Eiche SO-000, El4/Oa/O4j. B^OQO 1033 J 


3400010337 IE InPq Notice 04^60^ 'Failure of Air Purifging Respirator 
Filters to Meet Efficiency Requirement Svc list ent I 
JORDAN. E L Division of Emergency P r epar o d re s s ^ Engineering 
Response <Post Q301031 04/09/06 Consolidated Edison Co of NeuJ 

YorV. Inc I23pp 26067 ISG 24x Fiche 50-000. E34/0&/ 06, 040BO 10337 


B40fcjl0005*^ If Irifu Not me e>1-d.6 UndtteLttd Unava i 1 a b l 1 i I lj of 
Tijrhiiie Us i en Auiiliarq feed voter Tioin ' Svc list enc 1 
JORDAN. F I Division of E.neiqency Pi t*pai edness *' EnqinGCTing 
ResoOlise iFvSt R3010<' Ud/ACr'l/ Coti S o 1 I Oti t o,l Edison Co of New 

Vtjrk. Inc U^Opp 2tS76 00J 24' ficht 50-000. H 1 /OB/ 1 7 , fJ40B 10005') 


aAOQHOiJOB It Info Notice 04 6" Her-ont «»nuhber Inseivice Testing U/ 
High Failure dfates S\ c list enc i 

JORDAN, E L Division of fme r g eiic y Preparedness ' Engineering 
Resparise (F'ost 8301031 (74/08/17 Consolidated Edison To of New 

Yoi k* Int ll.2pp 2fa2/6 122 Fir he 50-000,84/08/17,0400140208 


8408070120 IE Info Notice 84-61. "Over e i po 5 u re of Diver in PWR 
Refueling Cavity " Svc list end 

JORDAN. E L Division of Emergency Preparedness Ergineerlng 
Response (Aost 830103) 04/08/08 Consolidated Edison Co of New 

York, Inc L20pp 26129 118 24J< Fiche 50-000,84/09/08 , 04080 70120 


8406210142 Ifc Info Notice 01-68. Pottnfcidl DofiLioncy m Impioperly 
Rated F'leld Wiring to Salenwiri Jal/ts Svr list end 
JORDAN, r L Division of Tmeigencij Prepai edness f FnginoeTinq 
Response iPoit 830103) 01/00/21 Consolidated Edison Co nf New 

York. Inc 1 1 5p P 26329 OOP 24^ F'lche 50-000.04/00/21,8400210142 


8408140344 Confirna 940803 
Glen Ellyn. [L to discuss 
NORELIUS, c E Region 3 , 
Cammonviiea I th Edison Co 
8400140344 


plans to meet w/util on 040907 in 
reguiatorg 1 m p r ovenen t program 
Office of Dliectcir 84/08/08 REED, C 
Spp 26041 050 24X Fiche 50-000,84/00/08. 


04OH15OO9B Suppls 840711 response to IE Qulletln 84-02 re visual irtsp 
during monthly functional tests to verify proper contact on 
reactor trip sys (< primary c onta i rnren t isolation sys relays 
Eiemptions renupsted for listed relays 

ALEXANDER,® L Conmonuealth Edison Co 04/08/08 KEPPLER, J (5 
Region 3> Dffice of Director 3pp 26067 053 24X 

Fiche 50-000,04/08/09,8409150098 


R Periodic operating reports i* relatid l nrre sp ond enc e 


8409300136 “Effluent t Hash’s Disposal Semiannual R op t, J,in- Ju no 1904 
N/B40B03 Ur 

GRAESalR.K L Cnnmonwealth Rdison Co 84/06/30 KEF^PlCRiJ G 
Region 3. Office of Diiectnr 47|>p 26300 029 24 x 

Ficho 50-295*01/06/30.0400300136 


8400160122 llonttily operatuiq ropts roi Ju 1 1984 W/04000/ 1 tr 

AUSTIN, G , GRAESSER/K L C om.Tionwoa I th Edison Co 04/07/31 13pp 
2610B 11/ a4X Fiche 50-295,84/07/31,0400160122 


DAOBSOGOll Suppls response to IE Dull 
HFA relays Exemption requested from 
Insp vertfyiTig proper relay contact 
functional check for listed relays 
At-EXANDER^O t Cannnnuealth Edison 
Region 3, Office of Director 3pp 
Fiche 50-000, 84/00/00. e4oaaooj3i 


etin 84-02 re failure of GE Type 
commitment for visual 
•during monthly 

Co 84/00/00 FEPPLER. J Q 
26132 3in 24X 


S Reportable Occuri enc es, LFRs f i elated c or r espondenr e 


aAQGUOlSO i_tR 84-017-01 on 04O62,2> cuTitaiii6ent air momioi lout range 
neble gas detector failed to lespond to check source ^ 
tJarlared iiioperabie Caused by nuilfunrtion in check source 
mechanism Check source nethafusm i opoired W/04O8G9 iti 
KUECHLE.C , GRAESSER,)^ L C nmmoiiwoa I th Idison Cn 04/07/20 Jpp 
26109 060 24X Ficho 50-295. 04/07 ^’0 0400160150 


840B170’263 Forwards SALP Repts 50-295/04-06 4 50-304/04-06 for 
Jan 1983 - Apr 1984 

KEPPLER.JO Region 3, Office of Director 84/08/09 REED, C 
Conmanujea 1 th Edison Co 2pp 26118 OOD 24X Fiche bO-295. 84/O0/O?> 
0408170263 


—0400170265 SALF Repte 50-295/84-06 6 SO-3O4/04-O6 for Jan i9Q3 - 
Apr 1984 Licensing activities assigned Catogory 1 rating 
» Region 3. Office of Director 04/08/09 31pp 2611B OtO 24X 
Fiche 50-295,84/08/07.8408170263 


B40Q070376 IE Info Notice 04-62, “Therapy Mi sadminlstrat 1 utis to 
Patients Undergoing Ctj-60 Telefcherapy TTP.itmeti t» " Svc 
list enc 1 

GRACE,J N Division Qf 0A, Safeguards If Inspection Programs iFost 
030103) 84/00/10 Consolidated Edison Co of New York, Inc 

isspp 26130 001 24X Fiche 50-000.04/03/10, 8408070376 


84081000G9 IE Info Notice 84-63, "Defective RHR Replacement Piping “ 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 84/00/13 Consolidated Edison to of New 

York, Inc ll9pp 26197 2lB 24X Fiche 50-000,04/03/13,8400100007 


B4O022OQB6 Suppls B40626 response to 040511 request for addl info re 
Inservlce insp program for second lO-yr intervAl Addl relief 
requests 6 additions to program end 

CASCARANQ,R N Conmonuealth Edison Co 04/00/14 DENTON, H R 
Office of Nuclear (Reactor Regulation. Directur 3Vpp 26193 233 
24X Fiche 50-295184/03/14,8400220006 


8408100038 IE Info Notice 04-64, ''BMR HPC I Initiation Seal-In h 
Indication " Svc list end 

JORDAN, E L Division of EffLergency PTeparedness Kt Enginoerlng 
Response iPoit 030103) 84/08/13 Consolidated Edison Co of New 

York, Inc l04pp 26190 &93 24X Fiche 50-000,84/00/19,8400100030 


8408I0002I IE Info Notice Q4-65i "'Unde era ted Fuses Which May Adversely 
Affect Dperatian of Essential Electrical Equipment " Svc 
list end 

JORDAN, £ L Division of Emergency Preparedness ?! Engineering 
Response (Post 830103)- 04/09/16 Cofiso 1 1 dated Edison Co of New 

York, Inc llBpp 26193 OOl 24X Fiche SO^OOO. 84 /QS/ 1 6, 04OBIOOO21 


04O027OOS7 Suppls 040607 Itr re check valves in water cooling sys of 
diesel generators, per IE Bulletin 03-03 Valve Insp on 
840915 revealed no mechanical problems 

ALEXANDER, 0 L Commohuea 1 th Edison Co 84/08/16 )tEPPLER, J 0 
Region 3, Office of Director 2pp 26247 359 24X 

Fiche 50-295.04/00/16,8406270087 


8408100109 PNO* 1 1 1*'84“05QD nri 040/ 10. 1 i ceniiuo ^iic c us s f u 1 1 y completed 
integrated leak fate tost following 040710 Ghutdqwn for 
failure to demonstrate ihtegi icy of containment Unit 
expected to start up by D-IOBU, 

8UEHMANN. J . wniOHT.G , REYE&, L Region J, Office of Direci-cir 
04/08/02 ip 35990 362 c?4X TUhe 90' S90, 04/00/02, 0408 100109 


□408090404 LER 04-01 9-0i) on 040621 . 5 tar top lepte tor initial use of 
Westinghoose nptimiiod fuel osaemblies submitted to NRC 
late rauved by nis interpr eta 1 1 on of Tet h '»poc Repts tracked 
ui/comml tmont list W/H40no3 1*^1 

CHIN, FI Y . GRaECi'iEF?, K L C Dm.-ioinuea 1 th Edison To 04/00/03 Tpp 
2S993 267 J’4X FicAb 30 -299 . F34/00/03. 0400090404 


8408130604 LbR 04-010-00 (in 84 U6J1 . b I oijol for lOHRCUFi (vont stack h 
iodine sampler) found off Cause unknown 0 lower tui nod on 6 
verified opeiational Installation nf low rlow annnriator 
initiated Monitors checked shit-tly N/040006 Itr 

KASSNERiG , GHAESSER, K L Commonwealth Edison Co 04/08/06 Jpp 
56030 360 24X Fidho 50-295 , 04/08/06. 04001 "i06«4 


8408240042 LFR 84-020-00 on 040014, while releasing qati decay tank 1C, 
loss uf pressure (occurred in gas decay tank d B Caused by 
improper lineup causing gas decay t<inl( to he cttiss-tied 
Work requests written for repair of lods W/840015 Itr 
OAHLEN,D . GRAG8SER,K L C Q mmonuio«i 1 t h Lriisqri Cq 04/00/15 Jpp 
26236 351 a4X Fiche DO -295, 04 /OH/ 1 5, fJ4O024OO4J 


840B2J007/ Gumnary of 84080/ apeiatiriy reactoi events meeting ro 
occurrences since 640719 moofing Litt of attendras, 
significant elenonts i status of previous assignments one I 
CRUTI^HFIELD, D Assistant Director for Safety Assessment 04/00/16 
EISEfJIlUT.D G Division of Licensing 50pp 26233 249 34X 

Ficho 90-000.94/08/16,84002300/; 


B40B23O314 LCR 04-OEl '00 qn 840/ 1 8, c Oh ta i nmen t structure failed to moot 
requiiements oF lOCFRSO.App J after exam af 1901 N 1903 
Integrated leak tests Causo net stated Evaluation of test 
adequacy continuing N/840016 Itr 

LANE, R E , QRAESSERiK L C o mm 011010,11 th Edison To 04/00/16 4pp 

26212 279 24X Ficho 90-395,04/00/16,0408230914 


8400300093 LLH B2-030/031 on 0JMO19, narrow-i ange temp cold log Lonp D 
low level amplifier ITM-4311J failed Caused by incoiroct 
capacitor voltage values Components replaced module 
returnDil W/Q40Ba2 Itr 

WILMITC, M , GRAE8SER, K I Commenwealth Edison Ce 84/00/22 Jpp 
8630a 096 24X Ficho 50-395. 04/08/22, 0408300093 



DOCKETED ITEMS 


119 


rJp 0 Tatt>i E »aninatlon% 


d40Bl40J/e* Pftrwartjs proposed rpv to 'Pei^^ual i f » c at i on F^iogram for 
Licen<ied Dporatots Senior (Dperatois * benior Operattirs 
<Lmited)i" in rtbponse <-o NU<?E(2'073^ I tern I A 3 l 
MARSH/^LL.J G C Qtnrtion jjc 3 1 I h Edison Co Dd/OS'O' DENTON, H f? 

Office of Nuclear fJeactor f?egulationr Pnector ^Jpp 26051 240 
24X Fiche 50-000, 04/08/07, B408140372 


— 0408140389 "Ref^ua 1 1 f 1 cati un P’rogiam tor Licensed Qpei at ors < Senior 
Operators ' Senior Operators (Limited) ‘ 

« L ommonoiea 1 th Edison Co B4/0'^/19 iOpp ?605J 242 24X 

Fiche 50^000, 04/08/07, 84001 103'^2 


0406140426 F’rn^ides address foi transmitting alJ opciator licensing 
correspondence to Region MI ofc,e*i.ept info for examtneis 
walker, R b Region 3, Office of Director Q4/O0/1O nichigan, 

Univ of, Ann Arbor* Ml 2 p p 26051 190 ?4X Fiche 50-000, 

84/03/ I O, 04001 40426 


DOCKET 50-296 RRDWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F Soturitij, medical, emergency fire profcectipn plan$ 


S40B300402 Forwards summary of 040530 meeting uj/TVA, Alcibama Power Co, 
Florida Pouicr Corp, Florida Power t< Light 1, Geot'gla Power Co 
re selected emergency prepai edne«43 issues 

O'REILLY, J P Region 3, Office of Director 04/06/00 PARR1S»H G 
Tennesfaee Valley Authority 4pp 26300 116 24X 

Fiche 50-000, 84/06/08. 8409300402 


04OB20OO96 Ac k receipt of 840709 1 ti mfoimlng NRC of steps takon to 
correct violations noted in Insp Ropts 50-257/B4-J 7, 

50-260/04-17 50-296/04-1/ 

VERRCLLM) N Region 2 , Office of Director 84/07/25 PARRIS, H Q 
Tennessee Valley Autnority Ip 26201 319 
Flcho *70-259, 04/0 //25> 0108200096 


— 0408280116 Responds to NRc 040607 I tr re violations noted in Insp 
Repts 30-259/04-17, 30-260/84-17 6 50-296/04-1/ Corrective 
actions tcmpoiary fire load form posted I daily fire load 
insps pei'hormed until removal of c ombust ib 1 eo 

MILLS, L M Tennessee Valletj Authority 64/07/09 CJ'REILLV, J P 
Region 2, Office of Director 2pp 26301 32 0 34 X 

Fiche 50-2*17. 04/07/23, 8408300096 


--8400280124 roruards Insp Repts 50 '-? 59 / 84 - 1 7, 50- 260/04-1 7 L 
50-296/04-1/ on 840500-U 6 notice of violation 
VERRELLl.l) N Region 2, Office of Director 04/06/07 
PARR 1 8. M G Tonnes ID D Volley Authority 2pp 263P1 322 24X 

Ficho 30-259. 84/07/25,8408200096 


— 8400280134 Notice of violation from insp on 840500-11 

« Region 3, Office of Director 84/06/07 Ip 262DI 334 24X 

FlLhD 50 2*19,04/07/23,0408200096 


—0400200140 Insp Ropis 30 - 259 / 04 - 17 . 30 - 260 / 84- 17 6 30-296/04-17 an 
840508-11 Violatiotia noted fallir’e to follow fire 
prevorition procedures for control of temporal ij Fire loads 
MADDEN, P M Region 3, Office of Director 84/06/01 9pp 
26281 325 24X Fiche 30 - 239 , 04 / 07 / 33,8408200096 


0400 020143 To) wards povs to implementing pioceduias doc omen t , c one is ting 
of IP- 6 , "Activation of Technical Support Cti," IP-20, 

"lechjilcul Support ftr Opeiatlon" h Rev 14 to "Radiol og 1 ca I 
Emorg/'Mcy Plan " 

MILLS, L M Tennessee Valley Authority 84/07/27 O'REILLY^ J P 
Region 2 , Office of Director Ip 25806 Oil 24X 
Fiche 30-259, a4/0//27, 0408020145 


--B4O0O2U151 Revs to radiological emergency plan p rocedupes. cons let ing of 
IP- 6 , "Activation of Technical bupport Ctr" 6 IP-20, 

"'lethnicdl Support Cir Operation " ^ 

* lonnessee Valley Authority 04 / 07/27 I2pp 23086 Olis. 24X 
Fiche 30-239, 84/07/27, B4O0O2O143 


—8408020156 Rev 14 to "Rad 10 1 eg it a I Emergency Plan " 

» Tennessee Valley Authority flFN -REP R14 84/06/29 4pp 

23B06 024 24X Fiche 50-259.04/07/27.8400020145 


B408030013 Forwards safety ana 1 y »> s, imp j cnentat i on plan Z> 

imp lomenlat ion schedule for safety parameter display sys, per 
00 Vassal !o 040612 c onf it matory order to KO Parris 
HILLS, L M Tennessee Valley Authority 04/07/30 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 6 pp 23907 110 
24X Fiche 30-259, 94/07/30, 0400030015 


04 (y 023 Ol 67 nek receipt of 040001 Itr informing Nfi ' of steps taken to 
correct violations noted in IE Insp Repcs 50-259/04-15, 
50-260/84-15 »< 50-296/04-15 

LEWIS.H C Region 2, Office or Director 8^/08/13 PARRIS.H Q 
Tennessee Valley Authority Ip 26206 316 24X 

Fiche 30-259 04/08/13 8400230167 


— 8403230192 Responds to NRC 840712 Itr re violations noted in IE Insp 
Repts 50-259/04-15,50-260/04-15 6 50-296/04-13 Corrective 
actions total sys walkdown for control air cys flow diagrams 
performed by plant personnel 

MILLS. L M Tennessee Valley Authority B4/f/J/0! O'REILLY, J P 
Region 2. Office of Director 6 pp 26206 318 24X 

Fiche 50-239 04/08/13,8400230167 


--84O8,?3O2O0 Responds to NRC 040523 J tr re violations noted in JE Insp 
Repts 50-239/84-15.50-260/94-15 t 50-296/04-13 Corrective 
actions 5td Practice 14 23 revised to re4iuiire second party 
verification in hanging 6 removing clearance tags 
MILLb. L M Tennessee Valley Authority B4/06/29 D'REILLV, J P 
Region 2, Office of Director llpp 26206 324 24X 

Fithe 50-259,94/00/13.0408230167 


— 8400230225 Notice of violation from insp on 040326-0423 

* Region 2, Office of Director 84/03/23 5pp ?6206 337 34X 

Fiche 50-259, 04 /O0/ 1 3, 04002301 67 


— 0400230240 IE Insp Repts 50-259/04-13,30-260/04-15 U 3O-S96/04-15 on 
840326-0425 Violations noted misaligned sys valves on 
control air compressor, incorrec t valve on control air sgs 
b inadeq.uate fire protection surveillance pracodures 
PAULK, G L Region 2, Office of Director 84/05/17 14pp 
26206 342 24X Fiche 50-259,84/08/13,0409230167 


0406290243 Forwards justification which suppls 840612 scheduler 
exemption request re fire protection mods 

MILLO. L rt Tennessee Valley Authority 04/08/23 DENTON, M R 
Office of Nuclear Reactor Regulation, Director 7pp 26290 317 
24X Fiche 50-259.04/00/23,0400290245 


H General correspondence 


0408230036 Responds to 040727 Itr transmitting SL Oenavidei 040627 
concerns ro failure of reactor trip sys of nuclear plants 
NRC established 10CFR50 62, which requires add! features ba 
installed at each reactor to assure shutdown if sys fails 
DIRCKb, W J Office of the Executive Director for Qperatians 
04/00/15 DDHENICI.PV Senate 6 pp 262J3 27S 24X 

Fiche 30-000, 04/00/13. 0400230056 


—0408230063 Requests response to end SL Dcnavldei B40627 itr re scram 
sys in nuclear reactors 

DDMENICI.P V Senate 84/07/27 KAhXiERER, C C NRC - No Detailed 
Affiliation Oiven 0pp 26233 200 a4X Fiche 30-000,04/00/15, 
0400230056 


p Operating license stage documents i correspondence 


8406300434 Confirns B40601 tel con between JA Coffey L Re Lewis re 
@40621 enforcement -conforence in Region 11 ofe to discuss 
design problems w/power supply 6 distribution sys Proposed 
agenda end 

O'REILLY, J P Region 2, Office of Director 04/06/05 PARRIS, H D 
Tennessee Valley Authority 2pp 26314 320 24X 

Fiche 30-259,84/06/05,0400300434 


0400030110 Forwards Amend 70 to License DPR- 6 a 6 safety evaluation 
Amend rovises Tech Specs to incorporate limiting safety ly s 
settings it conditions during sixth cycle It reflect changes 
from thermal power monitor mods during refueling outage 
CLARK, R J Operating Reactors Qranch 2 04/07/11 PARRIS. H 0 

Tennea^ee Valley Authority 2 pp 25920 326 a4X 
Fiche 50-296,04/07/11.8400030110 


— 8400030125 Amend 70 to License DPR-60, incorpora ting limiting safety sys 
settings 6 conditions during sixth cycle L 1 oflecting 
changes fron thermal power monitor mods during current 
refueling outage 

VASSALLO, D D Operating Reactors Branch 2 04/07/11 23pp 

25920 320 24X Fiche 50-296.04/07/11,8408030110 


— 8408030140 Safety evaluation supporting Amend 70 to License DPR- 6 a 
» Office of Nuclear Reactor Regulation, Director 04/07/11 6 pp 
23920 331 24X Fiche 50-296.04/07/11,0408030110 


8406140026 Forwards requests for addi info re Mark 1 con t^lRinBTit long- 
term program vent sys analysis U details of seism-tc lugs 
Racomniends 840910 meeting w/DNL 6 Franklin Research Cfer to 
discuss response prior to submittal of formal response 
VASSALLO. D g Operating Reactors Branch 2 B4/07/26 PARRIS, H 0 

rennessoe Valley Authority I4pp 26061 243 24X 

Fiche 50-239, 04/07/26- 0400 1 40026 
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04O-aOlO3^'l l!eipDr(}s. to 0406 1 3 rEH,ne^>t foi eiddl info re rSarV I 
containment long-torn, program analyses Safetig relief v.ilve 
discharge piping sys mods based on most severe reflood 
corditions predicted by nVPIZ ** RVfDR codes 

MILLS. L n Tennessee Valley Authority 04/07/57 nFNTDN.HR 
Office of NueJear Reactor Regulation. Diiector 5pp 2rj066 352 
24)( fxche 50-259,84/07/27.0406010344 


H4002i0-OUrJ faruiards Amends lO .101 \ /4 to Licenses I>PR~33, DPR-52 ?i 
DPR-68. 1 eapcc ti\. c 1 j T sotetg evalLfcition Amends change Tech 
Specs to allou operation Foi 3D days ijj/l6 mam steam tunnel 
high temp smite ties bypassed 

CLARIS, R J Operating Roactois flranch 2 04/00/09 PARRIS, H 0 

Tennessee Vdlleg Authoiity 2pp 26195 194 24X 

Ficlio 50-259. 0VOe/O9, B4OB2IO003 


B40B1S0575 Responds tn 830422 submiltal of Tech Spec amends per TMI 
I tern I A I 3. “Limit Overtime' ** Generic Llr 93-02 Tech 
Spec change rej^uest- to ensuie overtime controls imp le.mcnta d, 
requii ed 

VASSALLO. 0 B Operatino Reactors Branch 2 04/07/27 PAHRIB. H G 

Tennessee Valley Authority Spp 26080 353 24X 

Flche 50-259,94/07/27.9409150575 


840B16015S Forwards SCh pn M0RnG~O737. t tem II K 3 22 re automatic 
suiitchaver of RCIC sys suction Manual switchover of RClf 
suction on lou uater 1 e 1 in condensate storage tanli 
accaptab I e 

VASSALLO, 0 B aperating Reactors Branch 2 B4/07/S7 PARHIB, H G 

Tennessee Valley Authority 9pp 26126 154 24X 

Fiche 50-259.94/07/27,9409160155 


0409160424 Forwards Amends 105.99 L 72 to Licenses DPR-D J. I)I>R-52 U 
DPR*-6Si r e spBct I vely safety evaluation Amends replace word 
"operator" w/ "reactor operator" to provide consistent 
nome-nc latupe 

CLARKj R J Operating Reactors Branch 2 64/07/30 PARRISiH O 

TenAesGee Valley Authority 3pp 26126 229 24X 

riche 30-259,84/07/30 . 8406160424 


—9400160426 Amends 105.99 f 73 to Licenses DP 11-33, DPR- S2 t DPR-6B, 
respec 1 1 veil) , pep lat 1 ng word "operator" w/ "reactor operator" 
to provide consistent no^enclatuhe permitting fuel 
handling supervised by senior reactor aperotov 
VASSALLO. D Q aperating Reactors Dranch 2 B4/O7/30 IffRP 

26126 232 24X Fiche 50-259.64/07/30,13406160424 


—840016042/ Safety evaluation suppnrting Amends 105,99 t 72 to Licenses 
DPn-33. DPR-52 U DPR-60, r es pec 1 1 vely 

* Office of Nuclear Reactor Regulation. Director 84/07/30 2pp 
06J26 244 24X Fiche 50-259-04/07/30,0409160424 


0409070370 Suppl 1 to 631027 application for amend to Licenses 
DPR-52 V 0PR-6B, cons i 8 ting of minor revs to Tech Bpecs in 
response to NflC 931220 comments t< request for addl info 
MILLS.L K Tennessee Valloy Authority 84/OB/Ol DFNTDN. H 
Office of Nuclear Reactor Regulation. Director 2pp 25947 
24X FlchG 50-25 9,04/03/01, 64 09070 170 


DPR'33, 

R 

176 


— 8408070375 Proposed Tech Spec re radioactive gaseous effluent 
ihstrumontat 1 on surveillance 

* Tenriossoe Valley Aiibhorlty 84/011/01 44pp 2094/ 179 24X 

Fiche SO-239, 64/00/01 . R406070370 


8409200264 rorwaids Amends 106, iOO 73 to Licenses DPH-33# DFR-SS 8, 
DFR''69* respective 1 y t safety evalu«Ulnn Amends clarify 
correct operating positions & identify proper action for 
initiating signal for suppression chamber drain valves 
CLARK. B J Operating Reactors Branch 2 B4/on/02 RAWIIO-Il O 

Tennessee Valley Authority 2pp 26142 ^45 24X 

Fiche 50-259, 94/00/02. B 4 0BP00264 


—6409300269 Amends 106,100 t< 73 to Licenses DPR-33. DFR-3S 6 DPn-60, 
respuctively Amends change Tech Specs re suppression chamber 
drain va Ivefii c lar i fy operating positions L identify proper 
action In initiating signal 

VASSALLCJ. D D Bperating Reactors Urancti 2 04/08/02 12pp 

26142 347 24X Fiche 50-259.84/00/02.8406200264 


— 04O02OO2QO Safety evaluation suppurling Amends 106.100 f< 73 to Licenses 
DPn-33, DPn-52 & 0PR-6B. rcspec ti ve 1 y 

* Office of Nuclear Reactor Ragwlatlon* Director 04/00/02 Spp 
26142 339 24XFlcho 50-259/04/00/02,0406200264 


8408070110 Generic l-tr 04-19 to all licensees af -oparating reactors, 
applicants for OLs fc holdors of CPs to avoilahillty of 
Suppl I to Nl/nEG-0933, "Pr I ori tl I atlon of Generic Safely 
IsKUes " Sve list end 

EIGENHtiT/D 0 Division Of Licensing 84/00/06 Consol 1 da tod 
edlson Co of Mew Vork, Inc iBpp 26CP9 230 24X 

Fiche 30-000. 84/DB/06, 04060701 lO 


0408140375 ForwaMls response to MIC 031012 request for addl Info ri 
reactor protartion sys puwsr monitoring sys design mods 
Tech Specs wl3i be submitted in future W/12 oversiie 
drawings Aperture- cards available in FDR 

DCKERiJA Tennescee Valley Authority 04/08/09 DlcNtON.Iftt 
Office af Nuclear Reactor Regulation, Director llpp 26051 107 
24X Fiche 50-259. 04/08/09.0400140375 


--B40B210004 Amends 107.101 ♦. 74 to Licenses DPR-33, DPR- *j2 6 DPR-6e. 
resp ec 1 1 ve 1 y , chang 1 ng Tech Specs to allow opEiatlon for 30 
daijG uf/16 main steam tgrinc) high temp switches bypassed 
VASbALLD.P B Operating Reactors Branch 2 84/08/09 12pp 

26195 196 a4X Fiche 50-259,04/03/09.8408210003 


— B4082100D7 Safety evaluation supporting Amends 107,101 % 74 to 
Licenses DPR~33. DPR-52 i DPR-66, respect ivel y 

» Offi-cp nf Nuclear Reactor Regulation, Director 84/00/09 5pp 
26195 208 24X Fiche 50-259. B4/08/09, B40&21 0003 


0409200131 Forwards response to 040501 Itr le Criteria 1,2,10 L 11 for 
permanent pos-i-acc i den t sampling facility Info on interim 
sys submitted on 940606 

DOMER. A Tennessee Valley Authority 04/08/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 5pp 26133 255 
24X Fiche 30-259,04/00/13.8400200131 


0408220137 Application for amend to Licenses DPR-33, DPR-32 8, DPR-68, 
incorporating integrated s-chedulc into license Detailed 
explanation of nethodology uta 1 i zed, def in i i ion of revised 
integrated schedule t fee end 

MtLLSiL M Tennessee VaLleq Authority 04/08/14 DENTON, H H 
Office of Nuclear Reactor Regulation, Diiector 06pp 26193 316 
24X riche 50-239,04/00/14,0408220137 


040028025/ Topwards Amends itO, 103 ?< 76 to Licenses DPR-33, DPR-52 t, 
DPR-60, respectively L safety evaluation Amends revise Tech 
Specs to permit main steam tine high temp Isolation 
function to be inoperable for up to 4 h for testing 8 maint 
CLARK.R J Operating Reactors Branch 2 64/09/15 PARRIS, H G 

Teiinesseo Valley Authority 2pp 26294 090 24X 

Fiche 50-259,04/08/15,0400280257 


--0408200261 Amends 110, 103 & 76 t o Licenses DPR-33, DPR-52 8. DPR-6e, 
respec tivoly, revising Tech Specs to permit main steam line 
high temp isolation function to be inoperable for up to 4 h 
for testing 8, maint purposes 

VAS8ALL0. D 0 Operating Reactors Branch 2 04/08/15 iSpp 

26274 092 24X Fiche 50-2 39.04/00/13,8409200237 


— 04092B0S76 Safety evaluation supporting Amends 110,103 8# 76 to 
Licenses DPR-33. DPR-52 8, DPR”6a, respect ivel y 

■ Office of Nuctoar Reactor Regulation, Director 84/00/15 app 
26394 10/ a4X Fiche 30-259.84/00/13,8406280257 


0408310424 Forwards Amends 104 L 77 to Licenses DPR-52 t DPR-68. 
resporfcively & safety evaluation Amends revise Tech Specs to 
change neutron. Flux trip setting adjustment factor 
CLARK, R J Operating Reactors Branch 2 04/08/17 PARRIS. H 0 

Tennessee Valley Authority Spp 26350 142 ?4X 

Fiche 50-260.04/00/17,0400310424 


— 9408310431 Amends 104 6 77 to Liconsos DPR-5a 8, DPR-68. respectively, 
ravtsing Tech Specs to chang'e neutron flux trip setting 
adjuslment factor from limiting safety sijs to limiting 
condition for operation w/6 h action statement 
VASLALLOi D 0 Uporatlng Reactors Branch 2 84/08/17 32pp 

26350 144 24X Fiche 50-260,04/08/17,8400310424 


— D408310432 Safety evaluation supporting Amends 104 8< 77 to Licenses 
DPR 52 t DPR-60. respect i ve I tj 

* OPFKo of Nuclear Reactor Regulation, Director 84/00/17 2pp 
26330 176 a4X Fiche 50-260,04/00/17.0408310424 


0400200275 Generic Ltr 04“*20 to all licensees of operating reattarG I. 
applicants for OLs re scheduling guidance For licensee 
submiitals of roleado that involve unroviewed safety 
queotlonc Sve list end 

EISENIII/'T, D D Division of Licensing 84/08/20 Consol idatod 
Edison Co of New York, Inc I7pp 26276 244 24X 

Fi Che 90-000, 04/08/20. B408200273 


0400310414 Notification of 040<?l3 mcoling w/util 8< Franklin Research 
Ctr in Knexville.TN to discuss rosolution of issues 
Identified in request for addl on structural evaluation 

In plant-unique analysis ropt re Mark I torus mod 
CLARK. Pi J Operating Reactors Branch 2 84/08/24 VAS5ALLD, D B 

Operating Reactors Branch 2 Ip 26350 222 24X 

Ficho 30 259,04/08/24.0408310414 
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a^OBJlO'JjL* Nol J f I Co* I jri Qt 8^0*705 ineeting w/Utll ^ ONL Hi Kno x vi 1 1 0> m 
Id dibriisft le^olution of idi?ntifietj in 5t<iff ipq^ucst 

fgr "fldl Info on hydrodynio-iic loads in plant'urnque onoLy^ls 
rept Tc Mvii I' I toi os (nods 

CLARK, H J Op era *^105 Reactors Bi ant h s 04/00/^4 VASSALLO* D fl 
Operating Reacfori [Jrancb e’ Ip ^6350 ^15 ?4X 

Fiche 50-259, 04/00/24- B 10831 0420 


Q In^peLtion reports- lE Dulletins » c or respcndence 


8407100322 Responds *n 84Qi05 Hr providing lesults of reanalijsls of 
fouT uia 1 I s Info lesolves ronfert.- re four ualH identified 
Ml 040116 SCR conLtrning lE lulletm 83-11- ''Masonry Wall 
Design “ 

VASSALLG U » Operating Hoic^or* Bi ancfi 2 04/06/26 PARRIS» H C 

Tennessee Valley Autlidnty 2pp 255J3 317 34X 

Elcho 50-257,84/06/26 8407100322 


8408310109 Forwards Enf orcemon t Conference Repts 5O-259/04-'21. 
50-260/84-21 V 50-276/84-21 on 840621 

Q'REILLV-J P Region 2, Office of Director 04/07/09 F>ARRI8,H0 
TennosstJc valley AuthorHy 2pp 26334 227 24X 

Fiche SO-239- a4/07'09. 8100310109 


—0408310114 Enforcenent Conference Repbs 50-239/84-21,30-960/84-21 *« 
50-296/84-21 on 840621 Major areas discussed design errors 
associated u/separati on of electnral cab 1 es> parol le Hng 
dia&p] generators t shutdown board rooPi cooling 
DOliMCR.R C Region 2, Office of Director CANTRELl • F S 
Division Of Project 6 Resident Programs Q4/07/05 6 pp 
26334 227 24X Flrhe 30-259,84/07/09,0408310109 


04OB24O338 Forwards Insp Hepts 50-259/04-22,50-260/84-22 & 50-296/04-22 
en 840626-29 Mo violations oi deviations noted 

VERRElL],!) M Region 2, Office of Director 84/07/12 PARRIS, H 0 
Tennessee Valley Authority 2pp 26236 131 24X 

Fiche no~259. 84 / 07 '12, 0400240330 


— 8400240342 tnsp Repts 90-259/64-22, 50-260/04-22 t< 50-296/04-22 on 
840626-29 No violations or deviations noted Major areas 
inspected licensee action on previous enforcement matters, 
tiie Id i ng, 1 nserv 1 C 0 testing, IE bulletins 6 LERs 

OIRARD, K M , OLAKE, J J Region 2, Office Of Director 84/07/12 
6 pp ,.'6236 133 24X Ficlie 50-259.84/07/12.0400240333 


0403200096 Act tocnlpt of 840/09 Hr informing NRC of steps taken to 
correct ,/lniatians nuted lii Insp Ropls 50-259/04-17. 

50-260/8'i 17 !, '50-:’96/B4 * 17 

VERHELLI,!) M Region 3 , ijj-fire or Dlreclor 04/07/25 PARRIS, H 0 
Tennessee Valley Authority ip 26201 319 24X 

Ficho 50-259, 84/07/P5, 8400280096 


— 0403201)116 Responds to NRC 040607 Hr re violations noted in Insp 
Ropls 50-299/84- I /. 30-260/84-17 f« 50-296/84-17 Corrective 
actions t 6 rtipDr«,ry fire load form posted daily fire load 
insps pet formed until removal of combustibles 

MiLUb.L M Tennessee Valley Authority 04/07/09 0 'RE ILLY, J P 

Region 2. Office of Director 2pp 26201 320 24X 

riche 50-259, 84 / 07 / 35 , 3408280096 


■--D40B?at)124 loruards Insp Repts 50-259/84-17,50-260/04-17 8 . 
50-296/34-17 on 840500- li 6 notice of violation 
VERRCULI-D W Region 2. Orrice Of Director 84/06/07 
PARRIS. MO lonnessoc Valley Authority app 26281 322 24X 

Fiche 90-259,84/07/25. 340M280096 


— 8408280134 Notice of violation from insp on 840508-11 

» Regipn 2, Office of Director 04/06/07 ip 26201 324 24X 

fichc 50-299, 04/07/35, 0403330096 


— 04O93{3Oi4O Insp Repts 50-259/84-17,50-260/84-17 i, 50-296/84-17 on 
040500-11 Violations noted failure to follow fire 
prevention procedures for control of temporary fire loads 
MADDLN, P M , MULERrW H , CDMLON, T E Region 2, Office of 

Director 84/06'0l 9pp 2^201 325 24X FlChe 50-259, 84/07/25, 

0408,200096 


B4072S0229 IC Info Notice 84-57, "Operating Experlertce re Moisture 
Intrusion in 8 af ety-Ro lal ed tlectrical Equipment at 
Commercial Power Plants " SvC list end 

VCRDAN, C L Division of Emergency Preparedness Zi Engineering 
Response (Post 030103) 04'07'27 Consolidated Edison Co of New 

York. Inc ll9pp 25069 04/ S4X Fiche 90-000.04/07/27,0407250229 


0400270176 Ack receipt of 040719 Hr informing NRC of steps taken to 
Correct violattonr noted in Insp Repts 50-359/^4-10, 

50-260/04-10 t 50-296/84' 10 

VERRELlJ.D M Roflion 2 , Office Of Director 04/07/31 PARRIS, H 0 
Tennessee Valley Authority Ip 26257 352 24X 

richo 50-239,04/07/31 8408270196 


— 84032 /0i9? Responds to M3C 840509 Hr re violations noted In Insp 
Repts S0'259/a4- 10, 50-260/84-10 !/ 50-296/04-10 Corrective 
actions Frocedoros 1053 I J0S3A revised to correct 
procLduial violations 

MILLS L h Tennessee Valley Authority B4/07/19 D'RElLLY. VP 
Region 2, Office of Director 2pp 26257 353 24X 

Fiche 50 259,04/07/31,8108270196 


8408010333 IE Info Notice 04-59, "Deliberate Circumventing of Station 
Health Physics Procedures ' Sve list end 

JORDAN, E L Division of Emergency Prepdiodness & Engineering 
Response (Post 830J03) 04/00/06 Consolidated Edison Co of New 

York, Inc I22pp 26068 001 24X Fiche 30-000, 84/08/06, 8408010333 


840801033/ IE Info Notice 84-60. "Failure of Air Pi/rifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/06/06 Consoildaied Edison Co of New 

York, inc I23pp 36067 138 24X Fiche 50-000,84/08/06,8408010337 


6400070130 IE Info Notice B4-61. "Over e i p osure of Diver In PWR 
Refueling Cavity " Sve list end 

JORDAN. C L Division of Emergency Preparedness 8 . Engineering 
Response <Post 930103) 84/08/08 Consolidated Edison Co 0 # New 

York, Inc I20pp 36129 llB 24 X Fiche 50-000,84/08/00,8408070120 


B4O019O213 Forwards rnpt required by Item III C 5 of 830826 order re 
piping insp Results of IGSCC insp. i nc I udlog pre L 
po&t-induc tlon haating stress Impro ve/rent Insps, provided 
Unacceptable Indication found in h«ad spray piping 
DOHCR. JA Tennessee Valley Authority 94/03/09 DENTON, H R 
Office of Nuclear Reactor Regulation. Director lOOpp 36066 136 
24X Fiche 50-296* 04/00/09, 8408150213 


8400070376 IE Info Notice 84-62, “Therapy Misadministratlans to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
list unci 

GRACE, J N Division of QA, Safeguards S* Inspection Programs (Post 
830103) 84/00/10 Consolidated Edieon Co of New York. Inc 

I35pp 26130 001 a4x Fiche 50-000 , 34/08/10,8400070376 


0408100009 IE Info Notice 84-63, "Defective RHR Replacement Piping " 
Sve list end 

JORDAN, E L Division of Emergency Proparedness & Engineering 
Response (Post 830103 ) 84/08/13 Consalidated Edison Co of New 

York, Inc H9pp 26197 218 24X Fiche 50-000,84/00/13/8408100009 


0408230167 Ack receipt of 840801 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-259/04-15, 
50-260/04-19 & 50-296/84-15 

LEHIS, R C Region 2, Office of Director 84/08/13 PARRIS, H 0 
Tennessee Valley Authority Ip 26206 316 24X 

Fiche 50-359,84/08/13, 0408230167 


— 0408230160 Ack receipt of 840629 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/84-19, 
90-260/84-19 t 50-296/84-19 Supplemental response expected 
by 040801 

lewis, R C Region 2, Office of Director 84/07/12 PARRI9.H 0 
Tennessee Valley Authority Ip 26206 317 34X 

Ficho 50-239,84/08/13,8408230167 


—0403230192 Responds to NRC 840713 Itr re violations noted in IE Insp 
Reptfl 50-257/84-15,50-260/04-15 6 50-296/84-15 Corrective 
actions total sys walkdown for control air sys flew diagrams 
parformed by plant personnel 

MILLS. t M Tennassae Valley Authority 04/08/01 O'REILLY, J P 
Region 3. Office of Director 6 pp 36206 318 24X 

Fiche 30-259,84/08/13,8408230167 


--'0408230208 nesponds to NRC 840523 Hr ro violations noted in IE Insp 
Repts 30-259/04-19.50-260/84-19 i* 50-296/04-19 Corrective 
actions Std Practice 14 29 revised to require second party 
verification in hanging L removing clearance tags 
MILLS. L M Tennessee Valley Authority 04/06/29 O'RElLLYrJP 
Region 2, Office of Director llpp 26206 324 24X 

Fiche 50 - 359 , 84 / 08 / 13.8408230167 


—040023021? Forwards IE Insp Repts 50-259/84-19, 50-260/84-1 9 
90-296/84-19 on 940326-0425 6 notice t»f violations Addl 
attentidn must be given to Tech Spec uiaint 

LEWIS, R C Reginn 2, Office of Director 04/03/23 PARRIS, H 0 
Tennessee Valley Authority 8 pp 26206 339 24X 

Fiche 30-239,84/09/13.8408230167 


— 8400330223 Notice uf violation from insp an 840326-0425 

e Region 2, Office af Director 84/09/23 Spp 26206 337 24X 

Fiche 50-2S9, 84/00/13, 8408230167 


I 
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I£ }nsp 50-i>59 1 ?■, ^C'-?60V8'J -I & 50-3'>A/B4- J 5 or 

l?4032A“0<?c5 Vkotat 1 orfa ikoteo m* s-i* 1 1 gncn sys vatv^a on 
contTot aiT tor>i'pr« s^or . mtorrett /alv-e on tantrol atr sya 
i inadequate fire pro^eclion survekiiante orocoduree 
PAULK i G L . PATTLfilSaivt. C A . CAflTRELL, F S Region 2. Office of 
Director 04/03/17 t4pp 2*20b 243 24X Fiche SO-SS^, 04/00 / 1 Jr 

e4Oa20Olb7 


Q40010003B rr lofo Notice 84-64- ”DW HPCJ Initiation 5eai-ln ft 
Indication " 5vc lJ»t enc J 

v/QROAN- E U Olvlsvan of Emergencij PrepaTedness *j Eng i rbet iilg 
Response (Post 0301031 04/03/15 Consolidated Edison Cn of New 

York. Lnc I04pp 2619S093 24/ Ftche SO- 000. 04 /OB/ 1 3. 0403100030 


&4O0.:OO4i2 LCF Qd-OOis'Ol on e4n5i7<knsp of j«'t pump iristiumBTit noiiles 
feimd t'ivo jijeJdc m need of repair Weld o/erlag procedure 
completed pf lor stiirtrp Addl luolds lUi 11 bo inspected In 
upcaming outages 040810 Itr 

smith. l> L JO^CS-G r Tennessee Vlijctj Autftoiit^ 81/08/10 3p p 
38130 «/61 t'dX Fichr 50 -P'lt. 84/08/ 10. 8408200112 


B 4 oay/OriO UR ea-OOt-OS on 04051 /• J i*icovered 3 out of 10 iMClds 
inspected on jet pump instrumoni noiiles in need of ropaii 
Caused ty intergranu l-ar stress corrosion crartiiiig welds 
riipaiied bv t^eld overlay pioteduve W/B4O01V Itr 

SH/T8.I> L j JONS^r 0 T Teoressee VolJei/ Autboiity 04/00/17 3pp 
26245 134 24ic Ticbe ^0-37^> &V013/ 1 U\Om?Oi^Q 


34001(30021 lE Info Notice a4-6b> “Underrated Fuses VJhich May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list enc 2 

uQflOAN, E L Division of Emergencij Prspaiodnpss A Engineering 
Response (Post B30103) 04/oa/l6 Consolidated Edison Co of New 

Vort. Inc llBpp 36193 001 <24X Fiche 30-000. 84/03 / I&j 0403 1 0002 1 


04O631O1B6 Part 21 i opt re tot us -to ear toi bldq vacuum breakeis Homo 
of 040020 tpicon reporting equipment quality separation of 
controls to huf^PifltJ valves encl OL laciG technical info to 
adeqoatelv evalyote conilltipi' ^ 

(/ZLLA. fi General ElcrtT'jc Co 84/00/21 ROS&I.C C Diiec tor's 
Office# Office of inspection end fcnfni cement 3pp 2AJ10 327 S^x 
Ficbe 50 - 00 D 04 / 00 / 21 ' 0400110186 


3400100055 IE Info Notice QA-GE. "Undetected Unavat 1 ab i I i ty bf 
Tur bthe-Dr tven AJrlliary Feedwater Train *' Svc list one I 
JOflOANi E L DiwlGion of Emergency Preparedness ^ Engineering 
Response iFost 6301031 84/03/(7 Consolidated Edison Co of ficu» 

Vorl'. Inc iSOpp 26274 031 24X Fiche 50-000. 64/OS/l 7, 8408100095 


B4OB14D2O0 IE Info Notice 34-67. "Recent Shiibber Inservico Testing W/ 
High Failure Rates " Bve list enc I 

JORDAN. E L Division of tmergeneg Preparedness & Ergtneoring 
Response (Post 330103) G4/09/17 Consolidated Edison Co oF New 

Ynrh- lnc 123pp 26276 122 S4X Fiche OO-DOO. 04/03/ 17# 0401JI 4020B 


S40B340109 Forwards response to NBC B40720 Itr re violations noted in 
listed insp repfcs It Proposed Civil Penalty Action EA 04-095 
Corrective actions include rev to Plant Instruction TI-74 to 
upgrade post-trip rcvieu Civil penalty fee wttl be wired 
DOHER.J A Tennessee Valley Authority 64/08/20 DEYQUHO. R f 
DiractOT's Office. Office of Inspection and Enforcement lOpp 
2622S 533 SAX Fiche 50-259. 84/06/20. 3403240107 


0400210143 IE Info Nbtite 04-60. “Potential DoficfeTicij in Improperltj 
Rated Field tliring to- Solenoid Valves “ Svc list end 
JORDAN. 6 L Division of emergency Preparedness & Engineering 
Response (Post 0301031 Q4/Q0/&1 Consolidated Edison Co of New 

York, irc llSpp 26027 000 34XFlchii 90-000, 84/00/21' 0400^ 10142 


U □paidlor rioninafions 


04093100*36 Conf lrn«it ion of action I ti io 840531 tslcon betuioeh IN. Liiwi^ 
6 JA Coffey concerning results of operaloi enamt conducted 
on 840323 Operators who failed eitam pvohibltGd from licensed 
duties until Gertiorn 6 or 7 complet^fJ soti sfac lo? | }y 
O'REILLV-JP ftejjion 2. Office of Directoi 84/05/23 PARRI5#H (J 
Tennessee Valleij Authoring 3pp 26T35 OdO %*Ax 
FithQ 50-237. 84/05/23* fidOOSI GO J 6 


DOCKET 50-39T NOflT** CAHOl INA NTATL UNIV PUUOTAU RCA{ TOR 


p Operobirp license stage documenls f‘ ton osponOonc e 


0408030065 ApMlcation for nmerirt to I i-cofiGe f< 120. chfiruj log Tech Hpccs 
to I ntnrpora to orgniii trttl ofi.i 1 chrtregoo 

PAULUIN.n R North taro lino Iitote Jniv . Roleigti, NC f34/07/«>6 
Division of llconting Tpp 25871 2ilV J4X richu 50 2‘?7. n4/0//a6, 
«4O0fK’O/J6V 


- 04000200*7 18 np used Tpcfi Opor's I m orpoi at ( ng or g/tm i.u i one I changes 
» North taioJina fitato l/ii(v « INtleiyh. NC W4/0//2/> ?5p|J 

25R71 27(5 ^? 4 / r(r he flil *'7/. f?4/0//2A. fMOGtMm?) 


R Periodic operating reports C related cerr ecpondmcc 


B4O0O6OO7B ''NPDE6 Discharge honitoimg Rspt for Apr I7fi4 “ 

1* Tennessee YaUoy Authority 64/04/00 34pp B3735 209 24X 

Fiche 50-257.34-/04/30.3400060098 


04O9S7D366 Feruards “Effli/eri f Haste Disposal Se/Aiannual llopt. 

Si/pp J erten ta I in-to^ First Half 1984" t revised “Efflwenfc St 
U3ste Disposal Eaniannbai Rept Liquid Roloases for Rocond 
Half 1783 Dutch Hade " 

JONES, 0 T Tentiesiiee Valley Akithnritg 04/00/21 Dli'OKtoi's 
Office* Office of Inspection and tnforcemont ip 2*240 320 C4X 
Fiche 90-257,04/00/21.0408270366 


— B4O027D366 "Effluent U Haste Disposal Rertfiannual Dept Dupp lamentaJ 
lijfi>*rjrsi HalP 1784 “ 

< Tennessee VaUoy Authority Q4/06/3O I5pp 26240 RSI 24X 
Ficha 50-297. B4/09/2 1, 0400270366 


— 6400270374 Revised 'Effluent L Waste Disposol Semiannual Rept Liguid 
Releases for Second Half 1993 Batch Mode ” 

Tennessee Vail eg Authority 03/J2/:iJ Ip 565A0 33* a4X 
Fiche 90-359, 84 '08/2 1 /e40f)a7036* 


B Reportable oc c urrenr es. LERs It related c orrosp oniienca 


8408230317 Part ai rept re failure of ITC-27N undervoHppe relay to 
drop out on listed underN ol tape conditions Problem Huo lo 
excessive feedoacl around operational amplifier VS Clawplrr/J 
diode must be addod Affected unit* listed 

DUVALL. D D Braun Boverl Corp (subt of Drown Doverl U Co . Lid I 
94/03/13 DEVOVJNQiR C Diroefcor^s (3fPtce. Office of Inspection and 
CnforcBment Ppp 26191 357 24X Fichu 00-000, 04/03/ 13# 040023031 / 


840D34034B Part 21 rept re preiencu ef J*)ttifc*-24P in C3|> h^ilrflullc 
control unit s-cran pilot solenoid valvn plunger InitiaUil 
reportea on 04O4J3 Nsw thread lockinQ devices ifives 1 1 gated 
SNERWaOD.OQ General Electric Ce 04/04/13 DEVOUNO.R C 
actor's Office, flfftco o-f Inspoctlon and Cnf qrt emenl 3 pp 

as 256 24X Fiche 50-000.04/04/13,0400240340 


DOCHLT 50 ,»7i) COdCl N NlH U AR llTATUtN 


r GQcui'ity. medicft*. omen gem g /. fifo pTotorliuh plduM 


04011070«>6/ Rav 4 tO I'mui gem ij IMaii Imp 1 u men t tup Rioiodvire IP IF ft / 3i, 
"Cradrgeonj fgiilpmoiii hiventoi g " U/il40ll(>l Hi 

WINDHAM, ff , WHITMAN. 1) , pnANl.J M Nobi hSka Public IiouJiir UlotrUl 
Q4/OB/01 (OULIN'I. ) T Region 4. lliPlLU of Dilocior 'JOpp 
;*yv49 207 /45i rube htj I'VH, 04 / 00/01 , 040UO/0i'6/ 


040110/0'JUi Hdvleoil (‘ages 5 'll. 5 />4, A *. /. /, * ^►r). H 2 1 t () 2 In station 
omorguhry plan W/H401K11 Hr 

PIUAHI.JH Nubi asfca Pi)b I ir rowpi Dlftirul (14/011/01 COILINB.JT 
Reg I nil 4. Office of Direr toi Hpp l"l94/ iOH 24x 
rtihe 00 iJ'Hl. 04/00/01. (HOIIO/O H* 


l)40lU*0U'/3 I III yai iltt sAfoty pal hmetei dlftplhg sys (hI'DUl 
prs impHmeiita t i on andll t unuHs Hi Itodnlu fui owUmittal of 
addl uifii dn« within *0 day^i of Hr rweeipt MUMl 0 O/’J/. 

tiuppl 1 giM do linos istiuito rosulutiott 

VA'JOAVU). l) 0 ilburatlng Huai tors IH Ain h »• 1)4/011/01 PllANT.Jh 

Nebraska Public Pouor Dlsiiiil l»*PP 2/ilJ6 HJV i'dX 
f iLfio UO ;V«, 04/00/ 0 NIHON I/, CWW 


0400140431 Responds to NR<: 040604 review of detailed fonlrol room 
design twieu prugran plan, pel ituppl 1 to NUNI.O-O/'i/ Uummerii 
rspi will l>« submit t«ii by Dec t'flH 

niLANIi.ln Nebrai*ika (>ub 1 i< Puuitfi IMstrirt H4/0(l/i)<; 

VA'illAL 1 . 0. D )1 Operating Roaclois ilranih Ipp S/iOftO 35V iJ4X 

riche Jia »V0. H4/0(I/0V. H40HI404,II 


04002401/1 ''Madiatloh Prntiif tson I* Ian ' 

s Nebraska Pub Hi Pouer Qi strict 04 /(Hi/ 1 5 I lUNHUT.D 0 
Dkvikiciii of licensing ftflpp 26»L'»! 105 24X I ich* 50 PVO. 04/OD/l5i 

unotiyaol /\ 


OAOtmOIOl loiuarils |usp Nept *10 ,^gHMi4 n on (140612 ' 1ft * notices of 
viola! inn * devtatlbn lint lies withheld (ref lOCi H73 2H 
JUHNM)N.rn llegion - 1 , Uffiie of nuetlor 04/011/16 IHLANT.JH 
Nebraaka Public Powef Olstrtit i/rp 26»;V(i 220 24X 

fiche 50 I'giJ, 114/011/ 1 6i H4O(WV0 101 
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— Sfl08P90l04 Insp Rept 50-290/84-13 on 840i>j2-15 r<? security plan t, 
inplementtng procedures Oite vioi^iion !< l-our deviations 
idenlified Details -j/ithheld (ref lOCFR/3 21 > 

KELLV J A , hALL.R E - JAUDONi J P Region 4. Office of Director 
84/00 MS Ip 26298 222 24 K Tic he 5O-‘290- 04/00/ 16. 0400390 101 


I Financial inf i on 


0400150447 Submits info demonstrating ability to obtain funds for 
payment of deferred prer.iiums uiithin 3-moritb period Annual 
rept to Securities f exchange CommissiDn for 1983 A uniform 
forecast form for security analysts enc I 

PILANT. J M Mebraska Public Pouiei District Q4/O0/O3 Office of 

Nuclear Reactor Regulation. Director B2pp 26077 157 24X 

Ficbe 50-298. 84/08/03. 0408150447 


P Operating license stage documents !/ correspondence 


— 0400090-03'^ Requa 1 1 f i cat 1 on program audit rept from eram conducted in 
flay 1904 Audit results requa 1 1 f icat ion program marginal 
PELLET, J L . COauEVrR A Region 4, Office of Director 84/06/23 
42pp 25992 268 24X Ficfte 50-290,04/07/05.0408090034 


8407250229 lE Info Notice 04-57. “Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commetcial Pauer Plants *’ SvC list end 

JORDAN. £ L Division of Emeigency Preparedness £< Engineering 
Response (Post 030103) 04/07/27 Co-nsoUdated Edison Co of Neu 

York. Inc n9pp 25065 047 24XFiche 50-000.04/07/27,8407250229 


8400030044 Act receipt of 840705 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-298/04-09 
Corrective actions uill be reviewed during future insp 
JOHNSON, e H Region 4, Office of Director 84/07/27 PILANT. J M 
Nebraska Public Poeuer District Ip 25907 029 24X 

Flche 50-290,04/07/27,8400030044 


6400100145 Foi uardS Pages 2-14 Jb 2-15 uihich mere inadvertently amitted 
from Q40305 Rev 1 to "Cooper Nuclear Station QA Program “ 

PILANT. J M Nebraska public Power District 04/04/03 COLLINS. J T 
Region 4, Office of Director 3pp 25900 273 24X 

Fichc 50-298.84/04/03.8400100145 


840S230010 Forwards IE Insp Rept 50-290/84-14 on 840625-29 No 
violations or deviations noted 

JOHNSON. E H Region 4, Office of Director 84/07/31 PILANT. J M 
Nebraska Public Power District 2pp 26214 201 24X 

Fiche 50-296.04/07/31.0408230010 


8406010010 Forwards SER I. EGLG technical evaluation rept re response 
to Generic Ltr 81-04 (Rev 1 to NUREG~0313) concerning BWR 
coolant pressure boundary piping 

VASSALLO. n D Operating Reactors Branch 2 84/07/23 PILANT.JM 

Nebraska Public Power District 3pp 25867 305 24X 

Flche 50-290, 04/07/23. 0408010018 


—8408010022 Safety evalution re IGSCC in RCPD piping sys,per Generic 
Ltr 81-04 Licensee response does not meet NUREO-0313 
guidelines Further action will depend upon responses te 
GencT'ic Ltrs 84-07 !< 04-11 

e Office of Nuclear Reactor Regulation, Director 64/07/23 4pp 
35067 308 24/ Flche 50-290.84/07/23.0408010018 


— 8408010029 "Technical Evaluation of Integrity of Cooper Nuclear Station 
Reactor Coolant Boundary Piping 8ys '< 

NAOAIA. P K EO&O. Int FIN A-6429 EG(J~FM-6521 93/07/31 

KOO. W H Division of Engineering 40pp 2SS67 312 24X 

Flcho 50-290. 04/07/23, 0408010010 


0400070295 Forwards response to 840529 request for addl info re TMI 
Item II K 3 201 “Oual X f 1 c ati on of Automatic Depressor 1 1 ati on 
Sys Al cumulator s. '■ per 10CFR50 54(f) AE verified 
ac cumulators, components tubing per Seismic 1 specs 
PILANT. J M Nebraska Public Power District 04/07/26 
EISENHUT.D 0 Division of Licensing 5pp 25940 078 24X 

Fiche 50-298. 84/07/S6. 8400070295 


8408070110 Generic Utr 84-19 to all licensees of operating reactors, 
applicants for OLS & holders of CPs re availability of 
Suppl 1 to NUREO-0933. "Prioritization of Generic Safety 
Issues " Sve list end 

ElBENHUT. D G Division of Licensing 84/00/06 Consolidated 
Edison Co of New York, Inc I8pp 26129 230 24X 

Flche 30-000.84/00/06.8408070110 


9408200275 Generic Ltr 84-20 to all licensees of operating reactors & 
applicants fop OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions 8vc list end 

EISENKUT.D 0 Division of Licensing 84/08/20 Consolidated 
Edison Co of New York. Inc l7pp 26276 244 24X 

Fiche 50-000. 84/08/20. 8400200275 


—8409230013 IE Insp Rept 50-290/84-14 on 040625-29 No violations or 
de'v la 1 1 oris netsd Major areas inspected mod activities te 
rec ire ulat Ion loop. core spray loop & reactor water cleanup 
piping rep lacecient 

SARNES, I . ja'JDON, J P Region 4. Office of Director 04/07/31 
0pp ?6214 203 24X Fiche 50-290,84/07/31.8408230010 


0408100107 Forwards QA Program Insp ftepts 99900911/84-01.99900715/84-01 
6 99900329/04-01 Requests evaluation of significance of 
reported findings re quality accep tab i 1 i ty of vendor 
product or sve W/o ends 

JDHNSDNfE H Raglan 4, Office of Director 04/08/03 PILANT, J M 
Nebraska Public Power District 2pp 25990 200 24X 

Fiche 50-390.64/00/03.0400100107 


0408010333 IE Info Notice 84-59, "Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post S30103) 04/08/06 Consolidated Edison Co of New 

York. Inc I22pp 26060 001 24X Flche 50-000.64/08/06.8408010333 


0408010337 IE Info Notice 34-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 04/08/06 Consolidated Edison Co of Neu 

York. Inc 123pp 26067 198 a4X Fiche 50-000,84/00/06.8408010337 


0408070120 IE Info Notice 04-61. "Overexposure of Diver In PWR 
Refueling Cavity " Sve list end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 64/00/08 Consolidated Edison Co of New 

York. Inc 120p|} 26i29 110 24X Fiche 50-000.84/08/03,0408070120 


0400270489 Fdruards Insp Rept 50-298/84-11 on 840501-0630 it notice of 
violation 

JOHNSON, E H Region 4, Office of Director 04/08/00 PILANT. J « 
Nebraska Public Power District 2pp 26256 170 24X 

Fiche 50-298. 04/00/08. 8408270489 


— 0409270494 Natlco of violation from insp on 840501-0630 

* Region 4. Office of Director 84/00/06 2pp 26256 172 24X 

Flche 90-290, 84/09/08. 8408270489 


0 Inspection reports. IE Rulletins h correspondence 


0408060202 Forwards f 1 gures . charts h graphs omitted from 040511 exam 
rep t 

JOHNSON. E H Region 4, Office of Director 84/07/03 PILANT.JM 
Nebraska Public Power Pistrlct lOpp 25936 162 24X 

Fidic 50-290.84/07/03,8400060202 


0408030011 Responds to NRC 040611 ltr re violations noted in IE Insp 
Rept 50-298/84-09 Corrective actions matls awaiting disposal 
by destruction or return to vendor identi fled. tagged & 
marked Warehouse personnel attended refreshei session 
PILANT. J M Nebraska Public Power District 84/07/05 JOHNSON. E H 
Region 4. office of Director 2pp P9915 315 24X 

Fiche 50-290,84/07/05.8408030011 


0400090034 Forwards raqwa I i f icat ion program audit rept from exam 
condurted in May 1984 

JDHNSON.E H Region 4. Office of Director 84/07/09 PILANT.JM, 
Nebraska Public Power District 3pp 25992 266 24X 

Flche 50-298.04/07/05.8408090034 


— 0408270500 Insp Rept 50-290/04-11 on 040501-0630 Violations noted 
failure to have procedures for maint it failure to perform 
safety review of change made to facility 

JOHNSON. E H . DUBOIS, D L . V AND ELL. L A Region 4, Office of 

Director B4/OS/08 14pp 26296 174 a4X Fiche 50-298.04/08/08. 

0400270409 


8408070376 JE Info Notice 84-62, "Tliorapy Ml sadml nistrations to 
Patients Undergoing Co-60 Tolctherapy Treatments " 8vc 
list encl 

GRACE. J N Division of OA. Safeguards it Inspection Programs (Post 
830103) 04/08/10 Consolidated Edison Co of New York. Inc 

125pp 26130 001 24X Flche 50-000,04/00/10.8408070376 


9400100009 
8vc list 
JORDAN. E 
Response 
York. Inc 


lE Infp Notice 84-63. "Defective 
enc 1 

L Division of Emergency Prepar 
(post 830103) 84/00/13 Con 

n9pp 26197 218 24X Flche 


RHR Replacement Piping " 

edness t Engineering 
solidated Edison Co of New 
50-000.04/08/13. 8400100009 



124 


DOCKETED ITEMS 


9408100030 EE Info Notice 84-64. ‘ BWR HPCI ItiitiatiQn Seal-In t 
Indication ' Svc li^t enc 1 

OQfiaANi H L Division of Emei'gfl'ncij Preparedness 8 . Engineering 
Response (Post □301031 BA/OB/lS Consolidated Edison Co nF New 

York. Inc I04pp 261<?3 0^3 343( Ftche 50-000. B4/0Q/ 15. B4oai00038 


e4Qai00&2i IE Info Notice 04-65. “Underrated Fuses Uhich Nat| Adversely 
Affect Operdtion of Essential Electrical Equipment Sve 
list end 

JOROANi E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 04/08/16 Consolidated Edison Co of Ngu> 

VoTk. Inc 110PP ? 6 lgB 001 24X Fichc 50-000.84/08/16,8408100021 


8408290101 For«i>ards In^p Rept 50-2.98/84-13 an 840612-15 t notices of 
violation t deviation Notices uiihheld Cref 10CFR73 St > 

JOKNSQN.E H Region 4. Office of Director 84/08/16 PILANT.J ti 
Nebraska Public Ponjer District 2pp 2629B 220 24X 

Ficho 30-298.84/08/16,8409290101 


— 8408290104 Insp Pept 50-293/84-13 on. 840613-15 re security plan 6 
implementing procedures One violation 6 four deviations 
identified Details withheld (rof 10CFR73 21) 

KELLY, J A , HALL. P E , JAUDON.J P Region 4. Office of Director 
B4/OB/15 Ip 26298 222 24X Fiche 50-298. 04/08/ 16. 8400290101 


8408100055 IE Info Notice 84-66, '*Undete<tcd Unavailability of 
Turbine-Driver Auiiliary Feedwater Train Sve list enc 1 
JQROANjE L Division of Etnergenci| Preparedness 6 Engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co of Neui 

York. Inc I20pp 26276 001 244 Flcbe 50-000,84/00/17,8408100055 


8408140206 IE Info Notice 64-67. “Recent Snubber Inservlce Testing W/ 
Hlg 6 Failure Rates " Sve list end 

JORDAN, E L Division of Eftiergency Preparedness 6 Engineering 
Response (Post 930103) 94/08/17 Consolidated: Edison Co of Neu; 

York, Inc 122pp 26276 122 24X Fiche 50-000. 84/09/ 17. 940B14020B 


8408210142 IE Info Notice 94-60. ''Potential Daficiancy In Inipropeily 
Rated Field Hiring to Salenold Valves “ Sve list end 
JORDAN. E L Division of Ertiergency Preparedness it Eng i user mg 
Response (Post 930103) 84/08/21 Consolidated Edison Co of New 

York, Inc 115pp 26329 009 24X Fit he SO-000, 94/08/2 1 . 8408210142 


R Periodic operating reports i, related correspondence 


940B100014 Forbsards errata to "Semiannual OpcTating Rept ^ Radioactive 
Ef f luents, Ju l-Dec 1793," consisting of corrected Tables 
5i6,9 & 11 of App C 

PILANT.J h Nebraska Public Poucr District 84/07/09 COLLINS. J T 
Region 4, Office of Director ip 25999 373 24Y 

Fiche 50-299,94/07/09,8408100014 


—9400100017 Errata to "Seniannual Operating Rept - Radioactive 
Effluents, Jul-Dec 1983 " 

* Nebraska Public Power District 93/12/31 6 pp 259G9 274 
24X Fiche 50-299,64/07/09.9409100014 


S Reportable occurrences. LERs it related correspondence 


0409240348 Part 21 rapt re presence of Loctite-24a in CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported an 840413 Nem thread locking devices investigated 
9HERH00D, 0 G Oeneru 1 Electric Co 84/04/13 DEVCUM0*R C 
Director's Office, Office of Inspection and Eti furcement 3pp 
26222 236 g4}C Fiche 50-000,84/04/13,8400240349 


9409340072 LER 04'-OO9-OO on 840719, opera tion of APRM flow biased scram 
it rod block Sya Inconsistent u/Tech Specs Caused by 
configuration changes not fully incorporated in Tech Specs 
Tech Specs revised H/a408t7 Itr 

BALLINGER, P. L , THOMASQM, P V Nobraska Public Power District 
84/00/17 3 pp 26237 0J4 24X Fiche 50-299,64/09/17.0408240072 


0400310335 Forwards “Contani nat 1 on of Stiubber Bleed Screw U Lockup 
Poppet Valve," technical review rept Event probably unique 
I* does not have generic Implications Corrective actions 
uate No further action required 

Reactor Operations Analysis Branch a4/0'9/20 SEYFniT.K V 
Iperations Analysis Branch ip 26350 313 24X 

^90, 84/08/20, 6409310355 


'irtakion of Snubber Bleed Screw L Lockup Poppet 
1 review rept, 

Perations Analysis Branch O4/O0/2D 3pp 
icha 30-299, 84/08/20. R40831'0355 


9408310196 Part 21 rept re torus-t o -i eac tor bldg vacuum breakers Memo 
of 94(5820 telcon reporting equiprient quality 4 separation of 
controls to butterfly valves enc 1 (JE lacks technical info to 
adequately evaluate condition 

S;ilLA<B General Electric to Ol/OQ /21 RQS&I.C E Director's 
Office, Office of inspection and Enforcement 3pp J6318 32? 24X 

Fiche 50-000,94/08/21,8400310186 


V Operator Eiammations 


84D0060202 Forwards f igums , charts 6 graphs omitted f i om 640511 exam 
rep t 

JOHNSON, E H Rogion 4, Office of Director 64/07/03 PILANT.J H 
Nebraska Public Power District lOpp 25916 162 24X 

Fiche 50-298,94/07/03,6400060202 


6406070034 foi words r equa 1 1 f i c a t lon pi ogram audit lept fi Otn exam 
conducted in May 1794 

JOHNSON, E H Region 4, Office of DUector 94/07/05 PILANT.J M 
Nebraske* Public Pawei District 2pp 25992 266 24X 

Fiche 50-298,64/07/05, B40D090034 


— B40B090037 Roquoli f itati on program .sudlt rept from exam conducted in 
Mag 1904 Audit results rcqual i f i cat i on program marginal 
PELLET, J L , COQLEf, R A Region 4. Office of Director 64/06/22 
qapp 25992 269 24X Fiche 50-276,04/07/05,8408070034 


DOCKET 50-301 PDIHT REACH NUCLEAR PLANT, UfdiT 2 


F Security, iradlcali emergency U fire protection plans 


6408020150 Ac k receipt of 040705 Itr foruiardlng scape f. objectives for 
040911 emergency preparedness exorcise Proposed objectives 
acc eptab le, w/lncl us ion of a^semb ly/accountab i 1 1 ty 

PAPERIElLO, C j Region 3, Office of Director 64/07/27 FAY, C W 
Hisconsin Electric Power Co ip 25G06 020 24X 

r 1 c fi e 50-266, 94/07/27 . 6400020150 


—9408020155 ForUfards draft scope foi 640911 emergency propa rodnoos 
exercise Detailed scenanc uiU be provided by first uik of 
Aug 6 associated controller packages will be provided by 
third hik of Aug 

□RITT, R W Wisconsin Cloctric r'QWCi Co 04/07/05 KLPPLCR, J Q 
Rogten 3, Office of Director lOpp 25896 029 24X 

FichO 50-266.04/07/27, Q40l)0?0l30 


0408020 160 Notifies that review completed re 840629 revs to App C Of 
emorgcncy plan Plan changes do nut downgrade effectiveness 
of entei goncy plan 

PAPLHIClUO, C J Hegion 3, Office of Director 84/0//27 FAY, C W 
HlBConoin Electric Pauor Co Ip 25066 039 24X 

Fiche ao-266, 94/07/27. 94000201 60 


Q 40 B 030167 Forwards Rev 0 to "Conti ol ftaorn Design Rovioui Program l‘lan, " 
in partial fulfillment of Oonerlc Ltr n 2 - 3 n, "Ouppl 1 to 
NUREO -0737 Roquireronts for Fmei gency nespunse 
Capabl 1 1 ty " 

FAY.C W Wisconsin Electilc Pewor Co 84/07/31 DENTON, H R 
□ fflco of Nuclear Reactor Uegolatinri, Director ip 25911 193 aqx 
riche 50- 266 , 04 /07 /3 1 . 840 00 JO 1 67 


04OQOnoi7O Rev 0 to “Control Room Design Review Program Plan " 

» Wisconsin Electi ic Power Co B4/0//CJI IBOpp 25911 194 a 4 S( 
fie he. 50-366, 94 /0//3 1 . 040003016/ 


0400170199 Act receipt of 840/31 ltr informing NRC of steps taken to 
correct none onp 1 i one e noted in It Insp Ropto 50-366/G4-0Q 6 
50-301/04-06 

AXEL90N, W 1 Region 3, Office of Dlioctor Q4/0D/13 (ABBIDY, T J 
Wisconsin Electric Power Co Ip P6110 093 24x 

Pi Che 50-266,04/00/13, 04001/0196 


— 0400170203 rorwords response to NRC 840711 ltr re noncompliance noted 
In IC Insp flepts 30-266/84'On t 30 -30l/84'06 Enc I withheld 
(rof lOCFR7a 21 > 

CASyiDY. T J, Wisconsin riectrlt Power Co 04/07/31 KEPPLER, J 0 
Region 3, Office of Oiiector Ip 2611Q 094 24X 

richo 50 *266, Q4/0Q/U1, 0400170190 


P40B21034J Revised obiorgancy plan mainl procedures including J J re 
routine choc k . naint, ca I ibr t inventory schedule for health 
physico equipment l« I 2 ro routine Chock, maint i* caltbr 
instructions for emergoncij plan equipment W/040014 ltr 
b Hitrnnain Electric Power Co 04/08/14 DENTON, H r Office of 
Nuclear Reactor Hogulatlon, Director 74pp 26101 043 24X 

riche, 50-266. 84/00/14. 0400210343 
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B40B29017-7 Informs that NRC 
attend f TMA pri»e*erti^E* h 
aftwr NRC 8^0710 entrance 
Reg ion III nepresentat i on 
PAP£KIE;LLQ t. J Division 
Response (Post Q301D3J 
Management Agency Ip 
8408290197 


repi esentat ) ve uijli n 
T 1 0 f i ng iJ Sne il will c 
’ attend 840913 publi 
at FYB'i public criliq 
of Emerguncy Prepared 
84/ OB/24 weaver W V 

2E291 {/b 24X FlChe 


Qt be available to 
untact FEMA 
c critique 
ues uni > 1(^1 g 
ness & Engineering 
Federal Emergency 
50-26ii. 84/08/24, 


840807024*1 llequeb*"^ eiteosion or qua 1 1 f i c a 1 1 o n pi'ogram coitipletion 
schedule Lo end of June 1985 refueling outage for Crosby 
lift indicating switch assemblies Veam thermocouple 
connec tors 

BRITT, R W Wisconsin Electric Power Co 84/08/02 PEfNDN, H R 
□ ffice Ilf Nuclear Reactor Regulation. Director MILLER, J R 
Operating Reactors Branch 3 3pp 25949 0J7 24X 

FI c h o 50-26E. G4 /OQ /02, 0400070245 


--0408290206 forwards schedule for 1981 emergency erercise NRC 
representation at pre h. pos t-o* ere i se biioflngs requested 
WEAVERi W J Fedetal Emeigency Management Agency 84/08/16 

KEPPLERi J G Region □, Qrfice of Director 33p 26291 177 24X 

Fiche 50-266, 84/00/24. 0408290197 


M General con espondence 


8408090514 Informs that NRC deleting organlialion on distribution for 
correspondence between NRC S util Correspondence available 
in LPtlR 

COLBURN, T G Operating Reactors Branch 3 84/07/27 ANDERGDN.P 

Mlstonsin's Environmental Decade Ip 25983 115 24X 

Ficho 50-266. S4 '07/27, 8408090314 


K Utility Final Safety Analysis Report <rSAR) It amends 


Q407310166 Forwards rev to updated TSAR for Point Beach Nuclear 
Plant. Units 1 & 2 

FAY, C W Wisconsin Electric Power Co 84/07/20 DENTON^ H R 
Office of Nuclear Reactor Repulation. Director MILLER, J R 
Operating Reactors Branch 3 2pp 25903 001 24X 

Ficha 50-266. Q4/07/20, 8407310166 


--840G02014Q Rev to updated FSAR for Point Beach Nuclear Plant, Units 
1 6 S 

* Wisconsin Electric Power Co 84/07/20 360pp 25903 OlO 24X 

Flchc 50-266.84/07/20,8407310166 


B40B070110 Generic Ltr 04-19 to all licensees of operating reactorsi 
applicants for OLs V holders of CPs re availability of 
Buppl 1 to fJUREG-0933, "Pri or i ti latlon of Generic Safety 
Issues " Sve list end 

ElSENhUT. D 0 Division of Licensing B4/08/06 Consolidated 

Edison Co of New York. Inc IBpp 26129 230 24X 

Fiche 50-000, 84/08/06. 04OGO7O1 10 


8408160482 Summary of 840724 meeting w/West i nghouse Owners Group re 
upper plenum Injection for two loop plants 

DIIANNI.D C Operating Reactors Branch 3 84/06/09 Operating 

Reactors Branch 3 4pp 26100 327 24X Fiche 30-000.84/00/09. 

8408160482 


8408270233 Forwards proprietary t( honproprie tary responses to request 
for addl info re Tech Spec Change Request 87 concerning use 
of Westinghouse eptimlied fuel assembly Application for 
withholding proprietary response <ref lOCFRa 790) end 
FAYrC W Wisconsin Electric Power Co 64/08/ 17 DENTON. H R 
Office of Nudedr Reactor Reguldtion, Director MILLER. 0 R 
Operating Reactors Branch 3 3pp 26242 203 24X 

Fiche 50-266t 84/00/17,8400270233 


—0408270246 Requests proprietary responses to NRC questions re optimiied 
fuel assembly design be withheld (ref lOCFRS 790) Affidavit 
enc 1 

MieSENANN.R A Wastloghouse Electric Corp 84/03/07 DENTON. R R 
Office of Nuclear Reactor Resulatlon, Olrsc'tor lllpp 
26242 300 24X Fiche 50-266. 84/00/17. 8408270233 


P Operating license stage documents t< correspondence 


0408010120 Forwards marked-up radiological ETS for Units 1 l< 3 Review 
of comments requested In preparation for discussion at 
meeting w/NRC. tentatively scheduled for mid-Aug in 
Oethesda, MO 

MILLER. J R Operating Reaetprs Branch 3 04/07/17 FAV, C W 

Wisconsin Electric Power Co aipp 25072 216 24X 

richa 50-266.04/07/17.0408010120 


B40G070492 Forwards comments on 840502 amend application for Tech Spec 
changes concerning containment tendon surveillance Mod of 
application or justification of position requested within 
45 dags 

MILLER. J R Operating Rcactots Branch 3 84/07/24 FAV. C W 

Wisconsin Electric Power Co 6pp 25956 249 24X 

Fiche 50-266. 84/07/24. 840Q070492 


8408060127 Advises of revised schedule to install new single-failure- 
proof auxiliary bldg crano trolley Installation will begin 
following Spring 1985 Unit 1 refueling outage Final design 
review license amend application will be submitted 
BRITT.R W Wisconsin Electric Power Co 84/07/30 DENTON, H R 
□ ffice of Nuclear Reactor Regulation. Director MILLER, J R 
Operating Reactors Branch 3 Ip 35933 037 84X 

Fiche 50-266.84/07/30.0408060127 


840G07032B Forwards Rev t to "Process Control Program." listing vendor 
procedures governing processing % packaging of solid 
radwaeic 

BRITT.R W Wisconsin Electric Power Co 84/08/01 DENTON, H R 
Office of Nuclear Reactor Regulation. Director MILLER. J R 
Operating Reactors Branch 3 ip 25945 139 24X 

Fiche 50-266.84/00/01,8408070328 


— B40B070330 Rev 1 to "Process Control Program *' 

Wisconsin Electric Power Co 04/OB/Ol app 23943 140 24X 

Fiche 50-266.84/08/01.8400070320 


8400200275 Generic Ltr 84-20 to all licensees of operating reactors & 
applicants For OLs re scheduling guidance for licensee 
submittals of reloads that Involve unreviewed safety 
questions Bve list end 

EISENHUT.D G Division of Licensing 84/08/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 50-000.84/00/20,8408200273 


8408280216 Forwards addl info re methodology & results of analysis 
performed to determine impact of parking rad cluster control 
assemblies at 223 steps withdrawn position, per request 
fay. C W Wisconsin Electric Power Co 84/08/22 DENTON. H R 
Office of Nuclear Reactor Regulation, Director MILLER. U R 
Licensing Branch 3 4pp 2627? 1B3 24X Fiche 30-266> 84/08/22. 

8408280216 


8408280128 Confirms 840823 telcon between R Selzert 6 C Trammel re 
existence of potential defect In Anker-Holth large bore 
snubbers Info provided in 840810 ltr presently being 
evaluated to determine inpact upon facility operations 
FAY, C W Wisconsin Electric Power Co 04/00/24 DEMTON. H R 
Office of Nuclear Reactor Regulation, Director MILLER. v) R 
Operating Reactofs Branch 3 Ip 26261 319 24X 

Fiche 30-266,84/08/24, 8408200128 


0400310284 Advises that nods to motor operated discharge valves for 
electric driven auxiliary feedwater pumps completed & tested 
satisfactor t ly 

EISENHUT.D O Division of Licensing 84/08/24 NORELlUS.C E 
Division of Project 6 Resident Programs Ip 26331 334 24X 

Fiche 30-266.84/08/24,8408310284 


Q Inspection reports, IE Bulletins 6 correspondence 


8408D901B4 Forwards 1£ Insp Repts 30-266/84-12 6 30-301/84-10 on 
040711 No noncomp 1 i-e nee identified 

LITTLE. «S Region 3, Office of Director 84/07/23 FAY, C. M 
Wisconsin Electric Power Co 2pp 25992 075 24X 

Fiche 30-266,04/07/23,0408090184 


8408200002 Forwards request for addl info re 030314 6 0906 requests for 
Tech 8pec changes allowing use of Wcstlnghouse optimized 
fuel W/o end 

MILLER. J n Operating Reactors Branch 3 84/00/01 FAY, C W 

Wisconsin Electric Power Co Ip 26143 264 24X 

Fiche 30-266,84/08/01.0400200002 


—0400090189 IE Insp Repts 30-266/04-12 fc 30-301/04-10 on 840711 No 
nancomp 1 lance identified Major areas inspected followup of 
valve shaft Insps on main steamline isolation swing check 
Ic swing stop valves 

JONES, D E , DANIELSON, D H Region 3. Office of Director 
84/07/23 2pp 23992 077 24X Fiche 50-266,84/07/23,8408090184 


30-301/04-08 on 

84/07/23 FAY. C W 
24X 

DRITT.R W Wisconsin Electric Power Co 84/08/02 DENTON.H.R Fiche 50-266,04/07/25,8408150399 

Office of Nuclear Reactor Regulation. Director MILLER. J R 
Operating Reactors Branch 3 2pp 23950 036 24X 

Fiche 30-266.84/00/02.8408070030 


8400070030 Responds to 040326 request for periodic updates re progress 
made toward alleviating shortage of licensed operators 
Adequate number of licensed operators anticipated after 
scheduled reactor license exam in Dec 1984 


0408150399 Forieards IE Imp Repts 50-266/84-10 8, 
340625-29 No noncomp 1 ianc e noted 
PAPERIELLO.C J Region 3. Office of Director 
Wisconsin Electric Power €o 2pp 26077 320 
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— 0408150406 IE Inap Repts- 50' 266^ 04 ' 1 0 ^ 50-301/84-00 on 840653-29 Nn 
Violations noted Major areas inspected operational radiation 
protectiDn progr amp intl ud i ng (ttg t sta f f i ag. e i posur e controls 
ALAftA. surveysp p 05t mg 6 controls ti TMI action lte^^s 
PAUL, R A , GREOeR-L R Region 3, Off ire of Director B4/07/25 
0pp 26077 322 54 X Fiche 50-266 04/07/23*8408150399 


8407290229 lE Info Notice B4-57. ^'Operating Experience re Moisture 
Intrusion in Baf atg-Related Electrical Equipment at 
Commercial Pouer Plants ” Svc list end 

JQRDAN»H L Division of Emergencg Preparedness *, Engineering 
Response {Post 830103> 94/07/27 Consolidated Edison Co of Neiu 

VorV. Inc n9pp 23863 047 24X Flche 30-000*84/07/27,8407330229 


B40916O329 Forwards IE Insp Repts 30-266/04-11 h 50-301/84-09 on 
040702-03 No TiDncompl lanc e noted 

LITTLE* W S Region 3, Office of Director 84/07/30 Wisconsin 
Electric Power Co 2pp 26106 094 34X Fiche 30-’566-. 04/07/30. 

flAOa 160329 


—0400160331 IE Insp Ropks 50-266/04-11 & SO-DOi /B4-09 on 040703-03 No 
fidhcompUante or deviations noted Major areas inspected 
follaiwup action of previously identified insp Findings 
MILDROTiUi E , QULDEI10ND. W 0 Region 3< Office of Director 
04/07/27 Spp 56106 096 24X FicR^ 50-266.84/07/30.8400160329 


0400070401 Informs that neu sys of ac know hedging rcc-elpt of licensee 
correspondence re none omp 1 lance found during insp 
insti tutedi effective 840020 Preprinted form uill be used 
rather than itr 

KEPPLER.JG Region 3, Office of Director 04/00/03 

Conmonwealth Edison Co 3pp 25942 188 84x Fiche 30-000*04/00/03* 

0400070401 


B40B10OO44 AeV receipt of 840720 itr Itifurming NRC of steps taken to 
correct violations noted 'in IE Insp Repts 50-266/83-21 I. 
50-301/03-20. per 840317 request 

SPESSARD.R L Region 3* Office of Director 04/00/03 FAY. C 0 
Wiiconsin Electric Power Co Ip 25907 063 S4K 
Fiche 50-266*04/00/03*8408100044 


—0400100052 Further response to NRC 840517 Itr re violations noted in IE 
Insp Repts 5&'-266/63-2t 6 50-301/03-20 Corrective actions 
drawings received after 040601 stamped lu/ "Tor Info Only'* 
tinloss updated control drauings Review completed 
FAY*C W Wisconsin Electric Power Co 04/07/20 SPEBSARD, R L 
Region 3, Office of Director 4pp 25987 064 24X 

Fiche 50-266,84/00/03*0400100044 


6406010333 IE Info Notice 64-59* ^'Deliberate Circumventing of Blatlon 
Health Phk/sics Procedures Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 03D103> 04/00/06 Consa I 1 dated Edison Co of New 

York* Inc 122pp 26068 001 24X Fiche 30-000,84/00/06.0408010333 


B408010337 IE Info Notice 04-60, "Failure aP Air Purifying Respirator 
Filters to Meet Efficiency Requirement “ Svc list end 
JORDAN. E L Division of Emergency Preparedness ^ Eng inner tng 
Rsspanse (Post 830103) 64/00/06 Conso 1 1 dated Edison Co of New 

Vork. Inc I23pp 26067 130 a4X Fiche 50-000*64/00/06.0408010337 


1409070120 IE Info Notice 84-61* "Overexposure of Diver in PWR 
Refueling Cavity " Svc list end 

jDRDANfE L Division of Emergencij Preparedness & Engineering 
Risponie (Post 830103] 04/08/09 Consolidated Edison Co of New 

York* Inc 120pp 26129 110 S4X Fiche 30-000,04/00/00,0408070120 


1408070376 IE Info Notice 04-62. '"Therapy Ml sadmini sfcrat I Ons to 
Patients Undergoing Co-60 Tolefchorapg Treatments " Bve 
Hit end 

ORACE»J N Division of DA* 8*feguards Si Inspection Programe (Post 
830103) 84/00/10 Consolidated Edison Co of New York. Inc 

I25pp 36130 001 24X Fiche 30-000104/00/10*0400070376 


J4O029O865 Forwards Insp Repts 50-566/04-07 I* 50-301/04-03 on 
840601-0731 No nanconp 1 lance noted 

eKAFER.W D Region 3* Office of Director 84/00/10 FAY, C M 
Wisconsin Electric Power Co 2pp 26296 299 24X 

Fiche" 50-266,84/00/10, 0400290563 


—8408290570 Insp Repts 50-266/04-07 I* 50-301/04-03 on 040601-0731 Mo 
nontompUance noted Major areas inspected operational 
safety, maint* survei U anc«j independent Insp i plant trips 
JACmWr I N Region 3, Office of Director 84/00/09 9pp 
26296 297 24)C Flcha 50-266,94/00/10*8400290565 


8408100009 IE Info Notice 04-63, "Defective RHR Replacement Pining ’■ 
Svc list end 

JORDANiE L Division of Emergency Preparedness I* Engineering 
Response (Post 030103) 04/00/13 Consolidated Edison Co, of New 

Torki Inc U9pp 26197 S10 24X Fiche 50-000, 04/00/ 1 3* 0400100009 


0400170190 Ac k receipt u * 040/31 Itr irfoiming NRC of steps taken to 
correct noitconp 1 lan,. e noted in IE Jrsp Repts 50-266/04-08 «* 
50-301/64-06 

AXCLSON.W L Region 3, pffice of Director 84/00/13 CASSIDV. T j 
Wisconsin Electric Pokier Cfl Jp 26110 0 ?3 24X 

Fiche 30-266* B4 '00 / 1 3. 8400 1 70 1 9B 


— 0400170203 rorwaids response to NRC Q40711 It? re noncompliance noted 
1 h IE Insp Repts 50-266/04-00 ** 50-301/04-06 Enel withheld 
(tef 10CFn73 31) 

CASSIDV, T ) Ul^cOfiblli Electric Po„jer Co 84/07/31 KEPPLEn,g G 
Region 3. Office of Director Ip 26118 094 24X 

Fiche 50-266,64/00/13.0408170190 


B4OSIOOO30 IE Info Notice 04-64* BNR HFCl Initiation Seal- In 8. 
Indicatioi) " Svc list enc 1 

JDPDAN.E L Division of Emergency Piepaxedness t Engineering 
Response (Post G30103) 04/00/15 Consolidated Edison Ctj of New 

York. Inc I04pp 26198 093 24X Kichfl 50-000.04/00/13,0400100038 


B40B100021 IE Info Notice 04-65. '‘Undenatod Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list enc 1 

JORDAN. E L Division of Emergency Piepaiodness I* Engineering 
Response (Post 030103) 04/00/16 Consolidated Edison Co of New 

York, Inc ItSpp 26190 001 24 X Fiche 50-000,04/00/16.0408100021 


0400210550 Requests remittance of fee For □407{)6 application requesting 
relief from certain ASMF Code requirements for second lO-yr 
insp interval Application sutij to 840630 rev to 10LFR170 ro 
fees Discussion of fees encl U/o end 

DIGGS. R M License Fee Management Draiich 84/00/16 FAY. C W 
tiisconsin Electric Power Cii Ip 26194 262 24X 

riche 50-266.04/08/16,8400210950 


0408100035 IE Info Notice 84 66. "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwator Train Svc list one 1 
JORDAN,? L Divl&iun of Emergency Propfiredncss U Engineering 
Response (Post 030103) 04/00/17 Consolidated Edison Co of New 

York, Inc iSOpp 262/6 OOl ?4X Fiche 50 000*04/08/17,0400100055 


0408140200 16 Info Notice 04-67. "Recont Snubber Inscrvice Testing W/ 
High failure Rates " Svc list «tic 1 

JORDAN, E U Division of Emeigency Preparedness 6 Engineering 
Response (Post 0301031 04/08/17 Consolidated Edison Co of New 

York* Inc 122pp 26?76 122 34X f-lche 50 000,84/00/17,0408140200 


0406310142 IE Info Notice 114-60, "("oiontiAl Deficiency in Improperly 
Rated field Wiiiny to SoleTioltl Valveo Svc list end 
JORDAN. E L Division of Fmergenry Preparedness 6 Enginooring 
Response (Post 830103) R4/09/2i Consolidated Edison Co of New 

VoTk, Inc U3pp 26329 000 .>4X F ichc 90-000*04/00/21,0400210142 


R Perltidic operating reports 6 related coi rcepondenc e 


04OQ31OP29 "Gemi annual Monitorihg R opt, Jafi- Juno 1904 " 

« Wisconsin Electric Power Co 84/06/30 j /pp 26322 169 24X 

FI the 90-J66. 04/06/30* 0400310229 


0408210232 Monthly operating rep is foe Jul 1904 W/04oniO Itr 

KRAUDE, C W * FAY* ( W Nlscurisln Electric Power Co 04/07/31 lOpn 
26104 297 a4X Fiche 50-266,04/07/31,0400210232 


V Operator Ei ami na t ions 


B4030700J0 Responds tn 040326 I’oqwest fur periodic updates re progress 
made toward alleviating shoi tags of licensed operatoi s 
Adequate numbor of licensed operators anticipated after 
scheduled reactor liconso exam in Dec 1904 

DR1TT,R W Wisconsin Electric Power Co D4/O0/Oa DENTON* H R 
Office of Nuclear Reactor Regulotinn, Oiiector 2pp 29990 036 
24X Fiche 90 266* 04/00/02. 0400070030 


04OD14O426 Fi'ovldes address for transmitting all operator licensing 
correspondence to Region III cifc* eicept info for examiners 
WALKER* R 1) Region 3, Office of Director 04/00/10 Nlclilgan* 
Untv of* Ann Arbor. MI 2pp P6091 I'/tl 24X Fiche 30-000, 
04/08/10* 8400140426 


P40Q2303St Advises that operator 6 sonlor operator licensing exams 
scheduled for 041204 06 Matl listed in and "Ref Mail 
flequirementg for Operat or /fion lor Operotor Licensing 
Eiams" requested by 041004 

WALKER* R 8 Region 3, Office of Oiiector 04/00/1/ FAY* C U 
Wisconsin Electric Power Co 9pp 26212 206 24X 

Flcho 30-266*04/00/17*8400230321 
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F Secuixty< medicaj 0)nergency t» fire protection plans 


640a30020Q Toruards FEMA findings on State of FL h associated local 
emergency plana re plant 

DANCE. H C Region 2, Office of Director B4/06/03 WILOUS. W 5 
Florida Pouiei Corp Ip 26307 24X Fiche 50-303,04/06/05, 
0403300203 


— 0400300211 Approves State of FL Ideal plans &< preparedness far 
alerting » protecting public in event of radiological 
energency Approval conditional on verification of alert tt 
notification per App 3 of NUReO-0654/rEMA-R£P-l, Rev 1 
SPECK. B W Federal Emergency Management Agency 84/02/15 
DIPCKS, W J Office of the Eiecotive Director for OperationiS Ip 
26007 045 24X Fiche 50-302.94/06/05.0400300208 


B4O03OO417 Forwards summary of 840530 meeting ui/utlls *« tNPO re 
selected emergency preparedness issues Attendance list end 
□ 'REILLY, UP Region 2. Office of Director 04/06/08 WiLfiUS. W 3 
Florida Power Corp 4pp 26314 150 24X Fiche 50-302.84/06/08, 

8400300417 


0400270428 Forwards Insp Rept 50-302/84-19 on 840611-15 Mo violations 
OT deviations identified 

OANCE.H C Region 2. Office of Director 04/07/10 MILOUS. U S 
Florida Power Corp 2pp 26257 019 24X Fiche 50-302.84/07/10, 
8400270428 


— 8408270432 Insp Rept 50-302/04-18 on 840611-15 No violations or 
deviations identified Major area inspected emergency 
preparedness 

KREH. J L , CLINE. W £ Region 2. Office of Director 84/07/06 
9pp 26237 021 24X Fiche 50-302,84/07/10,9408270428 


8408270206 Aci receipt of 840705 1 tr informing NRC of steps taien to 
correct violations noted in Insp Ropt 50-302/84-13 
LEI4I8. R C Region 2. Office of Director 84/08/01 UlLOUSiN S 
Florida Power Corp Ip 26258 024 24X Fiche 50-302,94/08/01. 

84082 70206 


—9408270211 Responds to NRC 840605 Itr re violations noted in Insp Rept 
30-302/84-13 Corrective actions Itr identifying problem it 
emphasizing importance of use of child thyroid dose sent to 
dose assessment team members 

DAVNARD.P Y Florldo Power Corp 84/07/05 Q'REJLLY, J P Region 
2, Office of Director 2pp 26250 025 24X Fiche 50-302. 

Q4/0B/0i . 8408270206 


— 8408270219 Forwards Insp Rept 50-302/84-13 on 840424-26 it notice of 
violation 

DANCE. H C Region 2, Office of Director 84/06/03 UILOUa.M S 
Florida Power Corp 2pp 26250 027 24X Fiche 50-302,84/08/01. 
9408270206 


—8408270224 Notice of violation from insp on 040424-26 

e Region 2. Office of Director 84/06/05 Ip 262S0 029 24X 

Ficljo 50-302. 84 /Oa/Oi, 0408270206 


— 8408270227 Insp Rept 50-302/84-13 on 840424-26 Violation noted failure 
to specify use of child thyroid in radioiodine dose 
assessment procedures 

STQODART, P Q . DECKER. T R . CLINE, W Region 2, Office of Director 
84/05/30 llpp 2625B 030 24X Fiche 50-302,84/08/01, 

8408270206 


8408200311 Advises that Emergency Operating Procedure t3P-404, "DHR 
0yB, '* addresses concern raised at 840215 meeting re boron 
precipitation decay heat sijs flow into reactor hot leg 
W ESTA TER I 0 R Florida Power Corp 04/00/08 RIVENOARK.Q M 

Operating Reactors Branch 4 ip 26133 017 24X 

Fiche> 50-302. 84/08/08. 0408200311 


8408210094 Forwards Amend 71 to License DPR-72 if safety evaluation 
Amend revises format of physical security plan to be 
compatible w/nUREO-0900 L changes number of operational & 
administrative req.ulre, rents 

SILVER, H Operating Reactors Branch A 04/08/13 WJLQUS, W S, 
Florida Power Corp 3pp 26195 163 24X Fiche 90-302,84/00/13, 

8408210054 


—8408210061 Amend 71 to License DPR-72, revi sing format of physical 
security plan to be compatible w/NUREO-0908 U changing 
number of operational it administrative requirements 
STQL^.J F Operating Reactors Branch 4 84/08/13 2pp 

26195 166 24X Fiche 30-302.84/00/13,8409210054 


— 8408210066 Safety evaluation supporting Amend 71 to License DPR-72 
« Office of Nuclear Reactor Regulation, Director 84/08/13, 3pj> 
26195 168 24X Fiche 50-302.84/08/13.8408210054 


8408210346 Forwards "Crystal River Nuclear Power Plant Exercise 
Few specific NUR£G— 0634/FEMA-REP-l. Rev 1. def ic lenc 1 os 
observed during 040425 emergency exorcise State of FL 6 
Citrus ft Levy counties participated 

KRIMH, R N Federal Emergency Management Agency 84/08/13 
JORDAN. E L Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 2pp 26179 13a 24X Fiche 50-302,84/08/13. 

8408210346 


— 0408210354 “Crystal R i ^ sr Nuclear Power Plant Exercise " 

* Federal Emergency Management Agency 04/05/11 42pp 
26179 139 24X Fiche 5 0-302,84/08/13,9409210346 


0400240155 Forwards description of how Rev 3 to Reg Guide i 97. 
“Instrumentation for LUR Nuclear Power Plants to Assess 
Plant it Environs Condition During & Following Accident," per 
Suppl t to NUREC-0737 Mods will be implemented by 071231 
DAVNARD,P V Florida Power Corp 84/00/21 RIVENDARK-O W 
Operating Reactors Branch 4 8Spp 26228 001 24X 

Fiche 50-302,84/08/31, 8408240155 


H General correspondence 


8406230353 Responds ta 040717 Itr expressing concern re effect of 
proposed nearby mining operations on plant Calculations 
indicate resulting ground motion would be small fraction of 
design values used in plant 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/08/16 SPIVEY.H L Affiliation Not Assigned 13pp 26236 079 
24X Fiche 50-302,84/08/16.8409230395 


— 6408230360 Expresses concern re proposed mining near power plant 
Residents of Yankeetoun fearful of addl damage to homes 
Requests clarification of NRC regulations concerning const 
of plant on top of Florida Aquifer 

SPIVEY, H L Affiliation Not Assigned 04/07/17 DITCKS, W 
Office of the Executive Director for Dperatlons 5pp 26236 093 
24X Fiche 30-302,94/08/16,8408230355 


P Operating liconse stage documents it correspondence 


8406310062 Confirms S40S01 telcon re 040606 meeting in Region II ofes 
to discuss proposed responses to questions on QA program 
description submittal dtd 030610 

LEHIB.R C Region 2, Office of Director 04/05/22 UlLOVStU S 
Florida Power Corp Ip 26333 341 24X Fiche 30-302,84/05/22, 

8400310062 


8400080070 Forwards list of deficiencies noted in inservlce testing 
program Advises that evaluation re 840412 request to test 
pumps quarterly rather than month ly, separate from overall 
program, continuing 

RIVENUARK.O W Operating Reactors Branch 4 84/07/20 NILOUS, N S 

Florida Power Corp Bpp 25981 OOB 24X Fiche 90-302.84/07/20, 
8408080070 


B4OB020O1O Application for amend to License DPR-72, cons Istlng of Tech 
Spec Change Request 103. Rev 2 re safety-related hydraulic 
snubbers it organ! lationat structure Certificate of 9vc end 
WESTAFER.OR Florida Power Corp 84/07/25 DENTON, H R Office of 
Nuclear Reactor Regulation, Director lOpp 25083 060 24X 

Fiche 50-302,84/07/23.8408020010 


— 8408020018 Proposed Tech Spec Change Request 103. Rev 2 re 
safety-related hydraulic snubbers t. organl t atlonal 
structure 

* Florida Power Corp 84/07/23 lapp 29883 070 24X 

Fiche 80-302,84/07/25,8408020010 


B40B060199 Forwards updated response to Generic Ltr 83-2B St info 
required on plant-sp eel f 1 p basis re post-trip review, for 
approval Three oversiio drawings end Aperture cards 
availab le in PDR 

MESTAFER.GR Florida Power Corp 84/07/31 HIBENHUT. D 0 Office 
of Nuclear Reactor Regulation. Director 3?pp 25927 025 24X 

Fiche 50-302.84/07/31.8400060199 


6400070110 Generic Ltr 84-19 to all licensees of operating reactorA, 
applicants for OLs S< holders of CPs re availability of 
Suppl 1 to NUREO-0933, <’Fri or i ti xation of Generic Safety 
Issues " 6vc list end 

EI8ENHUT.DG Division of Licensing B4/0B/O6 Consdlldated 
Edison Co of Now York, Inc ISpp 26129 238 24X 

F i che 50-000, 84/06/06, 84000701 lO 


8408220203 Forwards corrected pages to Tech Spec 6 5 2 9 re 
administrative contra 1 s« subml tted w/Amend 69 to License 
DPR:-72 

SILVER, H Operating Reactors Branch 4 84/00/07 MILQUB.H 8 

Florida Power Corp 4pp 26209 353 24X Fiche 50-302,84/00/07, 

8408220203 
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84)6500330 Pruvide^ e<>cerpt5 'from tiisstle Impact Artcalysiis R>e p t 
£/L aOiiaS re turh I ne-dr 1 veil &merg«ncy pump 

missile potentials m re^^ponse to tJ.UR£Q'-07'37 • ! t etn tl C 1 1 
Response satisfies Item 2b u# G4O5-01 SCR 

WESTAFER.G R Florida Pouier Carp 84/00/00 RIVENSARK. G M 
Operating Reactors Branch 4 2p p 56133 003 24X 

Fiche 30-302.84/08/08.8408200330 


340Q20Q41Q Summary of B40720 cneeting le/iitil in Be the s da. MO re test 
results i other Info lonceming renuested reactor head 
vent eteniptiiQn 

SlLVERj H Operating Reactors Branch 4 84/08/00 Operating 

Rsactors Branch 4 26 pp 26141 135 24X Fiche 50-302.84/08/00, 

8408200418 


0408210567 Foruards Atnend 70 to License nPn-72 & safety evakuation 
Amend! provides methnil for controLling personnel access to 
high radiation areas if/o encls 

SILVER, H Operating Reactors Branch 4 84/08/10 WlLOUS*!) 8 

Florida Power Cnrp 3pp 26195 246 24X Fiche 50-302,04/08/10, 

B40aai0567 


— 04OB21O576 Amend 70 to License DPR-72, changinp Tech Spec Apps A & B to 
allow cordoning 8( conspicuous lighting in lieu of loclea&le 
end for access control to high radiation areas 
8TQLZ,J F Operating Reactors Branch 4 Q4/0Q/10 3pp 

S619S 248 24X Fiche 50-302. B4/OB/10rB40B2i0567 


— 8400210592 Safety evaluation supporting Amend 70 to License DPR-79 
♦ Office of nuclear Reactor Regulation. Director 84/00/10 2pp 
26195 353 24X Fiche 50-302. 84/08/ 10. 84082 10567 


6409210054 Porwarejs Amend 71 to License DPR-72 6 safety evaluation 
Amend revises format of physical security plan to be 
compatible iui/nURE0-09QB 6 changes number of operational & 
administrative requirements 

SILVER. H Operating Reactors dranch 4 84/03/13 UILGUS. S 

Florida Power Corp 3pp 26195 163 24X FI the. 50-305. 04 /OO/ 13. 

8400210054 


—8400210061 Amend 71 to License DPR-72, rev Is 1 ng format of physical 
security plan to he co^ipatible w/NVREo-OVOa & changing 
number of operational ti adminl otrai i vc reciukreinents 
STOLZj J F Operating Reactors Branch 4 64/DB/13 2pp 

26195 166 24X Ficha 50-302,04/08/13,8409210054 


—8406210066 Safety evaluation supporting Amend 71 to License DPH-72 
* Office of rJjclear Reactor Regulation. Director 84/00/13 3pp 
26195 168 34X Fiche 50-302.84/00/13.0409210054 


6400200278 Rei^uesbs extension of time to 841130 to respond to 04O7OS 
Oerierlc Ltr 84-15. requesting data L commentary re 
Improvement to 6 malnt of diesel generator reliablUty 
WESTAFER,0 R Florida Power Corp 84/00/16 ElSErtlUT. D 0 
Division of Licensing 2pp 26133 021 24X Fiche 50-302.94/09/16. 

B40B2Q027B 


04OB2OO375 Generic LtT 94-20 to all licensees of operating reactors & 
applicants for OLs re scheduling guidance for licensee 
Bubmittals of reloads that involve unreviewed safety 
questions Sve list end 

EI8ENHUT. D 0 Division of Licensing 04/08/20 Consol 1 dated 
Edison Co of New Voric, Inc I7pp 26276 244 24X 

Fiche 50-000, 04/08/20, 8400200275 


— B40B270432 Ihsp RL»pt 30-302/ B4- IB on Q406U~13 No v.i<i1ations or 
deviations identlriejj Major ai inspected umrrgencv 
prepai edness 

KREH. J L « CLINE. 1) E Region 2, Office of Dliector 84/07/06 
9pp 26257 021 24X Fiche 30-302, 04/07 / 1 0. Q40B27042Q 


04OQ2BO17O bubmits revi5,eil response to IE Bulletin 84-02. "Failure of 
QE Type UFA Relays in Use in Class 1C Safety Sy s * All HF A 
relays ui|] be rebuilt or teplaced prior to restcirt 
follcuiiiig Refuel 5 

WESTAFER.O R Florida Power Corp B4/07/18 O'REILLY, J P Regicm 
Si Office of Director 6pp 262S9 OlO 34X Fiche 50-302, 04/07/ 10. 
0409200170 


9400290061 Act receipt of G40710 ltr informltig NRC of steps taken to 
c afreet violations noted in Insp Rept 50-302/04-17 
DANCE. H C Region 2, Offic^i oF Director 04/07/19 WILOUS. W S 
Florida Pouier Corp ip 36202 016 24X Fiche 50-302.04/07/19, 

0409200061 


— 0400200069 Responds to NRC 840613 ltr re violations noted in Insp Rept 
50-302/84-17 Corrective actione liigh radiation area sign 
relocated to persunineL access hatch Radiation protection 
procedure will be revised* per lOCrn20 203<c)(3) 

WESTAFEfli 0 R Florida Power Corp 94/07/10 O'RCILLY. J P 
Region 2, Office of Director 2pp 26292 017 24X 

Flcha 30-302,04/07/19.0400280061 


— B4O02SOO72 Forwards Insp Rept 50-302/04-17 on 040515-lQ h notice of 
violation 

DANCE, H C Region 2, Office of Director 84/06/13 WILOUB, W 6 
Florida Power Corp Spp 262Q2 019 24X Fiche 50-302,04/07/19, 
8400200061 


— 8409200077 Notice of violation from Intp on 840515-10 

e Region 2, Office of DlrDCtor 04/06/13 Ip 26202 OSn 24X 
Fiche 50-302. 04 /07/ 19, 940020006 1 


—0400200082 Insp Rt*pt 50-302/04-17 on 1340515-10 Violation noted failure 
to use proper locking device for high radiation area 
control 

COLLINS.T R . JENKINS. 0 R Region 2, Office of Director 

04/06/11 6pp 26902 022 24X F icho 50-'302. 04/07/ 19. 0400200061 


0407250229 IE Info Notice 04-57, ''Operating Experience re Moisture 
Intrusion in Safe ty-Re lated Electiical Equipment at 
Commercial Pauor Plante " 0vc list encl 

JORDAN. E L Division of Emer^oncy Preparedness 6 Engineering 
Raspanse (Post 030103) G4/0//27 Consolidated Edison Co of Now 

VoTk. Inc H9pp 25065 047 24X f-icho 30 000. DI/07/87, 0407250529 


8400270206 Act receipt of Q40/QD ltr informing NRC of steps taken to 
correct vlolotlone noted In Ihsp Rept 30-302/04-ia 
LEWtfl.n C Region 8, Office of Director 04/00/01 WlLOUB.W 0 
Florida Power Corp Ip 26890 024 24X Fiche 50-308.04/00/01, 

040027020 6 


— 9409270211 Responds to NRC 040600 Iti re violations noted In Insp Rept 
50-302/84-13 Corrective aciieriQ ltr identifying problem & 
emphasliing importance of use nf child thyroid dose sent to 
dose assessment team members 

OAYNARD. PY Florida Power CCirp 94/07/05 O^RElLLY, J P Region 
2, Office of Director 2pp 86200 023 S4X Ficho 50-302, 
04/00/01,0400270206 


8408310406 Ack receipt of util G40501 comments ro preposa] to remove 
engineered safeguards activation signal Prom makeup tank 
Isolation valve f1W-64 Removal wilt not cause unacceptable 
reactor coolant boron dilution prior to manual isolation 
STOLZ, J F Operating Reactors Blanch 4 84/08/22 NILOtIB, N 0 

Florida Power Corp 3pp 26330 350 24X Fiche 50-302.84/00/23. 

6409310406 


0409260154 Forwards W3 D'Rrlen 840921 Ur transmitting notea of 
fourth quarterly progrESs meeting on 840002 re 316 study 
corrected salinity figures for third quarterly rept to EPA 
HEBTAFER.G ft Florida Power Corp 64/00/23 DENTON* H R Office 
Nuclear Reactor Regulation. Director aOpp 26375 046 a4X 
Fiche 50-302, 04/0-9/23, 04082001 54 


0 Inspection reports, IE DuUettna 6 correspondence 


—04002/0219 Forwards Insp ftopi 50-302/04-13 on 040424-26 8< notice of 
violation 

DANCC. H C Region 2. Office «f Dlrpctor 04/06/03 WILOU*!, W 9 
Florida Power Corp 2pp 36230 02/ 24X Fiche 50-302.84/09/01. 
04002/0206 


— 'D4O027O334 Notice of violation from insp on 840424-26 

e Region 2. Office of Director 04/06/05 Ip 26350*029 a4X 
Fiche 50-302, 04/00/01,0400^^70206 


—0406370237 Insp Repf 3Q-302/fl4-l 3 on 040424-26, Viol atl on noted fatlurs 
ta specify use of child thyroid in radlolodlne dose 
assessment pracodtires 

STODDART.P 0 . DECKER, T R , CLJNL.W Region 2. Office of Director 
04/03/30 llpp 26250030, 24X Ficho 30-302, D4/0P/01 , 

0400270206 


9400270428 Forwards Insp Rept 50-302/84-10 on. 840611-15 No vlolatiani 
or deviations identified 

DANCE,H C Region 2. Office of Director 94/07/10 NILOUS.U B 

50-302,94/07/10, 


B40Q010333 IE Info Notice 04-59. "Deliberate Circumventing of Station 
Health Fhyslcs Procedures " Bve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {post 030103), 04/00/06 Consolidated Edison Co of New 

York, Inc i22pp 26060*001 ?4X Fi che 30-000. 04/00/06. 0400010333 



DOCKETED ITEMS 


129 


G408010337 lEi Info Notice 04-60. ''Failure of Air Purjfymg Respirator 
Filters to Meet Efficiencg Requirement " Svc list end 
JORDAN. C L Division of Emorgencq Pt eparedness & Engineering 
Response <Po5t 830103) 04/08/06 Consolidated Edison Co of Nou 

Vork. Inc I23pp 26067 158 24X Fiche 50-000.84/08/06.8403010337 


840B070120 IE Info Notice 84-61. "Dvere t posure of Diver in PWR 
iRefueling Cavity " 5vc list end 

JORDAN. £ L Division of Eniergency Preparedness ^ Engineering 
Response (Past 830103) 04/08/08 Consolidated Edison Co of Neu 

Yarti Inc laOpp 26129 118 24X Ficlie 30-000. 04/08/00. 3408070120 


8408070376 IE Info Notice 84-62. "Therapy Mi sadmi ni strati pns to 
Patients Undergoing Co-60 Telethorapy Treatments '' Svc 
list enc 1 

GRACE. J N Division of OA. Safeguaids t Inspection Programs (Post 
B30103) 84/00/10 Consolidated Edison Co of Neu York. Inc 

laSpp 26130 001 24X Fiche 50-000,04/08/10.0408070376 


8408100009 IE Info Notice 04-63. "Defective RHR Replacement Piping " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 84/00/13 Consolidated Edison Co of Moui 

York, Inc U9pp 26197 218 24X Fiche 50-000.04/08/13.0400100009 


8400100038 IE Info Notice 04-64. "DWR HpCI Initiation Seal-In «c 
Indication " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301D3> 04/08/15 Consolidated Edison Co of Neu) 

York. Inc I04pp 26190 093 24X Fiche 50-000.84/00/15.8400100030 


840B100021 IE Info Notice 84'65i "Underrated Fuses Uhich Hay Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

J'ORDAN. E L Division of Emergency Preparedness S. Engineering 
Response (Post 030103) 04/08/16 Consolidated Edison Co of Neu 

York. Inc liOpp 36193 001 24X Fiche 50-000.84/00/16.0400100021 


0408100055 IE Info Notice 04-66. "Undetected Unava i labi 1 1 ty of 
Turbine-Driven Auxiliary Feeduatdr Train " Svc list end 
JORDAN. E (. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Co of New 

York. Inc 120pp 36376 001 24X Fiche 50-000,04/08/17.8400100055 


3408140200 IE Infd Notice 84-67. "Recent Snubber Inservlce Testing U/ 
High Failure Rates " Svc list end 

JORDAN. E U Division of Emergency Preparedness Engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co of New 

York. Inc I22pp 26276 122 24X Fiche 50-000.84/08/17.8400140200 


0400210148 IE Info Notice 84-68. "Potential Deficiency In Improperly 
Rated Field Wiring to Solenoid Valves " Svc list end 
JORDAN. E L Division of Emergency Preparedness Engineering 
Reoponse (Post 030103) 84/08/81 Consolidated Edison Co of New 

York. Inc llSpp 26329 QOB 24X Fiche 50-000.84/09/21.8408210142 


fl Periodic operating reports ^ roJated correspondence 


0400160526 Monthly operating rept for Jul 1984 W/84O0Ofl Itr 
ORAHAMi D . WESTAPER.O R Florida Power Carp 84/07/31 
0EYaUN(?iR C Director's Office. Office of Inspection and 
EnPorcement 5pp 26100 027 24X Fiche 50-302,84/07/31.0408160526 


0 Reportable occurrences. LERs 8< related correspondence 


04OB16O41O Special Rept 84-03 on 840484. false low S. high pressure 
iniection occurred When Channel 2 low pressure bistable 
inadvertently actuated Cause not stated Bistable replaced^ 

Plant stabilized w/injection of berated water into RCS 

HESTAFER.G R Florida Power Corp 84/07/23 O'REILUY.J P Region 

2^ Office of Director 3pp 26106 007. 24X Fiche 30-302.04/07/231 

040-8160410 


0400060306 LER 04-014-00 on 840625 0322. aux i 1 iary bldg exhaust fans 

taken out of svc in order to perform mods to ventilation 
sys dampers Policy memo Issued stating Tech Gpec 303 
should not be entered for maint w/o permission W/B40725 Ifcr 
BANDHAUER.U K . WESTAFERi G R Florida power Corp 84/07/25 4pp 
25936 069 24X Fiche 50-302.84/07/85.8408060306 


8400080189 NPDE3 nOnc omp 1 1 anc e rioti f I catl on thormograph time data 
collection, from Dec 1983 - 840615. terminated, per plan of 
study & on 040726. sample of Discharge 006 could not be 
obtained fur pH 

WE8TAFER.G fi Florida Power Corp 84/08/03 DENTON.H R Office of 
Nuclear Reactor Regulation. Director lOpp 25960 247 24X 

Fiche 50-302.84/00/03,0400000189 


8409160247 LER 84-010-01 on 040426. non-nuc 1 ear instrumentation power 
supply Y fai led. causing erroneous signals to be sent to 
integrated control sys Caused by capacitor failure Capacitor 
replaced W/e4080a Itr 

DANDHAUCR W K , WESTAren, 0 n Florida Power Corp 84/03/08 6pp 
26106 202 24X Fiche 50-302. 04/OB/OQ. 84001 60247 


B4O016D23G LER 84-004-01 on 640228. six manual isolation valves closed 
Caused by personnel error !. inadequacies in mod approval 
record All sn valves apenei) Process of sgs turnover to be 
upgraded U/840B08 Itr 

WILSON. K R . WESTAFER.G R Florida Power Corp 04/00/09 4pp 
26106 210 24X Fiche 50-302,04/08/09,8400160230 


9400300346 LER 04-015-00 on 840713. drain petenck on air filter In 
emergency diesel generator B air start sys fai 1 ed. resul t ing 
In start of diesel generator On 840404. slmi lar failure 
occurred W/840BD9 Itr 

BANDHAUER.M K . UDSTAFER. O R Florida Power Corp 84/00/0? 3pp 
26139 334 94X Fiche 50-302.04/09/09,6400200346 


0408230424 LER 84-016-00 on 040720, qual i ty programs audit determined 
that alarm/trlp setpoint for fuel storage pool area gaseous 
activity process monitor RM-A4 exceeded Tech 8pec limit 
Caused 6y not following action requirements W/B4D0i3 i fcr 
DANDHAUER.W K . WESTAFER.G R Florida Power Corp 04/09/13 4pp 
26213 040 24X Fiche 50-302,04/00/13,8400230424 


Q4O023O43O LER 64-016-00 on 840720. qual ity programs audit determined 
that alarm/trip setpoint for fuel storage pool area gaseous 
activity process monitor nH-A4 exceeded Tech Spec limit 
g/B4O0l5 Ur 

DANDHAUER.W K , WESTAFER. 0 R Florida Power Corp 04/08/13 4pp 
26213 064 24X Fiche 50-302.04/00/15.8409230430 


8408300341 LER a3-043/03X-l on 031003. fault light on emergency 
feedwater (EFU) ultrasonic flow indicator for steam 
generator Q <FW-31T-Fr> discovered illuminated Caused by 
void in EFW line due to check valve leakage W/R4O024 Itr 
THOMPaDN, R H . WESTAFER, 0 R Florida Power Corp 04/OB/24 3pp 
26309 337 24X Fiche 50-302.04/08/24.0408300341 
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F Sacurlty. medical, emergency te fire protection plans 


9409070239 Rev 7 to Emergency Plan Implementing Procedure EPIP 110-1. 
"Zion Station - Nuclear Accident Reporting Sys Reporting 
Procedures " W/e407l9 transmittal memo 

NYKIRK.J Commonweal th Edison Co 84/07/19 lOpp 25940 353 24X 

Fiche 50-295. 04/07/19. 040907023? 


9408070240 Bev 3 to Emergency Plan Implementing Procedure EPIP 100-1. 
"Acting Station Director " W/a407I9 transmittal memo 

NYKIRK. J Commonwealth Edison Co 84/07/26 I6pp 25949 001 24X 

FlCfie 50-295.04/07/26.8408070240 


8400010165 Forwards "Safe Shutdown Capability Reassessment U Proposed 
Hods. lOCFRSOi App R. " for approval Exemption from schedtilar 
requiremonts of 10CFR50 4D<c}(4) until 851231 requested 
Related tables 6 notes end 

CASCARANO.B N Commonuealth Edison Co 84/07/27 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 20pp B3B74 001. 
24X Fiche 50-295.04/07/27.0408010165 


— 8408010171 "Safe Bhutdoun Capability Reassessment Proposed Hods* 
i0CFR5O. App R 

a Commonwealth Edison Co 04/07/31 499pp 25874 02? 24X 

Fiche 30-293.84/07/27.0400010165 


0408170398 Forwards public version of Rev 3 to Emergency Plan 
Implernent ing Procedure DZP 600-A3. "Station Directory " 

« Cammontjea 1th Edison Co 84/07/31 Record Services Drench 
(Document Control Desk) 2pp 26134 171 24X Fiche* 50-295* 

84/07/31. 940817039B 


*—84081703?? Public version of Rev 3 to Emergency Plan tmplenenting 
Procedure BZP 600-A3, "Station Directory '* W/JM Felton 
94000? release memo 

a Commonwealth Edison Ca 04/07/31 lOpp 26134 172. 24X 

Fiche 50-295. 04/07/31, B40Bl703?e 


8408100060 Determines that, based on evaluation. State of VJI & local 
plans for radiological emergencies adequate 
gpECKrS U Federal Emergency Management Agency 94/08/02. 
DiRCKSiU J Office of the Executive Director for Dperatlon-s Ip 
25999 052 24X Fiche 50-295.84/08/02.0408100060 
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B40ai40l39 Forwards listed re/s to securiti| plans Revs address Fence 
lisight requlrenents Revs withheld (ref 10CFR73 21) 

FARR A FI * D L C onmoTiuea 1 th Edison Co 64/08/03 Region 3> Office 

of Director Ip 26044 232 Fiche 50-OOD. 04/O0/O3p B40B140139 


6408130401 Responds to 940705 clar i f ication of info re utti moans of 
satisfying annual regulatory reyn Iremont to reviou emergency 
action levels u/offstte emergency support or jan i xat ions Info 
acceptable 

PAPERIELLO, C J Region 3. Office of Director 04/08/07 REED. C 
CommoniiJealth Edison Co Ip 26010 130 24)C Fiche 50 -*000. 84/03/07. 

8408130401 


— 8403130413 Responds to 840604 Itr re means for satisfying requirements 
of 10CFR30. App E. Paragraph IV B Proposal for satisfying 
requirements to review emergency action levels Py offsite 
agencies clarified 

FARRAR. D L Commonwealth Edison Co 84/07/03 PAPERIELLO.C J 
Region 3. Office of Director 8pp 26010 131 24X 

Fiche 50-000,84/08/07.8403130401 


B40814042B Rev 3 to Emergency Plan Implementing Procedure EPIP 350-2* 
“Calculation of Poat-Accident Noble Gas Release Rates Via 
Vent Stacks U Oylck Estimate of Offsite Dose Using BPINQ 
Monitor RIA-PR4'9 Readings " W/a4OB0Q transmittal memo 
KASSNER.C . PLIHL. G Commonwealth Edison Co 84/08/08 I3pp 
26031 170 24X FlchO 50-a93r 04/08/08, Q4081 40428 


8408200345 Advlsas that 640603 R«v 13 to physical security plan 
consistent w/provlsions of 10CFR50 54{p) & acceptable 
AXELSON. W L Region 3, Office of Director 04/00/14 FARRAR. 0 L 
Commanueaith E-dtson Co 2pp 36132 3S7 24X Fiche 30-293. Q4/0B/ 14. 

8408200345 


8400310168 Rev 3 to Emergency Plan Implementing Procedure EPIP 550-6, 
"Monthly Radiological Emergency Equipment Tests 6 Checks " 

U/transml ttal receipt form 

GRAHsaER,K L , PLIML. 0 CammorUJeal th Edison Co 04/00/15 6p{i 
26319 239 24X Fiche 50-295104/08/15,0408310168 


8400270309 informs of FEMA approval of State of WI emergency response I 
local plan Adequacy of public alerting t. notification eys 
must be verified per FEHA/NRC joint criteria in App 3 of 
NURES-0654/FEMA-flEP- 1 

PAPERIELLO, C J Region 3. Office of Director 04/00/22 REED. C 
Commonwealth Edison Co 2pp 26239 1 57 24X Fiche 50-299.04/00/32, 

8400270309 


P Operating license stage documents h correspondence 


B4OB20O36O Ack receipt of 8407)0 1 tr re author criticism of NRC 
present rules &r practices Reponse to NRC seven stages of 
discussion listed Past tests should be reviewed & leak rate 
be retested Related info enc 1 

REVTOLATT. Z V Nerrfrn Wilson College, Swannanoa. NC 04/07/22 
RDSS. D F Office of Nuclear Regulatory Research. Director 0pp 
26293 OOi 24X FJche 50-000,04/07/22.04002003 60 


—0406280373 Requests docunents re RFP R8-RES-B4-101 , tubml 1 1 ed on 8401)0 
Author 840220 itr to EM Qog 0 1. Ci tl 1 ens Against Nuclear Power 
anc 1 

REYTflUATT. Z V Erbran. Inc 84/03/02 Division of Rules and 
Records 6pp 26293 012 24X Fiche 50-000. 04/O7/S2. 0400200360 


'408060335 Notification of 840802 meeting u/utll in Dithesda,HD te 
discuss insights from review of probabilistic safety study 
NORRIS. J A Oparatlng Reactors Branch 1 04/07/27 VAROA, 8 A 

Operating Reactors Branch 1 3pp 25937 354 24X 

Flcha 50-295, 04/07/27. B40B060333 


408130047 Notification of cancellation of B40BOa meeting ui/utll In 
Sethesda.MD to discuss NRG review of probab i J 1 Stic safety 
study 

NORRlSi^IA Operating Reactors Branch 1 84/07/27 VARGA. 8 A 

Operating Reactors Branch I 2pp 26034 3fi0 24X 
Fiche 50-295.84/07/27,8409130047 


0408130022 Aci receipt of B40605 petition for emiergency relief re 
adequacy of contalnnent leak rate testing NRC conducting 
insp on allegations Util Informed that Unit ] not in 
compliance ui/lOCFRSO, App 3 

DENrON.H R Office of Nuclear Reactor Regulatlorii Oirectar 
84/07/30 COOAL.E M Cititens Against Nuclear Power 9 np 
26036 330 24X Fiche 50-295.84/07/30,0400130022 


0408090139 Advises that Class III fee appropriate for review of 030727 
submittal of “Comm Ed Topical Rapt on flenchmark of PUR 
Nuclear Design Methods “ Esemptloh from Class I f«e granted 
W/o stated encls 

MILLER. M Q License Fee Management Branch 04/00/03 FARRAR. D U 
Commonwealth Edison Co 2pp 25991,205 24X Fiche 30-295.84/08/03. 

8408090139 


0400070110 Generic Ltr 04—19 to alt licensees of operating reactors, 
applicants f oi OLs ■!. holders or CPb re availability of 
Suppl 1 to NUHEG-O^O^, ''Prioritisation of Generic Safety 
Issues '* Sve list encl 

EISENHUT, D G Division of Licensing 84/00/06 Consolidated 

Edison Co of New York. Inc IBpp 26129 238 a4X 
Fiche 50-000.04/00/06,0400070110 


04D816O345 Advises that DA program applicable to «ll nuclear generating 
stations S' satisfies provisions of 10CFR71 Fee remitted 
per 10CFni70 31 

FARRAR. D L Commonwealth Edison Co S 4 'OS /06 Office of Nuclear 
Material Safety !< Sa f egusrd s . Di rc?c tor Ip 26092 184 24X 

Fiche 50-000.04/00/06,8400160345 


6400230097 fo-rwardia draft Industrij Degraded Core Rulemaking Program 
Technical Rept 33 1. "Sequoi/ah Nuclear Plant Containment 
Analysis," for Meeting 3Q Kept i neons 1 1 tent ui/four one I 
repts previously sent 

FONTANA. M H Technology for Energy Carp 84/00/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 26244 001 
24X Fiche 50-000.84/03/07,0408230097 


--e40B230lia Draft "Evaluation of Containment Dypass S< Failure to 
Isolate 8aquencc5 for Industry Degraded Core Rulemaking 
Program Ref Plants." technical rept 

» Industry Degraded Core Rulemaking Program Fauske & 

Associates. Inc FA1/S4-9 DRFT 04/07/31 114pp 26234 231 

24X Fiche 50-000.84/00/07.8400230097 


— 8408230116 Draft "Zion Nuclear Generating Station Integrated 
Containdnent Analysis." technical rept 

• Industry Degraded Core Rulemaking Program 84/00/07 119pp 

26234 335 24X Fiche 50-00G. 84/00/07. 0408230097 


04OD17OQ33 Notification of 840815 meeting w/utll in Hethesda.MD to 
discuss proposed safety nyt piogram t, integrated living 
schedule concepts 

NDfiniS. J A Operating Reactors Branch I 84/08/08 VARDA, S A 
Operating Reactors Branch 1 2pp 26134 361 24X 

riche 90-295.04/08/00.8408170033 


640B310592 Requests remittahce of foe for 040627 application requesting 
eitenslon of lOCFRSO 49<g ) echedular requirements for 
environ qual i f i cat i on of electrical equipment Application 
subj to 840620 rev to 10CFR17O re fees 

DIOOB. R M License Fee Management Bi anch 04/08/16 FARRAR. D L 
Commonwealth Edison Co Ip 26199 261 24X Fiche 50-304,84/08/16. 

040021 0952 


Q40020D279 Generic Ltr 84-20 to all licensees of operating reactors h 
applicants for QLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewod safety 
questions Sve list end 

EIBENMUT.D O Division of Licensing 04/08/20 Consolidated 
Edison Co of Now York, Inc I7pp 26276 244 24X 

Fiche 90-000.04/08/20.8400200279 


040QSB0119 Forwards foe for review of util topical rept on benchmark of 
PNR nucloat design methods in connection w/reloads at 
facility, per 040003 ltr 

ALEXANDER. QL C ommonuoa 1 th Edison Co 04/OB/2O MILLER. WO 
License Fee Managemont Branch Ip 26261 300 24X 

riche 90-299.04/00/20.0408200119 


0400270372 Forwards response to NRC request for clarification of sve 
water success criteria Adequacij of two sve water pumps 
to handle safe shutdown components reconfirmed by util 
corporate engineering dept 

CABCARAND.R N Commonuoa I th Edison Co 84/00/21 DENTON. H fi 
Office of Nucloer Reactor Regulation. Director 2pp 26240 252 
a4X rirho 30-299,84/03/21.0400270372 


O4OO20O2B6 Summary of 840019 meeting tu/util re Integrated living 
schedule Attendee list, agenda h viewgraphs end W/o ends 
N0RRI8. iJ Operating Reactors Branch i 84/00/21 Operating 

Reactors Branch 1 26294 OB7 S4X Fiche 50-295.04/00/21. 

0400200286 


B400310115 Forwards fee for 840627 application for environ 
qualiPicfltlon of electrical equipment schedular extension 
CAGCARANQ. R W Commonuealth Edison Co 84/00/22 DIGGS. R M 
License Foe ilanagcmont Branch Ip 26322 111 24X 

Fiche 90-304. 04/00/23. 84083 1 0 J 1 3 


04OQ31OSOO Discusses PRA of proposed mod to auxiliary feedwater sys, per 
NUREO-0737. 1 tern 11 E 1 I Efforts on mod stopped as result of 
PRA conclusion that installation of addl check valves will 
not significantly inprove availability of sys 

CASCARANQ. R H Commonwealth Edison Co 04/08/23 DENTON. K R 
Offlco of Nuclear Reactor Regulation. Director 3pp 26318 308 
a4X Flchfr 90 - 299 . 04/00/23.8 408310200 
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640B31D202 Tatudr-ds acfdl info le inadequate core (.Doling 
1 n^truine ntat lun sys/in response to NRC B40530 reque»t 
Meeting suggested tn HethesdaiHD to resolve any questions 
still outstanding 

CASCARAND.R N Com.Tioniiiea 1 th Edison Co 84/08/24 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 7pp 3A318 312 
24X riche 50-295,84/08/24,8408310202 


Q Inspection reports, IE Doltetins S. correspondence 


Q4OBO6O405 Forwards lE Insp Repts 5O-2*?5/04-O0 50-304/ 84 -OB on 

840531,0604-08,12-13 6 0702 2, notice of violation 
PAPERIEULO. C J Region 3. Office of Director 84/07/18 REED, C 
C ommonuiea 1 th Edison Co 2pp 25975 100 a4X Fiche 50-295.04/07/18, 
8408080485 


--8408000488 Notice of violation from insp on 040531 , 0604-08, 12-13 & 
0702 

PAPERIELL0,C J Region 3, Drfice of Director 84/07/18 Ip 
25975 190 34X Fiche 50-295,84/07/18,8408080485 


—8400080496 lE Insp Repts 50-295/84-08 50-304/84-08 on 840531,0604-08, 

12-13 8t 0702 Violations noted i/nauthori led transfer of 
Am“241 sources to Dyron Station 

LOVENDALE. P C , NICHOLSON, N A > GREGER, L R Region 3, Office of 
Director 04/07/17 lipp 25975 191 a4X Fiche 50-295,84/07/18, 
D40S080485 


8408090169 Forujardft IE Insp Repts 50-295/84-07 tt 50-304/04-07 on 
040512-0629 No noncomp J iance notdd 

SHAFER, W D Region 3, Office of Director 04/07/20 REED, C 
Commonwealth Edison Co 2pp 25993 015 24 X Fiche 50-295,04/07/20, 

B4O0O9O169 


--Q40B090177 IE Insp Repts 50-295/84-07 t< 50-304/84-07 on 04O512-O6S9 No 
noncomp ! ianc e or deviations noted Major areas inspected 
naint on nuclear ins tromon tation, oporatl anal safety t ESF 
ualkdown. surveillance 6 LER followup 

WRlGHTiO C Region 3, Office of Director 84/07/19 0pp 
25995 017 24X Fiche 50-295,84/07/20,8400090169 


6407250229 IE Info Notice 84-57, "Operating Eiperlence re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " 8vc list enc 1 

JORDAN, E L Division of Emergency Preparedness S' Engineering 
Response (Post 830103) 84/07/27 Consolidated Edison Co of New 

York, Inc 119pp 25865 047 24X riche 50-000,84/07/27,0407250229 


□400070066 Notifies ef 840823 meeting w/utll at Region 111 ofc to 
review findings of SALP assessment re util performance 
Encourages mgt t epresenta t i on to ensure mutual understanding 
of issues 6 findings presented by NRC 

NORELIOS.C E Region 3, Office ot Director 04/08/03 REED, C 
Commonwealth Edison Co 2pp 25949 337 24X Fiche 50-000.04/08/03, 

04OBO7OO66 


B408070401 Informs that new sys of acknowledging receipt of licensee 
correspondence re nonconp 1 lance found during insp 
1 nsti tuted, of f DC tive 040820 Preprinted form will be used 
rather than Itr 

KEPPLERiJG Region 3, Office of Director 04/08/03 

Commonwealth Edison Co 3pp 25942 iBB 84X Fiche 50-000,04/00/03, 

B40B070401 


B408010333 IE Info Notice 04**S9, "DeUboiate Circumventing of Station 
Health Physics Procedures " Gve list end 

JORDAN, C L Division of Emergency Preparedness !< Engineering 
Response (Post 030103) 04/00/06 Consolidated Edison Co of New 

York, Inc 122pp 26060 001 24X Fiche 50-000,04/08/06,0408010333 


0408010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list enej 
JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Response (Post B30103) 84/08/06 Consolidated Edison Co of New 

York, Inc I23pp 26067 150 24X Fiche 90-000,04/08/06.0400010337 


□400070120 IE Info Notice 04-61. "Overexposure of Diver in PNR 
Refueling Cavity " Sve list end 

■JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 04/00/08 Consolidated Edison Ce of New 

York, Inc I20pp 26129 1 10 24X Fiche 50-000, 04/08/00, 8400070120 


□400140344 Confirms 040803 plans to meet w/utll on 840907 In 
Glen Ellyn, IL to discuss regulatory Improvement program 
NORELlOSiC E Region 3, Office of Director 04/08/08 REED, C 
Commonwealth Edison Co 2pp 26041 050 24X Fiche 50 - 000 , 04/08/00, 

8400140344 


8406150096 SLjp(i)s B4071I response to IE Bulletin 04-02 re visual insp 
during monthly functional tests to verify proper contact on 
reactor trip sys 6 primary containment isolation »ys relays 
Exemptions requested for listed relays 

ALEXANDER,© L Commonwealth Edison Co 84/00/08 HCPPLER. J O 
Region 3, Office of Director 3pp 26067 053 24X 

Fiche 30-00(3, 84/08/08. 8400150098 


0408200331 Suppls response to IE Bulletin 84-02 re failure of OE Type 
HFA relays Exemption requested from commitment for visual 
insp verifying proper relay contact during monthly 
functiunal check for listed relays 

ALEXANDER. G L Commooujea 1 th Edison Co 04/00/08 KEPPLER, J O 

Region 3. Office of Director 3pp 36132 31B 24X 

F i Che 50-000, 04/00/08. 8400200331 


8400170263 Forwards SALP Repts 50-295/04-06 t 50-304/04-06 for 
Jan 1903 - Apr 1904 

KEPFLER.J 0 Region 3, Office of Director 84/00/09 REED, C 
Comoioniueal th Edison Co 2pp 26110 008 24X Fiche 50^299, B4/08/09, 

□400170263 


—8403170269 SALP Repts 50-295/84-06 «« 50-304/04-06 for Jan 1903 - 
Apr 1904 Licensing activities assigned Category I rating 
* Region 3, Office of Director 84/00/09 ajpp 26110 010 24X 

Fiche 90-295,04/00/09,0408170263 


0400070376 IC Info Notice 84-62, "Therapy Misadmini strati ons to 
Patients Undergoing Cd- 60 Teletherapy Treatments “ 8vc 
list end 

GRACE, J N Division of QA, Safeguards & Inspection Programs (Post 
0301031 04/00/10 Consolidated Edison Co of New York, Inc 

laspp 26130 OOl 24X Fiche 50-000, 04/08/10, 0406070376 


0400100009 IE info Notice 84-63, "Defective RKR Replacement Piping 
Sve list end 

JORDAN, E L Dlvistan of Emergency Proparedness Jfc EnginooTlng 
Response (Post 830103} B4/08/13 Consolidated Edison Co of New 

York. Inc ll9pp 26197 210 24X Fiche 50-000, 84/08/13, B40B1 00009 


0408220006 Suppls 640626 response to 84DSI1 request for addl info re 
inservice insp program for second SO-yr interval Addl relief 
requests ^ additions to program end 

CA8CARAN0. R N Conmonuealth Edison Co 04/00/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 37pp 26193 252 
24X Fiche 90-295.84/00/14,0400220086 


8408100038 IE Info Notice 04-64, "D«R HPCf Initiation aeal-In It 
Indication " Sve list enc I 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 04/08/15 Consolidated Edison Go of New 

York. Inc 104pp 26190 093 24X Fiche 50-000, 84/08/ 1 9. 0409100030 


B40B100D21 IE Info Notice 84-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list end 

japDAN, E L Division of Emergency Preparedness & Enginaerlng 
Response (Post 0301031 84/08/16 Consolidated Edison Co of New 

York, Inc M0pp 26198 001 24X Fiche 50-000,84/08/16.8408100021 


8408270087 Suppls 640607 Itr re check valves Jn water cooling ays of 
diesel g enerators, per IE Bulletin 63-03 Valve insp on 
040919 revealed no mechanical problems 

ALEXANDER, 0 L Commonwealth Edison Co 84/00/16 i^EPPLER, J 0 
Region 3, Office of Director 2pp 26247 355 24X 

Fiche 50-299, 94/08/16, 8408270087 


0406100095 IE Info Notice 84-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train ” Sve list enc 1 
JQRDAHi E L Division of Emergencg Preparedness It Engineering 
Response (Post 830103) B4/O0/I7 Consolidated Edison Co of New 

York, Inc I20pp 26276 001 24X Fiche 50-000,84/08/17,8409100053 


8408140200 IE Info Notice 04-67, "Recent Snubber Intarylce Testing N/ 
High Failure Rates " Sve list end 

JORDANiE L Division of Emergency Preparedness it Engineering 
Response <Post 8301031 04/08/17 Consolidated Edison Co of New 

York, Inc t2Spp 26276 122 S4X Fiche 50-000. 84/08/ 17. 84081 40200 


0406210142 IE Info Notice 04-60, "Potential Deficiency In Improperly 
Rated Field Hiring to Solenoid Valves " Sve list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Rsiponae (Post G30103), 84 / 00/21 Consolidated Edison Co of New 

York, Inc I13pp 26329 008 24X Fl cho 50-000, 04/00/21, 8400210142 


R Periodic operating reports t related correspondence 


0400300136 "Effluent X. Waste Disposal Semiannual Rept, Jan-Jwne 19B4 
W/a40a03 Itr 

QRAE88ER,K,L Commonwealth Edison Co 84/06/30 KEPPLER.JO 
Region 3, Office of Director 47pp, 26308 029 a4X 

Fiche 50-295,84/06/30,0408300136 
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6^00160122 Monthly aper^tkng repts for Jul 1904 W/a<ioe07 Itr 

AUBriNi Q < ORABBSER, K L Commontu^a 1 th Edison Co B4/07/31 l^hP 
26100 117 24X Fithe 30-295.04/07/31,8400160122 


8 RdpDrt^ble occurrences, UERa h related correspondence 


0408060290 LER B4--D1A-O0 on 040626, five snubbers found inoperable 
Caused by poor %ea\ candvtiona that alJncjed fluid to leak 
out Snubbers ovorhau 1 ed. tested 6 rpmatalled W/040726 Itr 
PETROWSKI.S E , GRAES5ER, K L Corrunornuea 1 th Edison Co 04/07/26 
3pp 23936 086 24X Fiche 50-304,84/07/26,0400060290 


8400-090047 LER 84-017-00 on 040704. nuc 1 ear instruffientatioii sys channel 
41 remained out of svc fer test u/overpouior 6 overteoip delta 
T blstablofi tripped Caused by personnel error Personnel 
coUhBoled U/040Q03 Itr 

ROHOe, -J E « GRAESSE:r,K L Conmonuea I th Edison Cq 04/00/03 3p p 
25992 133 24X Flche 50-304,04/08/03,8408090047 


8408090326 LER 84-015-00 on B407H-iHslV loop "D discovered to have no 
closing side hydraulic pressure Caused by internal leakage 
of Keane solenoids during shutdnun Mew breaker installed 6 
Independent operation returned W/a40ao3 Itr 

WODDS.J I CRAESSERiK L Cofomonuealth Edison Co 04/08/03 3pp 
25994 066 24){ Fiche 30-304,84/00/03,0408090326 


B4DB130456 LER 04-016-00 on 040709, reac tor tripped from hot standby, 
Mode 2 Caused t instruf^ient inverter 212 failure due to 
slave output transformer short circuit Damaged transformers 
replaced tl/840G06 Itr 

EAlLEYiM bl r GRAESSE-RjK L Corr/nonujea 1 th Edison Co 84/08/06 3pp 
26031 360 2AK Fiehe 50-304.64/00/06,8408130456 


0400130405 LER 84-018-00 on 04O7OB, turbine tripped- tt steam t feed flow 
channels needed to be caUbr Bistables lit due to lurblne 
trip Operating aopervlser re instructed to use proper 
procedure change format t//a40807 itr 

BREENitf , ORAESSERjK L CommoiUJea I th Edison Co 64/08/07 3pp 
26010-199 24X Fiche 50-304*84/00/07,8408130405 


0400200547 LER 03-044-01 on 83 1 1 11, dur ing safeguards testing, yaWe 
aM0V-CSO006 failed to stroke when ac tuated, p lac ing plant in 
degraded mode Caused by failed main drive sleeve in 
Llnitornue operator Operator rebuilt W/e40SI3 Itr 

PETROMBKI*S , GRAESSER.K L Commonuieal th Edison Co 04/08/13 3pp 
26138 204 84X Fiche 50-304, B4/Oa/|3. 6408200547 


8409070275 Forwards addl info on Safety parameter display sys in 
response to B40326 request 6 suppl to BAR Sy 5 scheduled for 
imp 1 etnentati on by end of Spring 1785 refueling outaye 
Rev i-A to WCAP-/019 8, WCAP-'768 ‘jA end 

KINTZ, 0 C Washington Public Power Supply System 04/00/01 
EISENHUT.D 0 Division of Licensing 25pp 25948 123 a4X 
Fiche 50-305,04/08/01.8408070275 


— 840B-070aB2 Rev 1-A to ‘Muclear Instrumentation Sys Isolation 
Amplifier " 

LIPCHAK.J B , QARTHOLOMCW. R Wastlnghouse Electric Cat p 
WCAP-7B19 ROIA 75/04/30 33pp 25940 149 24X 

Fichu 50-305,04/08/01.0400070275 


— 04OBO7O2BQ “Test Rept on Isolation «mpUflers ' 

GARBER, I Westinghouse Electric Corp WCAP-7685-A 75/05/31 

IQpp 2594B 103 24X Fiche 30-305,84/08/01,0408070275 


04OB1OOO19 Revised radiological emergency response plan Implementing 
procod ores, me luding EP-AD-l, "Plant Emergency 
Organ i lation" L EP-OP-l, "Control Room Emergency 
Organization " W/040006 Itr 

HINT2,D C Wisconsin Public Service Corp 84/08/06 lOpp 
23909 206 24X Fiche 30-305.04/08/06,0409100019 


8406240420 Forwards Insp Rept 50-305/84-07 on 040709-13 t, notice of 
Violation Licensee should address emergency preparedness 
bleaknesses identified In App D Shift staffing also 
questiuned W/o notice of violation 6 App D 

HIND. vl A Region 3, Office of Directoi 04/OQ/O6 0IE8LER.C W 
WlsconBln Public Service Corp 3pp 26237 121 24X 

Fiche 90-305,04/00/06,8408240420 


— B4D&240429 Emergency Preparedness Insp Rept 50-305/04-07 on 840709-K 
Noncompl lane e noted failure to perform monthly 
c ommunlct ions tests 

BNELL.W O . GLOERBEN. U D , PHILLIPS, H P Region 3, Office of 
Director 04/08/06 13pp 2623/ IC4 24X Fiche 30-309,04/00/06, 
6400240420 


B4OO20O144 Advises that rev to procedures generation program describing 
method of developing 6 upgrading emergency procedures luill 
be submitted by 841001 Training program on upgraded 
emergency operating procedures being finaliied 

HI.NrZfD C Wisconsin Public Sorvico Corp 64/00/23 VARGA, 3 A 
Operating Reactors Branch i Ip 26275 1B7 24X 

Fiche 50-309,04/00/23,0400200144 


V Dperatar Exaniinat ions 


K Utility Final Safety Analysis Report (FSARl 6 amends 


B4O014O372 Forwards proposed rev to "Requalification Program for 
Licensed Operators, Sen 1 or Operators 4, Senior Operators 
eLlmlfeed)," in response to NURE0-G737, 1 tem I A 3 1 
MARSHALL. U G Commonuiealfch Etflson Co 04/03/07 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 260S1 240 
24X Fiche 50-000,04/00/07.0409140372 


Q4OBL4O309' ‘*Requa I i f it a b 1 on Program fur Licensed Operators* Senior 
Operators Bentpr Operators <Li(nited) 

♦ Commonwealth Edison Co B4/07/J9 lOpp 26051 242 24X 

Fiche, 30-000.84/00/07, 0408 1 4037 2 


0407260161 Tot wards Tavlsed pages to updated P8AR foi Kewaunee Nuclear 
Pouer Plant Pages revised due to minor typographical errors 
U editorial or administrative comments Di awing s revised 
due to completion of plant design 

0!ESUCR,C W Wist-onoiti Public Service Corp 04/07/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Opp S9923 001 
84X riche 50-305,04/07/20,8407260161 


—0407260166 Revised pages to updated F0AR for Kewaunee Nuclear Power 
Plant 

a Wisconsin Public Service Corp 04/07/20 300pp 250S3 009 

a4X Fiche 90-309,84/07/20,0407260161 


''400140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofciescept Info for evomlnore 
WALKER. R D Region 3, Office of Director Q4/0B/10 Michigan, 
Unlv of. Ann Arbor. Ml 2p9 26051 199 24X Fiche 50-000, 

B4/OB/iO, 5409140426 


aCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 

Security, medical, emergency 4. fire protection plans 


0408060422 Forwards request for addl info re 931289 procedures 
generation package for emergency operating procedures 
Response requested uithin 30 days of itr receipt unless 
schedule for response provided 

VARGA, 8 A Operating Reactors Branch 1 84/07/25 GIEBtER,C W 

Wisconsin Public Service Carp 2pp 25937 330 24X 

Fiche. 50-305, 84/07/23, 9408060422 


1409070292 Forwards rsvlsed Index to radiological emeraencu rsspons 
plan implementing procedures 

HINTZ. D C Wisconsin Public Service Corp 04/07/31 Record 
fiervites Branch (Document Control Desk} ip 2574 b 005 24X 

Fiche' 50-3Q5, 84/07/31, 9409070292 


“B40B07O296 Revised eihergency plan implementing procedure index 
e Wisconsin Public service Carp 94/07/10 9pp 25940 006 
Fiche 50-305, 04/07/31. 0409070292 . 


P Operating license stage documonl^ !* r orrespondonco 


04O6O1O2OQ Mot i f I catl on qf 040731-0001 meotlngs w/util at site to 
discuss radiolngiCal EfS 

NEJOHDDR0, D Clporating Reactors ftranch 1 04/07/aO VAROA, B A 

Operating Reactors Branch 1 3pp 25073 269 24X 

FI the 30-305. 04/07/20, 8408010208 


G409060407 Notification of location 1, time change for 940731-0001 
meetings w/utll In Oreon Uay, W1 ta discuss radiological GTS 
Meeting originally scheduled at site 

NEiOHntlRS, D Operating Reactors Branch 1 04/07/20 VARGA. 8 A 

Operating Reactors Branch 1 Ip 25951 160 24X 

FI c ho 50-305. 04/07/20, 8409060407 


0400020073 Application for amend to License DPR-43, tons 1 sting of 
Proposed Amend 62, revising Tech Specs for consistency w/new 
reporting requirements of lOCrRSO 73. “LER Bys " 

OIGSLER.C W Wisconsin Public Service Corp 04/07/27 DENTQN,HR 
Office of Nuclear Reactor Reguintlon* Director I2pp 85891 335. 
24 X Fiche 50-309.94/07/27,0409020073 


— 0409020070 Proposed Tech Specs for consistency w/new reporting 
roquiroments of lOCPRSO, 73. "LER Bijs " 

a Wisconsin Pubju Service Corp 04/07/27 24pp 25891 347 
a4X Fiche 50-305.04/07/27.0406020073 
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Q4O0O6OO93 Foruiards updatpd TetK Spec% » 2-1 t 4 5-2 foi Amend 55 to 
License DPft-43 re aSME Code class inservice insp t testing 
Previous p 4 ges inadvertently issued as draft 

SAUER • 0 W Wisconsin Public Service Corp 04/07/27 NElOMtiDRSi D 
NRC - No Detailed Affiliation Given 2pp 25925 315 24 X 

nche 50-305*04/07/27,04000^0093 


a40B0£]02t2 Requests fee For 040517 application tranfimi tt i ng safety 
evaluation of RHR sqs autoclosure feature luithin 15 days 
0 f rec eipt of Itr 

miller, W 0 License Fee Management Pranch B4/07/27 GIESLERpC W 
Wisconsin Public Service Coi p Ip 25750 253 24X 

nche 50-305 04/07/27.0400060212 


— 6408310126 Proposed Tech Specs correcting inadvertent deletion In Amend 
40 h indicating nrganl latl onal changes 

» Wisconsin Public Service Corp 04/OB/2( Bpp 26322 249 24X 

FI c h e 50-305. 04/OB/2 1 , 04033101 32 


0408310374 Requests assistance in revieui of util 040/27 proposed amend 
to QL revising Tech Specs to reflect lOCFRSO 73, "LER Sys " 

BRP & STS should be used as guidance SER tc SALP input due by 
041001 W/o end 

EISENHUT, D G Office of Nuclear Reactor Regulation, Plrsctor 
04/00/27 NDRELIUS.C E Division of Project & Resident Programs 
2pp 26350 325 24X Fiche 50-305.04/00/27,0403310374 


B4O0O7O11O Goneriu Ltr 04-17 to all licensees of operating reactors, 
applicants for OLa t holders of CPs re ava 1 1 ah 1 1 1 ty of 
Suppl 1 to NURE(5-0933, '-Pr i or 1 1 1 lati on of Generic Safety 
Issues ’■ Sve list end 

EISENHUT. D G Division of Licen'.ing 04/00/06 Consolidated 

Edison Co of Neui York, Inc tOpp 26127 230 24X 

Fiche 50-000,04/03/06,3103070110 


04O831O45J Advices that MB Fairtile assigned as NRC project manager 
for fac 1 1 ity, ef fee tl vo 840823 Telephone number listed 
l/ARGA. 5 A Operating Reactors Branch 1 04/03/23 GIESLER, C W 

Wtsconsin Public Service Corp Ip 26350 126 24X 

Fiche 50-305,34/00/20,8408310451 


Q Inspection reports. IE Bulletins fc correspondence 


3400090317 Forwards monthly status rept re plant-specific backfltting 
activities for operating reactors 6 license applicants for 
Jul 1904 

TREMBLAY, P P Operating Reactors Assessment Branch ^ 04/00/06 

HQLANAN. G M Operating Reactors Assessment Branch I3pp 
29991 350 24X Fiche 50-000,04/08/06,0408070317 


0408100070 Forwards review fee for proposed removal of RHR autoclosure 
f oatur B 

HlMTZtD C Wisconsin Public Service Corp 04/00/06 MILLER, W 0 

License Fee Management oranch IP 25990 196 24X 

Fiche 50-305.84/00/06,0400100078 


0408130372 Ac k receipt of 040611 QA program Paragraph 3 of lOCFRSO 54 
requires listed changes when QA program description reduces 
prior commitments Revised forwarding ltr. which fully 
complies w/r eq^uirement, requDs ted within 30 days 

SPESSARP, R L Region 3, Office of Director 04/00/07 GlfcSLER.C W 
Wisconsin Public 3ervice Corp 2pp 26010 361 24X 

Fiche 30-305, 04/08/07, 0400130372 


3400160402 Summary of 040724 meeting w/Wcati nghouse Owners Group re 
upper plenum injection for two loop plants 

OIIANNI,!) C Operating Reactors Branch 3 84/03/09 Operating 

Reactors Branch 3 4pp 26100 32/ 24X Fiche 50-000,84/00/09, 

'8400160482 


0408220304 Discusses rod position indication for 
NRC 030334 concerns Surveillance procedure per 
shift verifies rod position indication sys meo 
acceptance criteria 

HINTZ,D C Wisconsin Public Bervicc Corp 04 
Operating Reactors Branch 1 2pp 26107 315 
Ficho 50-305, □4/08/13, 0408320204 


shutdown modes, per 
formed each 
ts appropriate 

/08/15 VARGA, 3 A 
24X 


0400200275 Generic Ltr 04-20 to all llcenseoa of operating reactor* t< 
applicants for QLh re scheduling guidance for licensee 
submittals of reloads that involve unrovlewed safety 
questions Sve list encl 

EISENHUT. D G Division of Licensing 84/06/20 Consolidated 
Edison CO of New York, Inc i7pp 26276 244 24X 

Fiche 50-000,84/08/20,0400200275 


11400240199 Forwards ^'Kewaunee Nuclear Power plant 1904 Integrated Leak 
Rate lest 8- 1981-1904 Local Le.ik Rate Tests," summary rept 
HlNTZiD C Wisconsin Public Service Corp 34/08/20 VARGA, B A 
aperatinq Reactors Branch 1 2pp 26227 231 34X 

Fiche 50-305,84/00/20,0406240199 


—0400340305 "Kewaunee Nuclear Power Plant 1904 integrated Leak Rate Test 
ti 1901-1984 Local Leak Rate Tests, " summary rept 
e Wisconsin Public Service Corp 04/00/20 90pp 36227 233 
24 X Fiche 50-305,84/08/20,0406240199 


6408300475 Confirms commitments of 040731 meeting re imp lomentati an of 
radiological effluent Tech Specs (RETS) Tech Specs to be 
implemented S< RETS format followed as closely as possible 
Separation of RCT6 h existing specs will minlmlre confusion 
HlNTZ.D C Wisconsin Public Service Corp 04/00/21 VARGA, 0 A 
Operating Reactors Branch I 2pp 26262 100 24X 

Fiche 50-305,04/00/31,8400200475 


6400310122 
proposed 
deletion 
OIESLCRi C 
Office of 
24X Fiche 


Application for amend to License DPR-43, cons is ting Of 
Amend 60a to Tech Specs, correc ting inadvertent 
in Amend 48 it indicating organ I zat iona 1 changes 
W Wisconsin Public Service Cgrp 04/08/21 DENTON, H R 
Nuclear Reactor Regulation, Diroctor 4pp 26322 243 
90-305, 04/08/21 , 0408310122 


8407230229 IE Info Notice 04-37, “Operating Experience re Moisture 
Intrusion In 0afoty-Re la ted Electrical Equipment at 
Commercial Power Plants " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/07/27 Consolidated Edison Co of New 

York, Inc ll9pp 25063 047 24X Ficho 50-000, 04/07/27, 8407250229 


840G060093 Forwards updated Tech Specs 4 2-1 Ic 4 5-2 for Amend 53 to 
License OPn-43 re ASMS Code class irtservice insp fc testing 
Previous pages Inadver tently issued as draft 

SAUER, 0 W Wisconsin Public Service Corp 04/07/27 NEIGHBORS, D 
NRC - No Detailed Affiliation Given 2pp 23923 313 24X 

Ficho 30-305, B4/07/27, 0406060093 


e4(}0O7O4Ol Informs that neu sys of acknowledging receipt of licensee 
carrofipondence re nonconp 1 lonce found during insp 
instl tuted. effect ive 04Q3SO Preprinted form will be used 
rather than ltr 

KEPPLGR, J G Region 3, Office of Director 04/00/03 

Commonwealth Edison Co 3pp 29942 IQB 24X Fiche 50-000,04/08/03, 

8408070401 


0408010333 IE Info Notice 04-59, "Deliberate Circumventing of Station 
Hi^alth Physics Procedures ” Bve list encl 

J8R0AN, E L Division of Emergency Preparedness & Engineering 
Response (post B30103) 04/06/06 Consolidated Edison Co of New 

York, Inc 122pp 26068 001 24X Ficho 50-000,84/00/06,8408010333 


6408010337 IE Info Notice 84-60, “Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " 3vc list encl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (post 030103) 04/00/06 Consolidated Edison Co of New 

York. Inc t23pp 26067 138 24X Fiche 30-000,84/00/06,0400010337 


0408240420 Forwards Insp Rept 90-305/84-07 on 040709-13 & notice of 
violation Licensee should address emergency preparedness 
waaknosscs identified in App □ Shift staffing also 
questioned W/o notice of violation I, App B 

HIND. J A Region 3, Office of Director 04/00/06 GlEeLER,C W 
MJsconsln Public Service Corp 3pp 26237 121 24X 

rtcho 50-305,84/08/06.8408240420 


--□400240429 Emorgency Preparedness Insp Rept 50-305/84-07 on 840709-13 
Noncomp 1 iance noted failure to perform monthly 
communlc tions tests 

SNELL, W O , GLQERSEN, W B , PHILLIPS, M P Region 3. Office of 
Director 04/08/06 lapp 26237 124 24X Ficho 50-303,04/08/06, 

8400240420 


04OBO7OJ2O IE Info Notice 04-61, “Overexposure of Diver in PWR 
Refueling Cavity Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 64/06/08 Consolidated Edison Co of New 

York, Inc iDOpP 26129 116 24X Ficho 30-000.04/06/00.0400070180 


0408070376 IE Info Notice 04-62, "Therapy Mi sadmin istra 1 1 ons to 
Patients Undergoing Cq- 60 Teletherapy Treatments *' Eve 
list end 

ORAOE. J N Division of QA. Safeguards it Inspection Programs (Post 
630103) 84/06/10 Consolidated Edison Co of New Ycrk, Inc 

laSpp 26J30 001 24 X Fiche 50-000,04/08/10,04 0 6070376 


B408100009 IE Info Notice 04-63, "Defective RHR neplacoment Piping " 
Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 04/00/13 Consolidated Edison Co of New 

York. Inc U9pp 26197 216 24X Fj che 50-OOD, 84/00/13, 0400100009 



134 


DOCKETED ITEMS 


8400300192 Foru(arfil5 Insp ftept 50-305 1 on &4O&OI-03 No 
nancomp t lance nested 

W(*^LWER, R D Rfigion 3, Offico of Djjector a4'0a/i4 GIESLER.C W 
Wlscomsir PuttUt Servite Corp 2pp 26307 35S £!4 < 

Flche 50-305. 84/08/14, a<l0e300>92 


— 8408300199 Insp flept 50-305/64-11 cn a40aol-03 No rone omp 1 Lance or 
deviations noted Major <ii e<i 5 inspected previous insp 
find mgs 

CHOULESiN r . H-4W^^INS.F C Region 3, Office of Director 
84/08/13 4pp 26307 357 34X Fiche 50-305,04/08/14,0408300192 


8408100038 IE Info Notice 04-64. ”0»H HPC 1 Initmtior Seal-In t 
Indication " Sve list enc I 

JORDAMi E L Division of Emergencg Preparedness & Engineering 
Response tPost 830103> B4/O0/J5 Consolidated Edison Co of Neui 

YdrK Inc 104pp 86193 093 24x Flche 50**000. 04 /OS/ J 5. 84081 00033 


94081000S1 IE Infn Notice S4-65 Underrated Fuses Which Watf rtdversflitj 
Affect Operation of Essential Electrical Equipment '' Sve 
list end 

JORDANiE L Division of Emergency Prcpare4n«ss & Engineering 
Respari'Se fPost 6301031 84 / 08/16 Consolidated Edison Co of Neui 

York, Inc liapp 2619B 001 24X Picbe 50-000. 84/09/ 340810005* 


B40910005S IE Info Motlce 84-66, '^Undetected Una vai ladi 1 i tg of 
Tlirbine-Driven AUJiiliaTg Feediuater Train “ Bve list enc I 
JOffDAN. E L Division of Emergency Preparedness «> Engineering 
Response (Post 8:30103) 04/08/17 Consolidated Edison Co of f/eiu 

York. Inc 120pp 26376 001 24XFiche 50-000.84/08/17.0408100035 


8408140208 IE Info Notice 84-67. "Recent Snubber Inservtce Testing \4/ 
High failure Rates " Sve list end 

JQRSAN.E U Division of Emergency Preparedness li Engineering 
Response (Post 830103) 04/00/17 Consolidated Edison Co of New 

York. Inc 12Spp 26276 J22 24X! Fifho SO-000. 84/OB/l 7, 9400140303 


0400310288 Forwards Insp nept 50-305/04.- j O on 940B03'^03 No 
ndficomp 1 1 once noted 

PAPElTlELUa.C J Region 3. Office of Director 04/00/17 
GIBSLER.C W Wisconsin Public Service Corp 2pp 26333 290 24X 

Fid he 50-305, B4/0B/ 17. Q4O03 10280 


— 9400310296 Insp fiept 50-305/94-10 on 8q0802-03 No none omp 1 t ance or 
deviation identified Major areas inspected imp I emen ta t Joo of 
I0CFR20 6 61 ti dlspo-seJ of low level raduiaste. including /n.gt 
controls uaste forin 

BDZAK.S . SCHUMACHER, M C Region 3, Dffjfa of Director 04/03/17 
4pp 26133 292 24X Flche 50-305, 84/08/17. 64093 1 0298 


0409310142 IE Info Notice 84-68. "Potential Deficiency in Inproperly 
Rated Field Wiring to Solenoid Valves " Sve list onej 
UOftOANi E U Division of Emergency Preparedness EnQinoor tng 
Response (Post 830103) 84/08/21 Consolidated Edison Co of Neu' 

York. Inc ll5pp 26329 000 24X Fiche 50-OpD. 04 /D0/2J^ 840021 


Pericidic operating reports 6 relsted cerre iponifence 


V Dperstor Ciani nat i ons 


840B140426 Pi ov Ides address roi treni»fl>i 1 1 1 ng all operatoi licensing 
Correspondence *"0 Region III ftPc.eicept in^o for oxaminars 
WAUktrt. R V Region 3. Office of Cirectot aA^OfiMO Michigan. 

Univ of. Ann Arbor, Ml 2pp 26051 190 2AX Fiche 5(3-000, 
84/00/ lO. B?09l4O126 


DOCKET 50-306 PRAIRIE ISLAND NUlLEaR STATION UNIT 2 
F Bec-uritiji medical, emergency & fiie protcftion plans 


0408200404 Grants exemption from certain requirements 
Subsections 111 0 3 * HI 0 re reactor cooUnt pump 
oil collection sys Commitment to protect redundant 
expected to be completed by 041231 

miller, u R Operating Reactors flranch □ a4/0//1l 

Nortboin States Poiuer Co 2pp 2^.143 331 24X 

Fiche 50-282,84/07/31. 0408200484 


of iOCFR50, App 
1 ob f 
cab 1 mg 

MUSDLF, D M 


R. 


--8403200489 Exemption from certain I'oqu Irements of lOCTRSO, App R, 
Subsections III G 2 f* I U 0 re Fire Areas 1 N 71 «< reactor 
coolant pump lube oil sys 

eiSENHUT.D 0 Division of Licensing 84/07/31 Northern States 

Power Co 7PP 26143 313 a4X Flche 50 282,04/07/31,0408200404 


□400300176 Forwards Rev 7 to "Northern States Power Co Corporate 
Nuclear emergency Plan " Rev includes changes resulting fi om 
annual internal revi eu>, updot e 6 cei li f i cat! on of emergency 
p luns e< agreements 

FEY. F L Northern States Power Co 04/00/02 Region 3. QffiCB of 

Director 4pp 26302 106 Q4XFiche DO-000, 84/00/02, 0408300176 


— 8408300180 Rev 7 to "Not therfi States Power Co Corporate Nuclear 
Emergency Plan " 

HUDSON. 0 , FEV, F L , LARbON, C E Northern States Power Co 
04/08/02 il6pp 26302 1 lO ?4X Fiche 50-000.64/00/02, 
9408300176 


— 9406300183 Revised "Radiation Environ Monitoring Plan " 

CLARK, 0 « . FEY, F L Northern Stutea PDu»er Co 04/02/29 l4pp 
26302 226 24X Flche 50-000,04/08/02.8408300176 


BA081000S9 Forwards IE Safeguards Insp Repts 50-202/64-10 t> 
90-306/04-09 on 840709-13 V notice of noncomp 1 latice Notice 
of none ompl J anc 0 withheld <i ef 10CFRV3 2i ) 

AXELbON.WL Region 3. Office of Director 04/00/03 LARSON, C E 
Northern States Pawor Co 2pP J25987 068 24X 

richu 50-202- 04/00/03, 0400100029 


— 0409100037 It Safeguflirds Insp Repf* 5O“.>82/04- 10 f 90-306/ 84 -09 On 
040709-13 Noncomp I i anc 0 noted failure to provide effective 
barrier in portion of protected area purimefcoi Details 
withheld (ref 10CFR73 211 

KNICELEV. J R Region 3* Office of Director Q4/0B/03 Spft 
05907 070 24X FithP 50-282,04/00/03,0400100029 


^409160311 Monthly op4ratinp lept for Jwl 1984 W/B40809 1 tr 
flUITEfi.G H , HINTZ. D C Wisconsin Public Service Corp B4/07/31 
5pp 26106 262 24X Fiche 50-305. 84/07/31 . 040016031 1 


I Reportable occurrences. UERs ^ related correvpondence 


1408060344 LEfi 04-012-00 on 040628, both trains of ao* Hjary bJdg 
special vent sgs inadvertently started during perforr'ante of 
IS.C procedure Caused by personnel error Doth trains secured 
le realigned for normal operation W/840737 I tr 

OERNHOFT, S r HINTZ.D C Wisconsin Public Service Corp 04/07/37 
Ip 35939 147 24 X Flche 30-305 84 /07/P 7, 04 00 (>60341 


I4DHO0O51O lER B4-013-00 on 840702, tra j r> D of auxiliary (pldg special 
ventilation sys ran for no apparent reason Causrd ti/ 
burnt out Johnson solenoid valyo coil in closed position 
Design change initiated to replace valves W/04D00I Hr 
&ERNHDFT. S , HtNTZiD C Wisconsin Public Service Corp 04/08/01 
3pp 25975 259 24 X FiChe 50-309^84/00/01,8408000310 


M080S0033 LER 84-014-00 on 840703, Hss of power on instrument bus IV 
resulted in partial loss of i nstruri^bntatlan. alar/ni 6 level 
contr-ol problems on steam generators Caused by loose 
connection of ac output breaker 52 connector W/840BDa Itr 
HARCHliM , HINTZ.D C tiisebnejn Public Service Corp 04/00/02 
3pp 25962 151 24X Fiche 50-305, Q4 /OB/ 02, 0400080033 


0400310173 Ack receipt of 04O6PS Rov 4 to etnergoncy plan Next rev 
should include dotcriptlon of onsitr L offsite environs *< 
rai 31 ologl(,aI monilorlnp drills << monthly communications 
check 

PAPERIELUO. C J Region 3, Office of Onoctor 04/00/27 
LARSaN, C E Nurtlieni Status Fowoi Co 2pp 26119 141 24X 

Fiche 30-2a2, 04/00/27, 04OB31OJ A1 


F Operating licence stage doquioents > correspondence 


84000/01 to Oonor ic Ltr Ga- 19 to all licensees of operating reactor*, 
applicants for OLb ?♦ holders of CPs ro «ivai lab i 1 i ty of 
SuppI 1 to NUREO-0933, "Pr itit 1 ti I at i on of Generic Safety 
Issues " Sve I tst one I 

ClbENHUT.D Q Division of Licentting 04/00/06 Consol 1 dated 
Edison Co of Neiii Vork, Inc iRfrp 26129 238 24X 

riche 50-000, 04/00/06, 04080701 iO 


□408160462 Summary of 040724 meeting w/Neatinghouse Owners Group re 
upper plenum injection for two loop plants 

DlfANNI.DC Oporating Reactors Branch 3 84/00/09 Operating 

Reactors Dranch 3 4pp 26100 3?7 P4X Fiche 30-000. 04/00/09, 
0400160482 


8400200279 Generic Ltr 04-20 to all licenaoes of operating reactors it 
applicants for OUs rc scheduling guidance for licensee 
submittals of reloads that involve unrevlewed safety 
quostluns 0vc U4t pnc] 

ClfiCNHVJT. D G Diviaion of Licensing 04/00/20 Consolidated 

Edison Co uf Now Yoi k, Inc I7pp 26276 244 24X 

riche 30-000.84/00/20. 8400200275 
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trsp-fiction teports. lE fiulletif's r c orre^pond^itc e 


fl4O72S0&^9 IL Info Notice Opeititins FjipBiier>ce re Moisture 

rntrufitoh in Ssf e ty -'Re J a t e d Elect? ical Equipment at 
Commercial Poue’' Plantg ” S»c list cncl 

E L Divisjon of Emeigertcy Preparedness *' Engineering 
Response {Post 030103) BA/Q7/P7 Consolidated Edison Co of New 

York, rtit. Il9pp SIGAS Od? 2/}X Flche 50-000. 84/07/S7i BdO72S0229 


0'loaO7Oia9 Ac k receipt of G<10'^13 1 tr informing NRC of steps taken to 
correct Violations noted in IC Insp Ropts SO-SBS/OA-Od h 
50-30A/B4-{)4 Corrective actions le sgs blocking V tagging 
appropriate 

SHAFER,!' D Region 3. Office of Director 04/07/31 LARSON. C E 
Northern States Power Co 2pp 35949 349 S'lX 
Flche SO-303. 04/O-//31 0408070109 


— 0403070177 Responds to NRC 840i29 llr re violations noted In IE Insp 
Repts 50-202704-04 t 50-306/04-04 Corrective actions reactor 
coolant vent sgs solenoid valve fuses removed fj will not be 
installed until requirements met 

LARSON, C E Northern States Power Co 04/07/13 SHAFER. U D 
Region 3, Office of Director 3pp 25949 351 24X 

Flche 50“3a2, 84/07/31, 0408070189 


6408070401 Infor,Tis that neu sys of acknowledging receipt of licensee 
c arra &p ond enc e re noncomp 1 lance found during insp 
1 nst i tuted> ef f ec t 1 ve 840920 Preprinted form will be used 
rather than 1 tr 

KEPPLER.J Q Region 3, Office of Director 04/00/03 

Commonwealth Edison Co 3pp 25942 180 24X Flche 50-000,84/00/03. 

6400070401 


0400100029 Forwards IC Safeguards Insp Repts 50-202/64-10 V 
50-306/04-09 on 040709-13 t notice of noncomp 1 lane e Notice 
of none ofTp I lance withheld (i ef |OCrn73 21 ) 

AXELSON.k' L Region 3, Office of Dupe tor 84/08/03 LARSON, C E 
Northern states Power Co 2pp 25907 060 24X 

Flche 30-203.04/08/03,8400100029 


— 8409100037 IE Safeguards Insp Repts 50-282/04-10 t< 50-306/04-09 on 
640709-13 Nqncnnp J lanc e noted failure to provide effective 
barrier m poiilon of prt>tei.ted area perimeter Details 
withheld (ref i0CFR73 2 i) 

KNICELEY, J R . BELANGER. J L . CREED. J R Region 3. Office of 
Director 84/00/03 2pp 35907 070 24X Flche 50-202,84/00/03. 

0400100029 


0408010333 IE Info Notice 04-59, "Deliberate C irc umventing of Station 
Health Physics procedures " Sve list end 

JORDAN. E L Division of Cmetgetiuy Pi epai edness b Engineering 
Response (Post 6301031 84/00/06 Consolidated Edison Co of New 

York, Inc I 22 pp 26060 001 24X Fithe 50-000,84/08/06.0408010333 


B40S010337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list encl 
JORDAN. E L Division of Emergency Pieparedness Engineer ing 
Response (Post 830103) 84/08/06 Consolidated Edison Co of New 

York. Inc I23pp 26067 150 34X Fiche 50~000, 04/00/06. 04OBOIO337 


©408070120 IE Info Notice 04-61. "Overeiposure of Diver in PWR 
Refueling Cavity " Sve list encl 

JORDAN, E L Division of Emergency Preparedness &> Engineering 
Response (Post 830103) 84/06/08 Consolidated Edison Co of New 

York. Inc 120pp 2612? 118 24X Fiche 50-000.84/08/00.0400070120 


©408070376 IE Info Notice 84-62. "Therapy Ni sadmini stratiOns to 
Patients Uridergoinq Co-60 Telethcrapy Treatments " 8 vc 
list end 

GRACE. J N Division of QA. Safeguaids f Inspection Programs (Post 
a30103k 64/08/iO Consolidated Edison Co of New York. Inc 

laSpp 26130 001 24X Fiche 50-000,04/08/10.8400070376 


©408100009 IE Info Notice 04-63. "Defective RHR Replacement Piping " 
Sve list cncl 

JORDAN. E L Division of Emergency Preparedness 5 Engineering 
Response (Post 030103) 84/08/13 Consolidated Edison Co of New 

York, Inc M9pp 26197 218 24X Flche 50-000,84/08/13,0400100009 


©408100038 IE Info Notice 84-64. "BUR HPC I Initiation Seal-In & 
Indication " Sve list encl 

JORDAN, E \. Division of Emergency Preparedness y Engineering 
Response (Post B30i03) 84/00/15 Consolidated Edison Co of New 

York. Inc 104pp 26190 093 24X Fiche 50-000.04/00/19.8408100030 


©400100021 IE Info Notice 04-65. "Underrated Fuses Which May Adversely^ 
Affect Operation of Essential Electrical Equipment " Svc 
list encl 

JORDAN. E L Division of Emergency Prepai edness & Engineering 
Response (Post 030103) 04/08/16 Consolidated Edison Co of New 

York. Inc llSpp 26198 00 1 a 4 X Fiche 50-000,04/08/16.0408100021 


B40B100055) If Info Notice 04-66, Undetected Unavailability of 
Tur b inc'-Or I «<en Auxiliary Feedwater Train " Svc list encl 
JORDAN. IZ L Division of Emeige?icy Preparedness b Engineering 
Response (Post 03OlO3> 84/08/17 Consolidated Edison Co of Neu 

York, lT>c I20pp 26276 001 24X Fiche 50 - 000 , 04 / 08 / 17 . 040810005 5 

0408140208 IE Info Notice 04-67, "Recent Snubber Inaervice Testing W/ 
Hiflh Failure Rates " Svc list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) B4/O0/17 Consolidated Edison Co of Now 

York. Inc 122pp 26276 122 24X Fiche 50-000,84/08^7.8408140200 

0400210142 IE Info Notice 04-60, 'Potential Deficiency m Improperly 
Raced Field Wiring to Solenoid Valves " Svc list encl 
JORDAN. E L Division of Emergency Preparedness t Engineering 
Response (Post 830103) 04/08/21 Consolidated Edison Co of New 

York. Inc l{3pp 26329 000 24X Flche 50-000.84/08/21,8408210142 


S Reportable occurrences, LERs related correspondence 


84O821029B Part 21 rept re separation of rod eye connected to piston 
rod from threaded portion of piston rod at approx 750.000 
lb stress load Caused by insufficient matl thickness to 
withstand faulted load Mail certification end 

MILLS,C R Chicago Fluid Pooer Co 04/00/16 Director's Office. 

Office of Inspection and Enforcement 4pp 26100 349 24X 

Fiche 50-202.84/00/16,8400210290 


V Operator Examinations 


0400140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc. except info for exacninors 
WALKER. R D Region 3. Office of Director 04/00/10 Michigan. 

Uhiv of. Ann Arbor. MI 2pp 26051 198 24X Fiche 50-000. 

84/08/ 10 . 8400140426 


8400230526 Advises that operator 6 senior operator licensing exams 
scheduled for 041113-13 Matl listed in encl "Ref Matl 
Requirements for Qperator/Senior Operator Licensing Exams" 
requested by 040913 

WALFER.R 0 Region 3. Office of Director 04/00/17 LARSON. C E 
Northern States Power Co 5pp 26212 338 24X 

Pic lie 50-202.04/00/17.8400230526 


8400230132 Informs of fevieui of 040705 Itr which clarified 
interpretation of on-sbift tiaining requirements Util will 
be required to provide documentati on that senior reactor 
operator upgrade candidates comply w/listed requirements 
WALKER, R D Region 3. Office of Director 84/00/20 LARSONj C E 
Northern States Power Co 2pp 26209 061 24X 

Fiche 50-000.84/08/20. 8400230132 


DOCKET 30-309 MAINE YANKEE ATOMIC POWER PLANT 


F Security, medical, emergency 6 fire protection plans 


8406030000 Forwards fire haiards evaluations for primary auxiliary & 
svc bldgs Evaluations denonstrate that structures maintain 
acceptable level of fire protection equivalent to 
requirements of 10CFR50, App R 

WHITTIER, G D Maine Yankee Atomic Power Co 04/07/23 MILLER, J R 
Operating Reactors Branch 3 Spp 25906 010 24X 

Flche 50-309, 84/07/35. 8408030008 


8400140399 Public version of Change 6 to emergency pUn.Vdl 11 

» Maine Yankee Atomic Power Co 84/00/01 23lpp 2604B 090 24X 

Flcho 50-309,84/00/01.8400140399 


0400230487 Forwards IE Insp Rept 50-309/04-12 on 040604-00 U notice 
of violation 

MARTIN. T T Division of Engineering 6 Technical Programs 84/08/02 
RANDAZZA. J 0 Yankee Atomic Electric Co 2pp 26212 240 24X 

F i cho 50-309, 04/08/02. 8400230407 


--0403230492 Notice of violation from insp on 040604-Oa Safeguards info 
withheld <ref 10crR73 21) 

n Region i, Office of Director 84/08/02 Ip 26212 242 24X 

FI phe 50 -309, 04/08/02. 8400230487 


— 0408230495 IE Insp Rept 50-309/84-12 on 840604-00 None omp 1 lane e noted 
pliant security program Safeguards info withheld 
(ref 10CFR73 21) 

BTRUCKMEYER, R , PASCIAK.W J Region I, Office of Director 
84/07/20 6 pp 26219 243 24X Fiche 50-309.04/08/ 02.8 408230407 

8408270406 Forwards Insp Rept 50-309/84-06 on 840315-0430 & notice of 
vlolatl gn 

BTAROSTECKT.R Division of Project b Resident Programs 84/08/06 
RANDAZZA. J B Maine Yankee Atomic Power Co 3pp 96256 316 94 X 

Flche 50-309.04/08/06.8408270406 
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-'-6400^^04(17 Notice of ./i-o 1 i oni irro-n iri-ap or 94033 1 5 -0 1 !JO 

■*■ Region 1 j Office or LiiTLLtor Sii / OS/OCi 2p p 26256 319 « 4 ♦ 

Pi the 30-209, 84/oa/'06i a^oBS/Q'IOi 


— Q40B27O KO Insp Kept 50-309^U4-0 d on 840315-0430 Violations noted 
failuri^ to maintain fire protection p rocecj ore s , i neon ec t 
duxilian^ feeduatcr ueld data sheets^ lact of records dF 

tjpst tank discharge t inctjoiplete weld »n-fip 

HOLDEN. C , FERLEC.K , ORAy £ H Region 1. Office of Director 
04/09/06 t3pp 26256 321 24c Fic^e 50-309, 94-/ 08/06, B408P 70 406 


Q409230331 Revised emergencij plan implementing proc edcres- in c lud ln9 
2 SO 4 re general emcr g en-c y • 2 50 14 r® emergency radiation 
eiposure contra! ^ 2 30 19 re technical support ctr M/rev 
transmittal fom 

• Maine Vanlree Atonic Poujpr Ca 84 /ob/O'?’ 77pp 26206 054 24 < 

Fit he 50-309, e«>/OQ/09, 8408230331 


840B310204 Rev 6 to E-ne-rgency Plan Implementing Protedore 2 50 Oi 
"Dec leratlOfi tr Categ an i a tion of EmergeO'cy Condition " W/one 
overtiie table Aperture card available in PDR M/B40aa4 
transmittal form 

♦ Maln& Vankee Atomic Power Co 84/08/09 4pp 26317 223 24X 

Fichb 50-309. 94/08/09, B<;oa310204 


9408230304 Requests updated evacuation time estimate study for NRC vse 
in evaluating impact on state of etnergorvey preparedness 
Update should include listed criteria Response requested 
u 1 % h 1 n 90 dys of Itr date 

MURi-CVr T E Region 1. Office of Director 84/08/ 10 ftANDA2ZA, J 0 
Maine Vankee Atonijc Power Co 2pp 26213 247 24X 

Fiche 50 - 309 , 94 / 08 / 10.3408230304 


8400220431 InFarcns of N4C. util 6 FEMA efforts to resolve cktiien 
concern re emergi^ncy preparedness, in partic ular » evacua t ion 
using State Road 27 Request far addl mfo Issued to util 
Issue still under rev i eui 

DEYOUMO, R C Oirector's Office. Office of Inspection and 
enforcement 04/00/20 MIL(-ER, D S Sensible Maine Power 3pp 
26209 343 S-IX Fiche 30-309.84/08/20,940852043! 


9408280210 Submits status r ep b of efforts to upgrade 4- implement 
plant-specific emergency operating procedures prior to 
issuance of N'LPRE0~O737 i Supp I I before rest of industry 
WHITTIER. G D Haine Yankee Atomic Power Co B4/08/22 MlLLCrt.J R 
Operating Reactors Branch 3 3pp 26269 354 24X 

F i che 30-309. 04/08/22. 8400280210 


K Utility Final gafetg Analysis Report <F'5AR) t amends 


9408020121 Farwards updated FSAR rep lacemerit pages for Maine Yankee, per 
lOCFfl9Q 71(e> Rev reflects Cycle 8 core performance 

RANDAZ2A, vl 9 Maine Yankee Atamic Power Co 84/07/23 MlLtEH,U R 
Operating Reaetdrs Dranch 3 Ip 25801 230 243( 

Fichs 50-309. 04/07/23. 8408020121 


-8400020125- Updated TSAR replacement pages for riaine Yankee 

4 Maine Vaniee Atomic Power Co 84/07/23 35Qpp 25801 331 
24X Fiche 30-309, 84 /■07/23. 0408020121 


P Oparoiting license stage decunents t correspondence 


B408070367 Provides status on functional testing of post-accident 
sampling &ys (PA08> analytic equ i pmen t, per TM| Item It S 3 
PASS procedures ^ methodology discussed t* misunderstandings 
in NRC 831021 Itr correctftd 

HHlTTJER.O D Maine Yankee Ateffltc Power Cn 04/07/30 hlLLERiJ » 
Operating Reactors Branch 3 3pp 25944 281 a4X 
Plena 50-309,84/07/30.8400070367 


9408L6DJ67 Informs of review of 840615 Itr le auxiliary feedwater ags 
(AFl^l (TMI Item II E 1 1) Requests Tech Spec for monthly 
surveillance testing of AfU sys pumps 

MILLER, JR Operating Reactors Branch 3 04/oa/Ol RANOAZZa. J D 
Maine Yankee Atomic Power Co 2pp 26124 350 24x 

Fithe 30-309,04/00/01.8408160167 


B408170036 Advises that 833728 seismic 6 closure analysis acceptable re 
operability cf Masonellan Inti. Inc e-inch containment 
ventilation sys globe valve 

MILLER, J R Operating Reactors Branch 3 84/08/01 RANDAZZA, J n 

Maine Yankee Atomic Power Co ip 26134 360 24X 

Firhe 50-309. 84/08/01, 04O3J 700-36 


8408090173 Forwards "Assesstnont of Original Design KpthndolQgy for 
Seismic Category I Piping 8 ys at Maine Yankee Atomic Pou^e^ 

Station 

WHITTIER. G D Maine Yankee Atomic power Co 04/00/03 MILLER, J R 
Operating Reactors Branch 3 ip 25973 186 24X 

Ficha 50-309, 84/00/03. 8408090! 73 


— 84000-90 I fi-J AsseSs-nent ut Ktiyiual I'P'igri f .o th od o 1 (ujy fur bej^mic 
Categfji y I Riping Gys at name Vv.ri'.pt Atumic Pdwrr ^Idtian '■ 
HiZNRlES. J ! Yankee *,to'iiic Electi 1c Co Q4/04/v!f) 95p p 

tI57/3 I BQ ^4^ Fithe 50 JOf til/uH 03. 040B09\U ^3 


B40B57(J!li. Generic Ltr 8i 19 i& all li'^ensee^, «f operating reactors 
applicant., foi Gt •- ' tiuUiis oi CPs ie availability of 
Suppl 1 NUPEC-O-^aT. ' Ri 1 01 I tl J-ai loii or Genetic bufoiy 
Issues ’ list ent I 

EI5FNHUT. 1) C Divi-jon of licensing Pi/OB/06 ^ t on lo 1 i d ated 
Edison Co of f'cLj VorV, Inr iG|ip *'6129 24 X 

Fitho 50-000 04/0(3/06.8409070110 


B40B230291 Roqurs'-*’ fees foi P'lOil9 6 {.*^22 ip p 1 i r a L i oiis f oi amends to 
Licens" nPR-36, , h.inq j ng Toil. Spocs le stcim qeruiaior wafer 
level f coiitainnent integritij respectively 

DIGOO.It M License Fei flrinagenieni- B ranch G4'08/l^ RANDA2ZA, j tj 

Mama /an see Atonic Pouei to 3p(j 26216 126 24X 

F 1 C h e 50 - 309 . 04 / 00 / 1 7 . 84 0823029 i 


G4O8a0027D Oenei ir Lli 84 20 to all licensees of operating reactors V 
applicants fi>r OLs rp scheduling guidanto tor licensee 
submittals of ruloads that insolve uiHeviP'ijed safety 
questions Sve list enr I 

EISEMKUT.DG Division o-f li,.en*jing 04/08/20 Consolidated 

Edison Co of Neu York, !nc I'/pp 26976 244 24X 

FlchG ‘5O“OOO.O4/OJ/aO.04« 020 □2'' 5 


S40aae02J7 Responds *0 HRC leqoest to evaluate impart on safe shutdown 
oquipmeiit duo fo flooding fi on non— Class I (seismic) sySi 
component or pipe flooding will hot impact sa Poty-i el at ed 
olectrical equipment 

WHITTIER, C n Maine Yankee Atniri, Powei Co n4/<)fJ/23 MILLER. J R 
Operating Ruar’-urs Branch 3 ip 262/5 36i 24X 

Ficlm 50-309.04/08/23. 8408200227 


0 Inspection icports. If OulleMns !: correspond once 


8407250229 lE Iiifn Notice 84-5/, "Up seating Eipotience is Mtn store 
Intrusion in Sa fety-Re lat od EJectriia! Equipment at 
CommerLial Rduot Plants " Ss. r list one! 

JORDAN, E L Division of kmeigeficy Pi epai ednes s 6 Engineering 
Respofiso (Post 8301031 04/07/^7 Consolidated Edison Co pf New 

York, Inc ll9pp 25865 04 7 ?4X f > che ‘uO-000. 84/07/S7. 8407250929 


840023048/ Forwai ds IE llisp Rept 50-309/04 '12 on 840604 08 6 notice 
of violation 

MARTIN, r T Division of Eng ineei ing ff Tochnual programs 84/03/02 
RANOAZZA, J n Nankoe Atomic Flee trie Co app 26212 240 24X 

riche 30-309,34/00/02, 0400230407 


— •B408230492 Wot ice oP violation from insp on t} 4060 . 1~08 Oafs guards info 
ulUiheld (ref lOCfR/O £*1) 

« Regton 1> Office nf Dliccboi 04/03/02 Ip 26212 242 24X 

Ficliu 50 307,04/03/02,8408230487 


— 0400230495 IL Insp Rept 90- 509/04-12 oti 840604 08 Non c omp U once noted 
plant security p rug ran 0 af rqu.ii d s info ui time Id 
(ref 10CFn73 21 ) 

STflOLKMbVER. tt , HAtiCfAK.W ./ Region 1. Office of Director 
Q4/0//20 6 pp 26212 J43 'MX Flihe hO-^OV. 8,1/00/02, 0408930407 


0400010333 IE Info Notice 04-59. "Del iher.ito Circumventing of Station 
Health IMiysics Prnceduroi, " Nvr list end 

JEIRDAN, E L Division of Lmeigoncij E>i epai ednuss ?< Engineering 
Respunee (Post 030103) 04/00/06 Consul idatod Lifison Co of New 

York* IXIC I22pp 26060 001 24X riche 00-000, 04/08/06, 040801O33T 


840801033/ ir Info Mgtice 04 60, "failuie of Au Purifying Respirator 
Filters to Meet Efficiency NeqtilromonL " £ivc list enc I 
JdROANi E L DivimeH of emergency F^reparedness 6 Ingincorlng 
nespoiise (Post 03{llO31 04/03/06 Canunil dated Edison Co of Now 

York, liic I2app 2606/ 150 24X Fiche 90' 000, 84/00/06. 840801033/ 

8400270406 roewards Inap Rept 90-309/H4 *06 on 340315-0430 6 notice of 
vIc}l^lt 1 on 

BTAROaTECKl.R Okvisitin of P reject t Resident F‘iog rants 04/08/06 
RANDAZZA.J B Metric Yankee Atomic Power Co 3pp 26256 3 t 6 94X 

r i r h o 50-30 7 . 34 /OH/06 . 04 002 70406 


— 0408970407 Notice of violation fr-nm insp on 840815-0430 

•• Region (, Office of Direr tni 84,03/06 2pp 26256 317 24X 

Fiche 50 '309 . 04/00/06, 84082/0406 


—0400970410 Insp Rept 50-309/04 06 on 040319-0430 Violations neted 
iFailufo tp mainlain fire pro-lertjon procedures, incorr ec t 
aiivillary feeduatci sijs weld data sheel.^, lark of records of 
test tank disrlunge t t nc omp I e t o wold insp 

HOIDEN, C , rrni.K'.K , ORAY.L H Region 1 , Off ire of Director 
04/00/06 13pp 26256 321 24X Ficho 50-307,04/00/06.8408270406 
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137 


a408070i:?0 IF Info tJotic? 84 <*,] "0 /ere > posure of D»ver in PUR 

Ref Lpe ling Cavittj ' Ssc list end 

JORDAN. F L Division uf Eiiieigencij Prep^t ednoss t Fng i iieer Ing 
Response (Post aaTlOlJ 8 <) ''00/00 Consolidated Edison Co of Neu 

Vort. me 120pp 26127 llti 24 X Fjcht? 50-000.04/08/00,0403070120 


B4O0O7O37A IF Ini-o Notice 84-62. ' fhei apy Ni sadPii ru strat i ons to 

Patients Undergoing Co-60 Toletherapy Treatments " Si/c 
list enc i 

GRACC, J N Division of QA Roteguciids 6 Inspection Programs (Post 
330103) 34/03/10 Consolidated tdison Lo of Neu/ Vorfc. Inc 

125pp 26130001 24X Fiche 50-000, 04/08/10, 0408070376 


S40'9100007 Ih Info Notice 04-63, "Defective RHR Replacement Piping " 
Rve Hat end 

jORDAVi F L Division of Emergency Preparedness \ Engineering 
Reoponse (Post 030103) 84/08/13 Consolidated Edison Co of Neui 

York. Inc 119pp 26197 210 24X f'lche 50-000.84/00/13.8400100009 


0408100038 IE Info Notice 84-64, "DWR Hpc I Initiation 8eal-In 6 
Iiiditation " Sve list enc 1 

JORDAN, E t Division of Emergency Preparedness ' Engtnoerlng 
Response (Post 030103) 84/08/15 Consolidated Edison Co of Neui 

YorJr, Inc I04pp 26193 093 24X Fiche 50-000.84/08/15.0400100030 


840B100021 IE Info Notice 84-63, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list end 

UORDAN*E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/08/16 Consolidated Edison Co of New 

VoTt, Inc nspp 26198 001 24X Fiche 50-000.04/00/16,0400100021 


0408100055 IE Info Notice 64-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Sve list end 
JORDAN, E L Division of Emergency Preparedness 6 engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co of New 

York, Inc 120pp 26276 001 24X Fiche 50-000.04/00/17.0400100033 


G4O014O2O8 IE Info Notice 84-67, "Recent Snubbor Inservice Testing W/ 
High Failure Rates " Sve list end 

JORDAN, E L Dlvisien of Emergency Preparedness & Engineering 
Response (Post 030103) 84/08/17 Consolidated Edi son Co of New 

York. Inc 122pp 26276 122 24 X Fiche 50-000.84/08/17.0400140200 


0400210142 IF Info Notice 04-60. "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Ualves " Sve list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/09/21 Consolidated Edison Co of Now 

Yprfc. Inc llSpp 26329 008 24X Fiche 50-000,04/08/21.8408210142 


S Reportable occurrences, I FRs 6 related t orrespondence 


0400030272 LER 04-009-00 on 840622, noise spike in Channel provided 2 of 
4 coincidence ♦. tripped reactor Control element assembly 
(C£A) group manually tiippcd when reactor operator attempted 
to drive in shutdown CCA group W/840/26 I tr 

SMITH. 6 P . WHITTIER. (? D Maine Yankee Atomic Power Co 84/07/26 
4pp 25917 254 24X FtChe 30-309.84/07/26.0400030272 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION. UNIT 2 


F SBeurity, medical, emeigency 6 fire protection plans 


8408030236 Ac k receipt of 04O6OB Itr informing NRC of steps taken to 
correct violations noted in IE Insp Hepfcs 50-272/04-10 
50-311/84-10 

DELLAMYj R R Division of Engineering t Technical Programs 
84/07/ia UDERITZ.R A Public Service Electric & Gas Co of New 
Jersey gpp 25917 192 24X Fiche 30-272.84/07/16,8408030236 


— 0408030247 Responds to NRC 040504 Itr re violations noted In lE Insp 
Repts 50-272/84-10 & 50-311/04-10 Corrective actions revised 
emergency plan brochure distributed in Feb 1904 I. emergency 
response training program undergoing review & evaluation 
LlDENrE A Public Service Electric 6 Oas Co of New Jersey 
04/06/00 MARTIN. T T Region 1. Office of Director Bpp 
25917 194 24X Fiche 50-272.84/07/18,0408030236 


B408070G65 Forwards corrected page to 040612 confirmatory order, 
confirming Dec 1936 schedule for imp lemonta t i on of Supp 1 1 
to NUREG-0737 Generic Ltr 02-33 re completion of 
structural mods to technical support clr W/o end 
VARGA. S A Operating Reactors Dranch 1 04/07/26 UDERITZ.R A 

Public Service Electric !< Gas Co of New Jersey 3pp 25955 319 
24X riche 50-272.84/07/26.8400070065 


8408100093 Advises that 040106 Rev 0 to Amend 3 to physical security 
plan 1.0 n tinge nicy plan consistent w/ provisions of 
l0ChR50 54(p) r< acceptable 

MARTIN,! T Division of Engirieoring i. Technical Programs 84/08/02 
ODERITZ.R a Public Service Electric h Gas Co of New Jersey 3pp 
25991 001 24 X Fiche 50-272.84/08/02,0408100093 


8408150223 Forwards responses to 040504 ltr re INEL rept on util 
confornartce to Reg Guido 1 97 requirements for emergency 
response capability 6 Supp I I to NUREG-0737 Changes to 
B30921 implementation plan listed 

LIDEN.L a Public Service Electric fc Oas Ca of New Jersey 

04/00/09 VARGA. S A Operating Reactors Branch 1 9pp 26066 001 

24 X riche 50-272,04/00/09,8400150223 


0408210408 Informs that FEMA does not intend to conduct full-icale 
evaluation of Hope Creek 1905 exercise Since Balem Unit 1 OL 
issued prior to 820713, full parbi c i pation in 1905 not 
required by NRC or FEMA rules 

KRIMM. R W Federal Emergency Management Agency 04/00/13 
JORDAN. E L Division of Emergency Preparedness t* Engineering 
Response (Post 030103) 2pp 26177 256 24X Fiche 50-000.04/08/13, 

8408210408 


0408220428 Notification of 040906 meeting w/util in Detheeda.MD to 
discuss addl App K exemptions 

FISCHER, D C Operating Reactors Branch I B4/0B/16 VARGA. 8 A 
Operating Reactors Branch I 2pp 26201 362 24X 

Fichc 50-272.04/08/16,0400220420 


K Utility Final Safety Analysis Report <FSAR) & amends 


8408020100 Forwards Rev 3 to updated FSAR for Salem Generating Station. 
Units I f< 2 Changes made per 10CFR50 59. but not previously 
submitted to NRC, Ident i f 1 ed in monthly operating repts 
LIDEN.E A Public service Electric It Oas Co of New Jersey 

04/07/23 VAROA. S A Operating Reactors Branch 1 6pp 25910 076 

34X Fiche 50-272,84/07/23,8408020100 


— B4O0O2O1OS Rev 3 to updated FSAR for Salem Generating Station. 
Units 1 Sc 2 

a Public Service Electric 6 Oas Co of New Jersey 64/07/22 
439PP 25910 082 24X Fiche 50-272.84/07/23.3408020100 


P Operating license stage documents correspondence 


0400070059 Grants extension until no later than Jul 1904 for 
submittal of rept rc reactor vessel matt surveillance 
program 

EIS6NHUT. D G Division of Licensing 64/07/13 UDERITZ.R A 

Public Service Electric t Gas Co of New Jersey Spp 25953 329 

24X Fiche 50-31 1. 84/07/13, 8400070059 


8408130362 Revised Pages 6 & 7 to Salcm.Unli 2 Cycle 2 startup test 
rept W/a40730 Ur 

LIDEN.L A Public Ser\lce Electric 1 Oas Ca of New Jersey 
04/07/30 , MURLEY. T E Region I, Office of Director 5pp 

26010 307 24X Fiche 50-311.84/07/30.8400130362 


6408190^45 Forwards revs to Cycle 2 startup rept 6 safety evaluation 
of util rod exchange methodology 

LIDEN.E A Public Service Electric t Gas Co of New Jersey 
84/07/30 VARGA, 8 Operating Reactors Dranch I lOpp 26079 299 
a4X Fiche 50-272.04/07/30.8408150245 


8400070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re availability of 
Supjil 1 to NUREO-0933, "Pr ior I ti latlen of Generic Safety 
Issues " Sve list encl 

EIBEfTHUT, D G Division of Licensing B4/0B/06 Consolidated 
Edison Co of New York, Inc I8pp 26129 238 24X 

Fiche 50-000.04/00/06.0408070110 


6400200343 Forwards drawing of proposed upgraded core exit thermocouple 
sys showing layout of major components, per TMl Item II F 2 
LiDENi E A Public Service Electric It Oas Co of New Jersey 

64/08/13 VARGA. 3 A Operating Reactors Branch I 4pp 26131 001 

24X Fiche 90-272,84/08/13,8400200343 


0406310554 Requests listed addl info re environ qualification of 
electrical equipment important to safety remaining 
outstanding justifications for continued operation Addl info 
requested by 040027 

VARGAf S A Operating Reactors Branch 1 34/00/13, UDERITZ.R A 

Public Service Electric tt Gas Co of New Jersey 2pp 26195 259, 
24X Fiche 90-272.04-/08/13,8408210554 
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Q2lCI3:35' Submits jnrc to suppo-i QlUbSl rs-qoett ter relief ♦•tu'' 

rticlei JUS ■^252 I iWu 5Z> <:> ur r^iigr ’j Pressure 

Code I Sec *■ V Gn x I (Relief Teq.ulied otLeiuse no viable 
leans of heating certaih fonponerits ciists 

IDtN.L A Public Ser ice Clectnc • Ga= Co ot Neu Jersei* 

U/08/15 'v'AHOA. S A Operating Reactors OrariLh I =?pp 26179 340 

24X Fiche 50-372-04/08/15 B4082t0335 


84072 5''^ r IL 
Intrubin, I Cl 
Commti I 1 <1 F> 
JUKDAN, l i. 

Fiespoiiat^ i.f\ 
Yqi 1i In- 


Into i.iM E ti , , I upwiociruj t-peiierice te Moisture 
^ elat'd Cle'^ricil E<tuipfneT't at 

" * I list cnci 

liTiLriji>ri 'f F*Tenaf*“dTi^^6 ^ 

. . Consolidated edisom Co of rie-a 

IWpp ,jQcj 5 '.4^ _4* rich.* 50-000 B‘l ^0’' '2"^. Si40735C22''' 


tju.tr t- i j«i 

(yivi-,1 . 
-t Qjr.i, 1 


)Q24D117 Foruiarcts suppl to B30422 response to Generic Ltr D3-10D re 
Ian for resolution o-f Th I Action IteiD II K 3 5r 'AutomatiiC 
Trip of Reactor Co-olant Putrps 

-!DEN. E A Public SerMce Electric t o^s Co of Hew Jersey 

R4/0a/15 VARGA. S A Operating Reactors Branch 1 5pp 26220 224 

2411 Fiche ?0~272. 84^08/15 0409210117 


082002/5 Generic Ltr 04-20 to all licensees of operating reactors 6 
applicants for QLs. re scheduling guid.ance for Ixienaae 
sobnittals of reloads that involve uhrevieiued safety 
questions Sve list end 

EISEHUJT, D 0 Di ision of Licerisihg 84/08/20 t, onbo 1 l dated 
Edison Co of Heui VorV- Inc I ^PP 26276 244 24X 

Fiche 50-030 94/00/^0,0408200275 


108280330 Requests remittance or add 1 fee for review of 790209 ?, 
GlOBlO applications to anetid Licenses DPR-70 *' DPR-75 
miller* W O License Fee Management Bianch B4/0Q/23 UDERlTZiR A 
Public Service Electric V Gas Co of New Jersey 2pp 26294 081 
24X Pjehe 30-272.84/08/20-8400280333 


IrispeLtior reports, IE Bulletins K correspondence 


408030259 Forwards IE Insp Repts 5^-272/04-21 t 50-311/04-^1 on 
840529-0601 Nd violations noted 

MARTIM, T T Division of Eng i near i ng ♦/ Technical Programs 84/07/11 
UDERnZ*R A Public Service Plettnc t Gas Co of New Jersey 2pp 
25917 344 24X Fiche 50-272104/07/11,0400030299 


“8403030267 It I hap Repts 50*2/5 '84-21 f 50-311/04-21 on 940929-0601 No 
violations noted Ma )or areas inspected radiation protection 
program, me lud mg A..ARA imp I emetita Lion, e i ternal crposure 
control V surveillance f posting 

DFIAQDUN, T . SHA-JBAl' /. 11 Region I, Office of Director 84/07/09 
5pp 21917 246 24x Fiche 50-372,84/07/11,0400030239 


9400030216 Ack receipt or 840609 Ut ini-orming HRC of steps taken to 
correct violatioTiS noted in IE Insp Repts 50-272/B4-10 h 
50-31 1/94-10 

BELLAMY, R P Division of Engineering f Technical Programs 
04/07/lB UDERITZ R A Public Service Electric t Gas Co of New 
Jersey 2pp 259L7 192 24X Fiche 50-272,04/07/19,8408030236 


04OB J30A_ ■* f'.rijsTd* It rg» 
on OAn,'! f 
STuRGIj I El. P I F I 'I 
UDERM Z ff Pub I I V ".ei , Vi. 

25907 O’ ^ 2 .X r n.hc ‘O 


hit e tiny 50 2/S'ki4-30 * 50-3jj/a4-P9 


't 'J ' e« t * 
i> L I <. k c I 1 c ' 
<L“*r‘ 04' A' 3j 


Pesiderit Programs 

Las C 'j ut- Neiu Jerse 

a4080jon.'7 


84/07/30 
y 2pp 


— 8403030",, 1 It 'iL’etiiig fU p t ^ 50 ?-';/e4-30 • 50-311^04-29 on B4D7J«? 

Maj'n ai asb di*ciissed r*,-jicmi ot acuun plan t-or 

inp rt> *en.L-nt nr mivloar d r p t up^'r at i ohs* - ubmi t ted to NRC i n 
Aun iVt* li to tef,>nt map riridinqt 

I IN.VILLE J C NGRRHOLrl L J F{«glOn 1. Office of Director 

Q4/0'/26 Jpp J*. x Fiche 50 '2''2, 34/0’/ JO, 8409030027 


B4O03OO(,43 Forwaids IE Iiisp Repts 50*2/2^04-24 / 50-311/84-24 on 
□ 40529 Ho VI p l£ 3 *- ions noted 

MARTIN, f T Division af (nQmqpTing h Technical Pi ourams aa/OT/iA 

UDEllIiZ.R A Public ‘^ervire Electric * Gas Co of f%u» Jerser 
26140 210 e'4X rirhe 50 04 '0 ^/ 30. 8409200043 ^ 


— 8409200052 IE Inip Repts 50- 2''2^ 84- ?4 », 50-411/94-24 on 940529 Nq 
vmlaticins nd^ftd Fiojor at e .s inspected circumstances 
suriounding unsportat ion accident near Rock Springs. WV, 
incFiiAing shippiiiq doc umen tar i on. was t e paukaging t shipment 
EVfrtfiT.n J , HAH , R E Rtigion 1, Office of Director 84/06/J8 
3pp *-’6140 21? Ftci, f ^O-PVP^, 84/07 /3i), Q40Q200O43 


□4O8070?3r Ffjr wards IC Hg I F.enting. Repts 
040 

STAROttl FClM , R Division of F'rQjUi,t ' 
UDERliZ.fl Public Sdfvice Electric t 
2*5740 2 fJ 2;x Ficho 72- 8 l/UB/02. 


50 272/04-30 ^ 50-311/04-39 on 

Resident Programs 84/00/02 
Gas Co of New Jersey 2bfl 
e4Cjn070232 


“-04OflO7Or37 ir riqt Meeting Repts tO -2^2, 04-30 *• 50-3U/Q4-a9 on 8407J9 
Major ai eas dibCuuscd stitua of ac i 1 or plan for improvement 
of nuclear depi* opec t mis , i nc 1 ud m g 1 « sporis iven ess to insp 
Finding 5 

LlNVUlE, J C . NQHfHjCl h L J flegion I, Office of Director 

04/O//26 6flpp ^1743 235 J-lX Ficnc 50-27?, 84/08/02. 8409070333 


04OBOiOJJ1 in Info Not lie 84 59, Delitiotate C 11 r umvent ing of Station 
Health Physics FH [it fd uro s ' Ci c lust erci 

JQRIJAH. E L DivietOTi of nmeryeory Preparedness *' Engineering 
Responst' Ff’ost 030101) B4/O0/O6 Coiisolidatod Edison Co of Hew 

York, Ihc I22pp 26060 001 24X Firho 50-000,34/09/06,9409010333 


--94-OQ030S47 Respchds to NRC 840504 5t:r re violations noted in !E Inap 
Repts 50-272/94-10 f 30-311/94-10 Corrective actions revised 
emergency plan brochure distribut«'d in Fob 1984 F, emergency 
response training program undergoing revieu 6 evaluation 
LIDEN.E A Public Service Electric L Gas Co of Nem Jersey 
94/06/09 martin, T T Region i, Ot-fice of Director Bpp 
23917 194 ?4< Fiche 30*-27a, 04/0 7/ iQ, 0400030236 


Q40BD 1 0 J J/ ir Infb Ntj*ire [J4 6U. ‘FkJilure of Air (■’tirifying Respirator 
Filters to FU*o<^ Efficiency Rrqu i remefi t ' Sve list enc I 
J-DFlDAN, r 1 |}i/i^)on cjf rmorgencij Preparedness I, Engineering 

ReupoTise fPnjF FHJl<^'’3) tSA/OT/OA f or sol idated Edison Co of Meu 

York, Inc I23pp 260')’ 150 ?4X Fiche 50-000,94/08/06,9408010337 


1409160270 Discusses IL enforcement cvnfftrence on 94062/ t poriuards 
notice of violcition associated u/lC Insp Rept 50-311/94-22 
on 640529-30 Ylolation classified as Seventy level IV 
STARDSTECm.R Division of Project f Resident Proyrams 04/07/20 
UDER1TZ,R A Public Service Electric L Gas fo of F^pu Jersey 3pp 
26106 172 24X FichS 50-311.04/07/20,8408160270 


-04Q016O2QI Notice ot .riolation from insp on B40529-30 Violation noted 
On-the-spofc change made on S4052B lo operating procedure 
gove-rnmg method to maintain pressure control, re sul 1 1 n .9 In 
blockage of automatic isolation function 

'll Region 1 , Office of Director Q4/07/E0 2pp 26106 175 24X 

FlcAe 50“3lli 84/07/20, a408t6D=‘’7O 


3408150366 Forwards IE Insp Repts 5O-'2/2/04-23 A SO-3H/B4-23 on 
840609-0706 8, notice of violation Doth aspects of violation, 
including failure to include mechanical snubbers in formal 
snubber surveillance p rogram, shou Id be addressed 

STARQSTECKI, R Division of PiojeCt > Resident Programs 04/07/25 
UDERITZ,R A Pubiic Service EUctric b Gas Co of Maui Jor sey 2pp 
26073 J66 24X Fiche 50-272*04/07/25,0400150366 


■B4O015O360 Notice or violation from insp on 040609-0706 

* Region 1* Office of Director 8^/07/25 Ip 26073 i60 24X 

Fiche 50-272,84/07/23.8406150366 


Insp Repts 50“?72/B4 23 ♦ 50-311/64-23 on 840609-0706 
otffd failure to establish piocedure to perform 
"irg af siafe* y-relatod equipment *t m»chanic,il 

.,MM<rn=H q j E Rfeglon I, Offlire of 

pp 26075 169 24X FUhe 50-272,84/07/25, 


Q408t)/0l?0 ir Info riqtice CI4-Z)1, 'Gv ore * pos ure of Diver jn PWR 
Re Fug I trig OaviLy " Bvi IipI encl 

J art DAN, P i DivlsiiHi of ( mei gprtctj I'opar ednoss V Engineering 
Roopofii*e Ff^ust OJUlOJi 1)4/09/011 Consolidated Edison Co of Hew 

York, Inc )20pp *^'61?'/ I lU 24kl Ftche 30-000,64/09/08,9400070120 


B4O0O7OJ/tj ir Info Nubice 04 /jI*, 'Miioiapy Ml sadminl s trab i ons to 
Pat lent s Undergouiq Co ZjO Trletherapy Treatments ■' Sve 
list eiiL ) 

GRACE, J M Dwisinn nf OA, Ssfnyuaids f luspectioh Programs (Post 
0301031 (I4/0B/lt' Cdiisc) 1 1 da F ed Edison Co qF Meui York, Inc 

I24pp ?6I30 001 V4\ riche 50-000,04/00/10,0400070376 


0400100009 IL Info Mn+lre 04 hU "Dcfottive RMR R&placement Piping '■ 
Gvr list end 

JORDAN, i: L Division of Lmorgonry Preparedness ♦ Engineering 
Hesponoe fPost 83UlOT> 94/00/13 Consolidated Edison Cq of Heu 

York, Int. llVpp 26197 JIB ?4X Fiche 50'-000, 84/00/ 13, 9408100009 


O4OB1OOIIJ0 H Info Mnttce 04-6 1, HPCI Initiation Seal-In & 

Indication * ^ivc list, enc) 

JORDAN, E I Diviaioti of i-mergency Hreparedness t> Engineering 
Fleeponse iPost 03010T) 04/09/13 Consolidated Edison Co of Neui 

York, Inc I04pp 36193 OV'F 34 V Fiche 50-000.04/00/15,8408100038 


0408100021 ir Info Notice 94-65, *'F>nd«rr«ited Fuses Which May Adversely 
Affect Gpeiation oi Essentia) Electrirol Equipment ” Sve 
1 tat enc I 

JORDAN, C I Oividion of tmorgency Pi eparedness 7, Eni^ineering 
rtgapoiiae <F^ost 830103) 1)4/00/16 Consolidated Edison Co of Mb'- 

York, Iru llOpP 3619D 001 *14 X Fiche 30-000 , 84/08/16,0409100021 



DOCKETED ITEMS 


139 


ir 

Turbine Lii 
C L 

Re ‘■'poise (M 
/ori In'- 


Info 8*1 ' u ' U'ld e t{? . tfil Un^' .i) 1 abi I i tij of 

on Au*iliar^ r eod water Train ' £»''c list enc 1 
Dl I'-iufi or LtiJig.'i'iy Pieparedness t Engineering 
at lJT'03'i7 Consolldcited Edison Co oF Neui 

IJx'pp Tiche ■jO-OOO 0'»/OC/' 17, B408100055 


B'TOB l*-10c.‘OG It Info Tio^'lLe Ql-t/, heuent Snubbei Inservice Testing W/ 
Hig)) ruilope Rates list eficl 

JORUAW, ! i Dl' isiOn oF Fiiio rgenr i; Pi ep ar c dn e ♦» 5 Engineeiing 

Responsf. iTubt b3jiOJi Consolidated Edison Co oF Neui 

Yolk In U^'PP Pi'S^a I.'"' 2'T^ Tiche 50-000,04^08/17.0408140200 


DOCI^ET 50*3u’ RANCHrj fE' 0 UUCLEAR GENERATIW STATION 


F SecoriLg, iTiecl)k.al' energency Hfe proteutlon plans 


84083901'^'* ForiJar-ds request for addl info re emergency operation 
guidelines in order to continue review of 040131 
p lant-B p oc I f I c subnittal Response requested within 7 days of 
1 ti receipt 

RIVENBARK.G Gperating Reactois Branch 4 04/07/24 RQDRlOOEZiR J 

Sacranentu Honicipal Utility District 3pp 2S97B 079 24X 

Ficho 30-J12 04 '07 '24, B4OQO0O397 


0400210142 IL Info No* i e Q4-*0, ''P'l ten 1 1 a I Deficiency m Improperly 

noted ] icld Wiring to Soltiiuid Ua 1 ' e s Sve list end 
JCRDA'*!, I L Dl ision uf [meigency Preparedness *, Erigineering 
Response ^Post )J3010'^> 6T (Jd/2l Consolidated Edison Co of New 

York. InC llSpp 26329 008 24X Fiche 50-000,04/00/21,0400210142 


B^OeJlOlSJ Responds *-o 031106 Itr, 640lJi telcon t 840626 meeting re 
vipldtiofi in Insp Repts 50 2-^2/03-29 6 51/^311/83-31 
UiPlatiaO wi M be withdrawn * concein will be classified as 
open item 

MARTIN/T T Division of Engineering ♦/ Technical Progiams 84/08/21 
UDCRfTZ.R A Fuhiir Service Electric 7 Gas Co of New Jersey 2pp 
26322 260 24 X PiCMe 50 272,04/00/21,8403310131 


fi PcTiodic- operating ieport<> * related cni r e spend enC e 


04092002/6 Honthly optfating ii-pt fur Jul 1904 W/a4O0lO lti 

rtlLLCR, I K , /U=’/0, J M Pnblii. Sewite Electric h Gas Co of New 
Jersey 84/07/31 9pp 26139 105 24X fldhe 50-311,04/07/33, 

8400.^002 76 


e4'OBl60l42 Forwards Nuc I ear UversiQ^t Cofrimi t tee quarterly rept dtd 
84Q7wH 

LIDEN.E A Public Service Electric */ Gas Cp of New Jersey 
04/00703 VARGA, 5 Operating Reactois Branch 1 6pp 2630B 075 
24X Fichc 50-272, 84/08/03. 0400160142 


O Repui table OLCUirences, LlRs * related correspondence 


840B09QG/6 LTR 04 017 03 on 040/U3, turtle found impinged on trash bars 
in circi/lrting u^tpi sys infuke Closed by debits di awn into 
plant Nn cortoc^ive action required W''giO0O2 Itr 
nUPPr J 1 ZUPpD / M Public Seivire Electric t 6as Co of New 
Jersey 84/08 02 4pp 2597? 356 24X Fiche 50-31 J . 84/00/02. 

04080700/6 


a4O6l3O‘^B0 UER 04-ui6~OJ> on 840705, leak discovered on commofi suction 
line to cbaiginq punp., Caused by 3 inch ciack in Schedule 10 
suction header punpinq ongiTiating in toe of weld Unit 
shuCd( tun initialed Piping ref 1 seed 11/010803 Itr 

RUPP, J t . ZUPKD/ U 11 Public btivjce Electric f/ Gas Co of New 
Jersey 84/00/03 5pp 26031 303 24X Fiche 50-311,04/00/03, 

8400130580 


04O8a3OO'77 ♦'.uTiinaru ot h>j0J7 operating reactor events meeting re 
Dccuriencds since 840719 meeting List of attendees, 
significant clemenis *< status of pievintis assignments end 
GRUTCHf IFtO- 0 Assisfan* DiT'ettor fnr Safety Assessment B4/O0/16 
EISENFIUT.DG Division of Licensing 20pp 26233 249 34X 

riche 50-000, 04/08/16,9400230077 


G408300349 LER 04-018-05 on 040 /25, d ur i ng pressurizer overpressure 
protection sys functional Lest, PCS pressure rapidly dropped 
upon opening PORV block \ajve 2PR6 Valve failed to close in 
required time f resulted in leactor trip W/040024 Itr 
nUPP, vl L , 2UPKD, J M Publir Ser\tcB Electric /< Gas Co of New 
Jersey 04/00/24 8pp 2fall4 i39 24 X Fiche 30-311.04/08/24, 

0400300349 


040B3004PC LER 04-019-00 on 0'»0726, dui inq controlled cooldown tn Mode 
S, both containment spray pumps inadvertently cleared 6 
tagged while unit In Mode 4, contrary to Tech Specs Caused by 
personnel error Punps returned to sve W/040824 Itr 
RUPP, J L , ZUPKO, J M Public Service EJecbrlc 6 Gas Co of New 
Jersey 04/00/2*1 5pp 26303 20S 24 X Fiche 50-311,04/08/24. 

8400300400 


0408310063 PN8-1-84-017 on 840lI27, un i dent I f i ed male telephoned security 
post at Elevation lOO ft of Unit I on internal line ?« told 
security guar d that honb planted In containment Bomb search 
teams deployed No bomb found No explosion occurred 
DJNLAP, J , KFIMIG, FI , JOYNfcR, J Region 1. Office of Director 
64/00/^7 ip S6323 20J ?4X Fiche 50-272,84/00/27,8408310065 


840009044? Forw.*i ds reques*' for add! info re safety parameter display 
sys (CFDS) Cori^ii.i'ed implementation of SPOS acceptable 
Response reqursi-ed within 60 dags of Itr receipt 

RlVENiiARKrG Operating Reactors Branch 4 84/07/27 flDDRlGUEZ.R J 

Sacramento Municipal Utility District 4pp 25977 153 24X 

riche SO-31?, a4/0/ 27,04(30080 145 


— 0408000449 Safety evaluation supporting continued implementation of 
safety parameter display sys.per Suppl 1 to NUREO-0737 
« NfiC - No Detailed Affiliation Given 84/07/97 Opp 
2597/ 136 24X Fiche 50-312,84/07/27,0408030445 


B4OBO9O202 Summary of 8406S0 meeting w/utll 6 Dechtcl in Dethesda, MO re 
implementation of Reg Guide 1 97 requirements by licensee 
Util will provide supplemental rept to B40715 submission to 
address separation problems Viewgraphs end 

miner. 8 Operating Reactors Branch 4 94/09/01 Opdrating 

Reactors Branch 4 12pp 25992 001 24 X Fiche 90-312,84/00/01. 

8400090282 


B40S300493 Forwards Emergency Preparedness Insp Rept SO-312/04-ll on 
040610-22 6 notice df violation 

SCHUSTER.M D Region 5, Office of Director 04/08/02 
rODRIGUEZ.R j Sacramento Municipal Utility District 2pp 
36314 015 24X Fiche 90-312.04/08/02,8403300403 


— 0408300498 Notice of violation from insp on 040610-22 

SCHUSTER. M D Region 5. Ofrice of Director 84/00/02 2pp 
26314 017 24X FlChe 50-3 1 3. 04/00/02, 0408300403 


— 8400300504 Emergency Preparedness Insp Rept 90-312/84-11 on 540610-22 
Violations rioted failure to provide initial emergency 
prepsrcdnestt training to two newly appointed shift 
supervisors 6 inadequate meteorological program 
FISH/R F , PRENDERCAST, K , SCHUSTER, M D Region 9, Office of 
Director 04/00/02 I2pp 26314 019 24X Fiche 30-312,34/00/02, 

8408 300403 


8400130207 Notifies that response to B40724 request for addi info 
re emergency operating gu ide 1 ines, wi 1 1 be provided by 
841214 

RODRIGUEZ, R J Gacranenfca Municipal Utility District 84/03/06 
STOL/.J F apor«sting Reactors Branch 4 Ip 26010 056 24X 

Fiche 50-312, 84/08/06. 040013020/ 


P Opciatiijg license stage documents t correspondence 


04O031O2J4 Application for amend to License DPn-54* revi s 1 np Tech Specs 
re LER sys NSMC evaluation h description of proposed changes 
for Amend 105 fc Rev 2 tu Amend 93 end 

ROORIGUEZ.R J Sacramento Municipal Utility District 04/06/25 
EICENHUT/D G Division of Licensing App 26320 337 24X 

Fiche 50~3i 2, G4/06/25, 0400310234 


—0400310237 Praposed Tech Specs re LER sys 

» Sacramento Municipal Utility District 04/06/25 IDpp 
26320 343 24X Fiche 90-312,04/06/25,0408310234 


0408310217 Application for Amend iiO to License DPn-54, addressing 
changes resulting from D6W integrated reactor vessel matl 
surveillance program NSHC end 

RODRIGUEZ. R J Sacf amenta Municipal Utility District 04/06/37 
CieCNHUT. D G Division of Licensing 4pp 2631B 117 24X 

Fiche 30-312,04/06/27 8400310217 


— 8400310220 Prppased Tech Specs addressing changes resulting from BitH 
integrated reactor vessel matl surveillance program 
u Sacramenta Municipal Utility District 84/06/27 6p p 
26310 121 24X Fiche 50-319,84/06/97,0408310917 


04080302*50 Summary of 040713 meeting w/DlW Owners Group re non-nuclear 
instrumentation sys status Attendance list t* viewgraphs 
enc L 

KADAMOl.P Operating Reactors Branch 4 04/07/27 Operating 

Reactors Branch 4 36pp 25978 228 24X Fiche 90-000,54/07/27, 

8400000208 
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B40e-060J77 Provides sufip lenental info le USHC: for pr-opo^ed Amend lOA 
to License BPn-34 Info augcnonts olil QA0531 Itr describing 
living schedule plon 

RCIDR IGMEZi R J Sjcra.Tento (lunicip-al Utility District 04/07/31 
EISENHUT.DG Division of Licensing 2pp 2S933 35? 24X 

Fiche 30-312.Q4/07/31. a40e0fa0l77 


84080Q01AI Forwards SEH C. request for add 1 info for revleu of BAW-S702 
re Tieutron dojinetry Info reqi/ested uiitliin 14 days of Itr 
r ecoip t 

STQLZi J F Dperating Reactors Branch 4 84/07/31 RODRIOUEZ.R J 

Bacramgnto Municipal Utility District 3pp 2397? QOf 24X 
Fiche 50-312. 84/07/31. B4O0OSOi6il 


— Q40Qoa0]70 Safety evaluation Prom revieu of GAW-1702 re surve i i lance of 
Capsule RSI-S of reactor pressure ves^se 1 surveillance 
program 

♦ Office of f^uclear Reactor Regulation^ Director 84/07/31 5pp 
S5979 004 a4X FUhe 50-31 2, B4/07/3 1 , a4080a01Al 


8408070110 Generic Ltr 84-19 to all licensees of operating reactors* 
applicants for QLs L holders or CPs re availability of 
Buppl 1 to NUREO-0933# "Pp i or 1 1 i i at I On of Generic Safety 
Issues " Svc list end 

EISCNHUTiDG Division of Licensing 84/08/06 Consolidated 

Edison Co of Uau Vork, Inc i0pp 2612? 236 24X 

Fiche 50-000. 84/08/06. □4080701 to 


□403090317 Forwards monthly status rept re plant-specific bacifltblng 
activities for operating reactors t license applicants for 
Jul 1984 

TREHBLAY.P P Operating Reactors Assessment Dranch 84/0B/06 
HDLARAN/0 K Operating Reactors Assessment Branch 13pp 
25991 3S0 24X Fiche 50-000.84/08/06,8408090317 


8403140299 Responds to request for ad-dl info re pressure li temp 
profiles for pipe breaks outside containment Pressure data 
end 

RQDRlQUEZfR J Sacramento Municipal Utility District 84/00/09 
STOLZi J F Operating Reactors llranch 4 2pp 260S3 35? 24X 

Fiche 50-312,34/00/09,8408140259 


B4O021OO62 Forwards Amend 56 to License DPR-94 l« safety evaluation 
Amend revises Tech Specs to Incorporate leak testing of 
66*-lnrh containnent purge U 12-iTiich containment equalliing 
valves at 6-month intervals 

6T0LZ/J F Operating Reactors Branch 4 04/QB/LO RODRIGUEZ, n J 
Sacramento Municipal Utility District 3pp 26195 152 24X 

Fiche 50-312,34/08/10. S40B21 0063 


—8400210070 Amend 56 to License DPR-54, rev! s mg Tech Specs to 
incorporate leak testing of 66-inch containment purge & 
18-inch containment equaliiing valves at 6-month intervals 
5T0LZ. J F Operating Reactors Branch 4 84/03/10 4pp 

26195 155 94X Fiche 30-312,04/08/10,0403210062 


•8409210074 Safety evaluation supporting Amend S6 to License DPR-34 
* Office of Nuclear Reactor Regulation* Director 04/08/10 3pp 
S6195 139 24X Ficbe SD-312, 84/08/1 0. 8409210062 


8400210152 Forwards request for addl Info re environ qualification of 
equipment important to safety Response roquested uithlti 30 
days of ItP receipt 

STOLZ/U F Operating Reactors Branch 4 84/00/10 RODRIGUEZ, R J 

Sacramento Municipal Utility District 4pp 26193 307 24X 

Fitho 50-312,84/08/10,8408210152 


8408170362 Responds to recent telcon re effect of differing steam 
generator level setpoints on results of main steam line 
break scenario in FSAR, in connection w/lE Bulletin 80-04 
RODRIGUEZ, R J Sacramento Municipal i/tilitg District 84/08/14 
STOLZrJ F Operating Reactors Branch 4 Ip 261 IS 357 24X 

Fiche 50-319,84/08/14,0408170362 


3408210159 Notification of 040030 meeting u/utll In Bethesda.MO to 
discuss implementation of Reg Guide i ?7 requirements 
MJNi:R,B Operating Reactors Dranch 4 84/08/15 STQLZ, J F 

Operating Reactors Branch 4 2 pp 26195 223 24X 

Fiche 50-312.84/08/15,0408210159 


3408240112 Requests extension until 0501 15 to respond to Generic Ltr 
84-15, "Proposed Staff Actions to Improve & Maintain Diesel 
Generator Reliability *' Eitehsion requested due to scope 
it magnitude of responses required 

RODRIGUEZ. R vl Sacramon to «un Ic I p a 1 Utility District 84/08/16 
EI8ENHUT DO Division of Licensing 2pp 26226 229 24X 

Fiche 50-312.04/08/16*0408240112 


840B200275 Generir Ltr 04-20 tu all licensees of opciating reactors 6 
applicants for OLs re scheduling guidance for licensee 
submittals or reloads that involve unreviewed safety 
questions c list en.- 1 

EIBENliUT P G Disision of Liccrisirig 84/08/20 C on s o 1 I d a tec] 

Edison Co of riew Voi k . Irn- I7pp 26276 244 24X 

Fiche 50-000*34/00/20, 0408200275 


8408270061 Motifies that response to NRC 840731 ltr requesting addl 
info re neutron doblnetry fot surveillance capsule pt ogram 
Ulill bo submitted bg 841001 

RQORIOUEZ.R J Sacratnen^-o Municipal Utility District 84/08/20 
STOLZ.J F Operating Reactors Dranth 4 Ip 26247 060 24X 

Fiche 50-312*84/08/20.84082/0061 


8408310245 Application for Amerjd 100 to License DPR-54, rcvis ing Tech 
Specs re instrunent surveillance requirements for testing 
high-iange noble gas effluent moniLois It main steam line 
radiation monitors Supporting dorumenta ti on end 

RQDRIOUEZ«n J Sacramento Municipal Utility District 84/00/21 
EISEKlIUT. D G Division of Licensing 2pp 26319 252 24X 

Fiche 50-312.04/08/21.8408310245 


— 8408310246 Proposed Tech Specs revising instrument surveillance 
requirements for testing high-range noble gas effluent 
monitors *« main s toan line radiation monitors 
« Sacramento Municipal Utility District 04/00/21 2pp 
26319 254 24X Fiche 50-312,84/00/21,8400310245 


8400270401 Requests extension For implementation of NUREG-0737, 
Item in I) 3 4 re control room habitability Existing single 
tram control mom HVAC being replaced lu/redundant two train 
HVAC sys Fee paid 

RODRIGUEZ, R J Sau ra.iiento Municipal Utility Distiict 84/00/22 
STOLZ.J F Operating Reactors Branch 4 2pp 26230 146 24X 

Fiche 50-312,84/08/32.8400270401 


840B310113 Forwards correct fee for proposed Amend 109 ppr 040620 
application Refund of fee sent w/proposed Amend 10? 
application expected, per 840820 telcon 

RODRIGUEZ, R J Sacramento Municipal Utility District 04/08/22 
TREMPER, L License Fee Management Branch ip 26322 114 24X 

Fiche 50-312,04/00/22,0400310113 


8408200240 Requests reinstatement of Amend 36 re gaseous effluent 
release point for niscel 1 anoous water evaporator, 
inadvertently deleted from License DPR-S4 on 040222 Safety 
evaluation & no significant haiards evaluation end 
COLOMODiR U Sacramento Municipal Utility District 04/05/23 
DEAOAZlOrA Office of Nuclear Reactor Regulation, Director 3pp 
26279 inO 24X Fiche 50-312,04/00/23,0400200240 


Q Inspection reports, IE Bulletins t* correspondence 


0400070006 Foruards IE Insp Rept 50-312/84-16 on 040424-25 No 
noncomp 1 lance noted 

WENSLAWSKIfF A Region 5. Office of Director 84/07/23 
RQOniOUEZ*R J Sacramento Municipal Utility District 2p p 
25992 210 94X Fiche 30-312,04/07/23,0408090006 


'04OBO9OO9i IE Insp Rept 50-312/84-16 on 840424-25 No noncompUaqce 
noted Major areas inspectoii environ samples for NRC 
Independent verification 

HAMADA,0 , NORTH, H , YUHA8, 0 Region 3, Office of Director 
04/07/20 7pp 25792 220 24X Fiche 50-312,84/07/23,8400090086 


0407250229 IE Info Notice 84-57, "Operating Experience ro Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/07/27 Consolidated Edison Co of New 

York. Inc ll9pp 25065 047 24X Fiche 50-000.84/07 / 27, 8407850229 


0400060011 Responds to lE Dulletin 03-03, "Check Valve Failures in Raw 
Water Cooling Sys of Diesel Generators " No check valves 
in flow path of cDollng water for diesel generators found 
RODRIOUEZ. R J Sacramento Municipal Utility District 84/07/30 
DEy0UNo,R C Director's Dfflco, Office of Inspection ant) 

Enforcument Ip 25933 104 24X Fiche 50-318.84/07/30,8408060011 


04OB23OO7B Forwards IE Insp Rept 50-312/04-00 on 840521-25 No 
violations noted Matters re post-accident sampling program & 
offsite dose projection errors unresolved 

SCARAN0,R A Division of Radiological Safety it Safeguards Program 
04/07/30 RODRIGUEZ, R J Sacramento Municipal Utility District 
3pp 26213 157 24X Fiche 30-312,84/07/30,0408930078 


— 0408230087 IC Insp Rept 50-312/04-00 on 040521-23 No violations or 
deviations noted Major areas inspected unresolved items 
(NUREG-0/37i II B 3 re post-accident sampling sys) K offsite 
dose calculation code errors 

NORTH, H S , YUHAS. 0 p Region 5, Office of Director 84/07/06 
16pp 26213 i61 24X Fiche 50-312,04/07/30.8400230070 


DOCKETED ITEMS 


141 


8408300403 rorward'i En^ergenrij T r ep-lrt dness Insp Rcpt 30-312/B4-H or< 
□404110-22 ♦ notice of violation 

3C.HU3TCR>M D Region 5» Office of Dncclor Q4/O0/O2 
RODflIGUCZ,R J Sacramento Municipcil Utility District 2p p 
26314 015 SAX Fictie 50 -3 1 2 ► S4/0B /02, 8408300403 


- -8400300470 Notice of violation from insp on 040618-22 

SCKUSTERi M D Region 5- tJfrice of Director 84/0B/02 2pp 
26314 017 24X Fiche 50-312.04/08/02.8400300483 


— 8408300304 Emergency Pt eparddneas Insp Rept 50-312/84-11 on 840618-22 
Violations noted failure to provide initial emergency 
preparedness training tujo neiiiiy appointed shift 
supervisors in«ideq.uate ooro 1 og i c al program 
FISH.R F PRENDEnG'\ST> K , SCHUSTER, H D Region 5, Office of 
Director 04/08/02 lapp 26314 019 24X Fiche 30-312.84/08/02. 

8408300483 


8408010333 IE Info Notice 04-59* "Deliberate Circumventing of St<ition 
Health Physics Procedures " Svc list encl 

v/QRD4Ni E L Division of Emergency Preparedness tt Engineering 
Response (Post 8301031 04/03/06 Consolidated Edison Co of Neu 

York. Inc I22pp 26068 001 24X Fiche 30-000.84/00/06.0408010333 


0408010337 IE Jnfo Notice 84-60# "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Reguirement " SvC list end 
JORDAN. C L Division of Emergency Preparedness ^ Engineering 
Response (Post 630103) 84/00/06 Consolidated Edison Co of Neu 

york. Inc I23pp 26067 150 24X Fiche 50-000.84/08/06.0400010337 


8408070120 IE Info Notice 04-61. "Overexposure of Diver in PWR 
Refueling Cavity " Svc list end 

JORDAN. C L Division of Emet gcncy Preparedness (. Engineering 
Response (Post 030103) 84/08/08 Consolidated Edison Co of Nou 

York. Inc 120pp 26129 110 24X Fiche 50-000.04/08/08,8408070120 


8408300110 Forwards Inap Rept 50-313/84-13 on 840635-29 8. notice of 
violation 

QISHQP. T N Division of Res i dent. Reac tor Project 1. Engineering 
Programs 84/08/08 RODRIGUEZ. R J Sacramento Municipal Utility 
District 2pp 26308 076 24X Fiche 50-312.04/00/08,8408300110 


—8400300114 Notice of violation from insp on 840625-29 

YOUNG, T Region 5 Office of Director 84/08/08 2pp 
26308 078 24X Fiche 50-312,84/08/08.0408300110 


—8408300133 Insp Rept 50-312/84-13 on 840625-29 Violation noted records 
una /a i iaii 1 c re storage b protection of motor control ctrs b 
unauthprwed inspector performed insp on saf ely-rela ted 
items in diesel generator bldg 

DUROOIN. J F . YOUNO, T Region 5. Office of Director 04/08/07 
6pp 26300 000 24X Fiche 50-312.84/00/08,0400300110 


8408070376 IE Info Notice 04-62. "Therapy Hi sadminisirat i ons to 
Patients Undergoing Co-60 Teletherapy Treatments " Svc 
list end 

ORACEj J N Division of QA, Safeguards & Inspection Programs (Post 
030103) 04/08/10 Consolidated Edison Co of New York. Inc 

125pp 26130 001 24X Fiche 50-000. 0-1/08/ lO. G40B070376 


8408200339 Responds to NRC 640713 Itr re violations noted In lE Insp 
Rept 50-312/84-02 Corrective actions personnel Instructed to 
perform calibr at plus or minus 27, deviation 

RODRIGUEZ. R J Sacramento Municipal Utility District 84/06/10 
MARTIN. J P Region 5. office of Director 4pp 26132 352 a4X 
FichH 50-312.84/08/10.0408200339 


8408300248 Forwards insp Rept 50-312/84-15 on 040618-0720 b notice 
of violation 

DISHOPiT N Division of Res 1 dent. Reac tor Project b Engineering 
Programs 04/00/10 RODRIQUEZ, R Sacramento Municipal Utility 
District 2pp 26307 016 24X Fiche 50-312.84/00/10.0408300246 


-0400300250 Notice of violation from insp on 840618-0720 

DODDS, R T Region 5. Office of Director 84/00/10 2pp 
26307 010 24X Fiche 50-312.04/08/10.6408300248 


—0408300254 Insp Rept 50-312/84-19 on 040618-0720 Noncomp 1 i ance 
noted design calculation for auntliary feedwater orifice 
plates not subj to calculation choc k ing. reviow & approval 
process 

ECKHARDT. J H . PEREZ. (? P, . MYERS. C U Region 5. Office of 
Director 84/08/10 8pp 26307 020 24X Fiche 50-312(84/08/10. 

8408300240 


B40S100009 IE Info Notice 04-63. "Defective RHR Replacement Piping " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 64/00/13 Consolidated Edison Co of New 

York. Inc 119pp 26197 218 24X Fiche 50-000.04/08/13,8408100009 


8406170362 Responds *0 recent tolcon re effect of differing steam 
generator level setpoints on results of mam steam line 
b-reak scenario in FSAR, in connection w/fE Dulletm 60-04 
RODRiGUEZrR J Sacramento Municipal Utility Oistnct 04/00/14 
STDLZ.J F Operating Reactors Branch 4 Ip 26112 3S7 24)f 

Fiche 50-312,84/08/14,8400170362 


04OB1OOO3B IE Info Notice 04-64* "DWR HPC I Initiation Seal-In & 
Indication " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 84/08/15 Consolidated Edison Co of New 

York, Inc 104pp 26198 093 24X Fiche 30-000.04/08/15.8400100038 


Q4OB100021 IE Info Notice 84-65, "Underrated Fugfls Nhlch May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
1 1st enc 1 

JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Response (Post 030103} 84 / 08/16 Consolidated Edison Co Of Now 

York. Inc il6pp 26198 001 24X Fiche 90-000.04/08/16.0408100021 


8408100099 IE Info Notice 84-66. "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train '* Svc list end 
JORDAN. E L Division of Emergency Preparedness 8i Engineering 
Response (Post 630103) 04/08/17 Consolidated Edison Co of New 

York, Inc 120pp 26276 001 24X Fiche 50-000. 84/08/17. 04O81OOOS5 


8406140208 IE Info Notice 04-67. "Recent Snubber Inservice Testing U/ 
High Failure Rates " Svc list end 

JORDAN. E L Division of Emergency Preparedness S« Engineering 
Response (Post 630103) 84/08/17 Consolidated Edison Co of New 

York. Inc I22pi) 26276 122 24X Fiche 50-000.04/08/17.8400140208 


8400210142 IE Info Notice 04-68. "Potential Deficiency in Improperly 
Rated Field Miring to Solenoid Valves " Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
nesponSB (post 030103) 84/08/21 Consolidated Edison Co of New 

York. Inc I15pp 26329 008 24X Fiche 50-000. 84/00/21. 6400210142 


3 Reportable occurrences. LERs b related correspondence 


640SS90062 Forwards "Investigation of Types AF & AE Piston Bldrts " 
Rept supercedes 040227 submittal 

RAY.C L TOI (Transamorica Delaval. Inc > Owners Group 64/09/24 
OENTON.H R Office of Nuclear Reactor Regulation. Director 2pp 
24690 045 24X Fiche 50-000,84/09/24.0405290062 


—8405290075 "Investigation of Types AF & AE Piston Skirts," 

» Failure Analysis Associates FAAA-B4-2-l,> 84/09/23 I20pp 

24X Fiche 90-00 0. 04/05/24, 0405290062 


8409290179 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Sharehan b <?rand Oulf Nudoar Power 
Stations " 

RAY.C L TOI ( Transanerl ca Delaval. Inc ) Owners Group 64/05/24 
DENTQN. N R Office of Nuclear Reactor Regulation. Director 2pp 
24692 090 24X Fiche 50-000,84/09/24,0405290179 


8408060409 Forwards repts received by BNML consultants directly from 
FaAA b TDI Owners Group at 040622 meeting Draft "Overview of 
Rep ts. Ana lysis U Recommendations re Main Propulsion Engines 
M/V Columbia" encl 

AUZHEIMEfl, J M Oattelle Memorial Institute. Pacific Northwest 
Laboratories 04/06/28 HILLER, M Division of Licensing ISBpp 
29926 173 24X Fiche 30-000.84/06/28.8408 0 60405 


8400060050 Forwards Info addressing open items identified In NRC/BNML/ 
TDI Otosel Generator Owners Group 040622 meeting 

RAY.C L TDI (Transamerl ca Delaval, inc ) Owners Group 04/07/10 
□ ERLINDER.C Director's Office. Office of Inspection and 

Enforcement 4Spp 25933 133 24X Fiche 90-000.84/07/10. 

8406060050 


0400310196 LER 84-010-01 on 840601. trans lent occurred on main feedwater 
loop D due to spurious closure uf main feedwater startup & 
block valves Caused by Intermittent short of pressure 
switches Bbiltches replaced M/040710 Itr 

COLQMDO.R N . RODRIGUEZ. R J Sacramento Municipal Utility District 
84/07/10 MARTIN. J D Region 9, Office of Director 3pp 
26318 287 24X Fiche 90-312. 84/07/10. 840B3 10196 


B408060102 Forwards "Emergency Diesel OeneratDT Auxiliary Module 
Control Miring e< Termination Qualification Review " Addl 
copios sent to QMML 

RAY. C L TOI (Transamerica Delaval. Inc ) Owners Group 84/07/27 
DENTON. H R Qffic« ot Nuclear Reactor ReguJafcloni Director 2pp 
23932 137 24X Fiche 50-000.04/07/27,0408 060 1 02 


8408060138 "Emergency Diesel Generator Auxiliary Module Control Wiring 
S( Termination Qualification Review " 

a Stone 8. Webster Engineering Corp 84/07/31 36pp 25932 139 
24X Fiche 50-000, 84/07/27.0400060102 
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DOCKETED ITEMS 


840806012.3 PN0-V’6-4“045 ort 8 1073 0< I i c en see began evaporating highly 
purified liquid raduiabte to dr moulting in airboinc 
rel0^5E‘ of radKiacti^ e tritjuim Apptoi 5)500 gallons uater 
processed resull^inq ir release of 1 39 Ci to at nio sphere 
YUHftS)G , WENSLA1J5K1) F Region 5. Office of Director B4/07/27 
Ip 25933 193 24X Fiche 50-312 84 '07/27- 8408060123 


B40B060156 PNP-V- 94-04 4 or 840723- 1 1 c ensee learne-4 that hi-ghlg 
radioactive 2 x 0 6 i 0 l-inch <retaJ object ramtjved from 
%team g&neriator D priirarq ^ide inlet Source of metal or 
extent of persorinel eipoeures riot identified 

VUKAS-G . WENSLAWSKI.F Region 5» Office of Director 34/07/27 
Ip 25932 198 24X Flche 50-312. 84/07/27. 04 090601 56 


0406070416 PliO-V-84-047 nn 640731- tecipoparg uorV stoppage occurred 
foliauiitig misunderstanding re alleged cooiami nab Ion of const 
ujorlters on 040730 No contamination found on workeps or 
vehicles Issue resolved bg contractor 

NORIH.H , WENSLAUSkM.F Region 5. Office of Director 64/07/31 
Ip 25942 0S2 24ltFiche 50-312. 94/07/31. 8408070416 


G40BQ<>0324 Foru/ards "Design Review of EHiofet Model 65G TurbocharsPr 
Used on TDl DSRV“1S“4 OSRV-20—4 Emcrgencg Diesel Generator 
Bets " 

RAY*C L TDI (Transa.Tierica Delaval. Inc ) Ouners Group 84/08/01 
DENrCN.H R Office of Nuclear Reactor Regulation. Director Spp 
25957 064 24X Flche 50-000.64/00/01.9400060324 


8408140346 PN0-V-B4-049 during- present outage for steam generator tube 
plugging repairs, tuo swageloW fitting Lcalcs Ldentifiad in 
process piping Installed during 1983 outage All suagelok 
fittings undergoing tnsp Outage extended 

MVERS, C , ECKHARDT.J Region 5. Office of Director 84/08/00 ip 
26 042 325 24X Fiche 50-3i 2. 04/08/06. 04081 40346 


6408160394 Foruards "Design Revletu of Engine Dase U Bearing Caps for 
TDI D5RU-i6 Diesel Engines 

RAY, C L TDI ( Transemer ica Delaval. Inc ) Owners Group B4/0B/10 
DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 
26091 147 24X Flche 50-000.84/08/10-0408160394 


—8 4 06160403 "Design Revieu of Engine Dase t* Bearing Caps for TDI 
OSRV-16 Diesel Engines " 

4 Failure Analysis Associates FAAA->84~6-33 84/08/31 44pp 

26091 149 24X Flche 50-000,84/03/10.8408160394 


8400540115 Furuards 3ER re TDT Owners Group program plan SER addresses 
design rcview/qual 1 ty reval i dation p ragram. testing (c insp. 
malnt ti surveillance <« sets forth requirements for operation 
prior to completion of program plan 

EI8ENHUT-D 0 Division of Licantln-g 84/00/13 GEORGE. J D TDI 
CTransamer ica DeUval. Inc ) Owners Group Ip 26253 194 24X 

Flche 50-000.84/08/13.8400240115 


-8409240157 Safety evaluation o# TDI Owners Group prograo plan Dased on 
8NUL eva luat i on. plan incorporates essential elements needed 
to resolve outstanding concerns re raliabiUtg of TDI 
engines for nuclear avc 

* NRC - No Detailed Affiliation Given 84/00/13 21pp 
26255 195 24X Fiche 50-000.94/00/13,8400240115 


400160395 Foruards "Design Review of Elltofct Model 900 Turbocharger 
Used on TDI DSfl-46 & DsnV-16 Efflorgency Diesel Generator 
Sets." representing final OA verified rept Addl copy 
forwarded to DNIIL. per NRC request 

RAY.C L TDI (Trensafnerlca Delaval. Inc I Owners Group 04/00/14 
DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 
26080 163 24X Fiche 80-000. 84/00/14, 0400 i 6039S 


-0408160397 "Design Revieu of Elliott Model 900 Turbocharger Used on 
TDI DSR”*48 tf DSRV-16 Eriergoncy Diesel Generator Sets *’ 

* Failure Analysis Associates faAA-B 4'5-7 04/07/31 61pp 

26088 165 24X Fiche 50-000.04/08/14,0409160395 


I40B230077 Summary of 640807 operating reactor event* meeting re 
occurrences since 840719 meeting List of attendees, 
significant elenonts & statu* of previous assignments encl 
CRUTCHFIELD. D Assistant Director for Safety Assessment 04/00/16 
EISENHUT.D G Division of Licensing 20pp 26233 249 24X 

FI c h o 50-000. 01 /OB/ 1 6, 040 82300 77 


1400240111 Special Rept 04-03 on 010709. five Idanlicanu defective 
iwltcfi jaws found on Westinghooso Type liO-6 relay Caused by 
excessively sharp bend radlu* on forming die All Upfecblvo 
units replaced 

RODRIGUEZ.r j Sacramento Municipal Utility District 64/00/23 
MARTIN, J 0 Region 5, Office of Director 2pji 26220 231 21X 

Fiche 50-312-04/00/23.0408240111 


84083901/9 Furujarris ru^ponst to e4U/2J tequest fui addl info on rept 5 
submitted by TDI Diesel Cerer-ntoi Owners Group 

RAYiC L TM ( Tran bam^r 1 c a Inc ) Owners Group Bq/OB/23 

DErtLIAJGrn- L Office of Nucleai Reactor Pegulationi Director I2pp 
26289 2?1 P^'t Fiche hq -O nO- 64/09'2 J 04002901/9 


0400290288 Forwards responsas to 940131 questions re TDI diesel 
geneiaturs henjinmy rftspon^es will be delayed until 
completion of TDI OuineTS Gi oup s 1 to-spec 1 f i c DR/QR ropts. 

Phase ! disesscnblg / insp-Phase 2 lusting t Phase 3 insp 
RDOniGUCZ.R J Sacramento Municipal Utility District 64/08/24 
STOLZ. J F Operating Reactors Rrancb 4 I5pp 26291 161 24X 

Fiche 50 312. 04/08/24- Q406?902d9 


V Operator Cianinat 1 ons 


B40B060006 Provides update Tept pii pipgioss of tr«iinuig t exam of 
candidates for operators license per B4O620 c omfiji tment 
Sixteen addl ticeiines issued at end uf June 

RODRlGUtZ-R J Sacramento Muhicipal Utility District 94/07/26 
BTOLZ- vi G C]peia*-ing Reactor* Ri anch 4 2pp 25922 015 24X 

Fiche 50-312. B4/0//26- 8400060006 


DOCKET S0-T13 ARKANSAS HUCLEAR ONE- UNIT 1 


F Security, medical- emergenctj it fire protection plans 


B40816049Q Forwards IE Insp Repts 50-313/04-20 6 50-360/84-20 on 
040619-22 No violations or deviations noted 

HUNTER* D R Region 4. Office of Dnector B4/07/23 GRIFFIN, J M 
Arkaii&as Poiiier t Light Co S’pp 2610/ 3lQ 24X 
Fiche 50-31 J. 04/O//23. 8400160490 


— □408160504 1C Insp Hop ts 50 313/B4-PO f 50-360/64-20 on 840619-22 No 
violations nr deviabions noted Major area* inspocied 
socunby program audit 6 physical bariiers Detail* withheld 
<Tof 10CrR73 211 

EVANS. C A - Hl/LL.R E , MARTIN. U C Region 4- Office of Director 
01/07/23 ip .7610/ 320 24X Flche 50-313. 84/0//23- 04 00160490 


0400090441 Forwards roques*- for add] info to procedures generation 
package F 01 emergency operating procedures Response 
requoeted within 30 day* of ] tr receipt 

niVENOAim-G U Dporatlng Reactors Branch 4 04/07/26 GRIFFIN. JM 

Arkansas Power h Light Co 3pp 2:5977 174 24X 

Ficho 50-313, 04/07/26. 0400000-141 


0408290104 Fopwards '*Reanalysis Against )OrFR50.App n.SectlQne III 0. J 
Si 0," per QJ0J20 A 0712 requests for exemption from 
lOCFRDO KHc > schedule far b arr 1 or s, peneti at ionn & 
suppress 1 oil/ dctec tlon *ys for apprnx | yr 

MARSHALL. J R Arkansa* flower K light Co B4/0f)/l5 STOLZ. J F 

Operating Reac*-ois Branch 4 Mil 1-1*8. J R Opoiating Reactors Branch 

3 P^ip «'dt20/ 144 24X riche DO 313, 04/08/ l‘J, Q4O820O104 


— 0408280100 "^Reanaiysin Against JOC-FHbO, App R. Sections III G, J !< 0 " 
« Arkansas Rower t Light fo 04/00/15 I20pp 26207 146 24X 

Flche 90-313. 04/00/15.0400200194 


0400230401 Rovisod FnorBoricy Procodiiro* 1903 72 re £H Marys Hoap. 
1903 73 re Mi U ard-lfenry clinic t IV03 /4 ro Pope Ceunty 
ambulance avc 

s Arkansas Power t I ighfc Vo 04/00/16 */pp 26206 001 24X 

riche 50-313, 01/00/ 16. 0400230401 


0400230417 Deletion of Nov 0 in Proi edure 1903 34, ''Admin I stratlon of 
Potassium Iodide '* 

* Arkansas Power f. Lighl Ca 04/00/29 3pp 26204 Oil a4X 
Flclie 50 313.01/00/29,8400230417 


P Qparating license &t.>]ge documunt* 8 correspondence 


0400070309 Forwards 'Txierieion of Retainer Lifetime to Four Cycles." 
for acQnoe.UnlL 3 u/resulto of exams of two retainers after 
throe cycles Approval of four-cycle rptalner usage requested 
before Dec 1901 

TAYLOR. J N Babcock tt Nil cox Co C14/07/24 QTOLZ. J F Operating 
Reactor* Branch 4 ip 25945 252 24x Fiche 50-000.04/07/54. 

0400070309 


010B090D10 Forwards CER based nn util responses to Q10210 Generic Utr 
01-14. "Seismic Oua 1 i f 1 ca t ion of Auxiliary reedwatcr Sy* " 

Emergency faeduiator sy* acceptable following upgrade mod 
RlVENBARii.Q W Operating Reactors Branch 4 04/07/26 ORIFFIN-JM 

Arkansas F’ower h Light Co ?pp 2579 1 293 24X 

Fiche 50-313. Gl/07/26, 8400090010 
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— a4aS0'70(.»l U SEK re seisric qualification of emergency feeduater <EFW> 
liru! Liiill have eut-ricienl <.apa^llitu to uflthstand 

SSE Si accomplish satoty function follouiing upgrade mod 
Technics] evaluation rept end 

» CfflCB of Nuclear Reactor Requlatjonj Director 04/07/26 9pp 
25991 295 24X Fiche 50- J I 3- 84/07 /2o, 84000900 JO 


3408080152 Forwards Amend 83 to License DPR-51 6 safety evaluation 
Amend modifies pres«ure~temp limit curves for hydrostatic 
testiHormal heatup f normal cooldou^n 

RIVENUARK.G W Operating Reactors Blanch 4 84/07/2^ GRIFFIN- J M 

Arkansas F’owei t Light Co 3pp 25979 011 24X 

Fiche 50-313-84/07/27,0408080152 


--8403080150 Amend 03 to License DPR-51 , mod l f y mg pressure-temp limit 
curves for hydrostatic test, normal heatup ?c normal cooldown 
Rl9tNDARK, 0 N Operating Reactors Branch 4 84/07/27 9pp 

25979 Ol4 24X Fiche 50-313- 84/0//27, 84080801 52 


—8408080165 Safety evaluation supporting Amend 83 to License DPR-51 
« Office of Nuclear Reactoi Regulation- Director 04/07/27 4pp 
35979 023 24X Fiche 50-313-04/07/27-8408080152 


3400080288 Summary of 840712 meeting w/BtW Dwnei s Group rd non-nuclear 
Instrumentat ion sys status Attendance list & vieugraphs 
end 

KADAMDI-P Operating Reactors Branch 4 84/07/27 Operating 

Reactnrs Branch 4 36pp 25970 230 24X Fiche 50“000- 84/07/27. 

0408000288 


B40B070483 Forwards Rev 6 fp QA manual - operations Return receipt 
requested 

MARSHALL. J Arkansas Pouei Light Co 84/07/31 Record Services 
Branch (Document Control Doskl ip 25941 21S 24x 

Fiche 50-313- 34/07/31-8408070403 


— 04080/0485 Rev 6 to OA manual operations 

« Arkansas Power 6 Light Co 84/05/30 J58pp 25941 216 24X 

Fiche 50-313, 04/07/31, 8400070483 


3400070110 Generic Lti 84-19 to ail licensees of opera-ting reactors- 
applicants for DLs f- holders of CPs re availability of 
Suppl I to NUReo-0933. “Pr I ori li la t ion of Generic Safety 
Issues “ Svc list end 

0ISENMUT- D G Division of Licensing 04/00/06 Consolidated 
Edison Co of Now Vark. Inc 10pp 26129 238 24X 

Fiche 50-000, 84/00/06. 04000701 lO 


8400140335 Forwards corrected cover sheets for Copies 1-6 of Rev 6 to 
“QA Manual Operations “ 

MARSfFALL.J R Arkansas Power ♦- Light Co 84/08/06 Record 
Services Branch (Document Control Desk) 7pp 26041 037 24X 

Fiche 50-313, 04/08/06; 8400140359 


8400140403 Forwards revised proposed resolutions of environ 
qualification SER def Ic 1 enc i es- per NRC 840426 comments Info 
documpnts results of listed Issues not directly related to 
equipment. per 040426 meeting 

MARSHALL- 0 R Arkansas Power V Light Co 04/00/06 8TGLZ.J F 
Operating ReactoiB Branch 4 I60pp 26050 162 24X 

Fiche 90-313. 04/00/06. 8408140403 


0400140429 Forwards “Analyses of Capsule AN 1 -A, Arkansas Power tf Light 
CoiArkansas Nuclear One-Unit l, Reactor Vessel Mat! 

Surveillance Program ■' 

MARSHALL. U R Arkansas Power e. Light Co 84/08/06 8TDL2,J F 
Operating Reactors Branch 4 ip 26049 301 24X 

Fiche 50-313.84/00/06-8400140429 


—0408140433 “Analyses of Capsule ANl -A- Arkansas Power I Light Co- 
Arkansas Nuclear Qne-Unit 1. Reactor Vessel Mail Surveillance 
Program “ 

LOWE- A L - AADLAND-J D . COLLINS- L L Babcock l, Wilcox Co 
DAW-1836 04/07/31 93pp 26049 302 24X fiche 50-313,84/08/06- 

3408140429 


3400170061 Forwards corrected coversheet for Rev 6 to OA manual 
operations Revised coversheet reflects Control Copy 7 
MARSHALL. J R Arkansas Power h Light Co 84/08/06 ANKRUM. G T QA 
Branch 4pp 26119 018 24X Fl che SO-313, 04/09/06, 84001 70061 


8403200303 Informs that response to Recommendation GL-2 re inadvertent 
closure to conden>ate storage tank isolation valve 
(NURCG-0737, Item 11 E 1 1) will be delayed until 040824 due 
to outage preparation work 

MARSHALL; J R Arkansas Power t- Light Co 04/00/10 3T0LZ- J F 
Operating Reactors Branch 4 Ip 26133 358 84X 

Fiche 50-313-04/00/10,8400200303 


84031501.00 Application to ^mend License DPR-5t- mod i f y mg designation 
of areas in steam generator imperfections found S. allowing 
sleeving of tubes Proprietary affidavit ^ BAW-1823P, "Once- 
Through Steam " end Fee encl 

GRIFFIN- J M Arkansas Power J, Light Co B4/0S/I3 STOLZ- J F 
Operating Reactors Branch 4 6pp 26067 132 24X 

riche 30-313-34/08/13.0408150180 


— 8400150104 Proposed changes to Tech Spec Section 4 10 modifying 
designation of special areas in steam generator 
imperfections previously found f; allowing sleeving of 10 
steam generatof tubes as part of demonstration program 
« Arkansas Power t- Light Co 84/00/13 20pp 26067 133 24X 

Fiche 50-313- 34/08/13. 8408150180 


04O022OJ13 Application for amend to License DPR- 51 . r evi s 1 ng Tech Specs 
to require add] resrr i c *-1 ons f testing of i oui temp 
ov-erpr essure protection sys 

omFFlN.J M Arkansas Power 5 Light Co 04/08/15 STQLZ-J F 
Opuratl-ng Reactors Branch 4 4pp 26109 333 24X 

Fiche 50-313.04/00/15.8408220313 


— S40G220316 Proposed Tech Specs changes requiring addl restrictions 
U testing of low tenp overpressure protection sy? 

* Arkansas Power b Light Co 84/00/13 5pp 26109 341 a4X 
Fiche 50-313,04/06/15,3400220313 


0400200275 Generic Ltr 84-20 to all licensees of operating reactors *« 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevieured safety 
questions Svc list encl 

EI5CNHUT,0 G Division of Licensing 84/00/20 Consol 1 dated 
Edison Co of New York- Inc 17pp 26276 244 24X 

Fiche 30-000,84/00/20.0400200275 


0400310231 Forwards revs to proposed Tech Spec changes for NUREG-0737 
items re contalnnent radiation monitors t' post-accident 
sampling- par Generic Ltr 83-37 

GRIFFIN- J K Arkansas Power t Light Co 94/08/22 STOLZ- J F 
Operating Reactors Branch 4 12pp 26320 314 24X 

Fiche 50-313-04/08/32-8400310231 


Q Inspection reports- lE Bulletins t< correspondence 


0408190372 Forwards IE Insp Rapts 50-313/04-11 1< 50-363/84-11 on 
040326-29 L notice of violation One unresolved item re maint 
program identified In paragraph 2 of insp rept should be 
addressed in detail 

JOHMSON, E H Region 4, Office of Director 94/05/16 GRIFFIN, J M 
Arkansas Power Light Co 2pp 26075 181 24X 

Fiche 50-313-04/09/16,8400150372 


■04OB1SO373 Notice of violation from insp on 640326-30 

e Region 4- Office of Director Q4/05/J6 2pp 26075 J 03 24X 

Fiche 50-313,84/05/16,8400150372 


—0408150379 IE Insp ReptS SO-313/04-ll $, 50-368/04-11 on 040326-30 
Violations noted failure to document 6 follow procedures for 
maint of NSIVs h HPCt valves 

aOARDMAN, J ft , JOHNSON- w D - JAUDDN, J P Region 4, Office of 
Director 04/09/16 6pp 26075 18 3 2 4X Fiche 50-313,04/09/16- 

0408150372 


8400090150 Forwards IE Insp Repts 90-313/04- IB 50-360/04-lB on 
840601-30 No violations or deviations identified 

JOHNSON, e H Region 4, Office of Director 04/07/11 GRIFFIN. J M 
Arkansas Power L Light Go 2pp 25993 170 24X 

Fiche 90-313,04/07/11,3400090150 


—0400090160 IE Insp Repts 90-313/04-10 ti 50-369/04-10 on 840601-30 No 
violations identified Major areas inspected maint- 
BUrve i 1 lance, opera t iona 1 safety verification & followup on 
IE bulletins & Generic Ltr S3-2B 

JOHNSON,W 0 , HARRELL,P H - MARTIN. U E Region 4. Office of 

Director 84/07/11 llpp 25993 IBO 24X Fiche 50-313-94/07/11. 

Q4QQQ9015Q 


0400090121 Forwards lE Insp Repts 50-313/83-35 & 50-360/83-35 on 
831203-00 S, notice of violation W/o notice of violation 
HUNTER. D R Region 4- office of Director 04/07/17 GRlFFIN-JM 

Arkansas Power Light Co 2pp 25993 143 24X 

Ficho 50-313-84/07/17,8408090121 


—04080^0130 IE Insp Repts 50-313/83-33 U 50-368/83-35 on 831205-00 
None omp llance noted failure to verify that matls conform to 
procurement documents 

ELLERSHAW;L E - JCHNSON. W D , BARNES. I Region 4. Office of 
Director 04/02/21 9pp 25993 150 24X Fiche 50-313-04/07/17, 

B4QB090121 
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Q40G1S031S Ac k receipt of 8 '»06 1 5 1 tr infoTirving NPC of steps t^len to 
correct vlola+jono noted jn IE Insp Repts 30-313/B4-1 l It 
30-36-fl/QO-l I Future insp uJill determine it corrective 
actions lacMcve campliance 

iVaHNSaN* C H Region 4, Office of Director e4/07/23 GRIFFIN, J M 
Arkansas Poujer •« Light Co Ip 2A074 350 24)f 

Flch^ *50-313,04^07/23,0400150312 


~-D4081303l7 Responds to NRC Q405t£> Itr re violations nested in IE Inap 
Repta ?}<)-□ 1 3/84-1 1 U 30-360/84-11 Recnjeats addt time to 
complete response to items noted in rapt Response will be 
f orijjardfltf by 940627 

MAHQhfALL, J R Arkansas Poyer ti Light Co 04/06/13 DENISE, RP 
Division of Resident, Reactor Project 8, Engineering Programs Ip 
26074 331 a4X Fiche 50-313. 04/07/23, 9408130312 


84OB16O490 Forwards IE Inap Repta 50-313/04-20 & 50-368/94-20 on 
B40619-22 No violations or deviations noted 

HUNTER, D R Region 4, Office of Director 84/07/23 GRIFFIN, JH 
Arkansaa Power tr Light Co 2pp 26107 316 24X 

riche 50-313.84/07/23,0400160478 


--8400160304 IE Insp Repta 50-313/04-20 U 30-368/94-20 on 940619-22 No 
violations or devlabiona noted Major areas inspected 
BOCUritij program audit & physical barriers Details withheld 
< rof 10CFR73 21 ) 

EVANS, C A , MULL, R E , MARTIIDL E Region 4, Office of Director 
04/07/23 Ip 26107 3S0 24X Flche 50-313,84/07/23.0408160499 


9400090022 Discusses IE insp on G3120S-OB t* forwards notice of 
violdticin It proposed Impositian of civil penalty Util failed 
to apply controls for procurement installation of safety- 
related fas tenors, per App D to 10CFR30 W/o end 

COLLINS, J r Region 4, Office of Director 04/07/23 GRIFFIN, J M 
Arkansas Power 6 Light Co Spp 25992 089 24X 

riche 30-313. 84/07/23, 8408090022 


9407230229 IC Itifo Notice 04-57. "Operating Experience ro Moisture 
Intrusion In 8af ety-Re I ate-d Electrical Equipment at 
Commercial Rower Plants " Sve list enc 1 

JORDAN, E L Division op Emergency Preparedness 6 Engineering 
Response (Rost 030103) 04/07/27 Consolidated Edison Co of New 

York, Inc !19pp 23965 047 a4X Flche 50-000.04/07/27,8407250229 


Q40B0I0333 IE Info Notice 84-39, "Deliberate Circumventing of Station 
Health Physics Procedures “ Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/08/06 Conso 1 i (fated Edison Co of New 

York. Inc 122pp 86068001 24X Fiche 30-000,04/08/06,8409010333 


8408010337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
niters td Meet Efficiency Requirement •' Sve list end 
JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co of New 

York. Inc I23pp 26067 139 24X Fiche 50-000,84/00/06.8409010337 


0408070120 IE Info Notice 94-61. "Overeiposure af Diver In PWR 
Refueling Cavity " Qvc list end 

JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response (Post 830103} 04/09/08 Consolidated Edison Co of New 

Yort. Inc iSOpp 2612? 116 84X Flche 50-000,04/09/08,8408070120 


B40B070376 IE Info Notice 94-62, "Therapy Ml sadmlnistra ttons to 
Patients Undergoing Co-60 TeJrthorapy Treatments " Sve 
list end 

ORACE. J N Division Of OA, Safeguards S. Inspection Programs (Post 
830103) 04/08/10 Consolidated Edison Co of New York, Inc 

laSpp 26130001 24X Fiche 30-000.04/09/10,0408070376 


0409100009 IE Info Notice 94-63. "Dofeebive RHR Replacement Piping " 

8 VC list one 1 

JORDAN, E L Division of Ernergency Preparedness U Engineering 
Reeponse iPbtt 8301031 94/09/13 Consol ida led Edison Co of N«w 

Yorl. Itic 119pp 26197 210 a4X Fiche 50-000,84/08/13,0400100009 


9409100033 IC Info Notice 04-64. "BWR KPCI Initiation 0eal-ln & 
Iniflcatlan " Sve list enc 1 

JORDAN. E L Dlviaiort of C(nergency Preparedness k Engineering 
Response (Host 03O1O3> 94/00/15 Consdtdated Edison Co of New 

York, Inc 104pp 26190 093 24X Flche 30-000.94/08/15,9408100030 


0409100021 IE tnfn Notice 04-65. "Underrated Fuses Nhlch May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
lift end 

JORDAN, E (* Division af Emergency Preparedness k Engineering 
Response (Post 030103) 84/00/16 Consolidated Edison Co, of New 

York. Inc U8pp 26190 001 24X Fiche 30-000,04/08/16.0408100021 


9^0B10(}05S IE Info Notice 04-66. "Undetected Unavailability of 
Turft In e-D riven Auxiliary Feedwater Train " Sve list ent 1, 

JORDAN. E L Division of Fmergency Preparedness It Engineering 
Resporitfl (Post 630103) 04/OB/17 Conso 1 Idated Edison Co of New 

VorJfi Inc 120pp 26276 001 24X Fiche 50-000.94/00/17.0408100059 


8408140208 IE Info Notice 84-67, "Recent Snubber Inservice Testing W/ 
High Failure Rates " Svt list encl 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response <Post 030103) 84/09/17 Conselidated Edison Co of Neu 

York. Inc I22pp 26276- 122 24X Fiche 30-000,04/08/17,8400140200 


9406210142 IE Info Notice 04-68, "Potential Deficiency in Improperly 
Rated Field Ninng to Solenoid Valves " Sve list encl 
JCRDAN.E L Division of Emergency Preparedness F Engineering 
Response (Post 0301031 84/00/21 Consolidated Edis(3n Co of New 

York, Inc ilSpp 26329 000 24X Fiche 30-000.84/00/21,0408210142 


0408300154 Requests withdrawal of 640725 notice of violation t, 
proposed imposition of civil penalty Corrective actions 
initiated prior to enforcement ac t i on, me lud ing augmenting 
OA staff. retraining QC staff k increasing vendor surveys 
MARSHALL, J R Arkansas Power 8. Light Co 04/00/24 DEYOUNG, R C 
Director's Office. Office of Inspection and Enforcement 3pp 
26304 257 24X Fiche 50-313,04/09/24,0408300154 


— 0408300160 Licensee response to 640725 notice of violation Violation 
admitted & corrective actions outlined 
e Comtni 55 1 oners 64/06/24 12pp 26304 260 24X 

Fiche 50-313,84/08/24,8400300154 


— 0408300166 Licensee answer piotestlng 040725 civil penalty Notice of 
Violation fails to allow for corrective actions initiated 
prior to enforcement action 

»» Comeil ss toners 84/08/24 lOpp 26304 272 24X 

Fiche 50-313.04/08/24, B4GB300194 


S Reportable occurrences, LGRs 8. related correspondence 


8408130190 LER 80-040/99X-t on BOlOOl , emergency hatch local leak rate 
test connections found uncapped, caus i ng outer door to be 
bypassed by 3/4-inch connection Cause not stated Caps 
replaced L test procedures revised W/840a03 Itr 

RGOERS. P , MARSHALL, J R Arkansas Power F Light Co 04/08/03 3pp 
26009 291 24X Fiche 50-313 . 04 /09 / 03,0408130190 


8408130326 LER 80-0l4/oax-l on 600415. fire k smoke detector testing not 
completed within surveillance interval due to high 
radiation level Detectors tested at cold shutdown Tech Spec 
4 19 revised (4/040003 Itr 

R DOERS. P . MARSHALL, J R Arkansas Power k Light Co 84/00/03 3pp 
26006 331 24X Fiche 50-313.04/09/03,0400130326 


6408240053 LER Q2~017/03X-1 on 82071 4, while performing reactor bldg 
isolation 6 valve strolo test, control valve 3007 closed k 
failed to open due to circuit breaker trip Cause 
undetermined No action taken W/040010 Itr 

nOOERS. P . MARSHALL, J R Arkansas Power k Light Co 02/07/14 2pp 
26236 356 24X Flche 30-313,84/00/10,8400240053 


DOCKET 50-315 DONALD C COOK NUCLEAR POWCR PLANT, UNIT i 


F Security, medical, emergency k fire protection plans 


□400060119 Forwards chaiiges to modified amended security plan Changes 
withhold <ref 10CFR73 21) 

ALCXICH, M P IrKfiana k lllchiQan Electric Co 04/07/19 

KEPPLER, J Q Region 3. Office of Director Ip 25936 029 24X 

Flche 50-315.84/07/19,8400060110 


8400060349 Forwards revised Page D-14 to modified amended security 
plan.por I0CFR50 54(p) Page withhold <rof 10CFR73 21) 

ALCXICH. M P Indiana k Michigan Electric Go 04/07/19 

KEPPLER. J O Region 3, Office of Director ip 25936 0 9 6 24X 

Fiche 90-315.84/07/19,8408060348 


9400020020 Ac k receipt ef Q40719 Itr ro formal page changes to 
modified amended security plan Chang<es will be included as 
part of approved plan Future changes should ref 10CFR73 21 
when requesting withholding 

AXEL80N, W L Region 3, Office of Director 84/07/26 ALEXICH.MP 
Indiana Michigan Electric Co 2pp 25803 140 24X 

Flche 90-319.84/07/26.8408020020 


8400070060 Advises that Q407I9 changes to physical security plan 
consistent w/provisions of I OCFRSQ, 54< p ) 8< acceptable 
AXELflON, M L Region 3. Office of Director 04/08/01 ALEXICH.MP 
Indiana k Michigan Electric Co ALEXICH. M P American Electric 
Power Co . Inc 2pp 29949 339 PAX Fiche 50-315.84/08/01. 
04OQO/QO6O 


6400070272 Rev 3 to Procedure PMP 2000 EPP 012. "Initial Offsite 
Notification '■ 

KRAUSE. D, Indiana k Michigan Electric Co 84/08/01 6pp 
29949 203 24X Flche 90-319.04/08/01,0400070272 
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8400070307 flev 6 to emergency Plan Imp 1 emeriti ng Procedure PMP 2000 
EPP 0CjQ> "Initiating Manning of Emei gency Response 
Facilities ! Calling Off-Duty plant Personnel *' 

* Indiana I' Michigan Electric Co 84/00/01 iJpp 25947 328 24X 

Flche 50-315-84/08/01*8408070307 


B4O01OOO94 Forwards responses to NRC 840508 request for addl info re 
detailed control roon design review (DCRDR) £ncls include 
functions of DCRDR teans* c ontrol loom mstrurnentat i on t 
edtergency lesponse capability integration plan 

AtEXICH.M f* Indiana L Michigan Electric Co 84/08/06 DENTOM, H R 
Office of Nuclear Reactor Regulationj Director a6pp 25988 204 
24X Fiche 50-315*84/00/06-8408100094 


—8405010079 Sumfoanjos 040329 
task analysis requlrenents 
(Generic Ltr 02-331 
CLAYTON* H D Procedures ^ 

ZIEMANN*D L Procedures 

25900 230 24X Tiche 50-31 


meeting ui/Ues 1 1 nghouse Owners Group 
of Sup pi I to NUnEO-0737 

Systems Review Dranch 04/04/09 

Systems Rovieu Dranch 17pp 

5, 04/08/06. S40S100094 


re 


G4O013OJS1 Revs to Emergency Plan Implementing Procedures PMP 2001 
EPP 021* "Activation (t Operation of Pperations Staging Area 
8t Personnel Accoun tab i 1 1 ty" $< PMP 20B1 EPP 004* "Protective 
Action Guides <PAGs> t< Protective Actions " 

-ff Indiana 6 Michigan Electric Co 04/00/07 24pp 26006 001 24X 

Fiche 50-3lSi 84/00/07, 8400130321 


8400170322 Forwards Suppl 2 to "App R Evaluation of Auxiliary Bldg HVAC 
Duct Pfnetratlon Containment Seismic Gaps*" providing 
justification for technical exemptions requested in 040619 
ltr 

ALEXICHiM P Indiana (, Michigan Electric Co 84/08/13 DENTON* H B 
Office of Nuclear Reactor Regulation* Director 2pp 26113 001 
24X Fiche 50-319*84/00/13*8400170322 


—0400170327 Suppl 2 to "App R Evaluation of Auxiliary Dldg KVAC Duct 
Penetration u Contamnent Seismic Gaps " 

# Engineering Planning & Management* Inc 84/00/31 52pp 
26113 003 a4X Fiche 50-319*84/00/13,8400170322 


5400310196 Rev 1 to Procedure PMP 2001 EPP 014* "Offsite Dose 
Assessments " 

* Indiana U Michigan Electric Co 04/08/15 43pp 26147 078 24X 

Fiche 50-315* 04/08/15. 6400210156 


8400070110 Generic Ltr 04-19 to all licensees of operating reactors* 
applicants for OLn & holders of CPs re availability ef 
Suppl i to NLrREO-0933i "Pr lori fci lation of Generic Safety 
Issues " Sve list one 1 

EISENHUTj D G Division of Licensing 84/00/06 Consolidated 
Edison Co of New York* Inc iSpp 26129 238 24X 

Fiche 50-000,04/00/06*0408070110 


8400160494 Returns 840718 check which accompanied 840733 applicatloxi 
for relief from certain ASME Code requirements Appllcatio'O 
subj to revised 10CFR170 Requests remission of required fee 
for application Discussion of fees end 

DIOO0I R M License Fee Management Branch 04/00/09 DOLAN* J 
American Electric Power Service Corp 4pp 26t24 337 24X 

Fiche 50-315, 04/00/09. 0400 1 60494 


8408200275 Generic Ltr 84-20 to all licensees of operating reactors fc 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevlewed safety 
questions Sve list end 

EISENMUT,DG Divis ion of Liteos inq 84/08/20 Consolidated 

Edison Co of New Vark. Inc t7pp 26276 244 24X 

Fiche 50-000.04/08/20,8408200279 


8408240108 Forwards status rapt on inadequate care cooling 
instrumentation sg«*per 831219 request Rapt addresses 
reactor vessel instrumentation sys.core exit thermocouples* 
subcooling margin monitor & NUR£G~0737* Item 11 F 2 

ALEXICHiM P Indiana L Michigan Electric Co 04/00/20 DENTON* H R 
Office of Nuclear Reactor Regulation, Director 3pp. 26227 355 
24X Fiche 50-319.04/00/20,0408240180 


0400230263 Forwards XN-NF-B3-61* "DC Cuofe Unit 1 L0CA-ECC8 Analysis for 
Extanded Exposure" 6 proprietary XN-NF-B4-29(PI* "Mechanical 
Design Rept Suppl for DC Cook Unit I Extended Durnup Fuel 
Assemblies " Propriotary rept withheld 

CHANDLER* J C Exxon Nuclear Co , Inc (subs of Exxon Corp ) 

84/00/21 DENTON. H R Office of Nuclear Reactor Regulation* 

Director 9pp 26204 020 24X Fiche SO-31 9. 84/08/21 , B408S3D263 


--8400230266 "DC Cook Unit 1 L0CA-ECC8 Analysis for Extended Expoiura " 
TAHVILI.T , KAVSEfl.W 1/ , STOUT* R D Exxon Nuclear Co > Inc (subs 
of Exxon Corp ) XN-NF-83-6t 83/-Oa/03 33pp 26204 033 24X 

Fiche 50-319*84/08/21.8408230263 


0 Inspection reports* IE Bulletins 6 correspondence 


P Operating licence stage documents 1- correspondence 


8409160240 Requests that Inservico insp/lnservlce testing second iO-yr 
internal for both units begin on 960701,1 yr earlier 
than stated in 040319 1 tr * c ontingent upon acceptance of 
listed code relief requests 

HERINO.R F Indiana 4t Michigan Electric Co 04/09/11 DENTON* H R 
Office of Nuclear Reactor Regulation. Director 2pp 24409 069 
24X riche 90-319*04/09/11.0403160248 


0400010310 Notification of date t* location change for 040015 meeting 
u/util in nethesda.MD to discuss program for hydrogen 
control* equi pment survivability & containment structural 
integrity Meeting originally scheduled for 040725 
WIOOINTON, D L Operating Reactors Branch I 04/06/29 VARGA* 9 A 

Operating Reactors Branch 1 2pp 29072 317 24X 

Fiche 90-319.04/06/29*0400010310 


0400060076 Informs of temporary procedural change to ensure that plant 
operations consistent u/FBAR analysis assumptions for 
Interim period, until proposed Tech Spec change re reactor 
coolant pump operability at hot lero power approved 
ALEXICH*M P Indiana ft Michigan Electric Ca 04/07/30 DENTON* H R 
□fflce of Nuclear Reactor Regulation* Director 9pp 25933 125 
24X Fiche 30-315*04/07/30*0408060076 


84OB160423 Summary of 640720 meeting w/otiU Westinflhouse re 
Containment analysis 6 superheat effects on environ 
qual if ication 

WrQOlNTQN.DL Operating Reactors Dranch 1 84/07/30 Operating 

Reactors Branch 1 4pp 26143 265 24X Fiche 50-000.84/07/30. 

8400160425 


0400160180 Forwards results of review of NUREO-0737, I tem II B 3 open 
items re post-acc ident sampling sys Mads will be completed 
8c sys operational by Sept 1984 

AUGXICH. M P Indiana ^ Michigan Electric Co 84/08/02 DENTON. H R 
Office of Nuclear Reactor Regulation* Director 4pp 26092 036 
24X Fiche 90-315.64/00/02*0400160108 


0400140164 Responds to 040720 verbal request re effects of superheated 
steam following postulated mam steam line break Util will 
participate in Hestlnghouse Owners Group activities & 
involvement expected to suppl internal review 

ALEXICHiM P Indiana ^ Michigan Electric Co 04/08/03 DENTON, H R 
Office of Nuclear Reactor Regulation* Director 7pp 26069 001 
24X Fiche 50-313*04/00/03*8400140164 


0409160248 Requests that Inservice insp/ i nservlce testing second lO-yr 
internal far bath units begin on 860701*1 yr earlier 
than stated In 040319 1 tr* cant ingent upon acceptance of 
listed code relief requests 

HERINO.R F Indiana It Michigan Electric Co 04/09/11 DENTON* K R 
□fflcc of Nuclear Reactor Regulation* Director 2pp 24409 069 
24X Fiche 90-319*84/03/11*0409160240 


9400230204 Forwards IE Insp Repts 50-315/84'-! 1 «< 50-316/84-12 on 
040604-00 No noncomp i lance noted 

SHAFER, W D Region 3* Office of Director 84/07/34 DOLAN* J E 
American Electric Power Service Carp DOLAN, J E Indiana & Michigan 
Electric Co 2pp 26314 035 24X Fiche 30-315*04/07/24*0408230204 


— 940023021! IE Insp Repts SO-319/84-ll & 50-316/04-12 on 840604-08 No 
noncamp 1 lance noted Major areas inspected sys walkdown 
print verification, survel 1 lance, maint* inservice testing, 
work controls. Cal ibr C, operations revlecj 

WRIGHT* G C Region 3. Office of Director 84/07/24 lOpp 
36214 037 24X Fiche 90-315*84/07/24*8400230204 


0407250239 IE Info Notice 04-57* ‘'Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " 8vc list end 

JORDAN* E L Division of Emergency Preparedness S< EnglneerlEig 
Response (Post 030103) 04/07/27 ConsnUdatetf Edison Co of New 

York* Inc U9pp 29B65 047 24X FlC ho 50-000* 84/07/37. 0407250229 


0400000004 Submits supp I ementa 1 response to IE Bulletin 93-07. 
"Apparently Fraudulent Products Bold by Ray Hiller. Inc ** 

Piping matle used in fabrication of chemical 6 vol control 
sys supplied by Ray Hiller* Inc 

ALEXICHiM P Indiana tc Michigan Electric Co 84/08/01 
DEYOUNG* R C Directur's Office* Office of Inspection aitd 
Enforcement Spp 67473 131 24X Fiche 90-319,04/00/0110408000084 


0408070401 Informs that new sys of acltnowledging receipt of llceniee 
c arrasp ondence re noncomp 1 lance found during insp 
instituted* effective 040020 Preprinted form will be used 
rather than ltr 

KEPPLER, J G Region 3, Office of Director B4/0B/03 

Commonwealth Edison Co 3pp 25942 180 24X Fiche 90-000*04/00/03, 

8400070401 
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0^09010333 IC Info Matte? B-4 b9i “ Del i Circumventing oP Station 

llnaltn Physics Procedures " Sve list encl 

OOJinftM. e L. Division of Emergency Pr eoai edness hi Engineering 
Hfsponso (Post 030103) a-V/OB/0.6 Corselidated Edison Co of Neiu 

York* Inc isapp a*06a 001 a4X riche 50 - 000 . B4/OB/06- a40B010333 


04iOD01033> rC Inffl Notice a4-iO, “Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement *' Sve list Bnc I 
■JORDAN. L Di\ision of Emergency Preparedness h Engineering 
Response (Post 030103) 64/08/06 Consolidated Edison Co of Wow 

Yarli. Inc I23pp 26067 1 3B a4)( Fiche 50-000.34/08/06, 8408010337 


□408070120 IE rnfd Notice 84-61. “Over e i posure of Diver in PMH 
Refueling Cavity “ S% c list end 

JORDAN, E L Division of Emergency Preparedness Ic Engineering 
Response (Past 630103) 64/08/08 Consolidated Edison Co of Now 

York. Inc laopp 26129 110 24X Fiche 50-000,94/08/08.8408070120 


0400070376 IE Info Notice 84-62. "Therapij Mi sadmin i s trot) ons to 
Patlenta Ondergoing Ca-60 Teletherapy Treatments •* Sve 
list enc I 

GRACE I J N Division of QA. Safeguards 6 inspection Programs <Post 
830103^ 84/QQ/lO ConsoHdated Edison Co of Neui Yorii, Inc 
12Spp 26130 001 24 K Fiche 50-000,04/00/10.8408070376 


D40Bi00009 IC Info Notice 84-63. '‘Defective RHR Rep lacement Piping “ 
8vc list end 

JORDAN, r L Division of Emergency Preparedness ^Engineering 
Rosponetj (Post 630103) B4/0B/13 Consolidated Edison Co of New 

YorV. Inc 119pp 26197 210 24X Ficho 50-000. 04/08/13. B40B100009 


B40B3001QI Forwards Insp Repts 50-315/64-14 50-316/04-16 on 

940721-27 No noqcomp 1 i ance noted 

WALKER. R D Region 3. Office of Director 04/00/14 DOLAN, J E 
American Electric Power Service Corp DOLAN. J E Indiana U Michigan 
Electric Co 2pp 26313 263 24X Ficho 50-315.04/08/14.6408300101 


-•'9408300100 Insp Repts 50-315/84-14 V 50-316/04-16 on 840723-27 No 
noncompliance or deviations noted Maior areas Inspected 
LC6si startup test results packages^ Unit 2. Cycle 4 cere power 
distribution limits i* Unit 2>CyclG 5 core reload analysis 
HELLCn.J K , hCCORMlCK-DARGE. REYES, L A Region 3. Office of 
Director 04/00/14 6pp 26313 265 24)t Fi c h e S0-31S. 84/0B/14. 

0400300191 


6400100030 iC InPe Notice B4-64r "DNR HPCI Initiation 9eal-ln It 
Indication ” Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/08/15 Consolidated Edison Co of New 

York. IhC I04pp 26198 093 24X Fiche 30-000, B4 /OB/ 19. 8400100038 


S Reportable jccurrmces LFfls ? related corrosponderiL e 


Q40S0BOb36 LER 84-013-00 on 840706, d i ovei ed that fire watch not 
maintained in area fire rehardant matls removed from 
previously protected conduit containing saf e ty-i e 1 ated 
cables Fire watch patrol initiated W'a40731 Itr 

STIETZEL. J F Indiana ■*< Michigan Electric Co SMITH. W G Midwest 
Electric Cooperative 04.07/31 3pp 259/3 310 24X 

Fiche 50-315.04/07/31 8400080536 


840816052/ LCR 04 007-01 on 840528 coding error discovered in DETECTOR 
code analyiing raw flu» nap data Cause not stated 
1 ndepi'n dent I ine-by- J i ne review af coding changes will be 
performed W/B4O01O Itr 

SAUM. H A . SniTri.W G Indiana h Michigan Electric Co 84/00/10 
Bpp 26100 032 24X Fiche 50-315.04/00/10,0408160527 


0408210269 PNQ I 1 1-04-065 on 040BJ4 Unit 1 tripped from lOOX due to 
failure of control roon instrument distribution panel 
Failure caused reactor pro4-ection sys to lose flow m one 
coolant loop Panel replaced Tests performed for operability 
WRIQHT, 0 . SHAFER. N Region 3, Office of Director 04/00/13 Ip 
26180 344 24X Fiihe 50-313,04/09/15,0408210269 


8408220496 LER B4-014-00 on 040716. nonl i c ensed operator mistakenly 
iaoLated north low head safety injection pump Caused by 
personnel error Prqcedui e revised- U/840Q15 Itr 

DAKER.K R . SMITH-NC Indiana V Michigan Electric Co 04/00/15 
3pp S6196 029 P4X Fiche 50-319.04/00/15,8409220406 


8409300505 LCR 04-015-00 on. 040720 29, Tech Spec 3 3 3 1. Action 

Statemenb 19 violated due to failure to complete daily 
survey of spent furl st-orage area Caused by personnel error 
Written instructions Improved W/840024 itr 

KRTEEtL. T A , SMITH.W G Indiana h Michigan Electric Co 04/OB/24 
2pp 36313 362 a4X FichO 00-315.04/00/24,0400300305 


V Operator Eiaminations 


8409140426 Piovldes address for transmitting all operator licensing 
correspondence to Region Ilf ofc. except info for examiners 
WAUKCn.R D Region 3, Office of Director 84/08/10 Michigan, 
Univ of, Ann Arbor, MI Spp 26051 198 24X Fiche 50-000, 

84/00/ 10, 8400140426 


0400240296 Confirms actions to be taken by 040022 ro results of B406IB 
licensed oporaior f, senior operator requal I f i cat ion exams 
KEPPl-CR.JO Rogmn 3, Office nf Director 04/00/21 DOLAN, J E 
American Electric Power Service Corp DDL AN, J E Indiana & Michigan 
Electric Co 3pp 26226 016 24 X fiche 50-315.04/00/21,0408240296 


8400100021 IE Info Notice 04-65, “Underrated Fuses Which May Adversely 
Affect OperatioT) of Essential Electrical Equipment " Sve 
list ontl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Respanae (Post 830103) 84/00/16 ConsnUdated Edison Co of New 

York, Inc llBpp 26190 001 24X Fiche 50-000484/08/16,8400100021 


DOCKET 30-316 DONALD C COOK NUCLEAR POWER PLANT, UNIT 2 
F Security, medical, emergency It fire protection plans 


8408100095 IE Info Notice B4-66, "Undetected Unavailability of 
Turb Ino-Dr I von Auxiliary Fesduater Train “ Sve list end 
JORDAN, C L Division of Emergency Preparedness % Engineering 
Response (Past 830103) 84/08/17 Consolidated Edison Co- of New 

York, Inc 120pp 26276 001 24X F i c he 30-000. 84/08/17, 8408100055 


0400140200 IE Info Notice B4-67, "Recent Snubiier Ihservlce Testing U/ 
High Failure Rates " five list end 

JORDAN. E L Division of Emergency Preparedness 4, Engineering 
Response (Post B30L03) 84/0S/17 Consolidated Edison Co, of New 

York. Ific I22pp 26276 122 24X Fiche 30-000.84/08/17,8408140200 


B40fi0601i8 Forwards changes tu modified amended security 
withheld (ref 10CFR73 21) 

ALCXiCIf, M f> Indiana 8, Michigan Electric Co 04/07/19 
KEPPLER, J 0 Reginn 3. (Dfflre of Director jp 23936 
Ficho 50-31 5, 84/07/19, 04080601 IQ 


8408060340 Forwards tevtsed Pago B-14 to modified amended 
plan, per 10CrR5054(pl Page withheld (ref 10CFR73 21) 
ALEXiCii, MP Indiana ?. Michigan Electric Co B4/07/19 

KEPPLER. JO Rcginn 3. Office of Director ip 23936 

Ficho 50-31 5, 04/07/19, 0408060340 


p Ian 

Changes 

029 

24X 

security 

096 

24X 


0408210148 in Info Notice 84-68, "Potential Deficiency in Improperly 
Rated Field Wiring to fialendid Valves ” Sve list end, 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Reapdnsq (Post 830103) 84/08/21 -Cohso I Idate-d Edison Co of New 

Yor1i, Inc n3pp 26329 008 24X Fiche 50-000.84/00/21.8408210142 


8408020020 At k receipt of Q40719 Itr re f 
modified amended securl^'y plan Changes 
part of approved plan Future changes sh 
when requesting withholding 
AXELQON.WL Region 3. Office of Direc 
Indiana L Michigan Electric Co 2pp 
Fiche 50-315,04/07/26,0400020020 


ormal page changes to 
will be Included as 
ould ref 10CrR73 21 

tor 04/07/26 ALEXICH.H P 
25803 148 24X 


84O02BO147 Discusses 840621 meeting w/util re 3ALP Repts 30-315/04-08 h 
30-316/04-09 pgr period from Apr 1903 - Mar 1904 fiunvnary of 
mottl ng, inc I udlng list of a t tendee s, enc 1 as App A ta 8ALP 
repts App final step In BALP assessment process 

KEPPLER, J 0 Region 3. Office of Director 84/Q8/23 DOLAN. J E 
American Electric Power Service Corp DQLAN, J E Indiana Ic Michigan 
Electric Co 2pp 26259 07S a4X FKhe 30-315.04/08/23,8400200147 


8408070060 Advises that 840719 changes to physical security plan 
consistent w/provi*! ions of lOCPRSO 54(p) it acceptable 
AXELStIN.WL Regions, Office of Director 84/08/01 ALEXICH.H P 
Indiana tt Michigan Electric Co ALEXICH.M P American Electric 
Power Co , Inc 2pp 25949 333 24X Fiche 50-315,04/08/01, 

8408070060 


—0400200155 App to BALP Ropts 30-315/84-09 & 50-316/84-09 for period 
from Apr 1903 - Mar 1994 fiummarlilng B40621 meeting & 

Including list of attendees 

«f Region 3, Office of Director 84/09/23 2pp 2625? 080 24X 

Fiche 30-319,04/08/23.9408300147 


8408070272 Rev 3 to Procedure PMP 2080 CPP 012, ''Initial Offsite 
Notification " 

KRAUSE* D Indiana 5^ Michigan Electric Co 84/08/01 6pp 
23949 203 24X Fiche 30-315.84/00/01,0400070272 
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O40D0^0JO’ h *-p Emt*i gen».4 Plc-jn Implementing Proc<fdorp PKP ?08O 

EPP 008, Initiating f^annltig ci bmot geney Response 
baciiities f calling Dff'Iiu»'j Plant F^pisonnel ” 

» Indiana * nitJiigan EU’ctrie Co kJ4,00'01 13pt> 25947 329 24X 

FlchB 50*115,94/09/0^ 9409070307 


840ai00U9‘l Torujards responses tg UPf 940509 request for add! info re 
detailed contrp! room design review < DCRDR ) Cntls include* 
functions of DCRDP teans, c uti trol mom instrumentation t 
emergereg i espouse capability integration plati 

4LEXICH, M P Indiana *i Hichiga*' Elcctnu Co 94/00/06 DENTON, H R 
Office of Nuclear Reac*^oi egu I a 1 1 on, Dlrectoi S6pp 25909 204 
24)1 F'iche 50-315 04 ^30, 06, 9 103 1 00094 


— 0405010079 Surrmariies 940329 meeting w/ West inghouse Ouiners Group re 
task analysis requirenents o t Suppi | to NURE6-0737 
IGeneric Ltr 92-33) 

CLAVTON, H n F’rocedures V Sy‘»trms Reviour Branch 04/04/05 

ZIEMANN, D 1- Procedures t Systems Rcvieu Branch 17pp 

25900 230 24X Fiche 50-315-64/00/06,0408100094 


3408130321 Revs to Energenty Plan Implementing Procedures PUP 2081 
EPP 021, “Acti'atiGn i Operation of Operations Staging Area 
tt Personnel Accountability" 4 PMP 2081 EPP 004* "Protective 
Action Guides (PAGs) ^ Protective Actions '' 

» Indiana f* Michigan Electric Co 04/08/07 24pp 26006 001 24X 

Fiche 50-315.84/08/07,0400130321 


8400170322 Forwards Suppl 2 to "APP R Evaluation of Auxiliary Bldg WAC 
Durt Penetration it Containment Seismic Gaps." providing 
justification for technical exemptions requested jn B40615 
1 tr 

ALEXICM>M P Indiana V Michigan Electric Co 04/OB/13 DENTON, H R 
Office of Nuclear Roactur Rcgulatibn. Director 2pp 26113001 
24X Fiche 50-315,84/08/13.0400170322 


--8400170327 Suppl 2 to "Ap p R Eveloatioh of Auxiliary Bldg HVAC Duct 
Penetiatinn L Containment Seismic Gaps *' 

* Engineonnq Planning 5, Nanagomont, Inc 04/00/31 32pp 
26113 003 24X Fiche 50-315,04/08/13.0408170322 


8400210156 Rev 1 to Procedure PMP 2081 EPP 014. "Offsite Dose 
Assessments " 

# Indiana Michigan Electric Co f34/O0/l5 43pp 26147 070 24X 

FlrhO 50-315. 84/08/15. 8400210156 


P Operating liteiisi? stage documents f, cot r espondence 


8405160248 Request* that inservicr i nsp / inset vi c e testing second lO-yr 
internal for both units begin on 660701,1 yr earlier 
than slated in 840315 1 »t . cont log eiit upon arcaptance of 
listed code relief requests 

HEF?INO, R F Indiana ?< Michigan Electric Co 04/05/11 BENTON, H R 
Office pf Nuclear Reactor Reguintioiij Director 2pp 244B5 069 
24X Fiche 90-315.81/05/11,8405160249 


8406000109 Fnrujards corrected Tech Spec Page 3/4 10 5 re position 
indicator channel* sh utdouin. subrOi tied U/04O31S Tech Spec 
change request 

HERINGi FI F Indiana Michigan Electric Co 84/06/04 DENTON, H R 
Office of Nuclear Reactor Regulatjon. Director 3pp S4856 004 
24X riche 50-316-84/06/04.9406000109 


— 8406000113 Correrlod Tech &ppc Page 3/4 10 5 re position indicator 
channels shutdown 

* Indiana ?< Michigan Electric Co 84/06/04 Ip 240 9 6 087 24X 

Tithe 90-316,84/06/04.0406080109 


8408010310 Notification of dote t location change far 040019 meeting 
ui/util In BethesdarMD to discuss program for hydrogen 
control, equ I pment aurvi vab 1 1 1 tij containment structural 
integrity Meeting originally scheduled for 040729 

WIGQINTON. D 1 Operating Reactors Branch 1 04/06/29 VARGA. 8 A 

Operating Reactors Branch I 2pp 25072 317 24X 

Fiche 50-315.04/06/29,8400010310 


8408060076 informs of tempotary procedural change to ensure that plant 
opdrations consistent u/FSaR analysis assumptions for 
interim period, until proposed Teth Spec change re reactor 
coolant pump operability at hot lero power approved 

ALtXRU.M P Indiana it Michigan Electric Co 84/07/30 DENTON. H R 
Qffice of Nuclear Reactor Regulation, Biiectqr 5pp 25933 125 
24X riche 50-315,84/07/30,8400060076 


0408160425 Summary of 040720 meeting w/utils Wostinghouso re 
containment analysis supeihaat effects on environ 
qual if jicati on 

WIGOINTON, D U Operating Reactors Blanch I 84/07/30 Operating 

Reactors Branch 1 4pp 26i43 265 24X Fiche 50-000, 04/07/30, 

0403160425 


840 0160100 Furu-iaids results of TS'ieui of NUREG-0737 jtom II B 3 open 
1 te.'ns re pos t -acc j dent sampling sys Mods will be completed 
C. sys operational by Sept 1904 

ALEXKH, M P Indiana b Michigan Electric Co 04/08/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 26092 036 
24X Fiche 50-315. Bt '00/02, 0408160100 


0408140164 Responds 840720 verbal request re effects of superheated 
steam following postulated main steam line break Util will 
participate in (Jos tmghpuse Quiners Group activities t 
invaLvement expected to suppl internal review 

ALEKICH M P Indiana fj Michigan Electric Co B4/08/03 DENTON, H R 
□ffice of Nuclear Reactor Regulation, Director 7pp 26065 001 
24X Fit ho 50-319.84/08/03.8400140164 


04OBO7O11O Generic Ltr 94-19 to all licensees of operating reactnrs, 
applicants for QLs t holders of CPs re availability of 
Suppl 1 to NUflEO-0933, "Pr i or 1 1 1 i a 1 1 on of Generic Safety 
I 55 ue 5 “ Sve 1 1 st enc 1 

EISENHUT-DG Division of Licensing 04/00/06 Consolidated 
Edison Co of New Vorlt, Inc iQpp 26129 230 24X 

Fiche 50-000, 84/08/06. 04080701 10 


8408090190 Forwards nonproprietary version of Rev 2 to XN-NF-Q4“2li 
"DC Cook.Unit 2. Cycle 5.57 Steam Generator Tube Plugging 
Limiting Break LOCA/ECCS Analysis," per American Electric 
Power Sve Co request 

chandler, J C Exxon Nuclear Co . Inc isubs of Exion Corp > 
04/00/07 DENTON, H R Office of Nuclear Reactor Regulation. 
Director Ip 25972 038 24X Fiche 50-316.84/00/07,0408070190 


— 0400090209 Nonproprietary veislon of Rev 2 to "DC Cook.Unit 2 Cycle 
5,57. Steam Generator Tube Plugging Limiting Break LOCA/ECCS 
Analysis " 

KAYSER.W V , chandler, J C . STOUT, R B Exxon Nuclear Co , Inc 
(subs of Exxon Corp 1 XN“NF-a4-2l <NP > R02 S4/0S/07 75pp 

39972 039 24X Fiche 90-316.04/00/07.8408090198 


84OB160494 Returns 040718 chock which accompanied 840723 application 
for relief from certain ASME Code requirements Applicatlnn 
subj to revised 10CFRi70 Requests remission of required fee 
for application Discussion of foes enc J 

DIGGS, n M License Fee Management Branch 84/08/09 DBUAN.J 
American Electric Pouer Service Corp 4pp 26124 337 24X 

Fiche 50-315,84/00/09,8408160494 


8400200275 Generic Ltr 04-20 to all licensees of operating reactors 6 
applicants for OLs re scheduling guidance for licensee 
submittals of f eloads that involve unroviewed safety 
questions Sve list enc 1 

EI8ENH1JT. 0 G Division of Licensing 84/08/20 Consol 1 dated 
Edxson Co of Now York, inc i7pp 26276 244 24X 

Fiche 50-000.84/00/20,6400200273 


8408240121 Notifies of plans to submit listed documents re PT8PWR2 cods 
& ENC transient analysis mettiodblogy by 840831. per 840601 
ltr App C for four-loop methodology will be initiated 
following NRC comments re ihree*’laop methodology 

ALEXICH, M P Indiana t< Michigan Electric Co 04/00/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 26330 214 
34X Fiche 50-316,81/08/30.8408240121 


G4O834O1B0 Forwards status rept on inadequate core cooling 
Inetrumontation sijs, per 031219 request Rept addresses 
reactor vessel instrumentation sys, core exit thermocouples. 
subcPOllng margin monitor WUREG-0737i Item 11 F 2 

ALEXICH. M P Indiana tt Michigan Electric Co 84/00/20 DENTON* H R 
□fficia of Nuclear Reactor Regulation, Director Spp 26337 355 
34X Fiche 50-315,84/03/20,8408240100 / 


O Inspection reports* IE Bulletins L correspondence 


8405160248 Requests that Inservice insp/lnaervice testing second 10-yr 
internal for both units begin on 960701,1 yr earlier 
than stated in 040315 I tr, contingent upon acceptance of 
listed code relief requests 

HERING, R F Indiana it Michigan Electric Co 04/05/11 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 24485 069 
24 X Fiche 50-315, B4/05/ 1 1, 0405160240 


8408230204 Forwards IE Insp Repts 50-315/04-11 8i 50-316/04-12 on 
04O6O4'*OB No noncompliance noted 

SHAFER, W D Region 3' Office of Director 04/07/24 DOLAN, J E 
American Eloctric Power Service Corp DOLAN, J B Indiana & Michigan 
Electric Co 2pp 26314 035 24X Fiche 50-31 5- 84/07/24, 8408230204 


— 8400230211 IE Ifisp Repts 30-315/84-11 tt 50-316/B4-12 on 840604-08 No 
noncompliance noted Major areas inspected sys walkdown 8« 
print vor i fication., survei 1 lance, maintr i nservlce testing, 
work c ontroi s, cal 1 br 6 operations review 

WRIGHT, G C Region 3, Office of Director 84/07/24 lOpp 
26214 037 24X Fiche 50-315,04/07/24,8409230204 
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Q'107E50i?29 IE Info rio 1 1 c e 34-57, "Op«>iatang E^perienco rc Moisture 
Intrusion »n Safety-Related ClectrJcal Ec^oipmenL at 
C. om^nert; i a I Pouer Plants ‘ S/c list tticl 

JCflOAN, E L Division of Emergency Pt ep ar edness h Engineering 
Response (Post 0301031 B4/07/27 Consolidated Edison Co of Neui 

York, Inc li9pp 25Bi5 04’' 24* Fiche 50-000-64/07/27.840725022'? 


0408000084 Submits s upp I eoon fca I response to IE Bulletin 03-07. 
"Apparently Fraudulent Products Sold by Bay Miller. Inc " 

Piping matls used m fabrtcatiofi of chemical & vol control 
sys supplied by Rag Miller. Inc 

ALE)(ICH,M P Indiana Michigan Electric Co 84/00/01 
DEVaUN-G. R C Director's Office- Office pf Inspection and 
Enforcement 5pp 67473 131 24)f Fiehe 50-31 5. 84/08/01 . 0408080004 


8408070401 Informs that neu sg( of ac knou ledg i ng receipt of licensee 
c orrespotidenc e re none omp 1 j ance tonnd during Insp 
i nsti tu ted . ef f ec t I ve 640020 Preprinted f ot m will be used 
rather than I tr 

KEPPLEB, J G Region 3, Office of Director 04/08/03 

Commonwealth Edison Co 3p p 25742 J8a 24)C Fictie SO- 000. 04/08/03. 

0400070401 


0408010333 IE Info hlotlce 04-57, 'Deliheiate Circumventing of Station 
Health Physics Procedures ” Sve list end 

JORDAM, E L Division of Emitgency Preparedness ^ Engineering 
Response (Post 830103> 84/08/06 Consolidated Edison Co of New 

York. Inc 122pp 26066 001 24X Fiche 50-000.84/00/06.8400010333 


8400010337 IE Info Notice 04-60. 'Tallure of Air Purifying Respirator 
Filial* to Meet Efficiency Roquiremcnt " Sve list end 
JORDAN, E L Division of Emeigency Preparedness «c Engineering 
Response (Post 630103) 84/0B/O6 Consolidated Edison Co of New 

York, Inc I23pp 26067 156 24;< Fiche 50-000.84/08/06.8400010337 


8408070120 TE Info Notice 04-61. "Overexposure off Diver in PWft 
Refueling Cavity " Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/08/08 Consolidated Edison Co of New 

York, Inc 120pp 26129 119 24X Flchc 50-000,84/08/08.8408070120 


0408070376 IE Info Notice 04-62. "Therapy Mi sadmiii 1 strati ons to 
Patients Undergoing Co-60 Tcletherapy Treatments " Bve 
list end 

ORACEi J N Division of OA. Safeguards & Inspection Programs (Pest 
830103) 64/00/10 Consolidated Edison Co of NemYort. Inc 

I25pp 26130 001 24)( Fiche 50-000,04/08/10,0408070376 


B40B100009 IE Info Notice 84-63, "Defective RHR Replacement Piping " 
8vc list end 

JORDAN, E U Division of Emergency Preparedness 4t Engineering 
Response (Post 630103) 84/08/13 Consolidated Edison Co of New 

York. Inc n9pp 26(97 216 24X Fiche 50-000, 84/00/ 13» 8408100009 


8408300181 Foruards Insp Repts 50-315/84-14 (c 50-316/64-16 on 
840723-27 No noncornp I tanc e noted 

NALKER, R D Region 3. Office of Director 04/00/14 DOtAN.JE 
American Electric Power Service Corp DOLAN, j E Indiana tt Michigan 
Electric Co 2pp 26313 263 24X Fiche 50-315.04/08/14. 8408300101 


-'-840a300iaB Insp Repts 30-315/84-14 V 50-316/04-16 on 84075:3-27 No 
noncompl lane e or deviations noted Major areas inspected 
LERs. startup test results pac (cages. Un i t 2.Cyde 4 core power 
distrihutian limits 6 Unit 2. Cycle 5 core reload analysis 
HELLER, J K . MCCORMICK- QAROE. REYES. L A Region 3. Office off 
Director 04/00/14 6pp 26313 265 24X Fiche 50-315,04/06/14. 

0408300101 


0409100030 IE Info Notice 84-64, "DWR Hpc I Initiation Seal-In 
Indication " 8vc list encl 

JORDAN, E U Division cf Emergency Preparedness !< Engineering 
Response fPost 03D1O3) 04/00/15 Consolidated Edison Co of New 

York, Inc 104pp 36198 093 24X Fiche 30-000,84/08/13.6409100038 


0400100021 IE Info Notice 84-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Eguijirnent " Bve 
list encl 

JORDAN. E L Division uf Emergency Preparedness & Engineering 
Response (Post 830103) 04 / 00/16 Ctinsol 1 dated Edison Co of New 

York. Inc liapp 26)90 001 24X Fiche 50-000. 84/00/ 16, 0400100021 


04OB1OOO35 IE Info Nobler 04-66, "Undetocted Unavailability of 
Turbine-Drivfln Auxiliary Feedwater Train ” Sve list end 
JORDAN. E L Division uf Emergency Preparedness S, Engineering 
Response (Post 830103) 04/GB/17 Consolidated Edison Co of New 

I20pp 26276 001 24X Flchc 50-000,84/09/17,8400100055 


B4O021OI4J h: Info Notice 8d 68 Pottntial Dtfiticnrij m Inproperly 
Rated Field Wiring to Soleriuiit valves ' uvu list end 
JORDAN, L L Division of fmeigciuy Fieparedness f Engtneeiing 
Response (Post 830103) S4/O0/21 Consolidated Edison Co of Neu 

Vom, Inc 115pp 263?9 000 50-000,84/00/21.8400210142 


9400.290147 Discusses 840621 meeting w'util re SALP Repls 50-315/04-08 6 
50-316/84-09 fcjr period ft om Apr i9B3 Mar 1904 Summary of 
meeting, including list of attendees encl as App A to SAl.p 
reptfi App final step in SALP assessment process 

KEPPLCB, J 0 Region 3, Office of Dilector 04/OG/23 DOLAN, J E 
A*neriran Electric Roger Service Corp DOl-ANj J E Indiana ?< Michigan 
Electric Co 2pp 36259 0/8 24X fiche 50-315,04/08/23,8400280147 


— 8 408200155 App to GALP Repts 50-315.84-08 ?. 50-3)6/04 09 for period 
fro n Apr 1983 - Mar 1984 Summariiing 840621 meeting f. 
including list of attendees 

ft Region 3, Office or Director 84/08/23 2pp 26259 080 24X 

Ficho 50-315, 04/00/23. 0400200147 


S Repprtal^ile occurrences. LERs i related correspondence 


84 0 8060151 LER 04-017-00 on 840704, while in Mode 3, survo 1 1 lance 
requirements of loch 6pec 3311 not performed as required 
Pop intermediate-range ei-core detectois shiftly channel 
checks Procedures revised H/840726 Itr 

DAHER.K R , SlIlTH. W G Indiana t Michigan Electric Co 04/07/26 
2pp 25935 167 24X Fiche 50-316,94/07/26.8400060151 


9400130307 LER 04-018-00 on 040709, Pol lowing refueling outago.RPl Pot 
rods I)-Q 8, K-IO nisaiigned Caused by variables affecting 
secondary coil stack voltages Unit placed in Mode 3 W/840B0B 
t tr 

BLIND. A A , SniTH.W 0 Indiana 6 Michigan Electric Co □4/08/03 
2pp 26010 259 24X Fiche 50-316, B4/OB/0B. 8408130307 


8408160127 LER 04-019-00 840710. rbac toi coolant pump removed from »vc 
due to indication of problems Protective function channel 
was not tripped within specified time Procedures revised t* 
personnel will be tiaincd W/840809 1 tr 

QAKER.K R , SMITH. W 0 Indiona 6 Michigan Electric Co 04/00/0'? 
Spp 26i0a 115 24X Fiche 50-316,84/08/09.0408160127 


V Cperatttr Eiaminations 


0408140426 Provides address for transmitting all opoiator licensing 
correspondence to Region III ofc, except info for examiners 
WALKER. R D Region 3, Office of Director 84/08/10 Michigan, 
Univ of, Ann Arbor. Ml 2pp P60S1 19Q 24X FUhe 50-000, 

04/00/10,0400140426 


8408240296 Confirms actions to he taken by 840822 rg results of 840619 
licensed operator 6 senioi operator roqua i i f ica t ion exams 
KCPPLER. J a Region 3, Office of Director 84/08/21 DOLAN, J E 
American Electric Power Service Corp DOLAN. J E Indiana 6 Michigan 
Electric Co 3pp 26226 016 24 X Fiche 50-31 5. 04/09/21, 0409240296 


DOCKET 30-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 
F Security, medical, emergency 6 fire protection plans 


0409170261 Rov 10 to Emergency Radiological Plan Implementing Procedur* 
EflPiP 4 I 6# "'Offsite Monitoring Team '* 

# Oaltimore Oas 1* Electric Co 84/07/06 tlpp 26H 3 3 4 3 24X 

Fiche 50-317,04/07/06.8408170261 


B4091S0711 Forwards IE Safeguards Insp Repts 30-31 7/B4-17 6 
50-310/84-17 on 040611-13 it notice of violation 

MARTIN, T T Division of Engineering I Technical Programs 84/07/2? 

OOMHAKER.N J naltimoro Gas t Electric Co 2pp 26079 017 24K 

Fiche 30-317.04/07/27.0408130711 


—0400150713 
deleted ' 
MARTIN. T 
94/07/27 


N»tice nf violation from insp on 840611-13 Safeguards in*o 
rof lOCrR73 21 695) 

T DivlslDn of Engineering & Technical Programs 

Ip S6079 019 24X Fiche 50-317.84/07/27.0400130711 


— 0400130721 le Safeguards Insp fiepta 50-317/84-17 h 30-310/84-17 on 
84061 1-15 None Qrtpl iance noted failure to Follow physical 
security plan implementing procedures Info deleted 
(ref I0CFR73 2S 6 9 5) 

BAILEY. R J . KEIMIQiR R Region 1. Office of Diiector 94/07/2? 
6pp 26079 020 24X Fiche 50-317, 84/07/27. 84081507 1 1 


Info Notice 84-67, ^'Recent anubber Inservice Testing W/ 
'e Rates " Bve list encl 

Division of Emergency Proparqdnoss & Engineering 
'ost 830103) 64/0B/17 Consolidated Edison Cn Pf New 

I22pp 26276 122 24X Fiche 30-000.64/09/17,8409140209 
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B40a200320 Forwards Amends V5 ^ ’'6 to Licenses DPR-53 *. DPH-69. 
r e spe L 1 1 '' 0 1 y & safeti; evaluation AmerttJs revise licenses 
to include latest revs to securiti; p 1 an, safeguards 
c p-nting enct^ plan t guard training qualification plan 
JAFFC. D H Operating Reactors Branch 3 64/00/01 LUNOVALL, A E 

SaUimore Gas 0 Electric Co ip 26141 233 24X 

Flche 50*317, 04/00/01, 8408200320 


— 8400200325 Amends 95 V 76 to Licenses DPR-53 ti DPR-69, respectively, 
revising licenses to include latest revs to security plan, 
safeguards cuntingency plan guard training qualification 
plan 

rirLtER, J R Operating Reactors Branch 3 84/00/01 4p p 

26141 234 24X Flche 50-31 7, 84/OD/Ol . 9408200320 


— 8400200327 Safety evaluation supporting A/rend?. 95 ?. 76 to Licenses 
DPR-53 4- DPR-69, respectively 

* Office of Nuclear Reactor Regulation. Dliector 84/00/01 2pp 
26141 230 24/ Fiche 50-317.84/08/01.8408200320 


B40624OO1S Forwards Amends 96 t 77 to Licenses DPR-53 6 DPR-69. 
respectively h safely evaluation Amends reflect 
administrative changes, addl fire protection instrumentation 
& change in area access control 

JAFFE. D H Operating Reactors Branch 3 04/00/02 LUNDVALU. A E 

□ altimcjre Gas h Electric Co Ip 26256 034 24X 

Flche 30-317.04/08/02.0400240015 


—0408340017 Amends 96 77 to Licenses DPR-53 & DPR-69, resp ec tive ly. 

reflecting administrative organiiation changes. instal lat ion 
of addl fire protection instrumentation change in control 
of access to high radiation areas 

MILLER. J R Operating Reactors Branch 3 04/08/02 30pp 

26256 035 24X Fiche 50-317,04/08/02.0400240015 


— 8409240020 Safety evaluation supporting Amends 96 t 77 to Licenses 
DFff-S3 t* DPR-69. resp ect i veiij 

* OFfice of Nuclear Reactor Regulation. Director 04/00/02 3pp 
26256 065 24X Fiche 50-317.84/08/02.0408240015 


6400070343 Forwards plant-specific technical gui de 1 i nes, requ ired by 
5uppl 1 to NUREO-0737, to aid NRC in completing review of 
emergency procedures generation package. in response to 
840614 request 

LUNDVALL.A E Baltimore Oas t Electric Co 04/00/03 MILLER. J R 
Operating Reactors Branch 3 6pp 25944 154 24X 

Fiche 30-317.04/08/03.8400070343 


04OQ1SO62B Notification of Significant Licensee Meeting 04-68 on B40BOB 
In King of Prussia.PA to discuss revs to site 
secur 1 ty /contingency plans 

KUSHiNER.l' U Region 1. Office of Director 04/00/00 Region 1. 
Office of Director 2pp 26102 356 24X Flche 50-317.84/08/001 

8400150620 


0408240361 Forwards Insp Repts 50-317/04-08 L 5O-31B/04-O8 on 
840411-0515 Significant safety concerns re operability of 
component cooling HX identified Issue resolved pending 
followup to stated actions per 640517 meeting 

BTAROSTECKI. R Division of Project t Resident Programs 04/00/08 
LUNDVALL.A E Baltimore Gas i Electric Co 2pp 26237 065 34X 

Fiche 30-317,84/08/00.8400240361 


“8400240363 Insp Repts 50 - 317 / 04-00 tt 50-318/04-08 on 840411-0515 Major 
areas, inspected control room, access i b Ic parts of plant 
struc tur esi p lant op erat ions. rad iat i on protec t ion, phy s ica 1 
aociirity L fire protection 

FOLEY'. T . TRIMDLC. D C , WENZINGER.E C Region 1, Office of 
Director 04/07/31 I3pp 26237 067 24X Fiche 50-31 7i 84/08/00. 

S40B240361 


8408170086 Rev J1 to Emergency Response Plan Implementing Procedure 
ERPIP 3 0. "Im.mediate Action Procedures " M/B40813 Rev 2 to 
table of contents 

ff Dal timer e Oas 6 Electric Co 64/08/13 36pp 26119 033 24X 

Fiche 50-317,04/08/13.0400170086 


8408240272 Advises that 040510 Rev 4 to safeguards contingency plan 
consistent u/provislons of lOCFRSO 54Cp> acceptable 
MARTIN. T T Division of Engineering It Technical Programs 84/0B/16 
SDNMAKER.N J Baltimore Gas S Electric Co 3pp 26222 331 «14X 

Flche 50-317.84/08/16.8400240272 


P Operating license stage documents correspondence 


8406230301 THREE -DIMENS I ONAU CALCULATIONS OF TRANSIENT FLUID -THERMAL 
MIXING IN THE DOWNCOMER OF THE CLAVERT CLIFFS-1 PLANT USING 
GOLA-p rs 

DALY. 0 J Los Alamos Scientific Laboratory FIN A-7306 
NUREO/CR-3704 04/04/30 Division of Accident Evaluation 06pp 

25131 319 24X Fiche 50-317.84/04/30,0406230301 


8408070271 Responds <-0 840604 request for NRC concurrence in plans 
to train f/ qualify st< senior control room operators as 
shift technical advisors Personnel entering program must 
be degreed or e qui valent, per NUREG-0737, Item I A 1 1 
MILLER, J R Operating Reactors Branch 3 84/07/26 LUNDVALL, A E 

Baltimore Gas L Electric Co 3pp 25956 261 24X 

Flche 30-317.04/07/26.0408070271 


8400020031 Informs of planned mod to C-E control element assembly 
guide tuba wear sleeve Mod includes relocation of sleeve 
flare, sleeve expansion over full length of sleeve 6 
relocation of c rlnp. provi d ing resistance to axial motion 
SCHERER, A E Combustion Engineering. Inc 84/07/27 
RUDENBTEIN. L 5 Assistant Director for Core & Plant Systems Spp 
S5B0O 250 24X Fiche 50-000.84/07/27,8408020031 


B40B230172 Forwards ORNL draft ‘'Chapter 5 Probabilistic 
Fracture-Mechanics Analysis of Calvert Cliffs Unit 1 
Sequences. " of pressurized thermal shock rept Comments 
raquosted by 040625 

JQHNBGN.C NRC - No Detailed Affiliation Given 04/07/30 NODOS, R 
NRC - No Detailed Affiliation Given Ip 26230 02B 24X 

Fiche 50-317.84/07/30.8408230172 


— 8400230184 Forwards ORNL draft "Chapter 3 Probabilistic Fracture- 
Kechanics Analysis of Calvert Cliffs Unit 1 Sequences." of 
pressurized thermal shock rept Comments requested by 840022 
SELBY, D L Oak Ridge National Laboratory B4/07/30 JOHNSON. C E 
NRC - No DetaiUd Affiliation Given KOENIG, J E Los AUmps 
scientific Laboratory MIRBKY, S M Baltimore Oas L Electric Co- 
ip 26230 029 34X Fiche 50-317.04/07/30.0409230172 


0400230191 Draft "Pressuriied Thermal Shock Evaluation of CaWert 
Cliffs Unit I Nuclear Pouer Plant, Chapter 5 Probabilistic 
Fracture-Mechanics Analysis of Calvert Cliffs Unit i 
Sequences " 

«- Oak Ridge National Laboratory B4/07/27 NRC - No Detailed 
Affiliation Given l69pp 26230 030 24X Fiche 50-317.84/07/30. 

9400230172 


0400200320 Forwards Amends 93 L 76 to Licenses DPR-53 DPR-69. 
respectively L safety evaluation Amends revise licenses 
to Include latest revs to security p Ian. safeguards 
contingency plan t* guard training qualification plan 
JAFFE. D H Operating Reactors Branch 3 04/08/01 LUNDVALL.A E 

Baltimore Oas $. Electric Co Ip 26141 233 24X 

Fiche 90-317.04/08/01.8408200320 


“8400200325 Amends 95 76 to Licenses DPR-93 b DPR-69. respect! vel y ■ 

revising licenses to include latest revs to security planx 
safeguards contingency plan & guard training qualification 
plan 

miller. J R Operating Reactors Branch 3 04/00/01 4pp 

26141 234 24X Flche 50-317,04/08/01.8408200320 


— 0400200327 Safety evaluation supporting Amends 95 6 76 to Licenses 
DPR-53 & DPR-69, respectively 

* Office of Nuclear Reactor Regulation. Director 04/00/01 2pp 
2614 1 236 24X Fiche 50-317.64/00/01,0408200320 


8400240015 Feruards Amends 96 e< 77 to Licenses DPR-S3 DPR-69i 
respectively 6 safety evaluation Amends reflect 
administrative changes. addl fire protection instrumentation 
^ change in area access control 

JAFFE. D H Operating Reactors Branch 3 04/00/02 LUNDVALL, A, E. 

Baltimore Gas & Electric Co Ip 26256 034 24X 

Flche 50-3J 7. 84/00/02. 8408240015 


— 6408240017 Amends 96 4* 77 to Licenses DPR-53 & DPR-69. respectively, 
reflecting administrative organiiatlon changes. Instal latlon 
of addl fire protection instrumentation & change In control 
of access to high radiation areas 

miller, J R Operating Reactors Branch 3 84/00/02 30pp 

26236 035 24X Flche 30-317.04/08/02.0408240015 


--640B240O20 Safety evaluation supporting Amends 96 U 77 to Licenses 
DPR-53 & DPR-69. resp Bct IVB ly 

» Office of Nuclear Reactor Regujatlonr Director B4/O0/O2 3pp 
26236 063 24X Fiche 50-317.04/00/02.8408240015 


0400070110 Generic Ltr 84-19 to all licansees of operating reactors, 
applicants for DLs ?c holders of CPs re availability of 
Buppl 1 to NUREO-0933. "Priori tliation of Generic Safety 
Issues *' Sve list end 

EIBENHUTiP 0 Division of Licensing 04/08/06 Consolidated 
Edison Co of New York. Inc lapp 26129*238 24X 

FlctiB 50-000,84/00/06.0400070110 
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DOCKETED ITEMS 


8*1002005-75 GcfXJrn; Lcr B 4— 20 to «»il licensees of operauna reactors & 
■applicahts for DLs re scheduling guidance for licensee 
submittals of reloads that involve unr-evieued safety 
questions Svc. list end 

EISEWHUTpD G Division of Licensin9 84 / 00/20 Consolidated 

Edison Co of Neu York, l-nc I'^pp a 62 '^A 244 24 X 

fiche 50 - 000 - 04 / 08 / 20,8400200275 


Inspection reports* IE Qulletins 5 correspondence 


0408130298 Forwards IE Insp Repts 50-317/04-09 ti 50-31Q/B4-09 on 
&40423-27 h notice of violation 

MARTINET T Division of Engineering t Technical Frograms 84/07719 
LUNDVALLj A E Galtiirore Gas ^ Electric Co 2pp 26074 334 24X 

Fiche 50-317. 84/07/ JB> 8400150290 


- B4D015O3OI Notice of violation from insp on B40423-2/ 

» Region 1. office of Director 04/07/18 2pp 26074 33 d, 24X 

Fiche 50-317*84/07/18,8400150298 


B40B070120 It 
Refueling Ca 
JD4DAN. E L 
Response (Fo 
York. Inc 


In fa Notice B 4 - 61 , Uv'ei r xposure of In vet jn PWR 
V i ty “ S» c list enc 1 

Division of Eme^gcnLij Fiepaiedn^^s * Fnyirieerinq 
St 01 O 1 OT) 04 OO'OS Consolidated Edison Co of fjeu 

I2app ?612'? Ue 24X Tiche 50- 000. 94 /OB/OS, B40Q070120 


B40B240361 Fori^jards Insp Repts 50-317' Md-OQ f 90-310/84-09 on 
840411-05 1 5 8ignit-icant safety conceins re operability of 
component cooling HX ideiititied Issue lesolvud pending 
foncii<up to stated actions per 040517 meeting 

STAROBTCCKI . R Di/ision of Project ♦ fiesident Piogrtims 04/OB/O9 
LUNDVALI.* A E Baltimore Gas • Electric Co Spp 26237 065 24 ;( 

Ficbe 50-31 7, 04/08/08, 8400240361 


— 8400240363 Ifisp Repts 50-317,84-09 * 50-31B/84-08 on 940411-0515 Major 
areas inspected control r oam. access ib le parts of plant 
strut tures, p 1 ant opera t tons, rati lat i on pi oiec 1 1 on, phy s 1 ca 1 
security << Fiie protection 

FOLEY. T . TnmnLE, 0 C . WErJ7UJtiEn,C C Region 1, Office of 
Director 64/07/31 I3pp 26237 067 24X fiche 50-317,94/00/08. 

040 8240 361 


B4O01 50305 IE Insp Repts 30-317/64-09 L 50-318/84-09 on 040423-27 
Natl c amp 1 1 a nee noted failure to have radiochemis Iry 
pTDcecfores reviewed by POSRC 

STRUCKMEYEfi, R , JANG, J C , HDGAN. R T Region 1. Office of 
Director 84/07/17 I2pp 26074 338 24X Fjche 50-317, 84/07/ 10, 

0408150298 


0408070376 IE Info Notice 04-62. "rherapy rii sadml n 1 strat i nns to 
Patients Undergoing ro-60 Telethcrapy Treatments *' Sve 
list end 

GRACE, J N Division of QA, ^ateguai ds t Inspection Progi ams {Post 
830103) 84/08/10 Consolidated Edison Co of Now York, Inc 

12Spp 26130 001 a4X Fiche 50-0CO, a4/0Q/ 10. 840B0'^0376 


8400160102 Forwards IE Insp Repts 50-317/84-16 
040604-08 6 notice of violation 
MARTIN, T T Division of Engineering 8, Techn 
LUNDVALL, A E Saltirrore Oaa, L Electric Co 
Ftche 50-317.84/07/24,0408160102 


U 50-318/B4-16 on 

cak Prografits 84/07/24 
3pp 26108 135 24X 


— B40B160107 Notice of violation from insp on 840604-0Q 

* Region I, Office of Director 04/07/24 Ip 26108 !37 24X 

Fiche 50-317,04/07/24.8408160102 


— 640B1601I5 IE Insp Repts 50-317/84-16 t 5O-310/B4-J6 on B40604-08 
Violation noted failure to establish procedures for 
incomplete work followup on, saf e ty- re la ted aiod to auxiliary 
feedwater syn 

BLUH'SERGi hf , DETTENHAV3EN, L Region 1* Office of Director 

94/G7/12 I2pp 261G8 133 24X Fiche 30-'31 7, 84/07/24. 0408160102 


8407250229 JE Info Notice 84-57, "Operating Experience re rtoiature 
Intrusion In Safety-Related Electrical Equipment at 
Commercial Power Plants " Sve list end 

JORDAN, E t Division of Emergency Preparedness tc Engineer inn 
Response iPost 030103) 84/07/27 Consolidated Edison Co, of New 

Ynrif, Inc ll9pp 2SB65 047 24X Fiche 50-000,04/07/27,8407250229 


a40B1507ll For-uards lE Safeguards Insp Repts 50-317/84-17 t 
30— 31B/84-17 nn 840611-15 6 notice of violation 

MARTIN, T T Division of Engineering $, Technical Programs 04/07/27 
BOWNAliER, N J Daltimore Gas fri Electric Co 2pp *>■6079 017 24X 

Fiche 50-317. 04/07/27, 84031507 il 


8400150715 Notice nP violaticin from 
deleted (ref 10CFR73 21 9 5) 

MARTIN, T T Division of Engineer! 

04/07/27 ip 26079 019 24X F» 


Insp on 840611-15 Safeguards info 

ng Technical Programs 

Che 50-317,34/07/27,8408150711 


Safeguards Insp Repts 50-317/04-17 t 50-318/04-17 on 
340611-lS Norveamp 1 i ance noted failure to follow physical 
security plan implementing procedures Info deleted 
(ref 10CFR73 21 & 9 51 

BAILEY, R J , KEIMIO, R R Region I, Office of Director 04/07/27 
6pp 26079 020 24X Fiche 50-317,84/07/27,6403150711 


8408070074 Forwards check inadvertently omitted from 840306 1 fcr re 
inservicB tnsp program 

DENTON. R E Baltimore Gas «■ Electric Co 04/07/30 MILLER, J R 
Operating Reactors Branch 3 Ip 25949 200 24X 

Ficiie 50-317,04/07/30,0406070074 


8406100009 
Sve list 
JORDAN. E 
Response 
York, Inc 


IE info Notice B4-63. "Defecti 
enc ( 

L Division of Emergency Prep 
(Foit 830103) 04/09/13 C 

il9pp 36197 210 24X Tje 


ve RHR Replacement Piping " 

at ednoss tt Friginoering 
onsolidaied Edison Co of Mejj 
he 50-000. 04/00/ 13, 8400100004 


0408100030 IE Info Notice 04“64. <'BWR HPCI Initiation Scal-In h 
Indication " Sve list end 

JORDAN, E L Division qf Emergency Pieparedness • Engineering 
Response (Post B30103) 04/03/15 Consolidated Edison Co of Neu 

York, Inc I04pp 26193 093 24< Fiche 50-000.04/08/15,9406100038 


9408100021 IE Info Notice 04-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essentia) tlectiical Equipment " Sve 
list cnc 1 

JORDAN, E L Division of Emetgency Prepai edness ♦- Engineering 
Ifcsponse (Post B30103) 84/08/16 Consolidated Edison Co of Rsu 

York, Inc 1 18pp 26193 00) 24X I iche 50-000,94/00/16,9400100021 


8408100055 IF Info Notice 04-66, "Undotactod Unavailability of 
Turbine-Driven Auxiliary Feedwater Tram " Sve list enc I 
JORDAN, E L Division of Emergency Preparedness *> Engineering 
Response (Post B3010J) B4/OB/17 Consolidated Edison Co of Neu 

York, Inc 12Dpp 26276 OOl C4X hiche 50-000,84/00/17,0400100033 


8400140200 JE Info llatice 84-67, 'Ret-ent Snubbor In service Testing W/ 
High Failure Rates " &vc list end 

JORDAN, E L Division of Emergency (^repai edttoss 6 Engineering 
Response (Post B3i)l03) B4/oa/17 Consolidated Edison Co of Neu 

York, Inc I22pp 26276 122 24 X fiche 50-000,04/00/17,9408140203 


B40B210142 IE Info Notice 84-68, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid VaKes " Sve list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Po^t 030103) 04/00/21 Consolidated Edison Co of Neu 

York/ Inc llSpp 26329 000 24X Fiche 50-000,84/09/21,3408310142 


R Periodic operating reports it related correspondence 


8408S7O53H Nanicutine radiological environ operating rept re levels 0l 
Ag-llOm in oyster sanpios collected during June 1984 Dose 
rates within acceptable limits 

FUHRMAN, 0 R Raltimore Gas l Flectnc Co 84/07/31 Region 1, 

Office of Dll ec tor 3pp 26 2 79 227 24 ^ Fiche 50-317,84/07/3). 

04OB27O335 


8408010333 IE Info Notice 84-39* "Oeltheratc Circumventing of Station 
Health Physics Procedures " Sve list end 


Emergency Preparedness t Engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co 

York, Inc lS2gp 26069 OOl 


of New 

24X Fiche 50-000,04/08/06,8400010333 


04-60, ‘failure of Air Purifying Respirator 
Filters to Meet Efficiency fteqcjlTament '• Sve list end 

. tnonA kJ c t ^ ** * 


JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Post 630103) 84/08/06 Cansolldatod Edison Co of Mew 

24X Fiche 50-000.64/00/06,8408010337 


York. Inc I23pp 26067 150 


3 Reportable Occurrences, IFRs f, lelated correspondence 


8405290354 Forwards LASL draft rept on boron dilution event to 
determine safety significance of unmltigatod boron dilution 
event Staff Completion of review expected by 040315 
JAFFt.O H Operating Reactors Blanch 3 84/05/04 LUNDVALL, A E 

Ualttmgre Gas 4 * Electric Co 47pp 24695 275 24X 

Fiche 50-317. 04/05/04. 0405290354 


0408150188 LER e3-009/03X~3 on 030210, review of Units 1 h 2 snubber 
surveillance test procedures revealed that snubber 2-l5-'10 
not included in. Unit 2 Tech Specs !< that missed surveillance 
occurred on snubbor 1-13~8 W/040903 ) tr 

FARRELL. C V . RUSSEL! . L Q Baltimore Gas t Electric Co B4/O7/30 
3pp 26075 350 244 Fiche 50-317,04/07/30,0400150188 
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1B1 


B<l0e3ia36lJ Fipruiords tsonts Involving Fires or Dthei Related 
Ab nar ma 1 1 1 1 1 > 9 in Muter Cor>tTDi Cti^ U^Aluminum Hus Oars^ 
tcchnjcal rtvieu lept Fpjrthe? actions re issue not uiarrant edl 
cit present 

ASjKEi r Reactor Operations AriJlijsis Rrarich £J4 'OB/06 SEVFRlTiK V 
Reactor Operations Analysis Branch ]p 095 24X 

Fichf? 50-31 ■» 04 /^O0/Oi>, 04083103*5 


— 84083I03'0 'Events Inv'Olving Fires or Other Related Abnormalities in 
Hotor control Ctrs U/ A I um t n um Bus Uai s. '' technical rovieui 
rep t 

ASHE; r Reactor Opera^^ions Analijsis Branch B4/O0/O6 3pp 
2*350 296 24X Tiche 50-317 fl4/08;'06 8400310365 


0400290258 LER 04-007-00 on 040/2 1< (Jut i ng monthly surveillance test of 
£SF actuation sys-pouer lost on 4 i60-volt emorgeneg bus 
Caused by personnel inadvertently depressing incorrect te^t 
JjuttoTi Bus leenergized Button relabeled 11/040523 Itr 

LDHR,J ; RUSSELL; L B Baltimore (Jas K Electric Co 84/00/23 3pp 
26295 056 24X Fiche 50-31 7, 84/00; 23, 0400290258 


DOCKET SO 318 CAUVCRT CLIfFS NUCLEAR POWER PLANT, UNIT 2 


F Security, mcdicali emergency fire protection plans 


8400-170261 Rev 10 to Emergency Radiological Plan Implementing Procedure 
ERPIP 416; "Offsite Monitoring Team " 

* OaltiiTiorD Oas 6 Electric Co 84/07/06 llPP 26119 343 24X 

Flche 50-317; 04/07/06, 84081/0261 


8405150711 Forwards lE Safeguards Insp Repts 50-317/64-17 t< 
50-310/04-17 on 640611-15 \ notice of violation 

MARTIN;! T Division of Engineering Technical Programs 84/07/27 
UOWMAKERrN J Baltimore Gas ft Electric Co 2pp 26079 017 24X 

Fiche 50-317,84/07/27,8400150711 


--84O015O715 Notice of violation from insp on 040611-15 Safeguaa-ds info 
deleted (ref 10CFR73 21 / 9 5» 

MARriN,! T Division of Engineering Technical Programs 
84/07/27 ]p 26079 019 24 < FiChe 50-317,04/07/27,84 08130711 


— a40B15O’"21 IE Satoguards Insp Repts 50-317/84-17 50-318/ 04-11 7 on 

S4Q611-19 Noncomp 1 lanc e noted failure to follow physical 
security plan implementing procedures Info deleted 
(ref 10CFR73 21 5 9 3> 

BAILEY. R J Region i, Office of Director 04/07/27 6pp 
26079 020 24X Flche 90-3 1 7, 64/07/27; 84001 507U 


8408200320 Forwards Amends 99 76 tu Licenses DPR-93 t DPn-69, 

rcf p ec ti ve] y ?< safety evaluation Amends levise licenses 
to Include latest revs to security p Ian, safeguards 
contingency plan &> guard training (lua 1 1 fi cation plan 
JAFFE, D H Operating Reactors Branch 3 04/06/01 LUNDVALL, A E 

Qaltimure Gas ft; ElertrIc Co Ip 26141 233 24Y 

Ficlie 50-317. 84/00/01, 6400200320 


--8400200325 Amends 9b 5 76 to Licenses DPR'53 DPR-69, resp ec ti vel y, 
revising licenses to include latest revs to security plan, 
safeguards contingency plan h guaid training qualification 
p Ian 

MILLER; J R Operating Reactors Branch 3 64/08/01 4pp 

26141 234 24X Flche 90-317,84/00/01.8408200320 


—8408200327 Safety evaluation supporting Amends 95 h 76 to Licenses 
DPR-33 I nPR-69, respoc 1 1 ve I y 

a Office of Nuclear Reactor Regulation, Director 04/00/01 Spp 
2614 1 230 24 X Fiche 90-3i 7, 84/06/01, 0408200320 


6408240015 Forward* Amends 96 / 77 to Licenses DPR-93 DPR-69, 
respectively A safety evaluation Amends reflect 
administrative changes, addl fire protection instrumentation 
fti change in area access control Related correspondence 
JAFFEr D H Operating Reactors Branch 3 DSB 619 94/00/02 

LUNDVALLrA E Baltimore Gas f Electric Co Ip 26256 034 24 X 

Fiche 50-317,84/09/02,0408240015 


-■8400240017 Amends 96 ft; 7/ to licenses DPR-53 ft< DPR-69, resp ec tlvel y., 
reflecting admiriistrat 1 ve organization changes, i natal lat loin 
of addl fire protection instrumentation U change in control 
of access to high radiation areas 

MILLER, J R Operating Reactors Branch 3 04/08/02 30pp 

26256 039 24X Flche 90-317.84/08/02,0400240015 


— ^8409240020 Bafety evaluation supporting Amends 96 ft, 77 to Licenses 
DPH-53 4 DPR-69, respec t ivel y 

HI Office of Nuclear Reactor Regulation, Director 84/00/02 3pp 
26P56 065 24X Fiche 90-317,84/08/02,8400240019 


8408070343 Forwards plant-specific technical guide 1 ines, requ irdd by 
Sup pi 1 to NURCG-073/, to aid NRG m completing review of 
emergency piocedures generation package, in response to 
B40614 request 

LUNDVAIL.A E BaJtimare Gas / Electric Co 84/0Q/03 MILLER, J R 
Opercatir.g Reactors Branch 3 6pp 29944 154 24y 

Flche 50-317.84/08/03,8400070343 


8409150620 Notification of Significant Licensee Meeting B4-60 on 040000 
in King of Prussia, PA to discuss revs to site 
s ecur-i ty /contingency plans 

KUSHNER.W L Region 1, Office of Director 84/00/08 Region J, 
Office of Director 2pp 26102 396 24X Fiche 50-317,04/00/08, 

8400130698 


B408240361 Forwards Insp Repts SO-31 7/04-08 ^ 50-318/84-08 on 
040411-0519 Significant safety concerns re operability of 
component cooling HX identified Issue resolved pending 
followup to stated actions per 840517 meeting 

STAROSTECKI , R Division Of Project t Resident Programs 04/00/08 
LUNDVALL.A E Baltimore Gas ft* Electric Co 2pp 26237 065 24X 

Fiche 50-317,84/08/08,0400240361 


— 9400240363 Insp Repts 50-317/84-08 f 50-318/84-08 on 840411-0919 Major 
areas inspected control room. access i b le parts of plant 
struc tures, p lant operat ions, rad lat i on protect! on, phys ica 1 
security L fire protection 

FflLEY, T Region 1, Office of Director 84/07/31 13pp 
26237 067 24X Flcfia 50-31 7, 04/08/00, 0400240361 


8408170006 Rev ii to Emergency Response Plan Implementing Procedure 
ERPIP 3 0. “Immediate Action Procedures ” M/040813 Rev 2 to 
table of contents 

* Baltimore Oas F Electric Co 84/08/13 36pp 26U9 033 24X 

Fiche 50-317,84/08/13,8400170086 


040B240S72 Advises that 840910 Rev 4 to safeguards contingency plan 
consistent w/provisions of 10CFR50 S4{p) f* acceptable 
MARTIN, T T Division of Engineering L Technical Progiams 04/00/16 
i)OMMAKER,N J Baltimore Gas Electric Co 3pp 26222 331 24X 

Fiche 50-317,84/06/16,0400240272 


P Operating license stage documents t correspondence 


840Q070271 Responds to 840604 request for NRC concurrence in plans 
to train ft qualify six senior control room operators as 
Shift bochnlcal advisors Personnel entering program must 
bo degreed or equivalent. per NUREG-0737, 1 tem I A 1 l 
MILLER. JR Operating Reactors Branch 3 84/07/26 LUNDVALL, A E 

Baltimore Gas 6 Electric Co 3pp 29756 261 24X 

Fiche 30-317,84/07/26.0408070271 


640'5S003^0 Forwards Amends 99 it 76 to Licenses DPR-93 ftc DPR-69, 
respectively safety evaluation Amends revise licenses 
to include latest revs to security p Ian, safeguards 
contingency plan 6 guard training qualification plan 
JAFFE.D H Operating Reactors Branch 3 84/09/01 LUNDVALL.A E 

Oaltlmore Gas ft, Electric Co Ip 26141 233 24X 

Fiche 90-317. 64/00/01, S408200320 


— 9400200329 Amends 75 ft, 76 to Licenses DPR-93 ^ DPR-69, re sp ect Ivel y, 
revising licenses to include latest revs to security plan, 
safeguaids contingency plan ft, guard training qua! 1 f ii^ati on 
p Ian 

MILLER, J R Operating Reactors Branch 3 84/00/01 4pp 

26J41 234 24X Flche 50-317.04/08/01,0408200320 


— 9400200327 Safety evaluation supporting Amends 99 ft 76 to Licenses 
OPR *53 ft DPR-69. respec t zve ly 

« Office of Nuclear Reactor Regulation, Director 04/08/01 2pp 
2614 1 230 24X Flche 50-3 i 7, 04/08/01, 8408200320 


8400240015 Forwards Amends 96 ft, 77 to Licenses DPR-53 ft DPR-69, 
respectively ft safety evaluation Amends reflect 
administrative changes, addl rire protection instrumentation 
ft change in area access control 

JAFFE, D H Operating Reactors Dranch 3 04/08/02 LONDVALL. A E 

Oaltlffore Gas ft Elect! ic Co Ip 26296 034 24X 

Fiche 50-317,94/00/02,0409240019 


— 0409240017 Amends 96 ft 77 to Licenses DPR-OS ft, DPR-69, respective! y. 
reflecting administrative organiiation changes, 1 nstal lat Ion 
of addl fire protection Instrumentation ft change In control 
of access to high radiation areas 

MILLER, J R Operating Reactor* Dranch 3 04/00/02 30pp 

26256 039 24X Fiche 50-317,84/00/02.9400240015 


— 840B240020 Safety evaluation supporting Amends 96 ft 77 to Licenses 
DPR-33 8 DPR-69. rfspec t ive I y 

e Office of Nuclear Reactor Regulation, Director 04/08/03 3pp 
26256 069 24X Fiche 90-317,84/08/02,0400240015 
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0^03070110 Oorffric Ufcr 04-19 to all licensees of operating t 
iOppllcanti for OLti liotdot& Dt CPs rp. availability ot 
Oofipl I to "Pr 1 orl ti 1 at 1 on of Oanerit Safety 

lOQUOii Svc list one 1 

Cl RENKUTi [} G Division of Llci>-n3ing B'l/O0/Oi Consol 
Edlatln Co of IJoui york^ Ine iGpp 3AI29 238 24X 

Flcho y0~000< B470S/06> 04000/01 10 


(^actors. 


i dat o(f 


Q40B20Q27y Gonpr*ic Ltr 
applicants for DUs ro 
sufamltbals uf reloads 
quirstions S3vc list en 
EISENHUT. D G Dtvlsl 
Edison Co pf New Vor 
Flcho 50-000-34/08/20 


04'*20 to all licensGos of opBratin 
scheduling guidance for licensee 
that involve unrevleuied safety 
c 1 

on of Licensing B4/08/20 Con 

k, Inc I7pp 2A3/fc 244 24X 

. 3408200275 


g reactor 


soli dated 


s ti 


<1 Inspection roports* lE Bulletins f correspondence 


1400130298 Forujarils IE Insp Repts 50-317/04-09 h 50-310/84-09 on 
□40423-27 1* notice of violation 

M/tRTlNiT T Division of Engineering & Technical Programs 84/07/18 
Li;s0t'/iLL. A E Oaitimore Oas L Electric Co 2pp 26074 334 24X 

richo 50-317*64/07/18, 8400150298 


-’-040ai5030l Notice ef violation from Insp on 040423-27 

s npflion 1* Office of Director 84/07/10 2pp 26074 336 24X 

riche 50-317- 04/07/13* GdOai S029B 


—U400t 50305 IE Insp Rcptu 50-317/04-09 5. 50-319/84-09 on 640423-27 
lli>ncamp 1 i anc e noted failure to have red 1 ocheimi «try 
prrtcnduro* reviewed by P03RC 

DniUCKHEVER, R * JANO, J C . HEKIAN. R T Region 1, Office of 
Dimetor 84/07/i7 12pp 26074 338 S4XFiche 50-317.04/07/18, 
840G15029B 


1403160102 rorwards IE Insp Repts 50-317/84-16 & 50-318/04-16 on 
940604-08 li notice of violaVlon 

MARTIN. T T Division of Engineering L Technical Programs 04/07/24 
i t/NPt/Al L* A E Raltlmoro Oas It lEleciric Co Spp 26108 135 24X 

richtf 50-317,04/07/24*8409160102 


-~Q40G160107 Notice of violation from insp on 040604-08 

« Region I, Office oP Director 04/07/24 ip 26108 137 24X 

FKhO 5D-:n /. 64/07/24. 0400160102 


B40001033V IE It>fD Notice 84-60- 'Failute of 
Filters la Meet ilfficiency Requirement " & 
JO FI DAN r E L Division of Emergency Prepare 

Rosponse (Post 830103) 04/00/06 Cone 

York* Inc ia3pp 2*067 1 50 24X Fichp 


All Purifying RcBplr*ic» 

V c list one i 
dness ^ Frigineet Ing 
olidaied Edison Co of 
50-000,04/08/06- fl40U0lD33f 


8400070120 IE Info Notice 01-61. ''Overe i p os u r e of Divei in PWH 
Refueling Cavity “ Sve list end 

JORDAN* F L Division of Emergency Preparedness , Engineer Ing 
Response <Pos« 030103) 04/00/00 Consolidated Edison Co oM.i* 

Yori. Inc l?Opp 2-6129 119 ,-'4 < Fiche 50 -OOO, 04/00/00. tt40{3D7ul*; 


0408240361 Forwards Insp Repts 50-31^^04-00 f 
040411-0515 Significant safety cPriL-eins re 
component cooling NX identified Issue lesoJ 
followup to stated actions per 040517 mccil 
STAROSTECKI- F? Division of Project ^ Resid 
LUND'/AL1_. A E Baltimore (Sas A Electric Co 
Flche 50-317,04/08/00.0400240361 


5O-31EJ/04-O0 i>iv 
lip CT ab 1 1 1 ty of 
ved pending 

ng 

ent Pt ograms O4/0B/C3 
2pp 26237 065 Hi 


— 04OB2!4O363 Insp F^epts 50-317/04-00 e 50-310/84-00 on 84041 1 -D3| 5 r*!)- 
areas Inspected control room, ac c es s i b 1 e parts of plant 
3 tt* uc t lire 5 , p 1 a-nt op firat ions, rad lation protoction- physico] 
security t fire protection 

FOLEY. T . TRIMBLE. D C , NCNZINGER,E C Region 1, Office of 
Director 84/07/31 13pp 2*23/ 067 24X Flche 50— 31 /, tj4/£)3^1'5 

0408240361 


0408070376 IE Info Notice 84-62, 'Hhetapy Mis 
Patients Undergoing Co-60 Tel ethei'«ipy Treat 
llet end 

OFIACE. J N Division of QA. Safeguards & In 
030103)- B4/DS/tO Consolidated Edison 

125pp 26130 ODl 24X Fiche 50-000, 04/00/ 


administrations ic 
ments *' Sve 

spection Programt (Pott 
Co of New Vork. inc 
lO. 0400070376 


0400100009 
8vc list 
JORDAN* E 
Response 
York. Inc 


IE Info Notice 84-63. “Defective 
end 

L Division of Emergency Propar 
(Post 030103) 04/00/13 Con 

Il9pp 26197 210 24X Flche 


nun 

ed no 
sol 1 
50- 


Replacemeni Pipinp ’ 

ss & Enginoorlng 
dated Edison Co OF hi. 
QOO, 04/00/13* OlOUKKOu. 


8408100030 IC Info Notice 84-64, “RWR HPCI Initiation Seal- In 6 
Indication " Bve list end 

JORDAN, E L Division of Emergency Preparedness Engineer ihg 
Response (Post 830103) 84/00/15 Consolidated Edison Co of FJi* 

York. Inc 104pp 26198 093 24X Fiche 50-000. 04/00/ 19, G^OSIOCCM 


O4O01AO1I9 IE Insp Ropt# 90 - 3 l 7 /Bd-l 6 U 50-310/04-16 on 840604-00 
Violation noted failure to establish procedures for 
Incomplete uork followup on iafeti|’'related mod to auiiliary 
feeduiater lye 

DLJNDEflO.N , UEriENHAU^EN. L Region 1, Office of Director 

04/07/12 12pp. 26100 130 24X Fiche 50-317, 84/07/24, 0400160102 


B4O01OOO2J IE Info Notice 04-65, “Underrated Fuses Which May AdviHiCi 
Affect Operation of Essential Electrical Fquipmenfc “ 8vc 
list enc 1 

JDRDAN. E L DiVi«lon of Emergency Praparorfneos A Englneorin; 
Responso (Past S30103) 04/08/16 Corrso 1 1 dated Edison Co cMn- 

York, Inc 1 10pp 26190 001 24X Ficho 50-000, 04/00/ 16. 04O«)OOCil 


0407290239 IC Info Notice 04-37, “Operating Esperlcnce re Moisture 
Intrusion In Dafoty-fte lated Electrical Equipment at 
Commercial Pouer Plant# 6vc list end 

JORDAN* r L Division of Emergency Preparedness 6 Engineering 
Resnonse (Post □30103) 04/07/27 Consolidated Edison Co of Wew 

Vorlc, Inc I19pp 83065 047 24X Picho 30-000*84/07/27.0407250829 


0400100711 Forwards IE Oafenuards Insp Repts 50-317/04-17 ic 
00-310/04-17 on 840611*'X5 L notice of violation 

MARTIN. T T Dlvinlon pf Engineering «< Technical Programs 04/07/27 
Dt)WHAHER,N J Baltimore Oas it Electric Co 2pp 26079 017 24X 

Flche 90-317* 04/07/27. 0400150711 


— 0408I5071S Nollee of violation from insp an 0406lI-iS Safeguards info 
deleted (ref 10CFR73 21 6 9 5) 

MARTIN, T T Division at Engineering t Technical Prograais 
U4/D7/H7 Ip 26079 019 24X Flche 50-317,04/07/27.0408150711 


8400100055 IE Info Notice 04-66. “Undetected Unava 1 lab 1 1 i ty of 
Tort i ne-Dr 1 V en Auxiliary Feedwate* Train “ Bve list end 
JORDAN.E L Division of Emergency Preparedness i Fngineerinj 
Response fPast 030103) 04/00/17 ConsoUdalod Edison Co of hi* 

York, Inc laOpp 26276 001 24X Fiche 50-000. 04/08/ 17, 0400 lOMJ' 


0400140200 IE Info Notice 84-67, “Recent Snubber Inservice TestlnjY/ 
High Failure Rates “ Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 04/00/17 Consolidated Edison Co of lU^ 

York* Inc l2Spp 26876 122 24X Fiche 50 - 000 , 04/00/17. 04001401 ?3 


0408210142 IE Info Notice 04-60, “Potential Deficiency in Impropfrln 
Rated Field Wirinq to Solenoid Valves *■ Sve list end 
JORDAN, E L Division pf Emergency Preparedness Engineering 
Response (Post 030103) 04/08/21 Consolidated Edison Co 

York. Inc 1 1 5 pp 26329 000 24X Flche 50 - 000 . 04 / 08 / SI, 040821011’ 


--8408190721 II: Gafeguards In»P Repts 
840611^15 Hontonpl lane • noted faJ 
security plan imji lumen ting proeed 
Cref 10CrR73 21 9 3) 

BAILEY. R J . KEIMIG.II « Regien 
6pp 260/9 020 24X Fiche 90-31 


30-317/04-17 L 50-310/ 84-17 on 
lure to fpMobi physical 
ures Info deleted 

I. Office of Director 04/07/27 
7, 04/07/27, 04001 9071 1. 


040P070074 Forward’S check V nadvertenl ly omitted from 040306 Hr re 

DEMTON!R*E*^'*&altl.mora Oas 6 Electric Co 84 / 07/30 MILLER, J R 
Operatlnj Reactors Branch 3 IP 23947 280 24 X 

Fiche 50 - 31 /, 04 / 07 / 30 , 8403070074 


R Perledic operating reports i related correspondence 


0400270533 Nonrouttne radiological environ operating rept re If-viU S'* 
Ag-llOm in oyster samples collected during June 1984 Dose 
rates tulthin arceptable limits 

FUHRMAN, 0 F? Baltimore Gas l< Electric Co 84/07/31 RfjlO-n 

Office of Director 3pp 26279 227 24X Fiche 50-317*84/07/31* 

0400270533 


8 Reportable occurrences, LFRs related correspondence 


D40BO 10333 IE Info Notice 04-59. "Del 
Health Physics F'roccdurei '* Sve I Is 
JORDAN. C I Division of Emergency 
Reiponie (Poet 030101) 04/00/06 

York. Inc I22pp 2606G 001 24X 


Iberate Circumventing of atation 
t end 

preparedness tc Engineering 

Consolidated Edison Co of New 
Fiche 90-000, 04/08/06. 0403010333 


8405290354 Forwards UASL draft rept on boron dilution event to 
determine safety slgnlficanre of unmitigated boron dilution 
event Staff conpletlon of tevieui expected by 040515 
JAFFE, D H Operating Reectois Drench 3 04/05/04 LUNDVALL*4 t 

BaltiftiOTe Ofts 6 Electric Co 47pp 24695 273 24X 

Fiche 50-317,04/05/04.0409290354 
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84053103^3 Firjuit»rd^. E»i j i Tteo r i ng P' *luciti{>n Pep t AFO(>/E4i5. ‘ Over c do 1 1 tig 

T r a n -5 j L> i> t " 

inLfWO.t V Reactor operations Analij^is Branch B4/06/06 
EaEVF»n r, V fJeactoi Opeititlons Analysis Branch Ip 25867 353 
24)i riche S0‘31B 84/06/06 i140aoiu3«n 


3-408010345 Engineering E/aloation Ecpt ArOD/H4l5r "Ox/er coo 1 ing 

IM8H0 e Directoi s Urfi>.e 84 06 '06 5pp 25S67 354 24X 

f ichE 04/06/06. 84^0010343 


Q40B 150375 LFR 84-006-00 on 84 0 '07. ujh i I e lr> Mode 1 . un 1 d en t i f i ed reactor 
coplanb lealage determined gi eater than I 0 gpm Caused bg 
insPrvicP tatique indui.ed ciaclced wild Defocti/e section of 
cotitroJ hleodoff pipe replaced 14/840806 Itr 

DARL1N0.8 B , BUSSCLt L Q Baltimore Oas ♦ Electric Co 04/08/06 
4pp 26077 336 24X Ficht 50-318.84/00/06.8408150393 


9408310365 Foiwards "Events iruolvinij Fires or Other Related 
Abnormalities in Motor Conti ol Ctrs tJ/Aluminum Dus Bars." 
tethnical review rept Furthei actions re issue not uJarranfced 
at present 

A5HL. F Reactor □perations Analysis Branch 84/08/06 SEVFRIT>K V 
Reactor Opetatians Analysis Branch Ip 26350 275 24X 

Flche 50-317,04/00/06.0408310365 


— 8106310370 "E' ants Involving Fires or Other Related Abnormalities in 
Motur Control Ctrs W/Aluminum Bus Barsi " technical review 
rep f 

ASHE. F Reactoi Operations Analysis Branch 84/08/06 3pp 
26350 296 24X Fiche 50-317.84/00/06,8400310365 


0408200492 LER PJ-065/03X-t on 831202 ' 10. erratic metrascope 

inillcabion identified failed reed switch position 
transmitter stacks Stacies declared inoperable Transmitters 
replaced W/840B13 Itr 

RAYNOR. J W . RUSBtLU.U B paltimoTe Gas 6 Electric Co 04/08/13 
2pp 26139 015 24X Fictle 50-310.04/08/13.8408200492 


8408300512 LCR ei-075/OJX -1 on 0312 jO. i ntei mi ttenl failure in 
metrascope control element assembly position indication sys 
resulted in out of scciuence alarnis Caused by reed stack 
p-usltion failure Reed stack leplaced W/04Oai3 Itr 
RAVNDR.J . RU6<^ElL,L D DaJiimoie Gas ! Electric Co 04/00/13 
2pp 26130 171 24X Fichc SO -3 i 0> 84/00/ 1 3. 840820051 2 


a40B3l004e‘’ i-ER 83 0 17/0'JL-1 on 030909, p i nho 1 e leak discovered in 
reactor coolant charging line utid Caused by line vibration 
Restraint installed 6 repair weld completed W/840B23 Itr 
PJERXNRER.P . Hero.K , RtlSuEl I . L D Baltimore Oas t Electric Co 
04/09/23 3pp 26333 360 SnX Ticho 50-310,04/00/23,8400310042 


DQCFEf 50-3«^0 TMRFE NILF ISLAMD IWCLEAR STATION. UNIT 2 


F Security, medical, emergency V fi»o protection plans 


S40B090100 Rev 2 to Emergency Plan Implementing procedure 1054 28. 
"Activation of Technical Support Ctr " W/040803 transmittal 
memo 

* Ooneral Public Utililios * GPU borvicc Corp 84/07/27 7pp 
25973 115 24 X Fiche 50-320 04/07/27,8408090100 


0409060166 Forwards summary of piesent or proposed fire protection 
features for sys rottuirod to maintain or monitor cold 
shutilniiin. in response to 640516 roiiucst TPeh Spec change not 
necessary. as present level of file protection sufficient 
KANGA, C K Oeneial Public Utilities - GPU Service Corp 04/07/31 
SN/DCR.D J TMI Program Uffice Bop 25725 277 24X 

Fitbe 50-320.84/07/31.0400060166 


8400140177 Revised emergency plan implementing procedures Including 
Rbv 11 to 1054 6 re addl assistance t not I f icai ion. Rev 6 to 
1054 I re unusual event t Rev 1 to 1054 20 re personnel/ 
vahtda monitoring t< decontamS n»»ti on 

CEAVfcR. J R Oeni.*Tal Public Utilities - GPU Service Corp 04/08/00 
70pp 26044 258 24X Fiche 50-320.04/00/00.8408140197 


6408230382 Rev 9 to Emergency Plan Implementing Procedure 1004 27, 
"Activation of emergency operations Facility " 

# Oeneral PoblU Utilities - GPU Service Corp 84/08/09 3Ipp 
26205 319 24X Fiche 50-289,84/09/08.8408230382 


B40B1601&5 Informs of refund of fees from 840727 application for 
exemption from certain annual exercise requirements of 
lOCFRSO.App E 6 040604 application to correct error in Tech 
Spec 367 rpp assessment into encl 

HlLLEfl. W 0 License Fee Management Branch 84/08/10 KUjtfLL.H D 
General Public utilities - GPU Service Corp 3pp 26124 352 24X 

Ficha 50-209. 84 .'OB/IO 8400160165 


0406210320 Revised emergency plan implementing p rocedures, in clud mg 
1 054 36 le emerqency "issemhly area t 1055 re eiriergency 
piepaiedness drills lJ''B4oai4 transmittal memo 

* Genera] Public Utiii»-ies - GPU Service Corp 04/08/14 4pp 
26177 12' 24X Fiche 50-3/0.04/00/14,8403210320 


G Ad jud 1 Cdtorij c pr r es p ond enc r 


84Q80102U9 Native of issuance ur amend to order modifying license 
requirements imposed by 800211 order ♦. motion to conform 
proposed Tech Specs lo accordance thereuith Certificate of 
Sve ei.c J 

CHANDLtR. L J Hearing Qranch 2 DSU 679 84/07/25 Atomic 

Safety and Licensing Board Panel /7pp 25656 036 24X 

Fiche 50-320. ai/0//25. 0403010209 


04OBO3OO78 Memo-randun ' older granting NRC 840710 motion to conform 
proposed Tech Specs m/Oir ec tor , NRR S406l5 amend of order 
Served nn 840302 

WOLFC. J F Atomic Safety and Licensing Board Panel DSD 736 
64/07/31 Office of the Executive Legal Director I5pp 

2 5907 001 24X Fiche 50-320. 84/07/31. 0408030076 


04OBO7O41Q Response supporting staff 840725 motion to conform to 
proposed Tech Specs par 840717 amend of 800211 order 
Certificate of Sve encl 

RIDGMAY.DA Metropolitan Edison Co RIDGNAY. D A Shaiu, Pittman. 
Potts «< Trowbridge DSD 767 84/08/01 Atomic Safety and 

Licensing Board Panel 5pp 25942 145 24X Fiche 90-320.04/08/01. 

Q4OBO7O410 


04060704/0 Response supporting tlRC 840716 motion to conform proposed 
Tech Specs in accordance ui/8406i5 amend of order re 
retraining t« replacement training Certificate of Sve encl 
RiDGUAY. D A Metropolitan Edison Co RIDSUAY. D A Shau. Pittman. 
Potts ti Trowbridge DSB 764 04/00/01 Atomic Safety and 

Licensing Hoard Panel 9pp 23941 195 24X Fiche 50-320. 04/00/01^ 

0400070470 


B40Q200l'.30 Expresses d i ssat isfac tion ui/staff conclusions re author in 
0uppl S to NUREC'0660 concerning RCS leak rate tests 
Conclusion that author involved or implicated in Indictment 
misleading t unfair N9C conclusions should not be adopted 
SEELINOTR.U L Affiliation Mot Assigned DSD 163 84/08/09 

PALUADINO. N J Commissioners Spp 26137 138 24X 

Ficho 50-269. 04/08/09. 6408200580 


940Q140449 Petition for re/ocation of license on basis of deficient 
character licensee record of wrongdoing directly related to 
fundamental character flaws inherent within company 
Certificate of Sve end 

UAMpACMiP C , SHUMAKER, J Pennsylvania. Commonwealth of. 
0aHDrLL,P Woneii'a International League for Peace L Freedom D38 
00/ 84/08/13 Cqirnnlss loners 200pp 26061 023 24X 

Fiche 50-000.04/08/13.6408140449 


6400200521 Protests rer to author in Suppl 9 to NUfiEG-0690 as one of 
five iitil mgt personnel involved or implicated in 
indictment Starf accusation improper U damaging to author 
reputation Requests withdrawal of findings 
KliNDEH.G A Affiliation Not Assigned DSB 162 84/06/13 

PALLAlkINO. N U Commissioners 2pp 26136 361 P4X 
Fiche 50-209.04/08/13.8408200521 


0406170291 Memorandum. V order responding to NRC staff notice of 
issuance of amend of order granting NRC staff motion to 
conform proposed Tech Specs in accordance therewith Served 
on 840016 

WOLF, J F Atonic Safety and Licensing Board Panel OSB 093 
B4/O0/15 Office of the Fxecutive Legal Director 4pp 
261 19 117 24X Fiche 30-320.84/08/15.8400170291 


0408240250 Forwards supplemental pages for 840813 petition for 
revocation of license of GPU on basis of deficient 
charac ter 

DOROGHCW, J Three Mile Island Alert DSD 258 04/08/22 

Commissioners ip £6223 018 24X Fiche 50-000.84/00/22. 

0400240250 


0406240257 Supplemental pages to petition for revocation of license on 
basis of deficient character Certificate of SvC encl 
s General Publn: Utilities - GPU Service Corp Q4/0B/13 

Atomic Safety and Ltcnnsing Hoard Panel 43pp 26223 019 a4X 

Ficho 50-000. 04/00/ a2> 6408240250 
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H OcntMrtl Lri r L 


'’^ b3lOt»l I 'til tu f-JlljilJnu I uni-nenti ng on 
iOCi-RbO tj4 pc rmt 1 1 - 1 ng d^visiitijn? fTciitj 1 i?i.h Sppc% m 

em(»rq put tjj r requesting regnlatiori be feinrcled 

c 1 rc Uni'S tanc t s u<hicb rnu s t e » i t, t i ulc rati b« used 

^ fjffrjce ot tiutlH^r Pat to I Regot at ion. Director 
D4/OvyS6 VOUNfj, C irtiFf V 1 1 1 lion Hot .^^^slgne(^ 14t>P 25970 264 

24!< riche 50-3?0r &4/07/26. 84O3Da0OBP 


8408090037 r?ejir + irns rc CDrame tidd 1 1 ans stated in B40*''03 1 tr re cancel Jng 
r'Bgu 1 at 1 on^ peTnitlmg licensee to deviate from Tech Specs 
111 i‘ncrgeiinji J ensorinq t f. a L presirdeiit ot facility implemerit 
P'Qllcy to operate in accordani-e u/Ol l Tech Specs 
VDOfJG. C Affiliation flot Assigned Q4/06/14 PALLADINQ. M J 
Commlss icnors Spp 25 «tb 276 SnXFithD 50-320,114/07/26. 
S4080QODQ2 


340aD9-0220 Urges carice 11 ati en of 10CFR50 b1^ x I t (g) Licensees should 
be tequiTod to follou Tech Specs when opeiating cotiineTCial 
nuclear poucr plants 

VQUblO. C Affiliation Nat Assigned 04/06/06 OENraN, H R Office 
of Uuclear Reactor Regulation^ Director Spp 25971 ?41 24X 

Ficht! no- 320, B4 /OB/06, a40a0'70220 


E140Q35O390 Protests untair tieatrent indicated in staff rept on 
Nl)Rt;Cr-06QO, Supp I 5 re facility restart Corclusions re ftCS 
leak tests unfair Refusal to er.darse NRC conclusions 
requeDted flemo d td 701020 to shift supervisors end 
FUayU- J f? Affiliation Not Assigned 8*1/06/13 PALLADlNO. M J- 
Comm ss i oners 2pp 2619'^ 336 24/ Fiche 50-269,04/00/13. 

04003^0390 


0400240225 Advises that all future cut respundenc e to director of 
facility should bo adtdres«od to FR -Standerfer 

KAffOrt, D K General Public Utilities “ GPU Service Cal p Q4/03/14 
SNYDSn.B J TNI Pragran Office Ip 26236 313 24X 

Ft Che 50-320.04/09/14.6400240225 


P Qporating license stage docmienis i cq rr espond ence 


04O03kOt3*? Reciuests eieapticn from provisions of l0CFfil70 Exemption 
unuld alLou divqrston of necessary funds to facilitate 
expeditious cleanup cpoTatior* Related c oi respotidenc e 
KANGA.R K Oeneral Public UMliiles - GPU Service Corp DBW 722 
H4/07/1J DIRCKB.W J Office of the Executive Director for 
Operations 2pp 26352 056 24X Fiche 50-320, 94/07/ 1 3i 8400310129 


040Q010J49 Forwards safety rei^ieui of head removal piogram.por 040309 
request for approval Program acceptable 

bNYDER. U J TMJ Ppogra.T Qf f i ce 04/07/17 KANCA. « K General 
Public Utilities - GPU Service Corp ipp 25670 335 24^ 

Fit be 50-320, 64/07/17,0409010049 


— 94090l00bl Safety rovieui of head removal program Ptogram acceptable 
S TMl Program Office 04/07/17 3;pp 25970 336 a4X 
Fiche 30-320.04/07/17,9400010049 


O4O9CVIO-105 Concurs u/util request te delete roquii ement for Isolation 
of reactei bldg air coders during load handling operations 
Util should subnitifor appro vali pr ocedurcs l rnp lementlng 
canling uater boron linits 

GRANT, P J Thr Program Office 9-1/07/17 KAfiGA, ft K Oeneral 
Public Utilities - GPU Seivice Corp ip £5873 359 24X 

Flrho 50-320, B4/07/J7. B40D010105 


0409030211 Advises that requests for exemption from lOCFRSO, App A, 
Cr I tonon 56 acceptable u/mlnor changes Alternate design 
stibuld be applied to requirements of Criterion 55, 'RCPG 
Penetrating Containment " 

SNYDER/D j Tm Program Office 84/07^17 KANGA, B K General 
Public Utilities - GPU Gbtvicc Corp 3pp 25921 279 94 X 

Fit he 50-320.64/07/17,9400030211 


— 0409030215 Aieepd of order modifying pioposcd Tech Specs by 
Incorporating or modifying specs required to be in place 
bafoi e reactor vessel head temoved 

OENTDNi H R Offline of Nuclear Reactor Regulation. Dirretor 
S4/07/17 Ooneral Public Utililie-s - GPU Service Corp 6pp 

29931 283 247 Fiche 50-320,94/07/17,9400030211 


--B40B030218 Exemption fron roqu ir ement s of iOcFR50,App A, Criteria 2, 
50 tt 51 Excrription does not author! to change tn effluent 
types or total anounts nor increase m power level h ui 1 1 
nut result in any significant environ impact 
DLNIOM, H n Office of Nuclear Reactor Regulation. Director 
04/07/17 General Public Utilities - GPU Service Corp 5pp 
25921 280 24X Ticho 50-120,04/07/17.8406030211 


•84030 jO --.tfti.t - eiii., ♦ ,1 tw I' '5t d sign for 

lOCFlC,!.' />p [' H I'tleric ' '^*,1 ten 50 - piopu oJ p&nbtTation 

cnii t i ij Lr-- ^t i ijn 3L-.tp*ibli 

« 11, 1 f 1 L gi aiTi JM 1 - r Mt '' ' f ' 'ft -"“'J 24/ 

F J, 1,0 'll - 1?i I PJ o" S' H , 'rt^• -I 1 1 


04O8t.‘3l)wC -J i .e,-,i/',on non ! t l- 'tn't-nr, ut I OCT f So App A Criterion 
5/ F « CiiHi t i i>fi oo* P nut author »ie ihinye m effluent ‘ypps Qr 
totul sail., .-ri* nor i!iCMai!e i ii pinni Icvfl * wl J ] not lesult 
in tiny ‘igrn* ar' vn.n.f impa«-t 

DLtJiUM HR fif M i-f *'*• U I 3T R, II i-r r N e ^ u I J t I on Di i pc tor 

84/07 n '.nittal Fvt.H "tiliti . m' Sri Corp 6pp 

25921 €.ix\ '4x Fi L h t 5^ 3- O O-I ' 1 ' b 108010,' U 


--a40a030r26 Safi'ij e •-a 1 ua 1 1 "Ti suPP oiling lice n set. Teque,,. i for rev of 
propoteo lech spci-p re .r'^tnrnem • ntt i ty . t ui e 
a i ter., I iijf, i o ro- ini. i l 1. 1 c one enli .,t i on, c di tr o 1 

asseiiiblios ♦ TiMjirun r.cin i < i,i i ny lin, ti u''’i.n ta » i un 

» Offiie of rlL'C Uar Reatinr hPiiil„tiuT' DiiirLor 84/07/17 
ilpp 259;' 1 :*-n 2tX Fic'e 50“Jf»C QJ'u" I - , H-108{nu2 11 


■a40303i)''28 Propo'eil T«cb 3[, r «? isinq .. oii tai nment int egr 1 ty, channt 
c a 1 I bt , I. hannel i.hdcf,tot» o I teraii on, loss“to -amti i on t, bor on 
CDiirentiati in fuiili^l a»sdMioj £ nt't Iron moTiitoiing 
i nst » uiionta< i on 

» NRC Ng Cel., lied Al I 1 I x o 1. 1 or. Given 04/0//!/ 27pp 
25921 115 21/ Fichtj 50 1 - EJ-I ' 0 I B 1,180302 I 1 


— 8408030231 Nu» i of enviioi, o^sessmeni *, findings of no significant 
environ impricl 1 1 an ar 1 1 1« I ruTins encl 

n NRl - No rot.il led Affiliation Given 81/0 //I 7 1 Op p 

2 5921 342 241< Fiche 50 -llu, 84/07/ i /, 0 1080102U 


B40001U1CU CoiiOi « u-' 1 1 r onsf L j a se r L I tm definition of transfer 01 

ga::eoup radwasto Tech bper . do not require bhutdoiiin of air 
f 1 1 ti ut I on/i-iJi 1 1 3 rati on py' when atixiliari^ ♦, luel handling 

sgr qcJUtl 

QRANl.P ► ir,I progiai Offivi' ill '0 ’-SO KAKGA, R H General 
Fob lit Utililie, - CPU »3ei%iLt Lorp Ip 25873 360 24 X 

Fiche 50-J20, 84^U//20. 0408010100 


G408J 10090 Fnrwtr.i- Pov ?i i., 1 , ro* ui ij jpuiations plan in rosponse to 
Recover ij Oper^Moiib Plan Cluingo Requests 20 / 2*2 te deletion 
of operating pr^sQure band 1 01 st.indby pi es sure control cy s 
insoivicc nitrogei) supply b-in,, 

GRANT, F J TUI Piugran Otfiec 64/07/23 KANOA, R F General 

Public Ulillfie^ - G“U Sei.l^c Corp ,lpp 25897 067 247 

Fir he 50-3-’0, 04/0/ 21 G I jOu I - ’ /O 


B40BOiO?ir' F>i -pufids *0 R4053' ♦ 0716 1 ti b fotiuaTOing Safety evaluation 

tt add end Hill de' ». 1 1 b 3 ng a3l[ll ht.i du'ci3 ( impiovumcnts to sup p nr I 
proposed operation of inteifials indtx fixture water 
process 1 tig sijs 

GRANT, f' J 7rii Pi 3 igt 4 ri nf» 3 tt. FJ4/0//21 nAtjOA, R K Ooneral 

Publir Utilities - OPU Servifo vurp /pp 250'// 159 247 

Fiche 50-320. 0 1/0//24. 84 06010242 


84OGO1O120 Infoims iliaf liceoaoe muils to reactot bldg polar rr/inc 
trolley limit i-uiiches * bi«iripfi stops conform to ANSI 
030 2 1976 * 'iCieptable Cnc 1 1 icx’ 3 isde safrfij evaluation also 
accoptiiu f e 

POlNDEXltR, T ( Ifll Prograif. Otflio 84/0//24 Tfll Program 

Offire Ip 2')H7J 3>5 24X Fiche 50-320,04/07/24,0408010328 


--940801032^ loru^rils ‘'Safety r, .luatinr, t/,i Polar Ci anc Trolley Li3nlt 
Suitcti D3>pass f, Runpei riud ‘ pm NRC itquusb hods permit 
reactor '>ease] head be i entei ed over sturuge stand prior 
lo liiwonng into pasi 1 1 nn i ng for stoiago 

RUGAN.R E General Public Utilities - GPU Service Corp G4/06/13 
BAROFTT, L H Till Prog mm lltfito Ip 25872 306 24X 

FU!3D 50-12A, 04/07/24. 8400010128 


— 0400010331 ‘Sarety Evaluatiui, for Polar Clone Trolley Switch Dypau i- 
Bijmper Nod " 

* General Kublit Utilitt«-s * GPU Service Coi p 84/06/13 5pp 
25972 307 2/tX Fiche 50-1JO 84/07/24,8400010320 


a4(}9{} 1 0209 Nci t U e nt isat.aiuc ,,f amend to older modifying license 
requlr emtiTits imposed by QOl.^ 11 ordei * 3Tifjtion lo conform 
proposed Teth i.pecs in acicsiaiice the ewith Coitificate of 
Sve onL t 

CHAMDlt.R,L I Hearing Rr anr h ? DSR 675 84-^07/25 Atomic 

6flfct3; find Uirerising Uoaro Prinel '-^/pp 25856 056 rl4X 

Fiche 50*320, Ud/fsy/^S, 840 IJ 1 3j2i19 


84093-3014] Responds- to a407wc' 1 tr requesting Class ill fee for pnlar 
crane faFR approved in NRC B-JlllS I tr foe oncl 

KANOA, D K Geitcial Public UliUties - GPU Service Corp 84/07/27 
DIGGS, R H Litcisse Foe 11.1 nagciiiP Tit 111 anch Ip 25916 136 24X 

Fi c he 50-320. Z]\/07/P7, 8 1000301 41 
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B40aO6O.-*5'3 fcTiits W'K' V I ifiin: ' to eiCftu i'’0-tun ct ane load limit pn 

coritmqt.'ncfj bes«i-» 

■SJ|^Dt(<< H J Tdl Program Oft-ic? B>}/v7'27 ><ArjGA, H f< General 
Public ntijitits - ber ill Corp ppp t’5930 34/ Zl^X 

Fiche rv‘ 320 Q^'O/ 


04Cev/7Ol)L}J '■ui1''r»crrt s on LlEF? t i a n j ir i 1 1 e d i Ti Itr rt preparatory 

activJtiea toT pIlmiuiIi asSt-Tibly removal Environ effects of 
plenun insp acM''iriet» an^Jl > do not ujaiicint further 
re Vi € jii 

SrirtlLll. D J •'"mI Pr&graTi nffLi=- 31/07 '31 KANRA. I? K Genera) 
Public Utilities - GPU Bervlie t-Of (p 3pf 3595^ 254 a4X 
Fichu 50-3P0 L4 C/Sl. £,lOR'*7lO:ivO 


94060/0110 GeneriL Lti B4-19 to all licensee^ of opeiatin9 reactorsi 
applicants lot QLs ^ holdei^^ or t-Ps tc availability of 
Sup pi I to rJUPEC-'^933i "Pr 1 31 1 ti rat 1 on of Generic Safety 
Issues ' Sv c list enci 

EISFNUUIpI) 0 Division Dr Licensing Q4/08/06 Consolidated 

Edison Co of lieu Vork> In*. I8pp pJ6i129 ?30 24X 

Fiche 50-000 04/0^/06-8400070110 


04061 40P/ 9 Roqutsrs concurrence u/encl mod tO SER i*e Fuel Pool A 
refurbishment Section 3 l revised as applied to 
decontamination of J outer tanks lanks currently being flushed 
decontaminated 

KANOA, a K General Public Utilities - GPU Service Corp 84/06/06 
SriVDER/ 0 U THl Program Ottlce 4pp 26054 360 24X 

Fiche 30-320. P4/0B/O6. 0400)402 79 


B4'0ai6003'> Inrorr.s i-nat uM 1 plans ti> piepate general safety evaluation 
to expand sate load path boundaries in reactor bldg 
Evaluation ui ) ) be submitted for revicu by 641101 

KAMGAf 0 K General Public Utilities - GPU Service Corp 04/OB/lO 
SN/DEH*l) J fill Program Office 2pp 26092 050 24 X 

Ficho 50-320/84/08/10.0400160035 


0406160042 Advises of review or Rev 4 to general project design 
crifcBTla for facility Design criteria docs not relieve util 
from roq,uBsting exemptions from lOCFRlO 

SN'/DErtt D J TMI Piogram Office 84/00/10 KANGAi D K General 
public Utilities - GPU Service Corp 2pp 26128 171 34X 

Fiche 50-320.04/08/10,0406160042 


Q40S300233 NctificatiOA of contiact ex ecutionp Mod 2/ to ''Clinical 
Responre to Chronic Stress in tMT " Contractor Unlfoimed 
0VC5 Unlv of Health Sciences 

HDYLC A Administrative Con»ra«:ts Branch FIN n-BOOB 04/00/14 
VOLLHfrt.R H Division of Enginef*ring CLEARY, 0 P NBC - No 
Detailed Affiliation Given ]p 26315361 24X 

Ficho 40-209/84/00/14. 8406300233 


— 0403300237 Mod 2, ef^endinq period of performance to 840915.10 
"Clinical Response to Chronic Stress in TKI " 

BAUM. A Unlioriiied Services Unlv of Health Sciences MAGAN* T F 
Division uF Contracts FIN a-*e008 84/00/14 Ip 26315 362 

24X riche 30-289 84/08/14,6400300233 


040023034) Confirms into providci i fi util 840618 Itr re plenum Tomoval 
preparatory acriviMos *< reqi.cvts addl info necessary to 
complete revieu 

SNyDLB, D J Till Progia.m Office 84/08/15 KANGA/ Q K General 
Public Utilities - GPU Service Corp 4pp 26294 037 24 X 

Ficho 50 J20, D4,<'S 15.0408200341 


6400100021 IE infD h'fitiue 04-65/ ''Undenated Fuses Which May Adversely 
Affecf Operation of Essential Dectncal Eq,ulpment " Bve 
list rnc 1 

JOHDAN/C L DivislcJri of emergency Preparedness h Engineering 
Response (F^ost GJJi03i 84/00/16 Consolidated Edison Co of New 
York/ Inc MOpp 2^/190 001 24 X Fiche 50-000, 04/00/16, B40S100021 


8406220444 Accepts resignation f i om Advisory Panel on Decontamination 
of Tlll-2 Expresses appreciation foi recognition of 
contributions nade to acti>itit.s uf panel uhile serving as 
fueerber since 1980 

PALtADiNO/H J < o, mines i oner V U4/08/16 WAGNER, H N Johns Hopkins 

Medical Institutions/ Baltimore/ MD 3pp 26201 35i 24X 

Fiche 50-320,84/06/16,9408220444 


--B40S22044B 6ubnits Itr of r es j gn^t i on from Citixen Advisory Panel on 
Decontamination of lflI-2 

WAGNERpHN Johns Hopkins Hediral Institutions, Baltimore/ MD 
WAGNER/ H N Advisiry Council for Decontamination of TMI Unit 2 
04/87/09 PAUlAOINO. N J Commissioners Ip 26201 354 24X 

Fiche 50-320/ 84/08 M 6, 840022044 1 


84032002/5 Generic Ltr 84-20 to all licensees of operating reactors t< 
applicants for oLs re scheduling guidance for licensee 
submittals of reloads that involve unrevlewed safety 
questions S\ c list enr J 

EISEN>IUT,D G Division of Licensing 84/00/20 Consolidated 

Edison Co of Neu Vork, Inc I7pp 26276 244 24X 

Fiche 50-000/84/08 20. B40D?0ul75 


B408270491 Returns check remittEd l rt payment of Q40713 lequest for 
e xerttp f i r,n fro.-i Fte pro ision' of lOCFRl'^O Check returned 
since lOCrRl70 rfj#,; lot provide ♦or recovery fees for Part 
170 e » t'Aip ti on requests 

MILLER. W 0 License Fee Management Granch 84/00/20 KANGA, Q K 
General Public Utilities - GPU Service Corp tp 2627? 061 24X 

Fiche nO-32C 81/00/20.0408270493 


e40a300(>3l Rev 6 to Emergency Plan Implementing Procedure 1054 0, 
"■Callout of Onsite % Off»ite Duty Roster Personnel " 

M/B40U23 trans.ii Ita 1 ltr 

BEAVER/ J General Pobliu Utilities - GPU Service Corp B4/0S/23 
19pp 2*306 009 Fiche 50-320.84/08/23.84 00300031 


B4DB31023Q Foiwards "Re*ieu of Do5b Assessments at TMI t* 

Recomn*endat ions for Futuio Research " Printed repfc summaries 
& 6406/^9 press release enc 1 

BERGER. D Dorget. li 84/08/27 DENTON. H « Office of Nuclear 
Reattar Regulation. Director ‘'pp 26316 293 24X 

riche 30-289.84/08/27,9400310238 


— 840831023? "Revieu of Dcse Assessmenta at TMI t. Recommendations for 
Futui e Research " 

BEVEA. J TMI Public Health Fund 04/08/15 270pp 26316 300 

24X Fiche 50-289.34/08/27.8408310230 


Q Inspection reports, lE Bulletins b correspondence 


0408070203 Recdnnends minor revs after revieuing enc I draft info 
notice W/o end 

HILDEBRAND, J E General Public Utilities - GPU Service Corp 
04/04/30 BAER/ R L Engineering L Generic Communications Branch 
3pp 25957 064 24/ Fiche 50-320.04/04/30,8408070203 


8408100130 Advises that approval implementation of sys upgrade for 
tracking specific radiation exposures originally scheduled 
for cunpletion by 040301 delayed until 840903 because of 
acceloratod reactor vessel head lift schedule 

HANOA/ U K General Public Utilities - GPU Service Csrp B4/07/25 
MURLIr, T E Region 1. Office af Director 2pp 25908 279 24X 

Fiche 30-320. 04/07/25, 0408)00130 


840 7250229 IE Info Notice 84-57, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipmenl at 
Cernmerdat Pouer Plants " Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness i, Engineering 
Neeponsc (Post G30l03> 04/07/27 Consolidated Edison Co of New 

Voil, rnc il9pp 25065 047 24X Fiche 30-000/84/07/37,0407250229 


8406010333 IE Info Notice 64-59, "Deliberate Circumventing of Station 
Health Physics Procedures " 0vc list end 

JORDAN, E L Division of Emergency Preparedness I Engineering 
Response tPost 830103) 04/08/06 Consolidated Edison Co, of New 

York. Inc I22pp 26063 001 24X Fiche 50-000, 84/00/06, 8400010333 


0406010337 IF Info Notice 04-60, "Failure of Air Purifying Respirator 
Fs Iters to Meet Efficiency Requirement “ Sve list enc! 

JOflDAN. 6 L Division of Emergency Preparedness S. Engineering 
Respo,,^e (Post 030103) 04/08/06 Consolidated Edison Co of Neu 

York/ Inc I23pp 2'6067 138 24X Fiche 50-000,04/00/06/0400010337 


0406070120 IE Info .Notice 84-61, ‘ 0''orexp osure of Diver in PWR 
Refueling Cavity " 8vc list end 

JORDAN, E U Oivloion of Emoigency Preparedness L Engineering 
Response (Post 830103) 04/03/00 Consolidated Edison Co of Neu 

York. Inc 120pp 26129 110 24X Fiche 30-000,84/00/08/0400070120 


0408070376 IE Info Notice Q4''62/ "Therapy Misadmin J sfcrat i one to 
Patients Undergoing Co-60 Telotherapy Treatments " Sve 
list enc 1 

GRACE, J N Divisien of QA, Safeguards t Inspection Programs {Post 
830103> 64^08/10 Consolidated Edison Co of Neu York, Inc 

l2Spp 26130 001 24X Fiche 30-000/64/00/10,0409 070376 


04Oa3OO3''4 Forwards InAp Rapt 30-320/B4-13 on 640525-0619 Apparent 
viotaticn being considered for appropriate enforcement 
action Enforcement conference scheduled for B4O017 in Region 
1 of c 

STAROSTECKI.R Division of Project tc Resident Programs 04/OB/JO 
KtTrvfER, E E General Public Utilities - GPU Service Corp Spp 
26308 161 24X Fiche 50-320,84/06/10,0408300374 


—0408300381 Inep Rept 50 320/G4-13 on 040523-0619 Violation noted 
failure to close !< deactivate inboard isolation v^lve 
on Purge Train A f continuing to purge though Train A 
cJ/outboard isoletiOTi valve inoperable 

COOK. R . THONUS/L , FA3AN0/ A Region 1, Office of Director 
84/07/30 4pp 26308 163 24X Flthe 50-320/84/08/10.8400300374 
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a40aiU0U0’? tE Inm No<*ice Q4-faji ‘I)en?ctive 
‘ivi. U G t etic J 

JOF<DAMi E L Division of Qme t qt^nctf Piepaie 
fJesponse (Post 830103) fl4'03'l3 Cans 

yprlf. Inc n7pp 3^.197 =:ie z?4X Ficho 


&40ai 00030 IE Info ^Jotlce * OUf) HPC I I 

Indication " Svc list gncl 

JOfIDAMi E L Division of Ffnerge-ncy Ptcpare 
Response 030103) 04/03/13 Cons 

/oFit Inc I04pp 3fij9B 093 S4X Fjehe 


RHR Repl 

acemen t 

Pip : 

mg 

tjness 1 

Eng ineei 

' 1 ng 


cl Ida ted 

Ed 1 son 

Co 

of 


30-000.84/03/13. 8408100009 


mtiation Seal-In ?. 

dnesa ^ Engineering 
aiidatrd Edison -Co of Neu 
30-000, 84/08/ 1 3» 8408100030 


Q4OB0l02.?t> PNO- rM I-84-O-i/iiO on l-ead shield platform put in plate 

over top of internals indexing fiiture While lowering 
sh 1 eldi og. Cl ane failed Licensee manuallg unscrewed lifting 
turnhiicliles until platform ma.ie contact 

CUGK.R - rAfeANQ.A . ORANl P TMI Program Of rice 84/0//36 Ip 
2505i» 02/i 3Aii Fiche *>0“ Jo?0. 8*t/07/2&. 8408010220 


8408010230 PNQ- Tfll-B4“ OOSC on 040736. 1 1 c ense e lifted internals indeiln;} 
fliture bi/polar crane 6 louiefcd future into plate on 
reactor vessel flange Con tai nmen t purging initiated 
COOK, n . FAGAIJO. A . OR AWT, P TfH Program Office 04/07/26 Ip 
ase-it 018 34< Pi Che 50'3L0. 04/0 7/26. 8408010230 


D4OggS0ll76 Provides addl response to JE Bulletin 03-07, "Apparentlg 
Fraudulent Products Sold bg Rag Miller. Inc." per fiRC 040618 
Itr Measures taken to identify problcnrs w/vendor OA program 
outl i ned 

KANGA. D K Qonei al Public Utilities - GPU Service Cofp B4/0B/15 
MURLEV. T e Region 1, Office of Director 3pp 36261 207 243C 

F i c h B 30-32 0. Q4 /O a / 1 S. 8408280076 


840DD60310 LFR 84-010-00 on 040628. severa ) containment isolation valves 
opeofil u)/o required unit warX instruction approvals 
Personnel will be briefed nn e\ent T need to obtain required 
approvals W/a4t)726 Itr 

SWART7 welder. R . KAWGA. U K General Public Utilities - OPU Service 
Corp 84'07/26 4pp 23936 044 24X Fiche 50-320,04/07/26. 

84OB06O31O 


G4Q8100035 IE Info Wutice 64-66. “Undetetted Unavai lab i 1 i t ^ of 
7 u rb in e -Dr iven Auiiilary Feedwater Train ’* Svc list end 
•JORDAN. E L Division of Eraergcncg Preparedness 6 Engineering 
Response iPost 830103) B4/0B/17 Consolidated Edison Co of New 

York. Inc I30pp 26276 001 24)C Fiche 50-000,84/00/17.8409100055 


Q4081402'OD IE Info Notice 84-67. ‘'Racent Snubber Inservice Testing W/ 
High Failure Rates '* Svc list one I 

JORDAN. E L Division of Emorgenci/ Preparedness S. Engineering 
Response (Post 630103) 84/09/17 Consolidated Edison Co of Neu 

York/ Inc iS3pp 26276 122 24X Fiche 50-000,84/00/17,8408140206 


0406210142 rc Info No^-lce 64-66. "Potential Deficiency in Improperly 
RatiMi Field Wiring to Solenoid Valves Svc list end 
JORDAN. E L 01 vision of Emergency Preparednoss t< Engineering 
Response (Post 830l03> 84/06/21 Consolidated Edison Co of New 

York. Inc Il5pp 26329 000 24X Fjche 50-000.84/08/21.9400210142 


R Periodic operating reports t related correspondence 


8408200115 LCR Bd-OlJ-OO on 040713. contro 1 room air inlet radiation 
monitor interlock placed in defeat Caused bij personnel 
error Personnel rnpr imand ed W/04OaiO Itr 

CHA^LIN. S D » kANOA. B K Genera! Public Utilities - OPU Service 
Corp 84/08/10 Sp p 26140 225 a4X Fiche 50-320.04/08/10, 
64082001 IS 


T Hearing transcripts on n on-anti trust matters 


9406020046 Transcript or B4071.i meeting m Harr i sburg. PA Pp 1-113 
Supporting documentation enc) 

» Advisory Council for Decontamination of ThI Unit 2 04/07/12 

lB3pp 25863 316 24X Fiche 50-320.04/07/12.0400020046 


9408270096 Transcript of TMI Advisory Panel on TMI Unit 2 
Decontamination on 840839 public eiceting in Harr isburg. PA 
Pp 1-33 Suppor^-ing docunentati on end 

e Advisory Council far Decontaminati on of TMI Unit 2 04/O0/Q9 

I36pp 2625/ 048 24X FlchP 50-320.04/08/09,8409270096 


8408090334 "TMI Aguatic Study Monthly Rept for June 1984 " W/(JPU 640717 
itr 

e EA Engineering. Science Technology. Jne RESSLER. W C General 
Public Utiiieiea - OPU Service Corp 84/06/30 HICKEy»C NRC - No 
Detailed Affiliation Given 14pp 25971 043 24X 

Ficfie 30-289.04/06/30.8408070334 


0408010055 Forwards TMI Program Dfc weekly statue rept for wli of 
840715-21 

GRANT, P J THI Program Office 84/07/23 DENTON, H R Office of 
Nuclear Reactor Regulation. Director SNYDER . 0 J TMI Program 
Office JIpp 25366324 24XFlche 30-320.04/07/23.0408010055 


8400070232 Foruards TMI Ppagram Dfc weekly status rept for uk of 
840722-28 

CHANT, P J TMI Program Office 04/07/30 PENTON, H H Office of 
Nuclear Reactor Regulation. Director SNYDER. B TMI program Office 
Bpp 25957 036 24X Fiche 50-320. 84/07/30. B 4 OB0702 3? 


U Congress i oeial /Esecwtive Correspondence 


6406290154 Accept^s lesignatioii as member of Advisory Panel for 
Decontamination for TMI-2 Certificate of appreciation end 
PALLAOIND.M J Co.umiss i oner s B4/0e/16 WAGNER. H N Affiliation 
Not Assigned 2pp 26311 360 24X Fiche 50-320.84/00/16. 

8400270154 


DOCKET 50-321 EDWIN I HATCH NUCLEAR PLANT, UNIT 1 


F Security, medical, omergcncy I ftrf protection plana 


6409300436 Forwards FEMA eicrclse rept for 831013 exercise 

DANCE.H C Region 2. Office of Director 84/05/07 KELLY.R J 
Georgia Fewer Co Ip 263M 247 24X Fiche 50-321.64/05/07. 

8400300436 


8408090555 Foruards TMI Program Ofe weekly status rept fur ule of 
040729-0806 

grant. P J TMI Program Office 04/08/06 DENTQN.H R Office of 
Nuclear Reactor Regulation. Director SNYDER. B J TMf Program 
Office llpp 25983 210 S4X FlCtia 30-320.84/06/06.8400090355 


6408230423 Submits TMI Program Ofc weekly status rept for 040805-11 
ORAMT. F J TMI Pragran Office 84/08/13 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ENYOER. D J TMI Program 
□fPiCD I2pp 26230 229 24X FiChe 30-207,04/09/13,8408230425 


8400240394 Forwards TMI Program Ofc ujoekly status rept for uk o(F 
840612 

TRAViCHS, W D TMI Program Office 84/08/20 DENTON, H R Office of 
Nuclear Reactor Regulation. Director SNYDER. D J TMI Program 
Office Bpp 26249342 24X Fiche 50-320.84/08/20.6400240394 


— B404040322 Forwartls FEMA 840124 Ur forwarding FEHA Region IV rept of 
931013 joint exercise naconmends exercise rept be 
transmitted to licensee / coordination u/FEMA Region IV be 
continued to ensure deficiencies identified corrected 
JORDAN. E L 01 vision of Emergency Preparedness & Engineering 

Response (Post 8301031 04/03/13 STOHR, J P Division of 

Emergency Preparedness U Materials Safety 2pp 26314 249 24)f 
Fiche 30-321,04/05/07.0408300436 


840B3Q0352 Con f 1 rns arrangements made on 840524 between JT Beckham It 
HC Dance re 840531 enforcement conference in Region II ofc 
to discuss 840S22 security event re access controls 6 events 
leading to inoperability of HPCt Agenda end 

O^REILUV, J P Region Z. Office of Director 04/05/23 KELLY.R J 
Georgia Power Co 2pp 26314 147 24X Fiche 50-321.04/05/25. 

8400300352 


B Reportable occurrences, LER s i< related correspondence 


04OBOtOJ7O PNO-Tril-B4-OOBB on B40724. reac tor vessel closure head set 
down on storage stand Placement accomplished by use of pry 
bar & winch attached to confcai nmen t wall NRC will be 
suppli-ed w/S4 h/day coverage until fixture in place 

FABANO. A . GRANT.P TMI Program Office 84/07/25 Ip 25635 320 
24X Fiche 30-330. 04/07/25. 04O&OIO17O 


3400010174 PNO-TMr-04-OOOA an □40724, r eac tor vesiel closure head lifted 
clear of reactor vessel flange Licensee devising means of 
aligning vessel head w/storage stand guide pins in 
preparation for lowering head to stand 

CCDK.n . FAS AND, A . GRANT. P TMI Program Office 04/07/25 Ip 
asaS5 321 24X Fiche 50-320.84/07/25,0406010174 


84083003/6 Forwards summary of 640330 meeting w/utits & TNPO re 
selected emergency preparedness issues Attendance list also 
enc 1 

Q'REIlLY. JP Region 2. Office of Director 04/06/08 KELLY.R J 
(Jeorgia Power Co 4pp 2630S 957 24X Fiche 50-000,04/06/08. 

B408 300376 


8409310057 Documents training It experience for evaluation team members, 
per B40723 Itr re training requirements for NRC S' contract 
persunnel observing Q40302 emergency exeicise 

DANCE.H C Begipn Office of Director 84/07/24 KELLY.R J 
Georgia Power Co 3pp 26333 332 24X Fiche 50-321.84/07/24. 

6408310057 


1 



DOCKETED (TEMS 


157 


B^0Qi)30)61 to t^neryprc^ plan implementing p i ocadures> cons is ting 

Rev ^ to MNP-Q024 "In-Plant Radiation Level Mom boring “ 
t Rev 1 to Mh*P-B06l< 'Bberline Model PCM-1 Portal Monitor 
Operation * Calibi ' W/adO/Jl Ifcr 

SDRRbLL-C C Georgia Pouei Co 84/07/31 dSpp 2591S 022 24X 

Flche 50 ’321- 84/07/31. 04080301433 


a40Bl30J02 Responds to 840302 1 1 r. 6 up p 1 erren te d by 540413 2 tr i request mg 
eiefflption fron App E to lOCFftSO. exc lud i ng state h county 
participation m Q40D02 exercise Requested exemption 
unnecessary Neu rule requires participation every 2 yrs 
STCLZ-J F Operating Reactor,, Branch 4 54/00/01 BECKHAM. J T 

Georgia Power Co 3pp 26040 331 24'( Fiche 50-321 < 64/08/01, 

04OBI3O3O2 


840a09t>207 Molificatlun or 840Q0B meeting w/util in nethe6da>M0 to 
discuss approach for interim measures associated u/schcdular 
exemption i equest for implementation of App R mods 
RiyENBARK.G Operating Reactors Branch 4 64/05/03 STOLZ.J F 

Operating Reactors Branch 4 2|ip 259S4 360 24X 

Fiche 50-321,54/08/03,0406090207 


a4<30l303/9 Responds to 540717 request for add! info re submittal Of 
safety parameter display sys info Foxboro Procedures 
QQAAA04 L Q3AAQ44, conta in iiig isolation devices pass/fail 
acceptance cr l ter ia< enc I 

GUeWA, L T Georgia Power Co B4/0B/07 STOLZ, J F Operating 
Peictnrs Branch 4 3pp 26003 203 24X Fiche 50-321,34/03/07, 

3403130379 


8408170258 Rev 7 to Emergency Implementing Procedure H4P-40S2, "Offsite 
Dose estimations " W/840814 Itr 

* Georgia Power Co 84/00/14 46pp 261 IS 297 24X 

Fiche 50-321.04/08/14.0408170238 


8408210472 Revised emergency plan implementing procedures, incl udltig 
Rev ? to HNP-2-4205 re luibinc lube oil reservol r. Rev 4 to 
HNP-4P12 re emergency diesol generator bldg it Rev 3 to 
HNP*-1“4216 re reactor bldg Elevation 203 fires W/840B16 Itr 
NIX.H , SORRELL, E C Oeoigia Power Co 84/08/16 246pp 

26149 004 24X Fiche 30-321,04/00/16,8408210472 


640B260233 Revised emergency plan implementing procedures, i nc 1 ud Ing 
Rev 1 to MNP-I-4261 re south CRD U essential MCC area fires 
Si Rbv 1 to l■INP-l-4^6^ re reactor water cleanup pump room 
fire W/B4O024 Ur 

NIX,H , SORRELL. E C Georgia Power Co B4/0B/ia 73pp 26269 133 
34X riche 30-331,04/08/10.8400280233 


0400370801 Rev 21 to Emei gencij Plan Implementing Procedure HNP-QOOS, 
"Radiation Wort Permit " W/C40921 Itr 

SDRRElL.E C Godrgia Power Co 84/08/21 aQpp 26240 337 24X 

Fiche 30-321,84/08/21,8408270301 


I Financial information 


04O03OOO72 Forwards draft In furtherance certificate Approval requested 
In order to meet Internal Revenuo Sve requirements for 
tax-exempt pollution control revenue bonds 

OUCIJA, L T Georgia Power Co 04/08/20 STOLZ, J F Operating 
Reacturs Branch 4 4pp 26305 357 24 X Fiche 30-321,04/08/20, 

0403300072 


P Operating license stage documents ^ correspondence 


8408310021 Confirms 840314 telcon re 040521 meeting in Region II ofes 
to discuss planned mod to rod block monitoring sys at 
facility 

LEHIfi.R C Region 2, Office of Dli ector 04/05/16 KELLY, R J 
Georgia Power Co Ip 26339 014 24X Fiche 50-321,84/05/16, 

0408310021 


8408300330 Ctinflrns 840322 telcon between J Badgett & H Dance re 
arrangements made for R Martin, Reg Ion II, Deputy Regional 
Administrator, to attend 840628 presentatlan of certificates 
to licensed operators 

LEWIS. R C Region 2, Office of Director B4/05/29 KELLV,R J 
Georgia Power Co Ip 26300 328 24X Fiche 50-321,04/09/29, 

6408300320 


8408310052 Forwards summary of 040531 meeting in Region II ofe* re 
HPCI sys Meeting beneficial & provided better understanding 
oF Issue 

LEWIS, R C Region 2, Office of Director 04/06/00 KELLY, R J 
Oaqrgia Power Co 3pp 26333 338 24X Fiche 50-321,84/06/08, 

8400310052 


6400300421 Forwards summary of 840521 meeting w/util in Region H ofc 
re APRM sys block monitor sys L Tech Spec activities 
proposed for Licenses D'’R-57 8. MPF-5 Attendance list end 
LEWIS- R C Region 2, Office or Director 84/06/22 KELLY, R J 
Georgia Power Co 4pp 26314 217 24X Fiche 50-321,04/06/22, 

□408300421 


8400070140 Notifies or potential equipment qua 1 1 f Ication problems re 
10CFR90 49 equipment qua 1 i f i c a ti on deadline Problems result 
from inability of PVCO, Int to provide qual 1 f i cati on for 
resistance temp detectors in use 

OUCWA.L 1 Georgia Power Co 04/07/19 STOLZ, J F Operating 
neactar« Branch 4 3pp 25949 273 24X Fiche 50-321,04/07/19. 

6406070148 


8408080170 Informs of review of responses to Generic Ltr 03-02 re Tech 
Specs for NUREG-0737 i *’emB which were to be implemented by 
811231 Tech Specs for Item II E 4 2 7 have not been 
provided Response requested within 30 days 

STOLZ, J F Operating Reactors Branch 4 84/00/01 BECKHAM, J T 

Georgia Power Co 3pp 25978 342 24X Fiche 50-321,04/08/01, 

0400080176 


540B130561 Application for amend to Liconsos DPR~37 £< NPF-S, revl s Ing 
radiological effluent Tech Specs <RETS> by transferring RET8 
from App D to App A Including editorial 6 administrative 
changes L changes based on NRC comments 

BECKHAM, J T Georgia Power Co 04/08/01 STDLZ,JF Operating 
Reactors Dranch 4 3pp 26031 001 24X Fiche 50-321,04/00/01, 

□400130361 


— 8408130567 Proposed Tech Spec chainges, transferring radiological 
effluent Tech Specs from App D to App A 
» Georgia power Co 04/08/01 190pp 26031 004 24X 

Fiche 50-321,84/00/01,8400130561 


8408070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs h holders of CPs re availability of 
8uppl 1 to NUREO-0933, "Pr lor i tUatl on of Generic Safety 
Issues Sve list end 

ErSENHUr, D 0 Division of Licensing 04/00/06 Consolidated 
Edison Co of New York, Inc I8pp 26129 238 24X 

F I Che 50-000. 84/08/06. 84000701 10 


8400090317 Forwards monthly status rept ro plant-specific backflttlng 
activities for operating reactors L license applicants for 
Ju) 1984 

TREMDLAY, P P Operating Reactors Assessment Branch 04/08/06 
H6 lAIMM, 0 N Operating Reactors Assessment Branch 13pp 
2S991 350 24X Fiche 50-000,84/08/06,0408090317 


B4OB1401O6 Application to amend Licenses PPR-57 tr NPF-5r chan g Ing Tech 
Specs to reflect Inp lementat Ion of TMI Item II 8 3, 

"Post-Accident Bampllng Capability Fee end 

DECKHAM. J T Georgia Power Co 04/08/07 STOLZ, J F Operating 
Reactors Branch 4 3pp 26051 252 24X Fiche 50-321,84/08/07, 

8400140106 


--0408140124 Proposed Tech Spec changes re post-accident sampling L 
analysis t( iodine monitoring 

It Georgia Power Co B4/08/07 5pp 26091 ‘254 S4X 
Fiche 50-321 , 84/00/07, 8400 1 40106 


84OQ210474 Provides info in support of 040006 request for proposed Tech 
Spec change re containment Isolation valves Request should 
be treated as emergency request to avoid undue delay in unit 
s tartup 

OWeWA, L T Georgia Power Co 84/00/14 STDLZ.J F Operating 
Reactors Branch 4 2pp 26101 123 24X Fiche 50-321,04/08/14, 

8408210474 


B40B210357 Responds to 040801 ltr ro NUREO-0737. Item 11 E 4 217), 
•'Purge 6 Vent Valve Isolation “ Revs to Unit 2 Tech Specs 
BXpeciad to be submitted by 040909 Unit 1 mods will be 
conplebed during scheduled Fall 1904 refueling outage 
QUCMA. L T Georgia Power Co 04/00/16 STOLZ, J F Operating 
Reactors Branch 4 2pp 26100 241 24X Fiche 50-321. G4/0B/16, 

8400210357 


6408230251 Requests extension until 041107, to respond to request for 
info re reliability & upgrading of diesel generators, per 
Oanerlc Ltr 04-15 Extension due to workload at site for 
Unit 2 rec i rcu latlon pipe replacement outage 

OUCHA.L T Georgia Power Co 84/00/16 STOLZ, J F Operating 
Reactors Branch 4 2pp 26207 293 24X Fiche S0-321i 64/00/16, 

8408230551 


B408200275 Generic Ltr 04-20 to all licensees of operating reactors it 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevlewed safety 
questinns Sve list end 

EISENHUr.DG Division of Licensing 04/00/20 Consolidated 
Edison Co of Ndw York, Int I7pp 26276 244 24X 

Fi Che 30-000, B4/-0a/2O, 8400200275 
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6403300024 R^q^uests nod t-o d i $.tT ib u 1 1 un t-OT :« ] i plant correspondence 
Distribution pose recent Tetb tapec amend ^/requested 
change entl 

GLTCWA.L T Georgia Pomer Co B4'0ay?2 5TaL2, J F Operating 
Reactors Dranch 4 2pp 103 24^ Fjehe 50-321*84/08/22. 

6406300024 


Q Inspection lep-orts. IE Culle^ins *■' c or resp ondent e 


8400240336 Forwards Insp Repts 50-321/01-21 *. 5Q-34t/Q4-21 on 
04OiJl“l5 Wo violations or de\Jatlons noteq 

DAMCE. H C Region 2. Office or Dirtctor 84/07/10 kELUV, R J 
Georgia Poujer Co Spp 26237 040 24>f Ficbe 50-321.84/07/10, 
□400240356 


--B408240359 Insp Rep*^5 50-321 /B4-21 ! 50-366/B4-21 on 84061 1-15 No 
violations or deviations noted Major are^s inspected worker 
concerns re Newport Neus Industries rec it c ulaii on pipe 
ropiac salient project 

MERRIWEATHERj N * C04LON. T E Region 2r Qfficc of Director 
84/07/09 lOpp 26237 042 24K FjcliQ 00-321*04/07/10.3409240386 


8400240364 Forwards Insp Repts 50-321/84-23 5 50-366/04-23 on 
640610-22 No violations or deviations notei] Unresolved items 
Identified will bo pursued during foture insps 

DANCEiH C Region 2. Office of Directoi 84/07/11 KELUV* R J 
Georgia Power Co 2pp 26237 OBO 24i< Fiche 30-321 . Q4/07/H » 
0400240364 


--8400240366 Insp Repts 50-321/84-23 8 30-366/a4-23 on 040618-22 No 
violations or deviations noted Major areas inspected 
evaluation of ultrasonic test indications in feedwater weld 
2321- IFW-12AA-12 iUn I fc 2) 

CROWLEY, D R . COLCY, J L , BLAKE. U J Region 2. Office of Director 
04/07/10 12pp 26237 082 24S( Fiche 50-321 . B4/07/11 * 

0400240364 


04OB3BO23R Advises of plans L schedules for replacing HFA rolags In 
reactor protection 6 safetg sgs^per IE Bulletin 84-02 
QUCWA.U T Georgia Power Co 04/07/13 O'REILLY, JP Reolon 2, 
Office Of Director 4pp 26262 237 24X Fiche 50-321,04/07/13, 

840020023? 


8408270241 Act receipt of 840709 Ur jnforming NRC of steps taken to 
correct violations noted in Insp Repts 50-321/B4-13 I* 

BO -366/0 4 -13 

LEWIS, R C Division of Pioject 6 Resident Programs 64/07/20 

KELLY, R J Georgia Power Co Ip 26258 C06 24X 

Fiche 90-321, H4/O7/0O, 8400270241 


— 8400270247 Responds to NRG 840607 itr re violations noted in Insp Repts 
50-321/84-13 i* 90-366/84-13 Corrective actions QC dept will 
witness significant activities for safetif-rela tod major 
motnt 

OUCWA,L T Georgia Power Co 84/07/0? a'nEILLV,J P Region 3, 
Office of Director Opp 26258 067 24X Fiche 50-321,04/07/20, 

8400270241 


— B40B270S99 Forwards Insp Repts 50-321/64-13 U 50-366/84-13 on 
840321-0420 U notice of violation 

LEWIS. R C Division of Project t Resident Programs 04/06/07 

KELLY. R J Georgia Power Co 2pp 26250 090 24X 

Fiche 30-321,64/07/20,8400270241 


—0408270269 Insp Repts 50-321/04-13 h 30-366/84-13 on 840321-0420 
Violation noted failure to restore stjs tb original design 
reciui remen ts 

CRLENUAK,R V , RA^ -HQUflES, P , GARNER, L Region 2, Office of 
Director 64/06/03 7pp 26290 074 24)« FKhe 50-321 » 04/07/20* 

8400270241 


— 8400270261 Notice of violation from insp oh 640321-0421 

* Region 2. Office of Diroctor 04/06/07 2pp 26293 092 24X 

Fiche 50-321,84/07/20*8408370241 


8400270334 Forwards Insp Repts 50-321/B4-25 "L 50-366/04-29 on 
840619-&2 No violatiqns or deviations noted 

DANCE, H C Region 2, Office of Director 84/07/20 KELLY, R 
Georgia Power Co Spp 26257 206 24X Fiche 50-321,94/07/20* 

8406270334 


— B4O027O23G Insp Repts 50-321/84-23 t 50-366/84-S5 on 040619-22 No 
violations or deviations noted Major areas Inspec ted* review 
of local leak rate test program I, followup of previous 
violation 

WHITENEfNH L . JAPE, F Region 2* Office of Director 84/07/19 
6pp 26257 206 24 X Fiche 50-321.64/07/20,6400270334 


0407250227 IE Info fJo^'ice 84-^7, 'Operating E*Peiience le Moisture 
Intrusion m Saf e*"g~Re 1 a t ed Flectrical Equipment at 
CommeTtial Tower Plants "5c list encl 

JORDAN, E L Division of Emergenci; Preparedness ♦. Engineering 
Response iPost 830J01> 8,1/0''/27 Consolidated Edison Co of New 

York> Inc 119pp 23865 047 24X Fiche 50-000,04/07/27,0407255229 


04O0O1O33J IE Info Notice S4-59, "Delibetate Circumventing of Station 
Health Phijsics Procedures " Sve list encl 

JORDAN. C L Division of Emergency Prepaiedness A Engineering 
Response (Post 030103) 64/00/06 Consolidated Edison Co of New 

York, Inc 122pp 2t063 001 21 a Fithe 50-000. 04/00/ 06, 04060 1 0333 


04OSOIO33'' IF Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list encl 
JORDAN, E L Division of Emergeticij Preparedness t Engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co of New 

York, Inc I23pp 26067 156 24X Fithe 50-000.84/00/06,0408010337 


9400070120 IE Info Nq*-icc B4-61, "Overexposure of Diver in PWR 
Refupling Cavity " Bve list one! 

JORDAN. E L Division of Eiretgencg Pi eparedness t, Engineering 
Response (Post 030103) 84/09/09 Consolidated Edison Co of Mew 

York. Inc I20pp 26129 IIB 24X Fiche 50-000.84/00/00,0408070120 


8408070376 IE Info Notice 84-62. "Therapy Mi sadnni ni s trat i ons to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
list encl 

GRACE* J M Division of QA, Safeguards 6 Inspection Programs (Post 
830103) 84/00/10 Consolidated Edison Co of New York, Inc 

125pp 26130 001 24.x FlcHe 50-000.04/00/10.6408070376 


940810000? IE Info Notice 84-63. "Defective RHR Replacement Piping " 
Sve list end 

JORDAN, C L Division of Emoigency Preparedness t Engineering 
Response (Post 030103) 94/00/13 Consolidated Edison Co of New 

York. Inc U9pp 26t97 218 24X Fiche 50-000,04/09/13,040810000? 


0408100033 IE Info Notice 84-64, ' OWR HPC I Initjation Seal-ln U 
Indication " Sve list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830$03> 04/00/15 Consolidated Edison Co of Now 

York, Inc I04pp 26193 093 24X Fiche 50-000,04/00/15,0408100030 


040810002] IE Info Notice 84-65, "Underrated Fuses Nhich May Adversely 
Affect Operation oF Essential Electrical Equipment " Sve 
list encl 

JORDAN) E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/00/16 Consolidated Edison Co of New 

York, Inc llBpp 26198 001 24X Fiche 50-000,64/00/16,0406100021 


9408100055 IE Info Notice 84-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary roedwater Train " Sve list encl 
JORDANiE L Division of Emeigency Pi eparedness b Engineering 
Response (Host 030103) B4/09/17 Consolidated Edison Co of New 

York. Inc laOpp 26276 001 24/ Fiche 50-000,04/00/17,0408100055 


940B140208 IE Info Notice B4-67, "Recent Snubber Inservicc Testing H/ 
High lailure Rates " Sve list encl 

JORDAMi E L Division of Emeigenctj Preparedness 6 Engineering 
Responce (Post 030103) 34/00/17 Consolidated Edison Co of New 

York, Inc 122pp 26276 122 24X F iche 50-000, B4/O0/ 17, 0408140208 


9406210142 IE Info Notice 84-60, "Fotontial Deficiency in Improperly 
Rated Field Hiring to Solenoid Valves " Sve list encl 
JORDAN, E L Division of Emergency Preparedness Ic Engineering 
Response iPost 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc ll5pp 26329 008 24X Fiche 50-000,84/08/21,0400210142 


R Periodic opera*‘iiig reports i related correspondence 


Q40B2OD001 Monthly operating repts for Jul 1984 W/B4oa02 Ur 
NIX,H C Georgia Poe-or Co 04/07/31 ISpp 26140 266 24X 

Fiche 30-321,84/07/31, Q40 8200001 


B Repnrfcablo occurrences, LERs L related correspondence 


0409240340 Port 21 rept re presence of LDCtltB-242 in CRD hydraulic 
control unit scram pilqt solenoid valve plunger Initially 
reported on 040413 Nciu thread locking devices investigated 
6HERMOOD.O 0 General Electric Co 84/04/13 DEYOUNG, R C 
Dlroctor's Office, Office of Inspection and Enforcement 3pp 
26222 256 24X Fiche 50-000,04/04/13,8400240349 


8408090287 Special Bept 50-321/1994-009 on 040720, level In both fire 
water storage tanks dropped to less than 270,000 gallons, due 
to initiation of diesel fire pumps during hydrant flush 
test Tonic levels returned to Tech Spec limit 

NlX.ir C Georgia Pou/ar Co 84/00/01 O'REILLY, J P Region 2, 
Office of Director 2pp 25994 163 24X Fiche 50-321.94/06/01. 

0408090287 
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S408270?<^9 LEFi 6 i^-Oj 5~OC' sn B*l06e!7< cab 1 e lu'aJs liFtcd K impioperty 
tagged ^ stpsiH''td in Lonklal room caused by personnel 
error F’rftcedivre HNf'^6'?e?l r o cable * Cable ways installation 
revised tu strengthen 3 dj<u n i s I « a i 't* control U/B'IOBH I tr 
ELTON,! L r fUX.H C Georgia Pouer Co 04/00/14 3pp 2A33B 04S 
24/ Fiche 50-321, b»4 /OB' 14 a40a270329 


84OD31Oi0b> Fait 21 rept ie tor u b -to-r ea c t or bldg vacuom breakers Memo 
of 840020 telcan repor»ino equipment quality *< separation of 
controls to butteiflg \alvcs encl GE lacks technical info to 
adequately evaluate condition 

VrLLA,R General Tlectric Co 04/00/21 ROSSI, C E Birector's 
Office* Office of Inspection and Enfoj cement 3pp 26310 327 24X 

Flcha 50-000 04/08/21 * 040031 01B6 


8408300331 LER 84-013-00 on 0 10729, dui ing Procedure HMP-1-31 54, HPCI 
malfunctioned ♦, injected into reactor Caused by short 
circuit across 1/2 of HPCI automatic injection logic llPC 1 
best jack E41-J1 inspected % cle^jned 11/040322 Itr 

ELTCN, T L * N[X*H C Georgia Pouiei Co 64/00/22 3pp 2630B 332 
24X Fiche bO-32 1 , S4/0S/2Z 8400300333 


POCKET 50-322 SHOREHAM NUCLEAR POWER STATION 


A App 1 1 ca t lon/cons true 1 1 on stage documents $ correspondence 


0407300105 Relates recent oitemptiop decision to Section 105 of Atomic 
Energy Ac b, requ i r Ing NRC to rind plant in conformity u/ 
provisions *> rules regulations of Com'nission before 
Issuing QL 

PLAINEjH H Office of the General Counsel SECY-04-290A 84/07/24 

a9pp 25920 001 24X Fiche 50-322,04/07/24,8407300105 


04OG13OS47 Provides pretminary comments on six items of Comdii ss loner 
Aaselstine B40725 proposal that NRC apply Shoreham Decision 
CLI-B4-8 genenc^lly to schodular exemption requests 
DIRC/S, W U Office or the Executive Director for Operations 
04/08/02 Commissioners 5pp 26294 19B 24X 

Fiche ‘>0-322.04/00/02,8400130547 


0408070110 Generic Ltr 04-19 to al ) licensees of operating reactors, 
applicants for OLs », holders of CPs re availability of 
Suppl 1 to NUREO-0933, "pr 1 orl ti lat ion of Generic Bafoty 
Issuer ” Sve list end 

ElEENHUTiD G Division of Licensing 04/08/06 Consolidated 
Edison Co of New York. Inc lapp 26129 230 24X 

Fiche 50-000.04/03/06,0400070110 


8400090317 Forwards monthly status rept re plant-specific backfltting 
activities for operating reactors *- license applicants for 
Jul 1904 

TREMDLAY, P P Operating Reactors Assessment Dranch 04/08/06 
HQLAHAN, G N Operating Reactors Assessment Dranch 13pp 
25991 390 24X Fiche 50- 000. 04/00/06, 840009031 7 


B4DB090210 Forwards A Schucncer 840730 memo to E Reis re License 
conditions K nrq 040731 ltr to util re amend extending 
expiration date of License 8Nt1-l097 Certificate of Bve encl 
Related corr espondenc e 

QORDEfJiCK,!) K Hearing Dranch 3 OSD 860 04/00/07 Atomic 

Safety and Licensing Appeal Panel 4pp 25971 211 24X 

Ficha 50-322,04/00/07.0108090210 


— 0408090213 Forwards status list of partial initial decision license 
conditions 6 details of NRC intended course of action 
Requests status rept be forwarded to util 

SCHWENCER. A Licensing Dranch 2 04/07/30 REIS, E Hearing 

Branch 3 5pp 25971 215 24X Fiche 50-322,94/08/07,0408090210 


0406200328 Forwards summary of disposition of generic Itrs for CV83 
LEONARD. J D Long Island Lighting Co 84/OB/i4 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 6pp 26133.004 
24 X Fiche 90-322, 04/08/14, 0408200328 


9408200275 Generic Ltr 84-20 to all licensees of operating reactors h 
applicants for OUs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Svt list encl 

E1SENHUT,DG Divi s i on a f L icens ing 04/08/20 Consolidated 
Edison Go of New York, inc I7pp 26276 244 24X 

Fiche SO-000, 04/08/20. 8400200275 


8400270226 Forwards documents re recently conducted integrated 
electrical test at facility Encl represents summation of 
actual loads experienced during loss of offsite power/ 

LQCA simulations for test 

LEONARD, J D Long Island Lighting Co 84/08/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 129pp 26243 001 

24X Fiche 90-322, 04/08/22, 0408270226 


C Utility Environmental Report <ER), amends 6 correspondence 


0408230409 Ui thdraus util 040309 motion to strike portions of testimony 
of Suffolk County witnesses Harris S. Mayer re Contention 
75 Related correspondence 

MCClESKEY, K Hunton I Nil Hams HCCLE5KEY. K Long Island Lighting 
Co DSD 209 84/00/20 LAURENSDN. J A . KLINE, J R , SHQN, F J 

Atomic Safety and Licensing Board Panel Ip 26205 359 24X 

Fiche 50-322, 84/00/20. 8400230409 


E NRC Safety Evaluation Report (SER>, suppls 6 correspondence 


0408230107 SAFET/ EVALUATION REPORT RELATED TO THE OPERATION OF 
SHOREHAM NUCLEAR POWER STATION. UNIT NO 1 Docket No 30-322 
(Long Island Lighting Company) 

a Division of Licensing NUREG“0420 S06 84/07/31 33p P 

Available at NRC *3 75 26199 304 24X Fiche 50-322.94/07/31. 

0400220107 


F Security, medical, emergency U fire protection plans 


8400000473 Forwards IE Inap Rept 50-322/84~22 on B40514-18 No 
violations noted 

MARTIN, T T Division of Engineering 6 Technical Programs 04/07/16 
LEONARD, J D Long Island Lighting Co 2pp 25975 164 24X 

riche 50-322.04/07/16,0408080473 


— 8400080478 IE Insp Rep^ 50-322/64-22 on 040514-16 No violations noted 
Major areas inspected plant facilities it initial fuel load 
& startup testing planning Safeguards info deleted (ref 
I0CFR73 21 ) 

DLUMDERG, N , KUCMAR6KI,S . QETTEHHAUSEN, L Region 1, Office of 
Director 04/07/05 6pp 25975 166 24X Fiche 50-322.04/07/16, 

0400080473 


B40B29047B Forwards !nap Rept 50-322/04-23 on 840528-0701 No violations 
noted 

STAROBTECKf, R DiviBian of Project tc Resident Pregranis 84/00/09 
LEONARD, J L Long Island Lighting Co 4pp 26294 189 24X 

Fiche 50-322.04/08/08.04082904 70 


8400290483 Insp Rept 50-322/84-23 on 840328-0701 No violations 
noted Major areas inspected discharge Of security guard 
weapon, status of Colt diesel generator pro ject. s torage of 
emergency equipment lockers & IE Dullottn 80-06 
PETRONE.C . ESELGROTH, P , SHEDLDSKY, J Region 1, Office of 
Director 64/07/19 I2pp 26294 193 24X Fiche 50-322.04/00/08, 

8400290476 


G Adjudicatory correspondence 


840B010133 Staff requirements memo re 040516 Coitimi as i on vote 
daterntining that lOCFKSO 57(cl should not he read to make 
GDC 17 inapplicable to low power operation 

CHILK.S J Office of the Secretary of the Commission 84/05/10 
Office of the Secretary of the Commission Ip 25B73 312 24X 

Fiche 50-322,84/03/18,8400010133 


8406040336 Discusses 840917 hearing of Congressional Subcommittee on 
Energy 6 Environ re licensing procedure Manner In which 
attempts made to expedite hearings unprecedented Requests 
disqualification from further action 

HOCHDRUECKNER New York, State of DSB 420 84/05/22 

PALLADINO.N J Commissioners 2pp 24802 339 24X 

Fiche 50-322, 04/05/22. 0406040336 


B4O016O123 Foruiards NRC staff Exhibit I from B40424 hearing Related 
c orrespondatic e 

flILEY, 8 L Tayloe Associates 84/06/19 PLEASANT. E 
Administrative 6 Logistical Support Branch Ip 26126 169 24X 

Fiche 50-322,94/06/15,6408160123 


8408160076 Forwards applicant Exhibits 38-47 from 840605-08 hearings 
Related correspondence 

RILEY, 6 L Tagloe Associates 04/06/26 PLEASANT. E 
Administrative 6 Logistical Support Branch Ip 26 1 26 349, 24X 

Fiche 50-322,84/06/26,0408160076 


a408l60llB Forwards intervenor Exhibits 67-74 Related c errespohd enc e 
RILEY, S L Tayloe Associates 84/06/26 PLEASANT. E 
Administrative 6 Logistical Support Branch Ip 26126 169 24X 

Fiche 50-322,04/06/26,0408160118 


6400060434 Staff requirenents memo re 840725 meeting on Interpretation 
of DeLlslon CL1-94-B reexam of exemption proccs* 

CHILK.S J Office of the Secretary of the Commission 84/07/26 
DIRCKSiW J Office of the Executive Director for Operations 2pp 
25937 322 24X Fiche 30-322,84/07/26,8400060434 
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0408010254 Informs that N??C testimong prepared hy IE on Contention II 
ti/i t 1 not b« available vnt 1 1 next uk Related correspondence 
DORDENICK-B M Hearing Dranch 3 D5D 677 84/0^/27 

LAURENSQtl. J A , F J KLlN'H J R Atomic Safety and Licensing 

Board Panel 2 pp 25S54 178 24X Fiche 50-322.84/07/27.0408010254 


B4080I0261 Application for issuance of subpoenas to command appearance 
b testimony by J Hines b FA Cipnani at emergency planning 
hearings Certificate of Svt end Related correspondence 
CHRISTHAM. J N Long Island Lighting Co CHR ISTHAN. J N Hunton & 
Williams DSD 662 84/07/27 Atomic Safety and Licensing Board 

Panel I2pp 25854 044 24X Fiche 50-322. B4/07/27, B408010261 


8408060437 Revised staff requirerents memo re 640725 discussion on 
interpretation of Decision CLf-Qd-B b reeiam of exemption 
p rocess 

CHILK.B J Office of tli e Secretary of the Commission B4/07/27 
DIRCKSjW j Office of the Executive Director for Operations 

PLAINS^ H H Office or the Executive Legal Director Ip 25937 316 

34X Fiche 50-322,84/07/27.8408060437 


B408D10169 Answer opposing Suffolk County 840724 motion to compel 
production of dpcunerita l/til has substantially complied u;/ 
production of documents requested Certificate of Sve end 
Related correspondence 

FARLEV. E H Long Island Lighting Co FARLGV.E M Hunton &< 
Wllllanis DSB 685 84/07/30 Atomic Safety and Licensing Board 

Panel I3pp 25055 307 24X Fiche 30-322. B4/07/30. 840B0 10169 


B40Q010239 Response to ufcil motion for partial reconsideration of 
64071B security proceedings order Motion should be denied 
due to utit failure to demonstrate basis for motion 
Certificate of Sve end 

LET3CHE. K J Suffolk County, HV LETSCHE.X J Ki rkpatr ic t, 

Lockhart. Hill, Christopher b Phillips PALQHIND, F 0 New York. 
State of DSD 674 04/07/30 Atomic Safety and Licensing Board 

Panel 4pp 25056 010 S4X Fiche 50-322.84/07/30.8400010239 


8400020002 Requests to make limited appearance statement at B40804 lou 
power test liceose hearing Served on B40801 
BREDES, N Affiliation Not Assigned DSfl 705 G4/07/3t> 

Docketing b Services Branch ip 25802 300 24X 

Fiche 50-322.84/07/30,8400020002 


B40G020024 Motion to admit revised testimony of Phase 11 emergency 
planning Contentions 24 0.74 6 75 (relocation ctrs) 

Cettificate of Sve enc 1 Related correspondence 

MCCLESKEV.K £ Long Island Lighting Co MCCLE3KEV. K E Honton & 
Williams OSQ 693 84/07/30 Atomic Safety and Licensing Board 

Panel 6Bpp 25903 150 24X Fiche 50-322.84/07/30,0408 020024 


8400070274 Response to Suffolk County 840727 notice of execution of 
affidavits gf nondisclosure Suffolk Caunty representation 
premature Certificate of 8vc end 

IRWIN.DP Long Island Lighting Co IRWIN. D P Hunton & Williams 
DSB 761 84/07/3D Atomic Safety and Licensing Beard Panel 4pp 

B5949 199 24X Fiche 50-322,84/07/30.0400070274 


0408020200 Statement of Oovernor M Cuomo in support of Suffolk County 
840723 motion for recons I derat ion of ASLB limitations on 
Suffolk County cross-exan Inafcion of FEMA witness panel 
Certificate of Sve end Related carre spundence 

ZAHNLEUTER.R J New Yor*. State of DSB 715 84/07/31 Atomic 

Safety and Licensing Board Panel 5pp 25390 002 24X 

Fiche 50-322.64/07/31, 840 S020200 


0408030074 Notice to ASLD re schedule for hearing strike issues 
Schedule too rigorous for parties to meet Truly full ?. fair 
hearing may require more realistic schedule Certificate of 
Sve enc 1 

MCMURRAY.C M Suffolk County. NY MCMURRAY, C M Kirkpatrick, 
Lockhart. Hill, Christopher b Phillips DBB 724 04/07/31 I3pp 

25907 016 24X Fiche 50-322,04/07/31.8408030074 


8408020044 Advises that tine for Commission to revietii ALAB-773 expired 
Coremission declined review Decision became final agency 
action on 840723 Served on 840801 

CKILK.S J Office of the Secretary of the Commission DSD 707 
04/08/01 Atomic Safety and Licensing Board Panel Ip 
25BB3 262 24X Fiche 50-322.84/08/01,8400020044 


B40B0300B5 Order establishing procedures b- schedule for reply to LILCQ 
040730 answer to motion to compel production of documents, 

Reply requested by 04OBO7 Courtesy notification end 
Served on 840902 

BRENNER, L Atonic Safety and Licensing Board Panel DSB 731 
84/00/01 Suffolk County, NY 6p p 25906 351 24X 

Fiche 50-322 , 04/08 / 01 , 8 408030095 


040B030086 Memorandun to shuu« cause why Suffolk County 040726 appeal of 
ASLll 840710 order ^hciuld not bo dismissed Appeal filed late 
For gpad cause Certificate of Sve onrl Related 
correspondence 

MILLER, M S Suffolk County Ny MIULER.MS Kirkpatrick. Lockhart. 
Hill, Christopher t Phillips DSB /30 04/00/01 1 5p P 25906 336 

24 X riche 50-322.84/08/01,0400030066 


8400030105 Motion to admit proposed modified emergency plajinlng 
Contention. 00 6 re\i 5 eii testin-ong of GC Minor on emergency 
planning -Cantentions 05 t, 03 Related correspondence 

MILLER, M S Suffolk County, NY MILLER.M S Kirkpatrick. Lockhart. 
Hill Christopher 6 Phillips DSB 725 04/00/01 Atomic Safety 

and Licensing Board Panel llpp 25916 055 24X 

Fiche 50-322,84/00/01.8400030105 


— B4080301 12 Re\lsed testimony of GC Minor on emergency planning 
Contentsona 85 t 86 re offsite recovery t reentry Prof 
qualifications statement t Certificate of Sve end 
MINOR. G C Suffolk County, NY MINOR. G C MHD Technical 
Associates 84/08/01 lOpp 25916 066 24X 

Fiche 50-322.04/08/01.8408030105 


8400070475 Memorandum t order denying motion for disqualification of 
^udge Cotter Statement of BP Cotter t Certificate of Sve 
end Served on 040006 

COTTER. D P Atomic Safety and Licensing Beard Panel DSB 759 
84/09/01 Neu York, State of 15pp 25940 300 24X 

Fiche 50-322.04/08/01,0408070475 


8400030090 Motion for directed cer 1 1 f i ca t ion of ASLD 840724 order, 
granting in part denyiny in part, util motion for summary 
disposition on Phase I & II low power testing Certificate of 
Sve end 

ROLFC. R M Long Island Lighting Co ROLFE, R M Hunton & Ullliams 
BSO 728 84/00/02 Commissioners 59pp 25906 274 24X 

Fiche 50-322,04/08/02.0400030090 


8400030099 Order establishing pending appeal as motion for directed 
certification of ASLB order in question Party views as to 
whether criteria for granting certification met requested by 
040010 Served on 840802 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel DSO 729 
04/00/02 Suffolk County. NV 2pp 25904 301 24 X 

Fiche 50-322, 04/08/02. 0408030099 


6408070256 Response opposing Suffolk County offer of proof for 
cr oss-eiaTilna t ion of FEMA witnesses 4t request for 
rec onsi derat 1 on of ASLB limitation of cross-examination of 
FEMA witnesses Certificate of Sve entl 

MCCLESKEY. K E Long Island Lighting Co MCCLESKEY.K E Hunton b 
Williams BSO 76e 84/00/02 Atomic Safety and Licensing Board 

Panel I7pp 25949 244 24X Fiche 50-322,04/00/02,0400070256 


0400070395 Response opposing Suffolk County 840723 offer of proof tt 
request for reconsideration of ASLD limitations an Suffolk 
County cross-e raminat i on of FEMA witness panel ASLD did not 
abuse discretion Certificate of Sve end 

DORBENICK.Q M Hearing Dranch 3 D6D 014 84/08/02 Atomic 

Safety and Licensing Board Panel 8pp 25945 259 24X 

Fiche 50-322. 84/08/02. 0408070395 


840G07O399 Motion For referral to Commission of ASLD 640723 order 
granting in part tc denying in part, util 840523 motions for 
summary disposition on Phase I I 4 Phase 11 lou power testing 
Certificate of Dve enc 1 

RQUrE, R M Long Island Lighting Co ROLFE. R M Hunton & Willlami 
DSD 778 04/00/03 Atumic Safety and Licensing Board Panel 

12pp 25942 21 1 24X Fiche 50-322,84/08/02,8408070399 


B40B070427 Response opposing QuPfolk County offer of proof & req^uest 
for reconsideration of ASLD limitations on Suffolk County 
c russ-exami nat i an of FEHA witness panel Certificate of Sve 
end 

GLASS, S M Federal Emergency flanagemont Agency DSD 704 04/00/02 

Atomic Safety and Licensing Board Panel 9pp 25942 014 24X 

riche 50-322, 04/00/02, 0406070427 


B40 0070 3 OB Nation to compel util to produce FM Rasbury for deposition 
during uk of 8408O6“-10 re relocation ctr issues or. In 
4 1 ternative I tha t FM Rasbury be stricken from util witness 
panels Cert i flea te of Syc enc 1 Related correspondence 
MCMURRAY.C M Suffolk County. NY MCMURRAY.C M Kirkpatrick, 
Lockhart. Hill. Christopher b Phillips DSD 797 84/00/03 

Atomic Safety and Licensing Board Panel 17pp 25947 341 24X 

Fiche 50-322, 84/06/03, 0406070300 


84DB070358 Memorandun ALAB-779, a taking A8LAB intention not to review 
ASLB 840801 denial of Suffolk County 040622 motion for 
disqualification ASLA8 expresses no view re merit of motion 
Served on B40803 

SHOEMAKER. C U Atomic Bafety end Licensing Appeal Panel DSB 75Q 
04/OB/O3 3pp 25943 174 24X Fiche 50-322, B4/OB/O3i 04OBO7O35B 
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8408070421 ^lotion fnr reconsideration of ASLB B40724 order re schedule 
for hearing V prohibiting written tostimong on strike 
issues CertiUcate of Sve encl 

hlLLER,HS SuffoI>< County. MY MILLER, MS Kirkpatrick, Lockhart, 
Mill, Christopher ^ Phillips DBH 79B 04/09/03 Atomic Safety 

and Licensing Board Panel I3pp 25740 036 24X 

Fiche 30-322,04/03/03.0408070424 


0408070442 Forwards util nation for summary resolution of ASLO 
daterninotion Involving effect of strike on local emergency 
response organization tt proposal of license condition L 
statement of matl facts Related correspondence 

IRWIN, D P Huntoh ** Williams IRWIN, D P Long Island Lighting Co 
USD B04 84/03/03 LAURENSQN. J A , KLINE, J R . SMON, F J Atomic 

Safety and Licensing Hoard Panel ip 25740 230 24X 

Fiche 50-322,04/08/03.0400070442 


— -0408070140 Motion for summary resolution of A9Lfl 040724 memorandum !» 
order re effects of strike of local emergency response 
organiiation workers on ability to Implement offsite 
aroergency preparedness plan ( proposal of license condition 
IRWIN, D P Long Island Lighting Co IRWIN, 0 P Honton & 
Williams 84/00/03 Atomic Safety and Licensing Qoard Panel 
6pp 25740 231 24X Fiche 50-322,84/08/03.8400070442 


8408080410 Joint notion of State of NY t Suffolk County to compel 
discovery of documents 8, info sought in 040801 discovery 
reriuest AS'-O requested to give matter expeditious 
consideration W/Certi f i c ate of Sve Related correspondence 
MCMURRAY, C M Suffolk County, NV MCMURRAY, C M Kirkpatrick, 
Lockhart, Hill. Christopher h Phillips ZAHNLEUTER.R J New York, 
State of D5B 047 04/08/07 Atomic Safety and Licensing Board 

Panel 20pp 25774 034 24X Fiche 30-322.84/00/07,8400000410 


B4O0O9O161 Informs that NRC has no objection to LILCQ motion to admit 
rdvised testimony on Phase II emergency plannln-y Contentions 
24 0r74 & 75 (relocation ctrs> ** Suffolk County motion 
tu admit Contention 80 Related correspondence 
BORDENICK, B M Hearing Branch 3 DSD B69 84/00/07 

LAUREN SON, J A . SHON, F J , WLIME.J R Atomic Safety and Licensing 
Board Panel Spp 25973 008 24X Fiche 50-322,04/08/07,8408090161 


0408090210 Poruards A Schuencer 040730 memo to E Reis re license 
conditions (r nrc 840731 1 tr to util re amend extending 
expiration date of License SNM-1BS7 Certificate of Bve enc 1 
Rotated correspondence 

BOROENICK. [) M Hearing Branch 3 DSQ 060 04/00/07 Atomic 

Safety and Licensing Appeal Panel 4pp 25971 211 24X 

Fiche 90-332, 04/08/07. 04OBO9O21O 


'0408070490 Statement of na t 1 facts in support of util motion for 
summary resolution of ASLD 040784 order Unexecuted 
affidavits It Certificate of Sve encl 

* Long Island Lighting Co 04/08/03 Atomic Safety and 
Licensing Board Panel 95pp 25940 237 24X 

Fiche 90-322,84/08/03,8400070442 


'8400090213 Foruards status list of partial initial decision license 
conditions & details of NRC intended course of action 
Requests status rapt be foruarded to util 

8CMWENCER*A Licensing Branch 2 04/07/30 REIS. E Hearing 

Branch 3 9pp 25771 SI 3 24X Fiche 90-322.84/08/07,0408090210 


□408070300 Informs that Judge Cotter 040801 memorandum L order denying 
disqualification motion of Suffolk County 6 State of NY le 
ALAD-779, did 040003, aff irming su6j or der. doc k o ted in low 
power phase of proceeding 

CLEMENTS, W L Docketing ^ Services Branch DSD 757 04/00/06 


Office of the Executive Legal Director 
Fiche 30-322, 04/08/06, 0408070300 


Ip 


2S945 279 


24X 


8406090215 Order scheduling conference of counsel for 040800 Agenda for 
conference includes scheduling re all pending discovery 
rsques ts, scheduling of all events in Aug t< scheduling it 
formatting re sua sponte strike issues Served on 840006 
LAURENSON, J A Atomic Bafety and Licensing Board Panel DSB 093 
84/00/07 Office of the Executive Legal Director ip 23971 844 
24X Fiche 30-322,84/00/07,8400090215 


84O6OBO3J0 Motion for reconsideration of ASLU 640727 memorandum it order 
establishing format h schedule of proposed findings of fact 
conclusions of lew Certificate of 8vc encl 
MCMURRAY, C M Suffolk County, NY KCMURRAY. C H Kirkpatrick, 
Lockhart, Hill, Christqphor 4 Phillips DSD 820 04/00/06 

Atomic Safety and Licensing Doard Panel 20pp 25964 038 24X 

Fiche 50-322.84/00/06,8400000338 


84060S0406 Answer opposing Suffolk County 040003 motion to compel util 
to produce util uitnessiFK Rasbury, for deposition 
Certificate of Sve encl Related correspondence 

CHRISTMAN, J N Long Island Lighting Co CHRISTMAN, J N Hunton it 
Williams D 8 B 042 04/00/06 Atomic Safety and Licensing Board 

Panel 6pp 25974 074 24X Ficho 30-322, 04/09/06, 0400080400 


8408090411 Motion to compel identification of uitnesses offering 
specific elements of testimony re Suffolk County emergency 
diesel generator contentions Certificate of Sve and 
Relatod corresp and ante 

FARLEY. E M Long Island Lighting Co FARLEY. E M Hunton t 
Wi Ilia, ns DSD 075 84/08/07 Atomic Safety and Licensing Board 

Panel 6pp 25902 210 24X Fiche 50-322,04 / 08/07.8408090411 


8408090431 Motion to strike portions of joint direct testimony of 
RN Andarson, SO Chr istensen. 00 Eley.A Dakshl.DO Bridenbaugh 
it RD Hubbard re emergency diesel generators Related 
corresp ondertce 

FARLEY, EM Long Island Lighting Co FARLEY, E M Hunton 
Williams DBO 076 84/08/07 Atomic Safety and Licensing Board 

Panel 37pp 25902 179 24X Fiche 90-322, 04/ 08/07. 040B090431 


0400000417 Motion for summary disposition of Contentions 1-10 re legal 
au-thority No genuine issue of matl fact exists 6 util 
entitled to favorable decision Related correspondence 
CHRISTMAN. W T Long Island Lighting Co CHRISTMAN, W T Hunton & 
Williams BSD 843 84/00/06 Atomic Safety and Licensing Board 

Panel B6pp 29973 310 SAX Fiche 90-322,04/00/06,8400000417 


0408090242 Memorandum it order granting Suffolk County 840003 motion to 
compel util to produce FM Rasbury as uitness.for deposition 
Served on 64OGO0 

LAURENBON, J A Atomic Bafoty and Licensing Board Panel OSB 861 
84/00/08 Long Island Lighting Co 3pp 23972 166 24X 

Fiche 90-322,04/00/00,0400090242 


— 8408080423 Statement of natl facts as to which there i* no genuine 
issue on Contentions l-io re legal authority Certificate of 
0VC end 

a Long Island Lighting Co 84/00/03 Atomic Bafety and 

Licensing Board Panel I4pp 23974 038 24X 

Fiche 30-322.84/00/06,0408000417 


0400090490 Order granting LILCD 040807 motion to compel Identif IcatioA 
uf uitnesses offering specific elements of testimony re 
Suffolk County emergency diesel generator contentions 
Courtesy not if Icatlon encl Berved on B4O0O9 

DRENNER.L Atomic Safety and Licensing Board Panel OSD 809 
84/08/00 Long Island Lighting Co 4pp 23902 227 2 4X 

Fiche 30-322 , 04/00/08. B40B 090490 


840800(3420 Opposition to Suffolk County dilatory pleading^ 
issues 8. motion to direct parties to provide timely 
discovery on direct case Certificate of Sve encLRelated 
correspondence 

IRWIN, D P Long Island Lighting Co IRWIN. D P Hunton 
DSD 843 04/08/06 Atomic Safety and Licensing Board 

22pp 23773 288 24X Fichu 50-322,84/00/06,0400080428 


on strike 


it Williams 
Panel 


8400130162 Motion to quash subpoenas of FA Cipriani h J Hines to 
testify on 840022 re Itrs disavowing use of American Red 
Crass facilities as relocation ctrs Certificate of 8vc end 
Related correspondence 

2AHNLEUTER, R J New York. State of DSD 931 84/08/00 Atomic 

Safety and Licensing Board Panel IDpp 26007 354 24X 
Fiche 30-322,04/08/08.8400130162 


04OBD9O210 Forwards 840801 Itr C( affidavit of 
docketing Related correspondence 
□REIFUa,D Hunton & Williams DREIFUS.O 
D8B 060 04/08/06 Docketing it Services 

24X Fiche 50-322,04/08/06,0400090210 


CS Matthews for 

Long Island Lighting Co 
Branch Ip 25971 220 


— 840B090223 Forwards affidavit of C Matthews attesting to accuracy of 
info contained in B40712 Itr re crankshaft oil passage 
plug issue Related correspondence 

DREJFU8, D Hunton Williams DRE1FU0. D Long Island Lighting 
Co 84/08/01 DRENNER.L , MORRIS.P A , FEROUSaN. 0 A Atomic 
Safety and Licensing Doard Panel 21pp 23971 221 24X 

Fiche 30-322.84/08/06,8400090218 


0408130264 Statement of MM Cuomo, representing State of NY, in support of 
auffolk County 840803 notion to compel LlLCQ to produce 
FM Rasbury. LILCO witness, for deposition Certificate of 8vc 
end Related correspondence 

2AHNLEUTER, R J New York. State of 080 930 8 4/08/0 0 7pp 

2A006 333 24X Fiche 50-322.84/08/00,8408130264 


0408130284 Statement of Oovernor MM Cuomo, representing State of NY, 
in support of Suffolk County G40S03 6 06 fflations for 
reconsideration of ABLB 040724 6 27 scheduling orders 
Certificate of Sve end 

ZAHNLEUTER.R J New York. State of 030 932 04/00/03 6pp 

36000 202 24X Fiche 50-322.84/08/00,8408130284 
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B40Bia03';i Matjce of appearance in pT'oceedin 9 Certificate of Svc end 
DRIOATI-O J Suffolk County. MV DSD B92 B4/'0Q/0a 4p p 

26010 216 2AX Ficho 30-322.84^08/09,8409130341 


6408130347 Faruarda affidavits of MC Cordaroj EP Stergakos.JA Rigcrt €< 
Jfi\ Sc al 1 c ei iLih 1 c h ac c o/npan I od iitil 640Q03 motion for surtiitiary 
resolution of ASLD d etern l nat i on 8< proposal of license 
condition Related correspondence 

ZEUGIN. L Q Kunton 6 Williams ZEUCIN, L B Long Island Lighting 
Co DSD 991 94/08/08 LAUREMSONt J A . KUIWE. J R . SHON, F J 

Atomic Safety and Licensing Board Panel Ip 26010 226 24X 

Fiche 50-322.84/08/09,8408130347 


— 8409130332 Affidavit of MC Cordaro supporting util motion for summary 
resolution of issues re effect of Local Emergency Response 
Organisation strike against util Proposed license condition 
re strike issue encl Related correspondence 

COROARO, M C Long Island Lighting Co 94/08/03 4pp 26010227 

24X Fiche 50-322,84/08/08,6400130347 

— B40B1303S3 Affidavit of JA 3calice re ASLD 040724 memorandum & order 
determining serious safety matter exists Related 
Carre sp ondonce 

SCALICEiJ A Long Island Lighting Co 84/08/03 6pp 26010231 

a4X Fiche 50-322,84/08/08,6400130347 


— 0400130359 Affidavit of EP Stergakos U JA Rlgert In response to ASLD 
G40734 memorandum 6 order determining serious safety matter 
eiLsts Supports proposition re radiological consequences of 
cold shutdoun u/normal procedures Related correspondence 
8TERQAKGS. E P , RlOERT. J A Long Island Lighting Co 84/08/03 
Bpp 26010 237 24X Fiche 30-322,04/08/08,0408130347 


8408130109 Order directing parties to file proposed findings of fact 6 
coTiclusinns of law by 840831 ** giving notice of 840816 
conference w/eaunsel Served on 840810 

MILLER, M E Atomic Safe+y and Licensing Board Panel D3B 896 
84/00/09 Office of the Executive Legal Director 2pp 
2600S 359 24X Fiche 50-322,84/08/09,8408130109 


B408140005 Notice of executian of affidavit of nondisclosure re access 
to safeguards info relating to ufell security plan 
Certificate of Sve end Related corr espond ence 

PALOMINO. F Q New York, State of DSD 944 B4/0B/09 Atomic 

Safety and Licensing Board Panel 7pp 26044 348 24X 

Fiche 50-322,84/08/09,8408140005 


8408140003 MHmorandum in response to ASLAB 640802 order, a sser t Ing that 
Suffolk County has no-t net criteria for granting directed 
certification in County 640801 memorandum to show cause 
W/Certi P i catc of Sve Related correspondence 

inUIN, » P Long Island Lighting Co IRWIN, D P Hunton & MiUlams 
DSB 959 04/00/10 39pp 26052 265 24X Fiche 50-322,04/08/10, 

0408140003 


8400140136 Memorandum in support of Suffolk County 840727 motion for 
directed certification Criteria for granting directed 
certification met 6 notion should be granted Certificate of 
Sve end Related correspondence 

ZAHNLEUTER, R J New York, State of DSQ 963 64/08/10 Atomic 

Bafaty and Licensing Appeal Panel Spp 26044 253 24X 

Fiche 50-322,84/08/10,9408140136 


0408140466 Requests that 840016 conference re security issues be 
postponed until 840020 or other date mast convenient to 
A8LQ 

DYNNERrA R Kirkpatrick, Lockhart. Hill, Christopher 6 Phillips 
DYNMER, A R Suffolk County, NY DSB 012 84/08/10 rtILLEH, M E , 

JOHNSON, E B , BRIGHT,© 0 Atomic Safety and Licensing Board Panel 
2pp. 26060 348 24X Fiche 50-322.84/00/10,8408140466 


40B1S0090 Kemorandum in opposition to Suffolk County motion for 
directed cer tif icatlnn of ASLD 840710 ora! order denying 
request for production af certain FEMA documents Certificate 
□f Bve end Related correspondence 

aORDENtCK.O M Hearing Branch 3 D8P 044 84/08/10 Atomic 

Bafety and Licensing Appeal Panel 14pp 26067 033 24X 

Fiche 5C-322tB4/OB/IO, 8406130090 


40B150443 Response to Suffolk County motion for directed certification 
□f ASLB 840710 order which denied Suffolk County request for 
producbioit of documents dealt ui/in ASLAB 840613 Order 
ALAB-773 Certificate of Sve end Related correspondence 
GLASS, a M Federal Emergency Management Agency 080 063 04/08/10 

Atomic Safety and Licensing Appeal Panel 14pp, 26068 235 24X 

Fiche 50-322,84/00/10,8400150443 


840B140470 Gpposi + ion to LILCQ Q40Q02 motion for directed c o r 1 1 f 1 cat i on 
of ASLD 840724 order granting in part L denying in pai t 
LILCQ motions for summai y disposition of Phases I II 1 oui 
power testing Related cor i psp ondence 

LEISCHEjK j Suffolk County, N\ LETSChE. K J Kirkpatrick, 
Lockhart, Hill, Christopher ?, Phillips PALOMINO, F G New York, 
State of D5B OOB 84/09/13 C omm i 5s i on er s 9pp 26060 333 

24X Fiche 50-32J, B4/O0/ 1 3, 3400 140470 


— 9408140477 Opposition to LILCO 840802 motion fot referral of ASLB 
640724 order granting in part J' denying in part UlLCO 
motions for aummaty disposition of Phases I L 11 low power 
testing Certificate of Sve end Related correspondence 
LETSCHEi K J Suffolk County, NY LETSCHE, K J Kirkpatrick, 
Lockhart, Hill. Chrlstophei I Phillips PALQMINOjF G New York, 
State of 04/09/13 Atomic Safety and Licensing Hoard Panel 

6pp 26060 342 24X Fiche 50-322-84/08/13,0400140470 


B40B150073 Memorandum 6 order denying Suffolk County offer of proof & 
motion for reconsideration of ASLU limitations on 
cross-examination of FEMA witness panel !, granting Item 16 
an Page 8 Servod on G40B14 

LAURENSON. J A Atomic Safety and Licensing Board Panel DSB 052 
84/00/13 Suffolk County, NY 12pp 26067 021 24X 

Fiche 50-322,04/08/13,8409150073 


0408150142 Forwards nemorandum 6 order denying Suffolk County it State 
of NY petition for exemption from regulations precluding 
financial qualifications contention ^ motion for 
cart if 1 cation to Coirmlssion W/o end Served on 040814 
BRENNER, L Atonic Safety and Licensing Board Panel DSD 05i 
84/08/13 PLAINE-HH Office of the General Counsel 2p p 
26067 016 24X Fiche 50-322,8 1/08/13,8408150142 


0408130155 Memorandun 8. order denying Suffolk County h State af NY 
petition for exemption from regulations precluding financial 
qual if icatlons contention f motion foi certification to 
Comnisslon Courtesy notification end Served on 840014 
BRENNER. L Atomic Safety and Licensing Board Panel DSD 050 
a4/oe/lD Suffolk County, NY 30pp 26066 201 24X 

Fiche 50-322.84/08/13.8400150155 


8408150192 Order denying Suffolk County 940810 i equosi for postponement 
of conferencD u/counset re security i ssues, scheduled on 
840816 Served on B40814 

MILLER, M E Atomic Safety and Licensing Board Panel DSB 053 
84/08/13 SufPulli County, NY 3pp 26066 090 24X 

Fiche 50-322,84/03/13.8400150192 


8408)60100 Responds to Suffolk Catiniy request for postponement of 
840616 conference of counsel Util opposes any postponement 
which could prolong low power proceedings Certificate of Sve 
end 

ROLre.R M Hunton 6 Nil Hams ROLFt, R M Long Island Lighting Co 
DSD 070 04/00/13 MILLER, M E , BRIOKT, G 0 , JOHNSON, E B Atomic 

Safety and Licensing Board Pnnel 4pp 26085 31Q 24X 

Fiche 50-322,84/08/13.9408160100 


0408160210 Joint notion for summary disposition of emergency planning 
Contentions 24 0,74 U 75 No genuine issue of matl fact 
eitvts 6 Suffolk County 6 State of NY entitled to favorable 
decision Related corresp ond e nca 

LETSCHE, K J Suffolk County, NY LETSCHE, K J Kirkpatrick, 
Lockhart, HllH Christopher & Phillips ZAHNLEUTER,R J New York. 
State of DSB 076 04/00/13 Atomic Safety and Uicensing Board 

Panel 12pp 26089 345 24X Fiche 50-322,64/08/13,6408160210 


--8408160224 Statement of natl facts as to which there is no genuine 
issue re emergency planning Contentions 24 0,74 it 75 
Certificate of Sve enc 1 Related correspondence 

« Suffolk County, NY * r-leui York, State of 84/08/13 Atomic 

Safety and Licensing Board Panel 4pp 26009 357 24X 

Fiche 50-322^84/08/13,8403160210 


B40B15043B Motion for leave to make restricted sve of certain 
documents, for protective order 6 for in camera cross- 
examination tb documents CoTLlficato of Sve end Related 
correspondence 

FARLEY, E M Long Island Lighting Co FARLEY, E M Hunton & 
Uilllams DSB 037 04/00/14 Atomic Safety and Licensing Board 

Panel 9pp 26068 262 24X Fiche 50-322,84/08/14,8408150430 


0409170315 Opposition to LILCO 840007 motion to strike portions of 
joint direct testimony of RN Anderson, et al Certificate of 
8vc end Related correspondence 

SCHEIOT, D J Suffolk County, NY SChEIDT, D J Kirkpatrick, 
LoeWhart, Hill, Christopher L Phillips DSD 082 04/08/14 

Atomic Safety and Licensing Board Panel 43pp 26114 237 24X 

Fiche 50-322,84/08/14,8408170315 
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Mertiorandan 1 order dismi^jSing Suffolk County 840726 notice 
of appeal to compel FEMA to produce certain documents Appeal; 
treated as motion to direct certification Directed 
certification dented Served on 040815 

SHaeUAKER.C J Atomic Safety and licensing Appeal Panel DSB 068 
84/08/15 Suffolk County- IJV 7pp 26068 254 a4X 

picUe 50-322.84/06/15,8408150418 


3400170332 Hemora nd u n I order denying LIUCD 840814 motion for leave to 
make restricted sve of certain doc omentsr f or protective 
order It for in camera cros s-eraminat i on re documents Served 
on 04GQ16 Courtesy notification cncl 

BRENTVEfl^L Atomic Safety and Licensing Hoard Panel DSO 09’4 
84/00/15 Long Island Lighting Co &pp 26113355 24X 

Ftche 50-322-84/08/15,8409170332 


8400220301 Urges ASlD to rule on emergency generators on basis af 
technical considerations it to not i e ) d to public hysteria 
or political pressure to deny lou poii^er license u/o 
technical reason Sve on 840821 

MORRIS,! W Citizens for an Orderly Energy Policy, Int DSil 201 
84/08/15 miller, M Atomic Safety and Licensing Board Panel Ip 
26193 083 24X Fiche 50-322.04/08/15,8408220301 


B40B200250 Response supporting m part t opposing in part LILCO 040807 
motion to strike portions of Suffolk County 840731 joint 
tesfclrfiony of Rri Anderson, SO Christenson 6 GO Eley, et al 
Certificate af Sve end Related correspondence 

ODODARD, R J Hearing Qranch 3 DSB 104 84/08/16 Atojnic Safety 

and Licensing Qoar-d Panel 16pp 26133 193 24x 

Fiche 50-322,84/00/16,8408200250 


B40B200607 Response supporting early consideration of issues raised in 
util B4O0O2 motion for directed certification of ASLD B40723 
order ruling on util motions for summary disposition of 
Phase I n Certificate of Sve enc 1 

PERLIS, n 0 Hearing Branch 3 DSU 140 S4/0B/17 Commissioners 

9pp 26137 171 24X Fiche 50-32S. 84/08/17. B40B200607 


B408210351 Protective order stipulating that authomed persons shall 
net disclose protected info to anyone except another 
authonied per sonr uni ess info previously disclosed in public 
record of proceeding Served on 840020 

miller, M E Atomii: Safety and Licensing Board Panel DSD 163 
84/08/17 Spp 2617/ 233 24X Fiche 50-332.84/00/17,8406210331 


3406210388 Identification of witnesses offering specific elements of 
testimony re Suffolk County emergency diesel generator 
contentions Certificate of Sve end 

QRIOATI.J J Suffolk County. NV BRlGATI.J J Kirkpatrick, 
Lockhart, Hill, Christopher 6 Phillips DSD IQ7 84/00/17 I4pp 

26160 252 24X FI the 50-322,84/08/17,0408210380 


8400270082 Forwards affidavit of Ri^ G«ddard re circumstances 
surrounding filing of NRC staff 840616 response to ufcll 
motion to strike ppr-tions of joint testimony of RN Anderson, 

80 Chri stensen, GD Eleyiot al Related correspondence 
GODDARD. R J Hearing Branch 3 DSD 312 04/08/17 DREMNER, L ^ 

FEROUSBNi G A . MORRIS, p A Atomic Safety and Licensing Board Panel 
2pp 26230 J33 34X Fiche 50-322,94/00/17,0408270082 


— 04O827OO8B Affidavit of Rj Goddard re c ircumstances surrounding filling 
af NRC staff 840016 response to util motion to strike 
portions of joint testimony of RN Anderson, SG Christensen, et 
al Certificate of Sve end Related correspondenc e 

oaDDARD.R J Hearing Branch 3 04/03/17 6pp 26230 13S a4X 

Fichp 50-322.04/08/17,8400270082 


6408270111 Response supporting util motion for referral of ASLD 640723 
order on summary disposition of Phases 1 8< 2 of supplemental 
motion for 1 ou pouier OL Certificate of Sve end 

PERLIS, fl G Hearing Branch □ DSD 313 84/00/17 Atomic BaPetn 

and Licensing Board Panel 3pp 26247 326 24X 

Fiche 50-322,84/00/17, 04082701 it 


0400270137 Motion for extension of time until 04OB3L to file direct 
testimony, as opposed to presently scheduled date of 840821 
Related corresporiderice 

QCDDARD, R J Hearing Dranch 3 DSa 314 04/08/17 Atomic Safety 

and Licensing Board Panel 2pp 26245 213 24X 

Fiche 30-322,84/00/17,0408270137 


— 8400270143 Affidavit op R Caruso supporting hJRC motion for extetiston 
of time to file testimony re TDI emergency diesel 
generators Certificate of Sve encl Related corre sgondenc e 
CARUSO. R Division of Licensing 84/00/17 7pp 26245 215 24X 

Fiche 50-322.04/09/17,0400270137 


8408210352 Memoranduri order denying 040719 motion for 
reconsideration of Comnission 840718 order re security 
contentions Served on 640820 

CHILK, 8 J Office of the Secretary of the Commission DSB 184 
B4/OB/20 Long island Lighting Co 2pp 26179 198 24X 

Fiche 50-322,84/06/30.8408210352 


0400230194 Motion to ad,rit: neiu lontention addressing issues arising 
from recent LILCO employee strike Certificate of Sve encl 
LETSCHE- K J Suffolk County hfV LET8CHE, K J Kirkpatrick, 

Lockhart, Hill. Christopher ♦< Phillips D3B 214 04/00/20 

Atomic Safety and Licensing Board Panel 19pp 26209 247 24X 

Fiche 50-322,84/00/20-0408230194 


B40B230199 Clarification of oral argument on matters presented in 
Suffolk County 840006 notion re proposed findings of fact 
& conclusions of law Certificate of Sve encl 

MCtIURRAV'.C M Suffolk County, NV MCMWIRAV, C M Kirkpatrick, 
Lnckhait- Hill, Christopher 6 Phillips DSD 200 84/08/20 

Atomic Safety and Licensing Board Panel 6pp 26207 175 S4X 
Fiche 50-322-04/00/20.0400230199 


04O6S3O264 Response opposing NRC motion for extension of time to file 
bostiniany Certificate of Sve encl 

DVNNER. A R Suffolk County, NV DVNNCR. A R Kirkpatrick, Lockhart. 
Hill- Christopher 2< Phil Ups D5B 220 84/08/20 Atomic Safety 

and Licensing Board Panel Spp 26209 317 24X 

Fiche 5 0-322 , 64 /O0 /20. 0 40 8230264 


0406240424 Staff requirenents memo re af f irma bion/d Iscus sion & vote 
denying 2 206 relief (SEC Y-04-2031 , approving order 
responding to petitions for review of ALAD-763 C 8ECY-B4'*254 J 
tc approving order denying LILCO 840719 motion ■f6ECV-84-296> 

CHILK, S J Office of the Secretary of the Commission 84/00/30 
Office of the Secretary of the Commission 3pp 26248 269 24X 

Fiche 30-000-04/09/20,0400240424 


B4OBS70151 Forwards statements of prof qualifications for TR Quay, 

HW Hodges 4- RA Benedict List of witnesses NRC intends to 
present at B40820 hearing on strike issues include TR Quay, 
htr Hedges, RA Benedict 6 JR Sears Related correspondence 
HASSELL, D F Hearing Branch 1 DSB 296 64/00/20 LADRENBON, J A . 

SHON,F J , KLINE, J R Atomic Safety and Licensing Doard Panel 7pp 
26243 t46 34X Fiche 50-322.84/00/20,6400270191 


B406260249 Forwards affidavit of nondisclosure by LC Lanpher Inclusion 
of teatiniony of Suffolk County witnesses Mada 6 Dirmelr.not 
bound into 840803 hearing transenp t, requested 

LETSCHE;. K J Kirkpatrick, Lockhart, Mill, Christopher 6 Phillips 
LETSCHC, K J Suffolk County. NY DSB 320 84/06/20 MILLER. M E . 

JOHNSDM. E a Atomic Safety and Licensing Board Panel 6pp 

26261 396 24X Fiche 50 -322 . 64/09/20,04082 802 49 


0408220342 Memorandon 6 order granting in part NRC 040017 motion for 
CKtonsion of tine until B40631 to file testimony Testimony 
directed to be filed by 040630 Courtesy notification end 
Served an 640621 

BRENNER, L Atoriiic Safety and Licensing Board Panel DBS 200 
84/08/21 Office of the Executive Legal Director lOpp 

26193 043 a4K Fiche 90-322.84/08/21,0408220342 


8406230231 Forwards list of errata for LTLCQ testimony on crankshafts, 
cylinder head s, p i stons C< cylinder blocks Corrected exhibits 
tc avc list end Related correspondence 

FARLEY, n n Munton U Mi 11 lams FARLEV.E M Long Island Lighting 
Co D6B 211 64/08/21 BRENNER. L , FERGUSON# G A . MORRIS, P. A 

Atomic Safety and Licensing Board Panel 12pp 26207,260 24X 

Fiche 90-322,84/08/21.6408230231 


8400230168 Order notifying of 040830 special prehearing conference in 
OethesdaiMO to consider 6 rule on security contentions 
Served an 640822 

MILLER. M E Atomic Safety and Licensing Board Panel DBB 293 
84/06/22 Office of the Executive Legal Director ?fpp 

26209 266 24X Fiche 50-322,84/08/22,8408230166 


8406270364 Notice of resumption of hearing on 840910 In KaUppauge.NV 
re emergency dlasel engines Served on 040824 

BRENNER. L Atomic Safety and Licensing Board Panel D5d 319 
64/00/23 3pp 26245 055 24X FI c h e 50-322. 84/00/23, 0408270364 


6406200433 Forwards corroctiens to 940916 transcript of util closing 
arguments in lou power procepdinQ Corrections noted on 
transcript Copies provided to any party pn sve list at party 
expense U/o encl Related correspondence 

MONAGHAN, J A Hunten «< IJliliamS MONAGHAN. J A Long Island 

Lighting Co DSD 391 04/06/23 MILLER- M E Atomic Safety and 

Licensing Board Panel 2pp 26280 213 24X Fiche 50-322.04/06/23. 

6400200433 


0400290492 Forwards master table of contents, as requested by Judge 
Morris# for all testimony filed by LILCO on crankshafts# 
p is tons . cy 1 inder heads U cylinder blocks Related 
corrasp ondence 

FARLEV.E M Munton 8. Williams FARLEY, E M Long Island Lighting 
Co d 3D 356 S4/0B/23 BRENNER. L , FERGUBON, 0 A , HDRRlS, P A 

Atomic Eafety and Licensing Board Panel 7pp 26280 330 24X 

Flcho 50-322,84/00/23,840 028 0492 
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64002903117 Forurapds LtLCO tes timotiij on cijlynder hedd?- £c pistons- W/0 
one 1 delated c nrre s pon d e-nce 

FAf?L6V, E M Hiintor> t Williams FARLE/. E M Loog Island Lighting 
Co DSD 376 84703/23 HOHRISjF A Afco.Kiic Safety and LlcensinB 

Board Panel Ip 26290 337 24)( Fiche 50-323* 64/08/23/ 8400290317 


6400280405 Informs that HK Broun, KJ UetscheiLC Lanpher, D Kraomer, 

8 Gber t< P McOuire designated as authoriied persons/ per 
840817 protective order Related c orresp ondenr e 

LETSCHE/K J Kirl patr i< i i Lockhart/ Mill. Christopher *« Phillips 
LET&CHE/K J Suffolk County. NV DBB 362 84/08/24 HlLLER.H E 

BRIGHT. 0 0 , JOHNSON. E C Atomic Safety and Licensing Board Panel 
47pp 262S0 129 24X Fiche 30-323.84/08/24.8408260405 


6408230434 Informs that staff proposed witnesses include C Borllnger* 
gj flush/, AJ Henriksen.Wu Laity & A Sarsten.per ABLD 640021 
mernorandujn L order Prof qualifications of witnesses 6 
Certificate of Bve end Related correspondence 

0DDDARD,R J Hflarlng Branch 3 DSB 339 84/08/24 BREWNER, L . 

MORRIS/ P A . FERGUSON/ O A Atomic Safety and Licensing Board Panel 
72pp 36280 218 24X Fi c he, 50-332/ 64/06/24. 640S2B0424 


84£)a300ta4 Answer In opposition to Suffolk County 840620 motion seeking 
admission of late-filed contention re recent strike by 
unions representing LILCO omplayees Certificate of Sve ancl 
CHRISTMAN. J N Long Island Lighting Co CHRISTMAN. J N Hunton & 
Nilliams DSD 383 04/06/37. Atomic Safety and Licensing Board 

Panel 37pp 26305 194 24X Fiche 30-322. 84/08/27, 6408300124 


0408300161 Order eitendlng time until B40912 for Commission to act to 
revleu ALAS -777 Served on 84 0829 

CHILKi 3 J Office of the Secretary of the commisston DSD 386 
04/08/29 Coirunlssloners Ip 26304 342 a4X 
Fiche 90-333/84/08/29.8406300161 


S40S3I0224 Supplemental matlOTi to strike portions of joint direct 
testimony of rn Anderson* SO Chri stenseni QD Eley,A Bakshi* 

DO Drldenbaugh U RB Hubbard Certificate of Sve end 
Related correspondence 

FARLEY/E M Long Island Lighting Co. FARLEY. E M Hunton 6 
UlLliams DSB 422 84/00/29 Atomic Safety and Licensing Board 

Panel* I7pp 26319:299 34/ Fiche 50-332, 04/06/29, 0408310224 


6408310319 Forwards attachments omitted from applicant motion to 
strike Incomplete dispositions of RN Anderson • D Bley. 

R6 Hubbard & 80 Christensen end Related correspondence 
FARLEY, E M Hunton U Williams FARLEY. £ H Long Island Lighting 
Co D8fl 434 84/08/30 BRENNER. L . FEROUBOff/ 0 A . MOflRIBiP A 

Atomic Safety and Licensing Board Panel 31pji 26318 127 24X 

Fiche 50-333.84/08/30,8406310216 


H General correspondence 


B40607B311 Ack receipt of 040622 Itr to Palladlno requesting Info 
re safety questions raised by JH Huter Concerns highlighted 
in Huber 930309 li s t. encompass ing design. const U testing, 
involve no violations of NRC regulations 

DIRCKS. W J Office of the Executive Director for Operations 
84/07/23 CARNEY. W House of Rep 4pp 23987 034 24X 

Fiche 50-322.84/07/23.6408070211 


--8406070317 Forwards JM Huber 640612 Itr re safety questions noted 
during employment by util Info addressing Kub«r contentions 
requested W/04O61I telcon record 

CARNEY, W House of Rep 64/06/22 PALLADINO.N J Commissioners 
3PP 23937' 097 24X Fiche 90-322.04/07/23.6408070311 


108280034 Responds to 840717 Itr re plant completion & startup Issues 
under consJ deration include adequacy of emergency plan 1( 
adequacy of onsite emergency diesel generators 
OIRCKB.H J Office of the Executive Director for Operations 
84/06/20 EPEHCERi F D. House of Rep 7pp 26309 001 24X 

Fiche. 50-322. 84/06/30, 6408360034 


-6406280036 Foruards HC Putnam Itr urging completion af plant L 
development of evacuation plan 

SPENCE, F D House of Rep 84/07/17 PALLADINO.N J 
Commissioners 2pp 2630 9 007 34 X Fiche 50-323,84/08/30. 

8408200034. 


Inspection reports. IE Bulletins 6 correspondence 


10B0B0473 Forwards IE Insp Rept 30-322/84-22 on 840314-10 No 
violations noted 

MARTIN, T 1 Division of Engineering & Technicftl Programs 84/07/16 
LEONARD, J.D Long Island Lighting Co 2pp 25975 164 34X 

Fiche 50-322. 84/07/16. 840 00804 73 


— 6408080478 IE Insp Rept 50“322/e4-22 on 840314-18 Nd violations noletf 
Major areo-B inspected pljnt facilities t initial fuel load 
h startup testing planning Safeguards info deleted (ref 
10CFR73 21 > 

DLUMDERG. N . kOCHARSKI.S . DETTENHAUSEN. L Region 1. Office of 
Director 84/07/05 6pp 25973 166 34X Fichc 50-322.84/07/16, 

B40B0QO473 


8408090315 Forwards IE Insp Rept 50-322/84-14 on 840416-27 No 
vlolatiaiis noted 

MARTIN. T T Division of Engineering S' Technical Programs B4/07/16 
LEONARD. J D Long Island Lighting Co 2pp, £3994 073 24X 

Fiche 50-322.84/07/16,8408090313 


— 8408090330 IE Insp Rept 50-322/04-14 on 840416-27 No violations netetf 
Major areas Inspected licensee action on previous insp 
findings V NRC bulletins ?< circulars 

FINKEL, A . NAPUDAi G , NICHOLAS. H Region I. Office of Director 
64/06/25 40pp 25994 074 34X Fiche 30-333. 04/07/16, 64080 9031 5 


8407250229 IE Info Notice 04-37. "Operating Experience re Moisture 
Intrusion tn 0afe ty-Be lated Electrical Equipment at 
Commercial Power Plant* " Sve list encl 

JORDAN, e L Divl-alon af Emergency Preparedness L Engineering 
Response (Post 8301031 84/07/37 Consolidated Edison Co of Niu 

York, Inc ll9pp 25B63 047 24X Fiche 30-000. 04/07/37. 8407250229 


8409160251 Forwards IE Insp Rept 50-322/04-24 on 040626-29 No 
violations observed 

MARTIN,! T Division of Engineering L Technical Programs B4/OB/OI 
LEONARD, J D Lnng Island Lighting Co 4np 26106 193 24X 

Fiche 50-322,64/08/01,8408160251 


—6408160260 IE Insp Rept 50-322/04-24 en 040626-29 No violations 
identified Major areas inspected c i vi 1/struc tural facilities 
re const of emergency diesel generator bldg it review of 
design fc observation of const activities 

VARELA, A A , DURR. J P Region I, Office of Director 84/07/20 
3pp 26106 1^7 24X Fiche 30-322,84/08/01,0408160251 


8408230242 Forwards IE Insp Rept 50-322/84-25 on 840626-29 No 
violations noted 

MARTIN. T T Division of Engineering & Technical Programs 84/00/03 
LEONARD. J D Long Island Lighting Co 4pp 26213 284 24!( 

Fiche 50-322,84/08/03,8408230242 


— 840B23O246 IE Insp Rept 50-322/B4-'23 on B4O626-20 No violations noied 
Major areas inspected licensee action on previous insp 
findings, bul letins «- circulars 

NIMITZ.RL Region 1, Office of Director PABCIAK.W J Dlvlilan 
of Engineering -b Technical Programs 84/08/02 lOpp 26213 269 
a4X Fiche 30-322,04/08/03.3400230242 


6400010333 IE Info Notice 84-59, “Deliberate Circumventing of Btattdn 
Health Physics Procedures Bve list encl 

JORDAN, E L Divifiun of Emergency Preparedness b Engineering 
Response iPost 830103) 04/08/06 Consolidated Edison CO of N»u 

York, Inc I22pp 26068 001 24X Fiche 50-000, 04/00/06, 0400010333 


6408010337 IE Info Notice 04-60, “Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement ” Sve list encl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 03D1O3) 84/08/06 Consol idated Edison Co of New 

York, tnc I2app 260^7 198 24X Fiche 50-000,84/08/06,6408010337 


840B070120 IE Info Notice 04-61, “Overexposure qf Diver In PHR 
Refueling Cavity " 8vc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response <Po&t SSOlOS) 64/00/00 Consolidated Edison Co of New 
York, Inc I20pp 26129 110 HAX Fiche 50 - 000 , 04 / 00 / 08 * 04OQO7O62O 


B40B290470 Forwards Insp Rept 90-322/04-23 on 040528-0701 No violation* 
noted 

STARQBTECtiJi R Division of Project 6 Resident Programs 84/00/09 
LEONARD, J L Lung Island Lighting Co 4pp 26294 189 24X 

Fiche 50-322. 84/08/08, 8408290478 


—0409290483 Insp Rept 50-322/84-23 on B40328-0701 Np violations 
noted Major areas inspected discharge of security guard 
weapon. status of Colt diesel generator project, storage of 
emergency equlpnent lockers it IE Bulletin 80-06, 

PE TRDN E, C , ESELlJnOTH, P , SHEDLDSKY, J Region 1, Office of 
Director 84/07/19 12pp 26294 193 24X Fiche 50-322*84/09/00. 

8408290478 


— B408290486 Forwards directive 5 associated procedure for tlghteninj 
diesel engine reassembly program, in connection w/dlesel 
generator rockar arm incident 

POLLQCH. M 8 Long Island Lighting Co 04/01/13 MURLEV, T E 
Region 1* Office of Director Spp 26294 211 24X 

Fiche 50-322. 84/08/08,8408290470 
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0408070376 tE Info Notice B4-62. "Therapy I'll sadmiini s tret ions to 
Patients Undergoing Co-60 Telethcrapy Treatments " Svc 
list one 1 

GRACE/ J N Division of QA/ Safeguards ?/ Inspection Programs (Post 
8301031 84/oa/lO Consolidated Edison Co of New Vork. Inc 

125pp 26130 001 24X Fiche 30-000.04/08/10/8408070376 


940BJ0000? lE Info Notice 84-63/ "Defective RHR Replacement Piping '* 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Post 030103} 84/08/13 Consolidated Edison Co af Neui 

York/ Inc U^pp 36197 218 24X Fichd 30-000.84/08/13/8409100009 


8408100038 IE Info Notice 84-64. "BUIR HPCl Initiation Seak-In 8. 
Indication " Svc list end 

JORDAN/ E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/08/13 Consolidated Edison Co of New 

York/ Inc I04pp 26198 093 24X Fiche 30-000/84/00/15/8409100038 


8408100021 IE Info Notice 84-65/ “Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment “ Svc 
list end 

JORDAN/ E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/16 Consolidated Edison Co of New 

York/ Inc llDpp 26198 001 24X Fiche 30-000/84/08/16/8408100021 


0408100035 lE Info Notice B4~66/ “Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Svt list and 
JORDAN/ E L Division of Emergency Preparedness (t Engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co of New 

York/ Inc I20pp 26276 001 24X Fiche 30-000/84/03/17,8403100055 


0408140200 IE Info Notice 84-67. "Recent Snubber Inaervice Testing W/ 
High Failure Rates “ Bve list end 

JORDAN/ E L Division of Emergency Preparedness t* Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Co of New 

York/ Inc I22pp 26276 122 24X Fiche 50-000,84/08/17/0400140208 


8408210142 IE Info Notice 84-68/ ''Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Svc list oncl 
JORDAN/ E L Division of Emergency Preparedness 8e Engineering 
Response (Post 830103) Q4/DQ/21 Consolidated Edison Co of New 

York/ Inc 113pp 26329 000 24X Fiche 30-000.84/08/81/0400210142 


0408200100 informs that performance acceptable during period of 
const completion readiness for operat lon/ per 8ALP Util 
performance t< respons i voness to NRC concerns improved during 
past yr 

MURLEY/ T E Region 1< Office of Director 04/00/21 UEONARD/ J D 
Long Island Lighting Co 3pp 26S73 037 24X Fiche 30-322/ 

04/08/21/8408200100 


— 8408280187 Responds to 840514 Itr forwarding QALP rept for period 
Feb 1903 ~ Feb 1984 Details of action being taken on 
functional areas will be addrusiisd on site u/NRC resident 
inspcc tor 

LEONARD/ v! 0 Long Island Lighting Co 84/06/26 STAROGTECKI, R 
Division of Project 6 Resident Programs 4pp 26273 042 24X 

Fiche 50*322/ 84/O0/2i. 8408280100 


S Reportable occurrences. LERs h related correspondence 


04OB24O340 Pari 21 rept re presence of Loctite-242 In CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported on 040413 New thread locking devices Investigated 
SHERWOOD. 0 G Oeneral Electric Co 04/04/13 DEYOUNO/ R C 
Director's Office/ Office of Inspection and Enforcement 3pp 
26222 236 24X Fiche 30-000,04/04/13/0400240340 


0403290062 Forwards “Investigation of Types AF AE Piston Skirts “ 
Rept supercedes 840227 submittal 

RAY, C L TDI (Transamor lea Deiaval/ Inc ) Ouiners Group RAY.C L 
Duke Power Co 84/03/24 DENTON/ H R Office of Nuclear Reactor 
Regulation/ Director 2pp 24690045 24X Fiche 50-000/ 84/03/24/ 

8405290062 


— 8405290073 “Investigation of Types AF AE Piston Skirts " 

» Failure Analysis Associates FAAA-84“2~14 04/05/23 i20pp 

24X Fiche 30-000/84/03/24/0403290062 


B405290179 Forwards "Evaluation of Emorgency Diesel Generator 
Crankshafts at Shareham 6 Grand Oolf Nuclear Power 
Stations " 

RAY, C L TDI (Transamerlca Deiavali Inc ) Owners Group RAV/ C L 
Duke Power Co 84/05/24 DENTON/ H R Office of Nuclear Reactor 
Regulation, Director 2pp 24692090 24X Fiche 50“000, 84/03/24, 

8405290179 


— 3405290271 “Evaluation of Emergency Diesel Generator Crankshafts at 
Shnreham H Grand Gulf Nuclear Power Stations “ 

* Failure Analysis Associates FAAA-G4'“3-t6 04703/22 89 rp 

24692 092 24X Fiche 50-000/84/05/24/0405290179 


B4OB06O4O5 Forwards repts received by BNWL !. consultants directly from 
FaAA h TDI Qurtiers Group at 040622 meeting Draft "Overview of 
Rop ts/ Ana ly s 1 s & Recommendations re Main Propulsion Engines 
M/V Columbia" end 

AUZHEIHER/JM Dattelle Hemortal Institute. Pacific Northwest 
Laboratories 84/06/28 MILLER, M Division of Licensing 130pp 
25926 173 24X Fiche 50-000.84/06/28.8408060405 


G4O0O6OO5D Forwards info addressing open items identified in NRC/DNNL/ 
TDI Diesel Ganeratpr Owners Group 840622 meeting 

RAV/ C L TDI (Transamer I ca Deiaval. Inc ) Owners Group HAVj C L 
Duke Power Co 84/07/10 HERLINGER# C Director's Office, Office af 
Inspection and Enforcement 43pp 35933 133 24X 

Fiche 30-000. 04/07/1 0, 8409060050 


840BG60102 Forwards “Emergency Dicscl Generator Auxiliary Module 
Control Wiring 6 Termination Qualification Review '• Addl 
copies sent to DNWL 

RAY.C L TOI (Transamer i ca Deiaval, Inc ) Owners Group RAY.C U 
Duke Power Ca 84/07/27 DENTON, H R Office of Nuclear Reactor 
Ragulation. Director 2pp 25932 J37 24X Fiche SO-000» 04/07/27. 

0409060102 


— S40B060I3B "Emergency Diesel Generator Auxiliary Module Control Wiring 
& Termination Qual if ication Review " 

* Stone «. Uebstcr Engineering Corp 84/07/31 36pp 25932 139 
24X Fiche 30-000/84/07/27/8408060102 


0408060324 Forwards "Design Review of Elliott Model 650 Turbocharger 
Used on TDI DSRV-12-4 i, DSRV-20-4 Emergency Diesel OeneratOT 
Sots " 

RAY. C L TDI (Transamer 1 ca Deiaval. Inc ) Owners Oroup RAY.C 
Duke Power Co 84/08/01 DENTON. H R Office of Nuclear Reactor 
Regulation. Director 2pp 23927 064 24X Fiche 50-OOGi B4/O0/Olt 

9408060324 


0408160394 Forwards "Design Review of Engine Base h Bearing Caps for 
TDI DaRV“16 Diesel Engines " 

RAY»-C L TDI (Transamer i ca Deiaval. Inc ) Owners Group RAY.C L 
Duke Power Co 04/00/10 DENTON. H R Office of Nuclear Reactor 
Regulation. Director 2p p 26091 147 24X Fiche 50-000/84/00/10. 

0400160394 


— 0408160403 "Design Review of Engine Base it Bearing Caps fpp TDI 
DSRU-16 Diesel Engines “ 

e Failure Analysis Associates FAAA-S4-6-53 84/08/31 44pp 

26091 149 a4X Fiche 30-000,84/08/10.8400160394 


9408240113 Forwards SER rd TDI Owners Group program plan 8€ft addresses 
design re vieu/qual i ty rdvalldatlon prpgram. testing & insp. 
maini 6 surveillance ?< sets forth requirements for operation 
prior to completion of program plan 

EISENHUT/ D O Division of Licensing 04/08/13 GEORGE. J B TDI 
(Transamerlca Deiaval. Inc > Owners Group GEORGE. J Q Texas 
Utilities Electric Co Cformcrly Texas Utilities Generating Co ) 

Ip 06253 194 24X Fiche 30-000/94/08/13/0400240113 


— B4O0S4O157 Safety evaluation of TDI Owners Group program plan Rased on 
BNWL evaluation, plan incorporates essential elements needed 
to resolve outstanding concerns re reliability af TDI 
engines for nuclear svc 

« NRC - No Detailed Affiliation Given 84/09/13 2tpp 
26255 193 24X Fiche 30-000,04/08/1310400240119 


04OB16O399 Forwards "Design Review of Elliott Model 90G Turbocharger 
Used on TDI DSR-4B 6 DSRV-16 Emergency Diesel Generator 
8ets» *' representing final QA verified rept Addl copy 
forwarded to BNNL. per NRC request 

RAY/C. L TDI (Transamerica Deiaval, Inc ) Ouners Group RAV»C L 
Duke Power Co 04/08/14 DENTON. H R Office of Nuclear Reactor 
Regulatlom Director 2pp 26098 163 24X Fiche 50-000, 04/09/14, 

0400160393 


--8409160397 "Design Review of Elliott Model 900 Turbocharger Used on 
TDI D3R-4a Ec DSRV-16 Enorgoncy Diesel Generator Sets “ 

» Failure Analysis Associates FAAA-84-S-7 94/07/91 61pp 

26008 i65 24X Fiche 30-000,34/00/14/8408160393 


9400290179 Forwards response to 040723 request for addl info on repts 
submitted by TDI Diesel Generator Ouners Group 

RAYrO U TOI (Transamerlca Deiaval. Inc ) Owners Group RAY.C L 
Duke Power Co B4/08/23 BERLINGER. C Office of Nuclear Reactor 
Regulation. Director I2pp 26209 221 24X FI ch e 50-000. 04/09/23^ 

0400290179 


T Hearing transcripts on non-anti trust matters 


0406230259 Board Notification 84-120 forwards transcripts of B40426i 
OS02 24 meetings u/TDl Owners Group re status of program 
to establish diesel generator reliability 

EIBENHUT/D ^ Division of Licensing 04/06/28 PALLADINO. 
OILIN8KV. ROBERTS Commissioners 34pp 23206 099 24X 

FIcha 50-000.04/06/20,8406220259 
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6408010077 Tran-script oF R Kes^e-l 04O'^O2 depositiori in Neuj YorliNy Pp 
I '-93 

/atomic Safi^tg and Lirensing Board Fanrl KESSEL^fl Nsu VoTk< 
3tatt> of 84/07/02 94pp 2505* 133 a4X Fiche 50-322-84/07/02, 
8408010077 


6408020021 Direct testimony of EP Radford SC Saeaert re Contention 
16 E Certificate of Svc pticI Related corr espond enc e 
R/^DFDRD.E P . SAEGERT, S C Suffolk County < NV RADFORD. E P 

Pittsburgh. Univ of. Pittsburgh- PA DSO 694 94/07/30 16pp 

aseaa ae 4 24/ Fiche 50-322.94/07/30,9408020021 


9408020024 Motion to admit revised testlftniTiy of Phase U emergency 
planning Contentions 24 0,74 i» 75 (relocation ctra) 

Certificate of Svc end Related correspondence 

KCCLESKEY.K E Long Island Lighting Co MCCLESKEV.K E Hunton 
Williams DSB 698 04/07/30 Atomic Safety and Licensing Board 

Panel 6 epp 29883 l50 24!C Fiche 50-322.04/07/30,6408030024 


8408030046 Testitnoniy of CA Clauisan,HC Cardaro 8 , RJ l-Jatta on 
C-Qntentian 16 E re public info on radiation Certificate of 
Svc end Related c orrepsondenc e 

CLAWSON, C A , CORDARO, « C . tlATTS-R J Long Island Lighting Co DSD 
697 84/07/30 40pp 25883 273 24X Fiche 50-322,84/07/30. 

Q40B02C048 


0406060078 Transcript of B40730 hearing in Hauppauge, NV Pp 714-1»027 
Supporting documentation end 

* Atomic Safety and Licensing Board Panel 84/07/30 347pp 

25922 017 24X Fiche 50-322. 84/07/30, 8408060078 


0400020129 Joint direct testimony of RN Anderson. SO Christensen, 

Ot> Eley,A Oa|(shi,DO Bridenbaugh 6 RD Hubbard ro Suffolk 
County emergency dlesaj generator contentions Certificate of 
Svc end Related correspondence 

ANDERSOrf, R N San Jose State Univ . San Joso. CA CHRISTENSEN. S 
U 3 Marchant MaPine Academy. Kings Point, NV ELEY.O D Ocean 
Fleets Consultancy Service DS3 70? 84/07/31 I326pp 25006 220 

a4X Fiche 50-322,64/07/31,8400020129 


8400060086 Transcript of 840731 hearing in Hauppauge, NY re low power 
license Pp 1,028-1,349 

a Atomic Safety and Licensing Board Panel 84/07/31 321pp 

23927 125 24X Fiche 50-322-84/07/31,0408060006 


6400030105 Motion to admit proposed modified emergency planning 
Contention 68 U revised testimony of GC Minor on emergency 
planning Contentions 65 It 00 Related con e&pondence 

MILLER, N 8 Euffolk County. NV MILLER. II S Kirkpatrick, Lockhart, 
Hill, Christopher tr Phillips DSD 725 84/08/01 Atomic Bafety 

and Licensing Board Panel llpp 25936 055 2AX 
Fiche 50-322.84/08/01,8400030105 


—0400030112 Revised testinang of GC Minor on emergency planning 
Contentions 85 i* 00 re offsite recovery U reentry Prof 
qualifications statement t/ Certificate of Svc end 
MINOR, 0 C Suffolk County- NV MINOR. G C MHB Technical 
Associates BA/OB/Of lapp 25916 066 24X 

Fiche 50-322,04/00/01,^400030105 


8409000039 Transcript of 040001 hearing in Hauppauge,NV Pp 
1, 350 - 1. 676 

■* Atomic Safety and Licensing Board Panel B4/0B/0i 320pp 

23969 335 24X Fiche 30-322.84/08/01,8400080039 


0409000042 Transcript of 810802 hearing in Hauppaugo,NY Pp 1.677-1.940 
4 Atomic Safety and Licensing Board Panel 04/00/05 272pp 

25961 061 24X Fiche 50-322- 04/00/02, 0400000042 


0409070392 Testltnany of 0A Schwarti re emergency preparedness 
Contention U Certificate of Svc end Related 
c orrespondenc e 

SCHWARTZ, a A Division of Emergency Preparedness & Engineering 
Resperse (Post 830103) dSD 819 04/00/03 9pp 25945 200 24X 

Fiche 30-322,84/08/03,8408070352 


8400(500150 Transcript of 840003 hearing in Hauppauge<NV Pp 1.949-2,196 
-* Atomic Safety and Licensing Board Panel 04/00/03 2S0pp 
25959 020 S4X Fiche 50-322,04/08/03,0408080150 


0409000035 Transcript of 840004 hearing in B i verb ead, NY pp 2,197-2,332 
« Atomic Safety and Licensing Board Panel 04/00/04 141pp 

25962 006 24X Fiche 50-322.04/00/04,0408080035 


0409130373 Testlmuny on training Contentions 39, 40, 41 , 44, 98, 99 «< 100 
Pp 101-111 Certificate of Svc end Belated carrospandence 
s Federal Emergency Management Agency OSH 903 04/08/06 i4pp 

26011 001 24X Fiche 50-322,84/08/06.8408130373 




i! 

0408140391 Transcript of B40B06 hearing in Hauppauge. NY re low power f 

operation Pp 2.333-2 657 £ 

* Atomic Safety and Licensing Hoard Panel 84/00/0* 325pp | 

26053 001 24 )( ri.,he 50—322,84/08^06,8400140391 t 


8400140339 Transcript of B4O0O'' hearing in Hauppauge, NV re low power 
□peratlon Pp 2. 65B-2 968 

» Atomic Safety and Licencing Board Panel 84/00/07 311pp 

26041 165 24 It Fiche 5C -322 , 84/08/0 /, 8408 1 40339 


0400130209 Transcript of B4O8O0 conference of counsel in Doth esda, MO re 
energency planning procedure Pp 13,983-14.041 Supporting 
documenta tl on end 

« Atomic Safety and Licensing Board Panel 84/08/08 64pp 
2600S 001 24X Fiche 50-322,84/00/00.0400130309 


04O814O-a55 Transcript- of 040808 confoi ence of counsel in Be t h e sda, MD r s 
emergency planning Pp 13,905-14,041 Supporting documentation 
enc 1 

a Atomic Safety and Licensing Board Panel 84/00/08 62pp 
36054 276 24X Fiche 50-352,04/00/08.0400140255 


0408140013 Forwards table of contents for RN Anderson 840731 joint 
direct testimony r< Model AE p is tons, rcplac cment cylinder 
heads U cylinder blocks, per ASLB 040801 order on 
mi sec ) laneoue prehearing matters Related correspondence 
DVNNER, A R Kirkpatrick. Lockhart, Hill, Christopher 6 Phillips 
DVNNErt, A R Suffolk County, NY DSD 955 84/00/09 DRENNER-L d . 

FERGUSON, 0 A , MQRR J S, P A Atomic Safety and Licensing Board PanaJ 
ip 26044 162 24X Fiche 50-322,94/08/09.8400140013 


“-0400140017 Table of contents toi RN Anderson 040731 joint direct 
testimony re Model AE p i s tons, rep lacement cylinder hoods, 
replacement crankshafts t cylinder blocks 

ANDERSON, R N Suffolk County, NY 04/07/31 3pp 26044 163 
a4X Fiche 50-322,04/09/09,0400140013 


0400150473 Foriitards direct testimony *< supporting exhibits on adequacy 
b reliability of TDI energoncy diesel generators U/o motion 
for protective order Certificate of Svc end Related 
corr ofipordenc e 

TARLETZ.O D Hunton & Williams TARLETZ, D D Long Island Lighting 
Co DBD 065 84/00/14 DRENNER, L , FERGUSON, 0 A , MORRIS, P A 

Atomic Safety and Licensing Board Panel 4pp 26060 295 24X 

Fiche 50-333,84/08/14,8408150473 


--0400150476 Testimony of CM We I Is, DP Johnson, HF WachobrC Seaman. D CUlrio 
t< NK Ourrell re shotpeening of replacement crankshafts 
Related correspondence 

HELLS. C H i JOHNSON, D P , WACHOB, H F Long Island Lighting Co 
84/00/14 36pp 26060 299 24X Fiche 50-322.04/08/14.8408130173 


— 8400150405 Testimony of RL McCarthy, PR Johnson, EF Montgomery fc 
BK Chen on Suffolk County contention re replacement 
crankshafts on diesel generators Related correspondence 
MCCARTHY, R L , JOHNSGM, F R . IIONTGO.NERY, B T Long Island Light ip} 
Co 04/00/14 62pp 26068337 24X Fiche 50-322,04/00/14, 

0400150473 


— 3400150498 Testimony of EJ Youngling t FF Pischlnger on Suffolk County 
contention re replacement crankshafts on diesel generators 
Exhibits end Related correspondence 

VQUMOLINO. E J , PISCHINGER.F F Long Island Lighting Co 
04/00/14 600pp 26069 036 24X Fiche 50-322,04/08/14, 

0400190473 


— 0408150505 Vols 1,2 6 {3 of testimony of RL McCarthy. CA Rau, CH Weili 
HF Hachob, D vidhnson.RK l.iylor,CK Seaman, CJ Youngling, 

C8 Mathews, riH Lourey. JF Wallace 6 MH Schuster on Suffolk 
County contention re cylinder blocks Related correspondence 
HCCARTHY. R L . RAU. C A , WELLS, C H Long Island Lighting Co 
04/00/14 300PP 26070 313 24X Fiche 50-322,84/00/14, 

0400150473 


--B408150SI4 Vols 16 2 Of testimony of D0 Harr is, Dp Johnson, RL McCsrth|r 
FF Plsc hinger, CK Seanan, I A Swangor 6 EJ Youngling on 
Suffolk County contanilon re AE piston skirts Related 
corresp ondence 

HARRIS, 0 D , JOHNSON, D P , MCCARTHY, R L Long Island Lighting Co 
04/00/14 4S0PP 26071 200 24X Fiche 50-322.04/08/14, 

0400150473 


— 0400150530 Vols 1 tr 2 of testimony of CK Seaman, EJ Youngling, 

JC Kammeyer.cH Wei Is, LA Bwnnger,JF WaiIace,C8 Mathews ^ 

FC Pischlnger on BuffnlJc County contention re cylinder 

heads Exhibits 1-26 enc 1 Related correspondence 

SEAMAN, C K , VOUNOLING, E J , KAMMEYER.J C Long Island Lighting 

Co 04/00/14 300pp 26072 327 24X Fiche 50-3122,04/08/14, 

0403190473 
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8403210(30^ Tran'scnpt of 8't08l4 hearing in Hauppaugpj NV re emergency 
planning Pp 14(0^2-14,240 

♦ AtOiTiic SciPettj and Licensing Doard Panel 31/08/1'! 256pp 

26147 121 24> Fiche 50-322 34/08/14,0403210209 


840a2L0035 Transcript tf 010815 heaiing in Hauppauge,NY re emergency 
planning Pp 14,214-14,503 

» At^/tnic Safety and Licensing Board Panel 04/00/13 S3Gpp 
26146 165 24X Ficfte 50-322.34/08/15,0400210035 


8400210458 Transcript of 840816 hearing in Hauppauge.NY re emergency 
planning Pp 14,504-14.608 

* Atomic Safety and Licensing Board Panel 04/08/16 187pp 

26177 001 24X Fiche 50-322,84/08/16,0408210450 


B408310142 Responds to 
Mothers for Peace oF 
performed by PG?,E re 
docunients re Mothers 
FELTDM- J M Divls ion 
Affiliation Not As si 
Fiche 50-275-84/06/01 


roiA r 
San Lu 
arthq 
for Pe 
of Ru 
g ned 
, 84083 


eqoest for positive identl 
IS Obispo calculations 
uake Forwards printout of 
ace Other documents in PDR 
le€ and Records 84/06/01 

Ip 26352 015 24 X 

10142 


f 


ication of 


CAL50VA3. C 


D 


8408300482 Requests exam 6 test requirements for all presently licensed 
personnel for Unit 1 be waived for Unit 2 ^ combined DUs for 
Units 1 t( 2 be issued Supporting documenta tlon end Related 
correspondence 

SCHUYLER, d 0 , CRANE, P A Pacific Gas t EUctilc Co DSD 720 
84/07/17 MARTIN, J B > PATE, R J Region 5, Office of Director 
BBpp 26329 1B9 24)1 Fiche 50-275,04/07/17,8408300462 


9408280020 Transcript of 040816 Commission meeting in Nashl ng ton, DC re 
af f 1 rma 1 1 on/di scuBs i on *, vote Pp 1-7 

Commissioners 84/03/16 IDPP 26294 013 24X 

Fiche 50-000,84/08/16.8408200020 


9408200135 Transcript of 840821 hearing in Hauppauge.NV 
Pp 14, 689-14, 906A 

* Atomic Safety and Licensing Board panel 04/08/21 2B8pp 
26259 213 24X Fiche 50-322, 84/08/21 . B4OB20OJ35 


fi40B2e0l5i Transcript of 040822 hearing in Hauppauge,NV re emergency 
planning Pp 14,907-15,176 Supporting docufuenta t ion end 
« Atomic Safety and Licensing Boat d panel 84/08/22 294pp 

26264 161 24X Fiche 50-322,84/03/22,8408280151 


8408280004 Transcript of 940623 hearing in Hauppauge.NV 
Pp 15, 178-15, 242 

* Atomic Safo*‘y and Licensing Board panel 84/08/23 329pp 

26260 143 24X Fiche 50-322,84/08/23,8408200004 


8408140011 Forwards 640713 rept. "June 20,1984 Santa Marla Offshpre 
Earthquake, Ground Motion at Diablo Canyon Power Plant " 

Rept contains tabulation of peak accelerations & recorded 
accelerograms 

SCHUYLER, J 0 Pacific Gas 8- Electric Co 84/07/20 ElSENHUr. O 0 
Division of Licensing Ip 26044 128 24X Fiche 50-275,84/07/20, 

640BL4001 1 


— B4O014OO12 "June 20, 1904 Santa Marla Offshore Earthqua ke» Oround Motion 
at Diablo Canyon Power Plant " 

* TERA Corp 84/07/13 33?P 26044 129 24X 

Fiche 30-275,84/07/20,8408140011 


84060601SO Forwards tube steel review. In response to NRC 840717 verbal 
requost re existence of tube steel of suspect quality 
Results confirm problem identified in one 20-fi; section not 
used in pipe support installation 

SCHUYLER, J O Pacific Oas t Electric Co 84/07/26 MARTIN, J fl 
Region 5, Office of Director 3pp 29933 194 24X 

Ficho 90-323,84/07/26. e40a060 120 


04OB2BO394 Forwards corrected master table of contents for testimony on 
c ranic shafts, p 1 stons, cy 1 inder heads t cylinder blocks Related 
c orrespondence 

RANGE, J J Honton t Williams RANGE, J J Long Island Lighting Co 
DSB 332 84/08/24 BRENNER, U > MORRIS.P A . FEROUSON, 0 A Atomic 

Safety and Licensing Board Panel Ip 262B0 03D 24X 

Fiche 50-322,84/00/24 8408200394 

—8400260397 Corrected master table of contents for testimony on 
cran kshaf ts, p Is tons, cy 1 1 nd er heads A cylinder blocks Related 
CQrr espondence 

» Long island Lighting Co 04/08/23 7pp 26280 039 24X 

Fiche 50-322,84/08/24,8408280394 


840B060126 Forwards tOUF internal review program summary & status rept, 
describing scope, me t hod o logy status of resolution of 
verification issues 

SCHUYLER, J 0 Pacific Oas t< Electric Co 04/07/31 KNIOHTON, G W 
Licensing Branch 3 49pp 25932 199 24X Fiche 50-323,04/07/31, 

0408060126 


8408070270 Forwards comparison of safety-related design aspects of 
Unit 2 relative to Unit l,ln response to NRC request to 
support licensing of Unit 2 

SCHUYLER. J 0 Pacific Gas A Electric Co 84/07/31 KNIGHTON, 0 W 
Licensing Branch 3 5pp 25940 101 24X Fiche 50-323,84/07/31, 

0408070278 


V Operator Exaninations 


3400070305 Forwards shift advisors resumes, per 840702 Itr In response 
to NRC 040531 requQSt Shift advisors w/o operator license 
will be examined, per 10CFR55 60, "Exam Form " 

LEONARD, J D Long Island Lighting Co 84/07/23 DENTON. H ft 
Office of NucUdi Reactor Regulation, Director lOpp 2S94S 269 
24X Fiche 50-322 04/07/25.8408070305 


8408060323 Forwards response to NRC comments on licensed operator 
requalification program 

LEONARD, J D Lang Island Lighting Co 84/07/31 DENTON, H ft 
Office of Nuclear Reactor Regulation, Director 4pp 25933 331 
24X Fiche 50-322,84/07/31,6408060323 


3408300123 Forwards updates on operating shift staffing submittals 
dtd B31221 L S40322, per 840531 request Updates include 
qua 1 if icatlen matrices for onsite mgt, operat ing shift 
persanriel A shift technical advisors 

LEONARD. J D Long Island Lighting Co 84/08/21 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Hpp 26306 077 
24X Fiche 50-332,84/08/21,6408300123 


8408310032 Forwards Ofc of Inspector U Auditor 040801 rept of 
Investigation re allegations against seven NRC employees as 
result of T Devine 840412 t 0503 10CFR2 206 petitions on NRC 
misleading or natl false statements to Commission 

MEBSENGER.G H Office of Inspector L Auditor 04/08/01 PALLADINO, 
ROBERTS. ASSELSTINE Commissioners 2pp 26349 001 24X 

Fiche 90-275.64/08/01,6408310032 


— B40B310035 Investigation rapt on 840801 Major areas Investigated 
allegations re NRC misleading or matl false statements to 
Commission during 040319,26 A 27 briefings 1, In SSER 21 l< 22 
for Dec 1983 ^ Mar 1 904 , respec tlve ly 

SMITH/ R M , BOWERS. H , MESSENGER, 0 H Office af Inspector U 
Auditor 84/09/01 400pp 26349 003 24X Fuhe 50-275,84/08/01, 

0403310032 


8408070110 Generic Ltr 64-19 to all licensees of operating reactors, 
applicants for Ous It holders of CPs re availability of 
Suppl I to NUftE<5-0933. “Pri orl ti lat ion of Generic Safety 
Issues " Sve list end 

EIEENHUT, D G Division of Licensing 84/08/06 Consolidated 
Edison Co of new Yarlt, Inc I3pp 26129 238 24X 

Fiche 50-000,84/08/06.6406070110 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT. UNIT 2 
A Appl ication/construction stage documents A correspandence 


84Oa31<H30 FOIA request for positive identification of Mothers for 
Peace of San Luis Obispo !/ calculations performed by POltE 
re earthquake on Nacimlento fault 6 one equal to 1906 San 
Francisco earthquake 

CAL68YA8, C D Afftllaticn Not Assigned 04/04/07 NRC - Nf> 
Detailed Affiliation Given 4pp 26352 OH 24X 
Fiche 50-275,04/04/07,8408310130 


0408130180 Forwards proposed changes in ppst-fuel loading initial 
test program ra test scope clarification & conducting 
existing tests at addl (lower) power plateaus Review A 
approval required by 840828 

SCHUYLER, J 0 pacific Oas A Electric Co 84/08/08 KNIGHTON, O W 
Licensing Qranch 3 3pp 26000 289 24X Fiche 30-275,04/08/00, 

0408130188 


840B210639 Forwards SLO -2 work request A 
omitted from 840601 ltr 
PETERS. R J PacifK Qaf & Electric Co 
Colifornia, State of Spp 26164 351 
0400210639 


ujurk authorl lati on mistakenly 

04/08/00 MITCHELL-WIL60N 
24X Fiche 50-275,84/08/001 
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S40B21040£> Requests approval for removal of RHR suction valve autonatic 
closure interlock Upon ap prova 1> ot i 1 uill install alarms 
& restore pauier to RHR suction valve operators during 
periods of RHR stjs operation uhile aligned to RC5 

SCHUYLER. J a Pacific Gas Electric Co B4/0e/15 KNIGHTON. Q M 

Licensing Rranc^ 3 ?pp 26180 336 S4X Fiche 50-273. 64/ OB/ 1 3. 
B4082 10406 


Q40BS0G275 Generic Ltr Q4-20 to all licensees of operating reactors b 
applicants for OLs re scheduling guidance for licensee 
sobnittals of reloads that Involve unrevieued safety 
questions Sve list encl 

EISENHUT.O G Division of Licensing 64/OS/20 Consolidated 

Edison Co of Neu York. Inc I7pp 26276 244 24)C 

Fiche 30-000. B4/OB/20. 6406200275 


8408270396 Foruards request for extension of const completion date 
until 030930 

SCHUYLER. J 0 Pacific Gas & Electric Co B4/0B/22 KNlGHTON.GM 
Licensing Branch 3 2pp 26236 144 24X Fiche 30-323.04/06/22. 

8408270396 


D NRC Draft/Final Environment al Statements, suppls t correspondence 


B40B140273 Foriuards 69 photos attesting to serious long-range problems 
of erosion of slltation on property contiguous to facility 
Requests name of responsible NRC emplayee to respond to 
concerns 

BRUNO. G E Affiliation Not Assigned 63/07/ 11 DENTON. M Office 
of Nuclear Reactor Regulation. Director 3Bpp 26051 203 S4X 
Fiche 50-279.83/07/11.6409140273 


E NRC Safety Evaluation Report (SER). suppls & correspondence 


6407310039 Board Notification 64-137 forwards SSERs 24-27 re IDVP 
matters, pip mg 6 supports, al 1 egations - status A sunvnary 
It full power license emend mattersj r espec 1 1 vely No 
substantive changes made U/o ends 

erSENHUT. D 0 Division of Licensing 64/07/30 PALLADINO. ROOERT6. 
ASSELSTINE Commissioners 3pp 260M 015 24X 

Fiche 90-275.04/07/30. 6407310036 


B4O01 30002 BAFETY EVAUI/ATION REPORT RELATED TO THE OFEnATlON OF DIABLO 
CANYON NUCLEAR POWER PLANT. UNITS I & S Docket Nos 50-279 b 
50-323 (Pacific Gas 6 Electric Company k 

* Division of Licensing NURE0*'Q673 S24 B4/07/3I 16piJ 

2603B 299 24X Fiche 50-275.64/07/31,0408130002 


0408160080 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT. UNITS 1 AND 2 Docket Nos SO-275 
And 50-323 fPacific Cas And Electric Company) 

* Division of Licensing NUREG-0679 S25 04/07/31 ig 2 pp 

Available at NRC *9 50 26124 033 24X Fiche 90-273.04/07/31. 

0408160080 


0400160250 SAFETY EVALUATrON REPORT RELATED TO THE OPERATION OF DIADLO 
CANYON NUCLEAR POWER PLANTi UNITS 1 AND 2 Docket Nos 50-275 
And 50-323 fPacifIc Ods And Electric Company) 

* Division of Licensing NUREO-0679 S27 84/07/31 31pp 

Available at NRC *3 SO 261S2 235 24X Fiche 50-279.84/07/31, 

8408160250 


8408220346 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIADLO 
CANYON NUCLEAR POWER PLANT.UNITS 1 AND 2 

» Division of Licensing, NUaEG-0675 826 84/07/31 204pp 

Available at NRC *6 50 26200 OOl 24X Fiche 90-279. 04/O7/31i 

8408220346 


F Becuritg. medical, emergency b fire protection plans 


B40B080493 Forwards public version pf revs te Vo I III of San Lula 
Obispo eponty emergency response plan std operating 
procedures 

SCHUYLER. J 0 Pacific Oa s b Electric Co 64/07/16 NARTINrJ D 
Region 5, Office of Director 2pp 25976 071 a4X 
Fiche 30-279. 64/07/16.6400080493 


—6408080458 Public version of revs to Vol 111 of San Lots Obispo County 
emergency response std operating procedures <SOP>. inc lud ing 
Section HI Ol. "SDP Emergency Sves Olrectctr If/Felton 
840802 release memo 

SCHUYLER. J 0 Pacific Oas & Electric Co 64/02/29 434pp 

25976 073 24X Fiche 50-279. 64/07/16. 840B080493 


8408160267 Forwards public version of emergency plan implemantlng 
procedures. Inc luding EP R-J re personnel injury or illness 
( rad i elog ical related) b/or ovemposure b EP M-J re 
employee injury or illness ( nonrad i olog leal ) 

SCHUYLER. J □ Pacific Gas b Electric Co 84/07/20 MARTIN. J D 
Region- 5. Office of Director 4pp 26125 239 24X 

*^^chB 30-275,84/07/20.8403160267 


— 8408160273 Public version of emergency plan implementing procedures, 
including EP R-1 re peri-onTiel injury or illness 
(radiological related) b/oi overexposure W/JM Felton 040008 
release memo 

• Pacific Gas b Electric Co 84/07/20 ITSpp 26125 243 24X 

Fiche 50-2/364/07/20.840616026/ 


0408230553 Forwards public vei sion of updated emergency plan 
Implementing procedures, including EP R-1 re personnel injury 
or illness < rsd 1 ol oQ ) c al 1 y i elated) *'/or overeiposuro / 

EP 6-4 re personnel accountability 4 assembly 

SCHUYLER, J O Pacific Gas «, Electric Co 04/00/00 MARTIN. J 8 
Region 9, Dffice of Director Ip 26216 206 24X 

Fiche 50-275, B4/08/08, 0408230553 


— B4O033OSSB Public version of updated emergency plan implementing 
proc edures, inc 1 udi ng EP R-1 re personnel injury or illness 
(rad i alog 1 c al ) g related) S/or ovoroiposure b EP 0-4 re 
personno) accountability 2> assembly W/B40B20 release memn 
THORWDCRRV. R C Pacinc Gas f< Electric Co 84/00/08 I82pp 
26216 207 24X Fiche 50-275.04/00/08.8400230553 


8408230300 Forwards RU Ki inm 640711 ltr transmitting FEMA interim 
finding in State of CA emergency response plan Plan 
adequate Areas for improvement identi f iad. i nc lud ing 
protective action guideline doses 

KNIOHTON, G W Licensing Branch 3 04/08/16 SCHUYLER, J □ Pacific 

Oas b Electric Co 3pp 26236 105 24X Fiche 30-275,64/08/16, 

B406230300 


8406310230 Revised emergency plan implementing procedures, me ludlng 
EP R-2 re release of airborne radioactive matls.EP El-6 re 
EARS 9643c controling statians b EP RB-15 % 16 re sentry 
post-accident sampling ays M/640027 ltr 

SCHUYLER. J 0 Pacific Gas b Electric Co 84/00/27 MARTIN. J B 
Region 5. Office of Director 363pp 26321 001 24X 

Fiche SO-279, 04/00/27, 8408310230 


G Adjudicatory correspondence 


B40B010233 Forwards affidavit of OL McDermott, per B40729 submittal 
Supporting brief will be sent to Commission on 640730 along 
w/O'NeiU rebuttal affidavit 

DEVINE, T GoveriHaent Accountability Project DSD 68t B4/07/30 

PALLADINO, N U . ROBERTS, T , ASSELSTINC. J Commissioners Ip 
25054 001 24X Fiche 30-275,84/07/30.8408010235 


— 0400010237 Affidavit of JL McDermott re need for reinsps b systematic 
retraining of all personnel at facility 

MCDERMOTT, J L Qovernnent Accountability Project 04/07/30 
35pp 29B94 002 24X Fiche 50-275,84/07/30.6408010233 


8406060046 Motion for leave to withdraw confidential Exhibit 10 filed 
in support of Joint Intervenors 040214 motion to augment or 
reopen record Declaration in support of motion b Certificate 
of Sve end 

REYNOLDS. J R Joint Intervenors - Dtablo Canyon REVNDLDS. J R 
Center far Lauj in the Public Interest D5B 676 04/07/30 Atomic 

Safety and Licensing Appeal Panel 9pp 23929 290 24X 

Fiche 90-279,84/07/30,8400060046 


0406D60217 Motion for leave to withdraw confidential exhibit previously 
filed in support of motion to augment or to reopen record 
Declaratiiin end Granted on 040731 

REYNDLDS. J R Joint Intervenors - Diablo Canyon REYNOLDS. J R 
Center for Law in the Public Interest DSB 700 84/07/30 Atomic 

Safety and Licensing Appeal Panel 6pp 25927 015 24X 

Fiche 90-279.84/07/30.8400060217 


6408070297 Motion far leave to withdraw confidential exhibit previously 
filed in support of 040214 motion to augment or. in 
al terna t i va. t o reopen record Declaration t Certificate of 
Bve one ] 

REYNOLDS) J R Joint Intervenors - Diablo Canyon DSD 809 
04/07/30 Atomic Safety and Licensing Appeal Panel 9pp 
23947 297 24X Fichu 50-275.84/07/30.04000/0297 


B40D020152 Forwards suppl supporting T O^Neill 840727 petition under 
10CFR2 206 on behalf of J McDermott b T O'Neill Also 
expands original request for retraining 

DEVINE. T Gnvernment Accountability Project DSD 701 64/07/31 

PALLADINO. hi J Commies loners 327pp 23684 139 24X 

Fiche 50-275. B4/07/3i. 8408020152 


640B020219 Order requiring Joint Intervenors to file reply addressing 
jurisdictional question in 040716 motion to reopen record 
on sDlamic issues Served on 640801 

BHDEHAKER.C J Atomic Safety and Licensing Appeal Panel DSQ 716 
B4/0B/01 Joint Intervenors - Diablo Canyon Ip 23690 009 24K 

Fiche 30-275, 84/08/01, 8408020219 
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8'40905022? AiiaUitr oppcjsing ^cint Intel venal & Q4072S application for 
stay re e f f ec 1 1 /eness ot 03O8J1 Initial Decision 

LaP-a2^-70 * of issuance of full pouJet QL 
CHANDLLR-L J Hearing D^anc^ 2 DSD 710 04/08/01 

Commius loners 11 pp 25097 279 LMX Fiche 50-2/5- B4/0B/O1 , 
8408020222 


—8408030227 Ansuei opposing Joint Intervcnots 840717 petition for review 
af ALAB-775 Petition fails to establish eiistence of 
important issue of fac* law or policy warranting Commis a ion 
rev 1 eu) 

CHANDLER. L J Hearing Branch 2 84/00/01 Corvni ss l oners 

JOpp 25897 290 24X Fithe 50-275-84/00/01 8108020222 


— 8408020231 Answer opposing Joint Intervetkors 040717 petition for 
review of ALAD-776 Petition rails to establish existence of 
inportant question of fact, law or policy re ALAD-776 
CHANDLER- L J Healing Dranch 2 04/08/01 Conunissl Oner s 

23pp 25B97 300 24X Flo he 50-2 / 5-04/00/01.8408020222 


— 8400020233 Answer opposing Joint Intervonors 840716 motion to reopen 
retard on seismic issues Motion fails to satisfy stds for 
reopening record Certificate of Svc end 

CHANDLER. L J Hearing Branch 3 84/08/01 Atomic Safety and 

Liciinsing Appeal Panel dpp 25897 323 24X 

FI Che 50-275, 04/08/01, 8400020222 


04 080301 54 l/nderscores need foi prompt b favorable action on Northern 
California Power Agency 011204 petition under tOCFRS 206 to 
enforce h modify license cond i tions, based on recent evidence 
that util continues to violate license conditions 

rCDIAHMIO.R C Spiegel 1 ftcBiarmld 84/00/01 DENT0N>H ft Office 
of Nuclear Reactor Regulation. Director S92pp 25914 075 24X 

Flche 30-273.84/08/01,8408030154 


3408020197 Advises that tine for Commission to revieui ALA B -7 56 expired 
Commission declined review Decision became final agency 
action on B40727 Served on 840802 

CHTLW.S J Office of the Secretary of the Commission DSB 717 
04/08/02 REyNOLDB, J R . HAVIAN, C , PHILLIP3, J Center for Laui in 
the Public Interest Ip 25898 001 24X Fiche 50-275.84/08/02. 

840B02O197 


8400020206 Advises that tine for Commission to review ALAO-756 expired 
CommlfiSlon declined review Decision became final agency 
action on 840726 Served on 040902 

CHILK, S J Office of the Secretary of the Commission DSD 718 
04/00/02 STRUMUASSEH, M California, State of Ip 25898 007 
24X Fiche 30-275,04/08/02.8408020206 


8408070265 Order extending time until 840810 for Commission to act to 
review Director's Decision 00-84-8 Served on 640806 
CHIi.Kr6 J Office of the Secretary of the Commission DSB 736 
84/03/03 Commissioners Ip 25949 239 24X 

Fiche 30-273.04/08/03.8408070265 


Q40B07036I Order extending time until 640B30 for Commission to act to 
review Al AD-776 Served on 840806 

CHILH, S J Office of the Secretary of the Commission DSB 755 
□4/08/03 Conmlssloners Ip 25945 177 24K 

Fiche 50-275, 04/00/03. 8408070361 


0408070467 Order extending time until 840810 for Commission to act to 
review ALAB-763 Served on 040806 

CHILK, 8 J Office of the Secretary af the Commisslen DSB 7S2 
04/OB/O3 Commissioners Ip 25940 341 247 

Fiche 50-275. Q4/OS/03, B40B070467 


6408090183 Order ALAD-773A denying 840628 motion to reopen record on 
6aeiB of addl info provided by applicant re use of AGO? 
hardware bolts Allegation does not present now evidence 
Served on 840800 

SKDEMAKER.C J Atomic Safety and Licensing Appeal Panel DSD 840 
fl4/0a/0a Joint Interveners - Diablo Canyon 2pp 25972 206 
24X Fiche 30-275.84/00/00,8408090183 


B4OB13O309 Reply supporting A8LAQ 840801 order establishing 
jurisdiction of ASLAO to review Joint intervenor 840716 
motion to reopen record on seismic issues Certificate of 
8 VC end 

REYNOLDS, J R Joint Intorvenors - Diablo Canyon REYNOLDS, J R 
Center for Law In the Public Interest D5D 906 84/08/09 Atomic 

Safety and Licensing Appeal Panel Bpp 26011 094 24X 

Fiche 50-273.84/08/09.8408130389 


3408140464 Reply re jurisdiction of ASUAB to consider 040716 rnotion to 
reopen record on seismic issues Motion should be granted 
Cijrtiflcate of Svc oncl 

fieyNQUDS.J R Joint Intervenors - Diablo Canyon REYNOLDS. J R 
Canter for Lau in the Public Interost D8B 017 04/08/09 Atomic 

Safety and Licensing Appeal Panel 0pp 26061 015 24X 

Fiche 50-275,84/08/09,8400140464 


0406140006 Memorandun t Order CL1-B4-I3. detei mini ng that full power 
license may be issued by NRR Order effective on 840817 
CQmmi«5iDrer Zech statement it Conmissioner Asselstine 
dissenting views end Served on 840010 

CHILK, S J Office of the Secretary of the Commission DBB 940 
84 / 06/10 Orfice Of the Executive Legal Director 2Spp 

26043 001 24X Fiche 50-275,64/08/10,8408140006 


940B140009 Decision CLl-84- 12- i nitiating rulemaking re effects of 
seismic events on emergency planning Addl views of Palladino 
fc Qernthal h dissenting view of Asselstine end Served on 
8400 10 

CHILK. 6 J Office of the Secretary of the Commission DSB 939 
B4/0a/10 29pp 26044 078 24X Fi c he 50-275. 04 /OB/ 1 □, 8400 140009 


6408140460 Order extending time until 640017 for Commission to act to 
review ALAD-76J Served on 840614 

CHILK, S J Office of the secretary of the Commission DSB 034 
34/03/10 Commissioners Ip 26060 332 24 X 

Fiche 50-275,84/08/10,8408140460 


6403140406 ard«r extending time until 840817 for Commissi an tn act to 
review Director's Decision DD-84-0 Served on 040814 
CHILK, S J Office of the Secretary of the Commission DBB 035 
84/00/10 Comffil ssloners ]p S6060 275 24X 

Fiche 50-273,64/08/10,6408140466 


0408160^34 Responds to RC McDiarmid petition for enforcement of license 
conditions to continue moribund enforcement proceeding ■& 
interpose Camnission in pending contract litigation u/City 
of Hea 1 dsburg, CA NRC Involvement unnecessary 

FALLIW. J F , SANDERSON, S A Pacific Qas «< Electric Co 84/08/10 
DENTOff. H R Office Of Nuclear Reactor Regulation, Director IBpp 
26092 154 24X Fiche 50-275,04/08/10,8408160234 


8408140546 Forwards Commissioner Dernthal 840813 revised addl views to 
CLI-a4-l2 Served on 840613 

CLEMENTS. W L Doclfeting 6 Services Branch DSB 009 84/00/13 

Office of the Executive Legal Director 4pp 26060 243 24X 

Fiche 50-27 5.84/08/13.8408140546 


8408220291 Order denying petitions for review of ALAB-736 subj to 
reservation re ASLB rationale for excluding joint 
intervenor L State of CA contentions concerning util OA 
program Served on B40B20 

CHILK. 8 J Office of the Secretary of the Commission DSD 190 
84/08/20 3pp 26191 360 24X Fi the 50-273, S4/08/20. 0400220231 


8406240424 Staff requirenents memo re affirmation/discussion & vote 
denying 2 206 relief ( SECV-64-2D3 >. approving order 
responding to petitions fur review of ALAD-763 ( SECY-e4-254| 

6 approving order denying LILCO 840719 motion tS£CV-a4-296 > 

CHILK, S J Office of the Secretary of the Commission 64/08/20 
Office of the Secretary of the Commission 3pp 26248 269 24X 

Fiche 50-000,84/08/20.8408240424 


a4O'023O2O2 Forwards summary of 840726 site visit No new info Impacting 
licensing decision Identified Served on 840822 

ZECH.L U Commissioners DSD 255 84/08/22 PALLADINO. ftODERTS, 

ASSELSTINE Commissioners 5pp 26209 209 24X 

Fiche 50-275. 84/0B/S2. 0408230202 


8400260217 Order extending time until 840913 for Cemmlssion to act to 
review ALAfl-776 Served on 040327 

CHILF.B J Office of the Secretory of the Commission DSD 317 
84/08/37 Canmi s Stoners Ip 26275 143 24X 

Fiche 50-275,04/00/27,8408280217 


G40B310247 Notice of withdrawal of appearance in proceediTig Related 
correspondence 

AXELRAO. M Neuman U Holtiinger DSD 42G 64/08/28 Office of 

the Secretary of the Corinissttin ip 26319 256 24X 

riche 30-275,84/08/28,8408310247 


8408310210 Expresses apposition to util 840820 amend appllcatlan 
extending tern of license it requests hearingrper Atomic 
Energy Act. to be held prior to Commission decision on 
app 1 lca.t ion 

REYNOLDS, J R Center for Law in the Public Interest REYNOLDS, J R 
Joint Intervenors - Diablo canyon DSB 419 04/08/29 

PALLADINO, N , ASSELBriHEiJ , DERNTHAL, F Commissioners 
£?63i8 067 247 Fiche 50-275,64/08/29.8408310210 


M Antitrust correspondence 


0408130310 Ack recetp*' of 840801 Itr to HR Denton re request for 
enforcement of certain antitrust license condltiDns 
Allegations contained In Itr under review 

VfQGLER. n H Hearing Branch 2 DSB 898 84/08/08 MCDIARHID.R C 

Spiegel L McDlarmid Ip 260 JO 250 24X Fiche 50-275,84/00/08, 

0400130310 
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840B2B044? Cunfirns Le 1 c i^n r t* for PT»f or-c emeu l &P anlitrusit: 

coiidittcna S+aPf «jua»t5 RC McDiarnvid commcnt-s on 
util 640810 I tr rj* peiii^ion i 3 + 3 f<^ rtq^uests uhecl provisionsi 
of arbitrated settlenem agreement re NCTPA 6e«j%&r unit& 

VOGLER- n H Hearing Branch 2 DSR 343 34/08/22 fiCOIARMIl). » C 

Spiegel t McDiar-Tiid Ip 26230 294 24» Fic+>e 50'27 5- 34/08/22, 

8408330442 


P Advi^artj Cammttee on Reactor Safeguard's reports 8 «- orrespondene e 


Q408020242 Forwards, comnsent^, on ACHS 040523 tour of plant site* in 
response to 840515 Itr 

IIVSI^GER-E D Tennessee Valley Authority 64/08/01 MCKINLEY. 0 C 
ACR5 - Advisory ConiTittee on Reactor Safeguards 4pp 25Q9B 157 
24X riche 50-275.84/08/01,8400520242 


P Dperatdtig license stage docui-ents t correspondence 


8406140341 Clarifies irvfo previously subniitted in 040601 & 26 Itrs re 
field change tet^uesb procedure to facilitate field 
resolution of const pfabieins re pipe supports Proceduie 
revised to allow uorV *-o proceed for up to 7 calendar days 
SCHJVLER, J O Pacific Cas 8- Electric Co 04/08/02 MARTIN. J B 
Region 5. Office of Director Ip 26042 324 24X 

Fiche 50-323. B4/0a/0a. 8408140341 


Q Inspection reports, IE Bullowins *< correspondence 


840783022? IE Info Notice Q4”57i "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants "• Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 8301033 B4/07/27 Consolidated Edison Co of New 

York, Inc ll9pp 25865 047 24X Fjche 50-000.84/(57/27,8407250229 


8408080491 Forwards IE Insp Repts 50-275/84-13 U 50-323/84-05 on 
840430-0504 U notice of violation 

BISHOP, TW' Region 5. Office of Director 04/07/27 SCHUYLER. J 0 
Pacific Gas V Electric Co 2pp 25974 244 24X 

Fiche 50-275,04/07/27.8400080491 


—0409000301 Notice of Violation from insp on 840430-0304 
YOU NO, T Regian 5. Office or Director 04/07/27 3pp 

25974 246 24X Fiche 50-275.64/07/27,8408080491 


“a4090aQ513 IE Insp Repts 50-275/84-13 I 50-323/64-05 on 840430-0504 
Violation noted failure to follow appproved GC procedures 
for safety— re lated pipe 5 electrical raceway supports 
BURDDIN, J F . YOUNO.T Region 5. Office of Director 04/07/11 
6pp 25974 249 24 X Fiche 50-275.84/07/27,0400080491 


6407310035 Board Notification 84-139 forwards Invest i gat i on/ 1 nsp Rept 
90-275/54-08 Subj matter of rept addressed in SBFRs 25 t*. 26 
EISENHUT.D 0 Division of Licensing 94/07/30 PALLADINO. ROBERTS. 
ASSELSTINE Commissioners 2pp 25805 106 PdX 
Fiche 50-279,04/07/30.3407310035 


8400070324 Ac k receipt of 040610 Itr informing NRC of steps taken to 
correct viplatjons noted in IE Insp ftepts 50-275/03-37 fc 
90-323/03-29 

BlSHOPiT U Region 5. Office of Director a4/oe/0{ SCHUYLER, JO 
Pacific Gas t Electric Co Ip 25945 130 24* 

Fiche 50-279,04/09/01,8406070324 


--9408070327 Responds to NRC Q40229 tlr re vl ol at lODiS noted in IE Insp 
Rspts 50-275/03-37 4, 50-3?3'B3-25 Co-rrective actions relnap 
program implemented far welds originally accepted by 
unq.ua ] i f i ed inspectors 

SCHUYLER, J 0 Pacific Gas e Electric Co 04/06/10 MARTIN. J B 
Region 5, Office of Dlrec(;ar Bpp 25945 131 24* 

Ficho 50-275. &4/0B/01. a4'08070324 


6400010333 lE Info Notice 84—59* "Deliberate Circumventing Of Station 
Health Physics Procedures " Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/08/06 Conso I Ida ted Edison Co of New 

YorJf, Inc lS2pp 26069 001 24* Ficfie 30-000, 84/OB/06, 8408010333 


6406010337 lE Infa No*'lce 04-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svt list end 
JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 6301031 84/0B/06 Conso I Idated Edison Co of New 

YorV, Inc 123pp 26067 1 SB 24* Fiche 50-000.04/08/06,0408010337 


8400070120 IE Info Notice 04-61. “Overexposure of Diver in PWR 
Rsfue.lng Cavity " Sve list elm 1 

JORDAN, E L Division of Emergency Preparedness «r Engineering 
Response (Post 630103) 84/08/00 Consolidated Edison Co of New 

York, Inc I20pp 26129 llB 24X Fiche 50-000,04/00/08,0400070120 


a40B?2Oi)6'' Int-ui.T,:, or Te»ie.. ct 51 Lifis tor ian 1 'd'j - June 1984 in 
suppert of ongoing SALP tevitui Re * cw c otir t'ntra tpd on 
conplettne6€iai-uuracy h consisteni.ij of info No major 
deficiencies identiried Summary or ciiteiia findings enc 1 
SEVFIU I . K V Reactor Opeiatloms Andysis Branch 84/00/09 
D I BHCP ,T iJ Oiviaiun cjF PpSidtr, t.FytcictoT Project f Eng i ne or mg 
PragraiTi^ IJpp 36143 £18 24'' fiihe 5D 275.84/08/09.6408220067 


8400300140 Forwaids Insp ftepts 50- J75/ 84-25 > 50-J23/B4-17 on 
040709-13 No violations noted 

BISHOP, T W DlMSion ot heslden^.RejC-toi Piojert / Engineering 
Pragrams 04/0(3,09 SGHUyLIR.J O Pacific Gat /, Electric Co 
26307 324 24X Fiche SO-2 ' 5. 04 rOB/09. 8408300 1 40 


— 04OQ3OO149 Insp Repts 50-2 /■">' 04-25 * 50 3P3/04-J7 on 840709-13 No 
violations or deviations nuted Heijor ai oas inspected 
allegations re NRC assessment of Pullman Power audit program 
during Aug 1971 - Dec 1973 

NAGNER. N J , KIHSCH D F Region 5 Office o* Director 04/08/09 
Bpp 26307 32S 24x Fichc 50-2/5.04/00/09,0408300140 


04080703/6 IC Into Notice 04 6... ''Jherapy Mi sadmi h i strat t ons to 
Patients Undergoing Co-iO Teletherapy Treatments ’ Svr 
list end 

GRACb, J N DivisiOTi of QA. 9af«fguaids 6 Inspection Programs (Post 
030103) 04/00/10 consolidated Edison Co of New York, Inc 

laDpp 26 I JO 001 2JX Fiche 50-000.04/08/10,8408070376 


0408100009 IE Info Notice 81 63, ''Defective RHR Replacement Piping " 
Sve list enc) 

JORDAN, E L Di vision of Tmei gencij Pi ep ai e dnes s 4 Engineering 
Response (Post 830J03> 04 '08^13 Censolidated Edison Co of N^uj 

York* Inc ll9pp 26177 218 24X Fiche 50-000,84/00/13,0408100009 


0406200313 Ac k receipt or 840^30 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-275/04-10 
BISHOP, T Rogian 5. Offico of Director 94/08/13 8CHUVLER.J0 
Pacific Gas ^ Electric Co Ip 26133 OIL* 24 x 
Fichu 50-2/5,84/00/13. 04002003 13 


— S4OSPDO310 Responds tci Nf?C 84Oo20 )ti re violations noted in lE Insp 
Rept 30'2/5/D4-l0 Correcti'e actions Procedure C-4SI. 

"Mechnniral By pass , Jump ei * Lifted Circuit Log.” revised to 
include jumpers in clearance package 

SCHUYLER. J 0 Pacific Gaa t Electric Co 84/07/30 MARTIN, J D 
Region 5. Office of Director 4pp 26J33 013 B4X 
Flchs 50-2*^5.04/00/13. 0408200313 


8408100039 IE Info Notice 04-64, ' BWR HPCl Initiation Soal-In 1, 

Indication *' bvr list encl 

JGRD4N, E I i>ivi<>ion of Emeigencg Propat edness f. Engineering 
Response (Post 830103) 04/03/15 Consolidated Edison Co of New 

Yoilf. Inc I04pp ?&19d 0« 1 24 X Fiche 50-000,84/00/15.8409100031) 


640B100021 IE Info Notice Q 1-65, "Underrated Fuses Which May Adversely 
Affect Dp&ralion of Essential Electrical Equipment ' Sve 
list tncl 

JORDAN, r L Division of Lmerguncy Prepaiedness t< Engineering 
Respaiiso (Post 030103) O4/0B/16 Coiisol i dated Edison Co of 

Yorlf, Inc ilBpp 26193 001 34X fjeho 50-000.84/08/16,8408100021 


8400] 00055 lE Infu Notice 04 -6;^, "Undetec ted Unava i labl 1 1 by of 
Turb ine-Di’ 1 ven Auxitiaiy f oodwator Train " Sve list encl 
JORDAN, E i Division of emergency P? eparedness f Engineering 
Response (Post S30103) 84/03/17 Consolidated Edison Co of N<u 

York, Inc I20pp 26276 OOl 24X Fiche 50-000,84/00/17,8408100055 


8406140208 lE Info Notice 84-67. "Recent Snubber Inservice Testing W/ 
High Failure Ratos " 6vc list encl 

JORDAN. E L Division of tni**tgency Prcpaiedness it Frigineering 
Response (Post S30JO3) 84/09/17 Consolidated Edison Co of New 

Vorfc, Inc I?2pp 26276 122 24 < Fiche 50-000,04/00/17,8408140208 


0406210142 IE Info Notice 04 60, "Potential Deficiency in Improperly 
Rated Field Hiring to Solenoid Valves " Sve list encl 
JORDAN. C I Division of rmetgencij Prcpaiedness $< Engineering 
Response (Post 030103) 04/08/21 Consolidated Edison Co of Ksu 

York, Inc 11 5pp 26329 008 24* Fiche 50-000.04/08/21.8408210142 


ft Periodic oper<-i4-ing reports 6 related c ot resp ondence 


84O0OSO491 Forwards IE Insp Repts 50-275/84-13 V 50-333/04-09 on 
040430-0904 f/ notice Of violation 

DIBHQP.T W Region 5, Of five of Director 04/07/27 SCHUYLER. JO 
Pacific Gas • Electric Co ?pp 29974 ^'•44 a4X 
Fiche 50-275,04/07/27,8406080471 


-“8400080515 “Tochnicnl Assistance for Insp of Diablo Canyon IDVP," 
progress rept for Feb 1904 

NADE.M 0 , CUMMINGS, 0 E Lawrence Livermore National Laboratory 
FIN D ass? 84/03/14 hQRRILL,P J Region 5i Office of Director 
6pp 25774 259 24X Ficric 50-275.04/07/37,0408080491 
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— e ;OBO0O'’l "■ Tfi huifeil jr ^ 1 ti |i ij F L'lciblo Cangon IDVP " 

p-ragitfe 4 rijfi* tor Mar l/>f 1 

WAQF U' 0 f UriMiflGS C E I jujrenct? I weimOPP Nrttioti«ii Loboratortj 
FIW D-a'i5P MilPHlLl F' J Region 5< Office of Director 

Opp Firbe 50-13 '*'< FM ' O-^ ^ , fl »OBOf}04‘5 1 


— 84080305^' I *'T ethnical iru *- t-ur insp jF Piablo Canyon ICyp* " 

progress iep« fnr Apr I9H4 

UAUr, W Q ► CUlhnit»3iC e LaLicnti Liverrriore National Laboratory 
TIN G-B5SI> □;/05/ls riORRlUL-F J Region 5- Office of Director 
iapp 25774 2^,*? ?4i fit hi 50 '’75 £14 ^07 -- 27 . B4O8O0O4 9 J 


T Hc-OT ir«y tlansriipts on run-untilrust matters 


□406220388 Transciipt of B1U1J02 open meeting in Hash ing t on< DC re 
d J 9CUS5 i on 'poss lb 1 e 70te on toll pouei OL Pp 1-195 
Supporting docunenfcat ion enc 1 

» Commissioners 04/03/02 222pp 26211 003 24X 

FlcFie 50-2/5 34/08/02. 8 >10 0220330 


G40B200407 Tianscrip*^ of 040803 Commi ss i on meet mg i n Oa sb ing ton. DC re 
d 1 s cuss 1 on a 9 s 1 b 1 e vote on di det concerning carthqualces & 

Energency planning Pp 1-0 

* Commissioners 84/00/03 l3pp 26141 1/0 24X 

Fitbe 50-2/5.04/08/03.8408200407 


04O833OD2O Transcript ot M1O016 Commission meeting m Ua^bsng ton. DC re 
af f irmat lon/d iscuss I on r vote Pp 1“/ 

* Commissioners 84/03/16 lOpp 26294 013 24X 

F I c h B 50-000. 04/00/ 16. a408200020 


U Congress lonal /Lx ecut I ve Cgi i espondenc e 


Q40S0102/5 Responds *^0 040206 l*r re concerns over porcelvod tendency 
by stflFf to assume that riaigins of safety established by 
criteria need not be adhei ed to for sys not pivotal to 
safety 

DJRCKSjI>* J Clfficr OF the Lxecutive Director fot Gperationa 
04/07/20 PANLTTA-L House of Rep 9pp 25S72 342 24X 

Fiche 50-275. 04yO//2O. 0400010275 


—0400010277 Requests prepaiation of lesponse to Panetta 04O2OB 1 tr >00 
concerns re QA hcai ing 

pALLADlNf). N j Commissioners 04/06/17 DIPCKG.W J Office of 
the Lxecuti\e Director for Operations Ip 25072 351 24X 

FiChc 50-2/5. 84/07/20. 8400010.^73 


V Operator Cxanmations 


0408070045 CuniiT.ia schedui i iiy ol opoi ator wTitton t oral exams for 
040910-20 Transnittal of icf natl** listed in tsi'c 1 1 by 
040010 requested I ist of logisliral requirements also end 
PATE> R 3 Region 5. Of rice of Pnector 84/00/02 SCHUYLERi J D 
Pacific Gas V ElEc-tnic Co 4pp 2S950 038 24X 

Fl ch e 50-323, Q ;/0B/02, l\ 100070045 


B40B370479 Discusses telron between 3 Tlnlin fc J Elm re arrangements 
for admin I sirs' lOM or unttci, oral exams for senior 
reactor opeiators on 040710-Pa License applications should 
b-e submitted at least 60 days prioi to exam 

PATC, R J Region S, Office of Director 04/00/02 SCHliyLER, J 0 
pacific Gas 6 Electric Co 4pp 25941 206 a4X 
Fichr 50-275. 04/00/02. 84000704/9 


DOCKET 50-324 DHUN^tJICK 6TtAt1 LLECTRIC PLANT, UNIT 2 


F Security, medical, energency *, fire protection plans 


84O0J1O411 Forwards summary of 04OS3O meeting re proposed lOCFftSO 54<p> 
Changes to industrial security plans *, contractor screening 
program Meeting beneficial • provided better understanding 
between security staffs 

LEWIS 4 R C Region 2- Office of Director 84/06/19 UTLEY. E E 
Carolina Power *, Light Co 3pp 26333 310 24X 

Fichc 30-000. 04/06/17. 0408310411 


B409300315 Forwards CorrespondencB from FEMA forwarding evaluation of 
offsite emergency preparedness for B303J7 exercise 
LEWIS. R C Region 2. Office of Director 84/07/19 UTLCY.E- E 
Carolina Power f' light Co 2pp 26313 213 24X 

Flcflo 30-324.84/07/19,8400300315 


--8400300317 Fori.iards ''Brunswick Nuclear Power Plant Exercise on 030317, 
final rept 

(/RlMM. R W Federal Fmergency Management Agency 84/06/19 
JORDAN. E L Division of Emergency Preparedness f* Engineering 
Response <Posb 8301031 app 26313 215 24X 

Fiche 50 324,04/07/19.8100300313 


— 8 4 0830012 ? ' | 1 1 uiiSLi 1 r i Nuclcai Poutei Plant Exercise on 630 517 . “ final 
rep L 

■* ft.dCTal Frerqency Management Agency 84/06/03 40pp 
263 IJ 223 24 » Firhe 50-124 04/0-// 1 9 0400300315 


0400)3003*1 Revised eteigency plan implementing p rocedure s, me I ud ing 
Rev 7 t-o REP-02 2 re unusual event. Rc*v 7 to PEP-02 3 re 
alert, Rev 7 to PtP-02 4 re site emergency 8- Rev 11 to 
PEP-02 5 ro general emergericy 

* Caialina Power 35, Light Co 84 07/24 3Bpp 2S906 220 24X 

F l Che 50-324, 61/07/24. 8408030034 


04080300410 Rev 15 to radiological emergency response plan 

« Carol Mia Power * Light Co 84/07/24 27p p 25907 034 24X 

riche 50-324. 81 /O'/, 34 8408030040 


840816004* Fni wards request for addl info re procedures generation 
package <PGP) Review of PGP conducted pet Generic Ltr 82-33 
ISijppl 1 to NURE0-073/> 

VASSALLO. D H Operating Reactors Branch 2 04/07/27 UTLEY, E E 

Carolina Power Light Co 9pp 26126 162 24X 

Flche 90-324, 84/07/27, 8408160046 


©408230249 Forwards IE Safeguards Insp fiepts 50-324/64-21 & 
50-325/04-2! un 040730-0303 No violations or deviations 
Id ent 1 f 1 ed 

VERRELLl.D N Region 2. Office of Director 84/00/20 UTLEY* E E 

Carolina Power 5 Light Co 2pp 26207 290 a4X 

Fiche 30-324, 84/08/20, B4O8230249 


— 0403230235 IE Safeguards Insp Repts 50-324/84-21 I 50-323/B4-2i on 
840730-0803 No noncenp 1 iance noted Major areas inspected 
implementation of appioved security plan changes Details 
withheld (ref lOCFRa 790 ♦, 73 2i ) 

TfLLHAN.A , NCGUJRE. D R Region 2, Office of Director 84/08/13 
tp 26207 292 24X Fiche 50-324.04/08/20.8*100230249 


8408240316 Forwards SAUP Repfcs 50-261/84-24,50-324/04-16,50-325/04-16 
It S0-400/84-IG far Feb 1783 - Apr 1904 

LEWIS, n C Region 2, Office of Director 04/03/21 UTLEVi E E 
Caralina Power 7, Light Co 2pp 26225 230 S4X 
Fiche 50-000, 0 1/00/2 I, 0400240316 


— 0409240319 SALP ReptS 50-261/04-24.50-324/34-16,50-325/84-16 it 
50-400/04-18 for Feb 1903 - Apr 1904 

n Region 2, Office of Director 84/04/30 7lpp 26225 23S 24X 

riche 30-000. 84/00/21,0408240316 


8408260235 Vo 1 13 of Rev 3 to Plant tmergency Procedure PEP-03 3 I, 
In-F’Iant Monitoring b Surveys " W/040024 ltr 
HDWE.P W Carolina Pouor h Light Co 94/00/24 O'REILLY, J P 
Region 2, Office of Director 5pp 26262 201 24X 

Fl c h o SO-324 . 04/00/24, 0400280235 


K Utility Final Safety Analysis Report (FSAR) t amends 


0407260111 Forwards Amend 2 to updated FSAR for BrunauJi c ki Un its L << 2 
UTLEY, E E Carolina Power f Light Co 04/07/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 2S026 003 a4X 
Fiche 50-324. 84/0 7/20, B4072601 It 


— 0407. *601 12 Amend 2 io updated FSAR for Brunsuiic k , Units I L 2 

* Carolina Power ?< Light Co 8<1/07/20 9l2pp 23926 006 24X 

Fiche 50-324,84/07/20,0407260111 


P Operating license stage documents h correspondence 


04000/0016 Forwards Page 3/4 3-29 to Amend 97 to License DPR-68. 
correcting error made in Amend 93 on 04(3326 

VASSALLO. D D Operating Reactors Branch 2 Q4 / 07/26 UTLEY, E E 
Carolina Power 5 Light Co 3pp 25956 201 24X 

Fiche 30-324 , 04/07/26. 8400070016 


— B40B>0700ia Errata to Amend 97 to License DPfl-~62, corroc ting error made 
in Amend 93 on B4033B re trip function it Instrument number 
* NRC - No Detailed Affiliation Given 04/07/26 ip 259S6 203 
24X Fiche 50-324,84/07/26.8400070016 


8408130310 Forwards SER re TNI Items 11 F I 1. '*Conta inment Pressure 
Monitor," 1 1 F 1 3, ''Containment Hater Level Monitor" it 
1 1 F 1 6, “Containment Hijdrogcn Monitor " Design acceptable 
VASSALLO. D D Operating Reactors Branch 2 Q4/ 07/30 UTLEY, E E 

Carolina Power tt Light Co I2pp 26097 341 24X 

Fiche 30 - 334 . 04/07/30, 3400130310 
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9fl0jgC170DlB Notification or iiiueting Lu'util i is nFt}iPSd4«MD to 

diBcutfi intBgi 3 <'eo Bc^t&duJp mp tli ptio I ogy t< preliminary 
schedule 

CmOTENhlUlS- K Dpt-ratuig Iteactora Hi anch 2 Q‘\/Q7/3l Vy^SS^LLO* D S 

Oparating Keactoia RranOi 2 2pp 2b95? Of*3 5*1X 
FicUd 50-324> QdvO/Ol- 'OLMG 


a4000lOJ3l ir info Delibeiale Circumventing of Station 

Health Physic* Pr c l edur-e s. T list end 

jaRDAN. C L LivtOiori of Lui t* r y en i ij Pi op ar e diic s & I Engineering 
Response (Post Ouo C <0 Consolidated Edison Co of Nau 

York. Inc iS^i^pp «^'fc0*9 001 ?4V Fiche 50-000,04/08/06.8408010333 


B4OBOa0?76 Toriuards add I info re reload ana ) y s i s* per G40/J7 telcon 
Tei^uest concerning 040315 subi'iitt^l Add! F j HWR compressed 
model cases run to allou ^.cido to, t deflate core pressure 
drop 

ZmhERMAN. S f? Carolina Poutr ^ Light Co 84/07/31 VASBALLt). D D 
Operating Reactors Dranch 2 iJpp 2596S 261 24 X 

Fiche 50-324.84/07/31.0400030376 


8400000352 Responds tu 0406 J 3 reque'^t for ihfo ic analyses uaed in 
determining if setpoint logic changes needed to reduce luater 
clearing thrust loads associated u/second safety lellef 
valve actuations Analyses conducted per NUREG-0661 
CUTTER. A a Carolina Pomer I Liflht Co 84/OQ/OS VASBAtLO.D D 
Operating Reac + cira Branch 3 3pp 35966 300 247 

Fiche 50-324. B4/08/01. 8408090352 


8408070110 Oeneric Utr 84-19 to all licensees of operating reactors, 
applicants for 0L& 6 holders or CPs re availability -of 
Quppl 1 to NURE0~0933, "P r 1 Of 1 1 1 let l on of Ocneric Safety 
Issues Qvc list ericl 

ElSCNHUT.D G Division uf Licensing 84/0B/O6 Conan I Ida tod 

Edison Co of fieu York, Inc iQpp 36139 S30 34K 

Flchc 50-000.64/08/06. B40Q0701 10 


G4QB330S31 Informs that original startup date of 840923 revised to 
840916 NRC action on five applications to amend License 
DPn-6S required prior to startup 

7IMHERMAN.9R Cnrolina PoLrer t Light Co 04/08/16 VAS6ALLD. D D 
Operating Reactors Branch 3 2pp 36309 S20 34X 

Fiche 50-324,04/08/16,8408230221 


B4O920D3/5 Generic Ltr 84-20 to all licensees of operating reactors X. 
applicants for OLs re scheduling guidance for licensee 
suhnitbals of reloads that involve unrevieuod safety 
questions Sve list end 

KIBENHUT.O G Division of Licensing 04/08/20 Consolidated 
Edison Co of rieiu York, Inc I7pp 36276 244 a4X 
Ficho 50-000,84/00/20.8400200270 


0400010337 U liifo Nctii'e 04 6-*'. Fjilure of Air PurifyjTig Respirator 
Filter «» to Mce* Eii-iciency Requirement " Sve list oncl 
JQRDAN. E 1 Division of Emergency Preparedness Engineering 
nespant>e (Post B33I03J 04/00/06 Consolidated Edison Co of Meu 

Vark. Inc I23pp 36067 150 34X Fiche 50-000.84/08/06,8400010337 


B4O0O7O1PO IF Info Nnti,.? a4-ijl "O', ftr e < p os ure of DiVer m PNR 
Refueling favity Svi list encl 

JOHDAM. C 1 Division of Cmeigency Preparedness t Engineering 
Response <Pcist OJOluTl 04/00/OP Consolidated Edison Co of Neu 

York. Inc I20pp 36129 118 /4k Fiche 50-000.84/08/08.84 08070120 


84080703/6 IE Info Plnticc 04 'Inerapy Mi sadmin i s tra 1 1 ons to 

Patients Undergninq Ld- 60 Teletherapy Treatments " Sve 
list encl 

GRACE. J W Dlviaior, of QA. Safeguards tt Inspection Pragrams {Post 
a30i01> 04/03/10 Consolidated Edison Co of Meu York. Inc 

laSpp 36130 001 SOX Firhe 50-000,04/08/10.0408070376 


8408160129 Forufards Rf*v I to 'Analysis of Unrepaired Flow Indications 
at Drunsuick Steam Electric Plant. Unit 3 " Uelds acceptable 


per criteria in Generic Ltr 
Level 1,2 oi 1 demon? t rafted 
CUTTER, A D Carolina Pouier 
Operating Reacioi^ Branch 2 


Fiche 50-334,04/03/10.0408160129 


G4-11 Performance capability of 
per IE Bulletin 83-03 

* Light Co 84/oa/lO VAS5ALLO. D D 
2pp 26092 103 34 K 


— 8400160133 riC'* 1 to "Analysis of Unrepaired Flow Indications at 
Pruiiswick Stea,^ Clectrac Plant. Unit 2 " 

KLEINSNETH, M E . Gt'l+D. H v* NUTECK Engineers, Int CPL- 1 9-i03 ROI 
04/07/31 35pp 36093* 105 34X Fiche 50-324.04/00/10, 

8400160139 


0408 1 00009 
Bve list 
JORDAN. E 
Re?po>iso 
York, Inc 


IE Info Notice 84-63 "Defective RHR RepLaceme 
eric I 

L Division of Emergency Preparedness 6 Engin 
fi»05t 030103' 84/03/13 Consolidated Ed i s 

ll9pp 36197 210 24X Fiche 30-000.84/08/ 


nt Piping " 
eer 1 ng 

on Co of New 
13. 8408100009 


Q Inspection reports. IE Bulletins 4. corrokpoti (fence 


0407230229 fE Info Notice 04-S7, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial PoLrer Plants " Sve list end 

JORDAN. E L Division of fmergency Preparedness 8< Engineering 
Response {Post Q301O3J 84/07/37 Conso t i d.itfid Edison Co of New 

York. Inc U9pp 23065 047 a4X Fiche 30-000,04/07/27,8407250329 


840G370426 Act receipt Of 040711 Hr mformirig NRC of stops taken to 
torract violations noted in Insp Repts 30-324/84-14 jc 
30-325/04-14 

VERRELLliD H Division of Project U Resident Programs 04/07/31 

UTLEY. E E Carolina f’ouer 6 Light Co Ip 26257 001 34X 

PlcJie 50-324. 04/07/31 . 0408270426 


— 8408270431 Responds to NRC 840613 ltr re violations noted In Insp 
Ropts 30-324/B4~H t 50-325/04-14 Corrective actions 
procedures uilt be revised to allow tolerance for dead time 
of GelLil detector geunatry calibr not to exceed 5% 

DIETZ. C R Carolina Power L Light Co 34/07/Jl D'HEILLY.UP, 
Region 2, Office of Director 4pp 26297 002 24K 

Fiche SO-324, 04/0//31r 8400270426 


"8400270435 Forwards Insp Ropts 50-324/04-14 6 3O“3S5/04-i4 on 040921-25 
U notice of violatian 4 

UERRCLLI.D M Division of Project L Resident Programs 04/06/13 
UTLEY, e E Carolina Power i Light Co 2fp 26257 006, 24X 

Fiche 50-324, 84/07/31, 8400270426 


— 84-00270437 Notice of vlnlation from Insp an B40521-25 

* Region 2, Office of Director 84/06/13 Ip 26297 000 24X 

Fiche 30-324,04/07/31.0400270426 


— 0408270439 Insp Repts 90-324/84-14 6 50-359/84-14 on. 040321-23 
Vialation noted failure to follow procedures fop calibr of 
GeiUil detector sys 

KUZOiO Q , kdnTGDMERY. D M Region 2. Office of Dlrectar 
04/06/11 lOpp 26297 009 a4X Fiche 90-324. 84/07/31 , 8408270426 


0408280166 Supple response to IE DuHeftin 83-07. "Apparen t Lu Fraudulent 
Products Sold by Ray MU lor. Inc " No subji product-s in use at 
facllitiOB 

CUTTER, A 0 Carolina Power h Light Co 84/07/31 a'REILLYrJ P 
Region 2, Office of Director 2pp 26260 141 B4X 
Ficho 90-324. 84/07/31. a 4 0828 & 166 


8408100038 IF Info hofice G4 64, "DWR HPCI Initiation Soal-In & 
Indication " Sve list encl 

JORDAN.E L Division of emergency Preparedness A Engineering 
Response (f»o9t 8J0I03) 84/05/19 Consolidated Edison Co of N»w 

York, Inv lOipp 26193 09T 24X Fiche 50-000.84/08/19,8400100030 


□400100021 IE Info Ma*^ice 84-6'’l. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Clet-trical Equipment ■’ Sve 
list Phcl 

JORDAN I E L Divi'^ion of Emergencii Preparedness h. engineering 

Reapeiiso (Post 0301031 84/00/16 Consolidated Edison Co of Neu 

York. Inc llGpp 26193 OOl 24X Fiche 50-000,84/08/16.04 00100021 


8400100095 IC Info Notice 94-66. "Undetected Unavailability of 
Turb Jnc-Dr j ven Auxiliary reedwater Tialn " Sve list end 
JORDAN. C L nivision of Emergency Preparedness V Engineering 
Response -iPesf: 830103) 84/00/17 ConsoUdated Edison Co of Neu 

York. Inc I20pp 26276 OOl 24X Ficho 50-000. 84/00/47. B4O8100M5 


0408140208 IE Iniu Nu>ice 84-67. "Recent Snubber Insprvice Testing M/ 
High Failure Rates ” 8vc list end 

JDRDAW. E L Division of Emeigen(.y Preparedness L Engineering 
Response {Post 830103) 84/09/17 Consolidated Edison Co of Reu 

York. Inc 122pp 26276 l?f' 24X Fiche 50-000. B4/O0/17. 8408140203 


04B0230249 Fui wards lE Safeguards Insp Repts 50-324/84-21 U 
90-325/84-21 on 040730-0303 No violations or deviations 
identified 

VERREtLI.D M Region 2, Office of Directoi 84/QB/20 UTLEY.E E 

Carolina Power ft* Light Co 2pp 26207 290 24X 

riche 50-324,84/00/20,0400230249 


— 0408230259 IE Safeguards Insp Repts 50-324/04-21 L 50-329/04-21 on 
840730-0803 No fioncon-p 1 i an c e noted Major areas inspected 
Jciplementatlon of approved security plan changes Details 
withheld {ref lOCFRP 790 6 73 21 > 

TILLMAN. A . MCGUTRE, D R Region 2, Office of Director 84/00/15 
Ip 26207 292 24X Fiche 50-324.84/08/20.0408230249 


8408210142 IE Info Notice 84-68, "Pqtentlal Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Sve list oncl 
JORDAN. E L Division of Emer&oncy Preparedness 8« Engineering 
Respbose (Post B30LO3) Q4/0B/2I Consolidated Edison Cq of Niu 

York. Inic U5pp 26329 008 24X Fiche 90-000.84/08/21.0408210142 
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e4O0a^OJl/j f-iiruit^rd- ej I J •jO- 5S;‘}/84" 16. ‘30-325/04-1 A 

tc 50-400/04 IQ It/ 1 Fplt 170J /ip t 17S4 

LEWIS* P K PegiDfi . CJhfirH Of Unoctor R4 /OB/21 UTLEY. E E 
Carol ir»d Puii/or I :t, .Vp 2622? 230 34X 

Fiche 50~Ono O l/OB/21 * 04OB24O3 I 6 


— 040324031'! 3Al.r Rppts 50 - 26 I ' 04 -24/ 50- 324/Q4- 1 6- 50-325/B4- 16 *, 
‘>0-400/01-10 trr F*>h 19Uj - /*pT 1904 

♦ He g ion 2 j DFPice o h Oirt'-luf 84/04/30 7lpp 26225 232 24 X 

Fiche 50-OOu. 04/00/21, 04 082403 16 


S Ftppcjitcitld Ot.f.*jrr“nces LLP'". */ rololt^d correspcndcnce 


B40Q240J40 Part 21 rept td pie^it/nci. of Loctite-242 in CflD hydraulic 
contrul unit scra-i pilot, oolonoid val'p plunger Initial ly 
Tpporled on 84041J Nt i> thr&jd locking devices investigated 
5MERUDQD/ G G Ceneial ElecLnc Co 04/04/13 OCYOUMG.n C 
Dirertor s affi,.p Office of Inspeilion and EnPatcement 3pp 
26222 256 24X f i c h t 53-00i>. 84 04/13,8400240340 


8408100037 rnruianJs LER a3-ul9 Oir-2 

DIETZ* C R Carolina Pouier %> Light Co 04/07/12 Q'flEILLY* J P 
Region 2> Office or Director ip 24X Fiche 50-324,84/07/12, 
0408100039 


0408090390 LER 0J-O/5/U3L-1 un QjOBl3/ dryuioi 1 floor drain floui 
Integrator 2-G16“*lU-K601 indicated sump flow w/no pumps 
runnitig Causeo by lailed solder joint on output connector of 
integiatoi square root converter W/B40/17 1 tr 

PASIVA, M J . DICTi:<C R Carolina Power Light Co 04/07/17 
O'REILLV.J F’ Region 2. DfMce or Director 2pp 25993 204 24X 

Fichc 50 321.84 0 7 I QqOOO'/OS?© 


840813033U Special Rept 2-SR-04 iO on 040629. fire barrier limiting 
condition for operation initia^-ed for Fire Door 303 Door 
would nut iiropet hj upen due to problems w/hlnges 6 interlock 
device Door t epai r ed 

DIETZ. C R Carolina Puwer ’/ Light Co 84/08/03 O'REILLY, J P 
negiori 2, Office of Directui Ip 26010 215 24X 

Flcho 50 3? 4. 84/08/ F»3. 8408130338 


0408240227 I ER 8l''OiJ?-00 on 040727, reac tor piotection sys actuated due 
to elt'fticinic noli, spike ( jd&eiJ by section of Fallen 
grating resuli-mq from snagged technician respirator air 
line Orating replaced U/ 840820 1 tr 

PASIVA.M J . DIE-TZ r R ol ina Power 5 Light Co 04/08/20 2pp 

26036 314 24X Ficho 50-324.84/00/20,8400240227 


Q40Q310IQ6 F’art 21 tept ic tor us -to-reic tor bldg vacuum breakers Hemo 
of B4DU20 tclcon repuiting equipment quality 6 separation of 
controls to butterfly valves one 1 OE lacks technical info to 
adequately evaluate condition 

VILLA/R General Electric Co 94/08/21 ROSSI. C E Director's 
Off 111. Office oF InspocFion and Enforcement 3pp 26310 327 24X 

Ficht 50-000. 04/08/21 , 0408310186 


V Dperator Eiani na h i ons 


0408310014 Confirms 040605 tclcon rp Q40612 mgt meeting in Region II 
ofes to discuss up. oming operator exams * requa 1 1 f i cat i on of 
licensed operators following steam generator outage 
□ 'REILLY, J P Region 2, Office of Director 04/06/08 UTLEV. E E 
Carolina Power L Light Co Ip 26333 357 24X 

Fiche 30-000.84/06/00,8408310014 


D0CPET 50-325 DRUNBIJICK STEAM FLLLTRJC PLATIT, UNIT 1 


F Security, medical, energenry S, fire protection plans 


8408310411 Forwards summary of 840530 meeting re proposed 10CFR50 54<p) 
changes to industiial securiiy plans fi contractor screening 
program Meeting beneficial x piovided bettor understanding 
between security staffs 

LEWISiR C Region 2, Office of Director 84/06/19 UTLEY, E E 
Carolina Pouei !, Light Ca 3pp 26333 318 24X 

riche 50-000. 84/06/19. 8408310411 


8400300315 Forwards correspondence from FEMA forwarding evaluation of 
offsite emergency preparedness For 830517 exercise 
LEWIS. R C Region 2, Office of Director 84/07/19 UTLEY, E E 
Carolina Power 6 Light Co 2pp 26313 313 24X 

Fichu 50-324.04/07/19.8400300313 


— '6403300319 Foruai'ils "Brunswi i k Nuclear Power Plant Exercise on 030517.'* 
Pinal rept 

KRIMM.R W Federal Emsrgeticy Management Agency 84/06/19 
JORDAN. E L Division o t' Emergency Preparedness & Engineering 
Response <Post 830103) 8pp 36313 215 a4X 
Fiche 30-324 , 84 /07/ 1 9, 840D3003 1 3 


--0408300323 Drunsw i c > Nuclear Power Plant Exercise on 830317." final 
rept 

* I Ddpral tnerqenty Manag c ment Agency 04/06/03 40pp 
26313 223 24X Fiche 50-324. 84/07/ 19. a40B3003I5 


8400030034 Revised omarqency plan implementing procedures, me luding 
Rev 7 tu REP-02 2 re unusual event, Rev 7 to PEP-02 3 re 
alert# Rev 7 to PEP-02 4 re site emergency 6 Rev ll to 
PEP-Oa 5 Je general emergency 

* Carolina Power 8, Light Co 84/07/24 3Bpp 23906 22B 24X 

Fichu 50-324.04/07/24.0408030034 


0406030040 Rev 15 to radjologica] emergency response plan 

# Carolina Power & Light Co 84/07/24 27pp 23907 034 a4X 
Fichu 30-324, 84/07/24. 840B030040 


0400160046 Forwards request for addl info re procedures generation 
package <PGPI Review of PGP conducted per Generic Ltr 82-33 
t0uppl 1 to NURCG-0737) 

UABSALLa, D 0 Operating Reactors Ilrarich 2 04/07/27 UTLEY. E E 

Caroltna Power 6 Light Co 9pp 26126 162 24X 

Fiche 50-324. 84/07^27. 0408160046 


B40B230249 Forwards IE Safeguards Insp Repts 30-324/84-21 $c 
50-325/B4-21 on 840730-0303 No violatinns or deviations 
Idonti f 1 Bd 

UERRELLI.D M Region 2. Office of Director 04/08/20 UTLEY, E E 

Carolina Power 6 Light Co 2pp 26207 290 24X 

Fiche 50-324 . 84/00/20. 8400230249 


— 0409230255 IE Safeguards Insp Repts 50-324/B4-21 it 30-323/84-2i on 
840730-0003 No nanconp 1 i anc e noted Major areas inspected 
Inp 1 ementa tion of approved security plan changes Details 
withheld (ref 10CFR2 790 h 73 21) 

TILLMAN. A Region 2, Office of Director 04/08/15 Ip 
26207 292 24X Fiche 30-324,04/08/20.04 0 023 0249 


0 4 00240316 Forwards SALP Repts 50-261/B4-c:4r 30-324/B4-16, 30-325/84-16 
6 30-400/04-18 for Feb 1903 - Apr 19B4 

LEWIS, R C Region 2. Office of Director 04/08/21 UTLEV, E E 
Carolina Power 6 Light Co 2pp 26225 230 24X 

Ficho 50-000.84/00721,0408240316 


—0409240319 SALP Repts 50-261 /04-24i 50-324 /64-16, 30-325/94-16 & 
50-400/04-18 for Feb 1903 - Apr 1994 

* Region 2, Office of Director 84/04/30 7lpp 26225 232 24X 

Fiche 50-000. 84/00/21, 8408240316 


0408280235 Vo I 13 of Rev 3 to Plant Emergency Procedure PEP-03 3 1. 
'■In-Plant Monitoring &- Surveys " W/a40B24 ltr 

HOWE. P W Carolina Power & Light Co 04/08/24 O'REILLY, J P 
Region 2, Office of Director 5pp 26262 201 24X 

Fiche 30-324.84/08/24,0400280235 


K Utility P'inal Safety Analysis Report ( FSAR > €< amends 


B407260111 Forwards Amend 2 to updated FSAR for DrunswU k, Uni ts 1 & 2 
UTuEY, E E Carolina Power 6 Light Co 84/07/20 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip 25626 003 24X 

fiche 50-324 , 84/07/20. 0407260 1 1 1 


— 6407360112 Amend 2 to updated F8AR for Drum wlc k, Units 1 8( 2 

« Carolina Powei U Light Co 84/07/20 912pp 23B26 006 24X 

Flc he 50-324, 84/07/20, 84072601 1 1 


P Operating license stage documents 6 correspondence 


8400150310 Forwards SER re Till Items 11 F 1 1, "Containment Pressure 
Monitor," 11 F I 5, "Containment Water Level Monitor" 6 
1 1 F I 6, ‘'Containnent Hydrogen Monitor " Design acceptable 
VA68ALLQ, D n Operating Reactors Branch 2 B4/07/30 UTLEY, E E 

Carolina Power 6 Light Co i2pp 26079 341 24X 

Fiche 50-324 . 84/07/30. 04001503 10 


B40G07O21Q Notification of 040921 meeting w/utll in DethesdaiHD to 
discuss integrated schedule methodology 6 preliminari/ 
s c h Od iJ 1 e 

OROTCNHUIS, M Operating Reactors Branch 2 B4/07/31 VASSALLO, D B 

Operating Reactors Branch 2 2pp 25957 053 24X 

Fiche 50-324 , 04/07/3 1 , B40B0702 18 


B4080BD2/6 Forwards addl info re reload anal y s 1 s, per 840717 telcon 
request concerning B40315 submittal Addl FIBWR compressed 
model cases run to allou code to calculate -core pressure 
drop 

ZIMMERMAN, S R Carol ina Power it Light Co 04/07/31 VABSALLO, D B 
Operating Reactors Branch 2 0pp 2596 5 26 1 24X 

Fiche 30-324,84/07/31.8408080376 
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34060802*5? fJespand^ *-'1 Q4G6n t <3-r info re used in 

determining if setpoin*" loQiu i.tianges needed to reduce luster 
cleaiing thrust loiids associated vj sei-ond safetfj relief 
valve actuations liases conduu’ed p t r tt*jft£{,~Oibh} 

CUTTEi?i U Carolina Po-oief ' Liyht L t) Q4<'0e/0l VASSALLO' D fl 
Operating f^e.ictors Branch 2 2p p 29?6tr 300 ZiX 
riche ‘70-324. Ell- -^06/01. 040006 :*252 


B40B070110 ■Gereriu Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs ft holders of UPs re a/ailabilitg of 
Supp 1 1 to rJURFfJ~0933j *'Pr i nr j t J f a 1 1 on of Generic Safety 
I ssufis ” S'.c list enc I 

EISrMlL/T.C 0 Tr) VI SI on ot 1 iLer<i>ing 64/00/06 Consolidated 

Edison Co of Neui York. Inc iQpP 2*129 230 24K 

Fiche 'iO-000, 84 /OB ^06. B40a0'70l 10 


8408ak0009 Foruiards Amend 72 to License DPR-71 ? safetty evaluation 
Amend defers full'ctreke cycling of foul reactor 
InshT imenta 1 1 on sya i^iDlation valves 

GROrENHiJlS. M □pcratiiig Reactors Qi atu N 2 04/03/10 UTLEV'E E 

Carolina Power t Light Co 2pp 2619& 164 24X 

Flthe 50-325.64/06/10.6406210009 


--0408210012 Amend 72 to License DPn-71 deferring full-stroke cycling of 
four reactor instrumentation sys isolation valves 
VASSALLO/ D D Operating peactors Branch 5 64/OB/lO 4pp 
26195 106 24 X Pic he 50-325. B4/08/'lo, 04OQ21OOO9 


— 0406210013 Safety ovaJustiori supporting Amend 72 to License DPR-?! 

» Office of f/uclear Reactoi Regulation. Director 04/00/10 4pp 
26195 190 24X Flche 50-325.04/00/10.6400210009 


B4O02OO2/5 Generic Ltr 64-20 to all licensees af operating reactors fc 
applicants for DLs re scheduling guidance for licensee 
submittals of reloads that iriv'olve unrevieued safety 
questions Sve list enc 1 

EISENHUT.D G Division of Licensing 04/OG/2O Consolidated 
Edison Co of Net/ >ork. Inc I7pp 26276 244 24X 

Fiche 50-000.64/00/20.6406200275 


Q Inspection reports. lE Bulletins i correspondence 


6407250229 IE Inio Notice 64-57. 'Operating Eiperlence re Moisture 
Intrusion In 5d f ety-Nela t ecf Electrical Equipment at 
ComineTCial Power Plants *' Gve list end 

JBRDAMi E L Divioion of Emergency Preparedness f. Engineering 
Response (Rost 830103) 64/07/27 Consolidated Edison Co of New 

YorV. Inc ll9pp 25065 04-? 24> Fiche 50-000. 64/07/27. 6407250229 


640B270426 Ack receipt ot 04O7J 1 ltr inforniing NRC of steps taheii to 
correct violations- noted in Insp Repts 50-324/84-14 t* 

50-325/04-14 

VERRElLI.D M Division of Project t Resident Programs 84/07/31 

UTLGYjC E Carolina Poujbt t Light Co Ip 26257 001 24X 

Flche 50-324. 34/07/31. 0400270426 


--04O027O43I Responds NRC 640613 ltr re violations noted m Insp 
Rapfcs 50-334/34-14 K 50-325/84-14 Corrective actions 
procedures uill be revised to allou tolerance for dead tioie 
of OeCLl) detector geonetry catibr not to exceed 5!i 
DIErZ»C R Carolina Ponuer 2. Light Co B4/07/H O^RElLLY. J P 
Region 2. Office of Director 4pp 26257 002 24)C 

Fiche 50-324,64/07/31.0408270426 


-“8406270435 Forwards Insp Repts 50-324/64-14 & 50-325/84-14 on 840521-25 
& notice of violation 

VERRELLl.D M Division of Project t Resident Programs 04/'O6/13 
UTLEV. E C Carolina Power t Light Co 2pp 26257 006 24X 

Fichu 50-324. 04/07/3 i. 3406270426 


— 0403270437 Notice of violation from insp on 84052J-25 

* Region 2. Office of Director 04/06/13 tp 26257 006 24X 

Fiche 50-324.84/07/31.8406270426 


— 0406270439 Insp Repts 50-JS4/Q1-14 ft 50-325/04-14 on. 640521-23 
Violation noted failure to follow procedures For calibr of 
Do(Ll) detector eys 

KU 2 a, 0 B , MONTGoriEKk.D M Region 2, Office of Director 
04/06/11 JOpp 26257 0Q9 24X Fiche 50-324,84/07/31,0408270426 


Q40B280166 Suppis respi>n$e tn JE Bulletin B3~£>7i "Apparently Fraudulent 
Products Sold by Ray Miller. Inc " No subj products in use at 
fac 111 ti es 

COTrERiA Q Carolina Power L Light Co 04/07/31 O'REILLY, J P 
Region 2i Office of Director 2p p 26260 14C 24X 

Fiche 50-324,64/07/31.6400280166 


6400010333 IE Info Notice 04-59, "Oetiberate Circumventing of Station 
Health Physics Procedures " Sve list end 

\/ORDANi E L Division of Tmergericy Preparedness & Engineering 
Response iPost 630103) 64/08/06 Consalidated Edison Co at Hew 

York* Intf Ea2pp 2*069 00 1 24K Fiche 50-000. 04/00/06, 6408010333 


940aoiOnj'’ It Ir.ffi Nu+irp ill 'Failine of Air Purifying Respirator 

rillur., tu noH-f fc. f I i c i ij q. i rumetd &vc list enc] 

JOFiUAN, L L r. df rjr.eig-nri, rrcpaiedness ’ Ervg inhering 

Response <1 . I (’4 ' 06 Consolidated Edison Co of NeU 

Vox k Int 12jpp J6067 15b 34 X Pithe 50-000, Q'WO0/O6. 8406010337 


6408070l2r, IL Jr>fo Notice 0 I-Cj1, ‘ Ovot exposure of Diver in PWf? 
Refueling Cavity ' Sve list end 

JORDAN, E L Di'is'on Of Lmcigency PTeparedness t Engineering 
Response 'F^ost UJv.l03) HI.U5.O0 Consolidated Edison Co of Neu 

Vorir, Int I2jp(j .'t 1 29 1 Ui 24 X Tithe 50-000. 04/08/08. 0400070120 


D40a37t)3/t» IL Into )ro< iCr Dl tie Thetapy h i sadm i ni s 1 1 a 1 1 ons fco 
Patients Hndei going ro-6-0 Teletherapy ireatments “ Sve 
list LJIC I 

GRACL. J N Di.ision of QA. Safeguards trispection Pi n grams fPost 
030I0J) G4/CS IM Cunso- ] i dated Edison Co of New Yorli, Jne 

J25PP 261 JO 001 f*4< F chc 50-000,04/08/10,8408070376 


6408)00009 IE Irfa Notito 84-6? ‘Defective RJIf) Replacement Piping ’ 
Sve list ehv ) 

JCROAN. C L Pivisiun of Emergency Preparedness f Engineering 
Response fPost 030103) 64/08/13 Consolidated Edison Co of New 

York. Jrc 119pp 26197 218 a4X Fit he 50-000. 64/08/ 1 3. B40B 1 00009 


0408100038 IE Info Notice 04-64, "DNR HPC I Initiation Seal-In It 
Indication " Sve list eneJ 

JORDAN, c L Division of Cmergencg Preparedness ♦< Engineering 
Response (Post 630103) 04/06/15 Consolidated Edison Co pf Neu 

York, Inc I04pp 26198093 24X Fiche 50-000.04/06/15,8406100030 


6408100021 ir InFo Notice B4-65. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electiical Equipment " Sve 
list an c I 

JORDAN. E L Division of Emergency Preparedness 8< Engineering 
Response (Post 630103) 04/00/16 Consolidated Edison Co of Ney 

York. Inc llBpp 26190 001 24X f'iche 50-000.64/06/16,840010002! 


9400100055 IL Inro Notice 84-66, 'Undetected Unavailability of 
Torbine-Dri ven Auiiiiary f-eetlwater Tram " Svc list enc 1 
JOROAN.E L Division of Emergency Preparedness ). Engineering 
Response (Post 630L03) 64/06/17 Consolidated Edison Co of Neu 

York, Inc laOpp 26276 Oul 24X Fiche 50-000.64/08/17,8408100055 


6408140206 IE Info Notice Q4-67, "Recent Snubber Inservice Testlnff W/ 
High pat lure Hates “ Svc list encl 

JORDAN. E L Oiiision of Tmei gency Preparedness h Engineering 
Response (Post 030103) 04/09/17 Consolidated Edison Co of New 

York. Inc 122pp 26376 12J 24X Fiche 50-000, 84/00/ 1 7, 8400 1 40200 


6409230349 Forwards IE Safeguaids Insp Repts 50-324/84-21 & 
50-325/94-2) un 040730-0003 No violations or deviations 
1 dentl f 1 ed 

UERRElLI.D N Region Office of Diiector 84/00/20 UTLEY. E E 

Carolina Pooer 6 Light Co 2pp 26207 290 24X 

Fiche 50-324. 04/00/20, 8400230249 


--D40B930253 IE Safeguards Insp Repts 50 324/04-21 L 50-325/04-21 on 
04(}73O-O6O3 No none onp 1 lanc e noted Major areas inspected 
implementation of approved security plan changes Details 
withheld (ref 10CFR2 790 t 73 21 ) 

TULMAN. A . MCGUIRE. D R Region 2, Office of Director 84/00/15 
ip 26307 292 24X Fiche 50-324,64/03/20.8408230249 


04062)0142 IE Info Netice 84-6B. "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " &vc list encl 
JORDAN, E L Division of Emergency Preparedness C. Engineering 
Rosponee (f’ost 800103) 84/09/21 Consolidated Edison Co of Neu 

Yark, Inc 115pp 26339 006 24X Fiche 50-000.84/00/21.8408210142 


8409240316 Forwards ^ALP Repts 50-261 /84-24. 50-324/84-1 6i 50-325/04-16 
& 50-400/04- IG for Eeb 1 9Q3 - Apr 1904 

LEWIS.R C Region 2, Office of Director 64/00/21 UTLEY, E E 
Carolina Pau^r h Light Co 3pp 26225 230 24 X 

riche 50-000.04/06/21,8400240316 


—8409240319 SALP Repts 50 - 261 '04-24. 50-324/04-16, 50-325/84-16 
50-400/84-10 for Feb - Apr 1904 

e Region 3, Office of Diiector 64/04/30 71pp 26325 232 24X 

Fiche 50-000.84/00/31,0 408240316 


S Reportable occurrences. LERs & related c nrr es p ondenc e 


0408240340 Part 21 rept re presence of Loctlte-342 in CRD hydraulic 
cuntioL unit scran pilot solenoid valve plunger Initially 
reported on B40413 New thread locking devices investigated 
SHERWaOO.G G General E lac trie Cq 04/04/13 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement 3pp 
26222 356 24X Fiche 50-000.04/04/13,0408240340 
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0 ^O 6 O/O{^ 6 O NPi'£5 TiuiiL Dnp I lani e iiot 1 1 i c p t j on on 7'2I < one cooling 

liiater pump h-iij u«*» u o >»cr,i,n5 C«iUiied bi^ lemoval ot- bar 
trash fur l Ironing bpore latJ- installed I scieens 

r eturfit d to 5 /c 

STARKLY R 13 C ar o I i no Po w.. i ' I i g h t C n B^/O<b/Od WAKILD>C Worth 
Carol tna> 'ilate of Ip 21 4i I'OO 24^ Fiche 50-325. 64/ OA/04, 
BAOLO/OObO 


B40BO9QA32 LCR aJ-U23/03L-l on Clj0426. loss of offsite poucr 
Qccuried tuhan 230- kV bus 10 madvarlentlij tripped Caus(?d bg 
personnel error Trip signal cleared ♦ offsite pouier 
restated Ti aiis former E-6 replaced 11/040718 Itr 
PASTVA.M J . OILTZ C 9 Carolina Poioer t Light Co B-1/07/1B 

O'REILLV.J H Region 2. Office 0* Piiotior 5pp 25'?93 239 24Y 

Ficfie 50 325.84/07/18.0408090432 


8400060(188 NPLCb noncomp 1 lanc e notification on 040619 5 20. flow 
mlnimiiation suspended Flow of lOlO cubic ft per second 
recorded both dags Weather change allowed return to min 
aOO MW sgs T eserve 

STARKLY. R B Carolina Power t Light Co 04/07/26 WAKILO.C Worth 
Carolina. State of Ip 25V35 30B 24X Ficho 50-325. B4/07/26. 

□408060080 


Q43Q010295 NPDES noncomp 1 xance notification on 040704-1 1 . uni t operated 
w/leso than two fine mesh ecicens on coolini} uiater pump ID 
bag Caused bg scheduled naint t mx sc ommuni cat ion Action 
taken to prevent recurrenue 

STARKEY. R 0 Carolina Pouiei K Lxght Co 84/07/27 WAKlLD. C North 
Carollnai State of Ip 25866 190 24X riche 50-325*84/07/27. 

Q403010295 


Q40B090032 LFR 84-009-00 on 840601.08 t 13, during powor oper at I on. min 
florj valves of core sprag sqs pumps closed l< declared 
tnoperahlc Caused by design defect Mods will be Implemented 
PASrVA. « J . DIETZ.C R Consumers Power Co 84/07/27 5pp 
25992 097 24X Ficho 50-329,84/07/27.8408090032 


04061600/5 LCR 03-O21/O3L-1 on 8311 16. while withdrawing control rods 
during reactor startup, ful I - in light Ijt while rod 50-35 
withdrawn Add] position indication problems noted Causod by 
dof«cti/e PIP connectors 6 reed switches W/040727 Itr 
PASrVA.M J , DJETZ.C R Caiolina Power 5 Light Co 84/07/28 
O'nClLLY. J P Region 2. Office of Director 2pp 26108 232 24X 

Fiche 30-325.84/07/20.8400160075 


0400060120 LCR 04-01 1-00 on 84071 1 . contr o 1 bldg emergency air 
filtration sys Train A automatically star e<f due to spurious 
fire alarm in back panel area No failures or personnel 
involvement identified H/Q40731 I tt 

PASTVA. M J , DIETZ.C R Carolina Power Light Co 84/07/31 Spp 
25933 191 24X Fiche 50-325. 84/07/31 . Q4O0O6O120 


0409160131 LLR BI-046-01T on 010414. snubber shaft of hydraulic snubber 
1 -“El 1-47SS326 broke Caused by w^itei bcimmer of RHR sys 
condensing piping due io steam pocket Snubber repaired, 
tested It returned to svc W/Q40803 Itr 

PASTVA. H J . DIETZ.C R Carolina Power A Light Co 84/08/03 
Q'REILLY. J P Region 2. Office of Director 3pp 26100 112 a4X 
Fiche 50-329.04/08/03.8408160133 


8400310166 Part 21 rept re toi us-to -reac tor bldg vacuum breakers Memo 
of B40U20 tolcon reporting equipment quality *< separation of 
controls to butterfly valves end OE lacks technical info to 
adequately evaluate condition 

VILLA.R General Electric Co 04/00/21 ROSSI, c E Director's 
Office. Office of Inspection and Enforcement 3pp 26310 327 24X 

riche 50-000.84/00/21.8400310186 


8400300312 NPDES nonconp 1 lance rept on 040001-02. uni t operated w/lesS 
then two fine mesh screens Caused by clogging of circulating 
water pump by marine growth t back pressure-induced trip due 
to impinged jellyfish Dar rack replaced screens cleaned 
STARKEY. R B Carolina Power & Light Co 04/08/22 WA^ILD, C North 
Carolina. State of Ip 26314 331 24X Fiche 50-325,84/00/22. 

□400300312 


V Operator Examinations 


0400310014 Confirms 840605 telcon re B40612 mgt meeting ir> Region II 
ofcs to discuss upcoming opeiator exams 6 requa 1 i f i catl on of 
licensed operators follouing steam generator outage 
O'REILLY, J P Region 2. Office of Director 84/06/08 UTLEY. E E 
Carolina Power Zt Light Co Ip 26333 357 24X 

Fiche 30-000.84/06/00.0400310014 
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F Security, medicsl emergency fire protection plans 


0408270091 Ac k receipt of 840629 Itr re proposed research reactor 
emergency plan Jji*ty-<lay eitensiori of deadline for response 
to questions raised by NRC lequested 

MILLER. G E California. Univ of. Irvine. CA 04/00/20 

THOMAS. C 0 Standard I rafr ion f Special Projects Branch Ip 

36247 357 24x Fiche 50-326.84/00/20,0408270091 


DOCKET SO-337 SEQUDirAH NUCLEAR PLANT. UNIT 1 


F Security, medical, emergency * fire protection plans 


0406300316 Ac k receipt of 040503 Itr re emergency exerciEC scheduled 
for Jul 1984 Revieu uf info submitted re scope 6 objectives 
of planned oierci^c indicates no questions Scenario 6 
contraJler messages will be reviewed 4 evaluated 

VERRELUI.D M Reqior 2, Office of Director 04/05/31 PARRIS. H 0 
Tanncs^ee Vallsy Authority Ip 26308 327 24X 

Fiche 50-327 . 04/05/3 1 . 04083003 1 6 


0408300402 Forwards summary of 840530 meeting ui/TVA. Alaba ma Pouer Co. 
Florida Power Corp. Florida Power t< Light V Georgia Power Co 
re selected emergenctj prepaiedness issues 

O'REILUY.J P Region 2, Office of Director 84/06/08 PARRIS. H 0 
Tennessee Valley Authority 4pp 26308 116 24X 

Fiche 90-000.04/06/08. 8408300402 


8408300193 Forwards 040612 Itr detailing overall planning far B40620 
French security team visit to facility Biographical info 
for each team member included 

LEWIS. R C Region 2< Office of Director 84/06/15 TUCKER. H B 
Duke Pdwer Co Ip 26300 l39 24X Fiche 50-000.04/06/15. 

6400300193 


— 6406300204 Requests authorisation for six French security experts 
hosted by NRC to visit McGuire facility on 840620 U Sequoyah 
facility on 04 Oo 22 Biographical info ^ itinerary end 
LAFlEUR, J D Office of International Programs. Director 
84/06/12 TUCKER. H B Duke Power Co PARRIS. H G Tennessee 
Valley Authority 9pj> 26300 140 24X Fiche 50-000.04/06/15, 

0400300193 


0408300459 Ac k receipt of 940620 Itr informing NRC of steps taken to 
correct violations noted in Inap Repts 50-327/03-13 6 
50-328/83-13 

VER-RElLI.D M Division of project 8f Resident Programs 84/07/13 
PARRIS. H 0 Tennessee Valley Authority Ip 26314 095 24X 

Fiche SO-327, 04/07/13. G40S300459 


—3408300469 Responds to NRC 030913 Itr re violations noted in Inep 
Repts 50-327/03-13 It S0-32O/B3-13 Installation of new 
communications sys delayed until 640901 due to- revised matl 
delivery date 

HAMMER. D S Tennessee Valley Authority 84/06/20 0 'REILLY. J P 

Region 2. Office of Director Ip 26314 096 24X 

Fiche 50-327.04/07/13,8400300459 


— 6400300477 Responds to MRC 030913 Itr re violations noted in Insp 
Repts 50-327/03-13 6 50-328/E3-13 Corrective actions 
revised emergency monlto-ring implementing procedures will be 
completed by 040601 

MILLS. L M Tennesseq Valley Authority 84/05/01 O'REILLY.J P 
Region 2. Office of Director Ip 26314 097 24X 

Fiche 50-327.04/07/13.6 400300459 


0408300363 Forwards summary of 040711 meeting w/utll in Region II ofc 
re proposed compensatory mieasures associated w/securlty 
powor block concept Attendance list also enc I 

LEWI8.R C Region 2» Office of Director 04/07/17 PARRIS.H 0 
Tennessee Valley Authority 4pp 26300 194 24X 

Ficho 30-327, 04/07/17. 6408300363 


04OBO6O234 Revs to radiological emergency plan implementing procedures. 
Including Rev 2 to SON IP-7, "Activation of Operabions 
Support Ctr" i< "Rev 3 tp SON IP-15. "Emergency Exposure 
Guidelines " W/B40730 itr 

MILLS. L M Tennessee Valley Authority 04/07/30 O'REILLY. vl P 
Region 2. Office of Director 30pp 25934 07B 24X 

Fiche 30-327.04/07/30.04080602 54 


0400300519 Confirns 040726 telcon re 840003 mgt meeting to discus* 
development << implementation of lOCFRso.App ft program at 
Idett* Dar 4- status of Sequoyah program 

O'REILLY. JP Region 2. Office of Director 04/07/30 PARRIS, H 0 
Tennessee Valley Authority 2pp 26313 300 24X 

F I c he > SO'OOO. 84/07/30. B40B3005 1 9 
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840B10Q024 Rflv 12 to rddialogicai Emergency plan W/a40806 Itr 

MILLS, L M Tennessee Valley Authority e 4 / 08 /OA. O'pEtLt-V. J P 
Region 2. Office nf Director 41pp 25990 117 a4X 
Fiche 50-327-84/00706,0400100024 


P Operating license stage docunents £ii correspondence 


B40B030019 Foruiards responsea to J Singh 340522 verbal nues t ions, re 
control of heavy loads 

rllLLSiL M Tennessee Valley Authority 84/07/27 ADEMSAM. E 
licensing Branch 4 2pp 25907 092 24X Fiche 50 - 327 . B4/07/27, 

6400030019 


— 0408030025 Rev 3 to Procedure «!“* 2^3, ''Control o# Heavy Loads in 
Critical LlFtlPg Zones ~ NUPE0-0&I2 " 

DQTy, J W < WHEELER, L J Tennessee Valley Authority 64/05/21 
23pp 25907 094 24X Flthe 50-327,64/07/27,0408030019 


6400030026 Forwards request justification for relief from hydrostatic 
tast requlreffients io ASHE Code. Secti on XI, Summer 1970 
addenda Expeditious revieL> requested to support Cycle 2 
refueling outage scheduled for 040900 

MILLS, LK Tennesse* Val ley Authority 64/07/30 ADENBAM, E 
Licensing Branch 4 2pp 25907 082 34X Flcho 50-327,04/07/30, 

0400030026 


8406160425 Summary ef 840720 meeting u/utlls 4( West inghous^e re 
containment analysis *t superheat effects on environ 
qualification 

WIOOINTDN, D L operating Reactors Oranch 1 04/07/30 Operating 

neactors Branch 1 4pp 26143 265 24X Fiche 50-000,04/07/30. 

0406160429 


640B070133 Ferwards response to B40720 request re postulated event 
concerning main steam line break Inside & outside 
containment Based on modeling experimental da ta, containment 
temps uiQuld not approach F6AR values 

MlLLSiL M Tennessee Val ley Author ity 04/08/02 ADENSAM.E 
Licensing Branch 4 4pp 25949 354 24X Fiche 50-327*84/00/02. 

0408070133 


0400070110 Oenerlc Utr 04-19 to all licensees of operating reactors, 
applicants for OLa 8* holders of CPs re availability of 
SuppI 1 to NURE'O-0933, "Priori ti zatlon of Oenerlc Safety 
Issues " Sve list end 

EtSENHUT.DO OiVislDn of Licensing 64/00/06 Consolidated 

Edison Co of Neu Vorl, Inc lapp 261S9 236 24X 

Fiche 50-000,84/00/06.8400070110 


04OB14O932 Foruards Rev 10 to offsite dose calculation manua 1 
MILLS, L M Tennessee Val ! ey Authority 64/00/06 ADENSAN, E 
Licensing Branch 4 ip 26064 123 24X Fiche 50-327,04/00/06, 

6 400140532 


— B40B140535 Rev 10 to affsite dose calculation manual 

e Tennessee Valley Authority B4/OB/06 |2pp 26064 i24 24X 

Fiche 50-327,04/08/06,0400140532 


'408230097 Forwards draft Industry 2>egrad»d Core Rulemaking Program 
Technical Rept 23 1, "Sequoyah Nuclear Plant Containment 
Avtalyais," for Meeting 3B Rept Inconsistent u/foitr end 
repts previously sent 

FONTANA, M H Technology for Enersg Corp 64/08/07 DENTON. H R . 
CASEiE Office of Nuclear Reactor Regulation, Director. HOUSTON, R 
NRC - No Detailed Affiliation Qiven 2pp 26234 -OOi 24X 
Fiche 9O-OD0, 84/06/07,8400230097 


‘0400230105 Draft "Sequoyah Nuclear Plant Integrated Containment 
Analysis," technical rapt 

* Industry Degraded Core Rulemallng Program 84/07/31 152pP 

26234 003 24X Fiche 50-000.04/00/07,6406230097 


0408230100 Draft "Resuspenston of Deposited Aerosols Following Primary 
Byf or Containment Failure, *' technical rept 

« Industry Degraded Core Rulemaking Program 04/07/31 75pp 
26234 154 24 X Fiche 50-000, 04/00/07. 64 08230097 


8408230112 Draft "Evaluation of Containment Bypass & Failure ta 
Isolate Sequencer far Industry Degraded Core Rulemaking 
Program Ref Plants, " technical rept 

♦ Industry Degraded Core Rulemaking Program e Fauske b 
Associates, Inc FAj/04-9 DRFT 04/07/31 U4pp 26234 231 
24X Fiche: 50-000, 04/00/07 , 0400230097. 


040 8230116 Draft "Zion Nuclear Generating Station Integrated 
Containment Analy sis, " technical rept 

# Industry Degraded Core Rulemaking program 04/08/07 £l9pp 
86234 335 24X Fiche 50-000,04/06/07,0408230097 


8408230119 Draft "Grand Gulf Nuclear Station Integrated Containment 

Analysis, " technical rept 

♦ industry Degraded Core Rulemaking Program 84/06/07 i79pp 
26235 094 24 X Fiche 50-000,84/06/07.8406230097 


— B4DB230131 Draft, "Peach Bottom Atomic Power Station Integrated 
Containment Analysis," technical rept 

X Industry Degraded Core RulemaVlog Program 84/08/07 75pp 
26235 269 24X Fiche 50-000,04/03/07,8406230097 


6403200275 Generic Ltr 94-20 to all licensees of operating reactors 
applicants for QlLs re scheduling guidance for licensee 
submittals of rpJuads that involve uhreviewed safety 
questions Sve List encl 

EISENHUT, D G Division of Licensing 84/06/20 Consolidated 

Edison Co of New York, Inc I7pp 26S76 244 24X 

Fiche 50-000,04/00/20,0408200275 


6400270156 Application to amend Licenses DPR-77 b DPR-79, c ha ng 1 ng Tech 
Specs to allow use of fifth vital battery when one of 
trained vital batteries out of sve Fee paid 

SHELL, R H Tehnesaec Valley Authority 64/06/20 ADENSAM, E 
Licensing Oraneb 4 tp 26243 227 24X Fiche 50-327,04/08/20. 

8400270156 


— 8408270162 Proposed Tech Specs allowing use of fifth vital battery whfn 
trained vital batteries out of svt 

» Tennessee Vailey Authority 04/00/20 30pp 26245 220 24X 

Fiche 50-327. 04/00/20, 0400370136 


0 Inspection reports, IE Bulletins 6 correspondence 


0408300459 Ack receipt af 040620 ltr informing NRC of steps talon to 
correct violations noted In Insp Repts 50-327/03-13 
90-326/63-13 

VERRELUI.O M Division of Project tt Resident Programs 84/07/13 
PARRIB, H 0 Tennessee Valley Authority Ip 26314 099 24X 

Fiche 90-327.04/07/131-0406300439 


— 8406300469 Responds to NRC 030913 ltr re violations noted In Insp 
Repts 50-327/83-13 t( 50-326/63-13 Installation of new 
communica t ions sys delayed until 840901 due to revised motl 
delivery date 

KAliHCR.DS Tennessee Valley Authority 04/06/20 O'REILLY, JP 
Region 2, Office ef Director ip 26314 096 24X 

Fiche 90-327.64/07/13,0408300499 


— B408300477 Responds to NRC 630913 ltr re violations noted in Insp 
Repts 50-327/83-13 ft 30-320/03-13 Corrective actions 
revised emergency monitoring implementing procedures will be 
completed by 040601 

MILLS.LM Tennessee Valley Authority 84/05/01 O'RErLUY, JP 
Region 2, Office of Director Ip 26314 097 24X 

Fiche 50-327.64/07/13,0408300459 


6407250229 IE Info Notice B4-57, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " 8vc list end 

JDRDAN.E L Division of Emergency Preparedness ft Engineering 
Response (Post 0301031 84/07/27 Consolidated Edison Co of New 

York, me lI9pp 29065 047 B4X Fiche 30-000,04/07/27,8407230229 


0406270369 Ack receipt of 640716 ltr Informing NRC of steps taken to 
correct violations noted in Insp Repts 30-327/64-11 ft 
50-320/04-1 1 

LEH16.R C Region 2, Office of Director 84/07/27 PARRIB^H 0 
Tennessee Valley Authority Ip 26256 240 24X 

Fiche 50-327, 04/07/27, 6400270365 


— 8400270370 Responds to NRC 840614 ltr re violations noted in Insp 
Repts 50-327/84-11 U 30-320/64-11 Corrective actions 
personnel relnstructed on impontance of checking limiting 
condition far operations prior to mode change 

MILLS, L M Tennessee Valley Authority 64/07/16 O'REILLY, JP 

Region 2, Office of Director 7pp 26S56 249 24X 

Fiche 90-327, 04/07/27. 6408270365 


--B408270375 Forwards Insp Repts 90-327/64- U ft 90-328/64-11 on 
840406-0505 tc notice of violation 

LEWI8, R C Region 2, Office of Director 04/06/14 PARRIS, H 8 
Tennessee Valley Authority 2pp 26236 236 24X 

Fiche 50-327,64/07/27,6 400270363 


—0408270378 Notice of violation from insp on 040406-0509 

e Region 2, Office of Director 04/06/14 3pp 26256 256 24X 

Fiche 30-327, 64/07/27, 0406270365 
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-B4OB27O302 Insp Repts 50-327/04-11 It 50-32B/Q4-'J J on 040406-0305 
Noncoffip 1 lance noted changing w/Tech Spec 

1 ns tr umenta 1 1 on out of commmiss loni fa i lure to control mods, 
failure to retrieve OA records t inadequate testing of mods 
FOfID, E ^ . BUTLER, S D i JULIAN. C A Region 2. Office of Director 
64/06/13 lOpp 26236 261 24X Flche 50-327, 84/07/27. 0408270365 


640B090156 LEB 84-^044—00 on 840705, dur 1 ng SI -7 test on diesel generatoi* 
I A-A. rama Inlng three diesel generators automatical Ig 
started Caused by personnel error Training revised to 
emphasiiB procedures ti/040803 Itr 

COOPER, « R . WALLACE, P R Tennessee Ua 11 ay Authority 84/08/03 
3pp 25994 327 24X Fiche 30-327,84/08/03,0408090156 


9400010333 IE Info Notice 84-59. “Deliberate Circumventing of Station 
Health Physics Procedures '' Svc list end 

JORDAN. E U Division of Emergency Preparedness Cc Engineering 
Response IPost 830103) 84/08/06 Consolidated Edison Co of Nblj 

York. Inc I22pp 26068 001 24X Fiche 50-000,84/08/06.8408010333 


8408010337 IE Info Notice 04-60. “Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc list end 
JORDAN. E U Division of Emergency Preparedness & Engineering 
Response IPost 630103) 04/08/06 Consolidated Edison Co of Neui 

York. Inc i23pp 26067 158 24X Fiche 50-000.84/08/06,8408010337 


84OB070120 IE Info Notice 84-61. “Overe* posure of Diver in PWR 
Refueling Cavity " Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post B30103) 84/08/08 Consolidated Edison Co of Neu 

York. Inc I20pp 26129 118 24X Fiche 30-000.04/08/08.8408070120 


8408070376 IE Info Notice 04-62. “Therapy Ml sadroini strat i ons to 
Patients Undergoing Co-60 Teletherapy Treatments " Svc 
1 1st enc 1 

ORACE. J N Division of QA. Safeguards & Inspection Programs (Post 
030103) 04/08/10 Consolidated Edison Co of Neu York. Inc 

12Spp 26130 001 24X Fiche 50-000.84/08/10.8400070376 


8406100009 IE Info Notice G4-'63. “Defective RHR Replacement Piping “ 
Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 630103) 84/08/13 Consolidated Edison Co of New 

York, Inc ll9pp 26197 218 24X Fiche 50-000.84/08/13,8408100009 


8408100030 IE Info Notice 84-64. "DWR HPCI Initiation Seal-In It 
Indication *' Svc list end 

JORDAN. E L Division of Emeigency Preparedness Engineering 
Response (Post 830103) 64/08/15 Consolidated Edison Co of New 

York. Inc 104pp 26190 093 24X Fiche 50-000.04/08/13.8408100038 


0408100021 IE Info Notice 84-65. “Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 630103) 64/08/16 Consolidated Edison Co of New 

York. Inc llBpp 26198 001 24X Fiche 30-000.84/08/16,0408100021 


0408100035 IE Info Notice 04-66. ''Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train “ Svc list end 
JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co of Now 

York. Inc I20pp 26276 001 24X Fiche 30-000. 84/00/ 17. 0408100055 


B40B140208 IE Info Notice 84-67. ''Recent Snubber tnservlce Testing W/ 
High Failure Rates “ Syc list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 84/08/17 Consolidated Edison Co of New 

York, Inc I22pp 26276 122 24X Fiche 30-000.84/00/17,0408140208 


0400210142 IE Info Notice B4-6B. “Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves '♦ Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/00/21 Consolidated Edison Co of New 

York. Inc llSpp 26329 008 24X Fiche 50-000. 04/00/21, 0408210142 


S Reportable occurrences. LERs Si related correspondence 


0400220317 Part 21 rept re Failure of 1TE-27N ondervoltage relay to 
drop out on listed undervoltage conditions Problem due to 
excessive Feedback around operational amplifier U2 Clamping 
diode must be added Affected units listed 

DUVALL. D D Brown Boverl Corp (subs of Drown Ooverl 8< Cq , Ltd > 
04/03/13. DEYOUNO. R C Director's Off ice. Office of Inspection and 
Enforcement 3pp 26191 357 24X Fiche 30-000,04/03/13,8400220317 


8408(360241 LGR 84-042-00 on 640627. rad lat Ion monitor O-RE-90-225 would 
not provide automatic Isolation of direct releases from 
neutral 1 zation tank Batch releases made on 6406S4 & 23 w/o 
compliance w/limiting conditions W/B40726 Itr 

K1RK,(J B . WALLACE.? R Tennessee Valley Authority B4/07/26 3pp 
23935 138 24X Fiche 30-327, 84/07/26. 8408060241. 


0406160453 Special Rept B4-03 fire detector rendered inoperable when 
water for drill cooling dripped onto detector Hourly roving 
fire watch established 

WALLACE.? R Tennessee Valley Authority 64/08/02 Record 
Services Branch (Document Control Desk) 2pp 26107 276 24X 

Fiche 50-327. 04/08/02. 8408160453 


0408160493 LER 84-045-00 on 8407D9, w/au x i 1 i ary control air compressor 
A-A out of svc, compressor D-D removed from svc to 
investigate knocking noise Noise caused by disconnected 
piston rod due to broken lock-tab washer W/840007 Itr 
COOPER, M R , WALLACE.? R Tennessee Valley Authority 84/D0/O7 
3pp 26107 315 24X Fiche 30-327.84/08/07.8408160493 


8406160522 LER 04-046-00 on 040727, vari ous sa f e ty-re lated sy* 
intoractions found not In compliance w/10CFR50, App R Cause 
not stated Fire watches established until compliance 
achieved W/a4O01O Itr 

COOPER.MR , WALLACE.? R Tennessee Valley Authority 04/00/10 
3pp 2610S 010 24 X Fiche 30-327.84 /06/10.8408160522 


8400240313 Part 21 rept re fitting leaks at Incore probe seal tables at 
PWRs.por IE Info Notice 04-53 Bubj fittings not used as 
Ins true ted 

WILSON, B Crawford Fitting Co 84/00/13 JORDAN. E L Division of 
Emergency Preparedness It Engineering Response (Post 83D103) 2pp 
26225 313 24X Fiche 50-327,84/08/13.0400240313 


0408230309 LER 84-047-00* on 840717, high radiation signal actuated, 
causing ventilation isolation in auxiliary containment 
bldgs Caused by radiation monitor wire slipping onto power 
sup ply, tr Ipp Ing breaker All equipment reset W/04OB15 Itr 
DU00lN,O . WALLACE, P^R Tennessee Val 1 ey Author ity 64/08/15, 3pp 
26212^276 24X Fiche 30-327,84/08/15,8406230509 


0400280267 PN0-II-B4-056 Nuclear Bafety Review Btaff rept assessing TVA 
actions re 040419 In-core probe seal table break 
received Inspectors will investigate event further on 
040027 Util b NRC responding to media inquiries 

FREDERICKSON. P . WEI0E. 0 Region 2. Office of Director 04/08/24 
Ip 26361 341 24X Fiche 50-327. 84/0B/24, 84082B0267 


84O031OOSO LER 84-048-00 on 840725, during review of instrumentation 
drawing s, on 1 y one RC8 pressure channel found existent in 
field where two are required Previous design change dictated 
moving channel Second channel installed W/840B24 Itr 
DUOOlNiO E , WALLACE,? R Tennessee Valley Authority 04/06/24 
3pp 26333 001 24X Fiche 50-327,84/08/24,8408310030 


DOCKET 90-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency b firs protection plans 


8406300316 Ack receipt of 840503 Itr re emergency exercise scheduled 
for Jul 1984 Review of info submitted re scope l< objectives 
of planned exercise indicates no questions Gcenarlo & 
controller messages will be reviewed & evaluated 

VERREULl.D « Region 2, Office of Director 84/03/31 PARRIS, H 0 
Tenneseae Valley Authority Ip 2630B 327 24X 

Fiche 50-327.84/03/31,8408300316 


8406300402 Forwards summary of 040330 meeting w/TYA, Alabama Power Co, 
Florida Power Corp, Florida Power & Light Georgia Power Go 
re selected emergency preparedness Issues 

O'REILLY, JP Region 2, Office Of Director 04/06/00 PARRlSiHO 
Tennessee Valley Authority 4pp 26308 116 24X 

Fiche 50-000,04/06/06,8400300402 


0406300193 Forwards 840612 Itr detailing overall planning for B406SO 
Franch security team visit to facility Biographical info 
for each team member included 

LEWIS, R C Region 2, Office of Director. 04/06/15 TUCKER. H B 
Duke Power Co, Ip 26300 139 24X Flcha 50-000.04/06/13, 

6406300193 


— B4OB3002O4 Requests authorization for six French security experts 
hasted by NRC to visit KcOuire facility on 040620 it Sequoyah 
facility on 040622 Biographical info tt itinerary end 
LAFLEUR, J D Office of International Programs, Director 
64/06/12 7UCKER,H.D Duke Power Co PARRia,HO Tennissee 
Valley Authority 9pp 26300 140 24X Fiche. 50-000, 84/06/13, 

6408300193 


0400300459 Ack receipt of B40620 Itr Informing NRC of steps taken to 
correct violatiens noted In Insp Repts 50-327/03-13 |< 

50-328/03-13 

VERRELLliD M. Dlvlelon df Project & Resident Programs 84/07/13 
PARRIS, H O Tennessee Valley Authority Ip 26314 093 24X 

Fiche 30-327, 04/07/ 13, 840B300439 
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Bfl0a3004A9 ftesponidi to nrc 830913 I tr re violations noted in rnsp 
Rep.tg 50-327/83-13 h 50-328/83-13 In a tal la t loit of neu 
£ Q/nmuti 1 ca t i ons sys delayed until 840701 due to revised mail 
diili.very date 

HAMMER- 0 8 Totinessee Valley Authority 84/06720 O'REILLY^J P 
Region a, Office of Direttor ip 26314 096 a4X 
Flchio 50-327 i 84707/13- 840330045? 


-8403300477 Responds to flRC 830913 1 tr re violations noted in Insp 
Repts 50-327/83-13 & 50-328/83-13 Corrective actions 
revised smergancy (nanitoring imp I emejiti ng procedures uill be 
completed by 840601 

MIULS.C H Tennessee Valley Authority 04/05/01 0'ReiLLy*J P 
Region 2. Office of Director Ip 26314 0?7 24X 

F i c h B 50-327 . 84707/13, B40B300459 


840D30D363 Faruards summary of 840711 meetltig w/uttj In Region II ofc 
t*a proposed compensatory fneasures associated ijj>/5ecur I ty 
pouer block concept Attendance List also end 

LEUIS-R C Reglan 2- Office Of Director 84707/17 PARIRIS<WG 
Tennessee Valley Authority 4pp 26308 194 a4X 
FlChe 30-327,84/07/17-8408300263 


8408060234 Revs to radiological emergency plan implementing procedures, 
including ftav 2 to SON IP-7, “Activation of Operations 
Support Ctr*' & “Rev 3 to SON IP-lS* '‘Emergency Eiposure 
Guide lines " 117840730 Itr 

MILLS, L M Tennessee Valley Authority 84/07/30 O'REILLY, J P 
Region 2, Office of Director 30pp 25934 078 24X 

Flchfi 30-327, 84707/30, 8408060254 


8408300519 Confirms 040726 telcon re 840803 mgt meeting to discuss 
development & imp lementat I on of 10CFR50,App R program at 
Watts Oar it status of Sequayah program 

O'REILLYrJ P Region 2, Office of Director 84/07/30 PARRIS. H 0 
Tennessee Valley Authority 2pp 26313 300 24X 

Fiche 30-000, 84707/30, 0408300319 


8409100024 Rev IS to radiological emergency plan 11/840806 Itr 

HILLS, L M Tennessee Valley Authority 84/08/06 O'REILLY, J P 
Region 2, Office of Director 41pp 25990 117 24X 

Piche 50-327.84/08/06.0400100024 


P Operating license stage documents & correspondence 


8400030019 Forwards responses to J Singh B40S22 verbal questians re 
control of heavy loads 

HILLS. L M Tennessee Valley Authority 84/07/27 ADEN5AH. E 
Licensing Sranch 4 2j)p 25907 092 24X Fiche 30-327,04/07/27, 

0400030019 


— 04OBO3OO29 Rev 3 to Procedure Ml-6 22, “Control of Heavy Loads in 
Critical Lifting Zones - NURE0-06i2 “ 

DOTV.^ H I WHEELER, L J Tennessee Valley Authority 84/05/21 
23pp 23907 094 24X Fiche 30-327.84/07/27,8400030019 


8400030026 Foruards request & justification for relief from hydrostatic 
test requirements in A8HC Code, Section XliSummer 1970 
addenda Expeditious review requested to support Cycle 2 
refueling outage scheduled for B4D908 

MILLS, L H Tennessee Valley Authority 84/07/30 AOENSAM.E 
Licensing Dranch 4 2pp 23907 082 S4X Fiche 50-327,84/07/30, 
0408030026 


8400160425 Summary of 840720 meeting w/utils 8, Westlnghouse re 
containment analysis U superheat effects on environ 
qual if icati on 

WIOQINTON, 0 L Operating Reactors Hranch I 84/07/30 Operating 

Reactors Dranch I 4pp 26143 265 24X Fiche 50-000,84/07/30, 

0400160425 


10806-0220 Forwards final summary Rept WCAP-IOSO"?, "Analysis of Capsule 
T From TVA Sequoyah* Vnit 2 Reactor Vessel Radiation 
Surveillance Program " Change in capsule withdrawal schedule 
in Tech Spec Table 4 4-5 not required 

I1ILL8, L M Tennessee Valley Authority 84/07/31 ADEN8AM, E 
Licensing Dranch 4 2pp 25929 109 24X Fiche 30-328*84/07/31, 

04OBO6O22O 


9408060231 "Analysts of Capsule T From TVA Sequoyah, Uni t 2 Reactor 
Vessel Radiation Surveillance Program 

BOGOS.R 8 , VANICHHO, 8 E , ChENEY. G A West! nghouse Electric Carp 
WCAP-10509 84/04/30 85pp. 25929; H I 24X 

Fiche 50-328, 64/07/31, 8408060220 


IB070133 Forwards response to B4O720 request re postulated event 
oncoming main steam line break inside & outside 
ontainment Based on modeling experimental data* contalnmen t 
temps would not approach FEAR values 

MlLLSrL «, Tennessee Valley Authority 84/08/02 ADENSAM, E, 
Licensing Brancli 4. 4pp 25949 354 24X Fiche 50-327,84/00/02, 

8408070133 


8408070110 Generic Ltr 64-19 to all licensees of operating reactors, 
applicants for QLs &i holders of CPs re availability of 
Supp 1 1 to NUf?E0-0933p "Pr lor i tl latl on of Generic Safety 
Issues " Sve list end 

EISCNHUT^ D O Division of Licensing 84/00/06 Consolidated 
Edison Co of New York, Inc 10pp 2612? 238 24X 

Fiche 50-000,84/08/06,8408070110 


8408140532 Forwards Rev 10 to offsite dose calculation manual 
MILLS, L M Tennessee Valley Authority 04/08/06 ADENSAM, C 
Licensing Branch 4 Ip 26064 123 24X Fiche 50-327,04/03/06. 

8408140532 


— G40B140535 Rev 10 to offsite dose calculation manual 

* Tennessee Valley Authority 04/00/06 12pp 26064 124 2M. 

Fiche 50-337,84/03/06,8400140332 


8400230097 Forwards draft Industry Degraded Core Rulemaking Program 
Technical Kept 23 1, "Sequoyah Nuclear Plant Containment 
Analysis*'' for Meeting 3Q Rept inconsistent w/four end 
repts previously sent 

FONTANA, H H Technology for Energy Corp 04/08/07 DENTON, H f? , 
CASE, E Office of Nuclear Reactor Regulation, Director HOUSTOfl.fl 
NAC - No Detailed Affiliation Given 2pp 26234 001 24X 

Fiche 50-000,84/08/07,0408230097 


— B4D823G10S Draft "Sequoyah Nuclear Plant Integrated Containment 
Analysis*" technical rept 

■» Industry Degraded Core Rulemaking Program 84/07/31 lS2pP 
26234 003 24X Fiche 50-000,84/00/07,0400230097 


8408200275 Generic Ltr 84-20 to all licensees of operating reactonl, 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Sve list end 

EXSENHVT, D G Division of Licensing 84/08/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 50-000,84/08/20,8408200275 


8408270156 Application to amend Licenses DPR-77 t< DPR-79, changing TscS 
Specs to allow use of fifth vital battery when one of 
trained vital batteries out of sve Tee paid 

SHELL, R H Tennesaee Valley Authority 84/08/20 ADENSAM, E 
Licensing Dranch 4 ip 26245 227 24X Fiche 30-327,84/00/20, 

8408270156 


— 840B270162 Proposed Tech Specs allowing use of fifth vital battery wKi* 
trained vital batteries out of sve 

* Tennessee Valley Authority 84/08/20 30pp 26245 228 S4X 
Fiche 50-327.84/08/20,8408270156 


04OBSGOO06 Forwards peaking factor limit rept for Cycle 3 operaticni 
MILLS. L M Tennessee Valley Authority 84/08/23 DERLINGER, C H 
Division Qf Licensing 6pp 26261 191 24X Fiche 30-328, ai/O0y25 

8408280086 


B4OB3DO305 Forwards Amend 27 to License DPR-79 it safety evaluation 
Amend authorites one-time 36 h extension of time for ECC8 
operability w/one centrifugal charging pump inoperable 
ADENBAM, E 0 Licensing Branch 4 84/00/23 PARRIB, H 0 TennesMi 

Valley Authority 2pp 26313 324 24X Fiche 50-326,04/08/23, 

8408300385 


— 640Q3D0387 Amend 27 to License DPR-79 Amend authorizes one-time 36 ^ 
oKtension of for ECG8 uperability u/one centrifugal 
charging pump Inoperable 

ADENSAM* E O Licensing Branch 4 84/08/23 5pp 26315 326 241 

Fiche 30-328*84/08/23,8400300385 


— 8408300389 Safety evaluation supporting Amend 27 to License DPR-79 
« Office of Nuclear Reactor Regulation, Director 64/08/23 9|if 
26315 331 24X Fiche 50-328,04/08/23,8408300385 


Q Inspection reports, IE Bulletins & correspondence 


B40B300459 Adt receipt of 040620 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-327/83-13 6 
50-320/03-13 

VERn;ELLI,D M Division of Project S< Resident Programs 84/07/13 
PARRHS.H O Tanneesea Valley Authority Ip 26314 095 24X 

Fiche 50-327.04/07/13,0400300459 


— 8400300469 Responds to NRC 830913 ltr re violations noted in Imp 
Repts 30-327/03-13 S< 50-320/03-13 Installation of new 
communications sys delayed until 840901 due to revised mail 
delivery data. 

HAMMER, D 8 Tennessee Valley Authority 84/06/20 Q'ftEILLY,d P 
Region 2. Office of Director Ip 26314 096 24X 

Fiche: 50-327,84/07/13, 8400300459 
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--a4QS300477 Responds to NRC Q30<71 3 Itr re violations noted in Insp 
Repts 50-327/03-13 50^320/03-13 Corrective actions 

revised emergency moriitorlng implementing Procedures liiill be 
completed by 840^01 

MILLS. L M Tennessee Valley Autbonty 04/05/01 O'REILLYjJP 
Region 2. Office of Director Ip 263(4 0*77 24X 

Ficbe 50-327,04/07/13.0400300459 


□407250229 IE Info Notice 04-571 “Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial PoLuer Plants " Sve list end 

JORDAN, E L Division of Emeigency Preparedness Engineering 
Response (Post 030103) 04/07/27 Consolidated Edison Co of New 

York, Inc 119pp 25065 047 24X Fiche 30-000,84/07/27,0407250229 


8400270363 Ac k receipt of 840716 Itr informing NRC of steps taken to 
correct violations noted In Insp Repts 5O-32//04-11 t* 

50-328/04-11 

LEma,R C Region 2, Office of Director 84/07/27 PARRIS.H 0 
Tennessee Valley Authority Ip 26256 248 24X 

Ficba 50-327,04/07/27,0400270365 


--04OB27O37O Responds to NRC 040614 Itr re violations noted in Insp 
Rep Is 50-327/04-11 it 50-328/84-11 Correctl^/e actions 
personnel reinatructed on importance of checking limiting 
condition for operations prior to mode change 

MILLS, L N Tennessee Valley Authority 04/07/16 O'REILLY, J P 
Region 2, Office of Director 7pp 26256 249 24X 

Fiche 50-327,04/07/27,0408270365 


—0400270375 Forwards Insp Repts 50-327/84-11 & 50-328/04-11 on 
040406-0505 It notice of violation 

LEWIS, R C Region 2, Office of Director 04/06/14 PARRIS. H 0 
Tennessee Valley Authority 2pp 26256 256 24X 

Fiche 50-327,04/07/27^8400270365 


— 0400270378 Notice of violation from Insp on 040406-0505 

» Region 2, Office of Director 04/06/14 3pp 26256 258 24X 

Fiche 50-327.04/07/27.0408270365 


— B4OB27O302 Insp Repts 50-327/04-11 t* 50-320/04-11 on 840406-0505 
None ompi lance noted changing modes w/Tech Spec 
instrumentation out of commml ss I on, fa i lure to control mods, 
failure to retrieve QA records it inadequate testing of mods 
FORDjE J , BUTLER, 8 0 . JULIAN, C A Region 2, Office of Director 
04/06/13 lOpp 26256 261 24X Fiche 50-327,04/07/27,8400270365 


8400010333 IE Info Notice 04-59, “Deliberate Circumventing of Station 
Health Physics Procedures “ Sve list end 

JORDAN, C L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/00/06 Consolidated Edison Co of Neu 

York. Inc 122pp 26068 ODl 24X Fiche 50-000.04/08/06,8408010333 


840B010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/08/06 Consolidated Edison Co of Noui 

York, Jnc I23pp 26067 158 24X Fiche 50-000,84/00/06,8408010337 


G40ao70i20 IE Info Notice 04-61, "Overexposure of Diver in PWR 
Refueling Cavity “ Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/08/08 Consolidated Edison Co of Neu 

York, Inc IROpp 26129 118 24X Fiche 50-000,84/00/08,8408070120 


8408070376 IE Info Notice 84-62, “Therapy Ml sadminlstrat 1 ons to 
Patients Undergoing Ca-60 Tcletherapy Treatments “ Sve 
list end 

ORACE, J N Division of GA, Safeguards it Inspection Programs (Post 
030103) 04/00/10 Consolidated Edison Go of Neu York, Inc 

125PP 26130 001 24X Fiche 50-000,84/08/10,8400070376 


B40B100009 IE Info Notice 84-63. "Defective RHR Replacement Piping “ 
Sve list encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/00/13 Consolidated Edison Co of New 

York. Inc il9pp 26197 218 24X Fiche 50-000, 04/08/13, 8400100009 


8408100038 IE Info Notice 84-64. “BUR HPCI Initiation Seal-In & 
Indication " 0vc list and 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/08/15 Consolidated Edison Co of Neui 

York. Inc I04pp 26190 093 24X Fiche 50-000,84/08/15.8400100038 


8408100021 IE Info Notice 04-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment Sve 
list end 

JORDAN. £ L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/08/16 Consolidated Edison Co of Nsu 

Yorir, Inc llSpp 26198 001 24X Fiche. 50-000, 84/08/16, 8400100021 


8408100055 IE Info Notice 84-66. “Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Tram " Sve list encl 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 04/00/17 Cansolldated Edison Co of New 

York. Inc 120pp 26276001 24X Fiche 50-000,84/08/17.0400100055 


6408140200 IE Info Notice 04-67. “Recent Snubber Jnservice Testing M/ 
High Failure Rates " Sve list end 

JORDAN, E L Division of Emergency Preparedness it Enslnscring 
Response (Post 030103) 84/00/17 Consolidated Edison Co of New 

York. Inc I22pp 26276 122 24X Fiche 50-000,84/08/17,8408140200 


B40B210142 IE Info Notice 04-60, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves ’ Sve list end 
JQRDANi E L Division of Emergency Preparedness i Engineering 
Response (Post 030103) 04/00/21 Consolidated Edison Co of Neu 

York, Inc U5pp 26329 008 24X Fiche 50-000, 64/08/21, 8400210142 


S Reportable occurrences, LERs & related correspondence 


B4'(>B220317 Part 21 rept re failure of 1 TE-27N untfervoltage relay to 
drop out an listed undervoltage conditions Problem due to 
escQsaive feedback around operational amplifier U2 Clamping 
diode must be added Affected units listed 

DUVALL, D D Drown Dover i Corp (subs of Drown Dover 1 & Co . Ltd ) 
84/03/13 DEYOUNG,R C Director's Office, Office of Inspection and 
Enforcement 3pp 26191 357 a4X Fiche SO-000. B4/03/I3i B40B220317 


B408160269 LEO 84-012—00 on 040710, during surveillance testing for 
external piping leakage, both Rh8 sys trains Inoperable when 
valve HCV-74-34 opened Cause npt stated Procedure change 
issued U/04O8OB Itr 

KIRK, O B . WALLACE,? R Tennessee Valley Authority 04/08/08 3pp 
26106 177 24X Fiche 50-320, 94/00/00,8408160269 


9406170093 LER 84-011*'00 on 840713, high radiation alarm actuated, 
causing containment ventilation Isolation Caused by voltage 
spike resulting fro<n electromagnetic interference generated 
by low floui alarm sultch Alarms reset W/640B16 Itr 

DUOOIN, G , WALLACE,? R Tennessee Valley Authority 84/08/10 3pp 
26130 053 24X FiChe 50-320,94/00/10,8408170093 


8408240313 Part 21 rept re fitting leaks at Incore probe seal tables at 
PWRs.per IE Info Notice 84-55 Subj fittings not used as 
instruc ted 

WILSON. D Crawford Fitting Co 04/00/13 JORDAN. E L Division of 
Emergency Preparedness i Engineering Response (Post 030103 ) 2pp 
26225 313 24X Fiche 50-327,04/06/13,0408240313 


6408S40SB6 PNO-I I -84-053 on 640820, unit shut down after pressure surge 
caused opening of Ice condenser doors, causing relief tank 
pressure drop t, containment pressure rise Caused by relief 
tank disc rupture or broken safety valve tailpipe 
FRE0ERICK80N.P , CQNTRELL, F S Region 2, Office of Director 
B4/0B/S1 2pp 26223 194 24X Fiche 50-328, 84/08/21. 8409240S86 


DOCKET SO -329 MIDLAND PLANT, UNIT 1 


A App 11 cat ion /construct ion stage documents i correspondence 


0408020015 Forwards response to I^C request for addl info re Vol iX of 
seismic margin review rept, “Dalanee-of-Plant Class 1,2 & 3 
Piping, Pipe Supports & Valves " 

CODK, J W Consumers Power Co 84/07/11 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 16pp 25883 120 24X 

Fiche 50-329.04/07/11,0408020015 


640BOI0061 Further response to FOlA request for 16 categories of 
records re facility Docunents Identified by J Goold & 

M Slebsrt on 040514 & 15 (App D> forwarded App A documents 

already foriuarded Index forthcoming Search continuing 

FELTON, J M Division of Rules and Records BX14 000 04/07/18 

RICE, C M Kirkland & Ellis 2pp 26500 001 S4X 

Fiche 50-329.84/07/18,0408010061 


—7812070142 Discusses IE Imp Repts 30-329/70-12 & 50-330/78-12 
Contributing Factors to settlefnents of diesel generator bldg 
foundation U generator pedestals Include variable properties 
of random fill matl supporting structure i, cooling pond 
KEPPLER.J 0 Region 3, Chicago, Office of the Director 0X16 001 
70/11/01 THORNBURG, H D Division of Reactor Construction 

Inspection 2pp 26506 211 24X Fiche 50-327,84/07/18, 

8400010061 


— 7909290119 Forwards outline history of geotechnical engineering 
problams ra plant fill Lists pertinent P8AR i FBAR criteria 
summarizes Foundation conditions i remedial measures for 
all Category I structures founded on plant fill 
GILLEN, D M Geosciences Branch 11X16 015 79/00/28 

JACKEQN,R E Geosciences Branch lOpp 26510 309. 24X 

Fiche 50-329,84/07/18,8408010061 
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— 80040407a8 Summary of B0D227 U 30 meeting t site visit u/util in 
KidlandiMI re soil settlement problems It related 
investigation program 

GDMZALESi R O Kydrologij Meteorology branch DXl-A 032 BO/03/10 

DIVINS^VI 3 Hydrology Meteorology Branch 9pp 2ii5J 1 119 2AX 
Fiche 50-329*84/07/10.040801004.1 


0OOB13O764 Sommartias status of se i emalog i cal input parameters re 
geosciences Z. geotechnical revloid nf facilities as discussed 
at 800702 & 22 meetings 

KiMflALL. J Geosciences Branch BXt 6 029 80/00/07 JACKSON, R E 

Geosciences Branch 6 pp 24.511 095 24X Fiche 30-329,04/07/10, 

84oeoiaofri 


8011240409 Foruards Hydrologic Engiraering Section interrogatories re 
permanent deuatering sys at facilities 

LEAfirO E Hydrologic & Geotechnical Engineering Branch BX17 OOB 
HO/ll/lO TEDE3C0, R L Assistant Director for Licensing 3pp 
2AS17 244 24 X Fiche 50-329. 04/07/ i 8. 34-0001 OOAI 


— fil050704ao Responds to request re Geosciences Branch estimate of time 
required ta complete site review Appro* 30 day^ are needed 
to review addl Info requested for Fart 1 If 3 months are 
needed for review of Part 2 submittal 

KNIGHT. J P Assistant Director for Comp Structures Engineering 
(Pre B3020l> BXI 6 057D 01/04/24 PATCH. W D Office of the 

Executive Legal Director Ip 24.513 109 24X 

Fiche 50-329,04/07/16.840001004.1 


— 8110190001 Farwards topic dlscussinns for inclusion in 1981 annual 
repti per 010902 commitment Discussions of technical 
assistance program for 1 ic ensing, OETR review t. Midland 
rejnedlal repair Info end 

HELLER, L H Hydrologic & Geotechnical Engineering Branch 0X14. 
053 81/09/16 LEARfO Hydrologic b Oeotechnical Engineering 

Branch 6 pp 26512 253 a4X Fiche 50-329,04/07/18.8400010061 


•0111240064 Informs of 011016 conference call w/utiJ to discuss revised 
schedule for soils hearing requests revision to better 
accommodate const schedule Agreed schedule for hearings will 
be 811201-04 ^ 1214-18 

HOOD, D Licensing Branch 4 BX19 036B 01/10/30 TEDE6C0. R L 

Assistant Director for Licensing 3pp 26535 252 24X 

Fiche 50-329.84/07/10,8400010061 


--B201050063 Summarixei 6IJ207 telcon re 820105 soils hearing 

HOOD. D Lieenolng Branch 4 BXIB 032 81/12/14 ADENSAM. E O 

Licensing Branch 4 2pii 26526 099 24X Fiche 50-329,84/07/18. 

8408010061 


— 0201220049 Advises Of i-nontb delay in meeting R Tedesco ©11214 
schedule in support of facility hearing 6 review Viable 
schedule must recognlie need for iteration w/appllcant 
following each significant submittal 

VOLLMERiR H Division of Engineering 11X16 074 01/12/20 

ElEENHUTi D 0 Division of Licensing 3 p p 26514 188 24X 

Fiche 50-339,84/07/18,8408010061 


--B202040352 Informs that certain SER sec tlons, espcc 1 al ly soil remedial 
actlonsiulll not be complete by 820406 deadline 
A DENS AM. E O Licensing Branch 4 BXI 6 055 82/01/19 

EISEKHUITi D O Division of Licensing 3pp 26512 266 24X 

Fiche 50 - 329 . 84 / 07/1818408010061 


--0203020050 Summary of 011006-07 meeting u/uti 1 . Bech tel consultants in 
RetheidirMD re underground piping in inadequately compact 
plant fill 

HOOD, 0 S Licensing Branch 4 BX 21 O02 02/02/05 DENTON, H R 

NRC - Mo Detailed Affiliation OiVen 37pp 26547 004 24X 

Fiche- 50-329, 84/07/10, ©400010061 


— 8205030207 Forwards Ustlng of issues to be resolved prior to start of 
Phase 2 underpinning operations for auxiliary bldg 
LEAR. 0 Hydrologic & Oeotechnlcal Engineering Branch BX16 035. 
02/04/28 A DENS AM. E Licensing Branch 4 2pp 2-6511 200 24X 

Fiche. 50-329, 84/07/18,8408010061 


— 8205120033 Summerlies technical comments from ACRS subcommittee 020427 
meeting re remedial activities for deficient sails 
ADENSAK.E 0 Licensing Branch 4 0X18 033 82/05/04 BQSNAK, R 

NRC - No Detailed Affiliation Given 4pp 26527 I 03 24X 

Fiche 50 - 329 , 84 / 07/1318408010061 


— 8205210467 Kottfies that util submittal re Phase 2 of underpinning 
repair work at facility acceptable, pravided that end muds 
b requirements are Incorporated into Phase 2 program 
KNIGHT. J>P Assistant Director for Comp L Structures Engineering 
<Pre 030201) JJX16 039 82/05/10 TEDEaCO,ft L Assistant 

Director for Licensing 34pp 26511 203 24X 

Fiche S0-327r 84/07/18, 340 B010061 


--0206020051 Cemnents on draft of acceptance provisions for Phase 2 Fi-r 
transmittal to applicant should mnve through DE for 
cane urr ence 

KNIGHT. J P Assistant Director for Comp h Structures Engineerirj 
iPre 830201) DX16 036 02/05/13 KANE, J Assistant Olrrctar 

for Comp 6 Structures Engineering (Pre 930201) ip 36511 203 
24X Fiche 50-329,04/07/10,8408010061 


— 0206240401 Forwards comments on 020422 response to NRC request fpr ajjl 
info re borated water storage tank 1 underpinning of sve 
water pump structure Contact ui/appllcant to resolve 
differences racomirended 

LEAR, G Hydrologic 6 Geotechnical Engineering Branch 02/06/14. 
ADEN 5 AM. E Licensing Branch 4 lOSpp 66129 031 24X 

Fiche 50-329.84/07/10,8403010061 


— G206290161 Submits proposed schedule far facility soils review 
ADENSAM, E O Licensing Branch 4 BXi8 036 02/06/25 

EISENHUT. D O Division of Licensing 2p p 26527 187 24x 

Fiche 50-329,04/07/10,8403010061 


— 8207140330 Forwards request for add! Info from Structural Englne»ri*-j 
Branch re applicant proposed remedial actions 

5CHAVER,F P Structural Engineering Branch DX19 029 ©2/Oi/li 
AOENSAM, E Licensing Branch 4 5pp 26533 206 24X 

Fiche 50-329.84/07/10,8400010061 


— B210130322 Forwards info re location of data on underpinning 
dimensions t, load transfer procedures 

POULDS, B -J Oeotochnlcal EnglneoTS, Inc BX16 060 83/10/07 

KANE, J Division of Engineering 6pp 26513 234 24X 

Flcho 50-329,84/07/10,0406010061 


— 8210150678 Clarifies NRG/util interaction re OL review Maint of prep»- 
controL by licensing property managers necessary to manage 
licensing activities properly Reviewers requested to follau 
guide I ines 

ADENBAIfi E O Licensing Branch 4 1JX16 070 02/09/29 

TOMLINSON, E NRC - No Detailed Affiliation Given 2pp 
26314 109 24X Fiche 50-329,04/07/18,0400010061 


—0305270222 Forwards trip rept of 630510-13 site visit re underpjnni.’j 
contract Other topics discussed include cracks in sve water 
pump struc turn, heave over freeze wall, need to stop laying 
back soil along underpinning drifts U settlements 
PDOLOSj S J Geotechnical Engineers, Inc DX18 022 S3/05/23 

KANE, J Division of Engineering 19pp 26524 317 24 X 

Fiche 50-329,04/07/1010400010061 


— Q3060603B7 Trip rept of 030511 8< 12 site visits to view pier lead tnS. 
installation & results 

KANE, J D Structural tt Geotechnical Engineering Branch BXIB 02 J 

83/03/27 LEAR.O Btructural t< Geotechnical Engineering Branch 
2pp 2^524 315 24X Fiche 50-329.04/07/10,8400010061 


— 0307130423 Forwards paper entitled “Use of Site Dependent Spectra" n 
be presented at uo-rkshop on "Site-Specific Effects of Soil 
fit Rack on Ground Nation L Implications for Earthqauake- 
Reslstant Design'* on 030726-28 

KIMBALL, J Geoficionces Branch BX17 03? 03/06/27 JACKSON. P f 

Oeosciencea Branch Ip 26520 069 24X Fiche 50-327, 04/07/10, 

04OBO1OO61 


-0307130425 Speech entitled “Use of Site Dependent Spectra, " to be 
presented at 830726-2B workshop on “Site-apee l f ic Effects 
□ f Soil Cc Rock on Ground Motion & Implications for 
Earth quale-Resi stent Design" in Santa Fe, NM 
KIMBALL, J Geosciences Branch DX17 040 83/06/27 S5pp 

26520 070 24X Fiche 50-329,84/07/10,0408010061 


— 8310070262 Forwards second phase of Geatechnlcol Engineering Inpui a*' 
findings of fact 6 conclusions of law in response to DEL© 
request Several areas of significant differences exist re 
diesel generator bldg 

LEAR, G Structural 6 Geotechnical Engineering Branch 0X17002 
©3/09/30. PATON, H 0 Office of the Executive Legal Director 
6pp 26519 246 SAX Fiche 50-329.04/07/10,8400010061 


--8312000103 Forwards technical evaluation of HVAC structural deilfn 
adequacy, based on findings of Mechanical Engineering Branch 
design review 4( audit 

KNIGHT. J P Assistant Director for Comp 6 Structures Enginrfnnj 
(Post ©30201) BXig 051 83/11/25 NOVAK, T M Assistant 

Director for Licensing 27pp 2652B 206 24X 

Fiche 30-329,04/07/1010400010061 


— 8312120393 Requests requisite Info re followup action to be takit If 
Region III to 831108 recommendation for board notification 
EISENHUT, D O Division of Licensing BX21 014 83/11/30 

WARWICK, f? F Region 3. Office of Director Ip 26553 204 241 

Fiche 50-327, 84/07/18, 8400010061 
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— 8406Q202BO Ti'ip rept of 040304 Stte visit to participate in public 
meeting on mgt appraisal program to be performed on util 
Comments on independent mg fc appraisal end 
MCLAUOMLiNiP Licensee Gual if Icatlons Branch 0X20 OlO 
64/03/22 BOQHHfliH R Licensee Qua 1 if Ications Branch Spp 
26539 045 24X Flche 30-329. 04/O7/l8i 6409010061 


•'♦'0400030004 Summary of 011006-07 meeting w/util in Bethestfat HD re 
underground pipinS in inadequately compacted plant fill 
Meeting agendai attendanc e list & const hydro test vieugrapbt 
end 

HOODOO S Licensing Branch 4 BXl7 04B 02/02/03 Licensing 

Branch 4 36pp 26315 241 24X Flche 30-329.04/07/10,0400010061 


-'-840B010149 Forwards executive summary re QA program update, per 010331 
meeting commitment St NflC 810402 1 tr Apps u/ill be transmitted 
by 010522 

COOK, J U Consumers Ponder Co BX14 007 01/04/30 KEPPLER, J O 

Region 3. Chicago* Office of the Director (81/03/01) I9pp 
26300 039 24X Flche 50-329,04/07/18,0406010061 


— 0408020036 Lists questions asked of util during F5AP & 10CFR50 54(f> 
revleui. inc luding questions re geological St sel smolog leal 
matters St intake & discharge structures for sve water sgs 
KANE. J NRC - No Detailed Affiliation Given 11X17 001 94/07/10 

i9pp 26314 273 24X Flche 30-329,84/07/16.9409010061 


— B40B030009 Summary of 810721 meeting w/appl leant In Bethesda*MD re 
summary of San Onofre meeting on confirmatory analysis of 
piping sys design Confirmatory analysis end 

ROOD, H Licensing Branch 3 RX17 049 01/09/19 Licensing 

Branch 3 29pp 26515 277 24X Flche 50-329,84/07/18, 8409010061 


— B4oa0300l3 Notification of 820416 meeting w/util In Betheida.MD to 
discuss burled piping U related applicant 820316 submlttel 
W/handwr i t ten notes of B20407 conference call & outline of 
outstanding issues in geotechnical engineering area 
KQOD. DS Licensing Branch 4 DX17 050 82/04/13 ADENBAM.E 0 

Licensing Branch 4 sapp 26515 306 24X Flche 30-329,94/07/10, 

8408010061 


— B40B020043 Lists questions & responses re condition of soils onsite, 
correction to foundation problems & risk In allowing const 
to continue 

« NRC “ No Detailed Affiliation Given BXi? 002 79/03/03 

15pp 26514 322 24X Flche 30-329,84/07/18,8408010061 


— 9408030099 Answers to util interrogatories re staff requests directed 
nn determination & justification of acceptance criteria 
applied to various remedial measures taken on page 3 of 
Order 

KANE, J NRC - No Detailed Affiliation Given BX17 010 94/07/18 

consumers Power Co 31pp 26317 331 24X 

Flche 50-329,04/07/18,840801006! 


— B40Q020112 Question re discrepancy in magnitude of loading 
stress on Fig 8 of 800914 rept & info on Tables 4~1A 6 
S 3-14 

a NRC - Nd Detailed Affiliation Given BX17 012 04/07/18 ip 

26518 143 24X Flche 50-329,64/07/19,0400010061 


— 0409020122 Provides trip rept for 781107 meeting in Urbana, IL re 
settlement of far east bag of diesel generator bldg List of 
cnrrection action options provided 

COOKE, T C Consumers Power Co BX17 015 78/12/12 Consumers 

Power Co 4pp 26319 264 24X Flche 30-339,84/07/16,8400010061 


— 6408020188 Responds to Mooney concept theory re SRP 2346 PBAR 
review Buggestlon to OELD re Mooney testimony end 
HOOD, D NRC - No Detailed Affiliation Given DX17 027 03/11/22 

HASPELiD M NRC - No Detailed Affiliation Given 4pp 
26519 153 24X Flche 50-339,84/07/16,8408010061 


—8 400020192 Forwards applicant advance copy of meeting notes for 020727- 
30 design audit of sails remedial activities in Ann Arbor, 

MI Questions should be referred to J Kane 

LEAR,0 Hydrologic & Geotechnical Engineering Branch BX17 043 
32/09/17 ADENSAM, E Licensing Branch 4 22pp. 26520 224 24X 

Fiche 50-329,04/07/18,8400010061 


—8408020193 Informs that atructural Mechanics Assoc seismic margin 
review studies indicate soil layering profiles & soil 
properties differ from properties previously addressed 
KANE. J Structural U Oeotechnicat Engineering Branch BX17 044 
02/05/11 LEAR, 0 Structural S< Geotechnical Engineering Branch 
2pp 26520 247 24X Flche- 50-329, 94/07/19, 0409010061 


— B4C9020193 Summary of 840417 meeting w/TERA. Structural Mechanics Assoc 
(8MA) Util in Chicago, IL to discuss SMA seismic margins 
evaluation U potential applicability to disposition of 
outstanding c ivi 1/itructuraI issues 

RINALDI, F Structural St Geotechnical Engineering Branch BX17 
045 84/07/16 LEAR,0 Structural Geotechnical Engineering 

Branch 2pp 26520.249 24X Ficho 90-329, 04/07/18, 0400010061 


--0406020199 Forwards request for addl structural engineering info needed 
to continue OL review of NPP application as applicable to 
seismic margins review, sve water pump structure diesel 
generator bldg, 

LEAR.G Structural 8, Geotechnical Engineering Branch. BX17 046 
04/03/03 ADENSAM Licensing Branch 4 3pp 26321.042 24X 

Fiche 50-329,84/07/18,6406010061 


— 04OBO3OOO1 Handurlttan notes 8< outline of conference call w/Bechtel t( 
util re review of buried p ip Ing, moni torlng program!, future 
settlement 

MEISENHEIMER, a NRC - No Detailed Affiliation Given BX17 047 
01/12/13 6pp 26313*146 24X Flche 50-329, 84/07/18-8408010061, 


— B409030020 Handwritten notes on 010120 meeting re stress analysis for 
underground piping Outline of discussion tapici for pipe 
stress analysis eticl 

KANE,J NRC - No Detailed Affiliation Given BX17 032 01/01/20 

NRC - No Detailed Affiliation Given 18pp 265-15- 355 24X 

Flche 50-329.04/07/18,8400010061 


— 840B030028 Agenda for 820121-22 meeting to discuss underground piping 
concerns W/handurl tten summery of 820107 conference call re 
underground piping !< 820120 evaluation of sand settlement 
due to earthqueke 

KANE, J NRC - No Detailed Affiliation Given BXt7 035 02/01/22 

NRC - No Oitaited Affiliation Given 23pp 26316 017 24X 

Fiche 30-329,94/07/18,8408010061 


— B4O8O30O42 Agenda for 81 1006 meeting w/Rechte 1 , Uti I St Army Corps of 
Engineers to dlecuas underground piping reprof il Ing, prop osed 
demonstration solution 6 1901 meesurement results 
« NRC - No Detailed Affiliation Given BXi7 OSB 91/10/06 
Office of Nuclear Reactor Regulation, Director llpp 26516 045 
24X Fiche 30-329.84/07/10,8408010061 


— 6406030031 Handwritten notes re eddl boring logs at buried diesel 
generator fuel oil storage tank location Calculation sheets 
t( boring logs end 

MEISENHEIHER, J, NRC - No Detailed Affiliation Given BX17 060 
82/03/29 KANE, J NRC - No Detailed Affiliation Given lapp 
26316 057 24X Flche 50-329,04/07/18,0400010061 


— 8406030056 Handwritten notes re 8101S0 meeting -w/appl leant on 
settlement of Category 1 underground piping 

KANE, J NRC - No Detailed Affiliation Given BX17 061, 61/02/09 

CAPFUCCI.T NRC - No Detailed Affiliation Given 4pp 
26516 070 24X Flche 50-329,04/07/18,6406010061 


— 0408030056 Forwards evaluation of general accap tabill ty of effects of 
settlement in several buried sve piping sgs Rept partial 
response to F8AR Questions 16 through 20 6 34. 

KLEIN, 0 R Bechtel Corp BX17 062 00/06/01 CURTIS, L H 

Bechtel Corp 7pp 26516*074 24X Fiche 50-329,84/07/18, 

8408010061 


— 6408030064 Forwards analysis of burled piping background info, in 
support of proposed demonstration solution St In response to 
NRC concern re underground piping Addl engineering Info 
end 

KEELEYiO 8 Consumers Power Co BX17 063 61/12/15 DENTON, H R 

Office of Nuclear Reactor Regulation, Director. 76pp. 26516*061 

24X Fiche* 50-329, 64/07/10, 6400010061 


>'-0406030066 Forwards stress analysis of several underground pipe lines 
as profiled In Rev 6 of •*Respons*s to NRC 10CFR30 34<f) 

Requests re Plant Fill'’ did 800401, 

BATES, JD RockueU Intarnattonal Corp BXt7 064 BO/iO/Ol 
BOSNAKrR J Mechanical Engineering Branch S2pp. 26316 162 24X 

Fiche 30-329,84/07/1618408010061 


— 0408130227 Contract far Consulting sves between util I* Mgt Analysis Co, 
agreeing to perform technical sves, including consulting ti QA 
SVC* purchase requlslti on, internal memoe 6 supporting 
documentation end 

COOK, J N Gonsufflers Power Co BX13 OOi 62/01/15 350pp 

26300 316 24X Flche 50-329,64/07/18,0408010061 


— 8408X30230 D{s.f;usses 030118 8, 26 meetings in Glen Ellyn, IL re Region 
III Insp of diesel generator bldg 6 independent design 
review program, respectively Midland project manager wilt 
attend 830126 public meeting 

ADENSAM, E G Licensing Branch 4 BX15 002 03/01/03 NOVAK, T M 

Assistant Director for Licensing 19pp. 26508“ 009 24X 

Fiche 30-329.64/07/10,6408010061 
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Q^09lG0a34 I>raPfc memo t e- issues of potential 
ucnni ^ cancarnlog <3A program 

SUPPLER- J <j RealOTi a, OfPlc* of Director 
eiBCNHUT. 0 Q DtviMon of Licensms 7pp 
Fichu SO-32*?, B4^07y IQ, a40B0100fal 


impact on Hearing Board 

DM15 003 62/04/03 

26302 12} 24X 


— 0408130336 Forwards month lij status rcpt for Midland Project for Jan 
1983 

CD0K.8 J Region 3, Office of Director DX15 022 03/02/10 

SHAFER, W D Region 3, Office of Director 3pp 26*109 302 24X 

Fiche 90-329,04/07/13,8400010061 


-~940Bia02.4 J Natlflcatioh of 821207 njgt meeting u/Rogion III to discuss 
imp 1 amentat ion of QA t, IDVPs 

HERMAN, R W Licensing Branch 4 DX15 004 &2/IJ/01 NDVAH.TM 

Aseiotant Director for Licensing Spp 26502 131 24X 

Fiche 5-0-33 9, 84/07/ LB, 0408010061 


- B408130244 Forward's SALP 3 schedule Internal rnemoa. handwri tten 
In-process in«p notices^ program no-tes & stipporttng 
documentation and 

TAMDLINO, T N Raglan 3, Office of Director BXi5 009 B2/11/01 

riBOlon 3. Office of Director 93pp 26S02 133 24X 

Ftcho 50-329. 84/07/1 B» 8400010061 


--840&140039 Draft IE Insp Repta 90-'329/7a“20 8. 30-330/70-20 from ins;* an 
701211-20 6 790104-25 Violations noted inadequate control 6 
supervision of plant fill mail placement & const specs not 
fol lowed 

PHILLIP, <5 A , OALLACHER.e J . MAXWELL. G F Region 3, Office of 
Directnr aXl6 002 04/07/10 60pp 26507 lia 24X 

Ftcho 50-329,04/07/18.8400010061 


— 0408140090 Bummarg of NRC 790607 site tour 6 muptlnp on differential 
frottlement of plant bldgs TC Conke 790706 ItT to Dechtel re 
stalnlesis steel pipe deficiency end 

COOHC, T C Consumers Power Co DX16 003 79/06/13 Consumers 

Power Co 4pp 26307 311 24X Fiche 30-329,04/07/18,0408010061 


'G4OB130355 Forwards response to draft SALP rept Requests meeting u/ 
Keppler to review detailed contents of response Internal 
memoa 6 handwritten notes end 

COOK, J M ConsuneTS Poujbt Co BK15 006 83/09/17 KEPPLER.J O 

Raglan 3. Office of Director 9lpp 26302 IBB 24X 
Fiche S0~329, B4/07/ la, 0400010061 


— 9408140099 Preliminary "'OiscusBion of NRC Inap Facts Resulting From 
NRC Investigation of Diesel Generator Bldg Settlement " 

* Cansumers Power Co 1JX16 004 79/03/05 33pp 26507 319 

24X Fiche 90-329, 84/07/18, 0408010061 


“■-0400130269 "Const Project Evaluation of Consumers Power Co, Midland 
Energg Ctr Pro jecii Un its I t 2 (Obaervationsl 
e Management Analysis Co DX15 OO 7 83/01/31 laopp 
26S0a 311 24X Fiche 30-329. 84/07/ 10, B40B010061 


a4'OBl30290 Forwards Hgt Analysis Co assessment of Midland QA program 
Rept ondorses program W/o and 

COOK. J W Conaumers Power Co DXI 9 0D8A 81/06/01 KEPPLCR, J O 
Region 3. Chicago. Office of the Director <81/03/01) 40pp 
26903 170 24)C Flcha 5'0-329, 84/07/ 1 0,8400010061 


— 8408140060 Forwards synopsis of 800220 pr osontatlon, "Remadial Measures 
for Electrical Penetration Wings of Control Dldg 8, Isolation 
Valve Pits" conducted before NRC representatives In Midland, 

MI 

OaUUD. C H Affiliation Not Assigned 0X16 005 80/03/17 

AFiFl.a 3 Dechtel Corp 22pp 26507 390 24X 

Fiche 90-329,84/07/10,0408010061 


— 0408140065 Forwards general procedures & details employed by 
contractor to underpin fine arts bldg Sketches end 
MARR.O Bechtel Corp 0X16006 79/04/25 AFIFI.Q Dechtel 

Corp 6pp 26500 OlO 24X Fiche 90-329,04/07/10,0400010061 


— 8400130301 Butmits changes to be implemented prior tq util resuming 
remedial soils uoTi Draft list of noncomp I lane es ti 
davla ttons I handWT I tten notes list of events since Jul 
1981 hearings one I 

WARNlCKrR F Region 3, Office of Director BK13 OlO 02/09/20 

KEPPLER, O 0 Region 3. Office of Director 70pp 26504 031 24X 

Fiche 30-329. B4/07/ie, 0408010061 


— 8408140069 Lists areas to be clarified b/or amp 1 1 f 1 ed, in responses to 
l0Crn50 94{f> questians Sutsirtary of soils chronology 6 790007 
internal mama re pre-meating u/consultants one I 
COOKE, T C Consoners Power Co DX16 007 00/01/25 

ROTHHELL.M 0 Doditei Corp I4pp 26S08 016 24X 

Fiche 30-329,04/07/10,0408010061 


-“B40B130306 "Biennial QA Audit of Hidlend Plant, Units 1 8, 2 *' Opening 
remarks of NRC B3020B meeting w/utll 6 independent review 
oTii; 1 , 

t» Management Analysis Co 0X19 011 63/03/01 79pp 26904 13L 

24X FICha 30-329, 04/07/tB, 0400010061 


— 8408130311 Notlficatieu of significant licensee B3D319 meeting In 
Glen Elliyn, IL to present INPQ findings 

a Reg Ian 3. Office of Director BXl5 012 03/03/07 Region 3, 

Office of Director Ip 26904 261 24X Fiche 90-327,04/07/18, 

0408010061 


'““0408130320 Forwards status rept for Midland Project for Jan 1903 W/o 
enc 1 

HARNICK.R F Region 3. Office of Director BX19 013 83/02/14 

K€PPLEfi,J 0 Region 3. Office of Director ip 26904 293 24X 

Flcho 90-329,04/07/18,9400010061 


— 0408130323 Ferwards status rept for Jan 1783 Ropt contains Input from 
each member of insp site team of Ofc of Special Cases 
CDQK. R J Region 3, Office of Director 0X15 014 83/OS/lO 
SHAFER, W D Region 3. Office of Director 3pp 26904 294 24X 

Fiche 50-327,84/07/18.8408010061. 


— 84-08130327 Forwards monthly status ropts for Aug-Oct 17B2 

WARNlCKfR F Region 3, Office of Director BXI3 019 82/12/20 

KEPPLER.J. 0 Region 3, Office of Director lOpp 26904 303 24X 

Fiche 90-327.04/07/18,8400010061 


— B408140071 Submits const QC response to 790329 questions re diesel 
generator bldg No variance eiists from QA program 
requirements 

JOHNSON. D R Bechtel Carp BX16 008 79/04/09 RICHARDSON. 0 L 

Dechtel Corp 9pp 2690B 030 24X FUho 50-339,84/07/18, 

8408010061 


— 8408140076 Comments on recommendations given in soils repts prepared 
by Dames & Moare as compared to Dechtel earthwork specs 
Plant area fill supporting surrounding structures, Category I 
slopes & berm fill discussed 

AFIFI.8 8 Bechtel Corp DX16 007, 74/09/13 CASTLEBERRY. R 

Bechtel Corp 9pp 26300 039 24X Flcho 90-329.04/07/10. 

0400010061 


-B4O014OO77 Recommends issuance of revised TPO std specs re large 
BBtfcUment due to incorrectly placed backfill Addl 
correspondence on problem alert S, summary of soils 
chronology end 

nUMBAUOH. E Bechtel Corp 0X16 OlO 79/12/27 JQHNSDN, T E 
Bechtel Corp 33pp 26908 044 24X Fiche 50-327,04/07/10, 

8408010061 


—0408140102 Forwards complete set of all abstracts of transcripts of 
hearings conducted on 811231-830630 W/listing of entire set 
■of abstracts 

HAMPTON.L Isham, Lincoln 6 Doale BX16 012 83/07/10 

PATQM.W 0 Hearing Branch 2 429pp 26908 097 24 X 

Fiche 30-329,84/07/18,8400010061 


— B40BI30336 Requests approval not to perform SALP 3 esseSsnemts, due to 
uJidespread recognition of m.gt, QA &< const problems Draft 
notice of vialatlan, imp rept 6 handwritten notes re diesel 
generator h idg monorail end 

KEPPLER,,J 0, Region Office af Director. 0X19 017 03/04/01 

DEVDUNQ. R C Director's Office, Office of Inspection and 

Enforcement 7epp> 26505 043 24X Fiche 50-327,84/07/18, 

0408010061 


— 0400130340 Submits Issues to be addressed at forthcoming evidentiary 
session on QA it QC matters 

PATDN, W, 0 Co'nsumers Power Co DX13 0t7, 02/00/10 A0EN8AM, E 0 
NRC “ No Detailed AfPilUtion Olven 6pp 26505 276 34X 

Fiche 30-329, 84/07/ 18, 8408010061 


— 0400140134 Handwritten notes re borings in area of sve water piping 
that have indicated potential for liquefaction N/Dept of 
Army memo re Fob 1980 visit to util & review of F0AR 
KANE. J NRC - No Dotallod Affiliation Given BXi6 014 B2/10/J4 

19pp 26910 227 24X Fiche 30-329,04/07/10.8400010061 


— 0408140144 Testimony of HN Singh re Unresolved geotechnical enginesrln^ 
safety Issues, Inc lud ing reactor bldg foundation. d less 1 
generator bldg settlement it sve water bldg foundation 6 
berated water tanks 

BINGH.H N Army. Dept of. Corps of Engineers DX16 016 
04/07/10 I3pp 26510 319 84X Fiche 90-329, 04/07/18, 04OaOiO'&63 
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— 8409140132 Handuritten notes on ad/fiis&ion of facts re plant fill 
prabl«Ti t cracking of certain saf etg-re 1 ated struettrres 
resulting fron inadaqua tolt^ compacted fill matls W/ 
handuritten notes re discussion w/Q Paton on hearings 
♦ MRC - No Detailed Affiliation Given 0X14, 017 01/03/06 2pp 

26510 331 24X Fiche 30-329.04/07/10,0408010061 


— S4O914O130 Notifies of plan to take depositions of Bechtel employees 
In Ann Arbor beginning on B01209 Depositions ui 1 J address 
errors made In soil placement 

PATON. W D Office of the Executive Legal Director 0X16 OIS 
00/11/19 OLhSTEAD. W J Regulations Division 2pp 26510 333 
24X Fiche 30-329,94/07/10,0408010061 


-“'B40ai40l63 Presents reasons why Phase II const will not be detrimental 
to foundation support of auxiliary bldg Phase 11 primary 
consists of 3x6 ft hand dug piers I' 7x6 ft wide access 
drifts for access to pier 

KANE.J . GARTLETr.D NRC - No Detailed Affiliation Given BX16 
019 02/01/19 llpp 26310333 24X Fiche 50-329.04/07/18. 

0400010061 


—04-09140170 Handwritten notes re general description of extent of plant 
fill problem Proposed remedial measures. 1 i st of vlewgraphs & 
viewgraphs for ACRS presentation end 

i'ANE. J NRC - No Detailed Affiliation Given DXI 6 020 02/04/26 

37pp 263i0 346 24X Fiche 30-329. 04/07/18. 840B01 0061 


— 0409140103 Confirms comments previously provided re Item E on Page 3 of 
030713 Itr concerning slope layback during underpinning 
Item E expresses concern by 0 &H inspectors that slope 
layback is greater than in design 

P0UL05. S J Geotechnical Engineers. Inc 0X16 023 03/09/22 

KANE. J Office of Nuclear Reactor Regulation. Director 2pp 
26311 029 a4X Fiche 50-329,84/07/10.0400010061 


— 0409140196 Eummarlxes comments re 830914-15 audit of facility 
underpinning Purpose of audit was to gather info from 
applicant re effect on design 6 const of reducing modulus of 
hard clay foundation from 3000 Ksf to 3000 Ksf 
POULOS, S J Geotechnical Engineers. Inc 0X16 023 03/09/22 

KANE# J Office of Nuclear Reactor Regulation, Director 3pp 
26511 03i 24X Fiche 30-329.04/07/10,0400010061 


— 8409140209 Handwritten notes re design details for borated water 
storage tanks 6 util position on cause of cracking 
KANE# J NRC - No Detailed Affiliation Given 0X16 024 01/07/20 

2pp 26S11 050 24X Fiche 50-329,84/07/10.0408010061 


— 8409140213 Handwritten summary of 810005 meeting In Ramada Central Inn 
re borated water storage tank N/610728 handwritten memo re 
status of review on borated water storage tank 

KANE# J NRC - No Detailed Affiliation Given 0X16 023 81/00/05 

NRC - No Detailed Affiliation Given 2pp 26311 032 24X 

Fiche 30-329,04/07/18.0400010061 


—8409140210 Handwritten notes re discussion w /0 Gallagher about 
surcharging of valve pits near borated water tanks Record 
of telcon w/uti 1, Dech tc I ^ Geotechnical Engineering on 
010713 re surcharging valve pits end 

« NRC - No Detailed Affiliation Given 0X16 026 81/07/01 4pp 

2631 1 054 24X Fiche 30-329.04/07/10.0400010061 


— Q40B14O223 Handwritten notes reviewing comments on borated water 
storage tanks & valve pit settlements 

KANE# J NRC - No Detailed Affiliation Given 0X16 027 01/07/20 

Ip 26311 074 24X Fiche 30-329.94/07/10,0400010061 


— 8409140232 Forwards draft comments on info received from applicant 
through Amend 83 to OL request U Rev 10 to lOCFRSO 54<f> 
requests re borated water tanks Info received addresses all 
questions raised in 800707 Itr 

ttCCALLISTER, P Army. Dept of. Corps of Engineers 0X16 020 
01/03/26 JACKSON, R E NRC - No Detailed Affiliation Given 
I4pp 26511 073 24X Fiche 30-329.84/07/18,8408010061 


— 6409140242 Forwards branch position re se i smolog ical input parameters 
Position necessary to resolve differences between applicant 
b NRC on sel smolog ica 1 issues V to provide guidance for 
tnputing vibratory motion in evaluations 
JACKSON, R E Geosciences Branch 0X16 030 00/07/GB 

SCHWENCER.A Licensing Branch 3 6 pp 26511 101 24X 

Fiche 30-329,04/07/18,0408010061 


—8409140240 Urges studies evaluating soil liquefaction U stability under 
dynamic loading & using values of acceleration in range of 
0 k 2 g to 0 19g at ground surface Also forwards list of 
strong motion records 

ROTHMAN, R L Geosciences Branch DX16 031 00/02/11 

JACKSON, R E Geosciences Branch 9pp 26311 107 24X 

Fiche 50-329.04/07/18,8408010061 


—8408140263 Motion to consolidate for d i scoverg, evident lary presentation 
& fact finding purposes issues relating to soil conditions 
for eaf ety— related structures 6 sys founded in & on plant 
fill matl in hearing considering 791206 order 

PARNELL, A 3 Consumers Power Co PARNELL. A S Isham# Lincoln 8 < 
Deale BX16 034 80/05/27 Atomic Safety and Licensing Board 

Panel ISpp 26311 159 24X Fiche 30-3 2 9 , 84 /07/10.0400010061 


— 8408140296 Testimony of H Singh re origin remedial measures proposed 
bg applicant for auxiliary bldg 6 Corps of Engineers 
evaluation of remedial measuraa 

SINGH. H NRC - No Detailed Affiliation Given DX16 0300 
91/11/12 3pp 26511 242 24X Fiche 30-329. 94/07/ 1 B, 840B010061 


— 94QB140296 Draft testimony of 8 J Poulos re remedial underpinning of sve 
uiater pump structure 

PGULOS. B J Geotechnical Engineers, Inc 0X16 040 82/03/30 

llpp 26511 271 24X Fiche 50-329. 84/07/ 18# 840B010061 


— 0408140300 Testimony of HN Bingh re sve water pump structure 

BINOH.HN Geotechnical Engineers. Inc 9X16 041 02/04/00 

7pp 26311 202 24X Fiche 50-3 29. 04/07/10, 04OBO1OO61 


— 9408140319 Summary of 810917 meeting w/CPC#U 8 Army Corps of Engineers# 
MRC, Bechtel C, Mueser, Rutl edge, Mentuorth 8 # Johnson in 
Oethesda, HD- re preliminary design of proposed remedial 
measures for sve water pumping structure 

SiNGHpH N Army. Dept of, Corps of Engineers DXi 6 044 
01/09/10 Army, Dept of, Corps of Engineers 3pp 26511 341 
a4X Fiche 50-329,04/07/19.0408010061 


— 9408140347 Summary of 020422 meeting w/CPC# c onsi s ting of answers to 
GE 8 questions re permanent dewatering sys, soil 
stab 1 1 1 tat 1 on# lacking procedure &■ draft 8 ER 

KANE. J NRC - No Detailed Affiliation Given BXi 6 046 02/06/25 

NRC - No Detailed Affiliation Given 4pp 26311 349 24X 

Fiche 30-329.04/07/18,0400010061 


— B40B140332 ^’Dynamic Core Penetrometer Sketchs I# design calculations 
of underpinning t settlement analysis study encl 
ANDERSON, J NRC - No Detailed Affiliation Given 0X16 047 
82/03/17 42pp 26312 056 24X Fiche 50-329.84/07/18,9408010061 


—9408140359 HanduT itten notes re settlement monitoring programs, 
c lass i f icat ion of f 1 nes, instrumentat ion & agenda for 781204 
meeting re diesel generator bldg 

« NRC - No Detailed Affiliation Given DX16 049 04/07/18 

lOpp 26312 210 24X Fiche 30-3S9. 84/07/ 10# 040001 0061 


—8400140367 Draft Itr re Interagency Agreenient NHC-03-76~167, Task 1. 
Subtask 3 concerning comment on Amend 05 List of specific 
discrepancies re settlement evaluations encl 

SINGH# H Army# Dept of. Corps of Engineers BX16 031 81/02/26 

KANE# J , JACKSON, R E NRC - No Detailed AfflLlatlon Given t3pp 
26312 221 24X Fiche 30-329.84/07/10,8408010061 


—9408140513 Summary of R Landsman 810325-27 Sc 0407-09 Insps conducted 
to verify QA program for util soil borings conducted in 
response to Corps of Engineers request for addi soil info 
* NRC - No Detailed Affiliation Given 0X16 054 04/07/18 4pp 

26312 259 24X Fiche 30-329.84/07/10.8408010061 


— 9408140522 Informs that, in preparation for Issuance of draft SER in 
mid-late Jan# section by section review of which sections of 
draft received by Dlv of Licensing to date complete 
HERNAN.RW Licensing Branch 4 BX16 053A 92/01/12 

ADEN3AH. E 0 Licensing Branch 4 3 pp 26512 269 24X 

Fiche 90-329# 84/07/10, 840B0 10061 


— 9403140326 Summarizes 010600 stipulation filed by util Ic NRC re QA 
aspects of hearing on soils settlement scheduled to begin 
010707 

HOOD. D Licensing Branch 4 DX16 036 91/06/00 DENTON, H . 

CARTER. J Office of Nuclear Reactor Regulation# Director 
EIBENHUT.D Q Division of Licensing Ip 26512 272 24X 

Fiche 30-329# 84/07/10. 0400010061 


— B40B140S30 Draft memo providing estimate for completing review tc 
preparing testimony on proposed remedial actions, in response 
to QELD request for schedule for review 

LEAR, J NRC - No Detailed Affiliation Given BX16 057 01/06/19 

KNIOHT.J NRC - Ho Detailed Affiliation Given 3pp 26313 103 
24 X Fiche 50-329.04/07/10,0400010061 


— 8400140339 Requests estimate of time required to complete review k 
prepare testimony re proposed remedial actions Testimony by 
F Rinaldi, T Cappucci U J Kane needs to be filed by 010913 
PATQN.W D Office of the Executive Legal Director BX16 037A 
01/07/18 KNIGHT# J P Assistant Director for Comp 6 Structures 
Engineering <Pre 030201) Ip 26513 180 24X 

Fiche 50-329.84/07/18,8408010061 
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8^00140353 Util neus Itr re lifting of part of senes of stop wot k 
ordopft thd't con^t of pl^nt 

* Corauffiers Power Co BX16 OAi @4/01/20 Ip 2£5I3 »49 24)e 

FiChe 30-329,04/07/16*0400010061 


■“8406140336 Docunents contacts by KirklariiEl & Ellis attgs r epr p sent I'n g 
Dow Chemical in stilt against CPC Sumimary of meeting biy 
Dee tocfin J cai Engineering* Inc anti 

KAKEi J D Structural C* Geotechnical Engineering Branch DXI& 062 
84/01/23 Structural It Geotechnical Eng i neerirg Branch 14pp 
24313 243 24X Flcfie 30-329,04/07/16,6406010061 


“-64O014O337 Foruiarijs comme'nts re applicant sub(nission» concerning 
cracks in iflesal genera ter, fl latian of cracts in borated 
kieter storage tanks, underp innings 6 effects or cracks on 
earvi c eab 1 1 ity of structu-res 

MCC4LLISTER, P Army, Dept of, Corps of Engineers BX16 063 

Ba/04/t5 LEAn, O OWlil on of Engl nearing 14pp 24313 277 

24X FUhe 30“a2'?* 84/07/16, 0400010061 


G406140'S62 Hantluritten document summariiing utH response to NRC 
Guastions 24,45 47 on permanent dewatering r« geotechnical 

engineering iesues Meeting suremaries end. 

* Consumers power Co BXJ6 044 81/10/12 32pp 24313 291 

24 X F 1 c h B ' 30-329, 84/1)7 / IB, 64060 10061 


6409140349 Handuiri ttcn daeuraent re liquefaciipn analysis 
KAWEi O C NRC - No Dataited Affiliation Given BX14 065 

02/00/16 Spp 26513 323 24X Fiche 50-32 9i 04/07/1 B, a408£>l 006 1 


-8406140566 nequesttf analysis of possible enforcamant action re 
applicant failure to Inform NRC of settlement of diesel 
ganeratof bldg 

PALLA0INQ, N NRC - No Detailed Affiliation Given. 11X16 066 
64/03/24 DIRCKS^H Office of the Esecirtive Director for 
Dparatloni Ip 26314 031. 24X FI cfie 30-329, 84/07/10- 8400010061 


-"04OB14O57O "Administrative Bldg Founda tlosi Battlements Along Column 
Lina 04" 

» 6echtel Corp BXI6 040 77/12/31 21 pp 24314 033. B4X 

FUhe 30-329,04/07/10,6408010061 


•'-8400140373 Forwards Bechtel rapt, " Adml nistrative Bldg Foundation. 
6ettl entente Along Column Ulna 0 4 '* 

BRUNNER, J E Cansumers Power Co 0X16 067 61/09/14 PATON. kJ 

NRC - No Detailed Affiliation Given Ip 26514 032 24X 

F 1 c h a 50-329 ■ 84/07/ 1 6, 0 4060 1 006 1 


*—6400140573 Handwritten summary of 701204 site meeting re excessive 
•attlement of dledel generator bldg & foundations tc other 
Category T structures 

OALLAQHERiO Region 3, Office of Director aXl6 069 76/12/07 

HODOi D NRC “ No Detailed Affiliation Given 6pp 26914 066 
24X Fiche 30-329, 64/07/ 18, 6400010061 


--6408150015 Requests addl barings 6 exlstini) soil data. Ravi sed Enel 1 to 
000327 Itr end 

MCCALL r 8TER;, P. Army, Dept of, Corps of Engineers QX16 071 
64/07/18 vlACKBONiR E NRC - No Detaileif Affiliation Given 6pp 
26514.140 24X FIch* 90-329, 84/07/ 1 0 , 8406010061 


— 8408150019 Handwritten notes re status of ASLO hearings First session, 
complited 61 0707-i 7, c ovare if items re Stamlrls Contention I, 

QA breabdowni NRC-uti 1 stipulation on ga managerial attitude 
ti F0AR false statement 

KANE, U NRC “ No Detailed Affiliation Given fiXl6 072 81/06/16 

llpp 263J4 146 24X Flche 50-329,64/07/10,6400010061. 


— 840013(3022 Hand-written notes re location of sources of important util 
submittals prior to 791206 Topic* outlined includ* auxiliary 
bldg, diesel generator bldg, berated water storage tank 
permanent dewatering 

KANE, J NRC - No Detailed Affiliation Given. 6X16 073 01/09/18 

□Ipp 26514 157 24X Fi Che. 30-329, 04/07/18* 8400010061 


■ — 0406150027 Summery of 840304 meeting w/utll re schedule* *« topics far 
instant bearing -on soils matters Hearing schedule resulting 
in Inefficient reviews due to changing const priorities by 
appl 1 cant. 

HOOD, D Llqen«ing Branch 4. 6X16 079 62/03/11 TEDEBCO, R.L 

Assistant Director for Licensing 40pp 26514 l9i 24X 
Flche. 90-329. 84/07/16,8400010061 


— 0400150029 Task Interface agreement re plant remedial soils issue 

iPPOLlTOfT Region 3, Office of Director. NDRELIUB, C Director's 
□fflcd, Office of Inspection and Enforcement VOLLMEB,R Office 
of Nudear Reactor Regulation, Director BX16 076 63/04/18 

9p p 265 14: 234 24X Fiche' 50-329 , 84/07/ 1 0 , 04060 1 006 1 


— 6406150033 Discusses 830729 conference call during which 0 Hood gav* 
verba] approval to alloui licensee to proceed w/underp inn tng 
through UATs 

LANDSMAN, R B Region 3* Office of Director QX16 077 B3/09/a(} 

Region 3. Office of Director ip 26914 241 24X 

Fiche 90-329,84/07/18,0400010061 


-“8408190042 Handwritten notes commenting on Peck B10B07 transcript T* 
compaction criteria 

KANE, J NRC - No Detailed Affiliation Given QX16 079 Bl/OB/10 
2pp 26514 264 24X Flche 90-329,04/07/10.8406010061 


-“8406130046 Handwritten notes re electrical penetration area u/conimenti 
of H Singh on unresolved issues prior to 791206 8, 
underground utils 

SINGH, H NRC - No Detailed Affiliation Given 5X16 060 
81/05/20 2pp 26514 266 S4X Fiche 50-329.84/07/18,9403010061 


— B40Q15056O Comments on licensee draft commitments to improve 
implementation of quality program in remedial soils area & 
remaining const ac 1 1 vi t ies, per 620907 request Noted changes 
should be made in program 

U/ARNICK. R F Region 3. Office of Director DX21 001 02/09/24 

KEPPLER.J 0 Region 3. Office of Director 4pp 26549 080 24K 

Flche 90-329,94/07/18.8408010061 


— 6406190366 "Pier Load Test Data - Load by Carlson vs Load by x/acks * 
Related info end 

HUNT. S N Bechtel Corp DX21 003 63/04/29 200pp 26549 219 

24X riche 50-329,04/07/18.8400010061 


—8406150571 "Well QBS-4 Subsidence Rept " 

HUNT, S H Bechtel Carp BX21 004 62/06/11 50pp 26550 ISO 

24X Fiche 30-329,04/07/18,0406010061 


— 840B1S0577 Forwards recent audit repts by Midland GA dept, per reqiitst 
BRUNNER. J E Coneumers Power Co BX21 005 62/01/15 

DECHHOEFER.C , HARBOUR, J Atomic Safety and Licensing Board Psnil 
CGHMAN, F P Affiliation Not Assigned 26pp 26590 222 24X 

Fiche 50-329,84/07/1010408010061 


— 0400190366 Forwards recent audit repts by Midland QA dept, per request 
Related info enc 1 , Inc lud ing notes of CPC/NRC 030208 public 
meeting re const completion program 

pnt/NNER,J E Consumers Power Co DX21 006 02/02/09 

BECHHOEFER, C , HARBDl/R, J Atomic Bafety and Licensing Board Panel 
COWMAN. F P Affiliation Not Assigned 106pp 26950 248 24X 

Flche 50-339,04/07/1010408010061 


— B40B15059S Opposes Isswance of fuel license (10CFR70) for applicant* 
based upon ex tans 1 veness of remedial soils work Si potential 
for work to Inpact auxiliary bldg Related Info end 
COOK, R J Region 3, Offico of Director 6X21 007 83/01/25 

SHAFER, W D Region 3. Office of Director 19pp 36551 001 24X 

Flche 90-339,84/07/10,9408010061 


—6408150606 Rev 4 to "Quality Plan for Underpinning Activities " fteliatii 
info end 

BIRD, W , BOOS, A J , MOONEY', J Consumers Power Co BX21 009 
62/10/13 59pp 36551 316 24X Fiche 50-329,04/07/18,8408010061 


-“6408190616 EnumeratBS QA issues to be addressed at evidentiary SB»si«f 
in Midland proceed ing, p er end 620707 memorandum & order W/o 
end 

PATONrW D Office of the Executive Legal Director BX2i Oil 
03/00/10 ADENSAM, E 0 NRC - No Detailed Affiliation Given 2PP 
26553 067. 54X Flche 50-339*64/07/16,6406010061 


— S40Q1S0617 Forwards further response to FDIA-B4-96, consl st ing of 
records selected from files of Harrison & Norellus during 
840630 visit 

RDV, O W. Office of Resource Management, Director DX20 001 
04/07/06 RICE. C M Kirkland U Ellis 3pp 26937 339 24X 

Flche 50-329,04/07/18,8406010061 


—8400150624 Draft summary of NRC 840229 meeting w/util at Region 
re results of NRC HVAC insps Investigation of allegations 
tc expansion of QA trai nlng, qual 1 f ication & certl f icat ion 
activities Viewgraphs end 

• Region 3, Office of Director DX20 002 64/02/29 Region 3. 

Office nif Director 81pp 26537 342 24X Fiche 90-329,84/07/18. 

6400010061 


— 8408130626 Forwards HR Denton 031219 Itr distinguishing between terai 
"important to safety" "safety-related " Related info end 
KEPPLER* J G Region 3, Office of Director BX2I 013 03/12/29 

Region 3r Office of Director 9pp 26533 163 24X 

Flche 50-32^, 04/07/ iBr 0400010061 
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— 040B1&0630 Forwards addl info re Region III inquirtes into Ofc of 
Special Cases concerning Kldland h Zimdier Nuclear Pouer 
Plant problems in implementing OA programs Nonconformaiic e 
rept also encl 

WARNICK.R F Region 2. Office of Director DX20 003 82/09/16 

BOULDEN^ H Office of Inspector L Auditor IBpp 26330 001 24X 

Fiche 50-329i 04/07/10. 0400010061 


-'^8400130633 Notifies that commercial operation date of Unit 2 may be 
delayed until mid-1906 Const schedule for Unit 1 lui U be 
revised based on cashflou requirementsf need for pouper« final 
cast estimates tc schedule for Unit 2 

KOSCHIKpMO Consumers Power Co 0X21 013 B3/U/09 STRAStlA. J 

Region 3 j Office of Director 2pp 36553 216 24X 

Fiche 50-329.04/07/18,0400010061 


— 0408150643 Porurards listed dacumpntat ion in response to FDIA 03-397 
for reproduction 

WABNICK. R F Region □. Office of Director 0X20 006 03/07/20 
SrtIDTH. P T Region 3. Office of Director Ip 26330 136 24X 
Ficfie 50-329,04/07/10.0408010061 


— 8408130648 Draft summary of NRC Caseload Forecast Panel 030419-21 
meeting w/util at plant site re basis for util revised 
estimates of Oct 1904 6 Feb 1903 for Unit 2 & 1, 
respectively Rapt on R«v 12 scbedulo end 

NOVAK, T M Assistant Dlmctor for Licensing DX20 007 03/05/23 

CDQKrJ M Consumers Power Co 32pp 26330 157 24X 

Fiche 30-329, 04/07/ IB. 0400010061 


— 0400150651 Requests NRC approval to postpone yellowbook update due to 
inadequate work experience enabling development of 
definitive project schedule. per 031014 Itr 
QUAMME. D L consumers Power Co BX20 008 04 / 01/12 

HARTFIELD. R A Management Information Branch Ip 26339 002 
24X Fiche 30-327,04/07/10.8400010061 


— 84081S0652 Notifies of intent to continue const of plant following 
recent notification from Dow Chemical Co of decision to 
terminate agreement to purchase energy Related info end 
FITZPATRICK, R Consumers Power Co BX21 019 03/07/15 

STRAGMAiJ Region 3, Office of Director 72pp 26554 061 24X 

Fiche 50-329.04/07/10,0400010061 


--0408130656 Responds to 040409 comments ro util proposed plan to conduct 
Independent mgt appraisal of Midland Nuclear Project 
Affidavits of independence of individuals working on audit 
encl. 

REHMj T a Office of the Executive Director for Operations BXSO 
009 04/06/00 OARDE, D P Government Accountability Project 

31pn 26339 014 24X riche 30-329,04/07/10.8400010061 


— 84DB1 30662 Enumerates agreements/gnderstand Ings reached at 820023 
meeting w/NRC re approval for portions of Phase II 
underpinning work Related info end 

MILLER. DD Consumers Power Co DX21 021 02/08/25 SHAFER. W 0 

Region 3. Office of Director Hpp 26SS4 241 24X 

Fiche: 50-329i 04/07/10. 0400010061 


--840S150663 Comments on util 040307 proposed independent mgt plan Plan 
does not indicate how Cresap. McCormick 6 Paget S, TERA will 
function interface Ro les, author! ties t* responsibilities 
should be Identified Handwritten comments encl 
DEYOUNOtR C Director's Office, Office of Inspection and 
Enforcement 11X20 01 1 04/03/27 KEPPLER. J G Region 3, Office 

of Director 4pp 26339 052 24X Fiche 50-329, 04/07/18, 

0400010061 


—8400150666 Bummary of NRC 040314 meeting w/D Oridenbaugh of MAD 
Technical Assocs in Region III re Info on Midland t, Zimmer 
plants Util 040124 Ur to Attg General of State of MI end 
HARNICK.R F Region 3, Office of Director DX20 012 84/03/20 

Region 3, Office of Director 7pp 26339 136 24X 

Fiche 50-329,04/07/10,0400010061 


— 0408150676 Forwards util testimony on cable pulling Incident Requests 
commants Lists questions to be addressed 

UILCDVE, M N Office of the Executive Legal Director DX20 014 
03/03/13 LANDdMAN, R , COOK, R , GARDNER, R NRC - No Detailed 
Affiliation Given 7pp 26339 306 24X Fiche 30-329.84/07/10, 

0400010061 


--0408130681 Discusses policy 6 procedure changes re communications u/ 
licensee Related Info and 

WARNICK.R F Region 3. Office of Director HXai 027 82/09/17 

BPE80ARD/R L Division of Project & Resident Programs 
NORELIUB. C E Division of Engineering HIND. J A Division of 
Radiological 6 Materials Safety Programs 8pp 26535 067 24X 

Fiche. 30-329.04/07/18. 0408010061 


— 8400150602 Advises that FOIA Request 82-616 received Matl requested 
must be submitted to director by 840103 Nonconformance repta 
6 tntorim Kept 3 re cable tray support const welding 
discrepancy end 

SMIDTH, P T Region 3, Office of Director 8X20 015 83/12/22 

Region 3- Office of Diroctor 2pp 26539 3 59 24X 

Fiche 30-329,04/07/10,8400010061 


— 0400150603 Discusses QA program re underpinning instrumentation 
installation Lists steps to follow to Implement 
reclassification Of underpinning activities 

COOK. J N Consumers Power Co SX21 020 82/03/31 NORELIUS. C E 

Division of Engineering 2pp 26535 110 24X 

Fiche 50-329,84/07/19.0408010061 


— B40B130686 Advises that allegations received from Dow Chemical h util 
are treated equally Forwards E Oriker 040304 Itr re Dow 
Chemical vs CPC lawsuit 

BERKOVITZ, D M Office of the General Counsel BX2<) 016 
84/03/U LEWIS, SH Region 3. Office of Director Ip 
26540 094 24X Fiche 30-329. S4/07/IB.840B010061 


— B4Q01SO689 Submits summary of views re regulatory status of plant 
Illegible handwritten notes encl 

KEPPLER, J O Region 3, Office of Director BX20 0 J 6 A 04/06/06 
FISCHER. B Michigan. State of 12pp 26340 093 24X 

Fiche 30-329, 04/O7/i8> 8400010061 


— 8408150692 Forwards neuspapei stories Indicating repre sent Ives of Dow 
Chemical met u/NRC to dlscUSs matters in litigation pending 
in County Circuit Court w/Utll JO Selby 040600 Itr to 
FJ Kelley and 

oniKER.E Barrls. Bott. Denn h Driker BX20 017 04/05/04 

DERKDVITZ.D Office of the General Counsel I0pp 26340 160 
24X Fiche 50-329. 04/07/ 10. 040001 0061 


— 0408150693 "Site Visit to Evaluate Crack Reported 830218 in Roof pf 
Feedwater Isolation Valve Pit Unit 1, Midland Nuclear Power 
Plant " Draft confirmatory orders, handwritten notes 6 
RF Marnick nemo re FOIA Request B4-24 end 

CORLEY, W O Construction Technology Laboratories DX20 019 
03/02/28 lllpp 26540 170 24X Fiche 30-329.84/07/10, 

0408010061 


— B4O015O7OO Forwards draft confirmatory order prepared by IE re plan for 
independent appraisal of site 6 corporate mgt organ! latl ons 
Requests review prior to meeting 

LIEDERKAN. S NRC - No Detailed Affiliation Given 0X30 020 
83/12/30 KEPPLER. HARNICK, HARRISON NRC - No Detailed 
Affiliation Given lOpp 26340 335 24X Fiche' 30-329, 84/07/18, 

840BO 10061 


— 8400190706 Advises that 0 Lewis leaving Region III to assume position 
of Deputy Assistant Chief Hearing Counsel in OELD D Berson 
replacement Chronological list of reactor holddown bolt 
end 

KEPPLER, J O Region 3, Office of Director BX20 022 04/05/14 

Region 3, Office of Director I2pp 26341 263 24 X 

Fiche 90-329.04/07/10.6400010061 


— B4O01S0709 Summary of 000523 meeting w/utl 1. BJiM, Bechte I 8( Teledyn* in 
Bethesda. MD re preservice failure of three reactor vessel 
holddown studs List of attendees, agenda tt vieugraph slides 
encl Sketches for underpinning auxiliary bldg end 
HOOD. D B Licensing Branch 3 DX20 023 60/07/07 Licensing 

Branch 3 02pp 26941 328 24X Fiche 50-329,04/07/10,0406010061 


— 0400130710 Assessment rept QA program, performed during Mar & Apr 1961 
-tt Management Analysis Co BX21 033 81/06/01 400pp 

26333 102 24X Fiche 30-329,84/07/18,0400010061 


--8408150712 '^Quality Program for Underpinning Activities “ 

» Consumers Power Co> DX20 024A 82/04/09 62pp 26342 132 

24X Fiche 90-329.04/07/10,0408010061 


— 0400130714 “Independent Assessment of Underpinning 90-Day Rapt ” 
KILBER.M E Stone & Webster. Inc BX21 034 83/04/30 250pp 

26556 194 24X Fiche 50-329.84/07/10.0400010061 


— 0400150716 “Test Program Status 6 Rev 12 - Test Schedule “ 

* Consumers Power Co BX21 033 03/04/12 lOOpp 26557 091 

a4X Fiche 50-329,04/07/10.0400010061 


— 0408150710 Documents conclusions 6 commitments made at 020330 meeting 6 
020402 telcons re QA applied to remedial foundatian unrk 
Expansion of QA program recngnlXBd in overall success of 
project "Quality Program for Underpinning Activities" end 
COOK. J M Consumers Power Co DX20 024fl 02/04/05 KEPPLER, J 0 

Region 3. Office of Director 4pp 26542 194. 24X 

Fiche 50-329,04/07/18,8408010061 
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— an0aiSO7a0 'flectncal Raceuiay Support Tests Rept Par t I " 

NQWAK, A S Bechtel Corp DX31 03A ai/ll/S3 lOOpp 26537 192 
24X Pi Che 30-329. 84/^07/ IB, 0-403010061 


— 0403150723 Poruards CPC testimony on alleged violation of Board order 
Investigation of violatjon coming in fotore Requests 
analysis of tcstimany tu comments Handwritten notes end 
WILCnVE^M tt Office of the Executive Legal Director 8X20 026 
63/05/13 UANOSMArJ, f? . COOA.R . HOOD, D NRC - No Detailed 
AfPAliatioP Given 99pp 26542 163 24X Fiche 30-329*04/07/18, 

0408010061 


— 04OB13O723 Req.uest 5 review of attached draft SALP rept In preparation 
for 830706 9ALP Board meeting 

WARNJCK. R P Region 3, Office of Director DX20 027 83/07/01 

HIND.^,P A * NQRELIliS, t G * SPESSARD. R L NRC - Mu Detailed 
Affiliation Given i49pp 26342 288 24X Fiche 90-329,84/07/18, 

6408010061 


— 8408150727 Survuiarmes 330227-28 meeting at site re soils settlement 
issue ir effects Handuri tten note enc 1 

GALLAGHER, E Region 3> Chicago- Office of the Director flXOO 034 
90/03/03 FIQRELLI.G Raglan 3. Chicago, Reactor Construction 6 
Engineering aopport Branch 46pp 26344 306 24X 

Fiche 30-329,84/07/10*0408010061 


— 0408150723 Forwards advance copy of proposed rev to Manual Chapter 
0316, SALPi for review 

NORELIUS, C E Division of Project & Resident Programs BX20 033 
84/04/13 Region 3, Office of Director 2pp 26545 069' 24X 
Fiche 50-339,04/07/18*8400010061 


-*•0408130729 Advises of problems concurring u/propoeed response to 
M Cherry 770427 Itr as noted by detailed comments provided 
Requests redraft be considered 

RerNMU7H,0 W Division of Reactor Construction Inspection 8720 
029 77/06/10 HOFFLINO, R K Office of the Executive Legal 

Director 7pp 26343234 24X Fiche 30-329.84/07/18,0408010061 


— B40B150731 Advises of possible ex parte contact in facility proceeding 
Requests memo k attached summary of discussion be served to 
all parties in proceeding it PDR 

QlB&aW.T ft NRC - No Detailed Affiliation Given DX20 030 
00/12/24 CHILK, S -J Office of the Secretary of the Commission 
2pp 26343 230 24X Fiche 50-329*84/07/10*8408010061 


— 8406150732 Notifies that Incarrect target dates entered in 030219 
SALP schedule Correct target dates provided 

N0RELIUS*C E Division of Project & Resident Programs DX20 035A 
64/03/DQ HIND, J A Division of Radiological bnaterials Safety 
Programs SPESSARD* R L Division of Engineering DQUGHERTV. D J 
Office of Resource Hanagement* Director 2pp 26545 117 24X 

Fiche 30-329,84/07/18-8408010061 


— 8400180734 Revises previously Issued SALP 4 schedule dtd B31004.tiy 
extending assessment to 18 months Rev incorporates addl 
milestone dates 

NORELIUS, C E Division of Project 6 Resident Programs 0X30 035B 
83/12/19 Region tJ, Office of Director 2pp 26543 119 24X 

Fiche 30-329,84/07/10,0408010061 


—8400130735 Requests cancurrence on proposed auxiliary bldg guideline* 
‘’Guidelines for Bldg Movements During Temporary 
Underpinning " Manduritten notes communications record 
w/Warnick re withdrauidl of potential lOCFRSO 53<el end 
MDONEY, J A Consumers Power Co QX2-G 031 04/05/23 

HARRIBON, J J Region 3, Office of DirectOT 2Spp 26343 252 
24X Fiche 30-339*84/07/18-8408010061 


-0405150737 Farwards NRC Manual Chapter 0316* BALP Evaluation crii;eria 
published in FR on B20322 for public comments Comments due 
fay 620701 

TAMBLING, T N Region 3, Office of Director DX20 035C 82/05/04 

AXELSOM, g U , DARRETT. P A * DOYD, D C NRC - Np Detailed 
Affiliation Given 3pp 26545 123 24X Fiche 50-329, 84 /<17/ 18, 

B4i>Q01006l 


— 8403150741 Forwards “Structural Evaluation of Diesel Generator Uldg 
Assessment of Structural Performance Capability k 
Serviceability as Potentially Affected by Settlement Induced 
Crac k ir>g “ 

levin. H A TERA Corp DX20 033 83/01/04 KEPPLEft, J O , 

EISENHUT, D 0 Region 3, Office of Director CDOK, J W Consurnen 
pouer Co dpp 24^344 212 24X Fiche 50-329, 04/07/ 1 0, 04030 1 0061 


— 8400150743 Suhml ts reasons for extending SALP 111 evaluation period 
to 921231 Rept contains issues being resolved between NRC 6 
licensee Extension can be used as performance motivator 
Handwritten note & supporting documentation end 
COOKpR j Region 3, Office of Director BX20 036 82/00/06 

SPESSARD, ft L Division of Project 6 Resident Programs 3S0pp 
26545 173 24X Fiche 30-329,34/07/18*8408010061 


--B4O015O745 "Structural Evaluation of Diesel Generator Bldg Assessment 
of Structural Performance Capability & Serv 1 c eab i 1 i ty as 
potentially Affected by Settlement Induced Cracking " 

Handwritten notes end 

* TERA Corp DX20 033A 83/01/04 09pp 26544 216 24X 

Fiche 30-329,04/07/18,8400010061 


--04O813O747 Submits supplemental SALP input for facility Changes 
required to provide overall Div of Engineering L Technical 
Insp rating for QA functional area k consolidate comments 
for recommended increased insp frequency 

PIRTLE, G Region 3, Office of Director BX20 037 03/10/01 

ODYO, D Region 3, Office of Director Ip 26547 Oil 24X 
Fiche 50-329. 84/07/18, 840B0 10061 


— 0400130749 Forwards liafc of items reviewed by util k determined ready 
fpr review fa cl-osuro by NRC Handwritten notes fa supporting 
documentation end 

NELLS* ft A Consumers Power Co BXaO O30A 03/10/04 

KEPPLEft. J 0 Region 3* Office of Director 147pp 26547 169 

24X Fiche 50-329,04/07/18,0400010061 


— 0408150730 Forwards SALP input except for Katls fa Procdsab* Section 
PIRTLE, O Division of Engineering fa Technical Inspection DXSO 
03B 01/09/22 BOYD, D Division of Engineering & Technical 

Inspection 137pp 26547012 24X Fiche' 50-329, 84/07/ 10, 

8400010061 


— 8400150791 Forwards const status rept as of 791001 Handwritten notei rs 
diesel generator bldg fa sell settlement fa errata to 
NUREO-0034 end 

FIDREUUI,0 Region 3, Chicago, Reactor Construction fa Engineering 
support Branch BX20 041A 79/10/03 KNOP, R C , HAYEB, D W , 

DANIELSON. D H MRC - No Detailed Affiliation Given I07pp 
2694B 359 24K Fiche 30-329.04/07/18,8400010061 


— &4O015O732 Submits QA issues to be addressed at evidentiary session In 
facility proceeding Summary rept fa oral coffimunlcati ops 
record re relnsp roqu iretnonti based on results of 
certification testing end 

PATDN, M D NRC - No Detailed Affiliation Given 0X20 041 
82/00/10 aDENSAM, E Q NftC - No Detailed Affiliation Oiven 
iBpp 26948075 24X Fiche 50-329, 04/07/10* 840SOJ0061 


— 0400170001 "Response to 
Auiiliary Bldg " 
ff Consumers Power Co 


NRC Staff Review Concerns for Underp inninS 
BX19 001 82/06/03 40pp 26329 122 


24X Fiche 50-329164/07/18,6408010061 


of 


— 8400170102 Forwards addl documents re facility soils issue* in responti 
to request for Info 

OREHODL, K E Consumers Power Co BXl9 003 82/04/12 

FISCHER, D C ACRS - Advisory Committee on Reactor Safeguards 
7pp 26330009 24X Fiche 30-329,84/07/16,8408010061 


— 8406170141 Requests review of files to determine documents 
bitthholdab Is under FOIA, per F0IA~B4-96 

LEWIS, S H NftC - No Detailed Affiliation Given DXl9 009 
04/05/08 HARRISON, J J , GARDNER* ft , LANDSMAN, R NftC - No 
Detailed Affiliation Given Ip 26530 066 24X 

Fiche 50-329*84/07/10, 0408010061 


340S15073B Forwards summary of 840229 meeting in Region 111 ofc re 
results of HVAC insps fa investigation of allegations fa 
expansion of train ing * qua 1 if Icatior fa certification 
activities Handwritten notes end 

WELLS, R A Consumers Power Co BX20 032 04/03/29 

HARRISON* -J J Region- 3* Office of Director I69pp 26544 014 
24X Fiche 30-329,04/07/18*6408010061 


I0B1S8740 ’'Chapter 0Si6 BALP, '* descrlblns basis structure fa overall 
procedures for implementation of NRC program to assess 
licensee performance MA Miller marked-up memo re evaluation 
of BALP end 

* Director's Office, Office of Inspection and Enforcement DX20 
03SD 02/03/23 47pp 26545 126 24X Fiche 50-329*84/07/10. 

8408010061 


— B40ai70I45 Forwards draft Itr to util re review of licensee 830310-0^2 
<c 0712 responses to 830208 fa 0523 notice of violation fa 
proposed imposition of civil penalty Recommends ImpositiOTi 
of *120,000 civil penalty 

BCHULTZ.W H Region 3, Office of Director DXi9 010 B3/0//«io 

AXELRAD, J A Director's Office, Office of Inspection ^nd 
Enforcement I65pp 36530 067 24X FichP 30-329,84/07/18, 

6400010061 


— B40B170166 Testimony of RN Gardner re allegations concerhl 
qualification of personnel employed by Camstock 
GARDNEfl.R N Region 3, Office of Director BX19 012A 

lOOpp 26 530 321 24X FI Che 50-327, 84/07/10* 8408010061 


ng 

04/07/16 
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■B40BJ70187 Forwards rept rc&ults re special electrical overinsp 
requested bi/ MRC to support testiaiony cancerniny adequacy 
cert I F ic^t lon/qua 1 1 f 1 cat 1 on process of Oechtel electrical QC 
inspectors 

SH/^E^=■FER« M J Consuners Power Co 0X19 01 & 82/02/23 COOK&. R 

HRC - No Detailed Affiliation Given BIRD.W R , COOK^ J U 
Consumers Power Co l^pp 26331 048 24X Flche 30-329.84/07/18, 

8408010061 


■0409170193 Draft “Ropt on Cable Installation " 

* Consumers Power Co DX19 014 82/05/14 tllpp 26331 030 

24X riche 50 - 329 , 84 / 07 / 18,8408010061 


'-0408210367 Agenda for 780509 site visit w/util Bechtel NUS Agenda for 
701204 /nesting u/util & Dechtel on site end 

* N 8 C - No Detailed Affiliation Given DXl 8 001 78/03/02 

NRC - No Detailed Affiliation Given 6 pp 26521 049 24X 

Fiche 50-329,04/07/18,8408010061 


— 8408210377 Notification of 780907 meeting u/Midland Tochnical Reviewers 
in Ma sh ing ton, DC to disduss project status of facility 
safotg review Reviewers will be asked to summariie review 
status on problem areas affecting review schedule 
HOOD. D Light Water Reactors Branch 4 BXIB 003 70/09/06 

NRC - No Detailed Affiliation Given 7pp 26381 071 24X 

richc 50-329.04/07/10,0 408010061 


--0403170233 Discusses W Marshal tolcon re permanent dewatering well 
being drilled at northeast corner of diesel generator bldg 
an 020319 Drilling mud flushed into line when drilling line 
broke No further comment necessary 

landsman. R H Region 3, Office of Director BX19 031 82/06/14 

PATON. W Office of the Executive Legal Director 2pp 26333 323 
24X Fiche 30-329.04/07/18,8408010061 


— 8408210379 Provides info in respon 
& -44 9 

HOOD* D Licensing Branch 4 DX 
- No Detailed Affiliation Given 
Fiche 30-329,84/07/18,8408010061 


se to B 
18 023 

2pp 


OsriJe FDlAs 

83/09/19 
26524 336 


03-451,-432, -434 

WILSON. V NRC 
24X 


— 8408170257 Summary of ACRS Subcommittee on Midland Units I 6 2 820520 L 
81 meetings w/util in Mldland'Ml re review of DL 
app 1 icatlon 

FISCHER, D ACRS - Advisory Co/nmlttce on Reactor Safeguards 0X19 
032 82/08/09 QKRENT.D ACRS - Advisory Committee on Reactor 

Safeguards I3pp 26533 359 24X Fiche 30-329.84/07/10, 

8408010061 


— 0400170260 Informs of review of end allegations re Comstock QC at 
slEe Ofe of Investigations responsible for continuing 
invBS tigation 

WARNICK/R F Region 3< Office of Director 8X19033 62/11/16 

FOSTER, J E Office of Investigation 12SpP 26334 010 84X 

Fiche 50-329,04/07/10,0400010061 


— 8400170279 "Structural Stresses Induced by Differential Settlement of 
Diesel Generator Bldg " 

* Consumers Power Co 8X19 037 84/07/10 31pp 26533 255 

24X Fiche 80-329,04/07/18,8400010061 


— 9408210364 Notification of rescheduled 790718 meeting w/utll Bechtel 
in Bethesda.HD to discuss abnormal settlement Of fill L 
structures at site Agenda i, attendance list end 
HOOD, D Light Water Reactors Branch 4 0X16 004 79/06/13 

VARGA. S A Light Water Reactors Oranth 4 7pp 26521 100 24X 

Flcho 50-329, 04/07/18. 0408010061 


— D4O021O3D6 Faruiards B Oarde FOIA request for documents re meetings 
betuiocn NRC, TERA util an 030510,0600 L 23 epneerning 
Independent design verification W/draft Itr td util re 
Imp lementati on of Ford Amend 

MtLSON, V H Management Analysis Branch 0X16 024 03/08/0? 

Management Analysis Branch 2pp 26524 338 24X 

Fiche 50-329.04/07/18,0400010061 


— 0400210392 Forwards B Garde FOIA 03-452 request for documents re 830615 
Commission briefing 

UIL60N.V H Management Analysis Branch DXI 6 OSS 03/06/09 
Management Analysis Branch 2pp 26524 354 24X 

riche 50-329, -64/07/ 101 0408010061 


— 04OQ17O204 Bummary of 010502-04 mooting w/ukil 
re remedial actions h update of soils deficl 
to review Amend 05 to application 
LANDSMAN. R 6 Region 3, Office of Director 

WILLIAH 8 , C C Region 3, Office of Director 

24X Fiche 50-329,84/07/1010400010061 


L Qechtel in BothesdaiMD 
encies S, 

0X19 039 01/05/12 

6 Spp 26536 043 


— B4O021O397 Forwards B Garde FOIA 03-454 request for documents re 
re-review of structural adequacy of diesel generator bldg 
NILSaN. Vht Hanagement Analysis Branch 0X18 026 03/OB/lO 
LEAR, O Hydrologic U Geotechnical Engineering Branch DOBNAK, R 
Mechanical Engineering Branch Spp 26524 358 24X 

Flcho 50-329. 04/07/18. 0408010061 


— 8408170320 Summary of 040202-05 meeting w/uti 1. Bechtel & consultants in 
Ann Arbor.Ml re discussion & audit of preparations for 
underpinning southern part of auxiliary bldg Viewgraphs 
one 1 

HODO, 0 Licensing Branch 4 0X19 045 64/02/22 Licensing 

Branch 4 Blpp 26536 189 24X Fiche 50-329,84/07/18.8400010061 


--8400170350 St(U 04OSO9 public meeting re cracking criteria 2, cracking 
mapping program 

* Consumers Power Co 0X19 046 04/02/0? Consumers Power Co 

2 pp 26536 349 24X Fiche 50-329,04/07/10,8400010061 


--S408170360 Submits list of documents supplied or withheld by 
JJ Harrison t* RD Landsman, In response to FOIA Request 84-24 
WARNICK.R F Region 3 , Office of Director BXl? 047 04/01/10 

8 MITK, P T Region 3, Office of Director Spp 26536 35l 24X 

Fiche 50-329,04/07/10,0408010061 


—0408170365 Handwritten summary of 840104 public meeting u/utll,B 8 »W 
Bechtel re monthly ac tivl ties, crack repb, crack mapping 6 
open Items Supporting documentation L attendance list end 
« Consumers Powor Co DXI? 040 84/01/13 Consumers Power Co 

74pp 26536 356 24X Fiche* 50-329, 84/07/10, 0408010061 


--04O017O367 Crack mapping monitoring status rept for 831031-1130. 
including handwritten status rept of 831200 SLW meeting it 
Info re grillage acceptance criteria 

s Consumers Power Co 0X19 049 04/00/01 lOpp 26537 107 

24X Fiche 50-329,84/07/10.8408010061 


— 0406170372 Handuritten summary of 831110 public meeting Re tracking 
open Items of new crack monitoring procedures 031009-1105 
a Consumers Power Co HX19 090 03/11/10 Consumers Power Co 

Opp 26537 129 24X Fiche 50-329,04/07/10.0408010061 


— 8400170377 Handwritten notes re auxiliary bldg underpinning design 
including settlement stress, resul ts of areas of max stress 
rigid body rotation 

a Consumers Power Co DX19 053 04/00/01 76pp 26537 253 

24X Fiche 50-329,84/07/10,8400010061 


— 0408210401 Forwards B Garde FOIA Request 63-449 for documents submitted 
by util re consideration of candidate companies or 
methodologies to perform const Implementation overview of 
const completion plan 

HILSONiVH Management Analysis Branch QX18 027 84/06/09 

Management Analysis Branch 3pp 26525 001 24X 

Fiche 50-329,04/07/10,8408010061 


— 0408210404 Determines that info transmitted by 030721 memo should be 
issued as Board Notification 03-106 

EIEENHUT. DO Division of Licensing DXIB 028 04/07/18 

NOVAK. T Assistant Director for Licensing Ip 26329 152 24X 

Fiche 50-329. 04/07/18, 0408010061 


— 8400210410 Board Notification 83-016 forwards notice of violation & 
proposed imposition of civil p enaltles, based op util 
failure to implement adequate QA program for Installation of 
eloctr 1 cal I mechanical L civil components 

NQVAK, T M Division of Licensing BX10 029 64/02/15 Atomic 

Safety and Licensing Board Panel Ip 26525 160 24X 

Fiche 50-327.04/07/18,0400010061 


— 840SS10411 Handwritten questions for RB Peck re consultant 
responsibilities I, settlement monitoring Handwritten 
depasltion of RD Beck end 

* NRC - No Detailed Afflliatl-on Given BX18 000 01/01/31 

NRC - No Detailed Affiliation Given 36pp 26521 220 24X 

Fiche 30-329.84/07/18.6400010061 


— 84DB210414 Forwards Board Notification 63-16 which supersedes 630215 
no tl f i cat lon> 

NOVAK, r M NRC - No Detailed Affiliation Olven BX10 030 
04/02/18 Atomic Safety and Licensing Board Panel tp 
aA525, 104 a4X Fiche 50-329,04/07/16,0406010061 


— 0408210410 Submits package received from D Jones from H Bingh, 
consisting of questions of Dr Peck by K Singh. J Dunnldlff 
800203 Itr to S Afifi U summary oF J Kane deposition 
SiNOHiH NRC - No Detailed Affiliation Given DXia 007 
04/07/18 JONEBiD NRC - No Detailed Affiliation Given 36pp 
26521 269 24X Fiche 50-329,84/07/10,0408010061 
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— G40B210421 ''Qu^stians for Davissun B10114--13 Deposition ” Questions ot 
Dr Peck on te s t imonij . d t d B107<?5 oncl 

# NRC - No Detailed Affiliation Given BXlO 0|0 01/01/11 

34pp 26521 303 a4X Fiche 50-329,04/07/10.0403010061 


— 8400210425 “Questions for Davisson 810114-15 Dep-osition '' 

« NRC - ^Co petalleif Affltietian Given 0X10 011 81/01/11 

43pp 26522 070 24X Fiche 30-329, □4/07/10. Q4QB01 0061 


— 8400210430 Draft nemo informing of status &f Nl?C‘-03-79-16T, Task li- 
Oifbtasl: 3 Tndei of Davisson depositipn end 
SINGH. H NRC - No Detailed Affiliation Given 0X18 012 
00/10/16 LSAR«G Hydrologic Ge otecli-n i ca 1 Engineering Branch 
I7pp 26522dl6 24X Fiche SD-329, 04/D7/1Q. B4Q0O1OO61 


— 8408210433 Recommends issuance of end mail as Board Notification 
S4-DG3 re update on stop -uork status & NRC staffing changes 
Related info end 

EIGENHOT.D Q Division of Licensing BX18 016 84/04/18 

NOVAK, r Divisinn of Licensing 2pp 2fi922 338 24X 

fiche 30-329, 84/07/ IB. 8408010061 


— B4O021O446 Summary of 820202-05 meeting w/util & Dechtel in Ann Arbor, 
Ht re audit preparations far underp l nning southern portion 
of auxiliary bldg Bechtel meeting notes & viewgraphs end 
HOODj D Licensing Sranch 4 BXlB 019 84/02/23 Licensing 

Branch 4 79pp 36523 232 24X Fiche 30-329,84/07/10,8408010061 


— 8408210430 Determines that end rept on review of diesel generator bldg 
should be issued as Board Notification 83-165 
EISENHUT. DG Division oi Licensing DX1D 020 83/10/28 

NOVAK, T Assistant Director for Licensing. 4pp 26534 302 24X 

fiche 50-329,84/07/10,8408010061 


—0408210453 “Observed Settlements (Inches) nf Sfcrutturesi 79093D to 
Present '* Summary of sail properties 6 summary of soils 
info end 

WANZEC,T NRC - No Detailed Affiliation Given DXIB 037 
80/08/27 iopp 26527 199 24X Fiche 30-329. 84/07/18, 8408010061 


— 8400210453 Agenda for B00930 meeting w/util on site for appeal nf NRC 
position 

* NRC - No Detailed Afftllafelon ©tven BXIQ 030 04/07/18 

NRC - No Detailed Affiliation Given Ip 26927 209 24X 

Fiche 50-329,04/07/18.8-108010061 


— 0408210461 Trip rept of 831005-07 site visit re design revieu fc audit 
of KVAC s(js 

TEiRAO.D Hechanical Engineering Branch BXJ8 092 B3/IO/20 

BDSNAK.R J Hechanical Engineering Drench t7pp 26528 234 24X 

Fiche 30-329,84/07/18.8408010061 


— 8408210463 Draft nates recommending that listed actions be considered 
by Region Hi in effort to improve licensee regulatory 
attitude 6 performance 6 increase assurance that completed 
6 ongoing const work acceptable 

e NRC - No Detailed Affiliation Given 0X18 046 82/08/06 4pp 

26528 034 24X Fiche 50-329,84/07/18,8408010061. 


— 84(30220070 Delineates Control Sys Branch position pn identification of 
prntection sys instrument sensing lines He requests pesltlon 
be transmitted to near-term OL applicants 

SPEIS, T P. Assistant Director for Reactor Safety DX19 025 
84/07/18 tEDESCOiR L Assistant Director for Licensing 3pp 
26533 03J 24X Fiche 50-329.84/07/18,8408010061 


— 8400220085 Attendance list of 820223 meeting ur/u ti 1, ebrono 1 ogical list 
events before L after Issuance of NRC order modifying CPs. 
plant underpinning questions re sve water pump structure & 
revletj of 1981 technical rept on underpinning 

» NRC - No Detailed Affiliation Given 0X19 D36A 82/02/23 
3Bpp 26534 327. 24X Flche 50-329, 04/07/ 18, 8400010061 


— 8403220090 “Observed Cracks in Malls of Midland Plant Structures *' 
CORLEY. W O 4 FIORATO. A E Portland Cement Association DX19 031A 
82/06/14 32pp. 26533 327 24X FI che 50-329. 84/07/18, 

8408010061 


-8400270315 Draft Itr Informing of decision re addl sail borings 6 
testing NRC request for sampling 6 testing coaling pond 
embankments reconsidered b relocation of certain Dorings 
determi nad 

VOLLMER.R K Division of Engineering BXia OlOA 80/11/03 
CQOKi J U Consumers Pauer Co Ip 26522 022 24X 

Fiche 50-329.84/07/18.0400010061 


-B40B270323 Submits listed items that inspectors consider to be 
Indicative of ques ti nnah 1 e licensee performance 
COOK, R J Region 3. Office of Director BXI9 019 02/07/23 

MARNICK.R F Region 3, Office of Director. lipp 26531-291 24X 

Fiche 50-329,04/07/18.8408010061. 


3400140311 Summary uf 810917 meeting w/CPC re preli, binary design of 
mods to SVC water punp structure to resolve concerns 
resulting fron inadequate compaction of site fill 

KANE.J NRC - No Detailed Affiliation Given DX16 043 01/10/30 

NRC - No Detailed Affiliation Given 2 pp 26511 339 24X 

Fiche 50-329.84/07/10,8408060061 


B403020014 Advises that util Board of Directors ordered shutdown, of 
design const tc testing activities for facilities on 
840716 CP it DL applications for both units will be 
maintained Issuance of S3E8 4 (NUREC-0793J requested 
COOK. J W Consumers Power Co 04/07/27 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 4pp 25883 IJ6 24X 
Fiche 50-329.84/07/27,8400020014 


8408000209 Summary of 040712 meeting w/DLW Owners Group re non-nut tear 
instrumentation sys status Attendance list 6 viewgraphs 
enc 1 

KADAMDl.P aperating Reactors Branch 4 04/07/27 Operating 

Reactors Branch 4 36pp 25979 220 24X Fiche 50-000.04/07/27, 

8408000288 


8406070173 Responds t« B40726 request for auth or 1 1 a t i on to complete 
sails shutdown activities Util authorlted to proceed 
u/actlvitips listed in 840726 Itr 

HARRISON, J yf ReglPn 3, Office of Director 84/07/31 iHD0NEY,J A 
Consumers Power Co 2pp 25749 343 24X Fiche 50-329,04/07/31, 

0400070173 


— 0408070180 Requests author! ration to complete proposed listed sails 
shutdown activities Updates of stop work activities will be 
provided to Region 111 

MOUNEY, J A Consumers Power Co 84/07/26 HARRISON,,) J Region 
3. Office of Director. 4pp 29949 345 24X Fiche 50-329, 

04/07/31. 0408070173 


6408070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs 8< holders of CPs re availability of 
Suppl 1 to NUREO-0933, "Priori ti latlon of Generic Safety 
Issues " Sve list end 

EISENHUT. DG Division of Licensing 04/08/06 Consolidated 

Edison Co of New York. Inc 18pp 26129 230 24X 

Fiche 50-000.64/08/06.8400070110 


0400130399 Ftnaliics limits for control of movements of control touer k 
electrical penetration areas during soils shutdown 
act Ivi ties, based on review of latest settlement data 
obtained during 840001-03 site visit List of limits end 
HARRISON, JJ Region 3, Office of Director 04/08/00 MOONEY, J A 
Consumers Power Co 3pp 26010 185 24X Fiche 50-327. 94 / 0-8/00. 

0408130399 


8408200275 Generic Ltr 04-20 to all licensees of operating reactors L 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that Involve unrevieued safety 
questions 8vc list end 

EISENHUT, D 0 Division of Licensing 84/00/20 Consolidated 
Edison Co of New York. Inc 17pp 26276 244 24X 

Ft Che 50-000. 04/0B/20. 8400200275 


0400270239 Confirms 040024 meeting w/util in Glenn Ellyn, IL to discus* 
plans for facilities 

WARNICX. R F Region 3. Office of Director 84/08/22 COCK. J W 
Consumers Power Co Ip 26239 156 24X Fiche 50-329.84/08/22, 
0408270239 


£ NRC Safety Evaluation Report (8ER). suppls 6 correspondence 


8408010061 Further response to FOIA request for 16 categories of 
records re facility Docunents identified by J Goold & 

H Blebort on B40314 6 15 (App DJ forwarded App A documents 

already forwarded iTUfex forthcoming Search continuing 

FELTON, J t1 Division of Rules and Records DX14 000 04/07/10 

RICE, C n Kirkland 8* Ellis 2pp 26500 001 24X 

Fiche; 50-329, 04/07/19, 8400010061 


— 0209230536 Forwards discussion of deficiencies noted in Supplemental 
BER 2 Requests mod to attached draft be provided addressing 
concerns 

WaVAK, T fi Assistant Director for Licensing DXlB 040 82/00/27 

KNIGHT. J P Assistant Director for Comp 6 atructures EnglnaeTlnj 
(Pro 830201) 3pp 26527 243 24X Fiche 90-329.04/07/10, 

8408010061 


— 0408150612 Draft final B8ER re geotechnical engineering Related infn 
end 

KANE. J D Hydrologic & Geotechnical Engineering Branch BX21 (HO 
82/00/12 7Bpj> 26553 002 24X FUhe 50-327. B4/07/1B, 

8409010061 
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— 8400210454 Submits marked-op 1 tr rc program for plant soils remedial 
(Morki in respansB to draft SER open items 

COOK I J kl Consumers Pouer Co DXlB 047 02/09/07 DENTDN> K R 

Office of Nuclear Reactor Regulationr Director 47pp 2&52B 039 
a4X Fiche 30-329,04/07/1010400010061 


6400020014 Advises that util Doard of Directors ordered shutdoun of 
design const & testing activities for facilities on 
040716 CP & OL applications for both units ui 1 1 be 
nalntalned Issuance of SSER 4 (NUREO-0793) requested 
CDQK. >J \ri Consumers Pouer Co 94/07/27 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 4pp 25003 116 24X 

Fiche 50-329, 04/07/27, 0400020014 


F Becurlty, medical, emergency fire protection plans 


0400010061 Further response to FQIA request for 16 categories of 
records re facility Documents identified by J Ooold & 

N Slebert on 040314 it 13 <App D> Feruarded App A documents 

already foruarded Index forthcoming Search continuing 

FELTON, J M Division of Rules and Records DX14 000 04/07/18 

RICE,C M Kirkland St Ellis 2pp 26300 001 24X 

FlcJha 50-329,04/07/1810400010061 


--0400170260 Discusses 030922 off-the-record meeting uf/Dechtel employee 
re allegations concerning inadequacy of plant fire detection 
ays Concerns raised re copyright laus concerning App R to 
lOCFttSO 

auRGE5B,B L Region 3, Office of Director BX19 034 03/09/26 

nOYfO U Region 3, Office of Director 39pp 26334 246 24X 

Piche 50-329,04/07/10,8400010061 


O Adjudicatory correspondence 


0408010061 Further response to FOIA request for 16 categories of 
records re facility Documents identified by J Ooold 8, 

M Qlebert on 840314 t< 13 lApp D> forwarded App A documents 
already forwarded Index forthcoming Search continuing 
FELTON, J.N Division gf Rules and Records BX14 000 04/07/10 

RlGEtC h Kirkland It Ellis 2pp 26300 001 24X 

Fiche 50-329,84/07/18,9408010061 


—8010160005 Submits questions In response to request for interrogatory 
input re hearing 

LEAR, O E Hydrologic tt Geotechnical Engineering Qranch DX17 013 
80/10/06 HIRAOLIA, F Licensing Dranch 3 2pp 26518 144 24X 

Fiche 30-329,84/07/18,8408010061 


— 0104230479 Submits comments on applicant response to NRG 
Interrogatories 1-3 No results available for review of 
Interrogatories 162 since no consolidation tests an 
samples were obtained from surcharged area of plant fill 
MCCALL IS TER, P Army, Dept of, Corps of Engineers 0X17 014 
01/03/27 LEARjO Hydrologic li Geotechnical Engineering Branch 
Spp 26310 130 24X Fiche 30-329,04/07/10,0408010061 


—8210270126 Forwards Input for testimony far 021027-1104 ASLB hearings 
Statniris Contention 4 C b re dewatering & sve water pump 
structure should be addressed by Structural Engineering 
Dranch 

LEAR, 0 Hydrologic 6 Oeotechnical Engineering Dranch, 0X17 018 
82/10/15 ADENSAMiE Licensing Branch 4 4pp 26517 005 24X 

Riche: 50-329, 84/07/ IB, 0408010061 


— 8211030222 Forwards Hydrdological It Geotechnical Engineering Branch 
Input for testimony at ASLB 821027-1104 hearings re bearing 
capacity beneath diesel generator bldg, piping sve water 
pump structure It permanent dewatering 

LEAR, O. Hydrologic It Geotechnical Engineering Branch 0X17 017 
82/10/14 ADEN8AK, E O Licensing Branch 4 9pp 26518 350 24X 

Piche. 50-329, 04/07/10, 8400010061 


— 8301190487 Assigns NRC sponsors for each of M Sinclair rewritten 
contentions for OL hearing Schedule for filing of testimony 
forthcoming 

HoaOi D B Licensing Branch 4 DX17 024 03/01/14 NQVAK, T M 

Assistant Director for Licensing Ip 26519*072 24X 

Piche* 50-329, 04/07/18, 0400010061 


--03O927O366 Responds to 030523 6 0010 requests for assistance in 
reviewing util proposed findings of fact It conclusions of 
law on remedial soils Issues Agrees w/find ings. Recommends 
paragraph re occurence of liquefactian be revised 

BALLARD, R L Environmental & Hydrologic Engineering Drench. BX17 
037 03/09/14 PATON, W D Office of the Executive Legal 

Director 2pp 26520 062 24X Fiche 50-329,84/07/18,0400010061 


— 0309270510 Forwards comments on util proposed findings of fact It 
conclusions of law on remedial soils issues 

JACKSON. R E. Geosciences Branch BX17 030 83/09/21 PATON, W D, 

Hearing Branch 2 5pp S6320 064, 24X Fiche 50-329,04/07/18, 

8408010061 


—8:310050136 Discusses structural engineerina review of "Applicants 
Proposed Findings of Facts It Conclusions of Law on Remedial 
8oll Issues" alang u/related info on seismic models I, 
borated water storage tanks resulting from A6LB hearings 
LEAR. G Structural It Ceo technical Engineering Dranch BX17 035 
83/09/22 PATON, N Office of the Eixacutive Legal Director 3pp 
26520 031 24X Fiche 50-329,84/07/10,8408010061 


— B310070101 Forwards comnents on applicant proposed findings af fact t 
Conclusiens of law an remiedlal soli issues 

LEAR,G Structural h Oeotechnical Engineering Branch DXi7 03SA 
83/09/59 PATON, W Office nf the Executive Legal Director 4pp 
26520 052 24X Fiche 50-329,84/07/10,0408010061 


—0310240291 Informs that structural review of document "Applicant 
Proposed Findings of Facts 6 Conclusions of Law on Remedial 
8oiI Issues,** completed Structures adequate Comments end 
Lear, O structural 6 Oeotechnical Engineering Branch DX17 036 
83/10/14 PATON. W Office of the Executive Legal Director 5pp 
36520 036 Sqx Fiche 50-329,84/07/10,8400010061 


— 840B020071 Forwards draft answers to util interrogatories re definition 
6f acceptance criteria ef 791206 order on mod Opinion as to 
whether items in brackets should be deleted requested 
KANE, J NRC - No Detailed Affiliation Given nxi7 006 81/02/24 

HOOD, D NRC - No Detailed AfflUatlOTi Given ip 26515 038 
a4X Fiche 30-329,84/07/18, 0400010061 


— B40B0200-74 Draft answers to util Interrogatories re definition of 
acceptance criteria on Page 3 of 791206 order on mod 
e NRC - No Detailed Affiliation Given 0X17 0D6A B4/07/18 
Consumers Power Ca 87pp 26315 059 24X Fiche S0*-329, 04/07/10, 

8408010061 


— Q40B0200D6 Harketf-up copy of Rev l,Vol 4 to F0AR re stability of 
subsurface matls 6 faundat 1 ons, quest ions re response to 
Interrogator! es 13-16 tt interpretations of intent of 
Interogatory 13 

KANE, J NRC - No Detailed Affiliation Given BX17 009 77/11/30 

12pp 26517 302 a4X Fiche 30-339.04/07/10.0400010061 


— B40B020107 Forwards motions, 1980 audit repts it input re upcoming util 
QA decision Applicant acceptance of poor quality 
performance by Bechtel criticized 

STAMlRlSiB Stamiris. D DX17 011, 81/05/26 KEPPLERiJG 

Region 3, Office of Director 2pp 26510 132 24X 

Fiche 50-329, B4/O7/10, 0408010061 


— 8408020127 Summary of NRC recommendations of ABLB pasltian re Stamiris 
Contention 2 including draft ASLB proposed findings I, Input 
into NRC testimony re Peck 790810 statement en electrical 
penetration area structures 

KANE, J NRC - No Detailed Affiliation Given 8X17 016 81/10/19 

9lpp 2651B 260 24X Fiche 30-329,84/07/10.0400010061 


— 8408020171 Suflunarlies issues to be covered at ASU0 030214-10 hearing, 
including Stamiris content 1 ons, Narran contention tc seismic 
shakedown for all structures other than diesel generator 
b Idg 

fr NRC - No Detailed Afflllatien Given. DX17 019 03/01/05 9pp 

26319 009 24X Fiche 30-329,04/07/18.0400010061 


— 8408020177 Suggests schedule For testimony to answer Karren Contentions 
1—3, Stamiris Contention 4, Sinclair Contention 24 ItHarhsall 
Contention 2 in Feb 6 Mar hear ings. Text of contentions end 
Buggests inclusion of rebuttals to contentions 
DLUHE, M NRC - No Detailed Affiliation Given DX17 020 
aS/Oi/27 HOOD.D , KANE, J , RINALDI, F NRC - No Detailed 
Affiliation Oivon. 7pp 26519 020, aqX FI che: 50-329, 04/07/ iB, 
0400010061 


— B408020180 Forwards input to staff testlcnony In preparation for 
ABLB 821115-03 hearings, in response to N Paton verbal 
request 6 M Wlllcove request Structural Engineering Branch 
Input applicable only to sve water pump structure 
BCHAUER,F. P, Structural Engineering Branch DX17 022 B2/10/22 

AOENBAMiE G Licensing Dranch 4 3pp, 26519 050 24X 

Fiche* 50-329, S4/07/l8i, 8408010061 


— 8408020101 Comments on applicant 040005 proposed findings of fact 
conclusions of lau on remedial soils issues, Inc luding Items 
re auxiliary bldg l< sve water pump structure 

PDULOSrS J Oeotechnical Engineers, Inc BX17 031. 03/09/23 

KANE, J Division of Engineering 4pp 26519 242 24X 

Fiche 50-329, 04/07/18, 8408010061 


— 8408020182 Responds to M Wl leave verbal request Structural Engineering 
Erancli area of concern Identified by Judge Harbour applies 
only to consliteratlon of str ucture-tc-structure Interaction 
Outstanding cantentiens end 

QCHAUERtF. P Structural Engineering Branch DX17 023 82/10/28 

ADENSAMiE. 0 Licensing Branch 4 7pp 26519 055 S4X 
Fiche 50-329.84/07/18,8408010061 
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840aaS0183 Foruardi respon-SD- fco applicant proposed findings of fact t< 
conclusions of iatu on renedial soil issues Pagination 
needed Findings ulll be filed 031115 

PATDN. W D Hearing Branch 2 3X17 033 83/1 I/’ll KANE, J MRC - 

No Detailed Affiliation Given Ip 26519 31S 24X 

Fiche &0-329, 84/07/18, B4O0O1OO61 


— BAOB0201BA Forwards markecJ-up input to staff testimony in preparation 
for ASLD 821027-1104 hearings re bearing capacity & 
undergraund piping, in response to verbal request of U Paten 
St n Ullcove Response to Stamirls contention encl 
LFAn,^G E Hydrologic t* Qeotechnical Engineering Qrattch 3X17 
023A 82/10/14 ADEflSAH, E 0 Licensing Branch 4 lOpp 

S6519 062 24X Fiche 50-329.84/07/10,0400010061 


--8400020185 Responsive findings to applicant proposed findings of fact 
& conclusions of lau on remedial soil issues 

FATON.W D , MiLCOVE.n M Hearing Branch 2 BX17Q34 B3/II/13 

lOOpp 2691? 316 24X Fiche 50-329,84/07/10,8408010061 


—8408020166 Response to R Landsman 830106 questions re B Stacniris 
Request 4<b) re eicavatlon of deep "Q-" duct bans in 
Freeieitiall Pit 4 & Tech Spec for static core penetrometer 
WANE, vl NRC - No OetalLed Af f I 1 iation Given DX17 026 83/01/06 

2pp 26919 146 24X Fiche 50-329.64/07/18,8408010061 


— 8400020167 Foruards updated version of Stamiris content ions, 1 nc lud i ng 
addl Stamiris eiaunples for Contentions 1, 2 •& 3 6 changed 
uiordlng of Contention 4C NRC testimony must address end 
additions £< changes 

BROWNi E M NRC - No Detailed Affiliation Olven 0X17 025 
ai/05/19 Consumers Power Co I9pp 26519 124 24X 

Flcho 50-329,84/07/18,0400010061 


—8408020109 Forwards applicant testimony re alleged violation of ASLB 
820430 order for detern inat i on of cross-examinati on List of 
questions re excavations & fireline piping provided 
HILCOVEiM N Hearing Branch 2 QX17 042 B3/09/13 LANDSMAN, R . 

COOK, R . Hoao. D NRC - No Oetaiied Affiliation Given 2pp 
26920 116 24X FiChe 90-329.84/07/10,8400010061 


—8408020202 Discusses status of efforts re NRC Midland findings due 
831119 Requests meeting at earliest date 

HODD, D NRG - No Detailed Affiliation Given BXI7 041 83/09/23 

PATON. N D , WILCC7E, H N Hearing Branch 2 7pp 26520 079 24X 

Fiche 30-329,84/07/18,8408010061 


— 8408140102 Foruards complete set of all abstracts of transcripts of 
hearings conducted on 611231-830630 H/listlng of entire set 
of abstracts 

HAMPTON, L Isham, Lincoln & Deale BXI6 012 83/07/10 

PATQN.W Q Hearing Branch 2 425pp 26S0B 097 24X 

Fiche 50-329,84/07/18,8408010061 


--8408140258 Handurltten notes re ASLD actions on 800527 motion to 
consolidate for discovery , evi dent lary presentation Se fact 
finding purposes issues concerning soil candltlons for 
safety-related structures & sys 

KANEiJ NRC - No Detailed Affiliation Given DX16 033 00/06/09 

Ip 26911 158 24X Fiche 50-329.04/07/18,8400010061 


-8408140263 Motion to consalidate for d iscovery, evident iary presentation 
& fact finding purposes Issues reiating to soil conditions 
for safety-related structures fci sys founded in t on plant 
fill matl in hearing considering 791206 order 

FARNELLiA S Consumers Power Co BX16 034 80/09/37 Atomic 

Safety and Licensing Board Panel I5pp 26511 159 24X 

Fiche 90-329,84/07/18.8408010061 


-Q408130702 Advises that Region III has no document re discovery request 
for Info concerning alleged violation of ASLD order 
concerning remedial soils Handwritten notes. Internal memos tc 
list of repts, 1777 - 1983, end 

HARRISON, J J Region 3, Office of Director BX20 031 83/10/25 

WRlOHTiN Office of the Executive Legal Director I99pp 
2654D 345 24X Fiche 50-329,84/07/10,8400010061 


8408170223 Requests Commission review Director's Decisions DD-03-16 6 
DD-04-02 to require all ongoing activity be Included under 
order of mod of CP 8< remove util fToin managerial 
responsibility of QA/QC function 

GARDE, B P Qovarnment Accountability Project BX19 023 

84/02/10 PALLADIND.N , OlLlNSKy. V , AB5EL9T1NE, J Commi ssl oners 

72pp 26932 09D a4X Flcho 90-327.84/07/18,8408010061 


108210391 Notice of U Ferris, S Aflfl & J Hanxeck 801028-29 deposition 
in Ann Arbor, MI re 791206 order modifying const permits 
Related info encl 

PATDN,(4 D. Office of the General Counsel 8X18 005 80/10/06 

6app. 26521 126 24 X Fiche ^0-329,84/07/10,8408010061 


—8400210398 Notice of D Dahr 801217 deposition in Ann Arbor. MI re issirii 
set forth in. Licensing Board 791206 order modifying const 
permits t contentions of intervenors Sbamlris V Narren 
Resume of TR Th ir uvengadam end 

* Atomic Safety and Licensing Board Panel BX10 006 80/12/11 

9pp 26521 199 24x Fiche 50-329.04/07/18,0400010061 


8407300142 Responds to B402t0 petition for specific Commission actions 
under 10CFR2 206 Petition denied per encl Director's 
Decision 00-04-17 

DEVGUNOj R C Director's Office, Office of Inspection and 
Enforcement DSD 321 84/07/24 GARDE, B P Government 

Accountab 1 1 i ty Project GARDE, Q P Lone Tree Council 3pp 
29807 232 24X Fiche 50-327,04/07/24.8407300142 


— B4073Q0151 Director's Decision 00-04-17 denying Govt Accountability 
Project 040210 petition for three Commlsalon actions re 
suits uork, Indep end ent third party responsibility for QA U 
OC it Region III staffing 

DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcoment 84/07/24 24pp 25807 233 24X 

Fiche 30-329.04/07/24,0407300142 


— 8407300156 Notice of Issuance of Director's Decision DD-04~17. deny Ing 
Oovt Accountability Project 840210 petition for Commission 
act ion 

DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 84/07/24 69pp 25007 259 24X 

Fiche 30-329, 84/07/24. B407300142 


B40B070377 Foruards NRC response to ASLD inquiry re Board Not! f icatuon 
04-119 dtd 840618 which identified specific hearing evidence 
adversely Impacted by discrepancies in original seismic 
design calculations 

PATON.W D Hearing Branch 2 DSD 016 84/08/02 BECHHOEFER. C . 

HARBOUR, J . COKTANf r P Atomic Safety and Licensing Board Panel 
7pp 25947 ISa 24X Fiche 90-329,84/00/02,8400070377 


0400200973 Order extending time until 841020 for Commlsalon to act to 
review Director's Decision DD-B4-17 Served on 040820 
CHItK,8 d Office of the Secretary of the Commission DSB 154 
94/00/17 PALLADIWO, N J , ROBERTS,! H , ASSELBTINE, J K 
Comml 63 inner s tp 26137 051 24X Fiche 50-329,84/00/17, 

8408200573 


K Utility Final Safety Analysis Report (FSAR) amends 


0400010061 Further response to FOIA request for 16 categories of 
records r« facility Documents identified by J Goold 6 
M Slebert on 840314 8< 15 (App B) forwarded App A documents 
already forwarded Index forthcaming Search continuing 
FELTON, J M Division of Rules and Records BX14 000 04/07/10 

RICE.C M Kirkland & Ellis 2pp 26500 001 24X 

Fiche 90-329,84/07/18. B40B010061 


— 0408170374 Rev 44 Ic 47 to FSAR Response to Audit Point I b handwritten 
summaries of 8&H 831013 public meeting encl 

d Consumers Pouier Co BX19 051 04/08/01 34pp 26537 170 

24X Fiche 50-329,84/07/18.8400010061 


□ Advisory Cammittee on Reactor Safeguards reports & correspondence 


8408010061 Further response to FOIA request for 16 categories of 
records rc facility Documents identified by J Goold & 

M Slebert on 840314 6 19 {App B> forwarded App A documents 

already forwarded Index forthcoming Search continuing 

FELTON, J M Division of Rules and Records DX14 000 04/07/10 

RICEiC n Kirkland ti Ellis 2pp 26500 001 24X 

Fiche 30-339.84/07/18,8400010061 


— 0205240-603 Advises that ad hoc ACRS subcommittee recommendations re 
foundation problems 6 related remedial actions at facilities 
accep tab 1 e. per 82-0429 0506-03 meetings Discussion of 

seismic-related Issues tentatively scheduled for 820520-21 
FRALEV', R F ACR8 - Advisory Committee on Reactor Safeguards BXI4 
003 02/05/14 DIRCKBiW J Office of the Executive Director for 

Oporations Ip 26500 027 24X Fiche 50-329, 84/07/18, 6400010061 


— B20606000B Gunimariaes 266th ACRS meeting on 820603-05 8ubj to 
satisfactorily completion of const & staffing 6 if due 
regard given to ACRS c omments, p lant can operate at 5/ power 
w/Q undue risk to public Full power recommendation deterred 
SHEHMONrP ACRS -- Advisory Committee on Reactor Safeguards QX14 
004 02/06/08 PALLAOINOiN Commissioners 6pp 26500 020 

a4X Ficha 30-329,84/07/10.8400010061 

—0400010132 Forwards TERA Corp 030015 Ur describing four conceptual 
options for in-depunde-nt quality verification program 
methodalog ies. Op 1 1 an i integral part of IDCOP at Midland 
FISCHER. D ACRS - Advisory Committee on Reactor Safeguards 0X14 
001 83/11/15. ACRS - Advisory Committee on Reactor Safeguard* 

2pp 26500 012 24X Fiche 50-329,84/07/10.0400010061 
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0400010135 Forujards OA/QC project status rept presented at ACRS 274th 
meeting an B30210 

FISCHEOjD C ACRS - Advlaorg Committee on Reactor Safeguards 
DX14 002 03/03/03 ACRS - Advisory Committee on Reactor 

Safeguards 6pp 26500 021 24X Fiche 50-329, 04/07 / 1 S. 

B40B0 10061 


0400010143 Foruards summary h conclusion of overall effectiveness 
portion of Region III rept on design & const problems Lack 
of aggressive QA attitude It ovcrreliance on AE contribute 
to OA problems 

FISCHER, D C ACRS - Advisory Cammittoe on Reactor Safeguards 
DX14 OOS 02/13/09 ACRS - Advisory Committee on Reactor 

Safeguards 4pp 26500 034 24X Fiche 50-329.04/07/10, 

8400010061 


B40S010147 Forwards JW Cook 810430 Itr f/ executive summary re QA 
program update, per 630215 request 

SOMMERS. D A Consumers Power Co BX14 006 83/02/16 

FISCHER, D C ACRS - Advisory Committee on Reactor Safeguards Ip 

26500 030 24X Fiche 50-329,04/07/10.0408010061 


040801.0152 Forwards status rept re QA/QC activities at facility to he 
presented at ACRS 274th meeting on 830210 

FISCHER, D C ACRS - Advisory Committee on Reactor Safeguards 
DX14 OO0 83/02/07 ACRS - Advisory Committee on Reactor 

Safeguards 7pp 26500 058 24X Fiche 50-329,04/07/18, 

8403010061 


--8400010196 Advises that unresolved safety issue exists in poor quality 
of fill matl under containment ft, other vital structures as 
evidenced biy diesel generator bldg settlement 

MCKINLEY, J C ACRS - Advisory Committee on Reactor Safeguards 
BX14 031 BO/OS/09 TAM, P ACRS - Advisory Committee on Reactor 
Safeguards Ip 26500 201 24X Fiche SO-329, B4/07/ IB. 0400010061 


— B40B010202 Forwards portions of FSAR for review of so 1 1 /f o unda t i on 
problems Site visit £< subcommittee meeting will be arranged 
MCKIMLEY, J C ACRS - Advisory Committee on Reactor Safeguards 
BX14 022 BO/03/21 OSTEROERO, J O Northwestarn Unlv , Evanston. 

IL Ip 26500 202 24X Fiche 30-329.04/07/18, 04000100 61 


— 0408010204 Oiccusses facility safe shutdown horatlon capability Q&ki 
Uater Reactors Subcommittee review to explore proposed fixes 
sugg ested 

MULLER, R ACRS - Advisory Committee on Reactor Safeguards 0X14 
023 79/11/14 EIHERINGTON. H ACRS - Advisory Committee on 

Reactor Safeguard-s ip 2’6500 207 24X Fiche 50-329,04/07/18, 

0400010061 


— B40B010206 Summary of 7907IB meeting u/util onsite re abnormal 
settlement of fill t* structures Agenda ft< viewgraphs end 
2UK0R. D J ACRS - Advisory Committee on Reactor Safeguards DX14 
024 79/07/31 ACRS - Advisory Committee on Reactor Safeguards 

70pp 36500 210 24X Fiche 50-329,04/07/10,8400010061 


0 Inspection reports, IE Bulletins & correspondcnc e 


840S010153 Discusses major reduction in safety-related work at Midland 
ACRS comments to NJ Palladlno end 

FISCHER, D ACRS - Advisory Committee on Reactor Safeguards 0X14 
009 92/12/09 ACRS ** Advisory Comnittee on Reactor Safeguards 

3pp 26500 065 24X Fiche 50-329.04/07/18,0400010061 


8400010163 Forwards cost estimate for once through steam generator 
overfill protection nod, per request 

DREHQDL.K E Consumers Power Co BX14 012 82/00/17 

FISCHER, D C ACRS - Advisory Committee on Reactor Safeguards 

2pp 26500073 24X Flthe 50-329,64/07/10,8400010061 


8400010168 Forwards 8SER 1, addressing ACRS recommendations contained in 
820608 interim rept Operating license review project status 
repts for 820520-21 ftc 0602 end W/o SSER 

FISCHER, D ACRS - Advisory Committee on Reactor Safeguards 0X14 
013 82/07/19 OKRENT.O ACRS - Advisory Committee on Reactor 

Safeguards I2pp 26500 075 24X Fiche 50-329,04/07/18, 

8408010061 


8400010173 Discusses util approach for satisfying safety review 
requirements at Dig Rock Point, Pal isades 8< Midland Summary 
of 820504 meeting & viewgraphs end 

FISCHER, D C ACRS - Advisory Committee on Reactor Safeguards 
0X14 014 02/05/17 ACRS - Advisory Committee on Reactor 

Safeguards 45pp 26500 007 24X Fiche 50-329,04/07/18, 

□408010061 


B40B0701B3 Identifies activation completed It/ar In progress. In response 
bo IE Oulletin B3-07 re apparently fraudulent matl supplied 
by Ray Miller, Inc Final rept planned far 840901 

CBDKi J W Consumers Power Co B4/07/11 KEPPLER, J 0 Region 3, 
Office of Director 4pp 2 5 950 025 24X Fiche 50-329, 84/07/11 , 

8408070163 


9408070227 Submits final response to IE Qulletln 03-06 re nonconforming 
(Ttatls supplied by Tube-Line Carp Investigation performed by 
□echtel determined three vendors supplied Tube-Line matl All 
Tube-Line metis removed from log 

COOK, J W Consumers Power Co 84/07/11 KEPPUER.JG Region 3, 
Office of Director 3pp 2 5940 230 24X Fiche 50-329,04/07/11, 

8408070227 


8408030071 Forwards IE 
840601-30 Mo noncomp 
WARNICK.R F Region 
Consumers Power Co 


Insp Repts 50-329/84-21 h 50-330/84-22 on 
llance notad 

3, Office of Director 04/07/12 CDQ(\. J U 
2pp 25917 315 24X Fiche 50-329.64/07/12, 


B40B030071 


— B408030076 IE Insp Repts 50-329/84-21 L 50-330/04-22 on 840601-30 No 
noncompliance noted Major areas Inspected remedial soil work 
activities, al legations, turb ine roll, status assessment, 
quality verification programs it progress 

HARRISON, J J Region 3. Office of Director B4/07/12 5pp 
25917 317 24X Fiche 50-329,84/07/13,8400030071 


840BO1O178 Forwards summary of ad hoc Subcommittee on Midland Units 1 
2 620429 meeting Related info encl 

FISCHER, D ACRS - Advisory Committee on Reactor Safeguards 0X14 
016 62/05/06 SIE83, C ACRS - Advisory Committee on Reactor 

Safeguards 32pp 26500 133 24X Fiche 50-329,04/07/18, 

0408010061 


0400010183 Discusses acceptability of Midland reactor pressure vessel 
anchor bolts, per util 01)123 Itr it attached rept Expresses 
concern re rept sufficiency 

SHEWMON,P 0 ACRS - Advisory Committee on Reactor Safeguards 
8X14 017 02/02/03 VOLLMEfi. R H Division of Engineering Ip 

26500 173 24X Fiche 50-329,04/07/18,0400010061 


8400010388 Forwards util 800522 Itr identifying one of many OA probJemo 
at facility Incident re fill matl under vital structures 
noted in P Tam 800516 Itr Incidents should be considered in 
evaluation of need for subcommittee meeting 

YOUNG, 0 G ACRS - Advisory Committee on Reactor Safeguards 0X14 
018 80/06/03 SHENMON, P ACRS - Advisory Committee on Reactor 

Safeguards Ip 26500 174 24X Fiche 50-329,84/07/18,8408010061 


8408010191 Summary of 000523 meeting w/util in Bethesda,MD re reactor 
vessel holddown stud failures at facility 

YOUNG. 0 G ACRS - Advisory Committee on Reactor Safeguards 0X14 
OIS^ 00/05/20 aHEHMQN, P ACRS - Advisory Committee an Reactor 
Safeguards 3pp 26500 184 24X Flthe 50-329,84/07/18, 

8400010061 


0408010195 Recommends review of foundation problems at facility Poor 
quality fill matl used under containment it other vital 
struc tures 

TAJ1, P- ACRS - Advisory Committee on Reactor Safeguards 0X14 020 
80/05/16 SHEWMOM, P ACRS Advisory Committee on Reactor 
Safeguards Ip 26500 187 24X Fiche 50-329,84/07/18.8400010061 


B40B01006I Further response to FOIA request for 16 categories of 
records re facility Documents identified by J Ooold t, 

M Slebert on 840514 i* )5 (App D) forwarded App A documents 

already forwarded Inde* forthcoming Search continuing 

FELTON, J M Division of Rules and Records BX14 000 B4/07/1B 

RICE. C M Kirkland ftt Ellis 2pp 26500 QOl 24X 

Fiche 50-329,84/07/10,8408010061 


— 0309130017 Discusses IE Insp an 821012-1125 it 030119-21 It forwards 
order Imposltig civil monetary penalties in amount of 
ISO, 000 for violation re breakdown in implementation of OA 
program per lOCFRSO, App D 

DEYOUNO,R C Director's Office, Office of Inspectlqn and 
Enforcement 0X21 018 63/00/29 SELQY, J D Consumers Power Co 

3pp 26554 045 24X Fiche 50-329,84/07/18.8408010061 


— 8408020190 IE Investigation Rept 3-82-06) on 830103-0330 No 
none o-mp 1 lane e noted Major areas Investigated allegations 
that util violated A0LB B20430 order re NRC approval for 
excavating In remedial soils program Investigation closed 
MEIL.C H , PAWLXCK, E T Region 3, Office Q-f Director BX17 028 
33/06/02 17pp 26519 17 8 24X Fiche 50-329,84/07/13.8408010061 


— 8408020194 IE Investigation Rept 3-B2~061 on 830711-0808 No 
noncompliance noted Major areas investigated allegations 
that util violated ASLO 820430 order re NRC approval for 
excavating in. remedial soils program Investigation reopened 
WEIL, C H . PAWLXCK, E T Region 3. Office of Director WARD, W J 
Office of Investigation BX17 029 B3/09/12 20pp 26519 199 

a4X Fiche' 50-329, 84/07/18, 8408010061 


— 0400020196 Provides Supplemental Dfc of Investigation Rept 3-82-061 
re util alleged violation of ASLD order 

HAVES. D B Office of Investigation DX17 030 83/09/12 

KEPPLER.J 0 Region 3, Office of Director 3pp 26519 221 24X 

Fiche 50-329,04/07/10,8400010061 
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DOCKETED ITEMS 


9408 MOOa? Draft lE Insp Repts 50-329/79^30 & 50-330/78-20 -from insp an 
781241-30 & 790104-25 Vlolattotr** noted ina(laii.u<it e control Sr 
aupcrvi^ioh of plant f » 1 ! enatl placenient C* tonct specs not 
f ot I'luei 

HHlULiPiG A Flegion 3, Qffica of Director BXlA 003 04/07/18 

60pp 2t507 112 24X Fiche 50-329, 84/07/18. B408010081 


0408140055 Preliminary "Discussion of NSC Itisp Facts Resulting From 
NflC Investigation of Diesel Generatar 81dg Settleinent " 

« ConBumere Power Cq 0X16 004 79/03/05 35pp 26507 315 

34X Fiche 50-329,84/07/10,0408010061 


■8408140513 Sumniary of R Landsman 010325-27 tc 0407-09 maps conducted 
to verify OA pregfam for util soil barings conducted in 
response ka Corps o-f Engineers request for addl soil info 
• NRC - No Detailed Affiliation Given BXiS 054 e4/07/|S 4pp 

2&S12 239 24X Flc^e 50-329, 04/07/ ! 8, 8403010061 


— 0408190622 Discusses basis for rec umTiendation to ertend SALP HI 
evaluation period from 820630 to 02i23l.per 820719-20 
dlocussians Related info cod 

COOK,R J Region 3i Office of Director DX21 012 82/00/06 

BPE88AR0. R L Divtsipn of Project 6 Resident Programs 13pp. 
26333 145 24X Fithc 30-329, 84/07/18, 8408010061 


--04O01SO624 Draft sumfflarq of NRC 040229 mBefclng w/utll at Region HI ofe 
re results of NRC HVAC maps 6 investigation of allegations 
6 ovpanslan af QA training, qual if ication 6 certification 
activities Vlewgrapha end 

« Region 3, Office of Director 8X20 QQ2 04/02/29. Region 3, 
Office of 01 rector aipp 26537 343 a4X Fiche 30-329,84/07/19. 
8409010061 


— [140B150633 Forwards Rev 4 to "Region Hi SALP Schedule " Schedule 
Changes to listed facilities eiplained in remarks sections 
of schedule Addl handwritten notes also end 

NORELIUS.C E Hegldn 3, Office of Director 9X30 004 84 / 06/04 

KEPPLER.xJ 0 , DAVIS. A B t SPE80ARD. 0 L Region 3, Office of 
Director 22pp S653S 035 34X Fi che. 90-329, 04/07/ 10. B4O00 10061 


—8400150639 Discusses Ofc of Special Cases special tnsp on 021012-1125 6 
forwards draft notice of violation re significant brsakdewn 
In implementation of OA pTogran Manduritten NRR comments 
also end 

KEPPLER.vJ 0 Region □, Office of Director BX20 003 G3/01/03 

CaOPi, J W Consuiners Power Co 94pp 26539 049 24X 

Flch® 50-3291 D4/07/\Q, 8408010061 


—8409150640 Ac k receipt of 030926 Ur & payment in amount of *116,500 
for civil penalty imposed by 830829 order 

AXELRAD. J A Enforcement Staff 9X21016 03/10/04 SELOY,JD 
Consumers Power Co 2pp 26553 305 24X Fl che. 50-329. B4/07/18i 
8408010061 


--04D81SO644 Forwards payment in amount of $116,500 in response to 
030029 itr imposing civil penalty for violations found 
during Insp 03-23 ItA 83 - 03 ). Related info enc 1 , Indutfinj 
mat! on 830811 public meeting 

COOK, J U Consumers power Co DX2i 0t7 83/09/26 DEYOUNO, R C 

Director's Office, Office of Inspection and Enforcement 29pp 
26S54 005 24X Ficlie 50-329.84/07/18,0400010061 


-8408150669 Corrects Page 3-1 of Attachment 3 to -util 820517 response to 
draft SALP rept for Jul 1980 - June 1901 , c lari f y Ing stop 
work Order on drilling 

COOK, J (i Consumert Power Co t)X3i 024. 02/05/21 KEPPLER, J O 

Region 3^ Office of Director 3lpp 26554 313 SAX 
Fiche 30-329. 84/07/18, 94000 1006 1 


-B40B1SD672 Forwards response to draft baLP rapt for »Jul 1900 - June 
1901, d 1 scussed at 9,^0426 meeting w/NRC 

COOK,*; U Caniumers Power Co DX2l 025 82/05/17 KEPPLER. J 0 

Region 3, Office of Director 38pp 26554 344 24X 

FI the 30-329,04/07/10,8408010061 


0400150677 Discusses &ALP appraisals for Ilmmer 6 Midland Ouggeste 
llrtiteif SALP-3 appraisal for Midland to cover remedial soils 
uarl,BL(i work 6 HVAC activities 

KEPPLER. J a Region 3. Office of Director 0X21 026 03/04/18 

HIND, J. A Division of Radiological tt Materials Safety Programs, 
ip. 26555066 24X Fiche 50-329,84/07/10.8400010061 


0400150690 Lists reasons why 0ALP til evaluation period should be 
extended to 021231- per 020719-20 discussion Related info 
end. 

COOK,R. J Region 3, Office of Director DX21 029 82/09/06 

fiFEBBABD. R L PlvUlon of Project 6 Resident Programs 21pp 
26555 112 Z4X Fiche: 50-329. 04/07/18, 0400010061 


— 04081^0738 rorurards summary of B402S9 meeting in Region III ofc re 
resulfee of HVAC insps 6 investigation of allegations 8. 
eKpaiislofi af training, qual if icatioh h certification 
activities Handwritten notes end 

WELLQ. R A Consumers Power Co DXaO 032 84/03/29 

HARRISON, JJ Region 3, Office of Director 169pp 26544 014 

24X Fiche 30-329,04/07/10,0400010061 


— 8400150743 Submits reasons fpr eitending BALP III evaluation period 
to 821231 Rept contains issues being resolved between NRC It 
licensee Eitension can be used as performance motivator 
Handwritten note tx supporting documentation enc 1 
COOK, R J Region 3, Office of Piructor DX20 036 82/08/06 

5PE8fiARD, R L Division Df Project i, Resident Programs 350pp 
26546 OOi 24X Fiche 50-329,04/07/10,8408010061 


— 9408150747 Submits supplemental SALP input for facility Changes 
required to previdfr overall Div of Engineering It Ti^chnical 
Insp rating for QA functional area consolidate comments 
for reconunended increased insp frequency 

PtRTLF. Q Region 3, Office of Director 0X20 037 83/10/01 

DQYO, D Region 3, Office of Director Ip 26547 Oil 24X 
Fiche 50-329.04/07/18,0400010061 


— 8408150732 Submits OA issues to be addressed at evidontlari/ session in 
facility proceedlr>9 Summary rapt 6 oral communications 
record re reinsp requirements based on results of 
certification testing end 

RATON. M D NRC - (No Detailed Affiliation Given BX20 041 
82/08/10 ADENSAM, E 0 NRC - No Detailed Affiliation Given 
18pp 2654B 07S 24X Fiche 50-329, 04/07/10, 8408010061 


— 84081701 19 Confirms that underpinning instrumentation insta 1 lation «1 11 
be suspended until procedures 8< drawings developed 6 plans & 
schedules established to Inspect 6 audit ac tivi ties. per 
820319 telcon 

KEPPLER, J G Region 3, Office of Director DX19 007 92/03/19 

COOK. J W Consunars Power Co 2pp 26530 037 a4X 
Fiche 50-329,84/07/10,0400010061 


— 9408170132 Forwards redrafted insp rapt Rept has been reviewed w/NRC 
for format t content Rept covers insp made 921129-1210 
GHARAK, Z Argonne National Laboratory DX19 011 92/01/07 

NARNiCKtR Region 3, Office of Director 7pp 26530 233 24X 

Ftche 50-329,04/07/18.8408010061 


— 9408170157 Forwards draft insp rept re findings of personnel who 
participated In routine Insps on 821129-1203 & 1200-10 
CNARAK, 1, Argonne National Laboratory BX19 012 02/12/22 

WARNXCK.R Region 3, Office of Director 14pp 26530 240 24X 

Fiche 50-329,04/07/18,0400010061 


—8408170 1 74 Forwards IE «gt Meeting Repts 50-329/02-09 8* 50-330/82-09 on 
820514 

NOREUIUS.C E Region 3, Office of Director 0X19 013 82/06/20 

COOKrJ H Consumers Power Co Spp 26531 033 24X 

Fiche 30-329.04/07/10,8408010061 


—0408170181 IE Mgt Meeting Repts 50-329/02-09 6 50-330/02-09 on Q20514 
Major areas discussed licensee disposition of results of 
electrical overview insps 

GARDNER. R N , WILLIAMS, C C Region 3, Office nf Director DXI9 
013A 82/06/24 3pp 26S31 035 24X Fiche 50-329,84/07/10, 

8400010061 


—8400170805 Forwards IE Insp Rept a 50-329/02-07 6 50-330/92-07 on 
820421-23 Nq nan c on|> 1 lance noted Schedule for relrisp program 
of piping suspension sys requested within 25 days f t am 
receipt af Itr 

* Region 3. Office ef Director 0X19 017 03/07/13 Consumeri 

Power Co 2pp 26531 071 24X Fiche 30-329,04/07/18,9408010961 


—0400170232 Foruardo SALP Repts 50-339/82-14 6 30-330/02-14 for perlotf 
Jul 1980 - June 1931, 

KEPPLER, J 0 Region 3. Office of Director BXI9 026 04/07/18 

COOK. J W Consumers Power Co 2pp 26533 158 24X 

Fiche 30-329,84/07/18,8400010061 


—0409170236 Ack receipt of 020114 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/01-12 8< 
50'-aaO/Bl-12 

NORELIUB, c E Dlviwlon of Engineering DX19 028 02/02/03 

CaOKiJ W Censunora power Co 4pp 26333 180 24X 

Fiche 50-329,84/07/18,0400010061 


—0408170271 Requests Ofc of Investigations provide investigator to 
assist afe of Special Cases in closeout of unresolved item 
in Insp Rept 329/02-22-27 re use of unofficial documents 
for recording nonconformances 6 deficiencies 
HARNICK.R F NRC - No Detailed Affiliation Given DX19 035 
93/01/27 PAWLlK, E T, Region 3. Office of Director Ip 
26534 295 24X Fiche 50 - 329 , 84/07/10, 8400010061 
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--B40S 1 70274 DisciJSsi^s B3t031 interview w/A Gautam ft unnamed individual 
re allegation? canLerning Comstoc k. Rechtel h Jack const 
activities at plant Details of ififiuee referred to Ofc of 
Investigation & Ofc of Inspector t. Auditor 

MAWKINS.F C Region 3. Office of Director DX!*? 03A B3/10/2& 

Region 3i Office of Director Ip 26534 296 24X 

Ficte 50-329,84/07/10,0400010061 


—0400210464 Notifies of 030700 meeting to discuss NRR SALP III 
assessment baaed on recent hearing testimony by Region III fc 
several third-party reviewers 

NO^AH,T M Assistant Director for Licensing RXlQ 055 03/07/07 

tfOllNSTON, W , KNIGHT, J P , RUDENSTEIN.L NRG - Uo Detailed 
Affiliation Given llpp 96520 262 24X Fiche 50-329,04/07/10, 

040 DO 10061 


— 84D8220059 Responds to 030029 Itr re imposition of civil penalty for 
violations noted during Insp 03-23 Penalty reduced because 
of prompt corrective actions Check end 

COOK. J U Consumers Power Co DX19 052 03/09/26 DEYOUNO.R C 

Director's Office, Office of Inspection and Enforcement 2pp 
26537 200 a4X Fiche 50-329.04/07/10,0400010061 


— B40822007B 3ALP Repts 50-329/82-14 tt 50-330/82-14 for Jul 1900 - June 
t9Bi 

* Region 3, Office of Director DX19 027 02/03/31 2Spp 

26533 160 24X Fiche 50-329,04/07/10,0408010061 


— 8400270330 Forurards summary of B40229 meeting la/Region III & util in 
Region III re results of insps b investigation into 
allegations re HVAC work 

UELL8. R A Consumers Power Co BX19 020 04/03/24 

HAfIRISDN, J J Region 3, Office of Director I7pp 26532 023 
24X Fiche 50-329,04/07/18,0400010061 


B407230229 IE Info Notice 84-57, "Operating Experience re Moisture 
Intrusion In Safety-Related Electrical Equipment at 
Commercial Power Plants ” Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/07/27 Consolidated Edison Co of New 

York, Inc 119pp 23065 047 24X Fiche 50-000, 84/07/27, 8407250229 


6408070401 Informs that new sys of acknowledging receipt of licensee 
correspondence re noncomp 1 iance found during insp 
i nsti t uted, ef f ect i ve 640820 Preprinted form will be used 
rather than Itr 

KEPPLER, J 0 Region 3, Office of Director 84/00/03 

Commonuealth Edison Co 3pp 25942 108 24X Fiche 50-000,84/00/03, 

0400070401 


0409230502 Forwards IE Insp Repts 50-329/B4-24 «< 50-330/84-25 on 
840611—15 & 25-29 No noncompliance noted 

UARNlCKi R F Region 3, Office of Director 04/00/03 COOKiJ U 
Cansuners Power Co 2pp 26212 264 24X Fiche 50-329,84/08/03, 
840BS30302 


— 8408230312 IE Insp Repts 50-329/04-24 L 50-330/04-23 on 840611-15 & 
25-29 No noncomp 1 lanco or deviations noted Major areas 
inspected licensee action on lOCFRSO S5<e) items 
HARRISON, J J Region 3, Office of Director 84/08/03 Bpp 
26212 266 34X Fiche 50-329,04/00/03,8408230502 


0400010333 IE Info Notice 84-59, "Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN, E L Division of Emergency Preparedness Cc Engineering 
Resporse (Post 830103) 84/00/06 Consolidated Edison Co of Mew 

York. Inc I22pp 26060 001 24X Fiche 50-000,84/08/06,8400010333 


8408010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " 8vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/08/06 Consolidated Edison Co of New 

York, Inc I23pp 26067 158 24X Fiche 50-000,84/00/06,8400010337 


0400070120 IE Info Notice 04-61, "Overexposure of Diver in PWR 
Refueling Cavity " 0vc list end 

JDNOAMj E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/08/08 Consolidated Edison Co of New 

York, Inc 120pp 26129 118 24X Fiche 50-000,84/08/08,8408070120 


6408070376 lE Info Notice 84-62, "Therapy Misadmlnistratlons to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
1 ist encl 

GRACE, J N Division of OA, Safeguards St Inspection Programs (Post 
030103) 84/OB/lO Consolidated Edison Co of New York, Inc 
laapp. 26130 001 a4X Fiche 50-000,84/08/10,8400070376 


8408100009 IE Info Notice 84-63. "Defective RHR Replacement Piping ** 
Sve list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103 ) 84/08/13 Consolidated Edison Co of New 

York, Inc 119pp 26197 218 24X Fiche 50-000,84/08/13,8408100009 


G4O01 00038 IE Info Notice 04-64, "BWH HPCI Initiation Seal-In b 
Indication " Sve list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/08/19 Consolidated Edison Co of New 

York. Inc 104pp 26198 093 24X Fiche 50-000,04/00/15,8408100030 


8406100021 IE Info Notice 84-65. "Underrated Fuses Uhich May Adversely 
Affect Operation of Essential Electrical Eq.ulp(nent *' Sve 
list one 1 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 04/00/16 Consol idatsd Edison Co of New 

York, Inc liepp 26190 001 24X Fiche 50-000.84/00/16,8400100021 


840B1000S3 IE Info Notice 04-66. "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Sve list end 
JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Post 330103) 64/00/17 Consolidated Edison Co of New 

York, Inc I20pp 26276 001 24X Fiche 50-000,04/00/17.0408100055 


6408140208 IE Info Notice 04-67. -Recent Snubber Inservice Testing W/ 
High Failure Ratos " Sve list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 330103) B4/OB/17 Consolidated Edison Co of New 

York, Inc IS2pp 26276 122 24X Fiche 50-000, 04/00/17. 04OB14O2O8 


8400240136 Forwards Mgt Mooting Repts 50-329/84-10 & 50-330/84-19 on 
040712 

WARNICK.R F Region 3, Office of Director B4/O0/2O COOK, J N 
Consumers Power Co 2pp. 26220 205 a4X Fiche 50-329,84/00/20, 
8409240136 


—0408240144 Mgt Heating Repts 50-329/04-18 it 50-330/84-19 on 840712 
Hajor areas d iscussedr work activities far auxiliary bldg 
underp Inning, status af sve water pump structure 6 oa/QC 
activities 

LANDSMAN, R Q , HARRISON, J J Region 3. Office af Director 
84/00/20 4pp 26228.207 24X Fiche 50-329 . 04/08/20, 0400240136 


0400210142! IE Info Notice 84-68. "Potential Deficiency in Improperly 
Rated Field Hiring to Solenoid Valves " 8vc list encl 
JORDAN, C L Division of Emergency Preparedness tc Engineering 
Response (Post 630103) 94/00/21 Consolidated Edison Co of New 

York, Inc 115pp 26329 000 24X Fiche 50-000, 04/00/21, 8408210142 


R Periodic operating reports & related correspondence 


□400010061 Further response to FOIA request for 16 categories of 
records re facility Documents identified by J Ooold 6 
M Slebert on 640514 & 15 (App 0) forwarded App A documents 
already forwarded Index furthcoming Search continuing 
FELTON, J M Division of Rules and Records DX14 000 04/07/18 

RICE.C H Kirkland «, Ellis 2pp. 26500 001 24X 

Fiche 50-329,84/07/18,0400010061 


— 0408150603 Forwards Midland monthly status repts For Aug-Bept & Nov 
1982 Related info encl. 

HARNICK, R F Region 3, Office of Director DX21 008 02/12/20 

KEPPLER, J O Region 3. Office of Director 23pp 26551 256 24X 

Fi Che 50-329, 04/07/ 18, 0408010061 


—8408150698 Forwards monthly status rapt for Dec 1983, conta inlng input 
from insp site team of Ofc of Bpeclal Cases 

COOK, R J Region 3. Office of Director DX21 031 83/01/12 

NARNICK.R F Region 3, Office of Director. 2pp 26S5S 161 24X 

Fiche: 50-329, 04/07/19, B4O0O1OO61. 


8409240132 Forwards minutes of monthly third party assessment 940712 
meeting re status of independent assessment af underpinning 
Ic remedial sails work it status af const impl smentatian 
overview program 

LUCKS, A. 5 Stone 6 Nebs ter, Inc 04/00/07. HARRISON, J J. Region 
3. Office of Director 43pp. 26226 033 24X Fiche 50-329,84/00/07, 

8400240132 


— 8400240134 Forwards Independent Assessment of Underpinning Meekly Rept 
91 for 040610-16 Minutes of daily moetlngs between members 
of assessment team A site enginearlng, cons t & OA personnel 
encl 

LUCKS, A S 0tone S, Nebs ter, Inc. 84/06/20 SlJRt^SS.D L NRC - 
No Detailed Affiliation Otven i9pp 26226:178 24X 

Fiche 50-327, 84/08/07, 0400240132. 


— 0400240138 Forwards Independent Assessment of Underpinning Meekly Rept 
92 for 840617-0623. Minutes of dally meetings between members 
of assessment team & site engineering const & OA personnel 
end 

LUCKS, A S Stone & Hebster, Inc. 04/06/27 BURGESB.D L NRC - 
Nq Detailed Affiliation Given 16p 26S26 193 24X 

Fiche, 30-329, 04/00/07, 0400240132. 
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409340143 Foruards Independent Assessment of Ond er pirning Weekly Rept 
93 For 940694-0^30 M:;nutes of meetings betueitn 

members of assessment team tt site eng ineer » rg ^ c onst t QA 
personnel end 

LUCKB, A S Stone li Webster, Inc 84/07/03 HURGESS. 0 L NRC - 
No Detailed Affiliation Given Upp 26226 209 24X 

Fiche 50-329,04/08/07.8406240132 


1408240145 Foruards Cor^st Impl effietitatian Overview Weekly Rept 51 for 
840529-0601 Rept includes summary of acti/ities L open 
items, noncnnforinance identification repts 6 hold pf>ints 
KARR,J E Stone «. Webster, Inc B4/06/0B MEPPLER, J G Region 
3i Office of Director I8pp 26226 292 24 X 

Fiche 50-329.84/09/07,8408240132 


3400240152 Foruards Const Implementation Overvioiu Weekly Rept 53 for 
840611-15 Rept includes summary of activities %i open items* 
nonconformance identification repts it held points 

KARR, J E Stone 6 Uebster. Inc 64/06/22 VtEPPLER, J G Region 
3, Office of Director lapp 26226 328 24X 

Fiche 50-329.84/08/07.8408240132 


9400240159 Forwards Const Implementation Dvervieu Weekly Rept 54 for 
Q4D616-22 Rept includes summary of activities & open Itemsj 
nonconformance identification repts 6 hold points 

KARR,J E Btone t> Webster, Inc 84/07/02 KEPPLER, J G Region 
3, Office Of Director IBpp 26226 346 24X 

Fiche 50-329,84/09/07.0406240132 


Reportable occurrences, LERs t* related correspondence 


06010038 Forwards Tracked Action Item 006 re NIR 022 t NIR 023 

Requests one reply clarifying initial findings Current 

replies provide inaccurate L conflicting info 

KARRiJ E Stone h Webster, Inc 84/05/22 KEPPLER. J O , 

HARRISON. J J , DUROESS, D U NRC - No Detailed Affiliation Given 

2pp 34757 351 24X Fiche 50-329,64/09/22*8406010038 


t05a90062 Forwards "Investigation of Types AF i« AE Piston Skirts " 
Rept supercedes 840227 submittal 

RAY,C L TDI ITrantanerica Delaval. Inc ) Owners Group 04/05/24 
DENTON, N R Office of Nuclear Reactor Regulation, Director 2pp 
24690 D4S 24X Fiche 50-000,84/05/24,0405290062 


8405290075 " Investijation of Types AF & AE Piston Skirts " 

* Failure Analysis Associates FAAA-B4-S-14 B4/D5/23 120pp 

24X Fiche 50-000.84/05/24,8405290062 


105390179 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at ahnreham ?* Grand Culf Nuclear Power 
Stations " 

RAY. C L TDI (Transainer ica Delaval. Inc ) Owners Group 04/05/24 
DENTON. H R Office of Nuclear Reactor Regulation, Director 2pp 
24692 090 24^ Fiche 30-000,84/05/24,0405290179 


400060405 Forwards repts received by BNWL 6 consultants directly from 
FaAA U TDI Owners Group at 040622 meeting Draft ’'Overview of 
Repts, Analysis 6 Recommendations re Main Propulsion Engines 
M/V Columbia" enc I 

ALZHEIMER, J M Battelie Hemorial Institute, Pacific Northwest 
Laboratories 04/06/26 MILLER, M Division of Licensing 150pp 
25926 173 34X Fiche 30-000,84/06/20.0400060405 


400060050 Forwards info addressing open Items identified in NRC/BNWL/ 
TDI Diesel Generator Ouners Group 840622 meeting 

RAY, C L TDI (Transaner i ca DeUval, Inc ) Owners Group 84/07/10 
BERLINOERi C Director's Office, Office of Inspection and 

Enforcement 43pp 25931 133 24X Fiche SO-000, 84/07/ 10. 

0400060050 


031OD34 Final deficiency rept re concrete embedment design using 
lear lugs located outside compression zone Initially 
ported on 621203 Use of shear lugs outside compression 
me 15 proper design technique Related correspond ence 
lO/.J W Consumers Pouer Co DSQ 906 04/07/11 KEPPLER,J 0 

>gion 3, Office of Director ip 26350 186 24X 

Che 50-329,04/07/11,0400310054 


406010061 Further response to FOlA request for 16 categoriee of 
records re facility Documents identified by J Qaold &< 

M 8iebert on 040314 & 13 <App 01 forwarded App A documents 

already forwarded Index forthcoming Search continuing 

FELTON* J M Division of Rules and Record* DXI4 000 94/07/10 

R!CE,C M Kirkland Ellis 2pp 26500 001 24X 

Fiche 50-329,84/07/18.6406010061 


-0110260082 Informs that licensee taking position that IEEe 279 
jurisdiction starts u/transmitter Jurisdiction should start 
at sensing line connection to process piping 

HENDERSON, J B Reactor Project* Sections (Regions I «c 3) DX19 
024 81/10/01 WILLIAMS, C C Plant Systems Section Ip 

26533 050 a4X Fiche 50-329,84/07/10,0408010061 


--0408010160 Forwards interim iOCFRbO 55(e) rept Tt> QA program mfg 
deficiencies affecting ladiation monitoring equipment 
supplied by Vic toreen. Inc 

FISCHFR. D ACRS - Advisory Commlttue on Reactoi Safeguards QX14 
011 82/11/15 OKRENT, D ACRS " Advisory Committee on Reactor 

Safeguards Ip 26503 072 24X Fiche 50-329.04/07/18,0408010061 

--9400150653 Reconmends issuance of board notification for encl potential 
Part 21 rept from Zack Co (H/AC subcontractor) re accuracy 
of uielder records 

NARNlCK,n F Region 3, Office of Dnector QX2l 020 B2/09/01 

EISEHHUT, DO Division of Licensing 2pp 26554 179 24x 

Fiche 50-329,84/07/10.8400010061 


— 0408150694 PNO-77-035 on 770226. bulge discovered m containment liner 
plate Caused by water coming through tears in liner plate 
Addl holes cut in plate to facilitate draining Related info 
end 

WARNICK, R F , ROY.C W . THOMPSON, 0 Office nf Inspection 

Enforcement, Office of the Director DX21 030 77/03/01 7pp 

2655S 154 a4X Fiche 50-329.84/07/10,0408010061 


—0408170090 Discusses util 820428 telcon notifyng that, while drilling 
well in a area, e lec tr ic duct bank struck Drawings 
indicated duct bank elsewhere Investigation continuing 
SHAFER, W D Region 3, Office of Director BX19 OOiA 82/04/28 
WILLIAMS, 0 C . landsman, R D NRC - No Detailed AFflliatlOh Given 
Ip 26529 285 24X Fiche 50-329,04/07/10,8400010061 


— 0400170276 Forwards util repts re auxiliaTy bldg seismic analysis 6 
cracks in borated water storage tank foundat ion, per util 
910121-22 notifications Const deficiency info may aid in 
resolution of matter 

NORELIUS. c E Division of Engineering 0X19 036AB 81/11/24 

EISENHUT* D 0 Division of Licensing Ip 26535 163 24X 

Fiche 50-329.84/07/18,0408010061 


8408060102 Forwards "Emergency Diesel Generator Auxiliary Module 
Control Wiring 6 Termination Oua 1 i f ication Review " Addl 
copies sent to DNHL 

RAVtC L TDI (Tranaameri ca Delaval. inc ) Owners Group 04/07/27 
DENTON’.KR Office of Nuclear Reactor Regulation, Director 2pp 
23932 137 24X Fiche 50-000, 04/07/27, 8408060102 


— 8408060138 "EmcrgGncy Diesel Generator Auxiliary Module Control Wiring 
Termination Qualification Review ■' 

« Stone it Uebster Engineering Corp 04/07/31 36pp 25932 139 
24X Fiche 30-000,84/07/27,0408060102 


84O0O9O2B4 Forwards table Indicating status of 10CFR50 5S(e> issues 
Procedures revised to assure proper handling 6 reporting of 
addl lOCFRSO 35(e} items 

COOK, J W Consumers Pouer Co 64/07/27 KEPPLER.J 0 Region 3, 
Office of Director 4pp 25994 036 24X Fiche 30-339,04/07/27, 

0408090284 


8408310239 Final deficiency rept re defective capstan springs in 
Pacific Scicntifli: mechanical shock arrestors Initially 
reported on 040106 M/o description of investigation L 
corrective actions Related correspondence 

COOK, J W Consumers Power Co DSR 970 84/07/27 KEPPLER, J G 

Region 3. Office of Director Ip 86350 281 24X 

Fiche 50-329,04/07/27,0400310259 


0400060324 Forwards "Design Review of Elliott Model 650 Turbocharger 
Waed on TDI DSRV-12-4 h DSnv-ao-4 Emergency Diesel Generator 
Sets •' 

RAY.C L TDI (Transamer lea Delaval, Inc 1 Owners Group 84/00/01 
DENT(3N, H R Office of Nuclear Reactor Regulation. Director 8pp 
25927 064 24X Fiche 50-000,84/00/01,0408060324 


— 8400060387 "Design Review of Elliott Model 63G Turbocharger Used on 
TDI DSRV-12-4 6 DBRV-20-4 Emergency Diesel Generator Sets " 

■a Failure Analysis Associates FAAA~04-6-56 84/07/31 62pp 

23927 066 24X Fiche 50-000,04/00/01,8408060324 


8408160394 Forwards “Design Review of Engine Base 8, Bearing Caps for 
TDI DSRV-16 Diesel Engines " 

RAYtC L TDI (Transamer i ca Delaval, Inc ) Owners Group 84/08/10 
DENTON, H R Gffice of Nuclear Reactor Regulation. Director 2pp 
86091 147 24X Fiche 50-000,84/00/10,8408160394 


— 8408160403 "Design Review of Engine Base |« Bearing Caps for TDI 
DSRV-16 Diesel Engines “ 

» Failure Analysis Associates FAAA-'S4-6-53 B4/O0/3J 44pp 

36091 149 24X Fiche 50-000.84/00/10,8408160374 
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ds r(> fDI Qojriers Group program plan 5ER addresses 

^yc^ui^litg r eva 1 1 dat:ion programi testing t insp« 

,illanco ^ sets forth requirenients for oppration 
] etion of pi ugram plan 

Division of Licensing 04/00/13 GEOfiGE- J D TDI 
, Dolavalj Inc > Du/ners Group Ip 194 S4X 

^4/0S/13- 84082401 15 


f^ety evaluation of TDI Owners Group program plan Dased on 
tlofi-plan incorporates essential elements needed 
outstanding concerns ro loliabilitg of TDI 
nuclear svc 

Detailed Affiliation Given 84/08/1:3 21pp 
a4'{ Fiche 30-000.84/08/13,8408240115 


^rds "Design flevleie of Elliott htodel 90G Turbocharger 
0R-4a It DSRV-li Emergency Diesel Generator 
^ntmg final QA verified rept Addl copy 
r^tiULi per NRC request 

f Transamer i cd Dolaval. Inc ) Ounoi s Group Q4/0B/14 
^Iffico of Nuclear Reactor Regulation, Director Spp 
JX El Che 50-000. 84/08/14, 8408160395 


—8408220064 Testimony of RN Gardner re qualification of Bechtel OC 
personnel Certificate of Svc i related Info one 1 

GARDNER, R N Region 3 , Office of Director BXl? 023 82/01/22 

I20pp 26S32 292 34X Eiche 50-*329, 84/07/ 1 8. 8408010061 


--8408270336 Testimony af 0P Garde re Midland Nuclear Pouier Plant 
CARDE. D P OovBrrnent Accountability Project BX19 021 
84/02/13 25pp 26332 040 24X Fiche 50-329*04/07/18.8408010061 


V Operator Examinations 


8406140426 Provides address For transmitting all operator licensing 
correspondence to Region lit ofc.except Info for examiners 
WALKER-R 0 Region 3, Office of Director 84/08/10 Michigan. 

Univ of. Ann Arbor, Hi 2pp 26051 198 24X Elche SO-OQO« 

04/08/10,9406140426 


DOCKET 50-330 MIDLAND PLANT. UNIT 2 


A Appl 1 catl en/construc t Ion -stage documents «< correspondence 


s^ign Reviey of Elliott Model 900 Turbocharger Used on 
^ DSRV-16 Emergency Diesel Generator Sets '' 
unalyeis Associates FAAA-84-3-7 04/07/31 6ipp 

S4X Fiche 50-000. 04/08/ 14. 8406160393 


I r da response to 840723 request for addl Info on repts 
'JDI Diesel Generator Ourters Group 
< Transamor i ca Dclaval, Inc ) Ouners Group 84/00/23 
Office of Nuclear Reactor Regulation, Director 12pp 
X FI Che 50-000. 84/00/23. 84082901/9 


ciripts on non-anti trust matters 


&T response to FOIA request for 16 categories of 
ility Docunents identified by U Ooold i* 

/I0514 it is (App D> forwarded App A documents 
iJ«d IndoY forthcoming Search continuing 
i vision of Rules and Records BX14 000 04/07/10 

k land & Ellis 2pp 26500 001 24X 

4/07/ia, 0400010061 


t imdny of DS Hood fc U Kane re mall false statement 
1 Nlir 791206 mod order 

\NE. J NRC - No DotalUd Affiliation Given BX17 021 
3pp 26519 027 24X Fiche 50-329.04/07/18,0400010061 


= imony of JG Kepplet' re QA problems at facility & 

- t ions taken 

Region 3. Office of Diroclor DXIS 0i2A 84/07/18 
362 24X riche 50-329,04/07/10.0408010061 


0400050015 Foru/ards response to NRC request for addl 
seismic margin revleui rept, "Dal ance-of-Plant Class 
Piping^Pipe Supports ^ Valves " 

COOK, J H Consumers Pauer Co 64/07/Ll DENTON. H 
Nuclear Reactor Regulation, Director |6pp 25803 
riche 50-329,04/07/11,8400020013 


info 

re VdI 

JX of 

1 , 2 

8. 0 


R 

Office 

of 

120 

24 X 



6400010061 Further response to FOIA request for 16 categories of 
records re facility bocunants identified by J Goeld t. 

M Slebert on 840514 t* 15 (App □) foruarded App A documents 

already foruardod Index fartlicoming Search continuing 

FELTON. J M Division of Rules and Records QXi4 000 04/07/16 

RICC. C W Kirkland & Ellis 2pp 96500 OOl 24X 

Ficbo 50-329,04/07/10,9408010061 


—7012070142 Discusses IE Insp Repts 50-329/76-18 L 50-330/79-12 
Contributing factors to settlements of diesel generator bldg 
foundation 6 generator pedestals include variable properties 
of random fill matl supporting structure & cooling pond 
KEFPLER.d 0 Region 3, Chicago, Office of the Director 0X16 001 
76/11/01 THORNOuno,H D Division of Reactor Construction 
Inspection app 36506 311 24X Fiche 50-329,94/07/18. 

8400010061 


— 7909290119 Foruards outline history of geotechnical eng i 
problems re plant fill Lists pertinent PSAR h FSAR crl 
h Bummarlics foundation conditions & remedial measures 
all Category I structures faiinded on plant fill 
GILLEN, D M Gaoscifinces Branch DXI6 OiS 79/08/26 
GACKSDN, R E Geosciences Branch lOpf 26510 309 
Fiche 50-327,64/07/18.8406010061 


neer ing 
ter la 
for 


24X 


imony of HN Btngh ro unresolved geotechnical engineering 
« Including reactor bldg foundation, d iese 1 
ig settlement t* svc oiater bldg foundation St 
tank s 

T'lny. Dopt of, Corps of Engineers QX16 016 

pip 26510 319 24X Fiche 50-329,84/07/18.8408010061 


--0OO4O4O730 Summai g of 800227 &t 28 meeting 1. site visit u/util In 
Midland. Ml re soil settlement problems & related 
Investigation program 

GONZALES, R 0 Hydrqlagg Meteorology Branch QX16 032 60/03/10 

DIOINS.W S Hydrology Meteorology Dranch 9pp 26911 119 S4X 
Fiche 50-329,04/07/18.0400010061 


irnony uf RO Landsman in Glen Ellyn. IL re QA criteria t* 
remedial foundation uiork underuag at site 
NRC - No Detailed Affiliation Given DX19 002 
26529 332 24X Fiche 50-329,84/07/18,0408010061 


■s-cript of D Stamiris 040425 statement re soil settlement 
1 ant 

Stamiris. 0 DX19 041 04/04/25 3pp 26536 134 

-□29. 84/07/18, 0408010061 


acript of M Sinclair 840425 statement re problems u/util 
1986 const completion date Documentation end 
iincUir. M DX19 042 04/04/25 lOpp 26936 137 

329. 04/07/10. 0400010061 


icript of T Hoarron 040425 statement opposing 
unaing L operaVinn of plant 
»ne Tree Council DX19 043 64/04/29 4pp 

lx Fiche 50-329.84/07/10.8400010061 


— 800(3130764 Summarlies status of seismologica 1 Input parameters re 
geosciences 6 geotechnical review of facilities as discussed 
at 800702 & 22 meetings 

KIMOALL.J Geosciences Oranch DXl6 029 00/08/07 JACKBDN, R E 

Geosciences Branch 6pp a65ll 095 24X Fiche 90-339.04/07/10, 

0408010061 


— 0011240409 Foruards Hydrologic Engineering Section interrogatories re 
permanent deuatorlng sys at facilities 

LEAR. 0 E Hydrologic t* Oeotechnlcai Engineering Branch 8X17 008 
BO/ii/IO TEDESCO.R L Assistant Director for Licensing 3pp 
26917 244 24X Fiche 90-329,04/07/18.8408010061 


—8109070480 Responds to request re Oeosciances Branch estimate «f time 
required tn complete site revl eu, Appros 30 days are needed 
to review addl info requested for fart 1 L 3 months are 
needed for review of Part 2 submittal 

KNIGHT, JP Assistant OlToctor for Comp 8< Structure* Engineering 
ifre 030201) DX16 057D 81/04/24 PATON. W D Office of the 

Executive Legal Director Ip 26913 109 24X 

Fiche 50-329.84/07/10.0406010061 


crlpt of OP Garde 840425 statement re Govt 
Project 040210 supplemental 10CFR2 206 
t'eak down, NRC action problems & adequate 
:i.au of complex project 

Vernment Accountability Project DX19 044 
b 26936 151 24X Fiche 50-327. 84/07/ 18. 8400010061 


— 8110190801 Forwards topic discussions for inclusion In 1981 annual 
repbiper 810902 commitment Discussions cf technical 
assletance program for I icensing, OETR review it Midland 
remedial repair info end 

HELLER. L U Hydrologic L Oeotachnlcal Engineering Branch DXI6 
053 81/09/16 LFAR.O Hydrologic & Geotechnical Engineering 

Dranch 6pp 265J2 253 24X Fiche SO-OS?, 84/07/16. 0400010061 
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-'8111240064 Infarns of G11016 conference call hf/ufctl tn di&cuss. revised 
achedule for soils h«dring requests revision to better 
accommodate const schedule Agreed schedule for hearings tux 1 1 
be 811201-04 L 1214-ia 

HODDi D Licensing Drench 4 BX 19 0368 01/10/30 TEDESCO. R L 

Assistant Director for Licensing 3pp 26533 292 24X 

F I c h e 50-329. 84/07/18. 84OB0 1 006 1 


— 02O1OSOO63 Summarizes 811207 telcon re E32010S soils hearing 

HOOD. D Licensing Branch 4 BXIB 032 Ql/12/14 ADEN HAH. E 0 

Licensing Branch 4 2pp 26526 099 24X Fiche 30-329,84/07/18, 

B4D8010061 


— 8201220049 Advises of l-cionth delay In meeting R Tedesco D11214 
schedule in support of facility hearing & review Viable 
schedule must recognize need for iteration ui/applicant 
follouing each significant submittal 

VOLLMER.R If Division of Engineering 8X16 074 81/12/28 

EISENHUr.D Q Division of Licensing 3pp 26514 IBB 24X 
Fiche 50-329,64/07/18.8408010061 


-B202040352 Informs that certain SEE sec tions. esp ecial 1 y soil remedial 
actions, uiJl not be complete by B20406 deadline 
Al>ENSAMrE G. Licensing Branch 4 BX16 053 82/01/19 

EISENHUTrD G Division of Licensing 3pp 26512 266 24X 

Fiche 90-329. 84/07/ 18. 8406010061 


-8203020050 Summary of 81 1006-07 meeting u/utl I . Bechtel & consultants in 
DethesdaiKD re underground piping in inadeiiuately compact 
plant fill 

HOOD. D S Licensing Branch 4 BX21 002 B2/02/0S DENTON. H R 

NRC - Na Detailed Affiliation Given 37pp 26949 084 24X 

Fiche 50-329,84/87/10.8408010061 


820505020? Forwards listing of issues to be resolved prior to start of 
Phase 2 underpinning operations for auxiliary bldg 
LEAR, 0 Hydrologic b Oeotechnical Engineering Branch BX16 035 
02/04/23 ADENSAh.E Licensing Branch 4 2pp 26511 200 24K 

Fiche 90-329. B4/07 /1 0.8 4080 1006 1 


—8209120033 Sunmarlxes technical comments from ACRS subcommittee 82Q4S9 
meeting re tBimedial activities for deficient soils 
ADENSAH, E 0. Licensing Branch 4 DXIQ 035 82/05/04 DOSNAK. R 

NRC - No Detailed Affiliation Given 4pp 26527 103 24X 

Fiche 90-329.84/07/18,0408010061 


—0 205210467 Notifies that util submittal re Phase 2 of underpinning 
repair work at facility acceptable, provi ded that end mods 
& requirements are Incorporated into Phase 2 program 
KNIGHT. J P Assistant Director for Comp 8< Structures Engineering 
(Pre 830201) BX16 03B 82/09/10 TEDE9CD.R L Assistant 

Director far Licensing 34pp 26311,203 S4X 
Fiche 90-329. 84 /07/ 1 0, 84 080 1 0061 


-8206020051 Comments on draft of acceptance provisions for Phase 2 Final 
transmittal to applicant should move through DE for 
concurrence 

KNIGHT, J P Assistant Director for Comp & Structures Engineering 
(Pre 830200 BX16 036 82/09/13 KANE, J, Assistant Director 

for Comp & Structures Engineering <Pre 830201 > ip 26311 202 
a4X F i c h e . 30-329, 04/07/ 1 8 , 04080 1 006 1 


-3806240401 Forwards comments on 820422 response to fnc request for addl 
info re borated water storage tank & underpinning of svc 
water pump structure Contact u/appUcant to resolve 
differences recommended 

LEAR.O Hydrologic 6 Geotechnical Engineering Branch 82/06/16. 
ADENBAH. E Licensing Branch 4 lOgpp 66129 031. 24X 

Fiche 90-327. 04/07/10, 8408010061 


-0206290161 Submits proposed schedule for facility soils review 
ADENSAh, E 0. Licensing Branch 4 BXIB 036 82/06/29 

ErSENHDTi D o Division Of Licensing 2pp 26 527' 137 24X 

Fiche 90-329, 04 /07/ 1 8. B4O00 1 006 1 


‘8207140330 Forwards request for addl info from Structural Engineering 
Branch re applicant proposed remedial actions 

QCNAUERjF P. structural Engineering Branch BX19 029 82/06/15. 

ADENSAMiE Licensing Branch 4 5pp 26933 206 24 X 

Fiche 90-329.84/07/18.8400010061 


8210130322 Forwards info to location of data on underpinning 
dimensions & load transfer procedures 

PODLOa, 8 J Ceotechnical Engineers, Inc, BXIA 060 82/t0/07 

KANE, J Division of Engineering. 6pp 26313 234 24X 

Fiche 90-329. 84/07/ 1 8. 840BOI 0061 


— B21O15O690 Clarifies NRC/util interaction re QL review Naint of proper 
control by licensing property raanagerb necessary to manage 
licensing activities properly Reviewers requested tn follow 
guide 1 Ines 

ADENBAH, E O Licensing Branch 4 IJX16 070 82/09/29 

TOMLINSON, E NRC - No Detailed Affiliation Riven 2pp 
26514 109 24X Fiche 50 - 329 , 84/0// 18, Q400010061 


— 8305270322 Forwards trip rept of 03OS1O-13 site visit re underpinning 
contract Other topics discussed include cracks In svc water 
pump struc tvre. heave over freeze wall, need to stop laying 
back soil along underpinning drifts 6 settlements 
POULOS, B J Ceotechnica I Engineers, Inc BXIQ 022 03/05/23 

KANE, J Division of Engineering I9pp 26524 317 24X 

Fiche 90-329,84/07/10,8408010061 


— 8306060307 Trip rept of 030911 12 site visits to view pier load test 

installation L results 

KANE, J D Structural C, Geotechnical Engineering Branch UXIS 021 
B3/05/27 LEAR, o Structural & Geotechnical Engineering Branch 
2pp 26324 315 24X Fiche 50-329, 04/07/ 18. 8400010061 


— 0307130423 Forwards paper entitled "Use of Site Dependent Spectra" to 
bo presented at workshop on "Site-Specific Effects of Soil 
& Rock on Ground Motion 8, Implications for Earthqauake- 
Resiatant Design" on 030726-20 

KIMBALL, J Geosciences Branch DX17 039 03/06/27 JACKSON, R C 

Geosciences Branch Ip 26520 069 24X Fiche 90-329,84/07/10, 

0408010061 


— 8307130423 Speech entitled "Use of Site Dependent Spectra, " to be 
presented at 830726-28 workshop on "Site-Specific Effects 
of Soil 6 Ruck on Ground Motion S< Implications for 
Earth quake-flesistant Design" in Santa Fe, NH 
KIMBALL, J Geosciences Branch nXl7 040 83/06/27 29pp 

26320 070 24X Fiche 50-329,84/07/18,8400010061 


— 0310070262 Forwards second phase of Geotechnical Engineering input on 
findings of fact <t conclusions of low in response to OELD 
request Several areas of significant differences exist re 
diosel generator bldg 

LEAR, G Structural & Osotechnica) Engineering Branch DX17 032 
33/09/30 PATON. H D Office of the Executive Legal Director 
6pp 26319 246 24X Fiche 50-329,84/07/18,8408010061 


'-6312080189 Forwards technical evaluation of HVAG structural design 
adequacy, based on findings of Mechanical Engineering Qronch 
design review 8. audit 

KNIGHT, J P Assistant Director for Comp it Structures Engineering 
(Post 030201) DXID 031 83/11/29 NOVAK, T M Assistant 

Director for Licensing 27pp 26928 206 24X 

Fiche 50-329.84/07/18,8408010061 


— 8312120393 Requests requisite info re followup action to bo taken by 
Region III to B3110B recommendotlon for board notification 
EISENHUT. D 0 Division of Licensing DX21 014 03/11/30 

NARNICK.R F Region 3, Office of Director Ip 26553 204 24X 

Fiche 90-329,04/07/10,8408010061 


— B4060202B0 Trip rept of 840904 site visit to participate in public 
meeting on mgt appraisal program to be performed on util 
Comments on independent mgt appraisal end 
HCLAUGHLINiP Licensee Gual if ications Hranch DX20 010 
04/09/22 OOOHERfH R Licensee Qualifications Branch 3pp 
26539 045 24X Fiche: 50-329, 84/07/18, 8408010061 


— 840B010149 Forwards executive summary re QA program update. per 010331 
meeting commitment 6 NRC 810402 Itr Apps will be transmitted 
by 810922 

COOK.J U Consumers Power Go 8X14 007 81/04/30 KEPPLER.J 0 

Region 3. Chicago, Office of the Director <81/03/01) l7pp 
26500 039 24X Fiche 30-329,84/07/10.8408010061 


— 8408020038 Lists questions asked of util during FBAR 10CFR50 34<f) 
review, including questions re geological & seismolng i cal 
matters !< Intake 8. discharge structures for svc water sys 
KANE, J NRC - No Detailed Affiliation Given DX17 001 04/07/18 

|9pp 26914 273 24X FlChe 50-329.04/07/18,8400010061 


— 8400020043 Lists questions 6 responses re condition of soils onsite, 
correction to foundation problems h risk in allowing const 
to continue 

« NRC - No Detailed Affiliation Given QXl? 002 79/03/09 

ISpp 26314 322 24X Fiche 90-329.84/07/18,0408010061 


— 840B020099 Answers to util interrogatories re staff requests directed 
on determination justification of acceptance criteria 
applied to various renedial measures taken on page 3 of 
Order 

KANE, J NRC - No Detailed Affiliation Given DX17 OlO 84/07/18 
Consumers Power Co 31pp 26517 331 24X 

Fiche 90-329, 84/07/10, 8408010061 
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-'B40S0301 12 Quefitiaa discrepancy in magnitude of loading 
stress on Fig 2 a*' BOO*? Id rept h. info on Tables d^lA tr 
2 b-14 

» Nr?C - No Detailed Affiliation Given BX17 012 84/07/10 ip 

2651B M3 24X Firhe 90-329- 04/07/ 18, 040&0 1 0061 


— B408030042 Agenda for 811006 (Meeting w/Bech te 1 - ot 1 1 6 Army Corps of 
Engineers to discuss underground piping reprof 1 1 mg, prop osed 
deflionstrat ion solution & 1981 measurement results 
* NRC - No Detailed Affiliation Given BX17 058 Bl/lO/06 
Office of Nuclear Reactor Regulation- Director Upp 26516 045 
24X Fithe 50-329,84/07/10,0400010061 


— 8408030122 Provides trip rept fur 701107 meeting in Orbana, IL re 
settlement of far east bay of dierct generator bldg List of 
correction action options provided 

CBBKt:. r C Consuriors Potiior Co 0X17 ol5 78/12/12 Consumers 

Poiuer Co 4pp 26518 264 24X Flche 50-329.84/07/18,0400010061 


— 8408020108 Responds to Mooney concept theory re BRP 2 5 4 6 PGAR 
revteui Suggestion to OCLD re Mooney testimony one 1 

liaOD, U NRC - No Detailed Affiliation Given 0X17 027 83/11/22 

HASQEL. D M NRC - No Detailed Affiliation Given 4pp 
36519 153 24X Flche 50-329,84/07/18,8408010061 


— 0408020192 Foruards applicant advance copy of meeting notes for 820737- 
30 design audit of soils remedial activities in Ann Arbor, 

MI Questions should be refenod to Kane 

LEAR, G Hydrologic 6 Geotechnical Engineering Drancb DX17 043 
82/09/17 ADENSAM, E Licensing Branch 4 32pp 26520 224 24X 

Fiche 50-329,84/07/18,8408010061 


' — 8400020193 Informs that Structural Mechanics Assoc seismic margin 
review studies Indicate soil layering profiles 6 soil 
properties differ from properties previously addressed 
KANE, J Structural 6 Oentechnlcal Engineering Branch DX17 044 
82/05/11 LEAR, 0 Structural 6 Geotechnical Engineoring Branch 
app 26520 247 24X Fiche 50-329,84/07/18,8408010061 


-8408020199 Summary of 840417 meeting u/TERA, Structura I Mechanics Assoc 
ISMA) 6 util in Chicago, IL to discuss 9KA seismic margins 
evaluation 6 potential applicability to disposition of 
outstanding c i vi l/struc tural Issues 

RINALDI, F Structural h Geotechnical Engineering Branch DX17 
045 84/07/10 LEAR.o Structural & Geotechnical Engineering 

Branch 2pp 26520 249 24X Flche 50-329,84/07/18,8400010061 


—8408020199 Forwards reiiucst for addl structural engineering info needed 
to continue OL review of NPP application as applicable to 
seismic margins review, sve water pump structure 6 diesel 
generator bldg 

LEAR, G Structural 6 Geotechnical Engineering Branch PX17 046 
84/05/03 ADENSAM Licensing Oranch 4 5pp 26521 042 24X 

Fiche 50-329, 04/07/10, 8408010061 


— 0408030051 Henduritten notes re addl baring logs at buried diesel 
generator fuel oil storage tank location Calculation sheets 
6 boring logs end 

MEIBENHEIHER, j NRC - No Detailed Affiliation Given 8X17 060 
82/03/29 KANE, J NRC - No Detailed Affiliation Given 13pp 
2631* 057 24X Fiche 50-329,84/07/18.9408010061 


— 8408030056 Handwritten notes re 810120 meeting u/applicant on 
settlement of Category 1 underground piping 

KANEr J NRC - Nd Detailed Affiliation Given DX17 061 81/02/09 

CAPPUCCI.T NRC - No Detailed Affiliation Given 4pp 
26516 070 24X Flche 50-329,84/07/10,0408010061 


— 8408030058 Forwards evaluation of general acceptability of effects of 
settlement in several burled sve piping sijs Rept partial 
response tn F8AR Questions 16 through 2D 6 34 
KLEIM, B R Bechtel Corp 0X17 062 80/08/01 CURTlB, L K 

Bechtel Corp 7pp 26316 074 24X Fiche 50-329,84/07/18, 

8400010061 


— 8408030064 Forwards analysis of buried piping background info, in 
support of proposed demonstration solution 6 in response to 
NRC concern re underground piping Addl engineering info 
and 

KEELEY.OS Consumers Power Co 0X17 063 Bl/iS/i? OENTON, H R 
Office of Nuclear Reactor Regulation, Director 76pp 26516 081 
24X Fiche 50-329.84/07/18,8408010061 


' — 8408030066 Forwards stress analysis of several underground pipe lines 
as profiled In Rev 6 of "Responses to NRC 10CFR50 54(f) 

Requests re Plant Fill*' dtd B00401 

PATES, J 0 Rockwell International Carp BXt? 064 80/10/01 

DOSNAK, R J Mechanical Engineering Branch 52pp 26516 162 24X 

Fiche 50-329,84/07/18.8408010061 


— 8408130227 Contract for consulting sves between util & Mgt Analysis Co, 
agreeing to perform technical sves, Incl wd ing consulting 8# QA 
svcB Purchase requisition, internal memos & supporting 
documentation end 

CaOK. N Consumers power Co BX13 (X}1 82/01/15 3S0pp 

26500 316 24X Flche 50-329,04/07/10.0408010061 


— D408030001 Handwritten notes S, outline of conference call w/Dechtel & 
util ro review of buried p Ip Ing, monl toring program 8e future 
settl ement 

MEISENHEIMER, J NRC - No Detailed Affiliation Olven DXt7 047 
81/12/15 6pp 26315 146 24X Fiche 50-329,84/07/19,8408010061 


—8408030004 Summary of 011006-07 mooting w/utll in Dethesda.MD re 
underground piping in inadequately compacted plant fill 
Mooting agenda, attendance list *< const hydro test viewgraphs 
enc 1 

MDOO, D S Licensing Branch 4 DX17 048 02/02/03 Licensing 

Branch 4 36pp 26515 241 24X Flche 50-329,84/07/10.9400010061 


— B40B030009 Summary of 810721 mooting w/appl leant In BotbesdaiMD re 
summary Of San Onofre noeting on confirmatory analysis of 
piping sys design Confirmatory analysis end 

RODO, M Licensing Branch 3 DX17 04? 81/08/19 Licensing 

Branch 3 29pp 26515 277 34X Flche 50-329,04/07/19,8400010061 


— 8408030013 Notification of 820416 mooting w/util in Bethcsda.MD to 
discuss burled piping 6 related applicant 020316 submittal 
H/handwrl tten notes of 030407 conference call $< outline of 
outstanding issues in geotechnical engineering area 
HOOD, D S Licensing Branch 4 BX17 050 82/04/13 ADENBAM,E 0 

Licensing Branch 4 22pp 26515 306 24X Fiche 50-329,04/07/18, 

8408010061 


— 8408130230 Discusses 830118 & 26 meetings in Olen Ellyn, IL re Region 
III irtsp of diesel generator bldg tc independent design 
revleui program, respectively Midland project manager will 
attend 830126 public meeting 

ADENSAM, E 0 Licensing Branch 4 flXt5 002 63/01/05 NOVAK, T M 

Assistant Director for Licensing 19pp 26502 009 24X 

Fiche 30-329,84/07/10,0400010061 


— 8408130234 Draft memo re Issues of potential Impact on Hearing Board 
considerations concerning QA program 

KEPPLERiJ 0 Region 3, Office of Director DX13 003 82/04/02 

EI6ENHUT, D 0 Division of Licensing 7pp 26502 121 24X 

Fiche 50-329,84/07/18,0408010061 


—0400130241 Notification of 821207 mgt meeting w/Region 111 to discuss 
Imple/nontatlon of QA 6 IDVPs 

HERNANiRg Licensing Branch 4 DX15 004 02/11/01 NOVAK, T M 

Assistant Director for Licensing 2pp 26502 131 24X 

Fiche 50-329,84/07/18,8408010061 


— 8408130244 Forwards 8ALP 3 schedule Internal memos, handwrl t ten 
in-process Insp netlces, program notes 8( supporting 
documentation end 

TAMBLINO, T N Region 3, Office of Director 8X15 003 92/11/01 

Region 3, Office of Director 53pp 26502 133 24X 

Fiche 50-329,84/07/18,8408010061 


— 8408030020 Handuritton notes on 010120 meeting ro stress analysis for 
underground piping Outline of discussion topics for pipe 
stress analysis encl 

KANFi J NRC - No Detailed Affiliation Given nX17 052 81/01/20 

NRC - No Detailed Affiliation Given iQpp 26515 355 24X 

Flche 50-329,84/07/19,8408010061 


— 8400130255 Forwards response to draft SALP rept Requests meeting w/ 
Keppter to review detailed contents of response Internal 
memos Sc handwritten notes end 

COOKiJ U Consumers Power Co BX15 006 82/05/17 KEPPLER.J O 

Region 3, Office of Director 91pp 86502 108 24X 

Fiche 50-329,84/07/18,8408010061 


'8408030028 Agenda for 020121-22 meeting to discuss underground piping 
concerns W/handurl fcten summary of 920107 conference call re 
underground piping fit 820120 evaluation of sand setttenient 
due to earthquake 

KANE. J NRC - No Detailed Affiliation Given BX17 053 82/01/22 

NRC - No Detailed Affiliation Given 23pp 26516 017 24X 

Fiche 30-329,84/07/18,8400010061 


— B40B130269 *'Cdnst Project Evaluation of Consumers Power Co, Midland 
Energy Ctr Project, Units 1 Ik 2 (Observations) '* 
e Management Analysis Co BX15 007 83/01/31 I60pp 

26502 311 24X Flche 50-329,84/07/18,8408010061 


— 8408130290 Forwards Mgt Analysis Co assessment of Midland QA pro^i'^'K 
Rept endorses program U/o encl 

CDQKiJ W consumers Power Co BXIS OOaA 81/06/01 KEPPLER, J O 
Region 3, Chicago, Office of the Director (81/03/01) 40pp 
36503 178 24X Fiche 50-329,84/07/18,8408010061 



DOCKETED ITEMS 


1409130:301 Suhinit^ changes ta be imp I cmen t e<J prior to util resuming 

remedial soils work Draft list of noncoenp 1 ianc e& & 

d evia 1 1 QDS^ h andur i b 1 0 r> nates & list of events since Jul 
1901 hearings encl 

WAfINiCK.R F Region 3, Office of Director B<15 OlO 92/09/20 

KEPPLEfl. J G Region 3. Office of Director 70pp 36304 031 SAX 

Fichc 30-329,84/07/18,8409010061 


[408130306 “Biennial QA Audit of Midland PlantiUnits i fc 2 " Opening 
remarks of NRG 830208 neeting lu/uti I &< independent revietu 
enc 1 

* Management Analysis Co BX 1 5 011 B3/03/01 73pp 26&04 131 

a4X Fiche 30-329,84/07/18.8400010061 


408130311 Notification of significant licensee B30313 meeting in 
Glen eilyn-lL to present IflPQ findings 

* Region 3, Office of Director 0X13 012 83/03/09 Region 3, 

Office of Director Ip 26504 261 24X Fiche 50-329.94/07/18, 

G4080 10061 


I40913D320 Foruards status rcpt for Midland Project for Jan 1983 W/o 
end 

HARNICK, R F Region 3. Office of Director BXiS 0|3 83/02/14 

KePPUER, J G Region 3, Office pf Director Ip 26504 293 24X 

FI Che 50-329,84/07/18.9408010061 


I40B130323 Forwards status rept for Jan 1983 Rept contains Input from 
each member of insp site team of Ofc of Special Cases 
COOKjR J Region 3. Office of Director nX15 014 03/02/10 

SHAFER, M D Region 3j Office of Director 3pp 26504 294 24X 

Ficho 90-329,84/07/10,8408010061 


1408130327 Forwards month Ig status repts for Aug-Oct 19B2 
HARNlCKiR F Region 3, Office of Director DX150I5 82/12/20 

KEPPLEft, J O Region 3, Office pf Director lOpp 26504 303 24X 

FI Che 50-329,94/07/18,8409010061 


[403130336 Requests approval not to perform SALP 3 ass e ssments, due to 
Uidespreao recognition of mgtiQA 6 const problems Draft 
notice of violation, Insp rept & handwritten notes re diesel 
generator bldg monorail enc 1 

KEPPLER.JO Region 3, Office of Director DX15 017 83/04/01 

DEVOUNOi R C Director's Office, Office of Inspection and 

Enforcement 9Bpp 26505 043 24X Fiche 50-329,94/07/18, 

8400010061 


[409130346 Submits issues to be addressed at forthcoming evidentiary 
session on BA & QC matters 

PATaN,W D Consumers Power Co BX15 019 02/09/10 ADHNBAH, E G 

MRC - No Detailed Affiliation Given 6pp 26505 276 24X 

FlchO 50-329,84/07/18,0408010061 


1400130356 Forwards monthly status rept for Midland Project for Jan 
1983 

C09H, R J Region 3< Office of Director BX15 022 63/02/10 

SHAFER, M D Region 3, Office of Director 3pp 26505 302 24X 

Fiche, 30-329,04/07/10, 0409010061 


400140039 Draft TE Insp Repts 50-329/78-20 8, 50-330/78-20 from insp on 
781211-20 & 790104-2S VioLatinns noted inadequate control Sc 
supervision of plant fill matl placement 6 const specs not 
fa 1 lowed 

PHILLIP,© A , GALLAGHER, E J , MAXWELL, O F Region 3, Office of 
Director BX16 002 64/07/ 19 60pp 26507 112 24X 

Fiche 50-329,84/07/18,9409010061 


408140050 Summary of INRC 790607 site tour & meeting on differential 
Battlement of plant bldgs TC Cooke 790706 Itr to Bechtel re 
stainless steel pipe deficiency end 

CQDXE, T C Consumers Power Co 0X16 003 79/06/13 Consumers 

Power Co 4pp 26507 311 24X Fiche 50-329, B4/07/1B, 8409010061 


400140055 Preliminary "Diacuosion of NRC Insp Facts Re3Ulting< From 
NRC Investigation of Diesel Generator Bldg Settlement ’* 

» Consumers Power Co DX16 004 79/03/05 35pp 26507 315 

24X Fiche 50-329 . 84 /07/ 1 8 1 94060 1 006 1 


40B140060 Forwards synopsis of 800228 presentation, “Remedial Measures 
for Electrical Penetration Wings of Control Dltfg & Isolation 
I'alve Pits" conducted before NRC representatives in Midland, 

MI 

GOULD. C H Affiliation Not Assigned BX16 005 BG/Q3/17 

AFlFIrS S Qechtel Corp 22pp 26507 350 24X 

Fiche 50-32?i 94/07/18, 8406010061 


109140065 Forwards general procedures & details employed by 
contractor to underpin fine arts bldg Sketches end 
HARR,G Dechtel Corp 6X16006 79/04/25 AFIFI,8 Bechtel 

Corp 6pp 36508 010 24K Fiche 50-329,84/07/19.8400010061 


— B40B140069 Lists areas to be clarified t/or amp 1 i f i ed . i n responses Co 
lOCFRSO 54<f) questions Summary of soils chronology ^ 790S07 
internal memo re pre-neetmg lu/consul tents encl 
CODKC, T C Cnnsuners Power Co BX16007 00/01/25 

nOTHWELI .M G Dechtel Carp I4pp 26 500 016 24X 

Fiche 50-329.04/07/18.8400010061 

— 0400140071 Submits const QC response to 790329 questions re diesel 
generator bldg No variance exists from QA program 
requirements 

JOHNSON, D R Bechtel Corp BX16 008 79/04/09 RICHARDSDN.G L 

Dechtel Corp 9pp 26500 030 24X Ficho 50-329,84/07/18, 

B4O0O 10061 


— 8403140076 Comments on recommendations given In soils repts prepared 
by Dames tt Moore as compared to Bechtel earthwork specs 
Plant area fill supporting surrounding struc tures. Category I 
slopes barm fill discussed 

AFIFI.S 8 Dechtel Corp BX16 009 74/09/13 CA8TLEDEHRY. R 

Dechtel Corp 5pp 26500 039 24X Fiche 50-329.84/07/10, 

0408010061 


— 8409140079 Recommends issuance of revised TPO std specs re large 
settlement due to incorrectly placed backfill Addl 
correspondence on problem alert t summary of soils 
chronology end 

RUMBAUGH,E Bechtel Corp DX16 OlO 79/12/27 JOHNSON, T E 
Bechtel Corp 33pp 26508 044 24X Fiche 50-329,04/07/18, 

0408010061 


--8409140102 Forwards complete set of all abstracts of tianscrlpts of 
hearings conducted on 811231-030630 W/listlng of entire sot 
of abstracts 

HAMPTON. L Isham, Lincoln & Beale BX16 012 03/07/10 

PATQN.W D Hearing Branch 2 425pp 26508 097 24X 

Ficho 50-329,84/07/18,0408010061 


--B408140134 Handwritten notes re borings in area of svc water piping 
that have indicated potential far liquefaction U/Dept of 
Army memo re Feb 1980 visit to util & review of FBAR 
KANE, J NRC - No Detailed Affiliation Given BX16 014 82/10/14 

I9pp 26510 227 24X Fiche 50-329,84/07/10.8408010061 


— 0400140144 Testimony of HN Singh re unresolved geotechnical engineering 
safety i ssuos, inc 1 ud mg reactor bldg foundat ion, d iese 1 
generator bldg settlement t svc water bldg foundation t< 
berated (uater tanks 

8INGH,H N Army, Dept of. Corps of Engineers DX16 016 
04/07/10 13pp 26510319 24X Fiche 50-329,04/07/10,8408010061 


— 8400140152 Handwritten notes on admission of facts re plant fill 
problem & cracking of certain safety-related structures 
resulting from inadequately compacted fill matls W/ 
handwritten notes re discussion w/D Paten on hearings 
« NRC - No Detailed Affiliation Given DX16 017 01/03/06 Hpp 

26510 331 24X Fiche 50-329,84/07/10.0400010061 


‘0400140158 Notifies of plan to take depositions of Dechtel employees 
in Ann Arbor beginning on 801209 Depositions will address 
errors made in soil placement 

PATON, W D Office of the Executive Legal Director BX16 018 
00/11/19 OLMSTEAD, g J Regulations Division 2pp 26S10 333 
24X Fiche 50-329,04/07/10.8408010061 


— B40B140163 Presents reasene why Phase II const will not be detrimental 
to foundation support of auxiliary bldg Phase 11 primary 
consists of 3x6 ft hand dug piers t, 7x6 ft wide access 
drifts fur access to pier 

KANE. J , BARTLETT. D NRC - No Detailed Affiliation Given DX16 
019 02/01/19 llpp 26510 335 24X Fiche 50-329.84/07/10, 

0408010061 


— 8400140170 Handwritten notes re general description of extent of plant 
Pill problem Proposed remedial measures. 1 i s t of viewgraphs t 
viewgraphs for ACRS presentation encl 

KANE, J NRC - No Detailed Affiliation Given DX16 020 02 / 04/26 

37pp 26510346 24X Fiche 50-329.04/07/18.0400010061 


—8400140185 Confirms comments previously provided re Item E on Page 5 of 
Q30715 Itr concerning slope layback during underpinning 
Item E expresses concern by 8&W inspectors that slope 
layback Is greater than in design 

POULOSiS J Geotechnical Engineers, Inc DX16 022 03/09/22 

KANE, J Office of Nuclear Reactor Regulation. Director 2pp 
26511 029 34X Fiche 50-329,04/07/18,8400010061 


— 0408140196 Summariies comments re 030914-15 audit of facility 
underpinning Purpose of audit was to gather info from 
applicant re effect on design tf const of reducing modulus of 
hard clay foundation From 3000 Ksf to 5000 Ksf 
POULDS.S J OeatechnLcal Engineers. Inc DX16 023 83/09/22 

KANE. J Office of Nuclear Reactor Regulation. Director 3pp 
26311 031 24X Fiche 50-329,04/07/18.8408010061 


DOCKETED ITEMS 
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--04OBHO2O'? Handwritten notes re design details for bordted water 
storage tanks U. util position on cause of cracking 

I'ANE* J HRC ^ No Detail led Affiliation Given nXl6 024 81/07/28 

2pp 26511 050 24X Tiche 50'327, 84/07/18, B408010061 


— 8400140213 Handwritten summai g of B10B05 meeting in Ramada Central Inn 
re bdrated water storage tank W/810720 handwritten momo re 
status of review on berated water storage tank 

KANE- J NRC - No Detailed Affiliation Given BXI6 025 B1/08/O5 

NRC - No Detailed Affiliation Given Spp 26511 052 24X 

Fiche 50-329. 04/07/ la. S40a0i 006 1 


— 940B140218 Handwritten notes re discussion w/0 Gallagher about 
surcharging of valve pits near borated water tanka Record 
of telcon ui/utl 1> Gech te 1 6 Geotechnical Engineering on 
010715 re surcharging valve pits end 

# NUC - Np Detailed Affiliation Given 0X16 026 01/07/01 4pp 

26511 054 24X Fiche 50-329- 04 /07/ 1 0, 04000 1006 1 


— 0408140223 Handwritten notes reviewing comments on borated water 
storage tanks 6 valve pit settlements 

KANE. J NRC - No Detailed Affiliation Given DX16 027 01/07/20 

Ip 26511 074 24X FichC 50-329-84/07/18-8408010061 


— 0400140232 Forwards draft comments on Info received from applicant 
through Amend 05 to OL request S- Rev 10 to 10CFR50 54<f> 
requests re borated water tanks Info received addresses all 
questions raised in 000707 1 tr 

KCCAULiaTER- P Army, Dept of- Corps of Engineers DX16 020 
01/03/26 JACKSON-R E NRC - No Detailed Affiliation Given 
I4pp 26511 075 24X Fiche 50-329,04/07/18,0400010061 


— 0408140242 Forwards branch position re sol smol og leal input parameters 
Position necessary to resolve differences between applicant 
& NRC on scl smol og 1 cal issues 2< to provide guidance for 
inputlng vibratory .notion in evaluations 
JACKSON, R E Oeosciencos Branch DX16 030 00/07/08 

SCHKENC£R,A Licensing Branch 3 6pp 26511 101 24X 

Fiche 50-329,84/07/10.8400010061 


— 0400140248 Urges studies evaluating soil liquefaction &c stability under 
dynamic loading t using values of acceleration in range of 
0 I2g to 0 I9g at ground surface Also forwards list of 
strong motion records 

ROTHHAN.n L Geosciences Qr&nch DX16 031 00/02/11 

JACKSON, R E Oeoficienccs Branch 9pp 26511 107 S4X 

Fiche 50-329,84/07/18-8408010061 


>8400140263 Nation to consolidate for di scovery, evident! ery presentation 
(< fact finding purposes issues relating to soil conditions 
for saf ety-r elated structures Sr sys founded In 1 on plant 
fill matl in hearing considering 791206 order 

FARNCLL.A S Consumers Power Co FARNEUL.A S Ishan- Lincoln 5( 
Oealo DX16 034 80/05/27 Atomic Safety and Licensing Board 

Panel 15pp 26911 159 24 X Flcba 50-329. 84/07/10. B40B010061 


—0408140206 Testimony of H Singh re origin remedial measures proposed 
by applicant for auxiliary bldg 6 Corps of Engineers 
evaluation of remedial (neasoree 

SINGH. H NRC - No Detailed Affiliation Given BX16 0300 
01/11/12 5pp 26511 242 24 X Fiche 50-329-04/07/10,0408010061 


—8408140296 Draft testimony of SJ Pouios re remedial underpinning of sve 
water pump structure 

POULOa. S J Geotechnical engineers, Inc BX16 040 02/03/30 

llpp 26511 271 24X Fiche 90-329,04/07/10.8400010061 


— 0408140300 Testimony of HN Singh re sve water pump structure 

SINOH, H N Oeotechnical Engineers, Inc DX16 041 02/04/00 

7pp 26511 282 24X Fiche 50-329.84/07/18,8408010061 


— 8408140319 Summary of 010917 meeting w/CPC,US Army Corps of Engineers, 
NRO, Bechtel U Mueser, Rutl edge. Wentworth 8. Johnson In 
Dethesda.ND re preliminary design of proposed remedial 
measures for sve water pumping atru(.tura 

SINOH. M N Army, Dept of, Corps of Engineers 0X16 044 
81/09/10 Army, Dept of, Corps of Engineers 3pp 26511 341 
24X Fiche 50-329,84/07/18,0408010061 


— 8408140347 Summary of 820422 mooting w/CPC, consist Ing of answers to 
G£6 q^uestlons re permanent dewatering sys.suil 
stab i I i zation. jac k Ing procedure & draft 8ER 

KANE, J NRC - No Detailed Affiliation Given DX16 046 02/06/25 

NRC - No Detailed Affiliation Given 4pp 265ii 340 24X 

Flcha 50-329.84/07/18,8408010061 


— 0400140352 "Dynamic Core Penetrometer “ akatchs U design calculations 
of underpinning 6 settlement analysis study end 
ANDERSDN, J NRC - No Detailed Affiliation Given BXl6 047 
02/03/17 42pp 26512 056 24X Fiche 50-329,04/07/10,0408010061 


0409140339 Handwritten notes re settlement monitoring programs, 
classification of f ines- instrumentat 1 on & agenda for 781204 
meeting re diesel generator bldg 

» NRC - No Detailed Affiliation Given 13X16 049 G4/O7/10 

lOpp 26512 210 24X Fiche 30-329,04/07/10,0400010061 


—0400140367 Draft I tr re Interagency Agreement NRC-03- 76-167, Ta sk 1, 
Sub task 3 concerning comment on Amend 05 List of specific 
d iscrepanc les re settlement evaluations end 

SINGH. H Army, Dept of- Corps of Engineers 0X16 051 81/02/26 

KANE- J . JACKSON- R E NRC - No Detailed Affiliation Given I3pp 
26512 221 24X Fiche 50-329,04/07/18-8400010061 


0400140513 Summary of R Landsman 910325-27 6 0407-09 insps conducted 
to verify OA program for util soil borings conducted in 
response to Corps of Engineers request for addl soil info 
* NRC - No Detailed Affiliation Given DX16 054 04/07/10 4pp 

26512 239 24X Fiche 50-329-04/07/10,8408010061 


— 0408140522 Informs that, m preparation for issuance of draft SEP In 
mid-late Jan. section by section review of which sections of 
draft received by Di\ of Licensing to date complete 
HERNAN, R W Licensing Dranch 4 9X16 G55A 82/01/12 

ADENOAN. E G Licensing Branch 4 3pp 26512 269 a4X 
Fiche 50-329,84/07/10,0400010061 


--8400140526 Summarlies B1O6O0 stipulation filed by util & NRC re QA 
aspects of hearing on soils settlement scheduled to begin 
010707 

HQDD-D Licensing Branch 4 BX16 056 81/06/09 DENTON, H , 

CARTER, J Office of Nuclear Reactor Regulation, Director 
EISENHUT.D G Division of Licensing Ip 26312 272 24X 

Fiche 50-329,04/07/10,8400010061 


— 0408140530 Draft memo providing estimate for completing review & 
preparing testimony on proposed remedial actions, in response 
to GELD request for schedule for review 

LEAR. J NRC - No Detailed Affiliation Given BX16 057 81/06/19 

KNIGHT. J NRC - No Detailed Affiliation Given 3pp 26513 105 
24X Fiche 50-329. 84/07/18, 0408010061 


—0400140539 Requests estimate of time required to complete review 6 
prepare testimony re proposed remedial actions Tostimo-ny by 
F Rinaldi, T Cappucci U J Kane needs to bo filed by 010915 
PATON.W D Office of the Executive Legal Director BX16 057A 
01/07/10 KNIGHT. J P Assistant Director for Comp L Structures 
Engineering (Pre 630201) ip 26513 100 24X 

Fiche 50-*329, 04/07/10, B40G0 10061 


— 0408140553 Util news 1 tr re lifting of part of series of stop work 
orders that halted const of plant 

* Consumers Power Co DX16 061 04/01/20 Ip 26513 249 24X 

Fiche 50-329.04/07/10,0400010061 


— 04OB14OSS6 Documents contacts by Kirkland i Ellis attys representing 
Dow Chemical in suit against CPC Summary Qf meeting by 
Geotechnical Engineering. Inc end, 

KANE, J D Structural 6 Geotechnical Engineering Branch 0X16 063 
04/01/23 Structural 8. Geotechnical Engineering Dranch 14pp 
26513 263 24X Fiche 50-329,04/07/10,0406010061 


— 8408140387 Forwards comments re applicant submissions concerning 
cracks In diesel generator, fixation of cracks In borated 
water storage tanks, underp innings & effects or cracks on 
serviceability of structures 

MCCALL 1 8TER, P Army, Dept of, Corps of Engineers BX16 063 

82/06/15 LEARrO Division of Engineering 14pp 26513 277 

24X Fiche 30-329,84/07/19.0400010061 


— G40B140S62 Handurltten document summarizing util response to NRC 
Questions 24,45 6 47 on permanent dewatering re geotechnical 
engineering issues Meeting summaries enc 1 

» Consumers Power Co DX16 064 91/10/12 32pp 26513-291 

24X Fiche 50-329,84/07/18,8408010061 


— 8408140365 Handwritten document re liquefaction analysis 

KANE. J C NRC ^ No Detailed Affiliation Given DX16 065 
02/08/16 5pp 26513 323 24X Fiche 30-329.04/07/10,8408010061 


—6408140366 Requests analysis of possible enforcement action re 
applicant failure to inform NRC of settleoient of diesel 
generator bldg 

PALLADINO/N NRC - No Detailed Affiliation Given DX16 066 
84/03/24 DIRCKS, W Office of the Executive Director for 
Operations Ip 26514 031 24X Fl che SD-329, 84/07/ 1 8. 8408010061 


— 8400140570 ^’Administrative Bldg Foundation Settlements Along Column 
Line 04" 

# Bechtel Corp BX16 060 77/12/31 21pp 26514 033 24X 

Fiche 30-329,04/07/10,8400010061 
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'B40aiOOS73 FqpuarJg B«ch.frel repti “A-dmini s trat i ve Bldg Foundation 
SettlBjnents Along Colonn Line 0 4“ 

BftUNNEn.J E Consumera Poucr Co BX16 067 B1709/14 PA TON. W 

MIC - No Detailed Affiliation Given Ip ?6514 032 24X 

Fichc 50-329. B4 707/ le. 0408010061 


‘840'Q14057S Handuriiten ^ummarti of 701204 site meeting re excessive 
settlement of diesel generator bldg It fouridations Ac other 
Oategorg I structures 

OALLAGHER, 0 Region 3. Office af Director DX16 069 70712/07 

HOOD. D NrtC ~ tto Detailed Affiliation Given Qpp 26514 060 
24X Fiche, 50-329. 04/07/10, 8400010061 


— B40B1S0015 Requests ad d 1 borings li existing soil data Revised Enel 1 to 
000337 ItT end 

KCCALL15TER. P Army. Dept of. Corps of Engineers BX16 071 
84/07/10 JACK0ON.R E MRC - No Detailed Affiliation Given 6pp 
36314 140 24X Fie he 30-329.04/07/10.0400010061 


— 0400150019 Handurltten notes re status of ABLB hearings First session, 
completed 81 0707-*! 7. covered items re Staoiins Contention It 
QA br eakdoun, NRC-uti 1 stipulation on QA managerial attitude 
S( FEAR falsa statement 

KANE. J NRC - No Detailed Affiliation Given BX16 072 01/08/10 

llpp 26514*146 24X Fiche 50-329. 04/07/10. 04OBO 10061 


— 6408130023 Handuiritton notes re location of sources of important util 
submittals prior to 791206 Topics oirtlined include auxiliary 
bldg. diesel generator bldg.borated uater storage tank & 
permanent tfeuaterlng 

KANE. J NRC - No Detailed Affiliation Given BX16 073 01/05/18 

31pp 26314:157 24X FI Che SO-329, 84/07/10. 0400010061 


-~6 4 081 30027 Summary of 040304 meeting ui/utll re schedules & topics for 
instant hearing on soils matters Hearing schedule resulting 
in Inefficient revieus due to changing const priorities by 
app 1 leant 

HQOD.D Licensing Brancfi 4 BX16 07S 83/03/11 TEDESCO.RL 

Assistant Director for Licensing 43pp 36314 19J- 84X 

Fiche 30-339. 04/07/10. 8400 01 0061 


— 04O01SOS06 Foruards tecent audit repts by Hidland QA dept. per request 
Related info end . includm g notes of CPC/NRC 030200 public 
meeting re const completion pragram 

BRUNNER. J E Consumers Pouer Co DX21 006 02/02/03 

0ECHHOEFER.C . KARD0L/R. J Atomic Safety and Licensing Board Panel 
COWMA^4.F P Affiliation Not Assigned I06pp 26330 248 24X 

Fiche 50-329.04/07/10,8408010061 


— B40B1S039S Opposes issuance of fuel license < 10CFR70> for applicant, 
based upon extensiveness of remedial sails uork & potential 
for uork to impact auxiliary bldg Related info end 
COOK.R J Region 3. Office of Director BX21 007 03/01/25 

SHAFER, W 0 Region 3, Office of Director I9pp 26351 001 24X 

Fiche 30-329.04/07/18.0400010061 


— B4OB15O6O0 Rev 4 to “duality Plan for Underpinning Activities " Related 
info end 

BIRD, M . BOOS. A J . MOONEV, J Consumers Pouer Co BX31 009 
02/10/12 39pp 26551 316 24X Fiche 30-329.04/07/18.0400010061 


— 8400130616 Enumerates QA issues to be addressed at evidentiary session 
in Midland proceeding. p er end 820707 memorandum 6 order N/o 
end 

PATDN. W D Office of the Executive Legal Director DX21 Oil 
02/08/10 ADENSAM. E 0 NRC - Na Detailed Affiliation Given 2pp 
26333 007 24X Fiche 50-329,04/07/10,0408010061 


— 8408150617 Faruards further response to FQIA-B4-96, cons i sting of 
records selected from files of Harrison & Norelius during 
040628 visit 

ROY, O W Office of Resource Management. Director (1X20 001 
04/07/06 RICE. C M Kirkland b Ellis 3pp 26S37 339 24X 

Fiche 50-329.84/07/10.0400010061 


— 04OB15O624 Draft summary of NRC 840229 meeting te/util at Region III of< 
re results of NRC HVAC insps 6 investigation of allegations 
Si expansion of OA train ing . qua 1 i f i cat ion b certification 
activities Vleugraphs encK 

» Region 3. Office of Director DX20 002 84/02/29 Region 3. 

Office of Director 21 pp 26537 342 24X Fiche 30-329.84/07/18. 

0408010061 


— B4O0I3OO29 Task interface agreement re plant remedial soils Issue 

IPPOLITO. T Region 3, Office of Director NDRELIUS.C DireetDr^s 
□fficBi Office eP Inspection and Enforcement VOLLMER.R Office 
of Nuclear Reactor Regulation. Director 11X16 076 83/04/18 

3pp. 26314 234 24X Fiche 30-329,84/07/18.0408010061 


— 8400150626 Foruards HR Denton 831219 Itr distinguishing betuieen terms 
“important to safety" b “safety-related •' Related info end 
KEPPLER.J O Region 3. Office of Director DX21 013 83/12/29 

Region 3. Office of Director 3pp 26553 163 24X 

Fiche 30-329.84/07/10,0 408010061 


— &40Q150033 Discusses G30929 conference call during tuhich 0 Hood gave 
verbal approval to allow licensee to proceed u/underp inning 
through UATs 

LANDSMAN, R Q Region 3. Office of Director 0X16 077 83/09/30 

Region 3. Office of Director Ip 26S14 241 24X 

Fiche 50-329.84/07/10.8400010061 


— B408ISD042 Handwritten notes commenting on Peck 810007 transcript re 
compaction criteria 

KANE, vl NRC - No Detailed Affiliation Given BX16 079. 81/08/10 

2pp 26314 264 24X Fiche 50-329.84/07/18,8400010061 


— B4O01SOQ46 Handurltten notes re electrical penetration area ui/comments 
of H Singh on unresolved issues prior to 791206 b 
underground utils 

3INGHiH NRC - No Detailed Affiliation Given 0X16 080 
81/05/20 2pp 26514 266 24X Fiche 50-829,84/07/18.0400010061 


— 8408150560 Gomnients on licensee draft commitments to improve 
implementation of quality program in remedial sails area & 
remaining const actlvi t ies, per 820907 request Noted changes 
should be made ii> program 

WARNICKiR F Region 3, Office of Director. BX21 001 02/09/24 

KEPPLER.J O Region 3, Office a f Director 4pp 26349 O0O 24X 

Fiche 50-329.04/07/10,8400010061 


— 8408150566 "Pier Load Test Data - Load by Carlson vs Load by Jacks " 
Related info end 

HUNT, 5 M Bechtel Corp BX21 003 83/04/29 SOOpp 26549 215 

24X Fiche 50-329.84/07/10.8400010061 


— 6408150630 Forwards addl info re Region III inquiries into Ofc af 
Special Cases concerning Midland b Zlnvner Nuclear Power 
Plant problems In implementing QA programs Nonconformance 
rept also end 

MARNICK.R F Region 3. Office of Director 0X20 003 83/09/16 

BQULOEN.H Office of Inspector b Auditor lOpp 26538 OOt 24X 
Fiche 50-329.84/07/18.8408010061 


— 8408130635 Notifies that commercial operation date of Unit 2 may be 
delayed until mld-1986 Const schedule for Unit 1 will be 
revised based on cashflow requi renents. need for power. final 
cost estimates b schedule for Unit 2 

KOSCHIK.M O Consumers Pouer Co 0X21 013 03/11/09 STRABMA. J 

Region 3. Office of Director Spp 26533 216 24X 

Fiche 50-329,84/07/18,8408010061 


— 8408150643 Forwards listed documentation in response to FOIA 03-397 
for reproduction 

WARNICK. R F Region 3, Office of Director 0X20 006 03/07/20 
BMIDTH, P T Region 3, Office of Director Ip 26338 156 24X 
Fiche 30-327.84/07/18.8408010061 


— 8408150640 Draft suitmarij of NRC Caseload Forecast Panel 830419-21 
meeting w/utll at plant site re basis for util revised 
estimates of oct 1984 b Feb 1985 for Unit 2 b 1. 
respectively Rept on Rev 12 schedule end 

NQVAK. T, M Assistant Director for Licensing BX20 007 83/05/25 

CODK. J M Consumers Power Co 32pp 26538 157 24X 

Fiche 50-329.84/07/18,8408010061 


B40B1 50571 "Hell 068-4 Subsidence Rept " 

HONT.S. H Bechtel Carp DX21 004 02/06/11 50pp 26550 120 

24 X Fiche 30-329.04/07/10.8400010061 


^0408150577 Forwards recent audit repts by Midland QA dept, per request 
BRUNNER. E Consumers Power Co 6X2i 005. 02/01/15 

BECHHOEFER. C. t HARBOUR. J Atomic Safety and Licensing Board Panel 
CDHMANrF P Affiliation Nat Assigned. 26pp 26350 222 24X 

Fiche 50-329,84/07/18.8408010061 


— 8408130651 Requests NRC approval to postpone yelloubook update due to 
Inadequate work experience enabling development of 
definitive project schedule, per 031014 Itr 
GUAMMEiD L Consumers Power Co DX20 008 84/01/12 

HARTFlELDi R A Management Information Branch Ip 26539 002 
24X Fiche 30-329,84/07/10.0408010061 


— 8408150652 Notifies of intent to continue const of plant following 
recent notification from Dow Chemical Co of decision to 
terminate agreement to purchase energy Related info end 
FITZPATRICK, R Consumers Power Co DX21 019 83/07/15 

STRASMA, J Region 3. Office of Director 72pp 26534 061 24X 

Ficha 50-329,84/07/18.8408010061 
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— 9400150656 Responds to 040409 comments re util proposed plan to conduct 
independent mg t appraisal of Midland Nuclear Project 
Affidavits of Independence tjf individuals uorfcing on audit 
end 

REHM* T A Office of the Eiecutivo Director for Operations DX20 
009 94/06/00 GARDE. Q P Government Acc ountab il i tg Project 

31pp 26539 014 34X Fiche 50-’329, 04/07/10, 0409010061 


"*0400150700 ForuaT'ds draft confirmatory order prepared b g IE re plan for 
independent appraisal of site & corporate mgt organ i z a t i ons 
Requests revleui prior to meeting 

LIEDCRMAN.S NRC - No Detailed Affiliation Given BXSO 020 
83/12/30 KEPPLER, NARNiCKf HAHRlfiON NRC No Detailed 
Affiliation Otven lOpp 26540 335 24X Fiche 50-329. 04/07/ 10, 

0400010061 


— 0409150662 Enumerates agreemenfes/understand ings reached at 820023 
meeting w/NRC re approval for portions of Phase IT 
underpinning work Related info enc 1 

MILLER, 0 fl consumers Power Co DX21 021 02/00/25 SHAFER, W D 

Region 3. Office of Director I4pp 26554 241 24X 

Fiche 50-329, 84/07/18, 0408010061 


— 0408150665 Comments on util 040307 proposed independent mg t plan Plan 
does not Indicate hou Cresap, McCormi c k 4- Paget i, TERA will 
function 4c interface Ro 1 es , author! 1 1 es & responsibilities 
should be identified Handwritten comments end 
DEYOUNG, R C Diroctor's Office, Office of Inspection and 
Enforcement BX20 011 84/03/27 KEPPLER. J 0 Region 3, Office 

of Director 4pp 26539 052 a4X Fiche 50-329,04/07/18* 
0408010061 


— B4O015O666 Bummarg of NRC 840314 meeting w/D Qridonbaugh of MAD 
Technical Assocs in Region HI re info on Midland 6 zimmer 
plants Util 040124 Itr to Attg Ooneral of State of MI end 
HARNICK, R F Region 3, Office of Director DX90 012 04/03/20 

Region 3, Office of Director 7pp 26539 136 24X 

Fiche 30-329,04/07/10,0408010061 


— 0408150706 Advises that 8 Lewis leaving Region III to assume position 
of Deputg Assistant Chief Hearing Counsel in OELD 0 Derson 
replacement Chronological list of reactor holddown bolt 
enc 1 

REPPLER,J 0 Region 3, Office of Director DX20 022 84/05/14 

Region 3, Office of Director t2pp 26541 263 24X 

Fiche 50-329,84/07/18,0408010061 


— 840B150709 Summary of 000523 meeting u/utl 1, B4 (Nj Qechtel 8( Teledyne In 
Bethesda,MD re preservice failure of three reactor vessel 
holddown studs List pf att endees, agenda 4( vieugraph slides 
end Sketches for underpinning auxiliary bldg end 
HOOD, D 0 Licensing Dranch 3 0X20 023 00/07/07 Licensing 

Branch 3 82pp 26541 320 24X Fiche 50-329,94/07/181 0408010061 


— 0400150710 Assessment rept QA program, per formed during Mar Apr 1981 
» Management Analysis Co 0X21 033 01/06/01 40Dpp 

26555 102 24X Fiche 50'-329, 84/07/10, 0400010061 


— 0408150712 "Quality Program for Underpinning Activities ’• 

« Consumers Power Co 0X20 024A 02/04/05 23pp 26S42 132 

24X Fiche 50-329,04/07/18,0400010061 


— 0400150676 Forwards util testimony on cable pulling incident Request® 
comments Lists q,uostlons to be addressed 

MILCQVE, M N Office of the Executive Legal Director 0X20 014 
03/05/13 LANDSMAN, R , COOK, R ■ GARDNER, R NRC -No Detailed 
Affiliation Given 7pp 26539 306 24X Fiche 50-329,84/07/10, 

8400010061 


— 0400150601 Discusses policy procedure changes re communications u/ 
licensee Related info end 

WARWICK, R F Region 3, Office of Director 0X21 027 02/09/17 

aPEfiSARD, R L Division of Project & Resident Programs 
NDRELIUS, C E Division of Engineering HIND, U A Division of 
Radiological Materials Safety Programs Bpp 26553 067 24X 

Fiche 50-329,64/07/18,0400010061 


— 0400150602 Advises that FOIA Request 02-616 received, Mat I requested 
must be submitted to director by 840103 Nonconf ormanc e repts 
& Interim Rept 3 re cable tray support const welding 
discrepancy end 

SMIDIH, P T Region 3< Office of Director 0X20 015 82/12/22 

Region 3, Office of Director 2pp 26539 359 24X 

Fiche 50-329, 84/07/ 1 0, 0400010061 


— 0400150714 "Independent Assessment of Underpinning 90-Day: Rept “ 
KILPER.W E Stone & Webster, Inc 0X21 034 03/04/30 S50PP 

26556 194 24X Fiche 50-329, 04/07/10, 0400010061 


—*0400150716 "Test Program Status t Rev 12 - Test Schedule " 

« Consumers Power Co DX21 035 03/04/12 lOOpp 263S7 091 

24X Fiche 50-329,04/07/10,0406010061 


—0400150710 Docunents conclusions it commitments made at 820330 meeting It 
020402 telcons re QA applied to remedial foundation work 
Expansion of OA program recognized in overall success of 
project "Quality Program for Underpinning Activities'' end 
COOK, J W Consumers Power Co 0X20 024B 02/04/05 KEPPLER, U Q 

Region 3, Office of Director 4pp 26S42 134 g4X 

Fiche 50-329,84/07/10,0408010061 


— 0400150720 "Electrical Raceway Support Tests ReptrPart 1 *' 

NOWAK, A S Dec h tel Corp DX21 036 01/ 11/25 lOOp p 26S57 192 

24X Fiche 50-329,04/07/10,0408010061 


— B40B1506B3 Discusses QA program re underpinning instrumentation 
installation Lists stops tp follow to implement 
reclassification of underpinning activities 

COOK, U W Consumers Power Co 13X21 020 02/03/31 NORELIUfi, C E 

Division of Engineering Spp 26355 110 24X 

Fiche 50-329, 84/07/10, 0400010061 


—0400150723 Forwards CPC testimony on alleged violation of Board order 
Investigation of violation coming In future Requests 
analysis of testimony it comments Handwritten notes end 
WILCOUE, M N Office of the Executive Legal Director 6X20 0S6 
83/05/13, landsman, R , COOH,R , HDOD,D NRC - No Detailed 
Affiliation Given 99pp 26542 165 24X Fiche 50-3 29, 84/07/10, 

0406010061 


— 8400150606 Advises that allegations received from Dow Chemical & util 
are treated equally Forwards E Drikar 640304 Itr re Dow 
Chemical vs CPC la^asult 

DERKOVITZ.D M Office of the General Counsel 6X20 016 
04/03/lt LEWIS, S H Region 3, Office of Director Ip 
26540 094 24X Fiche 50-327,04/07/10,8400010061 


— 0400150689 Bubmlts summary of views re regulatory status of plant 
Illegible handwritten notes end 

KCPPLCR, J 0 Region 0, Office of Director 6X20 Oi6A 04/06/06 
FISCHER, R Michigan, State of I2pp 26540095 24X 

Fiche 50-329, 04/07/ IB, 8400010061 


— 0408150692 Forwards newspaper stories indicating represent Ives of Dow 
Chemical met w/NRC to discuss matters in ntlgatlon pending 
in County Circuit Court w/utll JD Belby 040608 Itr to 
FU Kelley end 

DRlKERiE Darris, Sett, Denn & Drikar 6X00 017 04/03/04 

BERKOVITZrD. Office of the General Counsel iBpp 26540 160 
24X Fiche 30-329. 84/07/101 0400010061 


— 0400130695 "Site Visit to Evaluate Crack Reported 030210 in Roof of 
Feedwater Isolation Valve Pit Unit 1, Midland Nuclear Power 
Plant " Draft confirmatory orders, handwri tten notes It 
RF Warnick memo re FOlA Request 04-24 end 

CORLEY, W O Construction Technology Laboratories 6X20 019 
83/02/20 lllpp 26340 17B 24X Fiche 30-329,04/07/10, 

0400010061 


— 0400130725 Requests review of attached draft BAUP rept in preparation 
for 030706 8ALP Board meeting. 

WARNICK, R F Region 3, Office of Director BX20 027 83/07/01 

HIND, J A , NORELlUa, C E , BPESSARD, R L NRC - No Detailed 
Affiliation Qtven. I49pp 26342 200 24X Fiche 50-329,- 84/07/ 10, 

0400010061 


— 8400130727 Bummarlzes 800227-20 meeting at site re soils settlement 
issue effects Handwritten note end 

GALLAGHER, E Region 3, Chicago, Office of the Director. BX2G 034 
00/03/03 FlDRELLliO Region 3, Chicago, Reactor Construction it 
Engineering Support Branch 46pp 26544 306 24X 

Fiche 50-329,84/07/10,0408010061 


— 8408150726 Forwards advance copy of proposed rev to Manual Chapter 
0316, 9ALP, for review 

N0RELIU8, C E Division of Project & Resident Programs. DX20 033 
04/04/13 Region 3, Office of Director 2pp 26345*069 84X 
Fiche 30-329,04/07/18,8408010061 


—8408130729 Advises of problems concurring w/proposed responsa to 
M Cherry 770427 Itr as noted by detailed comments provided 
Requests redraft he considered 

REINHUTH, G W Division of Reactor Construction Inspection 6X50 
029, 77/06/10 HOEFLING, R,K Office of the Executive Legal 

Director 7pp 26343; 234 24X Fiche 30-329,04/07/18,8400010061. 


— 8408130731 Advises of possible ex parte contact in facility proceeding 
Requests memo it attached summary of discussion be served to 
all parties in proceeding 6 PDR 

GIBBON, T.R, NRC - No Detailed Affiliation Given DX80 030 
80/12/24 CH1LK,0 J Dffic* of the Secretary of the Commission 
2pp 26343 230 24X Fiche 30-329,04/07/18,0408010061 
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a4O0l3O73«i Notifies th^t in-correct target dates entered In BSOSl*? 
QALP scKodule Corract target dates provided 

NOflELlUSi C E Divkston nP Project 1* Resident Programs DX20 033A 
B4/O3/O0 HfND»J A Division of Radiological t Materials Safety 
Programs &PESSARD*R L Division of Engineering DOUGHERTY. D J 
Office of Resource Management. Director 2pp 2^545 117 24X 

Fiche 50-329, a4/07/lB. 3400010061 


--□4081S0734 Revises previously issued SALP 4 schedule dtd B31004.by 
Bitencllng assessment to 19 months Rev incorporates addl 
vnlldstone dates 

KORELlUSiC E Division of Project L Resident Programs DK2D 033D 
03/12/19 Region 3i Office of Director Spp 26543 119 24X 

Fiche 30-339.04/07/10,0403010061 


— B409JB0735 f!o(iusst* concurrence on proposed auiillary bldg guideline. 
"Guidelines for Bldg hovemsuta During Temporary 
Underpinning “ Handuritten notes 1. coirununi cat ions record 
u/WarnicIt re ulthdraual of potential 10CFR5O SSieJ- end 
MDDMEY.J ^ Conauners Pauer Co 11X20 031 84/05/23 

HARRtBQN.ii J Region □. Of rice of Director aspp 36543 232 
24X Fiche 90-339,84/07/10.8409010061 


— B4061S0737 Forwards MRC Manual Chapter 0516, S ALP Evaluation criteria 
published in FR on 320332 for public comments Comments due 
by 020701 

TAMBLINO. T N Region 3, Office of Director BXaO 033C 85/05/04 

AXELBQM, W L . BARRETT, P A , BOYD. D C NRC - No Detailed 
Affiliation Oivetl 3pp 56545 123 24X Fiche 30-339, fl 4/07/ 10. 

£408010061 


—0408130730 Forwards summary of B40229 meeting in Region III ofc re 
results of H7AC insps investigation of allegations & 
expansion of tra Ining , qual i f icat Ion u certification 
activities Handurltten notes end 

WELLB. R A Consumers Power Co DX2Q 032 04/03/29 

HARRI8QM,J J Region 3, Office of Director i69pp 26544 014 
24X Fiche 30-329.04/07/18. 0400010061 


— 04OQISO74O "Chapter 0516 9ALP, " describing basis structure fc overall 
procedures for implementation of NRC program to assess 
licensee performance MA Miller marked-up memo re evaluation 
of BALP oriel 

» Director's Office, Office of Inspection and Enforcement DX20 
0390 B2/03/23 47pp 36949 126 24X Fiche 50-329. 84 /07/lB, 

040 QO 10061 


— 0406150741 Forwards "Structural Evaluation of Diesel Ge-nerator Dldg 
Assssiment of Structural Performance Capability & 

Serviceability as Po-tentlally Affected by Settlement Induced 
Cracking " 

LEVIN, H A TERA Corp BX20 033 03/01/04 KEPPLER, J 0 . 

EI'BENHUT,D 0 Region 3. Office of Director COO It, J M Consumers 

Power Co 4pp 26544 212 24X Fiche 50-329,04/07/18,8400010061 


— 8400150743 Submits reasons for extending 3ALP III evaluation period 
to 821231 Rapt contains issues being resolved between NRC 
licensee Extenslor can be used as performance motivator 
HanduTltten note t* supporting documentation end 
COOlliR J Region 3, Office of Director 0X20 036 02/08/06 

8PESBARD, R L Division of Project 6 Resident Programs 35Dpp 
26543 173 24X Fiche 90-329,84/07/10.0408010061 


— 0400150745 "Structural Evaluation of Diesel Generator Sldg Assessment 
of Structural Performance Capability U Serviceability as 
Potentialli; Affeotrd by Settlement Induced Cra-cklng " 

Handwritten notes enc 1 

a TERA Corp BX20 033A 03/01/04 a9pp 26544 2l6 24X 

Fiche 50-329,04/07/18.8408010061 


— 6400190747 Submits supplemental SALP input for facility Changes 
required to provide overall Dlv of Engineering L Technical 
Insp rating far OA functional area & consolidate comments 
for rscammended increased Insp frequency 

PIRTLE. 0 Region 3, Office of Director 13X20 037 83/10701 

OOVO.D Regions, Office of Director Ip 26547 f>l I 24X 
Fiche 50-329.84/07/18,0400010061 


— 6400190749 Forwards list of items reviewed by util i: determined ready 
far review 6 closure by NRC Handwritben notes & supporting 
documentation end 

HELLS. R A Consumers Power Co 0X20 03BA 03/10/04 
XEPPLER.JG Regions, Office of Director I47pp 26547 165 
24X Fiche 90-329,04/07/18.0400010061 


— a4'Oai907SO Forwards 9ALP input except for Mafcls Processes Bection 
FIRTLC, O Division of Engineering 4 Technical Inspection QX20 
038 01/09/22 OQYD. D Division of Engineering & Technical 

Inspection 137pp 26947 012 24X Fiche 50-329i 64/07/18. 

8400010061 


—0409150751 Forwards cong*- status rept as 791001 Handwritten notes re 
diesel generator bldg h soil settlejnent & errata to 
NLinEG-0a34 encl 

FIDRELLI.G Region 3, Chicago, Reactor Conetruction K Engineering 
Support Branch 0790 041A 79/10/05 KNOP, R C , HAYES, D W . 

DANIELSON, D H NRC - Nn Detailed Affiliation Given 107pp 
26548 359 24X Fiche 50-329,84/07/10,8408010061 


— 0400150752 Submits QA issues to be addressed at evidentiary session ih 
facility proceeding Summary rept 6 oral communications 
record re remsp requirements based on results of 
certification testing encl 

PArON.H 0 NRC - N(i Detailed Affiliation Given 13X20 04i 
82/00/10 ADEMSAM, e G NRC - No Detallod Affiliation Given 
IBpp 26548 079 a4X Fiche 50-329. 84/07/ 1 B, B40B01 0061 


— 0400170061 "Response to NRC Staff Review Concerns for Underpinning of 
Auxiliary 01dg 

a Conaumers power Co BX19 001 B2/06/03 40pp 26529 122 

24X Fiche 90-329.84/07/10.0400010061 


—9409170102 Forcjards add 1 documents re facility soils issue, in response 
to request for info 

DREHDBL.K E Consumers Fourer Co BX19 003 02/04/12 

FISCHER, D C ACRS - Advisory Committee on Reactor Safeguards 

7pp 26530 009 24X Fiche 50-329.04/07/10,8400010061 


— 0408170141 Requests review of files to determine documents 
withholdable under FOIA.per FaiA-84-96 

LEWIS, 3 H NRC - No Detailed Affiliation Given 0X19 009 
04/05/08 HARRISGN. J J . GARDNER, R , LANDSMAN, R NRC - No 
Detailed Affitiation Given Ip 26530 066 24X 

Fiche 50-329.04/07/18,0400010061 


—8408170145 Forwards draft Itr to util re review of licensee 830310,0624 
Sc 0712 responses to 830208 tt 0523 notice of violation 6 
proposed imposition of civil penalty RecommeTids imposition 
of 6120,000 civil penalty 

SCHliLT2,W H Region 3, Office of Director nxi9 010 03/07/20 

AXCLRADi J A Director's Office, Office pF Inspection and 
Enforcement I69pp 26530 067 24X Fiche 50-339,04/07/10. 

0400010061 


— 9408170166 Testimony of RN Gardner re allegations concerning 
qualification of personnel employed by Camstock 

GARDNER, n N Region 3, Office of Director QX19 012A 84/07/18 

iOOpp 26530 321 24X Fiche 50-329.04/07/10,8408010061 


— 9408170187 Forwards rept results re special electrical overinsp 
requested by NRC to support testimony concerning adequacy of 
certl ft cat ion/qua 1 1 f Icat i on process of Oechtel olcctrical GC 
1 nspec tors 

SHAEFFER.M j Consumers Power Co BX19 015 82/02/85 COOrtE, R 

NRC - No Detailed Affiliation Given RlRD. W R , COOH,J W 
Consumers Power Co 14pp 26531 048 24X Fiche 50-329.84/07/18, 

8408010061 


— 04C817O19S Draft "Rept on Cable Installation " 

* Consumers Pawer Co QX19 014 02/05/14 lllpp 26531 038 

24X Fiche 50-329.84/07/19,8408010061 


— B4D017O233 Discusses W Marshal teicon re permanent dewatering well 
being drilled at northeast corner of diesel generator bldg 
on 620519 Drilling mud flushed into line when drilling line 
broke No further comment necessary 

LANDSMAN, R D Region 3, Office of Director BX19 031 82/06/14 

PATOMi W Office of the Executive Legal Director 2pp 26533 325 
94X Fiche 30-329,84/07/10.0400010061 


— 0408170257 Summary of ACRS Subcommittee on Midland Units 1 6 2 B20520 t, 
21 meetings u/util in Midland, til re review of GL 
app 1 1 cat i on 

FISCHER, D ACRE “ Advisory Committee on Reactor Safeguards DX19 
032 02/00/09 OKRENT.D AGfts - Advisory Committee on Reactor 

Safeguards I3pp 26533 339 24 X Fiche 50-329,84/07/10, 

0400010061 


' — B40B170260 Inform* of review of end allegations re Comstock QC at 
site Ofc of Investigations reiponsiblo for continuing 
investigation 

HABNICK, R F Region 3. Office of Director 8X19033 82/11/16 

FOSTER, JE Office of Investigation 125pp 26534010 24X 

Fiche 50-329,04/07/10,8400010061 


— 840B170279 "Structural Stresses Induced by Differential Settlement of 
Diesel Generator Dldg " 

» Cansumors Power Co 8X19 037 04/07/18 5lpp 26535 255 

24X Fiche 50-329,04/07/18,0408010061 
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--0408170204 Summary of aiO‘iO2-04 mwotuig w/util Dechtel in Uethesda MD 
re le/nedial actions L update of soils deficiencies It 
to reviflin Amend 85 to application 

LANDSflANxR D Region 3. Office of Director DX19 039 81/05/12 

WILLIAMS. C C Region 3 Office of Director 65pp 36936 043 

24X FlChe 30-329.04/07/18.8400010061 


— 8400170320 Summary of 040202-05 meeting w/ut 1 1. Oech te 1 & consultants In 
Ann Arbor. MI re discussion A audit of preparations for 
underpinning southern part of auxvliaitj bldg V/icugraphs 
one i 

HQDDi D Licensing Dranch 4 0X19 043 84/03/22 Licensing 

Dranch 4 Blpp 26336 189 24X Riche 50-329, 84 /07/ 1 8» 040801006 1 


— 0408170350 BiW 840209 public meeting re cracking criteria it cracking 
mapping program 

» Consumers Poti/or Co BX19 046 84/03/09 Consumers Power Co 

2pp 26536 349 24X Fiche 30-329,04/07/18.8400010061 


— 0408170360 Submits list of documents supplied or withheld by 
JJ Marrison 2. Rfl Landsman, m response to FDIA Request 04-24 
WARWICK, R F Region 3. Office of Director DX19 047 84/01/18 

SMITH. p T Region 3, Office of Director 3pp 26536 351 24X 

Fiche 30-329,04/07/10,8408010061 


— 8400170365 Handwritten summary of 840104 public meeting w/util.S&W 
nechtel re monthly ac ti vi t i es. c rac k rept, crack mapping Cc 
open items Supporting d ocumentat i on & attendance list end 
* Consumers Power Co BX19 040 04/01/13 Consumers Power Co 

74pp 36936 336 24X Fiche 50-329,04/07/16.8400010061 


— 8400170367 Crack mapping monitoring status rept for 631031-1130. 
including handwritten status rept of 831206 SttU meeting 6 
info re grillage acceptance crltetla 

» Consumers Power Co DV19 049 84/08/01 lOpp 26S37 107 

24X Fiche 90-329,04/07/10,8400010061 


—0408170372 Handwritten summary of 031110 public meeting Re tracking 
open items of new crack monitoring prucedurcs 031009-1105 
# Consumers Power Co BX19 050 63/11/10 Consumers Power Co 

3pp 26537 129 24X Fiche 30-329,04/07/18,8400010061 


— 0400170377 Handwritten notes re auxiliary bldg 6 underpinning design 
including settlement s tress. resul ts of areas of max stress 
6 rigid body rotation 

* Consumer B Power Co BX19 033 04/00/01 76pp 26537 233 

24X Fiche 90-329.04/07/18,0408010061 


—0408210367 Agenda for 780302 site visit w/utll Bechtel & NUS Agenda for 
781204 meeting w/utll t Bechtel on site end 

# NRC - No Detailed Affiliation Given DXia 00| 70/03/02 

NRC - No Detailed Affiliation Given 6pp 26321 049 24X 

Fiche SO-329. 04/07/ IB. 8400010061 


— 040021037/ Notification of 760907 meeting w/Midland Technical Reviewers 
in Wash ing ton. DC to discuss project status of facility 
safety review Reviewers will be asked to summariic revioui 
status on problem areas affecting review schedule 
HOOD. D Light Water Reactors Branch 4 OXIB 003 70/09/06 

NRC - No Detailed Affiliation Given 7pp 26521 091 24X 

Fiche 50-329. 64/07/18, 8408010061 


—8400210379 Provides info in response to D Garde FOIAs 03-431.-452.-454 
it -449 

MOOD. D Licensing Branch 4 BXIS 023 03/08/19 WILBON. V NRC 

- No Uctailod Affiliation Given 2pp 26924 336 24X 

Fichu 30-329. 04/07/16, 8408010061 


— 6408210304 Notification of rescheduled 79071B meeting ui/utll |< Dechtel 
In Bothesda.MD to discuss abnormal settlement of fill 5< 
structures at site Agenda attendance list end 
HQODj 0 Light Wa'^er Reactors Branch 4 DX10 004 79/06/13 

VARGA, 8 A Light Water Reactors Branch 4 7pp 26321 100 24X 

Fiche 30-329.84/07/16.8408010061 


—0400210306 Forwards B Garde FOIA request for documents re meetings 
between NRC. T£RA S. util on 830910.0600 it 23 concerning 
independent design verification W/draft Itr to util re 
implementation of Ford Amend 

WILSON. V H Manafloment Analysis Branch DXi0 024 03/08/09 

Management Analysis Branch 2pp 26924 338 24X 

Fiche 90-329. 04/07/10, 0400010061 


— 0400210392 Forwards B Garde FOIA 03-432 request for documents re 830615 
Cemmission briefing 

WILSON. V H Management Analysis Branch DX16 023 83/08/09 

Management Analysis Branch 3pp 26524 354 24X 

Fiche 90-329. 04/07/10. 8400010061 


8408210397 Forwards D Garde FOIA S3-i54 request for documents re 
ra-review of structural adequacy of diesel generator bldg 
WILSON. V H Hdnagement Analysis Branch B<1B 026 03/OB/lO 
LEAR. G Hydrologic t Oeot ec hn i c a 1 Engineering Branch OOSNAK.R 
Mechanical Engineering Branch 2pp 26524 350 24X 

Fiche 50-329.04/07/18.8408010061 


--84OB210401 Forwards 8 Garde FOIA Request 83-449 for documents submitted 
by util re consideration of candidate companies or 
methpdolag los to perform const implementation overview of 
const completion plan 

WILSON, V H Management Analysis Dranch 8X10 027 04/00/09 

Management Analysis Branch 2pp 2^6323 OOl 24X 
Fichu 50-329.94/07/18,8400010061 


--84OB210404 Determines that info transmitted by 830721 memo should be 
issued as Board Notification 83-106 

EISENHUT, D 0 Division of Licensing DX10 028 04/07/18 

NOVAK. T Assistant Director for Licensing Ip 26525 152 24X 

Fiche 90-339.84/07/10,8400010061 


*-—0406210410 Board Notification 83-016 forwards notice of violation U 
proposed imposition of civil penal ti es, based on util 
failure to implement adequate QA program for instal lation of 
electnca 1. mechani cal 6 civil components 

NOVAK. T M Division of Licensing BX18 029 84/02/13 Atomic 

Safety and Licensing Board Panel Ip 26325 160 24X 

Fiche 50-329,84/07/10.8400010061 


— 840B210411 Handuritten questions for RD Pock re consultant 
responsibilities & settlement monitoring Handwritten 
deposition of RB Beck and 

* NRC - No Detailed Affiliation Given BXIS 006 81/01/31 

NRC - No Detailed Affiliation Given 36pp 26921 228 24X 

Fiche 30-329. 84/07/10. 8408010061 


■0408210414 Forwards Board Notification 83-16 which supersedes 830213 
notification 

NOVAK. T M NRC - No Detailed Affiliation Oiven BX10 030 
84/02/10 Atomic Safety and Licensing Doard Panel Ip 
26523 104 24X Fiche 30-329.84/07/10,0400010061 


— 0400210418 Submits package received from D Jones from H Singh, 
consisting of questions of Dr Peck by H Singh.J Dunnicliff 
000208 ttr to S Afifi it summary of J Kane deposition 
aiNGH. H NRC - No Detailed Affiliation Given DXIB 009 
04/07/18 JONEB, D NRC - No Detailed Affiliation Given Dbpp 
26321 269 24X Fiche 90-329.84/07/10,8408010061 


— 8400210421 "Questions for Davisson 810114-15 Deposition “ Questions of 
Dr Pock on testimony, dtd 810729 end 

♦ NRC - No Detailed Affiliation Given QXlS 010 81/01/11 

34pp 26921 305 24X FlChe 50-329,04/07/10.0408010061 


—0408210429 "Ouestlons for Davisson 010114-13 Deposition " 

« NRC - No Detailed Affiliation Given BX10 011 61/01/11 

43pp 26522 070 S4X FlChe 50-329.04/07/18.8400010061 


— 8408210^30 Draft memo Informing of status of NRC-03-79-16T. Task 1, 
Subtask 3 Index of Davisson deposition end 
SINGH, H NRC - No Detailed Afflllatlan Given 0X18 012 
80/10^16 LEAR, G Hydrologic it Geotechnical Engineering Branch 
17pp 26322 116 24X Fiche 50-329,04/07/10.0408010061 


—0408210433 Rocommends Issuance of end mail as Board Notification 
64-003 re update on stop work status U NRC staffing changes 
Related info end 

EI8ENHUT. DG Division of Licensing BXlBOlt 04/04/10 
NOVAK, T Division of Licensing 2p p 26522 350 24X 

Fiche 30-329,04/07/10.8400010061 


— 0408210446 Summary of 020202-09 meeting w/util it Bechtel In Ann Arbor. 
MI re audit preparations for underpinning southern portion 
of auxiliary bldg Bechtel meeting notes St viewgraphs enc 1 
HOOD. D Licensing Dranch 4 DXIB 019 84/02/22 Licensing 

Dranch 4 79pp 26323 232 24X Fiche 50-329,84/07/18^ 8400010061 


—8400210490 Determines that end rept on review of diesel generator bldg 
should be issued as Board Notification B3-I65 
EISENHUT. D 0 Division of Licensing BX 10 020 83/10/20 

NOVAK. T Assistant Director for Licensing 4pp 26924 302 24X 

Fiche 50-329,84/07/18,0408010061 


— 0408210433 "Observed Settlements (Inches) o# Struc tures. 790930 to 
Present “ Summary of soil properties & summary of soils 
info end 

MANZEC,T NRC - No Detailed Affiliation Given DXlB 037 
aO/OB/27 lOpp 26527 199 24X Fiche 30-329,04/07/10. 0400010061 
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^^pooltion B0D930 meeting u^util on site for appeal of f4RC 

Affiliation Given OXlft 03a 84/07/18 

r?^h" Affiliation Given ip ^b5Z7 309 24X 

rtche S0-*3-29 i 84/07/ la. 840801006,1 


-□4082,1046 i^Tr ip rapt of 831003-07 site visit re design revieul «. audit 

Engineering Ilranch 0X18 032 83/10/28 

HUhW/^KiR J Hechanical Engineering Dranch I7pp 2/,32a 234 24 X 

Flche 30-329.04/07/10.8408010061 


—8408210463 Oraft notes recommending that listed actions be consldereid 
oy fleglon m in effort to Improve licensee regulatory 
attitude 1 . performance t. increase assurance that completed 
Sc nngalng const work acceptable 

Detailed Affiliation Given BXIB 046 B2/0B/06 4pp 

26320 034 a4X Fiche 30-329. B4/07/IB. 04OBOI 0061 


-8408220070 Oellneates Control Sy s Branch position on identification of 
protection sys Instrument sensing lines 6 requests position 
be transmitted to naar-term OL applicants 

BPEIGi T P Assistant Director for Raaefcor Safety BK19 025 

TEDESCQi fl L Assistant Director for Licensing 3pp 
26333 031 24X Flche 30-329.84/07/18,8408010061 


—8400220083 Attendance list of 820223 meeting w/utl 1 , chr ono loglca I list 
events before after issuance of NRC order modifying CPs. 
plant undorp inning queotions re sve water pump structure ft 
review of 1981 technical rept on underpinning 

• UrtC - Mo Detailed Affiliation Given DX19 036A 8S/0S/23 

38pp 26334.327 24X Plche 30-329,84/07/18.8408010061 


B408130399 FinaliiBG limits far control of movements of control tower f 
electrical penetration areas during soils shutdown 
ac 1 1 V 1 1 1 es, b as e d on review of latest settlement data 
obtained during 040001-03 site visit List of limits enc 1 
HARR f SON. J J Region 3. Office of Director 04/08/00 MOONEY. J A 
Consumers Power Co 3pp 36010 105 24X Fiche 50-329. 04/OB/O0. 

8408130397 


840B200275 Generic Ltr 84-20 to all licensees of operating reactors & 
applicants for QLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Sve list end 

EISENHUT. 0 G Division of Licensing 64/OB/20 Con a o 1 i da ted 

Edison Ca of New York. Inc I7pp 26276 244 24X 

Fiche 30-000. 84/00/20. 0408200275 


0408270239 Confirms 040824 meeting w/util in Glenn Ellyn. IL to discuss 
plans for facilities 

WARNICK.R F Region 3, Office of Director 04/00/22 COOK. J W 
Consumers Power Co tp 26239 156 24X Fiche 50-329,84/00/22. 
8400270239 


E NRC Safety Evaluation Report (BER). suppls & correspondence 


0408010061 Further response to FOIA request for 16 categories of 
records re facility Docunenfcs identified by J Goold h 
M Siobert on 040514 it 13 (App 0) forwarded App A documents 
already forwarded Index forthcoming Search continuing 
FELTON. J N Division of Rules and Records 0X14 000 84/07/10 

RICE. C N Kirkland & Ellis 2 pp 26500 001 24X 

Ficho 50-329.04/07/18,0400010061 


—0400220090 "Dbedrved Cracks in Malls af Midland Plant Structures " 
CORLEV.W 0 , FI0RATO. A E Portland Cement Association 0X19 031A 
02/06/14 32 pp 26530 327 24X Fiche 50-329.84/07/18, 

0400010061 


0409270313 Draft ltr Informing of decision re addl sail borings it 
toBtlng NRc request for sampling & testing coaling pond 
■ffibankments reconsidered & relocation of certain borings 
determined 

VOLLMHR.R H Division of Engineering BXie OlOA 00/11/03 
COOK. J W Consumers Power Co Ip 26522 022 Z4X 
riche a0“329i 84/07/10. 8408010061 


— 8209230536 Forwards discussion of deficiencies noted In Supplemental 
SER 2 Requests mod to attached draft be provided addressing 
concerns 

NOVAK, T M Assistant Director for Licensing 13X10 040 02/08/27 

KMJQHT.J P Assistant Director for Comp 6 Structures Engineering 
ipr® 030201) 3pp 26527 243 24X Fiche 50-329.04/07/18, 

0408010061 


—04O81SO612 Draft final SSER re geotechnical engineering Related info 
and 

KANE, J D Hydrologic fit Geotechnical Engineering Branch BX21 010 
82/08/12 7app 96533 002 24X Fiche 50-329,04/07/10. 

B40B0 10061 


--0400270323 Qubmlt* listed Items that inspectors consider to be 
indicative of questionable licensee performance 
COOK. R v» Region 3. Office ef Director BX19 019 82/07/23 

WARNICK.R F Region 3. Office of Director lipp 26531 291 a4X 

richo 50-329. 84/07/10, 8409010061 


— 8408210454 Submits marked-up ltr re program for plant soils remedial 
work, In response tu draft SER open items 

COOK, J W Consumers Power Co 8X10 047 82/09/07 DENTON. H R 

Office of Nuclear Reactor Regulation. Director 47pp 26520 039 
24X Fiche 30-329.04/07/10,0408010061 


Q40D14D31i Summary of 910917 meeting u/CPC re preliminary design of 
mods to SVC water punp structure to resolve concerns 
rasultlng from inadequate compaction of site fill 
KANE. J NRC > No Detailed Affiliation Given BXi 6 043 Oi/lO/aO 
NRC - No Detailed Affiliation Given 2pp 26311 339 24X 

Fiche 50-329,84/07/18.8408060061 


Q4O0O2OD14 Advises that util Dctard of Directors ordered shutdown of 
design const 6 testing activities for facilities on 
040716 CR 6 OL applications for both units will be 
maintained Issuance of BSCR 4 <NURE0-0793) requested 
COOK. J W Consumers Power Co 04/07/27 DENTON. H R Office of 
Nuclear Reactor Regulation, Director qpp 25083 tl 6 24X 
riche 50-329, 04 707/27. 0400020014 


H0D070173 Responds to 840726 request far author i x at 1 an to complete 
soils shutdown activities Util authorized to proceed 
u/actlvlties listed in 840726 ltr 

HARR ISON. tJ J Rofflan 3. Office of Director S4/07/31 MOONEY. J A 
Consumers Power Co »pp 23949 343 24X Fiche 50-329.84/07/31. 

Q40B070173 


— 0400070100 ftequesta authoi i i atlon to complete proposed listed soils 
shutdown activities t/pdates of stop work activities will be 
provided to Region III 

MOONEYrJ A Consuners Pauer Co 84/Q7/2'6 HARRISON. J J Region 
3 . Office of Director 4pp 23949 345 24X Fiche 50-329. 

04/07/31. 84000701 73 


J40Q070ilO Oejierlc ttr 04-19 to all licensees of operating reactors, 
applicants for OLe 6 holders of CPs re availability of 
8uppl I to N GREG -0933. "Pr 1 o r I tl i at i o n of Generic Safety 
Issues “ 8vc 1 1st end 

CIBENHUT. D 0 Dlvliion of Licensing 04/08/06 Consolidated 

Edison Co of Mew York. Inc IBpP 26129 230 24X 

Ft Che' 30-000, 04/08/06, 0409070110 


8400030014 Advises that util Board of Directors ordered shutdown of 
design const L testing activities for facilities on 
840716 CP fii OL applications fur both units will be 
maintained Issuance of SSER 4 CNUREG-0793) requested 
COOK. J W Consumers Power Co 04/07/27 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 4pp 25003 116 24X 

Fiche 50-329,04/07/27.8408020014 


F Security, medical, emergency & fire protection plans 


0400010061 Further response to FQIA request for 16 categories Of 
records re facility Documents Identified by J Qoold it 
M SLebert on B40314 fi. 15 (App D) forwarded App A documents 
already forwarded Index forthcoming Search continuing 
FELTON. J M Division of Rules and Records DX14 000 04/07/10 

RICE, C M Kirkland fi< Ellis 3 pp 26SD0 OOl 24X 
Fiche 50-329,84/07/18.8408010061 


— 8408170260 Discusses Q30922 off-the-record meeting w/Bech tol employee 
re allegations concerning inadequacy of plant fire detection 
sys Concerns raised re copyright laws concerning App R to 
10CFR50 

BURGESS, □ L Region 3, Office of Director BX17 034 03/09/26 

ROY. 0 W Region 3, Office of Director 39pp 26534 246 24X 

Fiche 90-329,04/07/18,8408010061 


0 Adjudicatory correspondence 


B4O0OIOO61 Further response to FOlA request for 16 categories of 
records re facility Documents identified by J Goold fi. 

M Btebert on 040514 fic 15 (App D) forwarded App A documents 

already forwarded Index forthcoming Bearch continuing 

FELTON, J M Division of Rules and Records BX14 000 04/07/10. 

RICE, C M Kirkland fic Ellis Spp 26500 001 24X 

Fichu- 50-329. 04/07/18. 0400010061 
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801016QOO'7 Submits questions in resp 
input re hearing 

LEAfl, C E Hydrologic It Geotethnic 
00/10/06 MIRAGLIA, F Licensing 
Fiche 50-a?9, 04/07/10. 0408010061 


Dnse to request for interrogatory 

al Engineering Branch DX 1 7 Ol3 
Branch 3 2pp 26518 144 24X 


— 8400020107 Forwards motions. 1900 audit repts & input re upcoming util 
OA decision Applicant acceptance of poor quality 
performance bt; Bechtel criticised 

STAfllRIS.B Statniris. B DX17 011 01/05/26 KEPPLEH-JG 

Region 3. Office of Director Spp 26510 132 24X 

Fiche 50-329.04/07/10,8400010061 


-0104230479 Submits comments on applicant response to NRC 
Intel rogatories 1-3 No results a'<ailable for review of 
I nteri OQcitOT I es 1 2 since no consolidation tests on 

samples were obtained from surcharged area of plant fill 
MCCALLISTER, P Army, Dept of- Corps of Engineer* 0X17 014 
01/03/27 LEAR. G Hydrologic & Oc o tec- h n i c a 1 Engineering Branch 
2pp 26510 150 24X Fiche 50-329.04/07/10,8400010061 


— 8400020127 Summary of NRC reco/rtnendatl ofis of ASLD position re Stamiria 
Contention a Including draft ASLD proposed findings fr Input 
into NRC testimony re Peck 790B10 statement on electrical 
penetration area structures 

KANE. J NRC - Ng Detailed Af f 1 1 lat i on Given 0X17 016 Bl/10/19 

91pp 26518 260 24X Fiche 30-329,04/07/10.0400010061 


-0210270126 Forwards input for testimony for 021027-1104 ASLB hearings 
Stamiris Contention 4 C b re dewatering i. sve water pump 
structure should be addressed by Stiuctural Engineering 
Branch 

LEAR, G Hydrologic h Geotechnical Engineering Branch 0X17 018 
82/10/15 ADENBAM, E Licensing Branch 4 4pp 26319 005 24X 

Fiche 50-329.04/07/10.0400010061 


-B211030222 Forwards Hy drd olog ica 1 h Geotechnical Engineering Branch 
input for tostimong at ASLD 821027-1104 hearings re bearing 
capacity beneath diosel generator bldg. piping avc water 
pump structure if permanent dewatering 

LEAP, 0 Hydrologic 6 Geotechnical Engineering Branch DX17 017 
02/10/14 ADENSAM.E G Licensing Branch 4 9pp 26510 358 24X 

Fiche 50-329,84/07/10,0400010061 


— 8408020171 Summarises issues to be covered at ASL3 030214—18 hearing. 
Including Stanlris contentions, Narren contention & seismic 
shakedown far all structures other than diesel generator 
faldg 

NRC - No Detailed Affiliation Given QX17 019 83/Dl/OS 9pp 
26519 009 24X Fiche 30-329,04/07/10.0400010061 


— 04OQO2O177 Suggests schedule for testimony to answer Warren Contentions 
l-3,8tamlrls Contention 4, Sinclair Contention 24 & Marhsall 
Contention S In Feb tc Mar hearings Text of contentions end 
Suggests Inclusion of rebuttals to contentions 
BLUMC.M NRC - No Detoiled Affiliation Given DX17 020 
62/01/27 HDOD, 0 , KANE. J . RINALDI, F NRC - No Detailed 
Affiliation Given 7pp 26519 020 24X Fiche 50-329,84/07/18. 

8406010061 


-0301190407 Assigns NRC sponsors for each of M Sinclair rewritten 
contentions for DU hearing Schedule for filing of testimony 
forthcoming 

HOOD. D S Licondng Branch 4 DX17 024 83/01/14 NOVAK, T M 

Assistant Director for Licensing Ip 26519 072 24X 

Fiche 90-329,04/07/10.8400010061 


-0309270366 Responds to 030523 0810 requests for assistance In 

revlowing util proposed findings of fact t conclusions of 
law on remedial soils issues Agrees w/findlngs Recommends 
paragraph re occurence of liquefaction he revised 

BALLARD. R L Environmental 6 Hydrologic Engineering Branch DX17 
037 03/09/14 PATON. W D Office of the Executive Legal 

Diroctnr 2pp 26520 062 24X Fi che 50-329, 84/07/ 18, 8400010061 


—8400020180 Forwards input to staff testimony In preparation for 
ASLB 021115-23 hearings, in response to W Baton verbal 
request 6 H Wilcove request Structural Engineering Branch 
input applicable only to sve water pumP structure 

8CHAUER.F P Structural Engineering Branch BX17 022 82/10/22 

AOENSAN.E 6 Licensing Drench 4 Spp 26519 050 24X 

Fiche 50-329.04/07/10,0408010061 


—6408020101 Comments on applicant B40B05 proposed findings of Fact 
conclusions of law on remedial soils issues, inc lud Ing items 
re auxiliary bldg (t sve water pump structure 

POULOS, 8 J Geotechnical Engineers, inc DX17 031 63/09/23 

KANE, J Division of Engineering 4pp 26S19 242 24X 

Fiche 50-329,84/07/10,0408010061 


-8309270518 Forwards comments on util proposed findings of fact it 
conclusiong of law on remedial soils ts&uos 

JACKSON. R E Oooscionces Branch DX17 038 03/09/21 PATON. W D 

Hearing Branch 2 bpp 26520 064 24X Fiche 50-329,84/07/18, 

8400010061 


-6310050136 Discusaos structural engineering review of "Applicants 
Proposed Findings of Facts 6 Conclusions of Law on Remedial 
Soil Issues" along w/related info on seismic models b. 
boratod water storage tanks resulting from ASLO hearings 
LEAR.O Structural 6 Oeotechrucal Engineering Branch BX17 033 
Q3/09/22 PATON, Office of the Executive Legal Director Spp 
26520 OSl 24X Fiche 50-329.04/07/10,0408010061 


—8400020182 Responds to H Nilcovc verbal request Structural Engineering 
Branch area of concern identified by judge Harbour applies 
only to consideration of structure-ta-struc tore interaction 
Outstanding contentions end 

SCHAUER,F P Structural Engineering Branch BX17 023 02/10/20 

ADENSAM,E 0 Licensing Branch 4 7pp 26319 095 24X 

Fiche 50-329,84/07/18,8408010061 


—0408020183 Forwards response to appl 
conclusions of law on remedial soi 
needed Findings will be filed 0311 
PATON, W D Hearing Branch 2 QXl 
No Detailed Affiliation Given ip 
Fiche 30-329,84/07/18,0400010061 


leant proposed findings of 
1 1 ssues Pag Inat i on 
13 

7 033 03/11/11 KANE. J 

26919 315 24X 


fact U 


NRC - 


8310070101 Forwards coranents on applicant proposed findings of fact h 
conclusions of law on romodial soil issues 

LEAR.O Structural 6 Oeotechnlcal Engineering Branch BX17 035A 
□3/09/29 PATON, W Office of the Executive Legal Director 4pp 
26520 052 24X Ficho 50-329,04/07/18.0400010061 


■0310240291 Informs that structural review of document "Applicant 
proposed Findings of Facts ^ Conclusions of Law on Remedial 
Soil Issues," complotod Otructurcs adequate Comments enc 1 
LEAR, G Structural & Oeotechnlcal Engineering Branch nxi7 036 
83/10/14 PATON. W Office of the Executive Legal Director Spp 
26520 096 24X Fiche 50-329,84/07/10.0400010061 


— 0400020104 Forwards tnarked-up input to staff testimony in preparation 
for ASLO 821027-1104 hearings re bearing capacity L 
underground piping. in response to verbal request of N Paton 
6 H Wllcove Response to Stamiris contention end 
LEAR. G E Hydrologic L Oeotechnlcal Engineering Branch DXl7 
OaSA 82/10/14 ADENSAM.E 0 Licensing Branch 4 lOpp 
26919 062 24X Fiche 50-329,04/07/10,0408010061 


— 8400020185 Responsive findings to applicant proposed findings of fact 
conclusions of law on remedial soil issues 
PATON. W D , WILCOVE.M N Hearing Branch 2 BX17 034 63/1 1/15 

lOOpp 26519 316 24X Fiche 50-329,04/07/10.8400010061 


-8408020071 Forwards draft answers to util interrogator i es re definition 
of acceptance criteria of 791206 order on mod Opinion as to 
whether items in brackets should be deleted requested 
KANE, J NRC - No Detailed Affiliation Given DX17 006 81/02/24 

HOOD, I) NRC - No Detailed Affiliation Given Ip 26515 090 
a4X Ficho 50-329,04/07/10,8400010061 


-D408020074 Draft answers to util interrogator 1 es re definition of 
Acceptance criteria on Page 3 of 791206 order on mod 
* NRC - No Detailed Affiliation Given DX17 006A 84/07/18 

Consumers Power Co BTpp 26519 059 24X Fiche 30-329,84/07/10, 

84000 1006 1 


-8400020006 Marked-up copy of ReV l,Vol 4 to F8AR re stability of 
subsurface metis 6 f oundat i ons, qups t ions re response to 
Interrogatories 13'*16 it 1 n terpreta tlons of intent of 
Interogatory 13 

KANE. J NRC - No Detailed Affiliation Given BX17 009 77/11/30 

12pp 26917 302 24X Fiche 50-329,84/07/18,0400010061 


— 0400020106 Response to R Landsman 030106 questions re B Stamlris 
Requast 4(b) re excavation of deep "O'* duct bans in 
Freexewall Pit 4 & Tech 8pec for static core penetrometer 
KANE, J NRC - Nd Detailed Affiliation Given BX17 026 03/01/06 

2pp 26519 146 24X Fiche 50-329,04/07/16,0408010061 


— 8406020187 Forwards updated version of Stamlris content ion s, Inc luding 
addl Stamlris examples for Contentions 1.2 L 3 L changed 
wording of Contention 4C NRC testimony must address end 
additions changes 

BRaUN.E M NRC - No Detailed Affiliation Given DXI7 023 
01/05/19 Consumers Power Co I9pp 26519 124 24X 

Fichu 50-329 , 04/07/10.8408010061 


— 8400020169 Forwards applicant testlmuny re alleged violation of ASLB 
820430 order for deterninatton of cross-examination List of 
questions re excavations U flrellne piping provided 
WILCOVE.M N Hearing Branch 2 BX17 042 83/05/13 LANDSMAN. R , 

COOK, R , HOOD, D NRC - No Detailed Affiliation Given 2pp 
26920 116 24X Fiche 50-329,84/07/18,0408010061 
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40B020302 Uiscus&«s status of eftorts rb ntlC Midland Findings due 
E3G1115 riequests meeting at earliest date 

HQQDi D NRC - No Detailed Affiliation Oiven D3(17 04J B3/09/33 

PATON^W D < lnllLCO'^/£, tt t4 Hearing Dranch 2 7pp 2A520 095 247 

FI Che 90 - 329 - 84 / 07 / ie« a^OBOlOOAl 


40QL4010S Fofuiards coinplete set of all abstracts of transcripts of 
liearings conducted on 811231-830630 H/listing of entire set 
of abstracts 

HAMPIDN-L Isham. Lincoln & Beale DK16 012 Q3/07/1B 

PATONiW D Hearing Branch 2 425pp 2650B 097 S/q X 

Fiche 90-329.84/07/18-8408010061 


1408140239 Handwritten notes re ASLB actions on 600537 aiotion to 
consol idato for di sc Dver\| , evid ent i arg presentation fact 
finding purposes issues concerning soil conditions for 
«af Bt(|-r e lated structures & ays 

KANEj J HfiC - No Detailed Affiliation Olvon DXl6 033 80/06/09 

Ip 26511 158 24X Fiche 50-329. 84/07/ 18- 840801006 1 


1406140263 Hotion to consolidate for d i sc a ver y - evi d enti arg presentation 
It fact finding purposes issues relating to soil conditions 
for safety-related structures L sys founded in h on plant 
fill matl In hearing considering 791206 order 

FAR NELL, A S Consumers Poucr Co 8X16 034 00/05/27 Atomic 

Safety and Licensing Board Panel iSpp 26511 159 S4X 
Fiche 50-339. 04/07/ 1 8- 8408010061 


S40B190702 Advises that Rogion no document re discovery request 

for info concerning alleged violation of ASLB order 
concerning remedial soils Handwritten notes, InternaJ memDs & 
list of repts-1977 - 1983, end 

HARRISON. J 0 Region 3- Office of Director DX20 021 83/10/25 

WfllGHT-N Office of the Executive Legal Director I99pp 
26340 343 24X Fiche 50-329- 84/07/18. 8408010061 


3408170223 Requests Comnission review DlrectO'r''s Decisions DD-83-16 6 
DI}-84-0i2 to require all ongoing activity he included under 
order of mod of CP & remove util from managerial 
responsibility of QA/BC function 

0ARDE< & P Government Accountability Project DXl9 022 
B4/02/10 PALLAOINO. N . OlLINSKY-V . ASSElSTINE. J Commi ss i oner s 
7app 26932 090 24X Fiche 50-329-84/07/18.6408010061 


8408310391 Notice of H FemSiS Afifi 6 J Warned 801028-2? dapositian 
in Ann Arbor, Ml re 791206 order modifying const permits 
Related info end 

PATDNi W D Office Of the General Counsel BXia 009 8 0/10/06 

60PP 26921 126 24X Fiche 30-329, B4/07/1B. B40B0J006t 


0408210398 Notice of S Dahr 801217 deposition in Ann Arbor. Ml re issues 
set forth in Licensing Board 791806 order modifying const 
perenits 4. contentions of Intervenors Stamiris t Warren 
Resume of TR Th i r uven g adam end 

e Atomic Safety and Licensing Board Panel BX10 O06 00/12/11 

5pp 26521 199 24X Fiche 50-389.84/07/10,8408010061 


07300142 Responds to 640210 petition for specific Commission actions 
under 10CFR2 206 Petition denied per end Director's 
Dacislon 00-84-17 

DEVOVJNO.RC Director's Office. Office of Inspection and 
Enforcement DSD 521 84/07/24 GARDE. B F Covernment 

Accountability Project GARDE. B P Lone Tree Counen 3pp. 

S5B07 232 24X Fiche 50-329-84/07/24,8407300142 


8407300151 Director's Declsian DD-84-t7 denying Govt Accountability 
Project G40210 petition for three Commission actions re 
tolls work , indep endent third party responsibility Per OA 6 
8C tt Region III staffing 

OEYOONO.R C Director's Office- Office of Inspectlen and 
Enforcement 84/07/24 24pp 99807 239 E4X 
Fiche 50-329,84/07/24.8407300142 


8407300156 Notice of issuance of Director's Decision DD-B4-17. deny ing 
Govt Accountability Project B40210 petition for Commission 
action 

DEYDI/NC.R C Director's Office- Office of Inspection and 
Enforcement 84/07/24 69pp 29807 25<f 24X 

Fiche 50-329-04/07/24,0407300142 


0B070377 Foruards NRC response to ASLO Inquiry re Doard Notification 
84-115 dtd 840618 which Identified specific hearing evidence 
adversely Impacted by discrepancies In original seismic 
design calculations 

PATDN. W D Hearing Branch 2 DSD ai6 04/00/02 BECHHOEFER-C , 
HARBOUR, J , CawANiF P Atomic Safety and Licensing Doard Panel 
7pp 8 9947 138 24X Fiche 90-329. 84/00/08, 04O&O7O377 


0020057^ Order extending time until 841020 for Commission to act to 

review Director's Decision 80-04-17 Served on B4O02O 

CHILK. 6 xl Office of the Secretary of the Commission D3B 154 

04/00/17 PALLADINO-N J , ROBERTS, T N - AaSEL6TINE,J K 

Commissioners Ip 26137^051 24X Fiche 50-327, @4/ 00/ 1 7i 

0400200573 


A Utility Final Safety An-alysis Repoit < F&AH J b amends 


Q40B01006I Further reaoonse to FOIA request fell 16 categories of 
records re facility Documents identified by J Guold h 
W Siebnrt on 040514 ? 15 lApp I3> foi warded App A documents 

already fot warded Index f orthc omi ny Search continuing 
FELTON. J M Division of Rules and Records BX14 000 04/07/10 

HICE.C M Kirkland Ellis 2PP 26500 001 24X 

Fjche 50-329-84/07/10-8408010061 


-•3400170374 Rev 44 L 47 to FSAR Response to Audit Point 1 C' handwritten 
summaries of 8hW 631013 public meeting enc 1 

* Consumers Power Co DX19 051 84/08/01 34pp 56537 170 

24X Fiche 50-329.84/07/18,8408010061 


0 Advisory Committee on Reactoi Safeguaids reports h correspondence 


8408010061 Further response to FD3A request for 16 categories of 
records re facility Documents identified by J Ooold t 
t1 Siehert on 840314 & 15 (App S) forwarded App A documents 
already forwarded Index forthcoming Search continuing 
FELTON- J M Division of Rules and Records BX14 000 04/07/18 

RICE.C M Kirkland «< Ellis 2pp 26300 001 24X 

Fiche 50-329.94/07/18.0408010061 


— 0205240603 Advises that ad hoc ACRS subcor^^mi ttee recommendations re 
Foundation pmblems 6 related remedial actions at facilities 
accep table, per 020429 t 0506-08 meetings Discussion of 
sel sffli t-re la ted issues tentatively scheduled for 820520-21 
FRALEY,R F ACRB - Advisory Committee on Reactor Safeguards DX14 
003 02/05/14 DIRCKS-W J Office of the Executive Director for 

Operations Ip 26500 027 24X Fiche 30-329.84/07/18-8408010061 


— 9206060008 Summariies 266th ACR5 meeting an 920603-05 Subj to 
satisfactorily completion of const l> staffing & If due 
regard given to ACRS c omments. p lant can operate at 57 power 
w/o undue risk to public Full power recommendation detened 
6HEWriON-P ACBS - Advisory Committee on Reactor Safeguards BX14 
004 92/06/00 PALLAOINQ-N Commissioners 6pp 26500 028 

24X Fiche 50-329,84/07/18.8408010061 


— 8409010132 Forwards TERA Corp 030815 Itr describing Pour conceptual 
•options for independent quality verification program 
fliethodolug les Option 1 integral part of IDCVP at Midland 
FISCHER. D ACR6 - Advisory Committee on Reactor Safeguards DX14 
OOl 83/11/15 ACR& - Advisory Committee on Reactor Safeguards 

2pp 26300 012 24X Fiche 50-329- 64/0// 1 0, 840001006 1 


— 0400010135 Forwards QA/QC project status rept presented at ACRS 274th 
meeting on 030210 

FISCHER. D C ACRB - Advisory Committee on Reactor Safeguards 
BX14 002 03/03/03 ACRS - Advisory Committee on Reactor 

Safeguards 6pp 26500 021 24X Fiche 50-329-84/07/18. 

9400010061 


-0408010143 Forwards summary tt conclusion of overall of f oct i vonoss 
portion of Region III rept on design 6 const problems Lack 
of aggressive QA attitude & overreliancc on AE contribute 
to 9A problems 

FIBCHER.D C ACRS - Advisory Cummittoe on Reactor Bafoguards 
BXH 005 02/12/09 ACRS - Advisory Committoe on Reactor 

Safepuards 4pp 26500 034 24X Fiche 30-329-04/07/18- 

0408010061 


—040001014/ Forwards JW Cooir 810430 Itr L executive summary re OA 
program update. per 030215 request 

SOMMERS, 0 A Cnnsumers Power Co DX14 006 03/02/16 

FISCHER, D C ACRS - Advisory Committee on Reactor Safeguards Ip 

26300 030 24X Fiche 30-329. 84/0//IB, 0406010061 


— 0408010152 Forwards status rept re QA/OC activities at facility to he 
presented at ACRS 274th meeting on 63D210 

FISCHER, D C ACRS - Advisory Cammlttoo on Reactor Safeguards 
0X14 009 03/02/07 ACRS ' Advisory Committee on Reactor 

Safeguards 7pp 26500 050 24X Fiche 30-329,84/07/18, 

0400010061 


—6408010133 Discusses major reduction In safety-related work at Midland 
ACRS comments to NJ Palladino end 

FISCHER. D ACRS ~ Advisory Committee on Reactor Safeguards DX14 
009 B2/J2/Q7 ACR8 - Advisory Committee on Reactor Safeguards 

3pp 26SOO 065 24X Fiche 30-329,84/07/16.0408010061 


— 8408010163 Foruiards cost estimate for once through steam generator 
overfill protection mad, per rt^quest 

DREHQDL, K E Consumers Power Co DX14 012 82/08/17 

FISCHER. D C ACRS - Advisory Committoe on Reactor Safeguards 

2pp 26300 073 24X Fiche 50-329,94/07/19,8408010061 
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— 'Q4O0O1O16S Foruiarrfs SSER 1, addressing ACOS recommendations contained in 
□20606 interim rept Operating license review project status 
repts for 020520-21 t 0602 end W/o SBEU 

FISCHER. D ACRS - Advisory Committee on Reactor Safeguards 0X14 
013 S2/07/1*? OKRENT/D ACRS - Advisory Committee on Reactor 

Safeguards i2pp 26500 075 24X Fiche 50-329.04/07/10. 

B40B010061 


— 8400010173 Discusses util approach for satisfying safety review 
regu 1 r ements at Dig Rock Po int. Pa 1 1 sades 6 Midland Summary 
of 020504 meeting & viewgraphs enc 1 

FISCHER. D C ACRS ~ Advisory Committee on Reactor Safeguards 
BX14 014 82/05/17 ACRS - Advisory Committee on Reactor 

Safeguards 45pp 26500 007 24X Fiche 50-329. 04/07/ 1 B. 

0408010061 


— 8400010170 Forwards sur.nary of ad hoc Subcommittee on Midland Units 1 h 
2 020429 meeting Related info unci 

FISCHER. 0 ACRS - Advisory Committee on Reactor Safeguards 0X14 
016 82/05/06 SIESS. C ACRS - Advisory Committee on Reactor 

Safeguards 32pp 26500 133 24X Fiche 50-329.04/07/10. 

B408010061 


— 0400010103 Discusses accep tab i 1 i ty of Midland reactor pressure vessel 
anchor bolts* per util 811123 1 tr 1/ attached rept Expresses 
concern re rept sufficiency 

SHCHMONi P 0 ACRS - Advisory Committee on Reactor Safeguards 
0X14 017 02/02/03 V/OLLMER* R H Division of Engineering Ip 

26500 173 24X Fiche 50-329.04/07/18.0408010061 


— 04OSO1O1B0 Forwards util 600522 Itr identifying one of many OA problems 
at facility Incident re fill matl under vital structures 
noted in P Tam 000516 Itr Incidents should be considered in 
evaluation of need for subcommittee meeting 

YOUNG. 0 G AGR9 “ Advisory Committee on Reactor Safeguards DXI4 
010 80/06/03 SHEHMONi P ACRS - Advisory Committee on Reactor 

Safeguards Ip 26500 174 24X Fiche 50-329.84/07/10.0408010061 


—0400010191 Summary of 000523 meeting w/util in Dcthesda.MD re reactor 
vessel holddown stud failures at facility 

YOUNG. G G ACRS - Advisory Committee on Reactor Safeguards 0X14 
019 80/03/26 SHENMQN. P ACRS - Advisory Committee on Reactor 

Safeguards 3pp 26300 184 24X Fiche 30-329,64/07/18. 

6400010061 


— 640B010195 Recommends rosiew of foundation problems at facility Poor 
quality fill mail used under containment It other vital 
struc tores 

TAM. P ACRS - Advisory Committee on Reactor Safeguards 0X14 020 
00/05/16 SHEWMDN, P ACRS - Advisory Committee on Reactor 
Safeguards Ip 26500 187 24X Fiche 50-329.84/07/18.8408010061 


— 840B010198 Advises that unresolved safety issue exists In poor quality 
of fill matl under containment other vital structures as 
evidenced by diesel generator bldg settlement 

MCKINLEY, J C ACRS - Advisory Committee on Reactor Safeguards 
0X14 021 80/05/09 TAM, P ACRS - Advisory Committee on Reactor 

Safeguards Ip 26300201 24X Fiche 30-329,04/07/10.0408010061 


—8408010202 Forwards portions of FBAR for review of sei 1 /foundation 
problems Site visit 6 subcommittee meeting will be arranged 
MCKINLEY, J C ACRS - Advisory Committee on Reactor Safeguards 
DX14 022 BO/03/21 O8TER0ERO. J 0 Northwestern Unlv , Evanston, 

IL ip 26300 202 24X Fiche 50-329. B4/07/1B. 8400010061 


— 0400010204 Discusses facility safe shutdown boratlon capability B&N 
Water Reactors Subcommittee review to explore proposed fixes 
suggested 

MULLER r R ACRS - Advisory Committee on Reactor Safeguards 0X14 
023 79/11/14 CTHERINOTQN.H ACRS - Advisory Committee on 

Reactor Safeguards ip 26500 207, 24X Fiche 50-329,84/07/10. 

0408010061 


—0408010206 Summary of 790718 meeting ui/utll onsite re abnormal 
settlement of fill 8< structures Agenda t< viewgraphs encl 
ZUKOR. D J ACRS - Advisory Cemmltlee on Reactor Safeguards DX14 
024 79/07/31 ACRS - Advisory Committee on Reactor Safeguards 

7epp 26300 210 24X Fiche 30-329.84/07/18.8408010061 


G Inspection reports. IE Bulletins L correspondence 


0400070103 Identifies activation completed %c/or in progress, in response 
to IE Dullelin 03-07 re apparently fraudulent matl supplied 
by Ray Miller, Inc Final rept planned for 840901 

COOK, J W Consumers Power Co 04/07/11 KEPPLER. J Q Region 3. 
Office of Director 4pp 23950 023 24X Fiche 30-329.84/07/11. 

84OBO7O103 


B40B07022’’ Submits final response to IE Bulletin 83-06 re nonconforming 
mails supplied by Tube-Line Corp Investigation performed by 
Bechtel determined three vendors supplied Tube-Line matl All 
Tube-Line mails removed from log 

COOK. J W Consumers Power Co B4/07/11 KEPPLER, J G Region 3. 
Office of Director 3pp 35940 230 24X Fiche 30-329,04/07/11, 

0408070227 


B408030071 Forwards IE Insp Repts 30-329/04-21 h 50-330/04-22 on 
640601-30 No none onp 1 i anc e noted 

WARNICK.R F Region 3, Office of Director 04/07/12 CDQK, J U 
Consumers Power Co 2pp 25917 315 24X Fiche 50-329.04/07/12. 
6400030071 


—6406030076 IE Insp Repts 30-329/04-21 k 50-330/84-22 on B40601-30 No 
noncomp 1 lance noted Major areas inspected remedial soil work 
ac tivi ties, a 1 logatl ons. turb ine roll, status assessment, 
quality verification programs S. progress 

HARRISON. J J Region 3. Office of Director B4/07/12 5pp 
25917 317 24X Fiche 30-329.84/07/12,8400030071 


0408010061 Further response to FOIA request far 16 categories of 
records re facility Docunents identified by J Goold tt 
M Siebert on 840314 8c IS <App 0> forwarded App A documents 
already forwarded Index forthcoming Search continuing 
FELTON. J M Division of Rules and Records DX14 000 B4/O7/10 

RICE. C M Kirkland U Ellis 2pp 26300 001 24X 

Fiche 50-329, 84/07/10. B40B01 0061 


—0309130017 Discusses IE insp on 021012-1125 & 030119-21 & forwards 
order imposing civil monetary penalties in amount of 
il20.000 for violation re breakdown in implementation of QA 
program per lOCFRSO, App B 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement DX21 018 03/08/29 8ELDY, J D Consumers Power Co 

3pp 26354 045 24X Fiche 50-329.04/07/10.8400010061 


—0400020190 IE Investigation Rept 3-02-061 on 030103-0330 No 
noncompliance noted Major areas investigated allegations 
that util violated ASLB 620430 order re NRC approval far 
excavating in remedial soils program Investigation closed 
WEIL. C H . PAWLICK. E T Region 3. Office of Director DX17 02B 
03/06/02 I7pp 26519 170 24X Fiche 50-329,04/07/10.6400010061 


—8400020194 IE Investigation Rept 3-B2-D61 on 03071 1-0B08 No 
noncompliance noted Major areas investigated allegations 
that util violated ASLB 020430 order re NRC approval For 
excavating in remedial soils program Investigation reopened 
NEIL.C H . PAULICK.E T Region 3, Office of Director WARD. U J 
Office of Investigation BX17 029 03/09/12 20pp 26319 199 

24X Fiche 30-329.04/07/18.8408010061 


— 0400020196 Provides Supplemental Ofc of Investigation Rept 3-62-061 
re util alleged violation of ASLB order 

HAYES, B D Office of Investigation DX17 030 83/09/12 

KEPPLER. J G Region 3. Office of Director 3pp 26319 221 24X 

Fiche 50-329.04/07/18,6408010061 


—0400140039 Draft IE Insp Repts 50-329/70-20 & 30-330/78-20 from insp on 
781211-20 h 790104-23 Violations noted inadequate control & 
supervision of plant fill matl placement k const specs not 
followed 

PHILLIP, G A Region 3. Office of Director DX16 002 84/07/10 

60pp 26307 112 24X Fiche 30-329,04/07/18.0408010061 


— 0400140055 Preliminary "Discussion of NRC Insp Facts Resulting From 
NRC Investigation of Diesel Generator Bldg Settlement " 
e Consumers Power Co BX16 004 79/03/03 35pp 26507 315 

24X Fiche 50-329.04/07/10.0400010061 


— 04OB14O51G Summary of R Landsman 010325-27 k 0407-09 insps conducted 
to verify QA program for util soil borings conducted in 
response to Corps of Engineers request for addl soil info 
» NRC - No Detailed Affiliation Given BX16 054 04/07/10 4pp 

26512 259 24X Fiche 50-329.04/07/18.0400010061 


— 8400150622 Discusses basis for recommendation ta extend 6ALP III 
evaluation period fran 020630 to 021231, per 020719-20 
discussions Related info encl 

CODK. R U Region 3. Office of Director BX2I 012 82/00/06 

BPE6QARD, R L Division of Project 8. Resident Programs i3pp 
26353 143 24X Fiche 50-329,04/07/10,8400010061 


— 0400150624 Draft summary of NRC 040229 meeting w/util at Region 111 ofc 
re results of NRC HVAC insps L investigation of allegations 
U expansion of QA train ing. qual if Icatlon )k certification 
activities Viewgraphs encl 

» Region 3. Office of Director BX20 002 04/02/29 Region 3. 

Office of Director 2lpp 26337 342 24X Fiche 30-329.84/07/10. 

8408010061 
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— 9408150633 Foru^rds Res 4 to "Region III SALP Schedule " Schedule 
changes to ll'Sted Facilities explained in remarlis sections 
of schedule Addl handurlttcn notes also encl 

NORELlUSiC E Region 3, Office of Director B\20 004 6^/06/04 

KePPLER,J 0 I DAVIS, A B , BPESSARD. R L Region 3, Office of 
Director 22pp 26533 025 24X Fiche 50-329*64/07/18.0408010061 


— B40B150639 Discusses Ofc of Special Cases special insp on B21012-11S5 
foruards draft notice of violation re significant brealtdoun 
In implementation of QA program Handwritten NRR comments 
also end 

KEPPLERiJ 0 Region 3, Office of Director BX20 005 83/01/05 

COOK. J W Consumers Power Co B4pp 2653B 049 SAX 
Fiche 50^329, 84/07/18. 0408010061 


— 8408150640 Act receipt of 830926 Ifcr 6 payment in amount of ♦116.500 
for civil penalty imposed by B30B29 order 

AXELRAD, J A Enforcenent Staff DX21 016 83/10/04 SELDY, J D 
Consumers Power Co 2p p 26553 305 24X Fiche 50-329,04/07/18. 
8400010061 


— B40B150644 Forwards paynent in amount of «li6»SOO in response to 
830829 Itr imposing civil penalty For violations found 
during Insp B3-23 <EA 03-O3J Related info enc 1, me lud ing 
matl on 830011 public neeting 

COOK. J U Consumers Power Co BX21 017 03/09/26 DEYOUNG * R C 

Director's Office. Office of Inspection and Enforcement 29pp 
26534 005 24X Fiche 30-329. 84/07/ 18. B40B010-06J 


—8408150669 Corrects Page 3-1 of Attachment 3 to util 020517 response to 
draft SALP rept for Jal 19B0 - June 1961 . c lar i fy i ng stop 
work order on drilling 

COOK. U W Consumers Power Co 8X21 024 62/05/21 KEPPLER. J* O 

Region 3. Office of Director 3tpp 26554 313 24X 

Fiche 50-329.64/07/18.6408010061 


— G40Bi 5Q67S Forwards response to draft SALP rept for JIul 1980 - June 
1981. d iscussed at B20426 meeting w/NFtC 

COOK. J W Consumers Power Co 8X21 025 B2/05/17 KEPPUEft* J 0 

Region 3. Office of Director 3Bpp 26554 344 24X 

Fiche 50-329.64/07/18,0408010061 


—8408150677 Discusses SALP appraisals for Zimmer L Midland Suggests 
limited SALP-3 appraisal for Midland to cover remedial soils 
work.DLU work U HVAC activities 

KEPFLER.JO Region 3, Office of Director 0X21 026 83/04/18 

HIND. J A Division of Radiological Materials Safety Programs 
ip 26555 066 24X Fiche 50-329.64/07/10.6408010061 


— 6408150690 Lists reasons why SALP III evaluation period should be 
extended to 821231. per B20719-2D discussion Related info 
enc 1 

COOK. R J Region 3. Office of Director 0X21 02? 62/08/06 

&PESSARD. R L Division of Project & Resident Programs SIpp 
86555 112 24X Fiche 50-329.84/07/10.8408010061 


--8408150738 Forwards summary of 640229 meeting in Region III ofc re 
results of HVAC insps L investigation of allegations & 
expansion of training, qual i fication & certification 
activities Handwritten notes entl 

HELLS. R A Censuners Power Co 0X20 032 64/03/29 

KARREGON. J J Region 3* Office of Director I69pp 26544 014 

24X Fiche 50-329.84/07/18.0408010061 


B4081S0743 Submits reasons for extending SALP III evaluation period 
to 621231 Rept contains issues being resolved between NRC & 
licensee Extension can be used as performance motivator 
Handurltten note & supporting documentation end 
COOK. R J Region 3. Office of Director nX20 036 82/00/06 

8PEB9ARD.R L Division of Project 4; Resident Programs 350pp 
26546 001 S4X Fiche 50-329.84/07/ 18. 0408010061 


I40B150747 Submits supplemental SALP Input for facility Changes 
retiuired to provide overall Div of Engineering & Technical 
Insp rating for QA functional area ^ consolidate comments 
for recommended increased insp frequency 

PIRTLE.G Region 3. Office of Director 0X20 037 03/10/01 

EOYD, D Region 3, Office of Director Ip 26547 011 24X 

Fiche 50-329. 04/07/ 1 8. 84080 1 006 1 


B4081S0752 Submits OA issues to be addressed at evidentiaril session in 
facility proceeding Summary rept 8i oral c ommuni ca tl ans 
record re reinsp requirements based on results of 
certification testing encl 

PATON.W D NRC - No Detailed Affiliation Given DX20 041 
82/08/10 ADENSAM.E 0 NRC - No Detailed Affiliation Olven 
IBpp 26548 075 24X Fiche 50-329.^4/07/18.6408010061 


— B40B17O1J? Confirms that underpinning instrumentation installation lui 
be suspended until procedures f diawings developed t- plani. L 
schedules established to inspect ^ audit ac t i vi t i es. p er 
020319 tel con 

KEPPLER.J G Region 3* Office of Director BX19 007 82/03/19 

COOK. J H Consumers Power Co 2pp 26330 037 24X 

Fiche 50-329, 84/07/10, 0408010061 


— B4O017OI52 Forwards redrafted msp rept Rept has been reviewed w^NRC 
far format L content Rept covers insp made 821129-1210 
CHARAK. I Argonne National Laboratory QX19 011 82/01/07 

WARNICK.R Region 3, Office of Director 7pp 26330 233 24X 

Fiche 30-329.04/07/19,8408010061 


— B4O017O157 Forwards draft insp rept re findings oF personnel who 
participated m routine insps on 021129-1203 & 1208-10 
CHARAK. I Argonne National Laboratory 0Xl9 012 02/12/22 

WARNICK.R Region 3, Office of Director I4pp 26530 240 24X 

Ftche 50-329.84/07/18.0408010061 


— 0400170174 Forwards IE Mgt Meeting Repts 50-329/82-09 ?. bO-330/02-09 
02051 4 

NORELIUS.C E Region 3. Office of Director 0X19 013 82/06/28 

COOK, J U Consumers Power Co 2pp 26331 033 24X 

Fiche 50-329. 84/07/18, 0408010061 


— 0400170101 IE Mgt Meeting Ropta 50-329/82-09 e< 50-330/82-09 on B20514 
Major areas discussed licensee disposition of results of 
electrical overview insps 

GARDNER. R N , WILLIAMS. C C Region 3. Office oF Director BX19 
013A 82/06/24 3pp 26531 035 24X Fiche 50-329,94/07/10, 

0408010061 


— B40B17O2O3 Forwards IE Insp Repts 30-329/02-07 h 50-330/02-07 on 
020421-23 No noncompliance noted Schedule for reinsp program 
of piping suspension sys requested within 25 days from 
receipt of Itr 

« Region 3. Office of Director 0X19 017 02/07/15 Consumers 

Power Co 2pp 26531 071 24X Fiche 50-329.84/07/10.0408010061 


— 8406170232 Forwards SALP Repts 50-329/82-14 & 50-330/02-14 for period 
Jul 1980 - June 1981 

KEPPLER.J G Region 3. Office of Director 8X19 026 04/07/lD 

COOK. J W Consumers Power Co 2pp 26333 138 24X 

Fiche 50-329,04/07/10.3400010061 


— 0409170236 Ack receipt of 820114 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/01-12 & 
50-330/81-12 

NORELIUS.C E Division of Engineering 0X19 028 02/02/03 

COOK. J W Consumers Power Co 4pp 26533 188 24X 

Fiche 50-329.64/07/16.0400010061 


--B4O017O271 Requests Ofc of Investigations provide investigator to 
assist Ofc of Special Cases In closeaut of unresolved item 
in Insp Rept 329/82-22-27 re use of unofficial documents 
for recording nonconformances 8« deficiencies 

WARNICK.R F NRC - No Detailed Affiliation Given 0X19 033 
83/01/27 PAWLIK.E T Region 3, Office of Director Ip 
26534 295 24X Fiche 30-329,04/07/18,0408010061 


— 9400170274 Discusses 031021 interview w/A Gautam & unnamed individual 
re allegations concerning Corns t oc t(, Dech tel & Zack const 
activities at plant Details of issues referred to Ofc of 
Investigation Dfc of Inspector Auditor 

HAHKIMS.F C Region 3. Office of Director DX19 036 83/10/26 

Region 3, Office of Director Ip 26534 296 24X 

Fiche 50-329.64/07/18.9409010061 


— 9400210464 Notifies of 030700 meeting to discuss NRR SALP III 
assessment based on recent hearing testimony by Region III St 
several third-party reviewers 

NOVAK. TM Assistant Director for Licensing DXIB 055 83/07/07 

JOHNSTON, W , KNIGHT. J P , RUDENSTElN.L NRC - No Detailed 
Affiliation Given llpp 26320 262 24X Fi che 50-329, B4/07/1B. 

8400010061 


— B408220059 Responds to 830829 Itr re imposition of civil penalty for 
violations noted during Insp 83-23 Penalty reduced because 
of prompt corrective actions Check encl 

COOKiJ U Camsumers Power Co 0X19 052 83/09/26 DCYDUNO. R C 

Director's Office. Office of Inspection and Enforcement 2pp 
26537 208 24X Fiche 50-329.04/07/18.8408010061 


— 8400220070 SALP Repts 50-329/Q2-14 ^ 50-330/02-14 for Jul 1980 - June 
1781 

» Region 3. Office of Director 0X19 027 02/03/31 2Bpp 

26533 160 24X Fiche* 50-329, 04/07/16. 8400010061 
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-■0 400270330 Torujards &L»r-marg of B40eS‘? meeting 
negior^ Hi re results of insps *■/ investigat 
allegations re KVAC work 

WELLSi « A Consoneis Power Co 0X19 020 
HAHRISGN. J J Region 3. Office of Director 
24X Ficfie 50-329, 84/07/ 18> B40BO 10061 


ui/Reg ion 
on into 

B4/03/24 

I7pp 


III It util 

26532 023 


in 


8400240136 Forwards «9t Meeting Repts 30-329/84-10 & 50-330/84-19 oti 
040713 

WARNICK<R F Region 3, Office of Director 84/08/20 COOK, J W 
Consumers Power Co 2pp 26228 205 24X Fiche 30-329» 84 /OB/20^ 
6400240136 


8407250229 IE Info Notice 84-57 j "Operating Experience re Mnistwre 
intrusion in Safety-Related Electrical Equipment at 
Conidiercial Power Plants " Sve list enc 1 

JOHQANi E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 84/07/27 Consolidated Edison Co of Mew 

York* Inc n9pp 25865 047 24X Fiche 50-000.04/07/27.8407250329 


840B070401 Informs that new sys of acknowledging receipt of licensee 
correspondence re nonconp 1 lanc e found during insp 
ins fcl tuted. cf f ec tlN o 840820 Preprinted form will be used 
rather than Itr 

KEPPLER.J G Region 3. Office of Director 84/08/03 

Commonwealth Edison Co 3pp 25942 jga 24X Fiche 50-000.84/08/03/ 

8408070401 


— 0400240144 Mgt Meeting Repts 50-329/84-18 !« 50-330/04-19 on 040712 
Major areas discussed work activities for auxiliary bldg 
under p inni ng . status of sve water pump structure it QA/OC 
act i vit les 


LANDSMAN, R 

0 . 

HARRISON. J J 

Region 3, 

Office of Director 

04/08/20 

4pp 

26228 207 

24X Fiche 

50-329,84/08/20, 04OB24O136 

04OB21O142 IE 

Info 

Notice 04-60. 

"Potential 

Deficiency xn Improperly 


Rated Field Wiring to Solenoid Valves " Sve list end 
JORDAM/ E L Division of Emergency Preparedness fr Engin^Bring 
Response (Post 030103) 04/08/21 Consolidated Edison Co of Mew 

York, Inc llSpp 26329 000 24X Fiche 30-000.04/00/21,0408210*42 

R Periodic operating reports Ic related correspondence 


0400230502 Forwards IE 
040611-13 & 23-29 No 
UARMICK/R F Region 
Consumers Power Co 
8400230502 


Insp Repts 50-329/04-24 50-330/04-23 on 

noncomp 1 lanc e noted 

3, Office of Director 84/08/03 COOK/ J U 
2pp 26212 264 24X Fiche 30-329/04/08/03/ 


“8408230512 IE Insp Repts 30-329/84-24 6 50-330/84-25 on 840611-15 ir 
25-29 Nd noncomp 1 lance or deviations noted Major areas 
inspected licensee action on 10CFR50 55<o) items 
HARRISON. J J Region 3. Office of Director 04/08/03 Bpp 
26212 266 24X Fiche 30-329,04/08/03,8408230502 


0408010333 IE Info Notice 04-59, ^'Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

•JORDAN/ E L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 04/08/06 Consolidated Edison Co of New 

York/ Inc I22pp 26068 001 a4X Fiche 30-000.84/08/06.8400010333 


8408010337 IE Info Notice 04-60/ "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list enc I 
JORDAN/ E L Division of Emergency Preparedness 6 Engineering 
Response (Peat Q30103) 84/00/06 Consolidated Edison Co of New 

York/ Inc I23pp 26067 158 a4X Fithe 50-000/94/08/06.8400010337 


8408070120 IE Info Notice 84-61. "Overexposure of Diver in PUR 
Refueling Cavity “ Sve list end 

JORDAN. £ L Division Of Emergency Preparedness & Engineering 
Response (Post 830103) 84/00/08 Consolidated Edison CO of New 

York* Inc l20pp 26129 110 24X Fiche 50-000, 84/08/08/ 8408070120 


8408070376 IE Info Notice 84-62/ "Therapy Mi sadmln istrat 1 ons to 
Patients Undergoing Co-60 Telothorapy Treatments " Bve 
list end 

ORAC^/ J N Division of QA. Safeguards 1. Inspection Programs (Post 
030103) 84/00/10 Consolidated Edison Co of New York, Inc 

laspp 26J30 001 24X Flcho 50-000. 84/00/ 10/ 3408070376 


8408100009 IE 
Sve list one 
JORDAN, E L 
Response (Po 
York/ Inc 


Info Notice 04-63. "Dofectivo RHR Replacement Piping " 

1 

Division of Emergency Preparedness 8< Engineering 
St 830103) 04/08/13 Consolidated Edison Co of New 

ll9pp 26197 218 24X Fiche 50-000,84/08/13,8400100009 


8408010061 Further response to FOIA request for 16 categories of 
records re facility Docunents identified by J Goold tt 
H Siebert on 840314 & 15 (App 5) forwarded App A documents 
already forwarded Index forthcoming Search continuing 
FELTON. J M Division of Rules and Records 0X14 000 84/07/10 

niCE/C M Kirkland Sc ElUe 2pp 26500 001 24X 

Fiche 30-329.04/07/10/0408010061 


— 8400150603 Forwards Midland monthly status repts for Aug-Sept & Nov 
1982 Related info end 

WARNICK.R F Region 3, Office of Director BX21 000 82/12/SO 

KEPPLER.J 0 Region 3, Office of Director 23pp 26551 256 24X 

Flcho 30-329,84/07/10.8400010061 


— 0408150690 Forwards monthly status rept for Dec L903, conta Ining input 
from fnsp site team of Ofe of Special Cases 

COOK.R J Region 3. Office of Director 0X21 031 03/01/12 

WARNICK/R F Region 3. Office of Director 2pp 36955 161 24X 

Fiche 30-339/04/07/18,8400010061 


8400240132 Forwards minutes of monthly third party assessment 840712 
meeting re status of independent assessment of underpinning 
8< remecfial soils work & status of const implementation 
overview program 

LUCKS. A S Stone 6 Webster. Inc 04/08/07 HARRISON. J J Region 
3. Office of Director 43pp 26526 033 24X Fiche 50'‘32?. 84/00/07. 

6408240132 


— 0408240134 Forwards Independent Assesament of Underpinning Weekly Kept 
91 for 040610-16 Minutes of dally meetings between mef^bers 
of assessment team 6 site engineer ing, const & OA perspnnel 
enc 1 

LUCKS. A 8 Stone tt Webster. Inc 04/06/20 DURGE08/ 5 L NRC - 
No Detailed Affiliation Given I9pp 26226 178 24X 

Fiche 90-329,84/00/07.0400240132 


— 8408240130 Forwards Independent Assesamant of Underpinning Weekly Rept 
92 for 840617-0623 Minutes of daily meetings between members 
of assessment team & site engineering const & OA personnel 
one 1 

LUCKBiA S Stone & Webster. Inc 04/06/27 BURGESS. B L NRC - 
Mo Detailed Affiliation Given I6p 26226 193 24X 

Fieho 50-329,84/00/07,8408240132 


8400100039 IC Info Notice 04-64, "DWR HPCI Initiation 3oal-In U 
Indication '■ Sve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Rfisponse (Post 030103) 04/08/15 Consolidoted Edison Co of New 

York, Inc I04pp 26193 093 24X Flcho 50-000. 84/00/1 9, 0400100038 


0400100021 IE Info Notice 84-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment *' 8vc 
list anc 1 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Reaponse (Post 030103) 84/08/16 Consolidated Edison Co of New 

York. Inc llBpp 26193 001 24X Fiche 30-000,84/08/16,8408100021 


8408100035 IE Info Notice 84-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Foediuater Train " Sve list enc H 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Respanso (Post 830103) 84/08/17 Consol Idated Edison Co of New 

York. Inc I20pp 26276 OOi 24X Fiche 30-000,84/08/17,8400100055 


8408140208 IE Info Notice 04-67, "Recent Snubber Inservice Testing W/ 
High Failure Rates " Bve Hat end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Respanse (Post 030103) 84/00/17 Consolidated Edison Co of New 

York* Inc I22pp 26276 122 24X Fiche 50-000.84/00/17.8408140208 


— 0408240143 Forwards Independent Assessment of Underpinning Weekly Rept 
93 for 840624-0630 Minutes of daily meetings between 
members of assessment team it site eng Ineering/ c onst it QA 
personnel end 

LUCKS. A 8 Btone it Webster. Inc 04/07/03 DURGE80. H L NRC - 
No Detailed Affiliation Given llpp 26226 209 24X 

Flcho 90-329. 04/00/07, 0400240132 


— 0400240140 Forwards Const Implementation Overview Weekly Rept Si for 
840328-0601 Rept includes summary of activities i, open 
items, nonconformance Idont 1 f icoti on repts 6 hold points 
KARR, J E Stone it Webster, Inc 04/06/08 KEPPLER.J 0 Region 
3, Office of Director iBpp 26226 292 24X 

Ficho 90-329,84/08/07.8408240132 


— 8408240152 Forwards Const Implementation Overview Weekly Rept 53 for 
840611-15 Rept includes summary of activities it open items, 
noncanf ormanc e identification repts & hold points 
KARR. J E Btone & Webster. Inc, 84/06/22 KEPPLER, J 0 Region 
3. Office of Director IBpp 26226 320 24X 

Fiche 90-329. 04/08/07. 0400240132 


— 840a240l99 Forwards Const Implementation Overview Weekly Rept 34 for 
840618-22 Rept includes summary of activities U open items/ 
nonconformance identification ropts it hold points 
KARR, J E Stone 6 Webster, Inc 04/07/02 KEPPLER, J O Region 
3. Office of Director I0pp 26226 346 24X 

Fiche 50-329.84/08/07,8400240132 
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5 Reportable oc c urrenc , uERs &■ related correspondence 


□40A01003Q Foruards Traciced Action Item 086 re MR 022 6 NIR 033 
Requests one reply clarifying initial findings Current 
replies provide inaccurate t conflicting info 
KARR»J E Stone «< Keha^er- Ire B4/05/22 KEPPLER^ J G < 
HARRISON. J J . burgess. D L r^RC - No Detailed Affiliation Given 
2pp 24737 331 24X Fiche 50-329. 84/05/22. B4060I0G3B 


8405290062 Foruards “Investigation of Types AF & AE Piston Skirts " 
Rept supercedes 640327 submittal 

RAVi C L TOI (Transaner ica Delaval. Inc > OiiineTs Group B4/05/24 
DENTOM. H R Office of Nuclear Reactor Regulation. Director 2pp 
24690 045 24 X Fiche 50-000.64/05/24.8403290062 


— -0403290075 “Investigation of Types AF L AE Piston Skirts '' 

» Failure Analysis Associates FAAA-a4-2~14 84/05/23 iSOpp 

24X Fiche 50-000. B4/05/24. 8403290063 


B403290179 Forwards 'Evaluation of Emergency Diesel Generator 
Crankshafts at 5horehar\ 6 Grand Gulf Nuclear Pouer 
Btatlons " 

RAY. C U TDI (Transamertca Delaval. Inc ) Owners Group 84/05/24 
DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 
24692 090 24 X Fiche 50-000.84/05/24,8403290179 


8408060405 Forwards repts received by BNWL fc consultants directly from 
FaAA & TDI Owners Group at 840622 meeting Draft ''Overview of 
Repts. Analysis h Recomnendations re Mam Propulsion Engines 
M/V Columbia" end 

ALZHEIMER. JM BattelJe Memorial Institute. Pacific Northwest 
Laboratories 64/06/2B MILLER. M Division of Licensing t56pp 
25926 173 24X Fiche 30-000.84/06/28,8408060403 


8408060030 Forwards info addressing open items identified in NRC/ONWL/ 
TDI Diesel Generator Ouners Oroup 640^22 meeting 

RAY. C L TOI {Transam«rica Delaval. Inc ) Quiners Group 84/07/10 
flERLiNCER.C Director's Office. Office of Inspection and 

Enforcement 43pp 25933 133 24X Fiche 50-000.84/07/10. 

04OBO6OQ5O 


8408310054 Final deficiency rept re concrete embedment design using 
shear lugs located Qut«ide compression zone Initially 
reported on 621203 Use of shear lugs outside compression 
lonft is proper design technique Related correspondence 
COOK. J W Consumers Power Co DSQ 9a6 84/07/11 KEPPLER. J G 

Region 3. Office of Director Ip 26350 186 24X 

Fiche 50-329.84/07/11.8408310054 


8406010061 Further response to FQIA request for 16 categories of 
records re facility Docunents identified by J Ooold 6 
H Siebert on 640514 & 15 <App 8) forwarded App A documents 
already forwarded Inda* forthcoming Search continuing 
FELTON. JM Division of Rules and Records BX14 OOO 84/07/18 
RICE. C M Kirkland 6 Ellis 2pp 26500 001 24X 

Fiche 50-329.64/07/10.8408010061 


— 8110260082 Informs that licensee taking position that IEEE 279 
jurisdiction starts w/ tran smi tier Jurisdiction should start 
at sensing line connection to process plplhg 

HENDERSON. J B Reactor Projects Sections (Regions 1 & 3> 0X19 

024 ei/iO/oi WILLIAMS. C C Plant Systems Section Ip 
26533 030 24X Fiche 50-329.84/07/18,8408010061 


8408010160 Forwards interim iOCFRSO 53(e) rept re OA program &c mfg 
deficiencies affecting radiation monitoring equipment 
supplied by Victoraen. Inc 

FISCHER.D ACR3 ~ Advisory Committee on Reactor Safeguards BX14 
Oil B2/tl/l5 OKRENT.D ACR5 - Advisory Committee on Reactor 
Safeguards ip 26500 072 24X Fiche 50-329.84/07/18.8408010061 


8408130658 Reconmends issuance of boand notification for end potential 
Part 2l rept from Zack Co (HVAC subcontractor) re accuracy 
of welder records 

WARWICK. R F Region 3. Office of Director DX21 020 82/09/01 

EISENHUT. D G Division of Licensing 2pp 26554 179 24X 

Fiche 50-329. 84/07/18. 84080 1 (X)61 


0408150694 PNO-77-035 on 770226. bulge discovered in containment liner 
plate Caused by water coming through tears In liner plate 
Addl holes cut in plate to facilitate draining Related Info 
enc 1 

WARWICK. R F , RQY.G H . THOMPSON, D Office of Inspection U 

Enforcement, office of the Director BX21 030 77/03/01 7pp 

26555 154 24X Fiche 50-329. 84/07/18, B4080I0061 


■0408170090 Discusses util 820428 telcgn notifyng that, while drill Ino 
well in O area, electric duct bank struck Drawings 
Indicated duct hank elsewhere Investigation continuing 
SHAFER, W D Region 3, Office of Director DX19 OOIA 02/04/20 
WILLIAMS, G C , landsman. R B NRC - No Detailed Affiliation Given 
Ip 26529285 24X Fiche 50-329,04/07/18,8408010061 


--8400170276 Foruards util repts to auviliaTij bldg sei'mic an^lysib * 
crackb in borated water storage tank ^ouiidaTjon per util 
810121-22 notifications Const deficiency info may ei i d in 
resolution of mattei 

NOHELIUS. C E Division of Engineering BXI9 036AB 81/11/24 

EISENHUT,^D G Division of Licensing Ip 26535 165 24X 

Fiche 50-329,84/07/18.8408010061 


8408060102 Forwards “Emergency Diesel Generator Auxili^^ry Module 
Contial Wiring N Termination Qualification Hevieiij “ Add! 
copies sent to BNWL 

RAY, C L TDI (Transamer I ca Delaval, Inc ) Owners Group 84/07/27 
DENTON- H R Office of Nuclear Reactor Regulation. Director 2pp 
25932 137 24X Fiche 50-000,04/07/27.0^08060102 


— 0408060138 “Emorgency Diesel Generator Auxiliary Module Control Wiring 
tt Termination Qualification Review “ 

a Stone r Webster Engineering Corp 84/07/31 36pp 25932 139 
a4X riche 90-000.84/07/27.8408060102 


&4080902B4 Forwards table indicating status of IOCFRSO 55(e) issues 
Procedures revised to assure proper handling It reporting of 
addl IOCFRSO S3<e) items 

COOK. J W Consumers Pouer Co 04/07/27 KEPPLER. J G Region 3, 
Office of Director 4pp 25994 036 24X Fiche 50-329,04/07/27, 

0408090284 


8408310259 Pinal deficiency rept re defective capstan springs in 
Pacific Scientific mechanical shock arrestors Initially 
reported on 840106 W/o description of investigation L 
corrective actions Related correspondence 

COOK. J W Consumers Pouer Co DSR 970 84/07/27 KEPPLER. J 0 

Region 3. Office of Director Ip 26350 201 24X 

Fiche 50-329.84/07/27,8408310259 


840B060324 Forwards “Design Review of Elliott Model 650 Turbocharger 
Used an TDI DSRV-12-4 it DSRV-20-4 Emergency Diesel Generator 
Bets “ 

RAY.C L TOI (Transameri c a Delaval, Inc ) Owners Group 84/08/01 
DENTON, H R Office of Nuclear Reactor Regulation. Director 2pp 
25927 064 24X Fiche 50-000.84/08/01.8408060324 


— 84060603B7 "DesiBn Review of Elliott Model 65Q Turbocharger Used on 
TDI DSRV-I2-4 h D8RV-20-4 Emergency Diesel Generator Sets “ 
n Failure Analysis Associates FAAA-04-6-56 84/07/31 62pp 

25927 066 24X Fiche 50-000.84/08/01,0400060324 


8408160394 Forwards “Design Review of Engine Base it Bearing Caps for 
TDI DSRV-16 Diesel Engines “ 

RAY.C L TDI (Transamer Ic a Delaval. Inc ) Owners Group 84/00/10 
DENTOM. H R Office of Nuclear Reactor Regulation, Director 2pp 
26091 147 24X Plche 50-000. 84/00/10, 8408160394 


--840B160403 ''OeBlgn Review of Engine Base & Bearing Cap* for TDI 
D0RV-16 Diesel Engines “ 

e Failure Analysis Associates FAAA-84-6-53 04/00/31 44pp 

26091 149 24X Fiche 50-000,04/00/10.840016039.) 


8408240115 Forwards SER re TDI Owners Group program plan SER addresses 
design review/quality rovalidation program, tost ing 6 insp. 
maint & surveillance it sets Forth requiromonls for operation 
prior to completion of program plan 

eiBENHUT. DO Division of Licensing 04/00/13 GEORGE. J B TDI 
(Transamerlca Delaval, Inc ) Owners Group Ip 26299 194 24X 

Fiche 90-000,04/00/13,8408240119 


— 8406240197 Safety evaluation of TDI Owners Group program plan Based on 
BNWL evalua tlOTt, plan incorporates essential elements needed 
to resolve outstanding concerns re rellahilitg of TDI 
engines for nuclear sve 

* NRC - No Detailed Affiliation Given B4/0S/13 2lpp 
26259 195 24X Fiche 30-000.84/08/13,8400340115 


8408160399 Forwards "Design Revieuj of Elliott Model 900 Turbocharger 
Used on TDI DSR-48 6 DSRV-16 Emergency Diesel Generator 
Sets, " representing final QA verified rapt Addl copy 
forwarded to BNWL, per NRC request 

RAYfC L TDI (Transamer lea Delaval. Inc ) Owners Group 84/08/14 
DENTONt H R Office of Nuclear Reactor Regulation, Director 2pp 
26000 163 24X Ficho 50-000,84/00/14.8400160395 


— 840B160397 "Design Reviuu of Elliott Model 90Q Turbocharger Used on 
TDI DSR-40 ii D8RV-16 Emergency Diesel Generator Bets " 

* Failure Analysis Associates FAAA-84-S-7 04/07/31 6tpp 

260GB 165 S4X Fiche 50-000,84/08/14.8408160399 


840B290179 Foruards response to 040723 request for addl info on repts 
submitted by TDI Diesel Generator Owners Group 

RAY,C L TDI (Transamerica Delaval. Inc ) Owners Group B4/08/23 
QERLINOER.C Office of Nuclear Reactor Regulation. Director I2pp 
26209 221 24X Fiche. 90-000. 04/00/23, 8408290179 
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1 HeciTing ticiiiscripts on n ort - an 1 1 1 1 >Pi t i*ijt tei s 


B^0a010061 FurthPr response to FOl* requtfst for 16 categories of 
recoids re facility Docuncnts identifierf by J Uoold *< 

M Siebert on 04O5M ^ ib lApp BJ foruiai ded App A documents 

already forwarded Inden forthcoming Search continuing 

FELTOMp J H Division of Rules and Records 0)^14 000 04/07/10 

RICE.C M Kirkland Ellis 2pp 26500 001 24X 

Fiche 50-329.04/07/18.8400010061 


— 0400020170 Testimony Of DS Hood ^ J Kane re mail false statement 
identified in NHC 791206 mod order 

HDDD. D 5 , KANE, J fJRC - No Detailed Affiliation Given DX17 021 
03/01/31 3pp 26519 027 24X Fiche 50-329. 04/07/ 10< 8408010061 


— 0400130315 Testimony of JG Kepplei ie OA problems at facility 
corrective actions taken 

l^EPPtFR.J G Region 3, Office of Director QX13 012 A 04/07/38 

25pp 26504 262 24X Fiche 50-329,04/07/18.0400010041 


— B40S140144 Testimony of HN Singh rp unresolved geotechnical engineering 
safety i ssues* i nc 1 ud mg reactor bldg f oundat i on, d leso 1 
generator bldg settlement h sve uietei bldg foundation & 
berated water tanks 

8 INGH. H N Army, Dept of, Corps of Engineers BX16 016 
04/07/10 13pp 26310 319 24X Fiche 30-329,04/07/10.8408010061 


**-0400170090 Testimony of RD Landsman m Glen Ellyn, IL re OA criteria *, 
procedures to remedial foundation work underway at site 
LANDSMAN. R D NRC - No Oclalled Affiliation Given pXt9 002 
02/04/19 2pp 26329 332 24X Fiche 30-329,04/07/18.0400010061 


•8400170292 Transcript of 0 Stamiris 840425 statement re soil settlement 
problems at plant 

STAMIRIS, BO Stamiris, B flXl9 041 84/04/25 3pp 26336 134 

24X Fiehe 50-329, 84/07/18. 8400010061 


—8400170297 Transcript of M Sinclair 040423 statement re problems up/util 
announced Dec 1906 const completion date Documentation end 
SINCLAIR. M Sinclair. « 0X19 042 84/04/25 lOpp 26536 137 

24X riche 30-329,04/07/10.8400010061 


—0400170304 Transcript of T Hcarron 040425 statement opposing 
comp 1 e 1 1 en. 1 i C ens i ng 6 operation of plant 

HEARRON. T LtJne Tree Council RX19 043 84/04/25 4pp 

26336 147 24X Flche 30-329.04/07/18.8408010061 


—0400170312 Transcript of DP Garde 040425 statement ro Govt 
Accountability Project 040210 supplemental 1QCFR2 206 
petition, mgt breakdown, NRC action problems & adequate 
Commission review of complex project 

GARDE, B P Oovornment Accountability Project BXI9 044 
04/04/25 19pp 26536 131 24X Fiche 30-329.84/07/18,0400010061 


—0400220064 Testimony of RN Gardner re qualification of Bechtel QC 
personnel Certificate of Sve & related info encl 
GARDNER. R N Region 3 . Office of Director BX17 023 02 / 01/22 

120 pp 26332 292 24X Fiche 50-329. 84/07/ 1 0, 0408010061 


■0400270336 Testimony of BP Garde re Midland Nuclear Power Plant 
GARDE. D P Oovernnent Accountability Project 0X19 021 
04/02/13 22pn 26532 040 24X Fiche 50-329.04/07/16.0400010061 


V Operator Examinations 


□400140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc. except info for examiners 
WALKER, R D Regimn 3, Office of Director 84/00/10 Michigan. 

Oniv of, Ann Arbor, MI 2pp 26051 190 24X Fiche 50^000. 

04/08/10. 0400140426 


DOCKET 30-331 DUANC ARNOLD ENERGY CENTER 


E NRC Safety Evaluation Report (5ER>. suppls & correspondence 


8400310228 Forwards scope of plant mods 8 t projected completion dates 
needed to Implement 840316 request for Tech Spec changes to 
incorporate findings of NRC SER 

MCGAUGHY, R W Iowa Electric Light «, Power Co 04/08/24 DENTON. H 
□ffice of Nuclear Reactoi Regulation, Director 3pp 26320 242 
24X Fiche 50-331,04/00/24.8400310228 


F Security, medical, emergency !< fire piotCLtlon plans 


8408060001 Forwards changes to secuilty plan Changes withheld <ref 
1 OCFFI 73 2 1 ) 

MCGAUGHY, R k' Iowa Electric Light ^ Power Co 84/07/30 
KEPPLER.JG Region 3, Office of Director Ip 23933 IB 6 24X 
Fiche 50-331 , 04/07/ 30. 8408060001 


B4O0O6O27O Notification or 040903 meeting w/util in Bethesdd.MD to 
discuss util requests for addl exemptions fi om fire 
protection requirements 

TKADANI.M C Operating Reactors Dranch 2 B4/07/30 YA69ALL0. D Q 

Operating Reactors Branch 2 2pp 23930 298 24X 

Ficho 50-331, 84/07/30, 8408060270 


8400070464 Advises that 840730 changes to guard training 6 
qualification plan consistent w/provisjonf of 10CFR5O 54 ( p ) 

6 acceptable 

AXELSDN, W L Region 3, Office of Director 84/00/02 LIU, L Iowa 
Electric Light It Power Co 2pp 25940 332 24X 

Fiche 50-331. 84/00/02. 8408070464 


t Financial information 


8400210256 Forwards 1903 annual repts for Iowa Electric Light Si Power 
Co. Corn Belt Cooperative 6 Central Iowa Power Cooperative 
MCGAl/GHY. R k Iowa Electric Light S> Power Co 04 /OB/ 14 DENTON. H 

Office of Nuclear Reactor Regulation, Director ip 26177 263 24X 

Fiche 50-331.04/08/14,8400210256 


— 8400210263 “Iowa Electric Light Si Power Co, 1903 Annual Rept " 
LIU. L Iowa Electric Light Sc Power Co 03/12/31 35pp 
26177 264 24X Fiche 50-331.84/00/14,8400210256 


— 6400210268 “Road Ahead, Central Iowa Power C oop erat i va, Annua 1 Rept 
1903 “ 

BISHOP. E Central Iowa Power Cooperative 03/12/31 25pp 
26177 300 24X Fiche 50-331.84/00/14,0408210236 


--6400210272 “Corn Bolt Cooper at ive. Annual Rept 1903 

» Corn Belt Power Cooperative 03/12/31 32pp 26177 324 24X 

Fiche 50-331,04/03/14.8408210236 


J Insurance S indemnity Information 


0406030087 Forwards Endorsement 0 to NELIA Master Policy 1 

SHEA. K H Newman U Holtiinger 04/07/30 9ALTZHAN, J D Assistant 

Director for State & Licensee Relations 2pp 23906 333 24X 

Ficho 50-33 ( . 04/07/30. 04D0O3OO57 


8400030129 Forwards Endorsements 61 6 64 to NELIA Policy NF-214 Sx 
Endorsement 30 to MAELU Policy MF-72 

SHEA.K H Newman S. Holtiinger 84/07/30 SALTZMAN, J D Assistant 
Director for State Si Licensee Relations 4pp 25916 1 25 24X 

Fiche 50-331.04/07/30.8406030129 


P Operating license stage documents tt correspondence 


6408020006 Application for amend to License DPR-49, a 1 lowi ng 18-month 
Implementation period for radiological effluent Tech Specs 
Si deleting App B of Tech Specs 

MCGAUGHY. R M louia Electric Light Power Co 04/07/23 
DENTON, H R Office of Nuclear Reactor Regulation. Director 6 pp 
25002 302 24X Fiche 50-331.04/07/25.0400020006 


—8408020009 Proposud Change RTS-il5E te radiological effluent li ETS 
« Iowa Electric; Light S. Power Co 04/07/31 J I3pp 23002 300 
24X Fiche 50-331.84/07/25.0408020006 


04OBO3OO38 Responds to Generic Ltr 04-09. “Recombiner Capability 
Raquirements of 10CFR50 44(c) (3) <ii>” & NRC 840522 ltr 
Hydrogen reconblner capability not required, based an DNR 
Owners Group generic studies 

MCGAUGHY. R W louia Electric Light 6 Power Co 84/07/27 DENTON. H 
Office Qf Nuclear Reactor Regulation. Director Gp p 25907 060 
24X Fiche 50-331.64/07/27,0400030038 


6400160137 Forwards request for addl info re torus attached piping 
analysis as part of plant-unique rept Partlc ipation of 
authorited representative in 840809-10 meetings to discuss 
util response to issues requested 

VAS 8 ALLO 1 D B Operating Reactors Branch 2 04/07/27 LlUiL Iowa 

Electric Light t Power Co 3pp 26136 163 24X 

Fiche 30-331.84/07/27,8400160137 
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6400060425 fJo t l p i 1 1 on ot* G'10B07-10 ^rpetings u/ u 1 1 I NUTECH . Fran H i n 
Research Ctr U SUL tn San Jose CA to discuss CQnnents 
resulting fran post~inp lenanta ti on rovieu re plant-unique 
analysis repts 

BEVAN^R n Operating Reactors Branch 2 64/07/31 VASSALLO, D B 

Operating Reactors Branch 2 ip 25937 335 24X 

Fiche 50-000. B4/07/3K 6408060425 


6409000063 Rev 6 to “Duane Arnold Energij Ctr Snservite Testing 
Prdgran “ W/840B0t Itr 

HOWARD. K E . MC<JAUQHY. R W lou,a Electric Light fc Pouer Co 
G4/08/Q1 DENTON. H Office of Nuclear Reactor Regulation^ Director 

a26pp 35963 046 24X Fichc 50-331.64/06/01.6403060083 


B4O8070110 Oenepic Ltr 84-19 to all licensees of operating reactors, 
applicants fOr OLs & holders of CPs re availability of 
Suppl t to NUREO-0933. “Prl on tl cat ian of Generic Safety 
Issues “ Sve list enc 1 

E15ENHUT. O 0 Division of Licensing 84/OB/06 Consolidated 

Edison Co of Neu York. Inc I3pp 2612? 238 34X 

Flche 50-000.64/09/06,6400070110 


6403130170 Fpriaards GE rep*-. “Reduced RHf? Sve Water FXota 4. Suppression 
Pool Teinp itesponse Licensing Ltr Rept End replaces 
proprietary rapt 

MCQAUQHV.R W laua Electric Light & Pouer Co 64/03/08 DENTON. H 
Office of Nuclear Reactor Regulation. Director Jp 2.6010 030 24X 

Flche 50-331. 84/09/06. B40B130170 


— 6408130173 "Reduced RHR Sve Water Flow t< Suppression Pool Te<np Response 
Licensing Ltr Rept " 

OHIDLEY.R L General Electric Co 64/07/18 5pp 26010 031 
a4X Ficbe 30-331.84/09/08.6406130170 


8406140247 Requests pernanent relief from individual valve leakage 
testing r equipejnents of ASHE Boiler S< Pressure Vessel Code* 
Section XI for torus-dryuel 1 vacuum breakers Fee end 
NCGADOHV, R W loua Electric Light fe Power Co. 04/OS/O? 

DENTON. H R Office of Nuclear Reactor Regulation* Directar Bpp 
360S3 350 SAX Flche 50-331. B4/08/D?, 8408140247 


8408I4D435 Forwards 26 oversire piping S* instrumentation diagrams* to 
facilitate NRc review of inservice testing program Aperture 
cards aval lab 1 b in PDF 

ttCOAUOHY.R W loua Electric Light 6 Power Co 84/06/09 DENTON. H 
Office of Nuclear Reactor Regulation. Director Opp 26051 200 
24X Fiche 50-331.64/08/09.0403140435 


6408170099 Ack receipt of 630531 6' 640531 OA programs Rev to GAR QA 
program d escriptlon. per lOCFRSo 54i(a> requirements* 
requested 

SPESSARDiR L Region 3. Office of Director 84/08/14 LIU. L loua 

Electric Light h Power Co 2pp 26119 126 24X 

Fiche 50-331, 64/09/14. 6408170099 


8408210499 Revised appltcabien for amend to License DPR-49i revi sing 
Tech Specs to reflect administrative change 

NCGADGHiY.R W laua Electric Light t. Power Cp 64/00/ li DENTON. H 

Office of Nuclear Reactor Regulation* Director 2pp 25149 017 
a4X Flche 50-331.64/00/16,8408210499 


— 0403210502 Proposed Tech Specs reflecting administrative changes 
* laua Electric Light 8c Power Co 04/06/16 63pp 26149 019 
24X Fiche 50-331.84/03/16.6408210499 


8408240118 Application for amend to License DPR-4?, cons Ist ing of 
proposed Tech Spec Change RT6-16B. lowering setpoint for 
bypass of reactor scraios during turbine trips Ik generator 
load reiections at lou pauer levels 

ttCOADGHY. R W Iowa Electric Light & Power Co 84/06/17 
DENTON. H R Office of Nuclear Reactor Regulation. Director 3pp 
26226.217 24X Flche 50-331.04/08/17.8408240116 


-8403940124 Proposed Change RT6-16B to Tech Spec 5 , correc tl tig value of 
turbine first stage pressure to correspond to 30X of core 
power instead of 30/ of turbine power 

» Iowa Electric Light £1 Power Co 04/OB/I7 4pp 26228^320 
24X Fiche 30-331.34/03/17, 84082 40118 


0408270167 Application to amend License DPR-4?. revising Tech Specs to 
allow power uprate to 1. 6SB NWt Approval requested prior to 
startup for Cycle 8 Forwards NEDO-30603 D NEDC-notOS-f 
NEOC-30603-P withheld <ref 10CFR2 790). Foe paid 
MCOAOGHYrR U loua Electric Light It Power Co 84/03/17 
DENTON, H R Office Of Nuclear Reactor Regulation. Director 20pp 
26244 081 24X FicXe 50-331.84/08/17,8400270167 


— 8409270173 Proposed Tech Specs modified far power uprate to 1,656 

» Iowa Electric Light & Power Co 84/06/30 50pp 26244 102 
24 X Fiche 50-331,84/03/17,8408270167 


— 6408.2/0175 'D Arnold Pouei Uprate 

ORANOON B J . GRIDLE/. R L General Electric Co ntt'O-lOiiOJ 
64/07/31 33pp 2624^ 153 24X Fiche 50-331 . Q‘l/00/ 1 7 0408^7016? 


6406200202 Application for amend to License DPR-'l?. 1 ev 1 s i ng Tech Specs 
re operating limits of new bundle types. LOCA design babib. 

KAPLHCR t min critical powoi ratio for Cycle 8 reload 
KCGAUCHYj R W Iowa Electric Light *. Power Co 64/00/17 
DENTON, H R Office of Nuclear Reactor Regulation, Director 5pp 
2696A 067 24X Fiche 50-331.64/06/17.8406200202 


— G4032Q0206 Proposed Tech Specs re operating limits of now bundle types. 
LOCA design has i s. NAPLHGR i. min critical power ratio for 
Cycle 6 reload 

» Inwa Electric Light tt flower Co 04/03/17 l?pp 26264 072 
24X Fiche 50-331.64/08/17* 0400280202 


— 6400260209 App A to ''LOCA Analysis Rept for Duane Arnold Energy Ctr 
{Lead Plant) " 

* Genera] Electric Co NED0“3l0a2-O3 APP A 64/06/30 46pp 
26264 091 24X Ficbe 50-331.64/08/17,8408280202 


— 8408260211 Rev 0 to “Supplemental Reload Licensing Gubmlttal for 
Duane Arnold Atomic Energy Ctr.Unit 1, Reload 7 “ 

LAMBERT. P A General Electric Co 23A1739 BOO 04/06/30 22pp 
26264 138 24X Flche 50-331,64/08/17,6403260202 


6409900375 Generic Ltr 84-20 to all licensees of operating reactors & 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevleued safety 
questions Sve list enc 1 

ErSENKUTfD 0 Division of Licensing 84/03/20 Consolidated 
Edison Co of New York, Inc t7pp 96276 244 24 X 

Fiche 50-000.84/08/20*8406200275 


6409940105 Applicatlen for amend to License DPR-49. revi s 1 ng Tech Specs 
to clarify wording, correc t typos £. adjust testing 
requirements for snubbers Fee paid 

MCGAyDHY*n H Iowa Electric Light & Power Co 84/06/20 
DENTON. H n Office of Nuclear Reactor Regulation* Director 4pp 
26923 165 24X Flche 50-331.84/08/20,6403240105 


— 640024023 5 Proposed Tech Specs clarifying wording, cori ect I ng typos fc 
adjusting testing requirements for snubbers 

* loua Electric Light L Power Co 64/00/20 16pp 2b223 169 
24X Fiche 50-331.64/08/20,6408240105 


O Inspection reports. IE Bulletins t, correspondence 


8407250229 IE Info Notice 04-37. "Operating Experience re Moisture 
Intrusion In Safety-Related Electrical Equipment at 
Commercial Power Plants “ Sve list encl 

JORDAN. £ L Division of Cmoryency Preparedness Engineering 
Respunse (Post 030103) 04/07/27 Consolidated Edison Co of New 

York* Inc ll9pp 95665 047 24X Fiche 50-000.64/07/87,6407250229 


6403070401 Informs that new sys of ac knouiledg ing receipt of licensee 
correspondence re nancomp 1 1 anc o found during Insp 
Instituted, off ecfci VO 640320 Preprinted form will be used 
rather than ltr 

KEPPLER, J G Region 3. Office of Director 64/06/03 

Comraomueal th Edison Co 3pp 85942 180 24X Flche SO-OOO, 84/00/03. 

6408070401 


0408010333 IE Info Notice 64-59, "Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 64/08/06 Consolidated Edison Co of New 

York. Inc 122pp 26066 001 24X Flche 50-000. 84/08/06, 040 30 lOSaS 


8408010337 IE Info Notice 64-60. "Failure o-f Air Purifying Respiratur 
Filters tp Meet Efficiency Requirement " 8vc list end 
JORDAN. E L Division of Emeryency Preparedness it Engineering 
Response (Post 030103) 04 /oa/O/> ConsoUdated Edison Co of New 

York, Inc 123pp 26067 158 24X Fichc 5O-O00, 64/08/06, 6403010337 


8406070120 lE Info Notice 64-61. "Over e up os ure of Diver in PWR 
Refueling Cavity " Sve list and 

JORDAN, E L Division of Emeryency Preparedness t. Engineering 
Response (Post 030103) 04/08/08 Consolidated Edison Cn of New 

York, Inc I20pp 26129 118 24X Flche 50-000.64/08/00,6403070120 


6408150004 Forwards payment of civil penalties assessed In NRC 840717 
Order EA-04-9 

NCOAUGHY, n N Iowa Electric Light & Power Co 64/06/09 DEYOUNG, R 

Oirsetor's Office, Office of Inspection and Enforcement Ip 

26066 340 94X Fiche 50-331* 64/06/09,6408130004 
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a40B070376 IE Info Notice 04-t2, "Theiapy Mi »adm) nt 9 trdtion? to 
Patients Undergoing Co-AO Tcletheiapy Treatments ' Svc 
list ei'C 1 

(iRACE# J N Division of OA. Safeguards t< Inspection Pi ograms (Post 
SSOIOSJ Q4/0B/1O Consolidated Edison Co of New York* Inc 

J2Spg 26130 001 24X Tlche 50-000*04/08/10,0408070376 


0400100009 IE Info Notice 04-63* "Defective RHR Replacement Piping '* 
Svc list enci 

JORDAN* E L DiYiaion of Emergency Preparedness It Engineering 
Response (Post 030103) 04/00/13 Consolidated Edison Co of Neu 

York, Inc ll9pp 26197 210 24X fiche 50^000*04/00/13,0408100009 


0400100030 IE Info Notice 04-64, ' DWH HPC I Initiation Seal-In & 
Indication Svc list enc 1 

•JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/00/13 Consolidated Edison Co of Neu 

York, Inc l04pP 26190 093 24X Tiche 50-000,04/08/13.0400100030 


0408100021 1C Info Notice 04-65, "Underrated Fuses Nhlch May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDAN, C L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/00/16 Consolidated Edison Co of Nou 

York, inc liGpp 26193 001 24XF»cho 30-000,04/00/16.0400100021 


04OS1OOO35 IE Info Notice 84-66. "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " 0vc list end 
JORDAN. E L Division of Emergency Preparedness S* Engineering 
Response (Post 030103) 04/08/17 Consolidated Edison Co of Neu 

York. Inc 120pp 26276 001 24X Fiche 50-000.04/00/17.0400100035 


04OB14O2OB IE Info Notice 04-67* "Recent Snubber Inservtce Testing 14/ 
High Failure Rates " Svc list end 

JORDAN* C L Division of Emergency Preparedness {* Engineering 
Response (Post 830103} 04/00/17 Consolidated Edison Co of Neu 

Yorjf, Inc I83pp 26276 122 24X Fiche 30-000, 04/08/ 17, 84O014O2OD 


0400240343 Ac k receipt of «20* 000 check in full payment of civil 
penalties imposed on 040717 Corrective action will be 
Bxamined during future insp 

AXEURAD, J A Enforcement Staff 04/00/20 LlUiL loua Electric 
Light 6 Power Co 2pp 26253 313 24X Fiche 50-331,84/00/20, 

8400240343 


0400210142 IE Info Notice B4-6Q, "Potential Deficiency in Improperly 
Rated field Miring to Solenoid Valves " Svc list end 
JORDAN* E L Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 04/08/21 Consolidated Edison Co of Neu 

York, Inc llSpp 26329 000 24X Fiche 30-000,04/00/21,8400210142 


R Periodic operating reports L related correspondence 


0400230429 Monthly operating rept for Jul 1904 W/040815 Itr 

PUTMAN. K 8 , lilNECK.D L loua Electric Light it Power Co 04/07/31 
app 26213 056 24X Fiche 50-331*04/07/31,0400230429 


8 Reportable occurrences, LERs 6 related correspondence 


04O8S4O340 Part 21 rept re presence of Loctite-S42 in CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported on 840413 New thread locking devices Investigated 
GHERWODD-O 0 Oeneral Electric Co 84/04/13 DEYDUNO, R C 
Director's Office, Office of Inspection and Enforcement 3pp 
26222 256 24X Fiche 50-000,84/04/13,8400240348 


8408240172 LER 04-029-00 on 840710, s tandby liquid control sys (8PLC> 
i soiatod for 5 h after improper manipulation of common 
suction valve fram 8QLC tank to 5DLC pumps Caused by 
pers'onnel error Procedures 4. training revised M/B40B15 Itr 
HARRIS, M S , MINECK.O L loua Electric Light 6 Power Co 04/07/17 
7pp 26236 244 24X Fiche 50-331,04/07/17,0400240172 


0408060141 LER 04-024-00 an 040630, w/feac tor critical 4* plant In 
startup mode* 1 solotl on valve on Inlet line la reactor water 
cleanup sys automatically closed Caused by noise in reactor 
water cleanup sys W/840730 Itr 

PUTNAM, K B , MlNECKiD L Iowa Electric Light & Power Co 84/07/30 
3pp 25932 250 24X Fiche 30-331,04/07/30,0408060141 


8408160261 LER 84-029-00 on 040712, w/s tandby filter unit B inoperable 
due to inoperable radiation monl tor, f 1 1 ter unit A failed t-o 
function during testing Caused by malfunction of air pilot 
positioner Monitors will be replaced M/B40Bi0 Itr 

KEITH, N R I MINECK.O L lowa Electric Light 6 Power Co 84/00/10 
3pp 26106 181 24X Fiche 50-331,84/00/10,0408160261 


1 , 8160471 LER 84-027-00 on 040712. spur i ous reactor scram occurred due 
to jarring of instrunent rack in reactor bldg Caused by 
Lonst of scaffolding adjacent to instrument rack lC-56 
hulticolared demarcation painted on floor N/84C8iO Itr 
miller* W J , MINECK, D L loua Electric Light & Power Co 04/00/10 
3pp 26107 266 24X Fiche 50-331.04/00/10,8408160471 


8408220202 LER 84-020-00 on 840714* degraded voltage condition on 
offsite power grid resulted in automatic switching of 
essential buses from offsite to onsite power HPCl valve 
closed Cause unknown it under Investigation N/B4O013 itr 
PRDDST, J R I MINECK.O L Iowa Electric Light 6 Power Co 84/00/13 
3pp 261 00 209 24X Fi Che 50-331* 04/08/13. 04OB22D2O2 


8408310186 Part 21 rept re tor us-to-reac tor hldg vacuum breakers Memo 
of 040820 telcon reporting equipment quality & separation of 
controls to butterfly valves end OE lacks technical info to 
adequately evaluate condition 

VILLA, R General Electric Co B4/08/21 ROSSI. C E Director's 
Office, Office of Inspection and Enforcement 3pp 26318 327 24X 

Fiche 90-000.84/00/21,0408310106 


V aperator Examinations 


0408140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc, except info for examiners 
WALKER, R 0 Region 3, Office of Director 34/08/10 Michigan, 

Unlv of, Ann Arbor. MI 2pp 26051 198 24X Fiche 50-000. 

04 /Oa/ 1 O, 8408 1 40426 


DOCKET 50-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F Security, medical, emergency It fire protection plans 


3400100087 Forwards objectives for 040710 full-scala emergency 
exercise 

PAYNE, J P Power Authority of the State of New York 04/05/07 
MORLEYi T E Region 1, Office of Director lOpp 23995 333 24X 

riche 50-333*04/05/07.0400100087 


— B403100103 "Emeryency Response Plan Exercise Manual for JA Fitzpatrick 
Nuclear Power Plant " 

S Power Authority of the State of New York 04/07/lB 4pp 
25995 360 24X Fiche 50-333*04/08/07*0400100007 


0400030209 Furwards IE Insp Rept 50-333/04-10 or 840521-25 No 
violations noted Items of concern listed in App A 

QElLAMY.R Region 1, Office of Director 84/07/03, FITZPATRICK, J 

Power Authority of the State of New York 4pp S5917 137 a4X 

Fiche 30-333.04/07/03,0400030209 


— 0400030221 IE Insp Rept 50-333/84-10 on 040321-23 No vloU 
Major areas inspected followup Insp of items from prior 
& routine IE Insp modules on emergency detection & 
c lass 1 f icatlon 

HAWXHURST* J J , COHEN. I * CROCKER. H » 

Director 04/06/13 7pp 25917 141 
0400030209 


Region 1, Office 
24X FlChe'SO-333 


tlons noted 
insp 


of 

, 04/07/03. 


B4O0O7OO1S Advises that 000930 description of proposed mad« to ensure 
containment isolation single failure proof during purglnc) 
satisfies requirements of Item II E 4 1 of NUREO-0737, bade d 
on completion of mods by 850701 

VASSALLOrD 6 Operating Reactors Branch 2 04/07/26 0AVNE, J P 

Power Authority of the State of New York 3pp 25956 204 24X 

riche 30-333,04/07/26,0408070013 


0400270530 Forwards insp Rept 50-333/04-00 on 840501-31 No 
noted 

STAROBfECKi* n Division of Project Resident Programs 
MCNEILL. C A Power Authority of the Btate of New York 
26296 114 24X Fiche 50-333,84/08/03,8408270530 


v 1 olat 1 ons 
84/00/03 

Spp 


— 840 0 2 70941 Insp Rept 50-333/84-00 on 84030i-3l No violations noted 
Major areas Inspected licensee action on previous Insp 
findings, LER review, operational safety verification 4, 
surveillance & malnt observations 

DQERFLEIM, L T , C0LLIN3. 8 J Region 1. Office of Director 

84/08/02 lOpp 26236 116 24X Fiche 50-333,84/00/03, 8400270530 


P 


Operating license stage documents St corrcspandence 


8406010140 Notification of 040613 meeting w/uti 1 , Tel edyne , Frankl in 
Research Ctr/DNLiMIT 4 Princeton Univ in Waltham, MA to 
discuss NRC comments re post-implementation review of 
plant-unique analysis rept 

AUELBDN, H I Operating Reactors Branch 2 04/05/24 VA9SALL0, D 8 

Operating Reactors Branch 2 Ip 85073 307 24X 

Fiche 30-333,84/03/24.8400010140 
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a^OBoaoOBO Forwards renoest for addi info re eafety relief valve- & 
torus attached piping sijs<per Mark I containment long-term 
program Response requested within 30 -dags 

VASSALLO. [> n Operating Reactors Branch 2 8<l/07/24 BAYNE, J P 

Power Authority of the State of Neu> York 3pp 25917 346 243< 

Fiche 50-333, &4/07/24, a40a0300BO 


8408010319 Forwards application to amend License DPR-59, t hang Ing Tech 
Specs re NUREB-0737r Item II K 3 IB, *'Mad of Automatic 
Depr Bssur 1 1 at 1 on Sys Logic - Feasibility for Increased 
Diversity for Some Event Sequences “ 

BAYNE, J P Power Authority of the State of New York 04/07/23 
VASSALLQ, D 0 Operating Reactors Branch 2 3p p 25B6A 129 2-4X 

Fiche 50-333,34/07/25,8408010319 


— 8408010321 Application to amend License DPR-59, changing Tech Specs re 
NLfREG-0737< I tem U K 3 IB, "Mod of Automatic 
Dfl pre ss ur 1 lat 1 on Sys Logic - Feasibility for Increased 
Diversity for Some Event Sequences " 

BAYNE, J P Power Authority of the State of New York 34/07/2-4 
3pp 25866 131 247 FlChe 50-333,04/07/25,0408010319 


--8403010322 Proposed Tech Spec changes re NURE0-0737( I tern II K 3 IQ 
covering implementation of automatic depressor i lation sys 
logic mods 

* Power Authority of the State of New York 04/07/25 lOpp 
23066 134 24X Flche 50-333,04/07/25,8406010319 


8400070417 Forwards application for amend to License DPn-57, chang ing 
Tech Specs to modify surveillance requirements for 
safety-related hydraulic 6 mechanical snubbers 

DAYNEi J P Power Authority of the State of New York 84/07/27 
VASBALLQ, 0 B Operating Reactors Branch 2 2pp 23942 033 24X 

Fiche S0-333.Q4/07/27, 0400070417 


— B40B070423 Application for amend to License DPR-59i chang I ng Tech Specs 
to modify surveillance requirements for safety-related 
hydraulic & mechanical snubbers 

BAYNE, J P Power Authority of the State of New York 84/07/27 
Ip 25942 035 24X Fiche 30-333,84/07/27,8400070417 


— 9408070428 Proposed Tech Spec s, mod i f y mg surveillance requiremonta for 
safety-related hydraulic & mechanical snubbers 
* Power Authority of the State of New York 04/07/27 16pp 
25942 036 247 Fiche 50-333, 84/07/27, 8400070417 


8408070364 Advises of correction to 010512 response to request for addl 
Info re containment vejit t purge valves Fisher Controls 
confirms valves have off-set discs Investigation in 
progress 

GAYNEi J P Power Authority of the State of New York 84/00/02 
VASSALLO, D D Operating Reactors Branch 2 2p p 25945 126 24X 

Fiche 50-333,04/00/02,8400070364 


8408150609 Forwards Amend 82 to License DPR-59 S, safety evaluation 
Amend revises surveillance testing frequency for unit 
coolers serving ECCS components 

ADEL8DN, H I Operating Reactors Branch 2 04/08/03 BAYNE, J P 

Power Authority of the State of New York 2pp 26106 054 24X 

Fiche 50-333,84/08/03.8400150609 


— 8408150613 Amend 82 to License 000-59, revl sing surveillance testing 
frequency for unit coolers serving ECCS components 
VASSALLOi D B Operating Reactors Branch 2 S4/O0/O3 4pp 

26106 056 24X Fiche 50-333,84/05/03,0400150609 


B40B1S0615 Safety evaluation supporting Amend 82 to License DPfl-59 
« Office of Nuclear Reactor Regulation. Director 84/00/03 3pp 
26106 060 24X FUhe 50-333.04/00/03,0408150609 


08070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re availability of 
Suppl I to NUREg- 0933. "Prioriti latior of Generic Safety 
Issues *' Svc list end 

EISENHUT, D 0 Division of Licensing 84/08/06. Cansolidatod 
Edison Co of New York. Inc I5pp 26129 230 24X 

Fiche 50-000.84/08/06,8400070110 


340B220224 Forwards addl info re Mark I program Documentation resolves 
all open items discussed at 840713 meeting u/eiception of 
justifying 111 F pool temp for Case C3 2,whlch will be 
addressed in separate ltr 

BAYNE, J P Power Authority of the State of New York 84/08/14 
VASSALLOi D B Operating Reactors Branch 2 I6pp 26180 266 24X 

Fiche 30-333,64/08/14,8408220224 


S40B200275 Generic Ltr 84-20 to all licensees of operating reactors ?< 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevlewed safety 
questions Svc list end 

ElSENHUT.DO Division of Licensing 04/08/20 Consol idatecf 
Edison Co of New York, inc 17pp 26276 244 24X 

Ficho 50-000.84/08/20,8406200273 


04OS24O145 Requests 6C-day extension of time after next refueling 
outage for response to 840702 Geneiic Ltr 04-15 requesting 
info re current programs to avoid cold fast start 
surveillance tests 6 diesel generator reliability data 
BAVNE, J P Power Authority of the State of New York 84/00/23 
VASSALLO. D B Operating Reactors Branch 2 2pp 26227 36J 24X 

Fiche 50-333,04/00/22,0400240145 


S40Q3i0095 Forwards response to 840724 i eqiiost for addl info re 
structural aspects of plant-unique analysis rcpt for torus 
a ttac hod piping 

BAYNE, J P Power Authority of the State of New York 04/00/24 
VASSALLQ, D B Operating Reactors Branch 2 5pp 26322 224 24X 

Fiche 50-333.04/08/24,0408310095 


Q Inspoction reports, IE Bulletins t correspondence 


840Q03D209 Forwards IE Insp Rep t 50-333/04-10 on 040521-25 No 
violations noted I terns of concern listed in App A 

BELLAMY, R Region 1, Office of Director 04/07/03 F I TZ PAIR ICK, J 

Power Authority of the State of New York 4pp 25917 137 24X 

Fiche 50-333. 84/07/03- 8408030209 


— 0403030221 IE Insp Rept 50*333/84-10 on 840521-25 No violations noted 
Major areas inspected followup Insp of items from prior insp 
It routine IE insp modules on emergency detection 8, 
c lass i fi cat ion 

KAUXHURST, J J , COHEN, I , CROCKER, H W Region 1, Office of 

Director B4/06/15 7pp 25917 141 24X Fiche 30-333,94/07/03. 

0408030209 


8408130433 Forwards IE Insp Rept 50-333/04-11 on 840618-22 No 
violations noted 

MARTIN, T T Division of Engineering «, Technical Programs 84/07/26 
MCNEILL, C A Power Authority of the Stale of New York 2pp 
26077 i47 24X Ficho 50-333,84/07/26.0408150453 


— B40915O455 IE Insp Rept 50-333/04-11 on 040610-22 No violations noted 
Major areas Inspected near— term followup of responses to 
Generic Ltr 03-20, equl pmen t cl ass i f i cat Ion, pos t-maint 
testing & vendor interfaces 

HARP S TER. T L , NAPOOA. C . OODY, A T Region I, Office of Director 
04/07/20 0pp 26077 149 24X Fiche 50-333,04/07/26,8408150433 


8407250229 IE Info Notice 04-37, "Dperatlng Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants '* Svc list enc 1 

JORDAN, £ L Division of Emergency Preparedness t* Engineering 
Response (Post 0301031 04/07/27 Consolidated Edison Co of Now 

York, Inc Il9pp 25865 047 24X Fiche 30-000,04/07/27,0407250229 


0400150537 Forwards IE Insp Rept 50-333/84-09 on 040321-25 & notice 
of violation 

MARTIN,? T Division of Engineering L Technical Programs 84/07/27 
MCNEILL, C A Power Authority of the State of New York 2pp 
26079 036 24X Fiche 50-333,84/07/27,8408150537 


--0400150539 Notice of violation from insp on 840521-25 

Region 1. Office of Director 04/07/27 Ip 26079 020 24X 

Fiche 50-333, 04/07/27, 04001 50537 


— 8400150541 IE Inap Rept 50-333/84-09 on 040521-25 Violations noted 
failure to have written procedures for waste classification 
Ir manifest preparation 

HOGAN. R . PASCEAK.W J Region 1, Office of Director 04/07/20 
6pp 26079 029 24X Fiche 50-333,04/07/27,0408150537 


8400270530 Forwards Insp Rept 50-333/84-00 on 840501-31 No violations 
noted 

STARQSrECK I, n Division of Project 6 Resident Programs 04/08/03 
MCNEILL, C A Power Authority of the State of New York 2pp 
26256 114 24X Fiche 50- 3 33 , 04/00/03.8400270 530 


— 8400270541 Insp Rept 5O-333/04-OB on 840501-31 No violations noted 
Major areas Inspected licensee action on previous insp 
findings, LER review, op erat 1 ona 1 safety verification %t 
surveillance t* maint observations 

DDERFLEIN.L T , COLLINS, S J Region I, Office of Director 

84/08/02 lOpp 26256 116 24X Fiche 50-333.04/00/03,0400270530 


8400010333 IE Info Notice 84-59, "Deliberate Circumventing of Station 
Health Physics Procedures " Svc list end 

JORDAN. E L Division of Emergency Preparedness 4c Engineering 
Response (Post 030103) 84/03/06 Consolidated Edison Co of New 

York, Inc I22pp 26060 001 24X Fiche 50-000,84/00/06,0400010333 


8400010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc list end 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co of New 

York, Inc I23pp 26067 ISB 24X Flrho 50-000,84/08/06,8408010337 
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8400070120 IE Info Notice 04-61. ’‘nvero up osure of Diver in PNR 
Refueling Cavity “ Svc list end 

JORDAN* E L Division of Emergency Preparedness ^ Engineering 
Response (Post 030103) G4'OQ/OS Consolidated Edison Cn of Neia 

York. Inc I20pp 26129 110 24 < Fiche 30-000, 84/08/00. 84000701 20 


9408270470 Foruj^Tds Insp Rept 50-333/94-13 on 040709-13 No violations 
noted 

MARTiNi T T Division of Engineering 6 Technical Programs 04/00/08 
HCNEILL. C A Pouor Authority of the State of New York 2pp 
2A2S6 217 24X Fiche 50-333*94/09/00,0409270470 


— 0409270473 Insp Rept 50-333/94-13 on 840709-13 No n one omp 1 i aPC e noted 
Major areas inspected nonr ad lo log i ca 1 chemical program, 
including QC of analytical measurements, ana ly t ica 1 
procedures* staff 1 ng I* training 

ZIDULSKY. H , PABCIA'A*W J Region J, Office of Director 04/08/07 
3pp 26236 21^? 24X Fiche 50-333,94/09/08,9400270470 


9408070376 IE Info Notice 84-62* “Therapy Mi sadmt n istrati ons to 
Patients Undergoing Co-60 Teletherapy Treatments " Svc 
list enc 1 

GRACE, J N Division of QA* Safeguards it Inspection Programs (Post 
930103) 84/08/10 Consolidated Edison Co of Neu> York, Inc 

l2Spp 26130 001 24X Fiche 30-000,04/00/10.0400070376 


B4O01OOOO9 IE Info Notice 04-63* “Defective RHR Replacement Piping " 
Svc list end 

•JORDAN* E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 04/00/13 Consolidated Edison Co of Neu> 

York* Inc U9pp 26197 219 24X Fiche 50-000,84/08/13*8408100009 


0408100030 IE Info Notice 84-64* “BWR HPCI Initiation Seai-In & 
Indication “ Svc list end 

JORDAN. E U Division of Emergency Preparedness it Engineering 
Response (Post B30103) 94/00/15 Consolidated Edison Co of Now 

York. Inc 104pp 26190 093 24X Fiche 50-000,04/08/10*0408100030 


0408210277 Ac k receipt of 840002 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-333/84-10 

MARTIN. T T Division of Engineering I, Technical Programs 04/00/15 
MCNEILL* C A Power Authority of the State of New York 2pp 
36180 213 34X Fiche 30-333*84/00/13,0400210277 


— 04-00210281 Responds to NRf B40703 Itr re violations noted In IE Insp 
Rept 30-333/04-10 Corrective actions specialired training 
Will be provided to shift supervi sors* per Protective Action 
Decisionmaking EAP-IB between 041021-1201 

MCNEILL* C A Power Authority of the State of New York 04/00/02 
MARTIN* T T Division of Engineering Technical Programs 5pp 
261Q0 217 24X Fiche 50-333*84/08/15*8408210277 


8408100021 IE Info Notice 04-63* “Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment “ Svc 
List en c I 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 03O1O3> 84/08/16 Consolidated Edison Co of New 

York* Inc llSpp 26190 001 24X Fiche 30-000*84/00/16.8406100021 


8400210424 Ac k receipt of 040712 Itr informing NRC of steps taken to 
correct violations noted in IE Qperatlonal Assessment Team 
Insp Rept 30-333/02-24 

MARTIN*! r Division of Engineering & Technical Programs 84/00/16 
MCNEILL. C A Power Authority of the State of New York 2pp 
26181 290 24X Fiche 90-333*04/08/16*8408210424 


— 8408210436 Responds to NRC 831120 Itr re violations noted in IE 
Operational Assessment Team Insp Rept 50-333/02-24 
Corrective actions administrative records mgt policy 
revised 6 records retention index complete 

BAYNE* J P power Authority of the State of New York 84/07/12 
MUHLEV* T E Region 1. Office of Director 5pp 26181 300 24X 

Fiche 30-333,04/00/16,0408210424 


0408100039 IE Info Notice 04-66* “Undetected Unava 1 labl 1 i ty of 
Turbina-Driven Auxiliary Feedwater Train " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 930103) 04/08/17 Consolidated Edison Co of New 

York* Inc 120pp 26276 001 24X Fiche 50-000*84/08/17.0408100093 


8400140200 rc Info Notice 04-67* “Recent Snubber Inservlce Testing W/ 
High Failure Ratos “ Svc list end 

JORDAN* E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 84/08/17 Consolidated Edison Co of New 

York* Inc 122PP 26276 122 24X Fiche 50-000*84/00/17.8408140208 


8408210142 IE Info Notice 04-60* "Potential Deficiency In Improperly 
Rated Field Wiring to Solenoid Valves *' Svc list end 
JORDAN* e L Division of Emergency Preparedness «* Engineering 
Response (Post 830103) 04/00/21 Consolidated Edison Co of New 

York* Inc 113pp 26329 009 24X Fiche 50-000*04/00/21,0400210142 


0408310271 Notification of Significant Licensed Meeting 04-70 on 
840913 w/util at site to present results of SALP 
CwLLtNS.S Division of Project 6 Resident Programs 84/08/22 
Oivi!»ton of Project f< Resident Programs 2pp 26351 337 24X 

FichO 90-333,84/08/23.0409310271 


R Periodic operating reports << related correspondence 


0400030307 SPDE5 discharge monitoring rept for Apr 1984 W/a40724 Itr 
MCNEILL, C A Power Authority of the State of New York 04/04/30 
DENTON* H R Office of Nuclear Reactor Regulation. Director 6pp 
25917 262 24X Fiche 30-333*94/04/30,0408030207 


8400160311 Monthly operating rept for Jul 1904 H/B40806 Itr 

CQOKrJ * MCNEILL, C A Power Authority of the State of New York 
84/07/31 14pp 26106 131 24X Fiche 50-333,84/07/31.0408160311 


S Reportable occurrences. LERs 6 related correspondence 


9408240349 Part 21 rept re presence of Uoctite-242 in CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
raportad on 040413 New thread locking devices investigated 
SHERWOOD,© 0 Oeneral Electric Co 84/04/13 DEYOUNO. R C 
Director's Office, Office of Inspection and Enforcement 3pp 
26222 296 24X Fiche 30-000,04/04/13*8400240340 


0408030254 LER 04-013-00 on 840629, uh i 1 e placing main generator In svc* 
reactor scram occurred Caused by high reactor pressure 
resulting when turbine bypass valve failed closed Hydraulic 
fluid filters replaced, W/B40723 Itr 

LISENO. R T , MCNEILL* C A Power Authority of the State of New York 
84/07/23 3pp 29917 231 24X Fiche 90-333, 84/07/23* 040 0030254 


8400030256 LER 04-014-00 on 040623* both inner 6 outer drgwel 1 entry 
hatch doors open* violati ng primary containment Caused by 
failure in mechanical interlock t< failure of personnel to 
recogntie integrity violated Doors shut 14/040723 Itr 
L1N08£Y*D J , MCNEILL* C A Power Authority of the State of New York 
84/07/23 4pp 29917 237 24X Fiche 50-333*04/07/33,0400030256 


0400230356 LER 84-019-00 on 840716. HPCI torus suction valve a3M0V-5B 
failed to open fully ^ declared Inoperable Cause 
undetermined Operability surveillance successfully performed 
daily for 1 uk W/B40B15 Ur 

LISEN0*R T * MCNEILL* C A Power Authority of the State of New York 
04/08/13 3pp 26213 196 24X Fiche 30-333* B4/0B/15. 8400230356 


8400240243 LER 04-016-00 on 040621* both 4 kV emergency bus undervoltege 
relays on 10500 bus (Div 1) found outside Tech Spec limits 
Cause not stated Procedure placed in new format highlighting 
Tech Spec requirements W/840819 Ur 

KEITH* K N i MCNEILL, C A Power Authority of the State of New York 
04/08/19 4pp 26236 207 24X Fiche 30-333.04/00/15.8400340243 


8400270144 LER 04-017-00 on 840720* remote alarm function for east cable 
tunnel smoke detection sys declared inoperable Hourly 
patrolling fire watch inUlated.but not performed for 2 h 
period Disciplinary action administered H/84O02D Ur 
LINDSEY* D J * MCNEILL* C A Power Authority of the State of New York 
04/00/20 3pp 26257 340 24X Fiche 50-333,84/00/20.8400270144 


8400310106 Part 21 rept re torus-to-reac tor bldg vacuum breakers Memo- 
of 840020 telcon reporting equipment quality & separation of 
controls to butterfly valves end GE lacks technical info to 
adequately evaluate condition 

VILLA* R General Electric Co &4/0B/21 ROSBI.C £ Director's 
□fflco* Office of Inspection and Enforcement 3pp 2631S 327 24X 

Fiche 50-000, 04/00/21, 8408310106 


DOCKET 90-334 DEAVER VALLEY POWER STATION, UNIT I 


F Security* medical, emergency 8( fire protection plans 


B4O0OBO912 Forwards IE Insp Rept 90-334/04-15 on 040602-0706 notice 
of violation 

STAROSTECKI.R Division of Project & Resident Proyrams 04/07/17 
CAREY, J J Duquesna Light Co 2pp 25775 046 24X 

Fiche 30-334.04/07/17.0400080212 


—8400080213 Notice of violation from Insp on 840602-0706 

e Region 1* Office of Director 04/07/17 2pp 29975 040, 24X 

riche 90-334*84/07/17*0400000212 


^-8400000440 IE Insp Rept 50-334/94-19 on 040602-0706 Violations noted 
inadequate control of station battery teats, fai lure to 
follow station equipment clearance procedures h missed 
surve 1 1 lances 

TftOSKQSKI.W fi * JOHNSON, D M , TRIPP. L E Region 1* Office of 
Director 04/07/16 I6pp 29979 050 24X Fiche 5D“a34, 84/07/17. 

8408080212 
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I40B1&0S66 Forwarils IE Insp Rept 50-334/a4-!6 on a40t23-2B No 
violations observed 

HART IN, T T Division of Engineering Technical Programs B4/O7/30 

CAREr. J J: DuiiuesTta Light Co Sp-p 2£>10& 14B 3AX 

F I C h a 30-334 , 84 /07/3 0. 84081 60266 


--8400160273 IE Insp Rept 50-334/04-16 on 040635-20 No violations 
Identified llajor areas inspected annual full-scale emergenct/ 
exerc i s e 

SMlTH.n M . CROCKER, H W Region 1. OFfice of DiTEctor 84/07/26 
6pp 26106 150 24X Fiche 50-334.84/07/30,8408160266 


3408170041 Forwards -notice of environ assessment *< finding of no 
significant impact re 831S16 &i 040530 applications for 
exemption from requirements of App R to 10CFR50 
VAROA. S A Operating Reactors Branch 1 84/07/30 CAREY, OJ 

DuqoBSne Light Co 3pp 26135 338 24X Fiche 50-334.04/07/30, 

B408L7OO41 


— B40B170046 Notice of environ assessment 6 finding of no significant 
Impact re 331216 h 840530 applications for eiemptlon from 
lOCRFSOrApp R requirements for fixed suppression I, detection 
sys, 3 h rated fire harriers or 20-ft separation 

ElfiENHUr, D 0 Division of Licensing 84/07/30 3pp 26133 341 
24X Fiche 50-334, 04/07/30, 8408170041 


P Operating license stage documents tc correspondenc e 


84Q801021B Forwards SER re operation w/tuio of three rsactor coolant 
loops Changes to proposed Tech Specs neceasarv N-1 loop 
operation does not constitute threat to public health Ct 
safety, 

VARGA, a A Operating Reactors Branch i 04/07/20 CAREY, J J 
Duquesne Light Co 4pp 258<77 166 24X Fiche 50-334,84/07/20, 

84QB01021B 


— 9408010231 Safety evaluation re operation ur/two of three reactor 
coolant loops N-1 loop operation acceptable 

» Office Of Nuclear Reactor Regulation, Director 04/07/80 
26pp 25897 170 34X Fiche 50-334,84/07/20.8400010218 


640B090515 Forwards FR notice of environ assessment t* finding of no 
significant impact re 840-625 application for exemption from 
requlpertients of App vP to lOCFiftSO 

VARGA, 8.A Operating Reactors Branch I 84/07/30 CAREY, J J 
Duquesne Light Co Vpp 25993 lOB 24X Fi c he: 50-334, 04/07/30. 
8400090915 


— 8400090517 Notice of environ assessment It finding of no significant 
impact re 040625 application for exemption from requirements 
of App J to iOCFRSO concerning containment integrated leak 
rate test 

EISENHilTi D.<3 Division of Licensing B4/07/30 3 pp 25983 112 
241C FI Che. 50-334. 04/07/30. 8408090315 


406070521 Forwards FR notice of environ assessment 6 finding of no 
significant Impact re 831025 application S. 840201 Itr 
requesting relief from requirements of A5ME Code Section XI 
VAR0A.9 A Operating Reactors Branch 1 84/07/30 CAREY, J J 

Duquesne Ligtit Co 4pp. 23983 1 16 24X Fiche 50-334,84/07/30, 

8408090921 


1408090924 Notice -of environ assessment & finding of no significant 
Impact re 031025 application & 040201 Ifcr requesting relief 
from requirements of ASNE Coda Section Xi concerning Class 3 
piping supports 

ElBENROT, D 0, Division of Licensing 64/07/30 3pp 25983 120 
24X Fiche 50-334,84/07/30.8408070521 


'B130436 Forwards application to amend License DPR-66, de le ting ETS & 
ubstituting specs cj/conplate 1983 soil sampling & aerial 
hotOgraphy surveys 

AREV, J J Duquesne Light Co 84/07/31 VARQA, 8 A Operating 
eactors Branch 1 ip- 26005^344 24X Fiche SO-334, 84/07/31, 

1408130436 


409130439 Application for amend to License DPR-66, author 1 x ing 
deletion of ETS Specs ul 1 1 be replaced ui/complete 1983 
soil sampling fc aerial photography surveys 

CAREY, J J. Duquesne Light Co 84/08/02. 2pp. 26005 345 24X 

Fiche 50-334, 84/07/31, 8408130436 


408130441 Pidposed Tech Specs re soil chemistry 
-e Duquesne Light Co 84/07/31 I2pp 26005 347 24X 

F 1 c h a . 5 0-334 , 84/0 7/3 1 . 8406 1 30436 


04081 5049 9 Responds to B40525 request for addl info 8, Generic Ltr 
84-04 re 760114 & 0618 asymmetric LOCA loads analyses Util 
proceeding Ui/fracture nechames evaluation to demonstrate 
applicability to modeling 

CAREY, J J Duquesne Light Co 04/07/31 VARGA, S A Operating 
Reactors Branch 1 2pp 26079 107 24X Fiche 50-334,84/07/31. 

8406150499 


0409130554 Forwards notice oF pnvlron assessment I* finding of no 
significant Impact re 830714 L S40307 requests for exemption 
from IOCFR30, App J 

VAROA, S A Operating Reactors Branch I B4/08/01 CAREY, J J 
Duquesne Light Co 4pp 36060 020 24X Fiche 30-334.84/08/01 

8406130554 


— 0400130539 Notice of environ assessment ** finding of no significant 
impact re 030714 040507 requests for exemption from 

lOCFn:50,App J for air lock leak rate test 

EISENHUT. D Q Division of Licensing B4/OQ/01 3pp 26060 024 
24X Fiche 90-334,04/00/01,8408130534 


84080701 10 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for DLs & holders of CPs re aval lab i 1 i ty of 
SuppI I to NURE0-'0733, "Prioriti lation of Generic Safety 
Issues “ Sve list end 

EIBENHUT, D O Division of Licensing 04/00/06 Consolidated 

Edison Co of New York, Inc iBpp 26129 230 24X 

Fiche 30-000,84/00/06,0400070110 


8408190124 Forwards fee for 840620 license amend app 1 Icat ion, cons isting 
of Proposed Change Request 97, per lOCrni70 Application 
forwarded separately 

SIEflERi J D Duquesne Light Co 04/00/07 License Fee Management 
Branch Ip 26066334 24X Fiche 90-334.04/08/07,8400150124 


8408210058 Forwards Amend 79 to License DPR-66 & safety evaluation 
Amend revises Tech Specs to reflect new offsite 
organixation U/o ends 

TAM, P Operating Reactors Branch 1 84/00/00 CAREY, J J Duquesne 

Light Co Ip 26195 162 24X Fiche 90-334, 84/08/00, 8408210050 


8400200275 Generic Ltr 84-20 to all licensees of operating reactors U 
applicants for ClLs re scheduling guidance for licensee 
submittals of reloads that Involve unrevlewed safety 
questions Sve list end 

EISENHUT, 0 G Division of Licensing 84/00/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 50-000,04/08/20,0408200279 


Q Inspection reports. IE Bulletins U correspondence 


8408080212 Forwards IE Insp Hept 50-334/84-13 on 840602-0706 It notice 
of violation 

BTAROSTECKI, R Division of Project I, Resident Programs 84/07/17 
CAREY, J J Duquosne Light Co 2pp 23975 046 24X 

Fiche 50-334.84/07/17.0408-080212 


— 8400080213 Notice of Violation from insp on 840602-0706 

* Region 1, Office of Director 84/07/17 2pp 25975 040 24X 

Fiche 30-334. 04/07/17. 8400000212 


— 04O0OBO44G IE Insp Rept 50-334/04-15 on 840602-0706 Violations noted 
Inadequate control of station battery tos ts, f a i lure to 
follow station equipment clearance procedures It missed 
survBl 1 lances 

TADSKOSKliU M , JOHNSON, D N , TRIPP, L E Region 1, Office of 
Director Q4/07/16 16pp 25975 050 24X Fiche 30-334,04/07/17, 

64000B0212 


8407330229 IE Info Notice 04**57, “Operating Experience re Moisture 
tntru«ion In Baf ety-Related Electrical Equipment at 
Commercial Pouer Plants “ 8vc list end 

JORDAN. E L Division of Emergency Preparedness I, Engineering 
Response (Post 030103) 84/07/27 Consolidated Edison Co of New 

York, Inc I19pp 23865-047 24X Fiche 50-000, 84/07/27, 8407290229 


G40B160266 Forwards IE Insp Rept 50-334/84-16 on B40625-2B No 
violations observed 

MARTIN, T T Division of Engineering !< Technical Programs 84/07/30 

CAREY, J J Duquesne Light Co Spp 26106 143 24X 

Fiche 50-334.84/07/30,0408160266 


—0400160272 IE Insp Rept 50-334/84-16 on 040625-28 No violations 
identified Major areas inspected annual full-scale emergency 
exercise 

BHITH.R H , CROCHERiH U Region 1, Office of Director 84/07/26 
6pp. 26106 150 24X Fiche 90-334,04/07/30,8408160266 
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Q40B240071 Forwards IE Insp Rept 50-334/04-17 on B40709-13 No 
violations noted 

MARTINj T T Division of Engineering Technical Programs B4/0B/O3 

CAREYiJ OuquDsne Light Co 2pp 26237 006 24X 

Fiche 50-334,84/00/03.8408240071 


— B4O024OO76 TE Insp Rept 50-334/84-17 on 040709-13 No violations notod 
Major areas inspected radiation protection program, 
including organliation & mgt contra 1 s. interna 1 exposure 
control & a 5 5 es snion t. ALARA program & unusual event revleue 
DRA0D8N. T , JANG, J , BHANDAK/. M M Region 1. Dfftco of Director 
B4/0a/O2 6pp 26237 008 24X Fiche 50-334. B4/Oa/03< 840024007 1 


Q40B010333 IE Info Notice 04-39. “Deliberate Circumventing of Btation 
Health Physics Procedures " 8vc list end 

JORDAN, £ L Division of Emergency Preparedness h Engineering 
Response (Post 030103) 84/00/06 Consolidated Edison Co of Ncie 

York. Inc 122pp 26068 001 24X Fiche 30-000,84/08/06.0403010333 


B40B010337 IE Info Notice B4-60, “FaiJuie of Air Purifying Respirator 
Filters to Meet Efficiency Requirement Bvc list end 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/08/06 Consolidated Edison Co of Neu 

York. Inc 180pp 26067 158 24X Fiche 30-000,04/00/06.0400010337 


— 840027034 1 Summarizes discussion at 840612 meeting re 8 ALP Rept 5 
50-334/84-13 fc, 50-412/04-06 Constructability review group 
for reviewing engineering output 6 organl lat Iona 1 changes 
estab 1 1 shed 

CAREY. J J Duquesne Light Co 04/06/29 STARQSTECK I. R Division 

of Project 6 Resident Programs 22pp 26244 SB5 24X 
Fiche 30-334.04/06/21,0400270335 


S Reportable occurrences. LERs ^ related correspondence 


B40S100113 LER B2-048/03L— 1 on 021016. Overci^rrcnt condition detected by 
station svc transformer ID primary side overcurrent relay 
Caused by addl loads on associated busses Relay setting 
Increased W/B407t6 Itr 

DROOA, R J - LAC6V. W S Duquesne Light Co 04/07/10 MUR LEY, T E 

Region 1. Office of Director 4pp 25991 020 24X 

Flcho 50-334.84/07/10.8408100113 


8400100092 LER 04-006-00 on 040621.18-month surveillance testing 
methods used on 120-volt dc station batteries determined 
Inadequate Proposed Tech Spec change deiaviPQ 
tentatively approved W/a40720 Itr 

DRUOA.R J > LACEY. N 8 Duquesne Light Co 04/07/20 MURLEY. T E 
Region 1. Office of Director 4pp 25991 004 24X 

Fiche 50-334,84/07/20.8400100092 


0408070120 IE Info Notice 84-61. "Overexposure of Diver id PHR 
Refue-ling Cavity " Svc list end 

■JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Pest 030103) 04/00/08 Consolidated Edison Ca of Neuj 

York. Inc 120pp 26129 110 24X Fiche 50-000,84/08/08.8408070120 


0408070376 IE Info Notice 84-62. "Therapy hisadministrati ons to 
Patients Undergoing Ca-60 Teletherapy Treatments '* Svc 
list end 

ORACE, J N Division of OA. Safeguards Inspection Programs (Post 
030103) 84/00/10 Consolidated Edison Co of New York, Inc 

125pp 26130 001 24X Fiche 50-000,04/00/10.8408070376 


0400100009 IE Info Notice 84-63, "Defective RHR Replacement Piping " 
Svc list end 

JORDAN, C L Division of Emergency Preparedness Engineering 
Response (Post 630103) 64/00/13 Consolidated Edison Co of New 

York, Inc Ii9pp 26197 210 24X Fiche 50-000,04/00/13,0408100009 


8400210016 LER 84-008-00 on 840706, re ac tor shutdown bank rods tripped 
on pressurlzer lou pressure trip signal Caused by 
surveillance test performed le/reactor trip breakers closed 
Personnel counseled Procedure to be revised N/B40BOi Itr 
DRUOA.R J . LACEY, M 8 Duquesne Light Co 04/OB/Ol MURLEY, T E 
Region 1, Office of Director 3pp 26101 332 24X 

Fiche 50-334,04/08/01,8400210016 


04O821OOS3 LER 84-007-00 on 840704, containment recirculation cooling 
colls chilled water sys outlet Isolation valve failed shut, 
causing containment temp to reach 105 08 f Caused by 
failed pneumatic valve diaphragm U/B40B01 Itr 

DRUOA.R J . LACEY, U 8 Duquesne Light Co 04/08/01 MURLEY, T E 

Region I, Office of Director 4pp 26146 16| 24X 

Fiche SO-334. 84/06/01, 8408210023 
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8400100030 IE Info Notice 84-64. "DWR HPCI Initiation Seal-In 6 
Indication " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 84/OB/lS Consolidated Edison Co of Noui 
York, Inc I04pp 26190 093 24X Flcho 50-000.84/08/15.0408100036 


Q40B230299 Responds to addl concern re IE Bullotin 83-07 concerning 
apparently fraudulent natls received from Ray Miller, Inc 
Program for random & periodic exams or tests on sample of 
products will he implemented by Jan 1965 

CAREY, J J Duquesne Light Co 04/00/15 UAROA. 8 A Operating 
Reactors Branch 1 EQNETER, S D Region 1, Office of Difector 2pp 
26208 003 24X Fiche 50-334,84/08/15,0408230299 


8408100021 IE Info Notice 84-65. "Underrated Fuses Uhleh May Adversely 
Affect Operation of Essential Electrical Equipment " Bvc 
list and 

JORDAN, E L Division of Emergency Prepafednoss It Engineering 
Response (Post 030103) 04/00/16 Consolidated Edison Co of Neui 

York. Inc llSpp 26190 001 24X Fiche 50-000.84/00/16,8400100021 


8408100055 IE Info Notice 04-66. "Undetected Unavailability of 
Turbine-Dr Ivon Auxiliary Feedwater Train " Bvc list end 
via R DAN I E U Division of Emergency Preparedness St Engineering 

Response (Post 030103) 64/00/17 Consolidated Edison Co of New 

York, Inc 120pp 26276 001 24X Fiche 50-000,04/08/17,8408100053 


8408140208 IE Info Notice 04-67, "Recent Snubber Inservice Testing M/ 
High Failure Rates " Svc list end 

JORDAN, E L Diviaion of Emergency Preparedness Engineering 
Response (Post 030103) 84/00/17 Consolidated Edison Co, of New 

York, Inc I22pp 26276 122 24X Fiche 50-000,04/08/17,8408140200 


8408210142 IE Info Notice 84-68. "Potential Deficiency in Improperly 
Rated Field Niring to Solenoid Valves " Svc list end 
JORDAN, E L Division of Emergency Preparedness $< Engineering 
Response (Post 030103) 04/08/21 Consolidated Edison Co. of Neu, 

York, Inc USpp 26329 000 24X Fiche 50-000,04/08/21,8400210142 


0408270335 Discusses 640612 meeting w/util re end SALP Repts 
50-334/84-13 & 50-418/84-06 Overall assessment of 
performance for Unit 1 acceptable Lack of mgt control for 
Unit 8 identified List of meeting attendees end 

MURLEY,! E Region 1, Office of Director 84/08/21 CAREY, J J 
Duquesne Light Co 6pp 26244 805 a4X Fiche 50-334,84/08/21, 
8400270335 


F Security, medical, emergency & fire protection plans 


6400010091 Forwards request for addl info re procedures generation 
package for emergency operating procedures Response 
requested ulthln 30 days of Itr receipt 

MILLER, J R Operating Reactors Branch 3 64/07/17 WILLIAMS, JW 

Florida Power & Light Co 3pp 25097 064 24X 

Fiche 50-335.84/07/17,8408010091 


6408010303 Forwards 8ER re alternate safe post-fire shutdown 
capability, in response to 830402,1007 U 040119 submittals 
UtlL meets App Rj8ection III 0 3 & III L requirements re 
alternate safe shutdown capability 

MILLER, J R Operating Reactors Branch 3 04/07/17 WILLIAMS, J W 

Florida power & Light Co. 2pp 25072 319 24X 

Flcho 50*335, 84/07/1/, 8408010303 


— 8408010306 SER re alternate safe post-fire shutdown capab 1 1 ity, In 
response to 830402,1007 It 840119 submittals Util meets 
App n,0BCtlon III 036 III U requirements re alternate safe 
shutdown capability 

» Office of Nuclear Reactor Regulation, Director 04/07/17 7pp 
25872 321 24X Fiche. 50-335, 84/07/17, 0408010303 


0408030186 Forwards IE Safeguards Insp Repts 
50-389/04-26 on 040709-13 No violations or 
noted 

DANCE, K C Region 2. Office of Director 
Florida power & Light Co 2pp 25916 120 
Fiche 30-335, 04/07/30, 04000301 26 


50-335/Q4-24 

deviations 

04/07/30 WILLIAMS, J W 
24X 


—8408030127 1C Safeguards Insp Repts 30-333/04-24 h 50-309/04-26 on 
040709-13 No noncomp 1 lance noted Major areas Inspected 
changes to physical security plan U implementing procedures 
Details withheld (ref 10CFR2 790 It 10CFR73 21) 

TILLMAN, A . MCGUIRE, D R. Region 2, Office of Director 84/07/27 

ip 25716 122 24X Fiche 50-333,64/07/30.8408030126 


6408090009 Forwards response to 840603 request for addl Info re Rev 8 
to physical security plan Response withheld 
(ref I0CFR7a 21) 

WILLIAMS, J W Florida Rawer & Light Co 04/08/06. MILLER, J R 

Operating Reactors Branch 3 Ip 25973 113 24X 

Flcho, 50-335,84/08/06, 8409090009 
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840S100016 Forwards Ener-jiencij Plan Imp lenfent ing ProcedurB EPIP-lGOl* 
"Eme-rgencg Rostar DF^slte Emergency Or-gani z ation " 

WILL!/»MS«J W Florida Power fit Light Co 64/03/08 D'nEILLY. J P 
Region 2i Office of Director Ip 25*987 006 24X 

Fichc 50-000,84/08/08.6408100016 


—8408100054 EmergencV Plan Implementing Procedure EPlP-1301, "Emergency 
Roster - Offsite Emergency Organization 

JOHNSON, H D Florltfa Power & Light Co 04/06/08 J3pp 
25987 007 24X Flche 50-000, a4/0a/08i 8406 100016 


8408130215 Notifies that responses to B40717 questions re procedure 
generation package for energency operating procedures, u i 1 1 
be provided, u/asslstance of C-E Owners Group Procedure 
Subcommittee at 840929 meeting w/NRC reviewers 

WILLIAMS, J W Florida Power & Light Co 84/00/08 MILLER, J R 
Operating Reactors Branch 3 Ip 24005 340 24X 

Flche 50-335,64/08/00,6408130215 


8403300303 Forwards FErlA "Exercise Rept on St Lucie Nuclear Power Plant 
Exorcise on 840304 " 

DANCE, H C Region 2, Office of Director 64/08/14 WILLIAMS, J W 
Florida Power Corp 3pp 26304 151 24X Fithe 50-335,64/08/14, 

8406300303 


B4O02eOO'?7 Revised amoTgeney plan implementing procedures, Including 
1-0970031, 'Loss of SUPS-Nonaafety Vital AC or Fire 
Security Inverters" & 2-0030141, "Control Room 
Inacc ass Ibl I ity " W/040822 Itr 

WETHy, C M Florida Power ti Light Co 64/06/22 52pp 26261 126 
2A% Flche 50-335,84/08/22,8408280097 


H General correspondence 


8408010338 Responds to 840408 request for comments L views on contents 
of BL Wells Itr expressing criticisms of safety re removal 
of thermal shield l< storage capacity of spent fuel pools of 
nuclear power plants In State of FL 

DIRCK8<M J Office of the Executive Director for Operations 
04/07/20 CHILES, H L Senate 4pp 2S872 277 24X 

Flche 50-335,64/07/20,6408010338 


— 8408010340 Requests conncnts Sc views on end SL Welle 840602 Itr 

CHILES, L Senate 64/04/08 KAMMERER.C Office of Congressional 
Affairs Ip 25872 302 24X Flche 50-335,04/07/20,0408010338 


—8408010342 Forwards Palm Beach Post 840602 article entitled, "Error 
Costly at Reactor," which cites criticisms of util re 
removal of thermal heat shield Expresses concern re reserve 
capacity of spent fuel pools at all Florida nuclear plants 
HELLS, D L Affill-ation Not Assigned 84/06/02 PALLADINO, N 
Commissioners 2p p 25972 303 24X Flche 50-335,84/07/20, 

8408010330 


P Operating license stage documents It correspondence 


8408030144 Informs that complete response to G40331 request for addl 
info re util B0Q808 Itr concerning PCS asymmetric LOCA loads 
evaluation expected by 841001 Delay due to detailed nature 
of response 

WILLIAMS. J H Florida Power & Light Co 84/07/31 MILLER, J R 
Operating Reactors Branch 3 Ip 25912 040 24X 

Fithe 50-335,64/07/31.8408030144 


3408070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re availability of 
Suppl 1 to NUREG-0933, "Pr ior i tiiatlon of Generic Safety 
Issues " Svc list end 

EISENHUTiDO Division of Licensing 84/06/04 Consolidated 

Edison Co of New York, Inc ISpp 26129 238 24X 

FicJie 50-000,84/08/06, 6408070110 


8408090243 Responds to B Wright question re correlation of data an 
4a-inch purge valves Henry Pratt Co provided verification 
model testing for 4B-lnch RlA Included model u/dLsc 
structure similar to /tiodel installed at plant 

WILLIAMS, J W Florida Power it Light Co 04/08/06 HILLER, J R 
Operating Reactors Branch 3 ip 25972 169 24X 

Fiche 50-335. 64/00/06, B40B090243 


6406160319 Forwards "Maint 6 Surveillance Program Plan, " revised 
following 840704 NRC/NUMARC meeting 

RUSSELL, W T Division of Human Factor* Safety 64/08/07 
WOODY, C D Florida Power U Light Co Ip 26126 019 24X 

Flche 30-000,04/08/07,0400140319 


B40B160473 Reiterates 840404 request for renii*elon of Class HI foe for 
revieiif of 830625 application resulting in Amend 65 to 
License DPR-67i per 10CFR170 

MILLER, WO License Fee Management Branch 84/08/09 WILLIAMS, J W 
Florida Power 6 Light Co. Ip 2410B 352 24X 

Flche 50-335104/08/09,8408140473 


8408170013 Notifies of Class I & II fees due for 640513 21 Tech Spec 

or gan i 2 at 1 onal change requests Discussion of fee 
requirements end 

MILLER, U 0 License Fee Management Branch B4/08/J0 WILLIAMS, J W 
Florida Power L Light Co □pp 24135 347 24X 

Fiche 50-333,04/00/10-6400170013 


8400230344 Notification of 840904 & 07 meetings w/util in Dethesda,MD 
to discuss control roon design reviews 

MCDONALD, D G Operating Reactors Dranch i 84/08/14 VARGA, S A , 
MILLER, J R Dperatlng Reactors Dranch 1 2p p 26230 260 24X 

Flche 50-000, 84/00/16, B4O023O544 


8400200275 Generic Ltr 04-20 to all licensees of operating reactors 6 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve onreviewed safety 
questions Svc list end 

EiaENHUT, D G Division of Licensing 64/00/20 Consol Idatod 
Edison Co of New York, Inc I7pp 24274 244 24X 

Fiche 50-000. B4/OB/20, 0406200273 


•Q Inspection reports, IE Dulletino h correspondence 


6400280234 Submits results of Ebasco Svc s review of Ray Miller, Inc 
supplied metis, In response to IE Bulletin 03-07, per util 
840404 ltr Ray Millar products not installed at facilities 
WILLIAMS, J W Florida Power & Light Co 04/04/01 O'REILLY, J P 
Region 2. Office of Director 2pp 24262 279 24X 

Fichc 50-335, &4/06/0 1, 0408200234 


8400300395 Informs of incorrect rept number on B40530 rept Rept 
50-389/64-10 should read 30-389/64-22 

DANCE,H C Raglan 2, Dfflce of Director 84/06/22 WILLIAMS, J W 

Florida Power 6 Light Co Ip 26300 207 24X Fiche 50-335, 

04/06/22, 8400300395 


6400280182 Informs of completion of balance of actions requested in 
IE Bulletin 82-02 Rept requested in Action Item 4 end 
WILLIAMS, J W Florida Power & Light Co 84/04/26 O'REILLY, J P 
Region 2, Office of Director 3pp 26275 194 24X 

riche 50-333,84/04/26,8400280102 


G408260056 Responds to IE Bulletin 04-02 re failure of OE HFA relays 
in Claes IE safety sys All Unit 1 relays replaced w/Tefzel 
series relays C< spare part specs upgraded Unit 2 relays mfg 
u/Tef?ol spools 

WILLIAMS, J W Florida Power & Light Co 84/07/18 O'REILLY, J P 
Region 2, Office of Director 3pp 26261 224 24X 

Fiche 50-333,64/07/18,0400200050 


0407250229 IE Info Notice 04-57, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 84/07/27 Consolidated Edison Co of New 

York, Inc ll9pp 23063 047 24X Flche 30-000, 84/07/27, 0407250939 


8400270192 Ack receipt Of 840702 ltr Informing NRC of steps taken to 
correct violations noted In Insp Repts 50-335/04-12 & 

30-309/04-14 

LEWI0, R C Division of Project It Resident Programs 04/07/27 
WILLIAMS, J W Florida Power S, Light Co Ip 26250 001 24X 

Fiche 90-333,64/07/27,8400270192 


— G40B270200 Responds to NRC 840601 ltr re violations noted In Insp Repts 
30-335/84-12 t 50-389/84-14 Carroctive actions calibr 
program under review QA auditor counseled 

WILLIAMS, J W Florida Power 6 Light Co 04/07/02 O'REILLY, J P 
Region 2, Office of Director 3pp 262S8 002 24X 

Fiche 50-335. 04/07/27, 8400270192 


— B40B270209 Forwards Insp Repts 50-333/64-12 It 50-369/84-14 on 840423-27 
& notice of violation 

LEWIGrR C Division of Project h. Resident Programs 84/06/01 
WILLIAMS, J W Florida Power 6 Light Co 2pp 26230 003 24X 

FI c h a „ 30-33 5 , 84 /07/27, 040027019 2 


— 0400270214 Notice of violation from Insp on 040423-27 

« Region 2, Office of Director 04/06/01 2pp 24230 007 24X 

Fiche 50-335,04/07/27, 0 400270192 


—8400270221 Insp Repts 50-335/84-12 6 30-309/84-14 on 840423-27 
Violations noted failure to include gauges in calibr program 
84 failure to audit calibr program sufficiently 
QELlBLEiG A , FOSTER, L E , UPRIGHT, C M Region 2, Dfflce of 

Director 84/03/25 15pp 26290 009 24X Flche 30-335, 84/07/27. 

0408270192 
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84032703*0 Forwards Inap Repta 50-335/04-21 it 50-309/84-23 on 
040*10^0714 No violations or deviationa notod 

DANCE-H C Region 2. DfPlce of Dnector 04/07/27 WILLIAMS*JW 
Florida Power 8. Light Co 2pp 2*257 221 24X 

Fiche 50-335,04/07/27*8408270360 


— 0400270363 Insp Repta 50-335/84-21 h 5O-'3a'?/04-23 on 040610-0714 No 
violations noted Major areas inspected p I ant, survei J 1 anc e 6 
matnt ohaervationa 

FEIERABENDjC D * OiBBiH E Region 2, Offite of Director 
ELROD. a A Division of Project h Resident Programs eA/07/S7 
4pp 26257 223 24x Fiche 50-335.04/07/27,8408270360 


B40B030126 Fartuards IE Safeguards Inap Repts 50-335/04-24 & 
50-389/04-26 on 840709-13 No violations or deviations 
noted 

DANCE.H C Region 2. Office of Director 04/07/30 WILLIAMS, J W 
Florida Power t, Light Ce 2pp 25916 120 24X 

Fiche 50-335.04/07/30.8408030126 


—8408030127 IE Safeguards Insp Repta 50-335/84-24 L 30-389/84-26 on 
840709-13 No none onp 1 1 anc e noted Major areas inspected 
changes to physical security plan it implementing procedures 
Details withheld (ref lOCFRS 790 & 10CFR73 211 

TILLMAN, A . KCGUIREi D R Region 2. Office of Director 04/07/27 

Ip 25916 122 24X Fiche 50-333,84/07/30,8408030126 


8400270291 Ack receipt of 840709 Itr informinD NRC of step* taken to 
correct violations noted in Inap Repts 30-333/84-18 St 
50-339/84-19 

DANCE.H C Region 2. Office of Director 84/00/02 MIULIAMB. JW 

Florida Power St Light Co Ip 26238 178 24X Fiche 30-333. 

04/03/0218400270291 


— B40B270298 Responds to NRC 840600 Itr re violations noted In Insp 
Repts 30-333/64-18 8- 50-3B9/B4-I9 Corrective actions 
installed detectors will be replaced it two spare detectors 
properly calibr 

WILLIAMS. J W Florida Power it Light Co 84/07/09 O'REILLY. J P 
Region 2, Office of Director 2pp 26238 179 24X 

Fiche 50-333.84/08/02,6408270291 


—0409270306 Forwards Insp Repts 50-333/84-18 L 50-309/04-19 on 
840514-18 it notice of violation 

DANCE. H C Region 2, Office of Director 84/06/00 WILLIAMS. J W 
Florida Power & Light Co 2pp 26258 181 24X 

Fiche 50-335, 04/00/02. 8408270291 


—8408270310 Notice of violation from insp on 040514-10 

* Region 2. Office of Director 04/06/00 Ip 26230 103 24X 

Fiche S0“335r 64/00/02, 0409270291 


—8408270317 Insp Repts 50-335/84-10 8< 50-309/64-19 on 040514-10 
Noncompliance noted failure to certify pi open vendor 
calibr of rontoinment high-range radiation monitors prior 
to Initial use 

WRAY, J R r JENKINS, 0 R. Region 2. Office of Director 84/06/08 
6pp 26250 164 24X FUhe 50-335,84/08/02,8408270291 


8406010333 IE Info Notice 04-59. “Deliberate Circumvent i ng of Station 
Health Physics Procedures “ €vc list end 

JDPDANi E L Division of Emergency Preparedness 8, Engineering 
Response (Post 030103} 84/06/06 Consolidated Edison Co of Neu 

York, Inc 122pp 26068 001 24X Fiche 50-000. 84/0B/06, 8408010333 


0408010337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Reaulrement " 9vc list end 
JDfiDANrE L Division of Emergency Preparedness 6 Engineering 
Reeponse (Post 630103) 84/06/06 Consolidated Edison Co of New 

York, Inc 123pp 26067 138 24X Fiche 50-000.64/00/06,8408010337 


840007(3120 IE Info Notice 64-61, "Overexposure of Diver in PWR 
Refueling Cavity " 8vc list end 

JORDAN. C L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/00/08 Consolidated Edison Co of New 

York. Inc 120pp 26129 118. 24X Fiche 50-000.84/08/08,8408070120 


B40B070376 IE Info Notice 84-62. "Therapy Mlsadministrat ions to 
Patients Undergoing Co-60 Teletherapy Treatments “ 8vc 
list end 

ORACE, J, N Division of QA. Safeguards it Inspection Programs (Post 
830103) 84/00/10 Consolidated Edison Co of New York. Inc 

125PP 26130 001 24X Fiche 50-000. 84/08/10. 0400070376 


0408100009 IE Info Notice 84-63. "Defective RHR Replacement Piping " 
Bve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 64/00/13 Consolidated Edison Co of New 

York, Inc H9pp 26197 218 24X Fiche 50-000, 04/08/ 13» 8408100009 


8400170233 Forwards msorvice insp rept, per A5KE Code Section XI 
WILLIAMS, J N Florida Power Sc Light Co 84/00/14 EISENHUT. D 0 
Division of Licensing Ip 26115 274 24X Fiche 50-335,84/08/14. 

B4O01 70233 


— 8408170237 Inservlce insp rept on 030302-840516. de s cr i b i ng exams 
performed on pressure containment appurtenance for in-core 
Instrumentation flange assembly 

# Florida Power it Light Co 04/08/09 29pp 26115 275 24X 

Fiche 50-333,84/08/14.8408170233 


8408100038 IE Info Notice 84-64, "DWR HPC I Initiation Seal-ln L 
Indication " Sve list end 

JORDAN. 6 L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/00/15 Consolidated Edison Co of Naw 

York, Inc I04pp 26190 093 24X Fiche 30-000, 84/08/ 15. 0408100030 


B4O81O0O21 IE Info Notice 84-65. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list one 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 83O103) 04/00/16 Consolidated Edison Co of New 

York, Inc iJBpp 26190 001 24X FUho 50-000, 84/08/16. 0408100021 


0400100035 t£ Info Notice 84-66. "Undetected Unavailability of 
Turb ine-Drlvon Auxiliary Feedwater Train " Sve list end 
JORDAN. E L Dlvlsian of Emergency Preparedness 8, Engineering 
Response (Post 030103) 64/08/17 Consolidated Edison Co of New 

York, Inc 120pp 26276 001 24X Fl chc 50-000, 04/08/ 17, 0408100055 


0400140200 IE Info Notice 84-67. "Recent Snubber Inservlce Testing W/ 
High Failure Rates ” 8vc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/08/17 Conso 1 Idated Edison Co of New 

York, Inc 122pp 26276 122 24X Fiche 50-000. 04/00/17. 0408140208 


0408210142 IE Info Notice 04-68. "Potential Deficieneg in Improperly 
Rated Field Wiring to Solenoid Valves " 8vc list and 
JORDAN. £ L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/08/21 Consolidated Edison Co of New 

York. Inc llSpp 26329 008 24X Fiche 50-000.84/00/21.0409210142 


6 Reportable occurrences, LERs & related correspondence 


0408030235 LER 64-005-00 on B40626. roac tor tripped due to failed hSIV 
Caused by failure of rupture disc in air supply to valve 
operator Rupture disk replacod & valve tested k returned to 
SVC W/04O72S Itr 

WEST. D . WILLIAMS, J W Florida Power & Light Co 04/07/23 2pp 
23917 190 24X Fiche 50-335. 84/07/25, 8409030235 


V Operator Examinations 


0408300392 Confirms that operator who failed Section 7 of NRG senior 
reactor operator upgrade written exam. administered on 
840619, has been prohibited from performing licensed duties 
O-’REILLY, J P Region 2, Office of Director 04/08/13 
WILLIAMS, J W Florida Power it Light Co 2pp 26308 120 24X 

Fiche 50-335, 84/00/ 1 3, 8408300392 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency it fire protection plans 


8400010289 Forwards lE Insp Repts 50-245/04-13 it 50-336/04-13 on 
840529-0601 k notice of violation 

martin. T T Division of Engineering & Technical Programs 04/07/11 
COUNSILrW G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 23066 200 24X Fiche 30-243.04/07/1110408010200 


—0400010292 IE Insp Repts 30-245/84-13 it 50-336/04-13 on 840329-0601 
Violations noted failure to adhere to Tech Spec 6 li 
procedures for radiation work permit preparation 
NIMlTZiR L Region 1. Office of Director 64/07/02 12pp 
25866 203 24X Fiche* 50-245, 04/07/11, 0408010209 


0408000353 Forwards IE Insp Repts 50-243/04-11 it 50-336/84-12 on 
040506-0609 it notice of violations Also ack receipt of 
040508 Itr informing NRC of steps taken to correct violation 
noted in IE Insp Rept 50-336/84-02 

BTAROSreCKl. R Division of Project it Resident Programs 94/07/20 
CaUNSiL. N 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 3pp 25973 021 24X Fiche 50-245, 84/07/20, 8400080353 


— 84O0OBO4O3 IE Insp Repts 30-245/84-11 k 50-336/04-12 on 840506-0609 
Violations noted failure to follow radiatlDn protection 
procedures U fulfill station security plan commitments 
Safeguards info deleted 

SHEDLOSKI.J T Region 1. Office of Director 94/06/26 3pp. 
25973 026 24X Fiche 50-245,04/07/20.9400000353 
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fOQlSD6Cia ForwarilB TE Safeguards Insp Repts 30-243/84-14^ & 

^0-3□^I/Q4 - 14 on 840i04-o& No none otnp 1 ianc a noted Steps 
taken to correct violations discussed in 031107 & t6 Itrs 
ver I f lod 

MARTINj T r Oivislort of Etig i neer itig Sc Technical Prograins 84/07/37 
CQUNBILp W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities! 2pp &di079 001 24;( Fiche 30-243.34/07/27,6408150*00 


-0403150*^3 IE Safeguards Insp Repts 50-245/94-14 S< 30-336/84-14 on 
840604-06 tiD noncanpi i ance noted Major areas inspected 
security} program audit or gani la tlon. test tng U ntatnt 6 

assessment aids Safeguards Info deleted (ref IQCFRa 790J 
HADDENi W Region 1. Office of Oirector 04/07/26 4p p 
26079 003 S4X Fiche 30-245,04/07/27,0409150600 


400210494 FDTijards IE Insp Repts S0-243/B4-15 8i 50-336/84-13 on 
840611-15 notices cf violation te deviation 

MART IN I T T Division op Engineering 6 Technical Programs 84/09/01 
OQUNBILiW^O Northeast Nuclear Energy Co Csubs of Northeast 
Utilities). 2pp 26167 145 24X Fl che 50-245. 04/08/01, 04OB21 0494 


-B40a2t‘0495 Notice of violation from insp on 040611-15 

* Region 1. Office of Director 84/00/01 Ip 26107 147 a4X 
Fiche 90-243, 04/08/01 1 B40a2lO4<f4 


-0400210496 Notice of deviation from insp on 840611-15 

♦ Region 1. Office of Director 04/08/01 Ip 26187 14B 24X 

Fiche 30-243.04/08/01.0408210494 


-B40B210501 IE Insp Repts 90-243/94-19 & 50-336/84-15 an 040611-15 
(/ialations identified failure ta perform surveillance 
testing per Tech Specs & to maintain Integritg of firs 
barriers 

KRASOPDULas, A Region Office of Director 84/07/27 Ip 
26107 149 24X Fiche 30-249,84/08/01,0400210494 


I4Q8160390 Foruiards revised emergency plan implementation procedures, 
Including CQNl 1 02 re corporate organization for nuclear 
incidents & CONI 4 02 re on-call manager of radiological 
canse<iucncas assessment U/o ends 

caUNBIL.N 0 Northeast Utilities 84/00/13 Record Services 
Branch (Oocumetit Control Desk) Sppl 26091 193 24X 

Fiche 30-000,84/08/13.8400160350 


)4OaS0Ol7J Responds to 840712 Interpretation of order confirming 
licensee commitnents on emergency cepab 1 1 i ty, focus ing on 
Suppl I to NUREO-0737 requirements Integrated assessment to 
be conducted pending Congressional consent 

EISENIIUT.D 0 Division of Licensing 04/08/23 COUNSIL. U G 
Connecticut Yanlcee Atomic Pouier Co 3pp 26279.224 24X 

Fiche 50-000,04/00/23.8406200171 


400310107 Submits update to corrective actions taken re deficiencies 
noted during 840312 emergency preparedness exercise 
Emergency action level procedure revised to place greater 
emphasis on c lassif icatlon/r eclassl f icatl on of emergencies. 

CDLPNSlLiN 0 Connecticut Yankee Atomic Pouer Co CQUN91L. N 0 
Northeast Nuclear Energy Co (subs of Northeast i/illlttes ) 

CDUNeiL, U 0 Northeast Utilities 04/08/23 MURLEVrT £ Region 1. 
Office of Director. 3pp 26318 330 24X Fiche 50-000.04/00/23. 

0400310107 


General correspondence 


0B070321 Advises that K McCarthg should appear on license amends as 
appropriate state official to receive amend applications 
McCarthy neu director of radiation control for State of CT, 

Dept of Environ Protection 

CCUN8IL.NG. Connecticut Yankee Atomic Pouer Co CQUN8IL, N 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL, W G Northeast Utilities 04/07/27. MILLER.UR Operating 
Reactors Branch 3 CRUTCHFIELD. D Operating Reactors Dranch 5 Ip 
25945: 128 24X Fiche- 50-000. 84/07/27. 0406070321 


* Operating license stage documents U correspondence 


3400070341 Clarifies Figure 7 3-1 Of thermal shield damage recovery 
program final rept Figure shous views of core support 
barrel before It after milling of insp slot Ct crack arrestor 
hole 

CQUNSlLiU 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CQUNElLrU O Northeast Utilities 84/07/27 
MILLER, J R Operating Reactors Branch 3 Ip 29943*209 24X 

Fiche 90-336. 04/07/27, 840 8070341 


H08100063 Forwards 90 1 s I h II of *'NU6Co Thermal Hydraulic Model 
Qualification," for RETRAN & VIPRE 

COUNSIL.H O Connecticut Yankee Atomic Power Co, CQUNBIL.UO 
Northeast Nuclear Energy Co (subs, of Northeast Utilities) 

CaUNSiL, H 0 Northeast Utilities. 84/07/30 MILLER, O.R Operating 
Reactors Branch 3 CRUTCHFIELD. D. Operating Reactors Branch 9 
2pp 25987 072 24X Fic h B. 50-213, 04/07/30, 8408100063 


— 0408100070 Vo 1 I of "NUSCo Thermal Hydraulic Model Qua I i f i c a t i tin 
(RETRAN) ■■ 

* Northeast Utilities NUSCO 140-1 04/07/30 262pp 

25907 074 34X Fiche 50-213.04/07/30.8408100063 


— 8400100077 Vol II of "NliBCo Thermal Hydraulic Model Qualification 
(VIPRE) ■■ 

* Northeast Utilities NUSCO 140-2 84/07/30 223pp 

25937 336 a4X Fiche 50-213,84/07/30.6408100063 


840BD70320 Ac k receipt of 040608 Itr forwarding Rev 6 to OA program 
topical rept.per lOCFRSO 54 & 50 35 Revs acceptable 

MARTIN, T T Division of Engineering 6 Technical Programs 04/08/01 
COUNSIL.W 0 Connecticut Yankee Atomic Power Co 2pp 23945 244 
24X Fiche 30-000.84/00/01.0400070320 


B40B130232 Advises that due to extended outage in late 1963. 1904 
refueling outage will not occur Next scheduled refueling 
outage will occur in Feb 1905 All mods scheduled for 
completion prior to startup following 1965 outage 
COUNSiLi W G Northeast Nuclear Energy Co. (subs of Northeast 
Utilities) cauNBiL. W 0 Northeast Utilities 84/08/02 
MILLER, J R Operating Reactors Branch 3 ip 26066 004 24X 

Fiche 30-336.84/08/02.8406150232 


8408200161 Forwards Amend 96 to Llconse DPR-69 & safety evaluation 
Amend changes Tech Specs to clarify frequency for visual 
Insps 6 clarifies requirements for functional testing of 
snubbers which visually appear inoperable 

DBDORNE. DO Operating Reactors Branch 3 64/08/02 COUNSIL.HO 

Northeast Nuclear Energy Co (subs of Northeast Utilitios) 2pp 
26102 177 24X Fiche 90-336. B4/0B/O2. 840B2001 6 1 


— 8406200164 Amend 96 to License DPR-63, clar 1 f y ing frequency for visual 
1 nsp s . providing requirements for functional testing of 
snub b ers. revising method of snubber listing to Incorporate 
addl info & clarifying testing acceptance criteria 
MILLER. d R Operating Reactors Branch 3 84/08/02 29pp 

26162 179 24X Fiche 30-336.84/08/02.6406200161 


— '6408200169 Qafety evaluation supporting Amend 96 to License DPR-63 
e Office of Nuclear Reactor Regulation. Director 84/08/02 4pp 
261Q2 206 24X Fiche 30-336.84/00/02.0400300161 


— 84082D0173 "Technical Evaluation Rapt on Proposed Tech 9poc Changes foi 
Tnservice aurveillance of Ba fety*Related Hydraulic it 
Mechanical Snubbers at Millstone Nuclear Power Station. 

Unit 2 " 

SELAN. J C Laurence Livermore National Laboratory FIN A-0250 
UCID-1971B 83/08/10 NRC - No Detailed Affiliation Olven 

ISpp 26182 212 24X Fiche 90-336.04/08/02.8406200161 


8408130316 Clarifies SER of Amend 95 to License DPR-63 re spacing 
discrepancy in reed swibches in CEA position indication 
sys 

CDUNGILiMG Northeast Nuclear Enorgi/ Co (subs of Northeast 
Utilities) CDUNSIL.U Q Northeast Utilities 04/08/03 
MILLER. JR Operating Reactors Branch 3 Ip 26010 328 24X 

Fiche 30-336.64/00/03.8408130316 


B4080701LO Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs 1 holders of CPs re availability of 
Suppl t to NUREO-0933. ''Prioritization of Generic Safety 
Issues *' Sve list end 

EISENHUT. D 0 Division of Licensing B4/0Q/06 Consolidated 
Edison Co of New York. Inc i8p p 2612? 238 24X 

Fiche 30-000,64/00/0616400070110 


0406300172 Forwards response to 840709 request for addl info re 
Inadequate care cooling Instrumentation. per Generic Ltr 
02-26 Comments r® subcoolod margin monitor. core exit 
thermocouples 6 heated junction thermocouples end 
COUNSILi U Q Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL.W Q Northeast Utilities 84/06/14 
MILLER. J R Operating Reactors Dranch 3 34pp 26133 023 24X 

riche 30-336. 64/00/14. 6408300172 


040637029a Requests extension until 641214 to respond to Generic Ltr 
84-15 re proposed staff actions to improve & maintain diesel 
generator reliability Addl time will result In more complete 
h concise submittal 

COUNSTL, IrJ 0 Connecticut Yankee Atomic Power Co C0UN8IL.U 0 
Northeast Nuclear Energy Co Csubs of Northeast Utilities) 

COUNSIL, U O Northeast Utilities 84/00/17 EISENHUT. D 0 
Division of Licensing 2pp 26270 342 24X Fiche 50-000.84/08/17. 

0400290398 


0408200275 Generic Ltr 84-20 to all llconsees of operating reactors i' 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that Involve unrevlawed safety 
questlans Gve list end. 

EIGENMUTiD. O Division of Licensing S4/OB/80 Consolidated 
Edison Co of New York. Inc 17pp 36276 244 24X 

Fiche 30-000. 04/O0/2Oi 8408200375 
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221 


Q Inspectliin reports* IE Bulletins it correspondence 


B4O0OlO2fl0 foruiards IE Insp Repts 50-243/04“ 13 & 30-336/84-13 on 
840329-0601 It notice of violation 

MARTIN# T T Division of Engineering C# Technical PragramH 84/07/11 
CauNSILiW 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 25866 200 24X Fiche 30-245. 04/07/1 1 . B4080 1O20B 


— B4O0O1O292 IE Insp Repts 50-243/84-13 &< 50-336/84-13 on 840529-0601 
Violations noted failure to adhere to Tech Spec 6 11 
proceduies for radiation work permit preparation 
NIMiTZiR L , SHANBAKy. N M Region 1, Office of Director 
04/07/02 12pp 35866 203 24X Fiche 50-345. 84/07/ 1 1# 8408010288 


8408000333 Forwards IE Insp Repts 50-245/84-11 & 50-336/04-12 on 
040306-0609 & notice of violations Also acfc receipt of 
840500 Itr informing NRC of steps taken to correct violation 
noted in IE Insp Rapt 50-336/84-02 

STA'lDSTECKIf R Division of Project & Resident Programs 84/07/20 
C0UN8IL# U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 3pp 25973 021 24X Fiche 50-245.84/07/20.0400080353 


— 8408080403 IE Insp Repts 30-243/84-11 %t 50-336/84-12 on 640506-0609 
Violations noted failure to follow radiation protection 
procedures h fulfill station security plan commitments 
Safeguards info deleted 

EHE0LO5KY/J T . LIPINSKI.D R Region 1# Office pf Director 
EL9A98ERi T C Division of Project it Resident Programs B4/06/26 
3pp 25973 026 24X Fiche 50-243. 84/07/20, 8400080333 


— 0408080414 Responds to NRC 840213 & 0409 Itrs re violations noted In IE 
Insp Rept S0-336/B4-02 Correctivo actions Instrument t« 

Controls Procedure IC 24i7M re design changes revised 
COUNQIL.W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) caUNSlLiU 0 Northeast Utilities 84/05/08 

HURLEY, T E Region 1. Office of Director 5pp 23973 041 24X 

Fiche 50-243. 84/07/20. 8408080333 


8408150107 Forwards IE Insp Rept 50-336/84-16 on 840613-13 No 
violations noted 

MARTIN. T T Division of Engineering U Technical Programs 84/07/26 
caUNSIL,W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 26073 323 24X Fiche 50-336,84/07/26,0408150107 


--04OB15O11O IE Insp Rept 30-336/84-16 on 040613-13 No violations 
noted Major areas inspected repeated failures of coolant 
charging pumps 

HOODARD.C H , ANDERSON, C J Region 1, Office of Director 

04/07/12 4pp 26073 323 24X Fiche 50-336. 04/07/26, 8400150107 


8407250229 IE Info Notice 84-57, "Operating Esperiencs re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Coffimercial Power Plants " 8vc list end 

JORDAN. E L, Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/07/27 Consolidated Edison Co of Neiu 

York. Inc H9pp 25865 047 24X Fiche 50-000,84/07/27,0407850229 


84001 50688 Foiuards IE Safeguards Insp Repts 50-245/84-14 fc 
50-336/04-14 on 040604-08 No none amp 1 ianc e noted Steps 
taken to correct violations discussed in 031107 & i6 Itrs 
verified 

martin, T T Division of Engineering & Technical Programs 04/07/27 
COUNBILrW 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 8pp 26079 001 a4X Fiche 30-243,04/07/27.8403150688 


—0408150693 IE Safeguards Insp Repts 30-245/84-14 6 50-336/84-14 on 
840604-08 No none pmp 1 ianc e noted Major areas Inspected, 
security program audit it organl zation. tes ting i< maint t< 
assessment aids Bafeguards info deleted (ref 10CFR2 790) 

HADDEN, U , KEIMIO/R R Region 1, Offtco of Director 84/07/26 
4pp 26079 003 a4X Fiche 30-245,04/07/2718400150600 


04OaiOatl6 Responds to IE Bulletin 83-07, “Apparently Fraudulent 
products Sold by Ray Miller, Inc *' Entry & engineering 
evaluation for Millstone Unit 2 will be done by Feb 1903 
refueling outage No Ray Miller products supplied at Haddam 
COUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUN0IL, W 0 Connecticut Yankee Atomic Power Co 
COUNBlLiW (? Northeast Utilities 84/07/31 HURLEY. T E. Region li 
Office of Director 3pp 2S90Q 247 24X Fiche 50-000,84/07/31. 

04001001 16 


0400210494 Forwards lE Imp Repts 50-243/84-15 8, 50-336/84-15 on 
040611-15 6 notices of violation it deviation 

martin. T T Division of Engineering & Technical Programs, 04/00/01, 
COUNSIL. W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 26107’ 143 24X Fiche 30-S43# 84/08/01, 0400210494 


— 0408210493 Notice of violation from insp on 840611-13 

# Region 1, Office of Director 84/00/01 Ip 26107 147 24X 

Fiche 30-243,84/00/01,8400210494 


—8408210496 Notice of deviatmn from insp on Q'lObll-lS 

* Region I, Office of Director Q4/OB/DI Ip 26107 148 24X 

Fiche 50-243. B4/00/01. B40B210494 


“-B40B210501 IE Insp Repts 30-243/84-13 6 50-336/84-13 on 840611-13 
Violations identified failure to perform surveillance 
testing per Tech Specs L to maintain integrity of fire 
barr i ers 

KRABOPOULOS. A . PULLANI , S V . ANDERSON. C J Region 1. Office nf 
Director S4/07/27 Ip 26187 149 24X Fiche 50-243. 84/08/01. 

84082 1 0494 


0408210315 Forwards IE Insp Rept 30-336/84-17 on 840626-28 No 
violations observed 

MARTIN, r T Division of Engineering & Technical Programa 84/08/01 
COUNSIL. M 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 26105 235 24X Fiche 50-336.84/08/01,8 408210513 


—8408210517 IE Insp Rept 50-336/84-17 on 840626-20 No violations 
observed Major areas inspected Inaervlce insp program 6 
volumetric exam relief request on reactor coolant pump cast 
stainless steel welds (TAC 55011) 

ORAY.E H . OURR.J P Region 1, Office of Director 84/07/20 
5pp 26103 257. 24X Fiche 50-336# 84/08/0 1 # 840021051 5 


0400200161 Forwards Amend 96 to License DPR-65 6 safety evaluation 
Amend changes Tech Specs to clarify frequency fer visual 
iTisps t( clarifies requirements for functional testing of 
snubbers which visually appear inoperable 

OSOORNe. D D Operating Reactors Branch 3 84/08/02 COUNSIL, U 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 2pp 
26102 177 24X Fiche 50-336, 04/08/02. 84D320O16I 


— 04OB2OO164 Amend 96 to License DPR-65, clarify ing frequency for visual 
insps, provid ing requirements for functional testing of 
snubber s. revising method of snubber listing to incorporate 
addl info 6 clarifying testing acceptance criteria 
MILLER, JR Operating Reactors Branch 3 04/00/02 29pp 

26102 179 24X Fiche 50-336, B4/OB/02# 8408200161 


0400010333 IE Info Notice 04-59. "Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN, E L Divlttion of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/06 Consolidated Edisen Co of New 

York, Inc 12app 26060 001 24X Fiche 50-000. 84/08/06. 8400010333 


0400010337 IE Info Notice 84-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement ♦’ 8vc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/00/06 Consolidated Edison Co of New 

York# Xnc i23pp 26067 158 24X Fiche 50-000. 04/08/06, 8408010337 


8408070120 IE Info Notice 84-61, "Overexposure of Diver in PWR 
Refueling Cavity Sve list end 

JORDAN, E L Division df Emergency Preparedness & Engineering 
Response (Post 830103} 84/08/00. Consolidated Edison Co of New 

York, Inc I20pp 26129 110 24X Fiche: 50-000, 04/00/08, 0400070120 


0400070376 IE Info Notice 04-62, "Therapy Ml sadmlnlstrati nns to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
list end 

GRACE, J N Division of OA. Safeguards & Inspection Programs (Post 
030103) 04/00/10 Consolidated Edison Co of New York, Inc 

laOpp 26130 001 24X Fiche 50-000,04/00/10,0408070376 


8400100009 IE Info Notice 84-63, "Defective RHR Replacement Piping 
8vc list end 

JORDAN, E L Division of Emergency Preparedneas it Engineering 
Response (Post 930103} 84/08/13 Consolidated Edison Co of New 

York, Inc ll9pp 26197 218 24X Fiche 50-000,84/08/13,8408100007 


8400100030 IE Info Notice 04-64. "BMR HPCl Initiation 8eal-In 6 
Indication " 8vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response CPost 830103) 84/08/15 Consolidated Edison Co of New 

York. Inc I04pp. 26l9a‘093 24X Fiche; 50-000. 84/08/13. 0408100030 


8400100021 IE Info Notice 04-65. "Underrated Fuses Nhlch Hay Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/08/16 Consolidated Edison Co. of New 

York, Inc liapp 26198 001 24X Fiche 50-000,04/08/16.0408100021 


0400210468 Ack receipt of 840702 Itr informing NRC of steps taken to 
correct vloiatlans noted in IE Insp Rept 30-336/80-11 
martin, T.T Division of Engineering h Technical Programs 84/08/16 
COUNSIL, N 0 Northeait Nuclear Energy Co. (subs of Northeast 
Utilities) 2pp 26181 117 24X Flcho 30-336.84/08/16,8408210468 



DOCKETED ITEMS 


0BSIQA69 Responds to NRC 310319 Itr re violations noted In IE Inap 
Ropt SO-336/QO-1 1 Corrective actions offsfcreairi liquid 
B-ffluc-nt monitors tul H be installed by 641130 

COUNSlLi W G Northeast Nuclear Energy Co <&ubs of Wortheast 
Utilities! COUNSIL.W q Northeast Utilities 04/07/02 
MUnLEY,T E Region 1, Office of Director 2pp 261^1 119 24X 

Flche 30-33^>, 64/03/16 j B40B21046a 


100035 IE Info Notice B4-66« “Undetected Unavailability of 
irb ine-Orl ven Auxiliary Feedwater Train '* 8vc list end 
RDANi E L Division of Emergency Preparedness It Engineering 
spans* CPost B30103> B4/0B/17 Consolidated Edison Co of Meui 

rk, Inc 120pp 26276, OOi 24X Fiche 50-000, 64/09/ 1 7, 6403100039 


1140206 IE Info Notice 34-67, “Recent Snubber Inservlce Testing W/ 
gh Failure Rates '* Svc list encl 

IRDANf E L Division of Emergency Preparedness & Engineering 
isponae CPost B30lO3> B4/0B/17 Consolidated Edison Co of Neu 

irV, Inc I22pp 26276 122 24}< Fiche 30-000,64/09/17,6408140206 


210142 lE Info Notice 34-66, “Potential Deficiency in Improperly 
ited Field Wiring to Eolenoid Valves " Svc list encl 
JRDAN# E L Division of Emergency Preparedness t< Engineering 
isponae IPost B3O103) 84/03/21 Consolidated Edison Co of Nau 

irki Inc liSpp 26329 OOB 24X Fiche 50-000,64/09/21,6409210142 


’erlodlc operating reports (■ related correspondence 


3200594 Monthly operating rept for -Jul 1984. H/a4O0l3 1 tr 
[QBONiJ , HRQCZKAiE J Northeast Nuclear Energy Co (subs of 
irtheast Utilities) HRCC7KA,E J Northeast Utilities 34/07/31 
26136 122 a4X Fiche 50-336,64/07/31,0403200594 


leportable occurrences, LER« Ic related correspondence 


3080531 LER 84-009-00 on 640703, «Jur ing walk-through fire in5p,while 
lant at 75% pouer, d isc overed door between east (< uest 
30-volt switchgear rooms did not have required fire rating 
lor replaced W/e40730 Itr 

ZaLANDE8«K D , MR0C2KA, E J Northeast Utilities B4/07/30 3pp 
5975 290 24X Fiche 50-336,84/07/30,6408060531 


^ET 50”33a NORTH ANNA POWER STATION. UNIT I 


Security^ (nodical, emergency & fire protection plans 


8310069 Confir(nJ 840324 visit to Region to discuss access control at 
acll 1 ties 

EW1B,R C Region 2^ Office of Director 64/05/22 STE14ART,W L 
irginia Electric 6 Power Co Ip 26333 342 24X 

Iche 30-000, 04/03/22. 040831006^ 


0310401 Forwards summary of 840524 meeting re security interface 
ctlvities Meeting beneficial fc provided better 
nderstanding between security staffs 

-WI8, R C Region 2. Office of Director 84/06/06 STEWART, WL 
rglnia Electric & Power Co 4pp 26333 31t 24X 

che 50-000, 84/06/06. 0408310401 


1400S9 Forwards corrected Page 2 to attachment to 840614 order 
nfir(ning licensee c o(nmi tments to implement post-TMI 
lated lte(n» In Suppl I to NUREO-0737* "Requlr*(tients for 
■rgency Response Capability’* (Generic Ltr 82-33) 

LLERf J R Operating Reactors Branch 3 84/07/24 STEWART, W L 

rglnia Electric & Power Co 3pp 26061 259 24X 

Che 50-330,84/07/24,0406140029 


08140033 Correction to B40614 order confirming licensee corrunltmeiits 

to Buppl 1 to NUREO-0737 Completion date for technical 

support ctr to be fully functional changed to 890731 

MILCER, J R Operating Reactors Branch 3 04/07/24 Virginia 

Electric t* Pouer Co Ip 26061 263. 24X Fiche 50-3 3Bi 84/07/24 » 

0400140029 


B070039 Forwards replacement pages to control room design review 

rogra(n plan Adoption of Westinghouse Owners Group emergency 

seponse guidelines as basis for task analysis ^ 

rrif i cat 1 on/val 1 dat 1 on sections prlndpel changes 

TEWARTiW L Virginia Electric it Power Co 84/07/37 DENTON, H R 

Pflc* of Nuclear Reactor Regulation, Director EISENHUT, D G 

ivislon of Licensing 0pp 25949:201. 24X Fiche 50-000404/07/37, 

i0a070039 


3070400 Forwards "VEhCO North Anna Power Station. Uni ts 1 «, 2 
JCFRSO, App R Rept - App A,” per 040515 request Rept 
icludes summary comparison of 1984 App R rtanalysls utl t 
f0622 post-fire safe shutdown review 

rEWART, W L Virginia Electric Power Co 84/07/27 DENTONrK R 
Pflce of Nuclear Reactor Regulation, Director MJLLERrJ R 
.eratlng Reactors Branch 3. 3PP' 25942 191 24X 

Iche. 50-338, 84/07/27, e4DB07040</ 


— 8406070406 "VEPCD North Anna Power Stat ion. Uni ts 1 8< 2 10CFR50>App R 
Rept - App A “ 

* Virginia Electric & Power Co 84/06/30 17pp 25942 194 24X 

Fiche 50-338, 04/07/27. B40B070400 


6406020028 Forwards lists of mods 8, revised schedules re 10CFR50 4Q, 
App R reanalysifl Compensatory measures for mods specified 
Cornptetion of App R reanalysis scheduled for B4DB)2 
STEWART, W L Virginia Electric 6 Power Co 04/07/31 DENTON, H R 
Office o-f Nuclear Reactor Regulation, Director EISENHUT, D G 
Division, of Licensing 9pp 23SB0 263 24X Fiche 50-338,04/07/31, 

6409020038 


0400130394 Ack receipt of 840710 It 0801 Itrs Informing NRC of steps 
taken to correct violations noted in IE Safeguards Insp 
Repts 50-338/84-10 & 50-339/64-18 

LEWIS, R C Division of Project 6 Resident Programs 84/00/09 
STEWART, W L Virginia Electric 6 Power Co Ip 26010 124 24X 

Fiche 50-338. 84/00/09. B40Bi30394 


--0400130400 Responds to NRC 040611 ltr re violations noted in IE 
Safeguards Insp Repts 50-330/84-10 & 30-339/04-18 Corrective 
actions withhold (ref 10CFR73 21) 

STEWARr,W L Virginia Electric U Power Co 84/07/10 

O'REILLY, J P Region 2. Office of Director Ip 26010 125 24X 

Fiche 50-338,64/06/09,0400130394 


—0400130403 Suppls response to NRC 040611 ltr re violations noted in 
IE Safeguards Inap Repts 30-338/04-10 t 50-339/04-10 
Corrective actions withheld (ref I0CFR73 21) 

STEWART, W L Virginia Electric it Power Co 04/00/01 

O'REILLY, J P Region 2, Office of Director Ip 26010 126 24X 

Fiche 50-330,04/08/09.0400130394 


— 8408130408 Forwards IE Safeguards Insp Repts 50-33B/84-IB ?< 
50-339/04-10 on 040521-25 it notice of violation Notice of 
violation withheld (ref 10CFR2 790 U 10CFR73 21) 

LEWIS, R C Region 2. Office of Director 04/06/11 STEWART, W L 
Virginia Electric L Power Co 2pp 26010 127 24X 

Fiche 50-330.84/06/09,0400130394 


— 0400130410 IE Safeguards Insp Repts 50-338/04-18 it 50-339/84-10 on 
840521-25 Noncomp 1 lane e noted in area of access control for 
personnel Details withheld (ref 10CFR2 790 & 10CFR73 21) 

ENNI9, JO I MCGUIRE, D R Region 2, Office of Director 04/06/08 
ip 26010 129 24X Fiche 50-338, 04/06/09. 0400130394 


8406130433 Ack receipt of 040727 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
50-330/04-25 tc 50-339/04-25 

LEWI8,R C Division of Project 5, Resident Programs 04/00/09 
STEWART, W L Virginia Electric 8« Power Co Ip 26005 339 24X 

Fiche 50-330.04/00/09,0408130433 


— 8400130438 Responds to NRC 040629 ltr re violations noted In IE 
Safeguards Insp Repts 50-338/84-25 t< 3O-339/04-2S Corrective 
actions withheld (ref 10CFR73 21) 

STEWART, W U Virginia Electric it Power Co B4/07/27 

O'REILLY, J P Region 2, Office of Director Ip 26005 340 24X 

Fiche 50-3301 84/08/09, 0400130433 


— 8406130443 Forwards IE Safeguards Insp Repts 50-338/04-23 it 
30-339/B4-25 on 040606 it notice of violation Notice of 
violation withheld (ref 10CFR2 790 & 10CFR73 21) 

LEWIS, R C Region 2, Office of Director 04/06/29 BTEWARTi W L 
Virginia Electric it Power Co 2pp 26005 341 24X 

Fiche 50-330,04/08/09,0400130433 


— 8408130446 IE aafeguards Insp Repts 30-330/84-23 8< S0-339/B4-25 
on 040606 Violation noted re access to vital area Details 
withheld (ref 10CFR2 770 it iOCFR73 21) 

HALL, B L . MCGUIRE, D R Region 2, Office of Director 04/06/26, 

Ip 26005 343 24X Fiche 50-338,84/08/0910409130433 


B40B2003B7 Advises that program plan for conducting detailed control 
roon> design review meets Intent of Suppl i to NUREO-0737 
Listed areas should be described in summary rept expected 
850030 

VARGA, 8 A Licensing Branch 1 84/00/10 BTEWART, W L Virginia 

Electric it Power Co 2pp 26141 215 24X Fiche 30-000,04/08/10. 

8400200387 


8408290330 Forwards Safeguards Inap Repts 50-330/84-31 it 50-339/84-31 
on 040006-10 No violations or deviations noted Repts 
withheld (ref iOCFR2 790 8< 73 21) 

DANCE, K C Division of Project & Resident Programs 04/00/27 
STEWART, W L Virginia Electric it Power Co 2pp 26209 345 24X 

Fiche 50-330,04/00/27,0400290330 
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G Adjudicatory correspondence 


64Q80102SO Informs that util t NRC intend to file response to 
oh jocti onah 1 e contentions by 840817. based on discussions w/ 
parties 

GaJGHERTy. vl R Dougherty. J B DOUGHErnTT. J Q Concerned Citiiens 

of Louisa County. \/A DSR 665 04/07/30 WOLFE. S J , 

FERGUSaWfG A . KLINE. J Atomic Safety and Licensing Doard Panel 
lOpp 25B54 342 24X Fiche 50-338.84/07/30,8400010250 


0408150464 Response to B40730 third draft of contentions of Concerned 
Citiiens of Louisa County m 1 1 but Contention 4 should be 
denied Certificate of Sve encl 

MAUPINjM W Virginia Electric U Power Co MAUP IN. tt W Hunton & 
Williams DSB 056 04/08/14 Atomic Safety and Licensing Doard 

Panel 31 pp 26068 165 24X Flche 50-338.84/00/14.8408130464 


0408200477 Forwards response to contentions of Concerned Citizens of 
Louisa County U/o end Related correspondence 

MAUPIN, M W Hunton 6 WlUiams MAUPIN.M W Virginia Electric & 

Power Co DSD 157 04/00/14 Docketing & Services Branch Ip 

26136306 24X Fiche 30-338.04/00/14.8408200477 


8408200587 Forwards NRC response to Concerned Citizens of Louisa 
County third draft of contentions Request by NRC for t-day 
extension in date for filing response granted by 
Chairman Wolfe 

LEWIS. 0 H Hearing Branch 2 DSD 173 04/OB/15 WOLFE. 8 J . 

KLIN£. J . FERGUSON. 0 A Atomic Safety and Licensing Board Panel 
Ip 26137 140 24X Fiche 50-338.84/08/15.0408200507 


— G408300S93 Response to Cencerned Citizens of Louisa County third draft 
of contentions Certificate of Sve end 

hCOURREN. H J Hearing Branch 1 LEWIS, B H Hearing Branch S 
84/00/15 Atomic Safely and Licensing Board Panel ISpp 
26137 141 24X Fiche 30-338,84/08/13.84082005017 


8408140063 Foriuards comments j, questions for review L requests site 
visit to further discuss Inservice testing program NRR 
should he contacted in approz 4 wks to confirm time 6 date 
for meeting 

MILLER. J R Operating Reactors Branch 3 04/07/24 STEWART, W L 

Virginia Electric 6 Power Co 9pp 26061 267 24X 

riche 50-338. 64/07/24. 64001 40063 


8406090233 Application for amends to Licenses NPF-4 6 NPF-7. revising 
Tech Specs re limiting conditions for operation it 
surveillance requirements consistent w/BTS 

STEWART, W L Virginia Electric 8. Pomer Co 84/08/01 OENTON. H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 4pp 25972 141 24x 

Fiche 50-338.84/08/01.9408090233 


— 0409090239 Proposed Tech Spec changes re limiting conditions for 
operation surveillance requirements, to provide 
consistency w/BTS 

» Virginia Electric 6 Power Co B4/08/01 7pp 25972 143 24X 

Ficho 30-330.04/08/01,8408090333 


8408090441 Notification of 840803 meeting u/util In Bethosda.MD to 
discuss compensatory measures for addressing 
nonqual 1 f icatlon point on ductwork inside containment 
ENGLE, U B Operating Reactors Branch 3 B4/0B/02 MILLER, J R 

Operating Reactors Branch 3 2pp 25982 354 24X 

Fiche 50-338,84/00/02,8408090441 


0408090149 Provides upgraded in-core thermocouple implementation 
schedule, per 840221 commitment Util proposes to complete Rtg 
Oulde i 97 Iref NUREO-OTS?. I tem 11 F 2) mods prior to or 
during 1986 refueling outages 

STEWART. W L Virginia Electric 8. Power Co 84/03/03 OENTON. H R 
Office of Nuclear Reactor Regulation. Director EISENHUT, 0 0 
Division of Licensing 2pp 25973 122 24X Fiche 30-338,84/00/03. 

B4O0O9OI49 


B40B300129 Responec supporting admission of Concerned Citliens of 
Louisa County 040814 revised Contention 4 Certificate of Bve 
enc L 

HAB3ELU, D F Hearing Branch 1 D8B 300 84/08/27 Atomic Safety 

end Licensing Board Panel 4pp 26304 350 24X 

F 1 c h a 50-330, 84/08/27, 8400300129 


8408300177 Response to Concerned Citliens of Louisa County, VA iCCLC ) 
revised Contention 4 re physical protection sys for spent 
fuel shipments Protective order necessary for CCLC access 
Certificate of Bve end 

MAUPIN, M W Virginia Electric 8c Power Co MAUPIN. M M Hunton 8. 
Williams DBB 304 04/00/27 Atomic Safety and Licensing Doard 

Panel 14pp 26305 343 24X Fiche 50-338.04/08/27,0400300177 


8400070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re availability of 
Suppl 1 to NUflEO-0933. ''Prioritization of Oenerie Safety 
Issues “ Sve list end 

EISENKUT.DG Division of Licensing 04/08/06 Consolidated 
Edison Co of New York. Inc iSpp 26129 238 24X 

Fiche 50-000,84/00/06,8408070110 


8400210575 Summary of 040803 meeting w/gtil in Bethesda.MD re 
nonqualified paint Inside containment List of attendees 6 
agenda end 

ENGLE, L 0 Operating Reactors Branch 3 04/08/13 MILLER, J R 

Operating Reactors Branch 3 20pp 26195 226 24X 

Ficho 50-330, 84/08/13, 0408210575 


8408310150 Forwards applicant response to Concerned Citliens of Louisa 
County, VA revised Contention 4 W/o end Related 
c orrespondonce 

MAUPIN, M W Hunton L Wi 1 1 lams MAUPIN, M W Virginia Electric & 

Power Co DSD 414 04/00/27 Docketing 8. Services Branch ip 

26322.202 24X Fiche 50-330,84/08/27,0400310130 


8400170300 Requests relief from A9ME hydrostatic testing requirements 
No leakage observed from welds on both sides of new valves 
during recent pressure test of reactor containment 
STEWART. M L Virginia Electric & Power Co B4/0B/I4 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER. J R 
Operating Reactors Branch 3 3pp 26115 070 24X 

Fiche 50-330, 84/00/ 1 4, 0400 1 70300 


S40B3IO 148 Order scheduling supplemental special prehearing conference 
on B40907 in Dethesda. MD it directing participants to appear 
Served on 840030 

WOLFE, B J Atomic Safety and Licensing Board Panel DSD 392 
84/08/20 Office of the Executive Legal Director 3pp 
26320-358 24X Fiche 30-330.84/08/20,0408310140 


P Operating license stage dacumonts correspondence 


8400210132 Forwards Generic Ltr 04-15 response schedule, 1 1st ing 
04092^8 & 050131 as projected dates Justi f Ication for 
extension of responses included 

STEWART. M L Virginia Electric & Power Co 84/00/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EISENHUT, D G 
Division of Licensing Opp 26181 348 24X Fiche 50-000,84/08/16. 

8400210132 


8400300369 Confirms 840501 telcon w/HC Dance re B40310 mgt meeting In 
Raglan II ofc to discuss organizational structure 
LEWIS, R C Region 2, Office of Director 84/05/07 STEWART, W L 

Virginia Electric & Power Co Ip 26300 230 24X 

Fiche 50-000,04/05/07,8400300369 


B4DB210375 Forwards B&W summary technical repts of first capsule from 
reactor vessel surveillance program, per App H of 10CFR50 
Repte delayed due to administrative oversight 

STEWART. W L Virginia Electric & Power Co 94/00/16 DENTPN, H R 
Office of Nuclear Reactor Regulation, Director Ip 26178 001 24X 

Fiche 50-338,04/08/16.0400210375 


0408130223 Forwards safety evaluation re util 831104 response to 
Generic Ltr 83 - 28 . Item 4 3, "Reactor Trip 8ys Reliability ” 
Design mods acceptable 

HILLER, J R Operating Reactors Branch 3 04/07/24 STEWART, W L 

Virginia Electric & Power Co Bpp 26058 313 24X 

Ficho. 50-338, 04/07/24. 0400130223 


--9408130226 Safety evaluation supporting licensee response to Generic 
Ltr 03-28, Item 4 3, "Reactor Trip Bys Reliability " Design 
mods acceptable 

* NRC - No Detailed Affiliation Given 84/07/24 lOpp 
26058 315 24X Fiche 30-330,04/07/24,8408130223 


--04OB21O307 "Analysis of Capsule V, VEPCOrNor th Anna Unit S, Reactor 
Vessel hatla Surveillance Program " 

LOWE, A L , COLLINS. L L , PAVINICH, W A Babcock L Wilcox Co 
BAW-I794 03/10/31 I73pp 26170 002 24X Fiche 50-330, 
84/00/16, 0408210375 


— 0408210393 "Analysis of Capsule V. VEPCD, Nor th Anna Unit 1, Reactor 
Vesasl Matls Surveillance Program " 

LOWE, A L , PAVINICH, W A , SCkHOTZER, J K Babcock it Wilcox Co 
BAW-163a 81/05/31 76pp 26170 099 24X Fiche 30-338,04/00/16, 

0400210375 
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Q40G300B75 Generic Ltr B4-20 to all licensees of opeTating reactprs 
applicants for QLs re scheduling guidance fnr licensee 
submittals of reloads that involve unrevieuied safety 
HUBstions Svc list end 

EISENHUT. D G Division of Licensing 94/0a/j20 Consolidated 

Edison Co of Neu Vor k , inc I7pp 26B7* 3AA 24X 
Flcbe 50“00C>. B4/0a/30j B40B200275 


Q Inspection reportsi IE Bulletins h correspondence 


6400270^07 ForiuardB Insp Repts S0-33Q/B4-24 &i 50-339/04-24 on 
B4061B-32 No violations or deviations noted 

DANCEfH C Region 2. Office of Director 04/07/11 STEWART»WL 
Virginia Electric L Power Co 2pp 2A2S& 570 S4X 
Flche 30-330. 04/07/1 I- 0400270337 


— 04002 70300 Insp Repts SO-330/04-24 & 30-339/04-24 on B4061Q-22 No 
Violations or deviations noted Major areas inspected plant 
chornistry it e^pio<jee concerns 

nOS3f lnl J I DLAKEi J J Region 2» Office of Director 04/07/09 
15pp 2^>2SA aao 24X FiChe 50-330.84/07/11.0400370307 


0407250229 lE Info Notice 04-S7« "Operabiiig Eirpsrience re Moisture 
Intrusion in Baf etg-Belat ed Electrical Equipment at 
Commercial Power Plants *' Svc list end 

JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response (Post 030103) 04/07/27 Consoli dated Edison Co of Neu 

York. Inc U9pp S3S65 047 24X Flche 50-000.04/07/27.0407250229 


B40G020041 Forward* insp fees for Gurry Pouer Station S< North Anna. Unit 
I for Mar 1903 - Mar 19B4 & North Anna.Unlt 2 for 
Apr 1903 - Apr 1984 

8TEWART.tr U Virginia Electric b Power Co 84/07/27 DENTON.- H R 
Office of Nuclear Reactor Regulatinn. Director ip 25000 304 24X 

F 1 e h e 50-000, 04/07/27. B40802O0 41 


G4O02BO15O Responds to lE Bulletin 04-02, "Failures of QE Type HFA 
Relays in Use in Class IE Safety Sys All GE Type tFA 
relays in safety-related applications will be replaced 
STEWART. W L Virginia Electric b Power Co 84/07/31 O'REILLY.J P 
Region 2. Office of Director 4pp 26259 082 24X 

Fiche 50-000.84/07/31.0400280150 


8406010333 IE Info Notice 04-59. "Deliberate Circumventing of Station 
Health Physics Procedures " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post a30lO3> 64/0B/06 Consolidated Edison Co of Neu 

VoTki Inc 1S2PP 26068 001 24X Fiche 50-000.04/00/06.8408010333 


3408010337 TE Info Notice 04-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement •' Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103)' 04/08/06 Consolidated Edison Co of Neu 

York. Ire lB3pp 26067 150 24X Fiche 50-000,04/00/06,8408010337 


0408070120 IE Info Notice 84-61. "Overexposure of Diver in PUR 
Refueling Cavity " Svc list end 

JORDANrE L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/08/00 Consolidated Edison Co of New 

York. Inc I20pp 26129 118 24X Fiche 50-000. 84/00/03. Q40B0 7 01 20 


3408130394 Ack receipt of 840710 b 0801 Itrs informing NRC Of steps 
taken to correct violations noted in IE Gafeguards Insp 
Repts 5D-33B/84-1B b 30-339/84-18 

LEWIS. R C Division of Project b Resident Programs 04/08/09 
STEWART. W L Virginia Electric b Power Co Ip 26010 124 24X 

Fiche SD-330. 84/00/09. 8408130394 


— 0408130400 Responds to NRC 840611 Itr r« violations noted in IE 
Safeguards insp Repts SO-33B/04-1B b 50--3a9/a4-J8 Corrective 
actions withheld (ref 10CFR73 21) 

STEWART. U L Virginia Electric b Power Co. 84/07/10 

O'REILLY, J p Region 2, Office of Director tp 26010 125 24X 

Fiche 50-338,84/00/09.8400130394 


•”0408130403 Suppls resjujnse to hflC S406I1 Itr re violatians noted In 
IE Safeguards Jnsp Repts SO-330/64-18 b 50-339/04-10 
Corrective actions withheld (ref 10CFR73 21) 

STEWART, W L Virginia Electric b Power Co 04/08/01 

O'REILLY, J P Region 2. Office of Director. Ip. 26010-126 24X 

Fiche S 0-330. 84/00/09, 040813 0394 


-8400130408 Forwards IE Safeguards Insp Repts 50-330/84-18 b 
50-337/84-10 on 040521-25 b nfttlce af violation Notice of 
violation withheld (ref 10CFR2 790 b 10CFR73 21). 

LEWIS, R.C Region 2. Office of Director 04/06/11 STEWART. W L 
Virginia Electric b Power Co 2pp 26010.127 24X 

Fiche 50-330,84/00/09,0408130394 


— 8403130418 IE Safeguards Tnsp Repts 5C>-33a/B4-l8 b 50-339/04-18 on 
640521-25 Noncomp 1 lanc c noted it. area of access control for 
personnel Details withheld (ref 10CFrt2 79o b iOCFR73 21) 

ENNIS, J D , MCGUIRE, D R Region 2, Office of Dn actor 84/06/00 
tp 26010 129 24X Fiche 50-338.34/00/09,0400130394 


B408130433 Ac k receipt of 040727 Itr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
50-330/04-25 b 50-339/04-25 

LEWIS. R C Division of Project b Resident Programs 84/08/09 
STEWART. M L Virginia Electric b Power Co Ip 26005 339 24X 

Fiche 50-338,84/00/09,04 08130433 


— 0400130430 Reepands to NRC 840629 Itr re violations noted m lE 
Safeguards Insp Repts 50-330/04-25 b 50-339/04-25 Corrective 
actions withheld (ref 10CFR73 21) 

STEWART. W L Virginia Electric b Power Co 84/07/27 

O'REILLY. J p Region 2, Office of Director Ip 26005 340 24X 

Fiche 50-330.84/00/09.8408130433 


— 0408130443 Forwards IE Safeguards Insp Repts 50-338/04-25 b 
50-339/84-25 on 840606 b notice of violation Notice of 
violation withheld <ref 10CFR2 790 b lOCFn73 21) 

LEWIS, R C Region 2, Office of Director 04/06/29 STEWART. W L 
Virginia Electric b Power Co Spp 26005 341 24X 

Fiche 50-338,04/00/09,040 8130433 


— 8400130446 IE Bafeguards Insp Repts 50-338/04-25 b 50-339/84-25 
on 040606 Violation noted re access to vital area Details 
withheld (ref 10CFR2 790 b 10CFR73 21) 

HALL, n L , MCGUIRE. D R Region 2, Office of Director 04/06/26 

Ip 26005 343 24X Fiche 30-338,04/08/09.0400130433 


8408070376 lE Info Notice 04-62. "Therapy Mtsadm Ini strati ons to 
Patient* Undergoing Co-60 Teletherapy Treatments " Svc 
list enc 1 

ORACEtJ' N Division of QA, Safeguards b Inspection Programs (Post 
030103) 04/08/10 Consolidated Edison Co of New York. Inc 

I25pp 26130 001 24X Fiche 50-000,04/00/10.0408070376 


8400100009 IE Info Notice 84-63. "Defective RHR Replacement Piping " 
Bve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/13 Consolidated Edison Co of New 

York. Inc U9pp 26197 210 24X Fiche 50-000.84/00/13,8400100009 


0400100038 IE Info Notice 84-64, "DWR HPCl Initiation Seal-In b 
Indication " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 03OiO3) 04/00/15 Consolidated Edison Co of Neu 

York, Int 104pp 86190 093 24X Fiche 50-000.04/08/15.8408100030 


B408100021 IE Info Notice 04-65. "Underrated Fuses Which May Adversely 
Affect Oper,atlon of Essential Electrical Equipment " Svc 
list end 

JORDAN.^ L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/00/16 Consolidated Edison Co of New 

York. Inc ilBpp 26198 001 24X Fiche 50-000.04/08/16.8408100021 


8408100055 IE Info Notice 04-66. "Undetected Unavai lab 1 1 1 ty of 
Turbine-Driven Auxiliary Feedwater Train " Svc list end 
JORDAN. E L Division of Emergency Propaiedness b Engineering 
Response (Post 83O103) 84/08/17 Consolidated Edison Co of Neu 

York, Inc I20pp 26276 OOt 24X Fiche 50-000,04/00/17.0400100055 


0408140208 IE Info Notice 04-67, "Recent Snubber Inservice Testing W/ 
High Failure Rates " Svc list end 

JORDAN. E L Diviaion of Emergency Preparedness b Engineering 
Response (Post 030103) 04/08/17 Consolidated Edison Co of Neu 

York. Inc 12app 26276 122 24X Fiche 50-000.84/00/17,0400140200 


0408210142 IE Info Notice 04-60. "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Svc list end 
JORDAN. E U Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/00/21 Consolidated Edison Go of Neu 

York, Inc ilOpp 26329 000 84X Fi che 50-000,04/00/21,8400210142 


0408290330 Forwards Safeguards Insp Repts 50-330/04-31 b 50-339/B4-31 
on 040006-10 Nd violations or doviations noted Repts 
uitliheld (ref 10CFR2 790 b 73 21 > 

DANCE. H C Division of Project b Resident Programs 84/00/27 
STEWART. W L. ViT'gInia Electric b Power Co 2pp 26289 3<J5 24X 

FI Cfi B 30-33Q, 84/08/27, 0408290330 


S. Reportable occurrences, LERs b related correspondence 


840B230077 Summary of 840007 operating reactor events meeting re 
occurrences since 840719 meeting List of attendee*, 
significant elements b status of previous assignments end 
CRUTCHFIELD. D Assistant Director for Safety Assessment 04/00/16 
EIBENHUT, D O Division of Licensing 20pp 26233 249 84X 

Fiche 50-000,84/00/16,0400230077 
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Q40B230392 PNO-I 1-04-031 on 04O817> earth tremor measuring 3 Q on 
Richter scale occurred Tremor did not trip plant seismic 
monitoring equipment 

ELROD, 5 A I OANCEfH C Region 2. Office of Director 04/03/17 Ip 
2A203 303 24X Fithe 50-33a< 04/00/ 1 7, 040a9303*?2 


0403290193 Informs of oil spill on 040816 Two gallons of oil discovered 
near first storn drain at discharge canal Oil contained in 
area cleaned up by use of absorbent pads & Fiber Pearl 
Caused by separator left running 

TAYLOR I J A Virginia Electric h Power Co 04/08/20 KREGL0E, M L 

Virginia, Comnonwealth of. Ip 26297 222 24X 

Fiche SO-aaa, 04/00/20. 0400290193 


V Operator Examinations 


0408070489 Forwards hot license simulator reactor startup certification 
program, per NUREG-0094 Program limits student to instructor 
ratio to four-to-one, conforming to INPO Guide 82-005 W/o 
end 

STEWART, W L Virginia Electric b Power Co 04/06/06 
PERBENSKY.J J NRC - No Detailed Affiliation Given 2pp 
23940 347 24X Fiche 50-000,04/06/06.0408070489 


DOCKET 30-339 NORTH ANNA POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


0408310069 Confirms 040524 visit to Region to discuss access control at 
facilities 

LEWIS, R C Region 2, Office of Director 04/05/22 STEWART, W L 
Virginia Electric L Power Co ip 26333 342 24X 

Fiche 90-000,84/03/22,8408310069 


8408310401 Forwards somuary of 040524 meeting re security Interface 
activities Nesting beneficial b provided better 
uniTerstand ing between security staffs 

LEWIS. R C Region 2. Office of Director 04/06/06 STEWART. W L 
Virginia Electric h Power Co 4pp 26333 311 24X 

Fiche 50-000.84/06/06. 0400310401 


0400140029 Forwards corrected Page 2 to attachment to 040614 order 
confirming licensee comnltments to implement post~THI 
related items in Boppl i to NUREG-0737, "Requirements for 
Emergency Response Capability” iOenerlc Utr 02-33) 

HILLER, J R Operating Reactors Branch 3 04/07/24 STEWART, W L 

Virginia Electric 6 Power Co 3pp 26061 259 24X 

Fiche 50-338,84/07/24.8400140029 


— B40S140033 Correction to 840614 order confirming licensee cammltments 
to Suppl I to NUREO-0737 Completion date for technical 
support ctr to be folly functional changed to 050731 
MILLER, J R Operating Reactors Branch 3 04/07/24 Virginia 

Electric t Power Co Ip 26061 263. 24X Fiche 50-338. □4/07/24, 

8408140029 


8408070039 Forwards replacement pages to control room design review 
program plan Adoption of Westinghouse Owners Group emergency 
response guidelines as basis for task analysis «< 
verification/validation sections principal changes 
STEWART, W L Virginia Electric & Power Co 84/07/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Gpp 29949 2B1 
24X Fiche 50-000, 94/07/27, B40B070039 


8400070400 Forwards "VEPCO North Anna Power Statl on, Uni ts 1 l< 2 
10CFR90, App R Rept - App A," per 840515 request Rept 
includes summary comparison of 19B4 App R reanalysis 6 util 
020622 post-fire safe shutdown review 

STEWART, W L Virginia Electric It Power Co 04/G7/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director HILLER* J R 
Operating Reactors Branch 3 3pp 25942 191 24X 

Fiche 90-3301 84/07/27, 8408070400 


— 0400070406 "VEPCO North Anna Power Station, Units 1 «« 2 10CFR50, App R 
Rept - App A '* ■* 

* Virginia Electric 6 Power Co 84/06/30 17pp 25942 194 24X 

Fiche 50-330,04/07/27,8408070400 


8403020028 Forwards lists of mods & revised schedules re 10CFR50 40, 
App R reanalysis Compensatory measures for mods specified 
Completion of App R reanalysls scheduled for B40B12 
STEWART, W L Virginia Electric 8< Power Co 04/07/31 DENTON, K R 
Office of Nuclear Reactor Regulation. Director ElSENHUT, 0 O 
Division of Licensing 9pp 23800 263 24X Fiche 30-330,04/07/31, 

0408020028 


8400130394 Ack receipt of 040710 U 0801 Itrs informing NRC of steps 
taken to correct violations noted in IE Safeguards Insp 
Rspts 5O-338/B4-10 Sc 50-339/04-18 

LEWia.R C Division of Project Sc Resident Programs B4/0B/09 
STEWART, W L Virginia Electric S< Power Co ip 26010 124 24X 

Fiche 50-33B, 04 /OB/09, 84 08 1 30394 


— 6408130400 Responds to NRC B406U Itr re violations noted in IE 
Safeguards Insp Repts 30-330/04-10 t 50-339/84-18 Corrective 
actions withheld Iref iOCFR732i> 

STEWART, W L Virginia Electric & Power Co 04/07/10 
□ 'REILLY. JP Region 2. Office of Director ip 26010 125 24X 

Fiche 50-330, 04/08/09. 8400 1 30394 


— B40B130403 Suppls response to NRC 040611 Itr rc violations noted in 
IE Safeguards Insp Repts 50-330/84-10 & 30-339/04-10 
Corrective actions withheld (ref 10CFR73 21) 

STEWART, M L Virginia Electric <« Power Co 84/00/01 

O'REILLY, JP Region 2, Office of Director Ip 26010 126 24X 

Fiche 50-330. 04/00/09, 0400 1 30394 


— 0400130400 Forwards IE Safeguards Insp Repts 50-338/04-18 Sc 
S0-339/84-1B on 840521-25 «, notice of violation Notice of 
violation withheld (ref 10CFR2 790 L L0CFR73 21) 

LEWIS, R C Region 2. Office of Director 04/06/11 STEWART. W L 
Virginia Electric L Power Co 2pp 26010 127 24X 

Fiche 90-338,84/00/09,8408130394 


—0409130418 IE Safeguards Insp Repts 90-338/04-10 Si 90-339/84-10 on 
840521-25 Noncompl iance noted in area of access control for 
personnel Details withheld (ref 10CFR2 790 St iOCFR73 21) 

ENNIS. J D Region 2, Office of Director 84/06/00 Ip 
S6010 139 24X Fiche 90-338,04/08/09,8408130394 


8400130433 Ack receipt of 840727 Itr inferming NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
50-338/84-25 Sc 90-339/84-25 

LEWIS, R C Division of Project 8i Resident Programs 04/00/09 
STEWART. W L Virginia Electric St Power Co ip 26005 339 24X 

Fiche 90-330,84/08/09.8408130433 


—8408130438 Responds to NRC 840629 Itr re violations noted In IB 
Safeguards Insp Repts 90-330/84-25 6 30-339/04-29 Corrective 
actions withheld (ref 10CFR73 21) 

STEWART, W L Virginia Electric Sc Power Co 04/07/27 

O'REILLY, JP Region 2, Office of Director Ip 26005 340 24X 

Fiche 50-33B, 04/00/09, 0408130433 


—0408130443 Forwards IE Safeguards Insp Repts 90-333/84-29 Sc 
30-339/04-29 on 040606 Sc notice of violation Notice df 
violation withheld <ref 10CFR2 790 L 10CFR73 21) 

LEWie.R C Region 2, Office of Director 04/06/29 STEWART, W L 
Virginia Electric St Power Co 2pp 260D3 341 24X 

Fiche 90-33a, 84/00/09, 0408130433 


—8408130446 IE Safeguards Insp Repts 90-338/34-25 Sc 90-339/34-25 
on S40606 Violation noted re access to vital area Details 
withheld (ref 10CFR2 790 St iOCFR73 21) 

HALL, 0 L Region 2, Office of Director 04/06/26 tp 
26009 343 24X Fiche 90-338,84/08/09.3403130433 


6400200387 Advises that program plan for conducting detailed control 
roam design review meets intent of 6uppl 1 to NUREG-0737 
Listed areas should be described In summary rept expected 
B90830 

VARGAiS A Licensing Branch 1 04/00/10 STEWART, W L Virginia 

Electric St Power Co 2pp 26141 219 24X Fiche 50-000,04/00/10, 

S40B2003B7 


8408290330 Forwards Safeguards Insp Repts 50-330/84-31 Sc 90-339/84-31 
on 840806-10 No violations or deviations neted Repts 
withheld Cref 10CFR2 790 8< 73 21) 

DANCE, H,C Division of Project Sc Resident Programs 04/03/27 
STEWART, M L Virginia Electric St Power Co 2pp 26289 349 24X 

Fiche 90-338,04/00/27.0400290330 


0 Adjudicatory correspondence 


B40a010250 Informs that util Sc NRC intend to file response to 
objectionable contentions by B40B17, based on discussions w/ 
parting 

DOUGHERTY, J D Dougherty. J B DOUGHERTY. J B Concerned Citizens 

of Louisa County, VA DBD 669, 04/07/30 WOLFE, 8 J , 

FERGUSON, 0 A , KLINE, J Atomic Safety and Licensing Board Panel 
lOpp 29054 342 24X Fiche 90-338,84/07/30.8409010250 


0408150464 Response to 040730 third draft of contentions of Concerned 
Citizens of Louisa County All but Contention 4 should be 
denied Certificate of 8vc end 

MAUPiNiM W Virginia Electric 8< Power Co MAUPIN, M W Hunton St 
Williams DSD 056 84/08/14 Atomic Safety and Licensing Board 

Panel 31 pp 2606B 169 24X Fiche 50-338.84/08/14,8408190464 


0403200477 Forwards response to contentlone of Concerned Citizens of 
Louisa County W/e end Related correspondence 

HAUPIN, N M. Hunton 8* Williams. MAUPIN.M W Virginia Electric & 
Power Co DSD 197 B4/0B/14 Docketing 4c Services Branch, ip 
26136 306 24X Fiche 90-338,84/08/14,8408200477 
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10Q2D03Q7 Forwd^ds MAC response to Concerned Citizens of Louisa 
County third draft of contentions Request by NRC for l-dey 
exte-n&lon In date for filing response granted by 
Chairman Uolfe 

LEWra.S H Hearing Branch 2 DSD t73 34/08/15 UOLFEj S J * 

KLINCi J I FEROUSONj A Atonic Safety and Licensing Board Panel 
Ip 26137 140 24X Flche 50-338^94/08/15.9409300597 


'9408200593 Response to Concerned Cltiiens of Louisa County third draft 
of contentions Certificate of Svc end 

MCOURREN. H J Hearing Branch 1 LEWISES H Hearing Branch 3 
04/08/13 Atomic Safety and Licensing Board Panel J3pp 
26137 141 24X Flche 50-3391 84/09/ 1 5 . 8408200587 


108300129 Response supporting admission of Concerned Citliens of 
Louisa County 840914 revised Contention 4 Certificate of Svc 
anc 1 

HA3BELL»D F Hearing Branch 1 DSD 3B0 84/08/27 Atomic Safety 

and Licensing Board Panel 4pp 26304 35B 24X 

Fiche 50-338^ 84 /0a/27i 9408300129 


09300177 Response to Concerned Citizens of Louisa County. VA (CCLCI 
revised Contention 4 re physical protection sys for spent 
fuel shipments Protective order necessary for CCLC access 
Certificate of Svc end 

MAUPIN. M M Vlrgitiia Electric «< Power Co HAUPIN.M U Hunton & 
Williams DSB 394 64/06/27 Atomic Safety and Licensing Board 

Panel I4pp 26305 343 24X Ficho 50-338.84/08/27.8408300177 


108310190 Forwards applicant response to Concerned Citizens of Louisa 
County. VA revised Contention 4 H/o end Related 
correspond ence 

HAUPIMiM H Honton Williams HAUPIN.H W Virginia Electric L 

Power Co DSB 414 94/08/27 Docketing & Services Branch Ip 

26322 202 24X Flche 50-338.84/08/27,8409310130 


IOB310148 Order scheduling supplemental special prehearing conference 
an 840907 In Bethesda.MD & directing participants to appear 
Served on 840030 

WDLFE'i 8 J Atomic Bafatg and Licensing Board Pane) DSB 392 
04/OB/28 Office of the Executive Legal Director 3pp 
26320 358 24X Flche , S0-33B. 04/OB/2B. 64083101 40 


Operating license stage documents t correspondence 


108300369 Confirms G4050L telcon ui/HC Dance re 840510 mgt meeting in 

Hegien II ofc to discuss or g ani latlonal structure 

LEWlBiR C Region 2* Office of Director. 84/05/07 STEWART. W L 

Virginia Electric b Peuer Co ip 26306 230 24X 

Flcfie 50-000. 04/0 5/07. 8400300369 


100130223 Forwards safety evaluation re util 031104 response to 
Oenerlc Ltr 83-20. Item 4 3. **Rcactor Trip Sys Reliability *' 
Design mods acceptable 

HILLER. J R Operating Roadors Branch 3 84/07/24 STEWART. W L 

Virginia Electric £< Pouer Co 2pp 26050 313 24X 

FI Che . 30-339. 64/07/24. 6408130223 


■8408130226 Safety evaluation supporting licensee response to Generic 
Ltr 93-201 Item 4 3. "Reactor Trip Sys Reliability “ Design 
mods acceptable 

e NRC - Np Detailed Affiliation Given 94/07/24 lOpp 
3605B 315 24X Fiche 30-338.84/07/24,8408130223 


08140063 Forwards comments b questions for review U requests site 
visit to further discuss Inservice testing program NRR 
should be ee-ntacted in approx 4 wks to confirm time b date 
for meeting 

MILLER. J R Operating Reactors Branch 3 84/07/24 STEWART.H L 

Virginia Electric b Power Co 9pp 26061 267 24X 

Iche 50-338.84/07/24,0409140063 


'B090235 Application for amends to Licenses h!PF-4 b MPF-7. revising 
ech Specs re limiting conditions far operation b 
uTVcll lance requirement! consistent u/BTS 

TEWART.W L Virginia Electric b Power Co 64/03/01 DENTON. H R 
fflce of Nuclear Reactor Regulation. Director NlLLER.J R 
peratlng Reactors Branch 3 4pp 25972 141 24X 

iche 50-338. 64/06/01. 64030902 35 


3408090239 Proposed Tech Spec changes re limiting conditions for 
opsrati-on b surveillance requirements, to provide 
conelstencv w/8TB. 

a Virginia Electric b Power Co 84/08/01 7pp 25972:145 24X 

Fiche 50-339,64/06/01.6408090235 


0408-090149 Provides upgraded in-core thermocouple implementation 
schedule, per 040221 connitment Util proposes to complete Reg 
Guide 1 97 (ref NUnEG-0737. I tem II F 2) mods prior to or 
during 19B6 refueling outages 

STEWART. W L Virginia Electric b Power Co 84/08/03 DENTON. H R 
Office of Nuclear Reactor Regulation. Director EIBENHUT, D G 
Division of Licensing 2pp 25973 122 24X Fiche 50-330,84/08/03, 

840B090149 


8408070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for GLs b holders of CPs re availability of 
Suppl t to NUREO-O933i *'Pr >ori ti rati on of Generic Safety 
Issues " Svc list end 

EISENHUT.O 0 Division of Licensing 04/00/06 Consolidated 
Edison Co of New York, Inc 18pp 26129 23B 24X 

Fiche 50-000,04/00/06.0400070110 


6400210575 Summary of 840S03 meeting u/utll in Dothesda.MD re 
nonqualified paint inside containment List of attendees b 
agenda end 

ENGLE, L D Operating Reactors Branch 3 04/08/13 HILLER, J R 

Operating Reactors Branch 3 20pp 26195 226 24X 

Fiche 50-338,94/00/13.8400210575 


9400210132 Forwards Generic Ltr 04-13 response schedule. I ist ing 
B40929 b 850131 as projected dates Justification for 
extension of responses included 

STEWART. W L Virginia Electric b Power Co 84/08/16 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 26181 348 
24X Fiche 50-000. 64/08/16. 8400210132 


640B210375 Forwards BbW summary technical repts of first capsule from 
reactor vessel surveillance program, per App H of iOCFRSO 
Repts delayed due to adml ni strat i vo oversight 

STEWART, W L Virginia Electric b Power Co 84/00/16 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 2617B 001 24X 

Fiche 50-338,84/06/16.0409210375 


— B40B2103B7 ''Analysis of Capsule V. VEPCO. Nor th Anna Unit 2, Reactor 
Vessel Matls Surveillance Program " 

LOWE. A L . COLLINS. L L . PAVINICK. W A Babcock b Wilcox Co 
nAW-1794 03/10/31 173pp 26170 002 24X Fiche 50-330. 
84/06/ 1 6. 8408210375 


8408200275 Generic Ltr 84-20 to all licensees of operating reactors b 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Svc list end 

EISENHUT.O G Divisiun of Licensing 04/00/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 50-000,84/00/20.9400200275 


Q Inspection reports. IE Bulletins b correspondence 


0400270367 Forwards Insp Repts 50-338/04-24 b 50-339/94-24 on 
040618-22 No violations or deviations noted 

DANCE.H C Region 2. Office of Director 04/07/11 STEWART. W L 
Virginia Electric b Power Co 2pp 26256 278 24X 

Fiche 30-330, 94/07/1 1 . 0408270387 


— B4OB27O380 Insp Repts 50-338/84-24 b 30-337/04-24 on 040610-22 No 
Violations or deviations noted Major areas inspected plant 
chemistry b employee concerns 

R088. U J , BLAKE. J J Region 2. Office of Director 84/07/09 
15pp 26256 200 24X Fiche 50-338,84/07/11.8400270397 


Q4072S02S9 IE Info Notice 04-57. "Operating Experience re (ioisture 
Intrusion In Safety-Related Electrical Equipment at 
Commercial Power Plants Svc list one I 

•JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/07/27 Consolidated Edison Co of Naw 

York. Inc ll9pp 25065 047 24X Fiche' 50-000. 04/07/27. 0407250229 


04OBO2OO4J Forwards insp fees for Burry Power Station b North Anna. Uni t 
1 for Mar 1983 - Mar 1984 b North Anna, Unit 2 for 
Apr 1963 - Apr 1994 

STEWART, H L Virginia Electric b Power Co 04/07/27 DENTON, H R 
Office of Nuclear Reactor Regulation. Director Ip 25000 304 24X 

Fiche 30-000.84/07/27.0408020041 


640B26015O Responds to IE Bulletin 84-02, "Failures of GE Type HFA 
Relays in Use in Class )E Safety Sys " All OE Type HFA 
relays in safety-related applications mill be replaced 
STEWART, W L Virginia Electric b Power Co 04/07/31 REILLY. J P 

Region 2. Office of Director 4pp 2625? 002 24X 

Fiche 50-000.04/07/31.0408260130 


840BOL0333 IE Info Notice 84-59. "Deliberate Circumventing of Station 
Health Physics Procedures " Svc list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 84/00/06 Consolidated Edison Co of New 

York, Inc 122pp 26060 001 24X Fiche 50-000,84/08/06,8408010333 
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d408DlOG37 IE Info Notice 04-6Oi 'Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc list end 
JOROANi E L Division of Emergency Preparedness V Engineering 
Responso (Post 030103) 04/00/06 Consolidated Edison Co of Neiij 

York> Inc I23pp 26067 150 24X Flche 50-000-04/00/06.0400010337 


04(30070120 IE Info Notice 04-61. "Overexposure of Diver in PWR 
Refueling Cavity '* Svc list end 

JORDAMj E L Division of Emergency Preparedness |< Engineering 
ReBponse (Post 0301031 04/00/00 Consolidated Edison Co of Nqui 

York. Inc t20pp 26129 110 24X Ficho 50-000.04/00/00,8406070120 


B40BI30394 Ac (< receip*" of 040710 & 0801 Itrs informing NRC of steps 
taken to correct violations noted in lE Safeguards Insp 
flepts 50-338/04-10 50-339/04-10 

tEWIS, H C Division of Project Resident Programs 04/00/09 
STEWAFT^W L Virginia Electric Power Co ip 26010 124 24X 

Ficfie 50-330,04/00/09.8400130394 


— 0408130400 Responds to NRC 040611 I tr re violations noted In IE 
Safeguards Insp Repts 50-330/04-10 6 50-339/04-10 Corrective 
actions uiithheld (ref 10CFR73 21) 

STEWART. « L Virginia Electric h Power Co 04/07/10 

O'REIULY. J P Region 2. Office of Director Ip 26010 125 24X 

FlcJhe 50-330,84/09/09.0408130394 


— B4O013O4O3 Suppls response to NRC 040611 Jtr re violations noted in 
IE Safeguards Insp Repts 50-330/04-10 t, 50-339/04-10 
CpTroctive actions withheld (ref I0CFR73 21) 

STEWART, W L Virginia Electric 8. Power Co 04/08/01 
O'REILLY.J P Region 2, Office of Director Ip 26010 126 24X 

Fiche 50-330,84/00/09.0408130394 


--B408130408 Forwards IE Safeguards Insp Repts 50-330/84-10 6 
80-339/04-10 on 840521-25 i. notice of violation Notice of 
violation withheld (ref 10CFn2 790 it 10CFR73 21) 

LEWIS, R C Region 2, Office of Director 04/06/11 STEWART, W L 
Virginia Electric 6 Power Co 2pp 26010 127 24X 

Fichc 50-330,04/00/09.0400130394 


--0408130418 IE Safeguards Insp Rcpts 50-338/04-18 h 50-339/04-10 on 
040321-25 Noncodip I lance noted in area of access control for 
personnel Details withheld (ref 10CFR2 790 it lOCFn73 21) 

ENNI6. V D . HCOUIRE.D R Region 2, Office of Director 04/06/00 
ip 26010 129 24X Flche 30-330,04/08/09.8400130394 


B408130433 Ac k receipt of 840727 Itr informing NRC of steps taken to 
correct violatlotis noted in IE Safeguards Insp Repts 
00-330/04-25 t 50-339/04-25 

LEWIS, R C Division of Project 5^ Resident Programs 04/00/09 
STEWART, W U Virginia Clectrlc 5< Power Co Ip 26005 339 24X 

Flche 50-330, 84/08/09, 8400130433 


—0400130438 Responds to NRC 840629 Itr re violations noted In IE 
Safeguards Insp Repts 50-330/84-25 !. 50-339/04-25 Corrective 
actions withheld (ref 10CFR7321) 

STEWART. W L Virginia Electric 8, Power Co 04/07/27 
O'REILLY.J p Region 2, Office of Director Ip 26005 340 24X 

Fiche 30-338,04/08/09,8400130433 


— 8403130443 Forwards IE Safeguards Insp Repts 50-330/84-23 & 
50-339/04-23 on 840606 6 notice of violation Notice of 
violation withheld (ref 10CFR2 790 L I0CFR73 21) 

LEWIS, R C Region 2, Office of Director 04/06/29 STEWART, W L 
Virginia Electric & Power Co 2pp 26005 341 24X 

Fiche 50-330.84/00/09,0400130433 


—8408130446 IE Safeguards Insp Repts 50-330/84-25 8c 50-339/B4-25 
on 040606 Violation noted re access to vital area Details 
withheld (ref 10CFR2 790 it tOCFR73 21) 

HALL, D L , MCGUIRE, D R Region 2, Office of Director 84/06/26 
Ip 26003 343 24X Flche 50-338,84/08/09.8408130433 


8408070376 IE Info Notice 84-62, "Therapy Misadmin istrations to 
patients Undergoing Ca-60 Teletherapy Treatments " Svc 
list entl 

ORACErJ N Division of QA, Safeguards Sc Inspection Programs (Post 
830103) 84/08/10 Consolidated Edleon Co of New York, Inc 

|25pp 26130 001 24X Flche 50-000,84/08/10,8408070376 


8400100009 IE Info Notice 04-63, "Defective RHR Replacement Piping “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/00/13 Consolidated Edison Co of New 

York, Inc ll9pp 26197218 24X Ficho 50-000.04/00/13,0408100009 


8400=100039 IE Info Notice 04-64, "DWR HPCI Initiation 8eal-In << 
Indication " 8vc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 04/08/15 Consolidated Edisdn Co of New 

Vorir, Inc I04pp 26198 093 24X Flche 50-000,84/08/15,8408100030 


8400100021 IE Info Notice 84-65. "Underrated Fuses Which May Adversely 
Affect Qperatlon of Essential Electrical Equipment " Eve 
list enc 1 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/08/16 Consolidated Edison Co of New 

York, Inc 1 18pp 26198 001 24X Flche 50-000.04/08/16,8400100021 


8400100055 IE Info Notice 04-66. "Undetected Unava i 1 ab i 1 1 ty of 
Turbina-Dr iven Auxiliary Feedwater Tram " Svc list end 
JORDAN. E L Division of Emergency Preparedness !, Engineering 
Response <Post 830103) 04/00/17 Consolidated Edison Co of New 

York, Inc I20pp 26276 001 24X Fiche 50-000.04/00/17.0400100055 


8400140206 lE Info Notice B4-67. "Recent Snubber Inservlce Testing W/ 
High Failure Rates " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response {Post 030103) 84/00/17 Consolidated Edison Co of New 

York, Inc 122pp 26276 122 24X Fiche 50-000,84/09/17.0400140208 


6400210142 IE Info Notice 04-68. "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/00/81 Consolidated Edison Co of New 

York. Inc iJSpp 26329 008 24X Fiche 50-000.84/08/21.8408210142 


8400290330 Forwards Safeguards Insp Repts 50-330/04-31 4, 50-339/G4-3i 
on B40B06-IO No violation* or deviations noted Repts 
withhold (ref 10CFR2 790 4, 73 21 > 

DANCE, H C Division Of Project 6 Resident Programs 84/00/27 
STEWART, W L Virginia Electric 6 Power Co 2pp 26889 345 24X 

Fiche 50-338,84/00/27, 8408890330 


S Reportable occurrences. LERs 6 related correspondence 


B40B230077 Summary of 040007 operating reactor events meeting re 
occurrences since G407t9 meeting List of attendees, 
significant elements i status of previous assignmsnts end 
CRUTCKFIELO, 0 Assistant Director for Safety Assessment 84/08/16 
EISENHUT.O O Division of Licensing 20pp 26233 249 24X 

Fiche 50-000.04/08/16,0408230077 


8400230392 PNO- 1 1-04-051 on 840017, earth tremor measuring 3 0 on 
Richter scale occurred Tremor did not trip plant seismic 
monitoring equipment 

ELRDD, 0 A « DANCE, H C Region 2. Office of Director B4/DQ/17 ip 
26205 303 24X Fiche 30-338,04/08/17,0408230392 


6408290193 Informs of oil spill on 040816 Two gallons of oil discovered 
near first storn drain at discharge canal Oil contained in 
area it cleaned up by use of absorbent pads 6 Fiber Pearl 
Caused by separator left running 

TAYLOR, J A Virginia Electric 6 Power Co 94/00/20 RREGLOE, M L 
Virginia, Commonwealth of, Ip 26297 222 S4X 
Fiche 50-338,84/00/20,0408290193 


V Operator Examinations 


9400070489 Forwards hot license simulator reactor startup cer tif icat ion 
program, per NUREG~0094 Program limits student to instructor 
ratio to fouT-to-ono, conforming to INPO Guide 82-005 W/o 
end 

BTEWART. W L Virginia Electric & Power Co 04/06/06 
PERSENSKYi J J NRC - No Detailed Affiliation (Slven 2pp 
25940 347 24X Flche 50-000,84/06/06,0400070489 


DOCKET 50-341 ENRICO FE«M1 ATOMIC POWER PLANT, l/NIT 2 


A Appllcation/construction stage documents i, correspondence 


8406010037 Responds to 840222 request for addl info re postulated 
Failure of HPCJ steam line w/o isolation Qutboard isolation 
valve on HPCI steam line maintained In closed position 
Dypaes valve must dose against only l-inch flow 

JENS, W H Detroit Edison Co 04/05/25 YOUNOBLQQD, i] J Licensing 
Branch 1 2pp 24756 355 24X Flche 50-341.04/05/25.8406010037 


@408210079 Forwards revised offsite dpse calculation manual, ref lecti ng 
resolution of NRC 840500 questions on draft manual Specific 
responses end 

JENS, W H Detroit Edison Co 04/07/25 YOUNG BLQDD, B J Licensing 

Branch 1 4pp 26186 016 24X Flche 50-341.64/07/25.040821007? 


-^8408210085 "Offsite Dose Calculation Manual for Enrico Fermi Atbfnlc 
Power Plant Unit 2 " 

e Detroit Edleon Co 04/05/31 I19pp 261B6 020 24X 

Fiche 30-341,04/07/25,0408210079 
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84DBO6O3Q0 Foruards proof tf review Tech Specs 5ect:ions of Tech Specs 
pertaining to particular areas af i espons ib 1 1 1 ty should be 
reviewed Results of rev'iew requested bg 840831 

CRUTCHFIELD* D Assistant Director for Safetg Assessment 04/07/27 
NOVA(^< T Assistant Director for Licensing JOHNS TOMi (s' V Assistant 
Director for HatlSi Chen & Environ Technologg iPost 030201) 
RUBENerEIN. L 5 Assistant Director for Core Ic Plant Systems 400pp 

26220 256 24X Fiche 50-341.04/07/27.0408060300 


04OBD7D44D Advises of plans to implement Option 4 of NUREG-0737. 3 tom 
11 K 3 18* "Hod of Autonatic Depressor! lation Sgs Logic*" 
per NRC approval Plans include installation of sys manual 
inhibit switch 

JENSiM H Detroit Edison Co 04/07/31 YOUNODLCOO. 0 J Licensing 
Branch 1 2pp 25942 357 24X Fiche 50-341 , 84/07/31. B408070440 


B40QI60474 Forwards Certificate of Bve re Amend 50 to amended U 
substituted application for license 

EARLE, 0 K Detroit Edison Co 84/08/00 YOUNGBLQDO, D J Licensing 
Branch I 3pp 26107 289 24X Fiche 50-341.84/08/08.6408160474 


0408200275 Generic Ltr 04-20 to all licensees of operating reactors h 
applicants for DLs re scheduling guidance for licensee 
submittals of reloads that involve unrevieuicd safety 
questions 3vc list end 

EI8ENHUT. D 0 Division of Licensing 04/08/20 Consolidated 

Edison Co of New York* Inc I7pp 26276 244 24X 

Fiche 50-00 0* 04/00/20* 0408200275 


B40B310264 Notification of 040913 meeting u/util in GethesdailiD to 
discuss applicant evaluation of coatings used in containment 
dr^uell 6 bietwell 

KINTNERrL L Licensing Branch 1 84/08/23 YOUNODLaOD,0 J 

Licensing Branch 1 4pp 26350 341 24X Fiche 50-341. 84/00/23* 

0400310264 


E NRC Safety Evaluation Report (SERI* suppis & correspondence 


040 0010216 Discusses control room design revieui open items status* per 
SER <NURE0-079B) Ends identify human engineer intf 
d fficiencies. status ft* where possible* ref documexit to 
support closure of item 

JENS.U H Detroit Edison Co 04/07/23 YOUNOSLaDD* D J Licensing 

Branch 1 5pp 2SBS6 027 24X Fiche 50-341,84/07/2 5.6400010216 


640 0330296 Forwards Rev 1 to Radiation Chemistry Procedure 70 000 15* 
"Daternination of Extent of Core Damage*" to resolve SSER 3 
{NURE6-O790) open items Procedure supports deletion of 
license condition proposed in SER 

JENStU H Detroit Edison Co 04/08/16 YOUNGBLOOD. B J Licensing 
Branch 1 4pp 26S0B 005 24X Fiche 50-341,84/00/16*6400330276 


—0400230301 Rev 1 te Radiation Chemistry Procedure 78 000 15* 
‘'Determination of Extent of Core Damage " 

HEINS* J Detroit Edison Co 84/06/12 2app S62O0 009 24X 

Fiche 50-341*64/06/16*8400230296 


F Becunty, medical* emergency ft fire protection plans 


0408150630 Forwards IE Insp Rept 50-341/B4-1S on 840625-29 No 
noncQfflp 1 iance noted List of weaknesses identified in 
emergency preparedness exercise end Corrective actions 
requested within 30 day of ltr receipt 

PAPERIELLOrC J Region 3. Office of Director 04/07/27 JENS* W H 
Detroit Edison Co 3pp S6079 065 24X Fiche 50-341-84/07/271 

8408150638 


-0400150646 IE Insp Rept 50-341/04-15 on 040625-29, Ma noncompliance or 
deviations noted Major areas inspected emergency 
preparedness exercise ft Licensee actions on previously 
identified items re emergency preparedness Scenario end 
PATTEREDNi J P , ChR ISTQFFER, 0 . KANTOR, F Region 3r Office of 
Director 04/07/27 24pp 26079 060 24X Fit h e 50-34 1* 84/07/27, 

8400150630 


100060024 Forwards IE flafeguards Insp Rept 50-34l/84‘'26 on 040711-13 
No noncomptiancB noted One potential deficiency Involving 
design of certain portion of security sys requires review 
AXEL8DN.W L Region 3* Office of Director 84/07/30 JENS.W H 
Detroit Edison Co 2pp 25933 099 24X Fiche 50-341,84/07/30. 

8406060024 


0408060036 IE Safeguards Insp Rept 50-341/84-26 on 840711-13 Ma 
noncompl iance noted Major areas inspected status of 
Installation ft implementation ft operability of security 
program Details withheld (ref 10CFR73 21) 

MADEDAiT J , CREEDr J R Region 3, Office of Director. 04/07/30. 
Ip 25933 101 24X Fiche 50-341* 84/07/30* 8408060024- 


B40BOBO305 Forwards discussion or known deviations from l0CFR50*App R 
(Generic Ltr 03-33) ft guidance on App R, except for control 
c tr complex Deviations include justification showing 
equivalent level of fire protection provided 

JENS* W H Detroit Edison Co 04/00/03 VOUNODLOOD. B J Licensing 

Branch S ll3pp 25964 115 24X Fiche 50-341.84/00/03*8400000305 


B40BOB0299 Forwards "Analysis of Thermal Response of Junction Between 
Partially Protected Membci Which Protrudes Thermo-Lag 330 
Firo Barrier ft Cable Tray' ft summaries of test results for 
configurations of 3M fire protection envelope 

JEMB. W H Detroit Edison Co 84/00/04 YOUNGBLOOD. B J Licensing 
□ ranch I 3pp 23965 195 24X Fiche 30-341*94/08/04,0400000299 


— 8408000302 ‘’Analysis of Thermal Responso of Junction Qetween Partially 
Protected Member Which Protrudes Thermo-Lag 330 Fire Barrier 
ft Cab ) e T ray " 

♦ Detroit Edison Co 84/04/30 63pp 25965 19B 24X 

Fiche 50-341.04/08/04*8400080299 


84O0O9O46B Summary of 040711 meeting w/gt i 1* Bechtel ft consultants in 
Bethasda*MD re fire protection moasuros List of attendees 
ft viaugraphs end 

LYWCH.M D Licensing Branch 1 84/00/06 Licensing Branch 1 

20pp 25983 178 24X Fiche 50-341.04/08/06,8400090460 


8408130153 Ac k receipt of 040724 ltr informing NRC of steps taken to 
correct violations noted in IE Preoperatl onal Safeguards 
Insp Rept 30-341/84-18 Corrective measures will be 
examined during subsequent insp 

AXELS0N*WU Region 3, Office of Director 04/00/08 JENS* H H 
Detroit Edison Co ip 26007 350 24X Fiche 30-341*84/08/08. 

8400130133 


— 840B130163 Responds to NRC 840621 ltr re violations noted in IE 
Preoperat 1 onal Safeguards Insp Rept 30-341/64-18 Corrective 
actions re design of main personnel access facility ft 
potential design weakness within warehouse withheld 
JENS.W H Detroit Edison Co 84/07/24 KEPPLER* J G Region 3. 
Office of Director Ip 26007 331 24X Fiche 50-341*04/00/08* 

8400130153 


8408230274 Informs of Intent to use alternative shutdown method 
described In tOCFrtSO.App R*&ectian III L as primary basis 
for satisfying requirements on fire protection for control 
ctr complex Review ft approval requested 

JENS.W H Detroit Edison Co 04/08/16 DENTDN* H Office of Nuclear 
Reactor Regulation* Director 6pp 26206 159 24X 

Fiche 30-341.84/08/16.8408230274 


8400230389 Forwards, for review* “Conti ol Room Design Review Program 
Plan for Fermi 2," per Suppl 1 to NUnEG-0737 ft Generic Ltr 
82-33 

JENS.W K Detroit Edison Co 84/08/16 YOUNG D LOO D. fl J Licensing 

Branch 1 2pp 26205 349 24X Fiche 50-341.84/08/16*0400230309 


—8400230391 "Control Room Design Review Program Plan fo Fermi 2 " 
« Detroit Edison Co 84/00/04 46pp 26205 251 24X 

Fiche 50-341.84/08/16,0400230309 


8400270348 Ack receipt of B40808 ltr informing NRC of steps taken to 
correct violations noted in Emergency Preparedness 
Appraisal Rept 50-341/83-24 

PAPERIELLO.C J Region 3# Office of Director 84/00/22 JENS* H H 
Detroit Edison Co ip 26242 361 24X Fiche 50-341,04/08/22. 

0400270348 


— 0400270352 Responds to NRC B40201 ltr re violations noted in Emergency 
Preparedness Appraisal Rept 30-341/03-24 Corrective actions 
numerical values used to determine emergency classification 
incorporated into equipment air locks 

JENS, M H Detroit Edison Co 84/08/08 PAPERIELLO. C J Region 
3. Office Of Director Ip 26242 362 a4X Fiche 50-341*04/08/22* 
0400270348 


04O83LO18B Forwards Rev 3A to EPA-99* ‘‘Radiological Emergency Response 
Plan " Rev provided to support resolution of open items In 
emergency planning area 

JENS.W H Detroit Edison Co 84/00/24 YOUNGBLOOD, D J Licensing 
Branch 1 2pp 26325046 24X Fiche 50-341,84/08/24.8408310108 


■840B310191 Rev 3A to “Radiological Emergency Response Plan " 

CONNELL, K Detroit Edison Co 84/08/16 250pp 26325 048 24X 

Fiche 50-341*04/08/24,8400310188 


K Utility Final Safety Analysis Report (FSAR) ft amends 


8408020029 Amend 50 to F0AR W/04O73i ltr 

EARLE, 0 K Detroit Ediso-n Co 84/07/31 DENTON, H R Office of 
Nuclear Reactor Regulation* Dlroctor 1, OOOpp 26399 172 24X 

Fiche 50-341.04/07/31,8408020029 
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P Operating liLense stage documents A# correspondence 


B40B070110 Generic Ltr Q4-19 to all licensees of operating reacfcorSr 
applicants for Oi-s & holders of CPs re availabilitg of 
Supp 1 1 to NUHEC*'0933. "P r i or 1 1 > i a t i on af Generic Safetg 
I s<sues " Svc I ist one 1 

EISGNHUT-DO Division of Licensing 84/08/06 Consolidated 

Edison Co of New Vork, Inc 10pp 26129 238 24X 

FichB 50-000,84/08/06,8400070110 


Q Inspection reports, IE Bulletins t correspondence 


B40B030203 Forwards IE Insp Ropt 30-341/84-07 on 040401-0613 No 
none oenp 1 1 ante noted 

UAFtNICk.R F Begion 3, Office of Director 84/07/13 JENS. W H 
Detroit Edison Co 2pp 25917 122 a4X Fiche 30-341,84/07/13. 
8408030203 


— 8400030207 IE Insp Rept 30-341/04-07 on 840401-0615 No noncompliance 
noted Major areas inspected previous inspector identified 
1 terns, headquarter s request, regiona 1 requests, I£ bulletins & 
circulars $ preope ra t i ona 1 test (ultnesslng 
KNDP,R C Region 3, Office of Director 04/07/12 13pp 
35917 124 g4X Fiche 30-341,84/07/13.0400030203 


8408010203 Forwards IE Insp Rept 50-341 /B4-22 on 840605-15 fc 20-22 Mo 
noncamp 1 lance noted 

WALKER, R D Region 3. Office of Director 04/07/16 JENS, W H 
Detroit Edison Co 2pp 23866213 24X Fiche 30-341,84/07/16, 
8408010283 


— 8408010205 IE Insp Rept 50-341/04-22 on 840603-15 & 20-22 No 
noncompliance noted Major areas inspected mg t of 
pr eoperationa 1 testing DA program S' quality verification I, 
training b qualification of OA personnel 

MALLOY, J , HASSe, R , MAWKINE.F Region 3, Office of Director 
04/07/16 5pp 25066 217 24X Fiche 50-341,84/07/16,8400010283 


84OBO6OO02 Provides final response to IE Bulletin 03-06, ''Nonconforming 
Matls Supplied by Tube-Line Corp " No Tube-Line Corp 
products received for use in saf ety-re lated sys 

JENS,W H Detroit Edison Co 04/07/23 KEPPLER, JG Region 3, 
Office of Director Spp 23933 130 24X Fiche 50-341,04/07/23, 

Q40D0600D2 


8407250229 IE Info Notice 04-57, "Operating Experience re Moisture 
Intrusion in 8af etij-Related Electrical Equipment at 
Commercial Power Plants " Svc list encl 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 04/07/27 Consolidated Edison Co of New 

York^ Inc U9PP 23063047 24X Fiche 30-000,04/07/27,9407250229 


8408150471 Forwards IE Insp Rept 50-341/04-24 on 840612-0713 No 
noncotnp I lance noted 

SPESSARDrR L Region 3, Office of Director 84/07/27 JENS, VI H 
Detroit Edison Co 2pp 26075 202 24X Fiche 50-341,04/07/27. 

8408150471 


— 8400150475 IE insp Rept 50-341/84-24 on 840612-0713 No noncompliance 
or deviations noted Major areas inspected licensee action on 
previous insp find ings, preoperat 1 ona 1 test procedure 
ver i f Ication, review h witnessing 

DUPONT, 9 G I iriLLa.O E , O'DWYER, 0 Region 3, Office of Director. 
84/07/26 6pp 26075 204 24X Fiche 30-341,04/07/27,0408150471 


8408130638 Forwards lE Insp Rept 50-341/84-13 on 840625-29 No 
noncomp 1 lance noted List of weaknesses identified in 
emergency preparedness exorcise end Corrective actions 
requested within 30 day of ltr receipt 

PAPERIELLO, C J Region 3, Office of Director 84/07/27 JENS, W H 
Detroit Edison Co 3pp 26079 063 24X Fiche 50-341,04/07/27. 

0400150638 


— B40S15O646 IE Insp Rept 50-341/04-13 on 840623-29 No none omp 1 lance or 
deviations noted Major areas inspected emergency 
preparedness exercise U licensee actions on previously 
identified items re emergency preparedness Scenario encl 
PATTERSON, J P , CHR I aTOFFER. , KANTDRi F Region 3, Office af 
Director 04/07/27 a4pp 26079 060 24X Fiche 30-341,84/07/27, 

8408150638 


0408060024 Forwards IE Safeguards Insp Rept 30-341/04-26 on 040711-13 
No noncomp 1 iance noted One potential deficiency involving 
design of certain portion of security sys requires review 
AXELSQN, W L Region 3, Office of Director 84/07/30 JEN8, W H 
Detroit Edison Co, 2pp 23933 099 24X Fiche 30-34 1. 04/07/30, 

84 00060 02 4 


— 840B060036 IB Safeguards Insp Rept 30-341/04-26 on 040711-13 No 
noncomp ] lance noted Major areas inspected status of 
installation It inplemen tab Ion & operability of security 
program Details withheld (ref 10CFR73 21) 

MADEDA, T J , CREED. J R Region 3. Office of Director 8^/07/30 

tp 25933 iOl 24X Fiche 50-341, 94/07/30,0400060024 


8400160334 Forwards IE Insp Rept 50-341/04-09 on 04O'1O9-O7O2 V notice 
of viptation 

BPES3ARD,R L Region 3, Office of Director 04/07/30 JENB, W H 
Detroit Edison Co 2pp 26106 101 24X Fiche 30-341.04/07/30, 

0400160334 


— 0400160338 Notice of violation from insp pn 040409-0702 

GPESSAnO.ft U Region 3, Office of Director 04/07/30 2pp 
26106 103 24X Fiche 50-341,84/07/30,8400160334 


—0400160341 IE Insp Rept 50-341/84-09 on 040409-0702 Noncomp 1 1 ance 
notad failure to control rev to design documents & failure 
to fallow listed procedures 

KAUFMAN, P 0 , YIN, I T . CILIMBERG, R L Region 3, Office of 
Director 84/07/27 21pp 26106 105 24X Fiche 50-341,84/07/30, 

0403160334 


0406070334 Ack receipt of 040724 ltr informing NRC uf steps taken to 
correct violations noted in IE Insp Rept 90-341/B4-11 
9PESBAR8rR L Region 3, Office of Director 04/08/02 J'ENS, If M 
Detroit Edison Co Ip 2S94S 144 24X Fiche 30-341,94/0 0/02, 

8400078354 


—8408070356 Responds to NRC 040626 ltr re violations noted in IE In«p 
Rept 30-341/84-H Corrective actions Test Change Notice 1722 
issued to FRET R3202 00 t, Rev 1 to reconnect battery chargors 
prior to performance test 

JENS, M H Detroit Edison Co 84/07/24 KEPPLER, J O Region 3, 
Office of Director 5pp 23945 £49 24X Fiche 50-341,04/00/02, 

8408070334 


0408070401 Informs that new sys of acknowledging receipt of licensee 
correspondence re nonconp 1 lance found during insp 
tnsti tuted, effective 040020 Preprinted form will be used 
rather than ltr 

KEPPLER, J 0 Region 3, Office of Director 04/09/03 

Commonwealth Edison Co 3pp 23942 109 24X Fiche 50-000,04/00/03, 

04OBO7O4OI 


8408010333 IE Info Notice 84-59, "Deliberate Circumventing of Station 
Health Physics Procedures *' Svc list end 

JORDAN, E L Division of Emergency Preparedness V Engineering 
Response CPost 030103) 84/00/06 Consolidated Edison Co of New 

York, Inc 122pp 2606S OOt 24X Fiche 50-000,04/00/06.0400010333 


8408010337 IE Info Notice 04-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Bve list encl 
JORDAN, E L Division of Emergency Preparedness Ik Engineering 
Response (Post 830103) 84/00/06 Consolidated Edison Co of New 

York, Inc 123pp 26067 130 24X Fiche 30-000,04/00/06,6400010337 


6408230141 Forwards IE Insp Rept 50-341/84-30 on 840627-29 & 0710-12 & 
notice of violation 

BPES8ARD, ft L Region 3, Office of Director 84/08/06 JENS, W H 
Detroit Edison Co 2pp 26214 001 24X Fiche 30-341,84/08/06. 

8400230141 


— 04OB23OI42 Notice of violation from insp on 040627-29 Sc 0710-12 
SPEseARD,R L Region 3. Office of Director 04/06/06 Ip 
26214 003 24X Fiche 50-341,04/00/06,8400230141 


—8400230144 IE Insp Ropt 50-341/84-3D on 840627-29 A 0710-12 
Noncompliance noted failure to take appropriate corrective 
action re shore barrier structure configuration deviations 
NORTON, vT , WILLIAMS, C C Region 3, Office of Director 04/08/03 
lOpp 26214 004 24X Fiche 30-341,04/00/06,04002301 41 


B40G070120 IE Info Notice 04-61, "Overexposure of Diver in PWR 
Refueling Cavity " Svc list end 

JORDAN, E L Division of Emergency Proparedness 8« Engineering 
Response (Post 030103) 64/08/00 Consolidated Edison Co of New 

York, Inc 120pp 26129 110 24X Fiche 30-000,84/08/00,8408070120 


B40B130153 Ack receipt of 040724 ltr informing NRC of steps taken to 
correct violations noted In IE Preop erational Safeguards 
Insp Rept 30-341/84-10 Corrective measures will be 
examined during subsequent insp 

AXELSDH, W L Region 3. Office of Director 04/08/00 JENR.W H 
Detroit Edison Co ip 26007 330 24X Fiche 30-341,04/08/08, 

8408130153. 
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‘Q408 1 aOl £i3 Re-spohd^ NRC 840621 1 tr re vtolationa noted in IE 

Proopor^ t it>na I Safeguards Inap Rept 30-341/84-18 Corrective 
actions re design of nain personnel access facility 
potential design ueakness within warehouse uiithheld 
JENS I W H Detroit Edison Co B4/07/24 KEPPLER. J G Ragion 3. 
□ ffflce i&f Director ip 26007 35! 24X Fiche 50-341* B4/O8/0B, 

0408130133 


B4OS07O376 IE Info Notice B4-62i "Therapy Ki sadminis trati ons to 
Patients Undergoing 00-60 Teletharapy Treatments ■" Svc 
list end 

ORACE* J N Division of QA» Safeguards Inspection Programs <Post 
B30103) 84/08/10 Consolidated Edison Co of rlaiu York* Inc 

laspp 26130 001 24X Fiche 50-000.04/03/10*8406070376 


0400270034 Foruiards Inap Rept 50-341/64-27 on 340709-13 «, 25 No 
cioncomp 1 ianc e noted 

PAPERIELLD. C J Region 3* Office of Director B4/OB/10 JEN3.WH 
Detroit Edison Co 2pp 2625B 210 24X Fiche 50-341.84/03/10. 

0403270034 


— 0403270090 Insp Rept 50-341/34-27 on 040709-13 t* 25 No noncompliance 
noted Major areas inspected pr eoper ational radiation 
protection progratn. fac i 1 1 1 1 et. equi pment. NUnEG-0737 items, 
status of preop erat iona 1 sys 8. dram ays 

HUETEH.L xt , DILL. C F . GREOER. L R Region 3. Office of Director 
84/Oa/lO aOpp 2625B 212 24X Fiche 50-341.64/00/10.3408270034 


0408100009 lE Info Notice 04-63. “Defective RHR Replacement Piping " 
Svc list enc I 

■JORDAN. £ L Division of Emergency Preparedness 8* Engineering 
Response KPost 030103) B4/0B/13 Consolidated Edison Co of New 

York. Inc I19pp 26197 210 24X Fiche 50-000,04/08/13.0400100007 


8408300203 Forwards Insp Rept 50-341/04-17 on 040514-17.0529-0601 U 29 
*t notice of violation 

HTTUE, M S Region 3. Office of Director 04/00/14 JENS, W M 
Detroit Edison Co 2pp 26306 246 24X Fiche 30-341.84/08/14. 

8400300203 


■8406300207 Notice of violation from insp on 840514-17,0529-0601 S, 29 
LITTLE. W 8 Region 3, Office of Director 84/0B/I4 Ip 
26306 248 24X Fiche 50-341.04/08/14.0409300203 


■8406300220 insp Rept 50-341/84-17 on 840514-17.0529-0601 & 29 
Nancompl 1 ancfr noted personnel performed Raychem heat ahrink 
application o-n Valve V4-20SO w/o previous training & 

Inadequate design review performed 

NAtDUiK . FALEVITS. Z , (3AUTAH. A Region 3. Office of Director 
84/00/14 35pp 26306 249 SAX Fiche 50-341,04/00/14.8408300203 


0408100038 1£ Info Notice 04-64. “OUR HPCI Initiation Soal-tn & 
iTkdicatian " Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 03OiO3) 04/00/15 Consolidated Edison Co of Neis 

York. Inc I04pp 26190 093 a4X Fiche 30-000.04/00/15.8400100030 


0408100021 IE Info Notice 04-65* “Underrated Fuses Uhlch May Adversely 
Affect Operation of Essential Electrical Equipment “ Svc 
list and 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Raspanse (Post 030103) 04/00/16 Cons al i dated Edison Co of New 

York. Inc 118pp 26190 001 24X Fiche 30-000. 04/00/ 16. 04001 0002 J 


B40B10DDSS IE Info Notice 84-66. “Undetected Unavai JabU 1 tg op 
Turbine-Driven Auxiliary Feedwater Train " 3vc list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
RvspancB (Post 030103) 04/00/17 Consolidated Edison Co of New 

York, rnc laopp £6276 001 a4X Fiche 30-000.04/08/17. 0408100035 


3408140208 IE Info Notice S4-67. "ftecenfc Snubber Inservlce Testing W/ 
High Failure Rates ’* Svc list encl 

JORDAN. E L Division of Emergency Preparedness it Enginaerltig 
Response (Post 830103) 04/00/17 Consolidated Edison Co of New 

YorV. Inc IHEpp 26276 122 24X Fiche 50-000.04/00/17,0400140200 


3408310381 Foruards Insp Rapt 50-341/84-31 on 840730-0003 No items 
of none omp I ianco identified 

BPE88ARD. R L Region 3, Office of Director 04/00/17 JENS. W H 
Detroit Edison Co 2pp 26333303 34X Fiche 50-341,84/00/17, 

0400310361 


■8 4 00310394 Insp Rept 30-341/04-31 on 840730-0803 No items of 
noncomp 1 ianc a or deviations noted Major areas inspected 
testing of pipe support & restraint sys |< quality U design 
documents of safety-related piping sys in RHR complex 
KAUFMAN. P D . DANIELSON, D H Region 3, Office of Director 
84/08/16 6pp 26333 305 24X Fiche 50-341.04/08/17,8400310381 


0400210142 IE Info Notice 84-68. "Potential Deficiency in Improperly 
Rated Field Ulring to Solenoid Valves " Svc list end 
JORDAN, E L Division of Emergency Preparedness !, Engineering 
Response (Post 830103) 04/08/21 Consolidated Edison Co of New 

York. Inc 115pp 26329 008 24X Fiche 50-000. 04/OB/2 I . 04002 10 1 42 


8408270348 Ac k receipt or 040808 Itr informing NRC of steps taken to 
correct violations noted in Emergency Preparedness 
Appraisal Rept 50-341/03-24 

PAPERIELLO, C J Region 3. Office of Director 04/08/22 JENS. W H 
Detroit Edison Co Ip 26242 361 24X Fiche 30-341.04/08/22. 

8408270348 


— 8408270332 Responds to NRC B40201 Itr re violations noted in Emergency 
Preparedness Appraisal Rept 50-341/83-24 Corrective actions 
numerical values used to determine emergency classification 
incorporated into equipment air locks 

JENS. W H Detroit Edison Cn 04/08/08 PAPERIELLO, C J Region 
3. Office of Director Ip 26242 362 24X Fiche 50-341,04/08/22. 

0408270348 


8 Reportable occurrences, LERa & related correspondence 


8408240340 Part 21 rept re presence of Loctite-242 in CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported o-n 840413 New thread locking devices investigated 
SHERWOOD, (J O General Electric Co 04/04/13 DEYOUNO, R C 
Director's Office, Office of Inspection and Enforcement 3pp 
26232 256 24X Fiche 50-000,04/04/13,8408240348 


0408080511 Final deficiency rept, Item 61 re undersized battery cables 
Initially reported an S20312 Design changes issued to 
require larger cables for affected motor operated valves t 
Inatal 1 atl on of interposing relays in trip/close circuits 
JENS, W H Detroit Edison Co 04/07/23 KCPPLER, J Q Region 3. 
Office of Director 2pp 25975 262 24X Fiche 50-341,04/07/23. 

040000051 1 


8400080516 Final deficiency rept. Item 87 re possible ITE circuit 
breaker failures Initially reported on 030304 Replacement 
solid state trip devices. w/Sprague Type 137D capacitor, 
obtained Mod request issued 

JENS.W H Detroit Edison Co 04/07/23 KEPPLER. J 0 Region 3, 
Office of Director 2pp 25973 267 24X Fiche 50-341,04/07/23. 

B40B08D516 


0400090055 Interim deficiency rept. Item 131 re weldolets lacking 
complete chemical analysis documentation Initially reported 
on 040627 Corrective action to be determined upon completion 
of investigation Reported under Part 21 by Ouyon Alloys 
JENS.W H Detroit Edison Co 04/07/24 KEPPLER. J 0 Region 3. 
Office of Director 2pp 25992 333 24X Fiche 50-341.04/07/24, 

8400090055 


0400090062 Final deficiency rept. Item 9i re brok en/cracked puffer 
piston rods in Drown Doveri 5HK circuit breakers (IE Info 
Notice 83-84) Item not reportable under IOCFR50 55 (b> as 
deficiency would not adversely affect safe operation 
JENS.W H Detroit Edison Co 04/07/24 KEPPLER. J Q Region 3, 
Office of Director 2pp 25992 141 24X Fiche 50-341.84/07/24. 

0400090062 


0400090071 Final deficiency rept.Item 130 re Insufficient clearance 
betuean main steanlincs it containment walls Initially 
rop-orted on 040626 Pipe whip restraint design mod initiated 
to reduce gap between nain steamline It restraint 

JENS.W H Detroit Edison Co 04/07/24 KEPPLER, J 0 Regions. 
Office of Director 2pp 25992 334 24X Fiche 50-341.04/07/24. 

0400090071 


8403140016 Final deficiency rept.Item 104 re premature resetting of 
automatic digital load sequencer eye Initially reported on 
631004 Control logic wiring separated from output relay 
contact wires to reduce voltage & surge assemblies added 
JEN8. W H Detroit Edison Co 04/00/01 KEPPLER. J Q Region 3, 
Office of Director 2pp 26044 166 24X Fiche 50-341.84/00/01. 

8400140016 


3408160444 Final deficiency rept.Item 40 re callbr tolerances for 
torque wrenches Initially reported on 810303 Corrective 
actions include audit of site contractor torque wrench 
calibr programs Wrenches recalibr «< tolerances clarified 
JENBfH H Detroit Edison Co 04/00/01 KEPPLER, J O Region 3. 
Off ice of Director 3pp 26107 273 24X Fiche 50-341 . 84/08/01, 

6400160444 


040022020? Final deficiency rept.Item 94 re loose pole piece wedges on 
four emorgoncy diesel generators Initially reported on 
63042? Dovetail wedges replaced w/stronger It longer model 
JENS.W H Detroit Edison Co 04/00/00 KEPPLER. J 0 Region 3. 
Office of Director Gpp 26109 143 24X Fiche 30-341,04/08/00. 

0408220207 
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8408220135 Final deficiencij rept. Item 92 re structural steel sliding 
cannectians Initially reported in Apr 1903 Drauings revised 
to specify torque values Affected connections remarked 
JErJSiW H Detroit Edison Co 84/0B/O9 KEPPLER, J G Region 3. 
Office of Director 2pp 26108 060 24X Fiche 50-341,04/08/09- 

8408220135 


0408220173 Final deficiency rept, Item 66 re core spray pump motor 
damage Initially reported in Apr 1982 All damaged parts 
replaced & equipment inspected to ensure quality at 
installation 

JENS, W H Detroit Edison Co 84/00/09 KEPPLER, J G Region 3- 
Office of Director 2pp 26109 176 24X Fiche 30-341,04/08/09. 

0408220173 


0400220193 Final deficiency rept. Item 75 re calibr problems ui/Rosemount 
trip units Initially reported on 820720 Trip unit 
potentiometers made id/silver contacts rep lac od, recal ibr 
installed 

JEN5.W H Detroit Edison Co 84/08/09 KEPPLER. J 0 Region 3, 
Office of Director 2pp 26109 063 24X Fiche 50-341,04/08/09, 

8400220193 


0400300216 Final deficiency rept. Item 37 re Fisher Controls control 
valve actuators Initially reported on 801231 Engineering 
specs revised to include valve natural frequency criteria 
Actuators replaced 

JBN8.W H Detroit Edison Co 04/08/14 KEPPLER. J G Region 3. 
Office of Director 2pp 2630? 055 S4X Fiche 50-341,94/08/14, 
B40B300216 


8406300045 Final deficiency rept, Item 113 re linear indications in 
seams df ASTM A500 Grade D tube steel Initially reported on 
8401S3 Supports fabricated from affected tube steel 
identified S. being replaced 

JBN9,W H Detroit Edison Co 04/00/13 KEPPLER. J G Region 3. 
Office of Director 2pp 26307 072 24X Fiche 30-341,04/00/13. 

G40B300045 


0408300061 Final deficiency rept, Item 126 re underrated terminal blacks 
in Limitorque motor operated valve operators Initially 
reported on 040504 Tu/eive terminal blocks removed Four 
motor operators hard tdired 

JENSjU H Detroit Edison Co 04/08/13 KEPPLER, J 0 Region 3. 
Office of Director 3pp 26307 308 24X Fiche 50-341,84/00/15, 

8408300061 


8408300069 Final deficiency rept, Item 35 re defective spot welds In 
pouerstrut support motl Initially reported on 820211 
Purchase & installation of all pouiorstrut conf igura tions 
suspended by LK Comstock Supports reinforced or replaced 
JENB. tJ H Detroit Edison Co 04/08/13 KEPPLER, J 0 Region 3, 
Office of Director 3pp 26307 173 24X Fiche 30-341,04/00/15, 

040B300069 


0406300209 Final deficiency rept, Item 74 re suay strut paddles clamped 
rigid Initially reported on 820702 Installation of strut 
assembly placed on hold while problem resolved Components 
modified 

vIENB, W H Detroit Edison Co 04/00/13 KEPPLER. J G Region 3, 
Office of Director 2pp 26307 046 24X Fiche 50-341,84/00/13, 

0400300209 


0408300223 Final deficiency rept, Item 120 re NPS Industries, Inc pipe 
support components w/same part number Initially reported on 
040319 NPS Induatriea changed physical dimensions of parts, 
but parts retained same part number 

JENSiU H Detroit Edison Co 04/00/ J 3 KEPPLER, J 0 Region 3. 
Office of Director 2pp 26306 330 24X Fiche 30-341,04/08/13, 

0408300223 


8408300251 Final deficiency rept, Item 68 re defective pipe support 
strut swivel bearings Initially reported on 820514 
Engineering hold placed on all rework, pend Ing resolution of 
problem development of coordinated corrective action plan 
JENS, W H Detroit Edison Co 04/00/13 KEPPLER, J G Region 3, 
Office of Director 3pp 26307 020 24X Fiche 50-341,84/08/13, 

04OB3OO25i 


B40B300237 Final deficiency rept, Item 3o re linear indications In 
Par ker-Hanni f in stainless steel tees Initially reported on 
020112 All tees from affected heat numbers liquid penetrant 
tested £( accepted or cut out & replaced 

JENB.W H Detroit Edison Co 04/08/13 KEPPLER, J O Region 3. 
Office of Director 3pp 26307 035 24X Fiche 50 - 341 . 84 / 00 / 13 , 

8408300237 


0408310106 Part 21 rept re torus-to-reac tor bldg vacuum breakers Memo 
of 840020 telcon reporting equipment quality it separation of 
controls to butterfly valves enc 1 GE lacks technical Info to 
adequately evaluate condition 

VILLA, R General Electric Co 84/08/21 RD8SI,C E Director's 
Office, Office of Inspection and Enforcement 3pp 26318 327 24X 

Fiche 30-000,84/08/21.8408310186 


V Operator Examinations 


8406140426 Provides address for transmitting all operator licensing 
correspondence to Region HI ofc, e<cept info for examiners 
WALKER, R D Region 3. Office of Director 84/08/10 Michigan, 
Univ of, Ann Arbor. Ml 2pp 26031 198 24X Fiche 30-000, 

84/08/10, 0408140426 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F Security, medical, emergency & fire protection plans 


8408090017 Forwards IE Insp Rept 50-344/04-13 on 840514-18 h 29-0601 No 
noncomp 1 lance noted 

WENBLAWSKI.F A Region 5, Office of Director a4/0//23 
WITHERB. B D Portland General Electric Co 2pp 25994 341 24X 

Fiche □0-344,84/07/23,8408090017 


—8408070021 IE Insp Rept 50-344/04-13 on 840514-18 & 29-0601 No 
violations noted Major areas inspected radiation protection 
program during refueling outage, including general employee 
tra intng. organ! lat ion & staffing & records & repts 
CILLIS, M . YUHA8, 0 P Region 5, Office of Director 84/07/18 
19pp 25994 343 24X Ficho 50-344,84/07/25,8408090017 


0406060050 Revised radiological emergency response plan implementing 
procedures, 1 ncludltig EP-16. "Drills Exercise," EP-24 t. 
"Emergency Reponso Manager, " EP-24 2. "Rad lologi ca 1 Manager'* 
it ep~23, "Operation of Company " <4/640727 Itr 
PUZEY. A M Portland General Electric Co 04/07/27 3Bpp 
25923 008 24X Fiche 30-344,04/07/27,8408060050 


B4O01OOOSB Revs to radiological emergency response plan implementing 
procedures. Including EP-B 3, "Ouse Assessment Director" & 

EP-0 11, "Emergency Operations Facility Dose Assessment 
Staff “ g/e40B03 transmittal form 

PUZEY, A M Portland General Electric Co 04/07/31 23pp 
25990 076 S4X Fiche 50-344,04/07/31.8408100058 


8408130414 Forwards "Trojan Nuclear Plant 10CFR50, App R Review," 
describing util reassessment of compliance u/App R 
requirements & requests for exemptions Implementation 
schedule will be provided by 840913 

WITHERS. D 0 Portland General Electric Co B4/07/31 MILLER. J R 
Operating Reactors Dranch 3 2pp S6109 001 24X 

Fiche 30-344,04/07/31,0408130414 


—8409130416 "Trojan Nuclear Plant lOCFRSO.App R Review " 

a Portland General Electric Co 84/07/31 600pp 26109 005 

a4X Fiche 30-344,84/07/31,8408130414 


8408280233 Revised radiological emergency response plan implementing 
procad ures, inc lud Ing EP-1 re emergency class! ficatlon, EP-5 
re emergency notification t EP-9 I re notification of 
non-Trojan offsite ertergenctes 

e Portland General Electric Co 04/08/07 556pp 26273 t09 24X 

Fiche 50-344,84/00/07,8400200233 


0408210292 Revised radiological ernorgency response plan implementing 
procedures, including Rev 8 to EP-17 re medical it Rev I to 
EP-24 re long-term emergency organi ration W/B40ai0 
transmittal memo 

PUZEV,A M Portland General Electric Co 84/08/10 33pp 
26179 241 24X Fiche 50-344. 84/08/10, 0408210292 


8408210415 Requests extension for implementation of upgraded emergency 
operating procedures from Third Quarter 1983 until Fourth 
Quarter 1985 Extension will allow all licensed operators to 
recelv* training In use of new procedure! at simulator 
WITHERS# a D Portland General Electric Co 84/00/13 EISENHUT. D 0 
Division of Licensing 3pp 26180 339 24X Fiche 50-344# 64/08/13, 

8408210413 


8408310313 Advises that Amend 4 to radiological emergency response plan 
acceptable, per 10CFR30 47 U Rev I to NUREG-0654 

SCHUSTER, M D Region S# Office of Director 84/08/17 WITHERS, 6 D 
Portland General Electric Co 2pp 26333 290 24X 

Fiche 50-344,84/08/17,8408310315 


0 Adjudicatory correspondence 


0403250231 Memorandum & order directing parties or counsel to attend 
840612 prehearing conference in Portland. GR re spent fuel 
pool amend Served on 840525 

SMITH# t U Atonic Safety and Licensing Board Panel DSB 312 
84/05/24 Ip ^46S6‘0B6 84X Fiche 50-344# 84/05/24, 0403250231 
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K Utility Final Safe-ty Analysis Report (FSAR) V amends 


aA0B020OSO Furuards Amend 2 to updated FSAR for Trojan Nuclear Potjer 
Plant Ack of receipt requested 

LENTSCH. J W Portland General Electric Co 04/07/20 Record 

Services Branch (Document Control Desk) Ip S60Q3 090 24X 

Fiche. 50“34';i84/07/a0i 3408020050 


— B4Q0OSOO51 Amend 2 to updated FSAR for Trojan Nuclear P quib r Plant 
* Portland General Electric Co B4/07/31 633pp 26003 091 

a4X Ft Che 50-344. 04/07/201 0406020030 


P Operating license stage documents L correspondence 


8409170144 Foi uards Amend 90 to License NPF-1 «< safety evaluation Amend 
revises surveillance requirements for \eritging reactor 
shfjtdotun margin when one or more control rods immavahle or 
untrippable C* luhen starting up reactor 

TRAMMELL.C W Operating Reactors Dranch 3 04/OB/02 WITHERB.D D 

Portland General Electric Co Ip 26134 328 SAX 
Flche 50-344.04/00/02.0408170144 


■ — 840S170I47 Amend 90 to License NPF-1 . revis ing surveillance requirements 
for verifying reactor ahutdouin margin uhen one or more 
control rods immovable or untrippable tc when starting up 
rear tor 

HILLER. vl R Operating Reactors Qranch 3 S4/0B/O2 4pp 

26134 329 24X Ftcho 50-344,84/00/02.8408170144 


— 8408170150 Safety evaluation supporting Amend 90 to License NPF-l 

* Offire of Nuclear Reactor Regulation.- Director 84/08/02 2pp 
26134 333 a4X Flche 50-344.04/00/02.8400170144 


S408310149 FOIA request Per detailed instructions re use of risk 
assessment techniques Lt analysis & calculations on uihich 
ground accelerations for design man hypothetica^l 
earthquake based 

CALBOYAS. C D Affiliation Not Assigned 04/05/12 NRC - No 

Detailed Affiliation Given 4pP 26351 359 24X 

Flthe 50-344.04/05/12.8400310149 


8409310L47 Partial response to FDIA request for detailed Instruction re 
use of risk assessnont techniques it analysis & calculations 
on uhich ground accelerations for design & max hypothetical 
earthquake based Documents available in PDR 

FELTON, -J H Division of Rules and Records 04/06/01 CALSQYAS.L D 

Affiliation Not Assigned Ip 26351 350 24X 

Ficha 30-344,04/06/01.8400310147 


G4060700B2 Poruars safety evaluation based on review of 831104 fc 
B40330 submittals re automatic actuation of shunt trip 
attachment for reactor trip breakers. In response to Item 4 3 
of Generic Ltr 03-28 Proposed mdds acceptable 

miller, J R Operating Reactors Branch 3 04/07/26 WITHERS. D 8 

Portland General Electric Co 2pp 25955 259 24X 

Fiche 50-344.84/07/26.8400070002 


— B40B07Q0B4 Safety evaluation re Item 4 3 of Generic Ltr B3-20 
concerning reactor trip breaker automatic shunt trip 
Prop-ased mods provided In 031104 6 040330 submittals 
accep table 

« NRC - No Detailed Affiliation Given 04/07/26 lOpp 
259S3 261 24X Flche 50-344.84/07/26,0408070002 


8400020037 Forwards P0E~1021, “□ffsite Dose Calculation Haniial " Manual 
revised to reflect LCA SO.Rev 2. "Radiological ETS 

WITHERS. D 0 Portland General Electric Co 84/07/27 MILLER. J R 
Operating Reactors Branch 3 Ip 25900 290 24X 

Flche 50-344 . 84/07/27 . 840B020057 


—0400020059 Forwards PGE-I021r "Offsite Dose Calculation Manual " 
Requests ack of receipt 

LENTSCH.J U Portland General Electric Co B4/07/27 MILLER. J R 
Operating Reactors Branch 3 Ip 25900 291 24X 

F 1 c h a . 5 0-344. 84/07/ 27. 8406020057 


—0408020061 “Offsite Dase Calculation Manual " 

» Portland Oenaral Electric Co 84/07/31 Q7pp 25900 292 24X 

Fiche 5 0-344i 84/07/27,0408020057 


108070-aOB Forwards Amend 09 to License NPF-i Amend changes min 
required load for testing emergency diesel generators & 
deletes la-month surveillance test 

MILLER, J R Operating Reactors Branch 3 04/07/27 WITHERS. B D 

Portland General Electric Co 4pp 25956.226 24X 

Flche 50-344.84/07/27.0408070500 


-0400070511 Amend 87 to License NPF-l, chang Ing min required load for 
testing emergency diesel ge-nerators L deleting 10-month 
surveillance teat 

MILLER, v) R Operating Reactors Branch 3 04/07/27 5pp 

25936 S30 24X Fiche 30-344.04/07/27,0400070500 


8400090237 Suppls 040600 response to NRC 04O5OB ltr re electrical 
separation problem on Panel C-41 Problem isolated incident U 
not reflective of OA program weakness Addl physical insp of 
control room panels completed 

WITHERS. B D Portland General Electric Co 04/07/2? MARTIN. J B 
Region 5, Office of Director 3pp 25994 151 aqx 
Fiche 50-344.04/07/27,8400090237 


84O0O9G'150 Provides status of regulatory requirements verification 
program, per 030928 conmitment Deficiencies found 1 n |9 of 
79 items revteued Evaluation initiated to determine 
reportability Sc corrective action 

WITHERB.D D Portlan<f General Electric Co, 04/07/31 MARTIN, J D 
Region 5, Office of Director 2pp 25972,290 24X 

Fiche 50-344.84/07/31,0408090158 


0406070447 Forwards addl info tb containment high-range ractiatlon 
monitors t' containment spray pump matois.per 040620 request 
Request for schedule extension 6 justification for continued 
operation previously provided 

WITHERS. B D Portland General Electric Co 84/08/03 HILLER. J R 
Operating Reactors Branch 3 4pp 25942 259 24X 

Fiche 50-344.04/03/03.0400070447 


□400000316 Forwards addl foe for Amend 00 to License NPF-1 . increasing 
storage capacity of spent fuel pool 

WITHERS, 0 D Portland General Electric Co 04/00/03 DIGGS, R H 
License Fee Management Dranch Ip 35964 110 24X 

Fiche 50-344.04/08/03.8408000316 


0408070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re availability of 
Buppl 1 to NUREG-0733. "Prl or i ti lat ion of Generic Safety 
Issues " 8vc list end 

EISENHUT. D G Division of Licensing 04/08/06 Consolidated 
Edison Co of New York. Inc iBpp 26129 238 24X 

Flche 50-000. 04/00/06. 94000701 10 


0400140073 Ac k receipt of 840612 Class II foe for proposed Tech Spec 
changes re hydrogen mixing sys C&-0 flow verification value 
Class III fee required since review involved single safety 
issue 

DIGGS. R H Llccnoe Fee Management Dranch 04/00/06 WITHERS.!) D 
Portland General Electric Co Ip 26061 266 24X 

Fiche 30-344,04/00/06.0400140073 


0400170007 Responds to 040601 request for extension of final enviion 
qualification of equipment until end of next refueling 
outage Extension granted 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
04/08/06 WITHERS. U D Portland General Electric Co 2p p 
26135 335 24X Flcho 30-344.04/00/06,0400170007 


04081402-02 Forwards clarification Of responses to 040504 ltr re 
proposed snubber Tech Specs Tech Spec LCA 73 will be revised 
to add quantitative acceptance criterL.i & resubmitted by 
041001 

WITHERS. D D Portland Ganoral Electric Co 64/00/09 MILLER. 0 R 
Operating Reactors Dranch 3 4pp 26044 320 24X 

riche 30-344, 04/Oa/O9. 8400140202 


04OB14O289 Forwards summary of control rod guide tube support pin 
replacement evaluation. per NRC request Summary of Steam 
Generator D insp & repair work. as result of damage due to 
failure of control rod guide tube support pins. also encl 
WITHERS. D D Portland General Electric Co 04/00/09 MILLER. J R 
Operating Reactors Dranch 3 lOp p 26054 347 a4X 
riche 50-34 4.04/00/09,0400140289 


3400210139 Forwards safety evaluation concluding that loosc/miss ing 
components from control rod guide tube support pms in RCS 
does not have adverse effect an public health U safety Onu 
of two missing sets of nuts, locking disks t pins Pound 
WITHERS, 6 D Portland Oenoral Electric Co 04/00/15 MILLER. J R 
Operating Reactors Branch 3 I5pp 261B3 039 24X 

Flthe 50-344,04/08/15.8400210139 


3400210438 Requests extension until 841031 to respond to Generic 
Ltr 04-15, requesting info on diesel generator reliability 
& description of diesel generator reliability program 
Extended refueling outage drained manpower resources 
WITHERS,!) D Portland General Electric Co B4/O0/1S EISENHUT. D 0 
Division of Licensing Ip 26181 255 24X Fiche 50-344, 04/08/15. 

0408210430 
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a40B200273 Generic Ltr 04-20 to all licensee* of operating reactor* & 
a{kpiicant* for Oi-s re scheduling guidance for licensee 
lubinittals of reloads that involve unreVieued safety 
questions Sve list end 

EISENHUT, D G Division of Licensing S4/0B/20 Consolidated 
Edison Co of New York, Inc t7pp 26276 244 24J( 

Ficho SO-OOO, 84/08/20, 0408200275 


64-OB2G0242 Advises of delay in submitting schedule for response to 
040606 questions on asymmetric LOCA loads 

WITHERS, □ D Portland General Electric Co 04/08/24 MILLER, J P 
Operating Reactors Branch 3 Ip 26261 340 24X 

Fiche 50-344,84/00/24,0400280242 


Q Inspection reports, IE Bulletins l< correspondence 


G40G130G04 Requests assistance in assessing 840622 IE Insp Rept 
30-344/84-14 Problems encountered In evaluating It 
reconstructing 840304 rHR loss of cooling event 

MARTIN, vT B Region 3. Office of Director 84/06/22 WITHERS, B 
Portland General Electric Co ip 26010 256 24X 

Fiche 50-344,84/06/22,8400130304 


B40&01027e Ack receipt of 040531 ltr infor/ning NRC of steps taken to 
correct violations noted in IE Insp Rept 30-344/B4-08 
Corrective actions will be verified during future insp 
BISHOP. T W Region 5, Office of Director 04/07/16 WITHERS. D D 
Portland General Electric Co Ip 23066 196 24X 

Fiche 30-344,04/07/16,8400010278 


— 8408010281 Responds to NRC 840307 ltr re Violations noted In IE Insp 
Rept 50-344/84'OB Corrective actions Tsch Spec change itfill 
be requested, per Generic Ltr 83-43, to replace existing 
requirements u/documents referencing lOCFRSO 72 

WITHERS, D D Portland General Electric Co 84/05/31 MARTIN. J 8 
Region 3, Office of Director 3pp 25066 197 24X 

Fiche 50-344,04/07/16,0408010270 


B4080302&2 Ack receipt of 840604 ltr informing NRC of steps taken to 
correct violations noted In lE Insp Rept 50-344/84-10 
BISHOP, T.W Region 5, Office of Director 04/07/17 Portland 
General Electric Co Ip 25917 111 24X Fiche 50-344,84/07/171 

8408030262 


8400080494 Forwards IE Insp Rept 5O-344/04'*15 on 840604-00 No 
vlalations noted Weaknesses in oversight of QA program 
observed Assessment of situation requested within 30 days 
BISHOP, T W Region 5, Office of Director 04/07/20 WITHERS, D 0 
Portland General Electric Co 2pp 25973 205 24X 

Fiche- 50-344,84/07/20,0408080494 


— 0400080497 IE Insp Rept 50-344/04-15 on 940604-00 No noncompl lance or 
deviations noted Major areas inspected reactor internals 
mods to reverse bypass flow direction U provide for 
assessing adequacy of QA program 

HAJ3T, D P , HON. A , D0DD8, R T Region 5, Office of Director 
84/07/19 13pp 25975 207 24X Fiche 50-344,04/07/20.0400080494 


0408090075 Forwards IE Insp Rept 50-344/B4'-16 on 040709-13 No 
noncomp 1 iance noted 

WENSLAWSKliF A Region 5, Office of Director 04/07/23 
WITHERS, S D Portland General Electric Co 2pp 23992 212 24X 

Fiche SO-344. 84/07/23, 8408090075 


— 0408090080 IE Insp Rept 50-344/84-16 on 040709-13 No noncompUance 
or deviations noted Major areas Inspected transportation. 

Info notice followup t* facility tour 

CILLIS. M , north, H , YUHAS, 0 P Region 5, Office of Director 
84/07/20 4pp 25992 214 24X Fiche 50-344,84/07/23.0408090075 


8400090017 Forwards IE Insp Rept 50-344/84-13 on 040514-18 & 29-0601 No 
noncamp I iance noted 

WEN8LAW0KI, F A Region 5, Office of Director 04/07/23 
miHERS, D D Portland General Electric Co 2pp 25994 341 24X 

Fiche 30-344.84/07/25,8408090017 


— 0400090021 IE Insp Rept 30-344/04-13 on 040514-18 (t 29-0601 No 
violations noted Major areas Inspected radiation protection 
program during refueling outage, including general employee 
train ing, organi zatlon 6 staffing t< records & repts 
CILLIS. M , YUKA8, 0 P Region 5, Office of Director 04/07/18 
19pp 25994 343 24X Fiche 50-344.84/07/23,8408090017 


8407250229 IE Info Notice 84-57, "aperating Experience re Moisture 
Intrusion in Baf ety-Relatud Electrical Equipment at 
Commercial Power Plants ” Sve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Rtiponse iPost 030103) 84/07/27 Consolidated Edison Co, of New 

York, Inc U9pp 23065 047 24X Fiche 30-000. 04/07/27. 8407250229 


8408300373 Forwards Insp Rept 50-344/84-17 on 040604-0711 «c notice 
of violation 

BISHOP, T W Region S, Office of Director 84/00/01 WiTHEflB, B D 
Portland General Electric Co 2pp 2630B 244 24X 

Fiche 50-344.04/08/01,8408300373 


— B40B300377 Notice of violation from Insp on 840604-0706 

DODDS. R T Region 5, Office of Director 04/08/01 Ip 
26303 246 24X Ftche 50-344,04/08/01,8400300373 


— 8408300300 Insp Rept 50-344/04-17 on 040604-0711 Vlolatioti noted 
temporary demlneral i i er sys from spent fuel cask loading pit 
to spent fuel peak purification pump installed w/o being 
controlled or evaluated 

RICHARDS, S A , JOHNSTON. O W , DDDD8, R T Region 3. Office of 
Director 84/07/25 lOpp 2630B 247 24X Fiche 30-344,04/00/01. 

0400300373 


0400010333 IE Info Notice 04-39, ’'Deliberate Circumventing nf Station 
Health Physics Procedures ” Sve list end 

JORDAN, E L Division of Emergency Preparedness & Englneet'ing 
Response IPost 830103) 84/08/06 Consolidated Edison Co,, of Nau 

York, Inc I22pp 26069 001 24X Fiche 50-000, 84/00/06, 640G010333 


04OBO1O337 IE Info Notice 04-60, "Failure of Alp Purifying Respirator 
Filters to Meet Efficiency Requirement " 8vc list end 
JORDAN, E L Division of Emargency Preparedness & Engin«*Ting 
Response IPost G3D103> 84/00/06 Consolidated Edison Co of New 

York. Inc I23pp 26067 130 24X Fiche 50-000.04/00/06,8408010337 


8408130310 Ack receipt of 040622 & 0719 Itrs Informing NRC of stops 
taken to correct violations noted in NRC 840522 & 0629 Itrs 
Corrective actions will he verified during future insp 
WENaUAWSKi.F A Region 5. Office of Director 04/08/07 
WITHER. B-D Portland Oenoral Electric Co Ip 26010 139 24X 

Fiche 30-344. B4/0B/07i 0400130310 


0400070120 IE Info Notice 04-61. "Overeicposur a of Diver in PWR 
Refueling Cavity ” 8vc list end 

JORDAN. E L Divlelon of Emergency Preparedness 6 Engineering 
Response <Post B301O3) 84/OB/OB Consolidated Edison Co of New 
York. Inc 120pp 26129 118 S4X Fiche 50-000,84/00/00,0408070120 


04OB14O2B9 Forwards summary of control rod guide tube support pin 
replacement evaluat 1 on. p or NRG request Summary of Steam 
Generator □ insp & repair work, as result of damage due to 
failure of control rod guide tube support pins, also end 
WITHERS, G 0 Portland General Electric Co 84/00/09 MILLER, J R 
Operating Reactors Branch 3 lOpp 26034:347 24X 

Fiche 50-344.84/00/09*8408140209 


Q40G070376 IE Info Notice 84-62. "Therapy Ml sadmtnlstrations to 
Patients Vndergolng Co-60 Teletherapy Treatments ” Bve 
list end 

GRACE, J N Division of QA* Bafsguards & Inspection Programs (Post 
830103 ) 84/00/10 Consolidated Edison Co Of New Yorl, Inc 

12Spp 26130 001 24X Fiche 50-000.84/00/10.8400070376, 


8408100009 IE Info Notice 84-63, "Defective RHR Replacement Piping “ 
8vc list end 

JORDAN, E L Division Of Emergency Preparedness It Engineering 
Response iPost 830103) 84/08/13 Conscliifated Edison Co of New 

York. Inc I19pp 26197,218 24X Fiche 50- 000, 04/08/13. 0400100009 


0400100030 IE Info Notice 84-64, "OWR HPCI Initiation 8eal-In & 
Indication Sve list end 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Response iPost 030103) 04/08/15 Conso 1 1 dated Edison Co of New 

York. Inc 104pp. 26198.093 24X Fiche 50-000.04/00/15,8408100030 


840B100021 IE Info Notice 04-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment '* 8vc 
list end 

JORDAN, £ L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/08/16, Canto 1 {dated Edison Co, of New 

York* Inc 118pp. 26198 001 24X Fiche’ 50-000. 84/00/16, 8408100021 


8400100055 IE Info Notice 84-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " 9vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/08/17 Consolidated Edison Co. of New 

Vorkr Inc, I20pp> 26276 0 01 24X Fiche 50-000, 04/00/17. 0408100035, 


8408140208 IE Info Notice 84-67, "Recent Snubber Inservlce Testing W/ 
High Failure Rates Sve list end. 

JORDAN, E L Division of Emergency Preparedness li Engineering 
Response (Post 030103). 84/08/17 Consolidated Edison Co. of New 

York, Inc. 122pp. 26276: 122 24X Fiche 50-000. 04/08/17, 0400140208 
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Q40821014S IE Info Notice G4-6Qj '’Potential Deficieticij in Impi^operly 
Railed Field Ulring to Solenoid Valves ’ Svc list end 
JDRDANj E L Division of Emergency Preparedness b Engineering 
Response (Post SGD103) 84/08/21 Consolidated Edison Co of Neu 

York* Inc llSpp 26229 008 24X Flche 50-000. 84/00/21 . a40B2101 4 2 


S Reportable occurrences, LERs b related correspondence 


G40Q090060 Updated special rept on 831022, fire suppression sys in cable 
spreading roon failed electrically Fire uiatch established^ 

Sys must nou be manually actuated Instead of auta:tnat ic a 1 Ig 

Replacement monitaring sys uill be operational hy B4003 1 

VUMDT, C P Portland General Electric Co 84/07/30 MARTIN. J □ 

Region 5, Office of Director Ip 25973 114 24X 

Fiche 50-344.84/07/30.0408090060 


0409310269 Foriiiards "Loss of ESF Auxiliary Fceduater Pump Capability 
at 'IrBjan on 830122.” technical review rept Addl study 
recammsnded to investigate issue 

ZUKOlt) J Reactor Operations Analysis Branch 04/OD/Ol 
SEYFRIT, K V Reactor Operations Analysis Branch, ip 26330 207 
24X Pi Che 30-344104/08/01. 8400310269 


— 6408310275 "(Loss of ESF Auxiliary Feeduater Pump Capahilityi at Tmjan 
on 830122," technical review rept 

« Director's Office 84/08/01 3pp 26350 2aB 24X 
F^che 50-344,04/08/01,0408310269 


0408240287 PND-V-a4-051 on 840018. c ontrol rod L-3 bank D, stuck at 
alMSt fully withdraun position during cold rad drop tests 
Bial weld for control rod guide mechanism will be cut to 
detireiine if latching nechanism at fault 

DOOna. n T , Richards. S a R«|X 0 n 5. office of Director 84/08/20 
Ip 26223 186 24 X Fiche 50-344.04/00/20.8408240207 


B40G28O149 LER 84-012-00 on 040727. neiti nuclear fuel assemblies 
transferred from new fuel storage room to spent fuel pool 
u/o operable spent fuel pool ventilation train in svc Caused 
by personnel error Personnel counseled U/B40822 Itr 

BAIRiC Q , Y8N0T.C P Portland General Electric Co B4/OB/22 4pp 
26279 192 24X Flche 50-344,04/08/22.0408280149 


V Operator Examinations 


G40BS10419 Requests extension for implementation of upgraded emergency 
operating procedures from Third Quarter 1983 until Fourth 
Quarter 1905 Extsnsi on uill allnu all licensed operators to 
receive training in use of neu procedures at simulator 
UITHCRS.6 D Portland General Electric Co 04/00/19 EI8ENHUT. D Q 
Division of Licensing 5pp 26180 339 24X Fiche 50-344.84/00/15* 

8408210415 


KET 50-346 DAVIS-BESSE NUCLEAR POWER STATION. UNIT 1 


Security, medical, emergency b fire protection plana 


8090931 Foruiards exemption from requlrementa of App E to lOCFRSO re 
state Bt local govt part i c ipation in emergency preparedness 
exercise, per 840411 request 

RIVENfiARK.G W Operating Reactors Branch 4 B4/07/26 CRQDSE, R P 

Toledo Edison Co 3pp 23781 034 24X Fiche 50-346,04/07/26. 

8408000031 


8400080037 Exemption from requirements qf App £ to 10CFR5O re state b 
local govt participation in emergency preparedness exercise 
E16ENHUT.D 0 Division of Licensing 84/07/27 Toledo Edieon 
Co 4pp 23781 057 24X Flche 30-346.04/07/26.8408000031 


400100061 Rev 16 to Health Physics Emergency Plan Procedure 
HP 1602 011 "External Personnel Radiation Exposure 
Honltarlng '* W/S40001 transmittal form 

SCOTT. R , TAPLEy.O. Toledo Edison Co 84/07/26 26 pp 25987 033 

24X Fiche 50-346.84/07/26.8408100061 


408060322 Revised emergency plan implementing pr oc edures. inc 1 vding 
El 1300.07. "Technical Support Ctr Activation" b Index 
» Toledo Edison Co 84/07/31 I5pp 23933 316 24X 

Flche 50-346.84/07/31.0408060322 


408090324 Foruerds Amend 74 to License NPF-3 Amend changes Tech Specs 
to require annual audit of emergency 6 sscurlty plans b 
implementing procedures 

STOLZ. .J F Operating Reactors Branch 4 B4/07/31 CROUSE.fi P 

Tolid* Edison Co 4pp 25973 360 34X Fiche 50-346.04/07/31. 

8408000524 


—-0403080527 Amend 74 to License NPF-3, Chang ing lech Specs to require 
annual audit of emergency 6 security plan S. implementing 
prated ures 

STDLZi J F Operating Reactors Branch 4 84/07/31 4pp 

23976 002 24X Flche 30-346,84/07/31.8408080524 


0400200073 Rev 7 tn Emergency Plan Implementing Procedure El 1300 00, 
"Emergency Control Ctr Activation " 

HORVATH, E Toledo Edison Co 84/08/06 6pp 26133 305 24X 

Fiche 50-346.04/00/06.0408200073 


0408130387 Ac k receipt of B40723 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-346/83-24 
Corrective actions will bo examined during subsequent insp 
SHAFER. W D Region 3. Office of Director 84/00/07 CROUSE, R P 
Toledo Edison Co Ip 26011 117 24X Fiche 50-346,84/08/07. 

0400130307 


— 0400130390 Responds to NRC 840623 Itr re violations noted in IE Insp 
Rapt 30-346/83-24 Currective actions health physics 
personnel instructed not to conduct respiratory training 
outside nuclear training dept u/o approval of director 
CROUBE. R P Toledo Edison Co 84/07/23 NDRELIUS, C E Division 
of Project b Resident Programs 2pp 26011 110 24X 

Fiche 50-346, 84/00/07. 0400130307 


8408160021 Requests justification of emergency operating guidelines by 
ref to Oconee guideline approved by NRC Response by 640914 
requested 

STDLI. J F Operating Reactors Branch 4 04/00/00 CROUBE. R P 

Toledo Edison Co 2pp 26128 210 24X Fiche 50-346.84/00/00. 

0400160021 


6408280343 Forwards FR notice of issuance of environ assessment C. final 
finding of no significant impact re 830930 6 1230 requests 
for exemption from Tequlremcnts of lOCFRSO. App R Related 
corresp andence 

DEAOAZta. A Operating Reactors Branch 4 04/00/14 CROUSE, R p 

Toledo Edison Co 9pp 26294 024 24X Fiche 50-346.04/00/14. 

0400200345 


— 0400280340 Notice of environ assessment & final finding of no 
significant impact re 030930 tt 1230 requests for exemption 
from requirements of lOCFRSO. App R Exemption acceptable 
EtSENHUT, D Q Division of Licensing 04/08/14 Spp 26294 026 
24X riche 80-346.04/00/14.0400200345 


0400200145 Revised emergency plan implementing proceduros, Inc I ud ing 
T-8103 re station rosponse to omergencios it T-01B6 re 
operations support ctr . ac ti vation W/040021 transmittal Itr 
a Toledo Edison Co 84/00/15 6pp 26275 355 24X 

Flche 50-346.04/08/15.0400200143 


0’4OB30OOS7 Emergency Flan Implementing Procedure AD 1627 16. "Search h 
Rescue " W/04O02i transmittal Itr 

HDHATH, E A Toledo Edison Co 04/08/16 3pp 26261 107 24X 

Fiche 50-346. 04/08/16. 8400200007 


0400270471 Poruards exemption from requirements of I0CFR50, App R, per 
030930 request it 031230 supplemental request 

DEAOAZIO, A Operating Reactors Branch 4 04/00/20 CROUSE, R P 

Toledo Edison Co Spp 26277 190 24X Flche 50-346.04/08/20. 

0400270471 


— -0400270470 Exemption from requirements qf lOCFRSO, App fi re fire 
barrier separation. 72 h cold ohutdouin conditions it lube oil 
collection sys 

ETSENHUT. D 0 Division of Licensing 04/00/20 Toledo Edison 
Cn 6pp 26277 200 24X Fiche 50-346.04/00/20,0408270471 


0400200126 Rev 22t to emergency plan, supporting procedures rev index 
* Toledo Edison Co 84/00/31 Ip 56133 254 24X 

Fiche 50-346.04/08/31*0400200136 


K Utility Final Safety Analysis Report CPBAR) h amends 


0400200197 Forwards corrected pages to Rev 5 to updated FSAR for 
Davis-Besse Unit 1 

CROUBE, R P Toledo Ediaon Co 84/00/17 DENTON* H R Office of 
Nuclear Reactor Regulation. Director Ip 26275 226 24X 

Flche 30-346,04/00/17,8408280197 


— 84O02BO190 Corrected pages to Rev 2 to updated FBAR for Oavis-Oesde 
Unit 1 

e Toledo Edison Co 04/07/31 21pp 26275 22? 24X 

Fiche 50-346. 04/00/17. 0400200197 
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P Operating license s^age documents 2< correspondence 


B40B03Oi72 Forwards Anend 71 to License NPF^3 V safety evaluation 
Amend imodlfies Tech Specs re definition of term "operable” 
as applied to ESF sys to support sys outages 

fllVENBARK, G W Operating Reactors Uranch A 04/07/09 CROUSE. R P 
Toiedo Edison Co 2pp 25098 058 24X Fiche 50-346,04/07/09, 

34D8020172 


-0400020173 Amend 71 to License ilPF-a, modi f y ing Tech Specs re 
definitian of term "operable” as applied to ESF sys to 
support ays outages of redundant cumponents 

RIVEMDARK, G W Operating Reactors Oranch 4 64/07/09 lOpp 

35B9B 060 24X Fiche 50-346,84/07/09.8408020172 


04OBO2O174 Safety evaluation supporting Amend 71 to License NPF-3 
• Office of Nuclear Reactor Regulation, Director 84/07/09 2pp 
2389Q 070 24X Fichp 50-346.64/07/09,8408020172 


B4-08O7O499 Forwards Amend 72 to License NPF-3 safety evaluation 
Amerii] modifies Tech Spec Table 3 6-2 to permit delay af 
surveillance test of MSlVs until after entering Node 3 
DEAOAZIO, A W Operating Reactors Oranch 4 04/07/20 CROUSE, R P 

Toledo Edison Co 2pp 25956 239 24X Fiche 50-346,84/07/20, 

640007049? 


— 0408070502 Amend 72 to License NPF-3, modi fy ing Tech Spec Table 3 6-2 to 
permit delay of surveillance test of riSiVs until after 
entering hade 3 

RIVENBARK.G W Operating Reactors Branch 4 84/07/20 3pp 

25956 241 24X Fiche 50-346,84/07/20,8408070499 


--B40 0070505 Safety evaluation supporting Amend 72 to License NPF— 3 

•• Office of Nuclear Reactor Regulation, Director 84/07/20 3pp 
23956 246 24X Fiche 50-346,84/07/20,8408070499 


8408130530 Forwards Amend 73 to License NPF-3 Sc safety evaluation 
Amend revises Tech Specs to add new Sections 3 3 2 3 
4 3 2 3 Tables 3 3-15 it 4 3-15 to reflect final 
anticipatory reactor trip sys 

R1VENBARK,G W Operating Reactors Oranch 4 84/07/25 CROUSE. R P 

Toledo Edison Co 3pp 26038 341 H4X Fiche 50-346, 84/07/25i 
□408130530 


— 8408130537 Amend 73 to License NPF-3, adding now Tech Spec Sections 
3323t4323i« Tables 3 3-15 «t 4 3-15 to reflect 
addition of final anticipatory reactor trip sys 
RrVENDARK,0 N Operating Reactors Branch 4 84/07/25 llpp 

26030 344 24X Fiche 50-346,84/07/25.8408130530 


— 8408130545 Safety evaluation supporting Amend 73 to License WPF-3 
Evaluation of licensee 821115 response to Generic Ltr 82-16 
also included 

* Office of Nuclear Reactor Regulation, Director 84/07/25 8pp 
26038 355 24X Fiche 50-346,84/07/25,8408130530 


0408080288 Summary of 840712 meeting w/DltU Owners Group re non-nuclear 
instrumentation sys status Attendance list & vieugraphs 
enc 1 

KADAHB£,P Operating Reactors Branch 4 04/07/27 Operating 

Reactars Branch 4 36pp 25978 228 24X Fiche 50-000,84/07/27, 

0400080286 


0408070335 Suppls 831107 response to Generic Ltr 83-20, "Required 
Actions Based an Generic Implications of Salem ATWS Events " 
Program U planned enhancements t isted, me 1 ud ing commitment 
to participate m NPRDS 

CROUSE. R P Toledo Edison Co 84/07/31 STOUZ, J F Operating 
Reactors Branch 4 3pp 25945 230 24X Fiche 50-346,04/07/31, 

□408070335 


□408080524 Forwards Amend 74 to License NPF-3 Amend changes Tech Specs 
ta require annual audit of emergency & security plans & 
implementing procedures 

3TDLZ,J F Operating Reactors Branch 4 84/07/31 CROUSE, R P 

Toledo Edison Co 4pp 25975 360 24X Fiche 50-346,84/07/31, 

0408080524 


— S4OS0BO527 Amend 74 to License NPF-3, changing Tech Specs to require 
annual audit of emergency & security plan U implementing 
procedures 

STOLZfJ F Operating Reactors Branch 4 84/07/31 4pp 

23976 002 24X Fiche 50-346,84/07/31,8408080524 


B4OS15'0S65 Forwards 5ER re 830818 proposed Tech Spec re containment 
purge fc vent valve leak testing to detect excessive 
resilient seal deterioration Revised matl required by 
840907- 

srOLl, J F Operating Reactors Branch 4 84/00/03 CROUSE, R P 

Toledo Edison Co 2pp 26080 308 24X Fiche 50-346,04/08/03, 

8408130565 


— 0408130569 3ER re B3O01B proposed Tech Spec chango re containment 
purge ?< vent valve leak testing to detect seal 
deter lora t ion Proposed change unacceptable 
GUO. J S Office of Nuclear Reactor Regulation, Director 
84/08/03 5pp 26080 311 24X Fiche 50-346.84/08/03,8408150565 


8400130421 Forwards application for amend to License NPF-3. 
incurporat I ng integrated living schoduSe program 

CROUSE, n P Toledo Edison Co 84/06/04 BTOLZ, J F Operating 
Reactors Branch 4 Ip 26011 030 24X Fiche 50-346,04/08/04, 

0408130421 


— 0408130428 Application far amend to License NPF-3, i nc orporating 
integrated living schedule program SER & significant 
hazard consideration rept encl 

CROUSE. R P Toledo Edison Co 84/08/04 7pp 2601 1 031 24X 

Fiche 50-346, 84/08/04,0 400130421 


B4OS070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re availability of 
Suppl 1 to NUnEG-0933. "P r 1 oritl lation of Generic Bafoty 
Issues " 8vc list end 

EISCNHUT, D G Division of Licensing 84/00/06 Consolidated 

Edison Co of Now Vork, Inc iBpp 26129 238 24X 

Fiche. 50-000. 04/00/06, 8400070110 


0408090317 Forwards monthly status ropt ro plant-specific hackfittlng 
activities for operating reactors 6 license applicants for 
Jul 1904 

TREMBUAVrP P Operating Reactors Assessment Branch 84/08/06 
HOLAHAN, G N Operating Reactors Assessment Branch i3pp 
25991 350 24X Ficho 30- 000.84/00/06,8408090317 


8400230465 Forwards correctad listing of page changes 8c affected pages 
of Amend 71 to License NPF-3, submi tied on 840718 
BTOLZ, J F Operating Reactors Branch 4 04/00/09 CROUSE, R P 

Toledo Edison Co Spp 26230 219 24X Fiche 30-346,04/08/09, 

0408230463 


—0408230470 Corrected listing of page changes It affected pages to Amend 
71 t* License NPF-3 

0 Operating Reactors Branch 4 84/08/09 6pp 26230 221 24X 

Fiche 50-346, 84/08/09, 0408230465 


8408140410 Forwards “Analyses of Capsule TEl-B, Toledo Edison Co, 
Davis-Desse Nuclear Power Station, Unit 1 Reactor Vessel Natl 
Surveillance Program ” 

CROUSE. R P Toledo Edison Co 84/00/10 EiaENHUT, D 0 Division of 
Licensing Ip 36049 001 24X Fiche 50-346, 84/08/10. B40Q14D410 


— 8408140413 "Analyses of Capsule TEl-B, Toledo Edison Co, Davi s-Desse 
Nuclear Power Station, Unit I Reactor Vessel Matl 
Surveillance Program " 

LONE, A , COLLINS, L L , Ei^ING, U U Babcock tn Nile ox Co 11AU-1S34 
04/05/31 75pp 2604 9 00 2 24X Fiche 50-346,04/00/10,0408140410 


8408170002 Notification of 040828 meeting u/utll in DetheSda.MD to 
discuss reliability of auxiliary feedwater sys £< pump driver 
d 1 vers 1 ty 

OEAGAZIO.A Operating Reactors Branch 4 84/08/13 BTOLZ, J F 

Operating Reactors Branch 4 2pp 26135 357 24X 

Fiche 50-346,84/08/13.0408170002 


8400210496 Withdraws Item 4 of 810925 application for amend to 
License NPF~3. per 840419 ltr 

CROUSE, R P Toledo Edison Co 04/00/13 STDLZ.J F Operating 
Reactors Branch 4 Ip 26177 205 24X Fiche 50-346,84/08/13, 

0408210456 


8408300135 Forwards addl info concerning hWREO-0737, I tem II B 3 re 
post-accident sampling, per 840719 request Rexnord Hadel 
340 portable oxygen monltar used to determine dissolved 
oxygen in reactor coolant sample 

CROUSE, n P Toledo Edison Co 84/08/14 3T0LZ.V F Operating 
Reactors Branch 4 I9pp 26133 260 24X Fiche 50-346,84/00/14. 

8408200135 


84OB230556 Requests mod of B30901 application to amend Tech Spec 
Section 3 7 7 ?c Table 3 7-1 re snubbers Util should change 
Insp frequency tc testing provisions & review Generic Ltr 
84-13 for guidance Revised application requested by 041001 
STOLZ, J r Operating Reactors Branch 4 04/08/15 CROUSE, R P 

roledD Edison Co 3pp 26230 266 R4X Fiche 50-346, 84/00/15, 
8400230556 


0408200319 Forwards draft technical evaluation rept, '•'Control of Heavy 
Loads - Phase 1 1, Davl s-8ssse Nuclear Power Station Unit 1« '* 
for review 

STGLZ, J F Operating Reactors Branch 4 84/0B/17 ■CROUSE, R P 

Toledo Edison Co 2pp. 26294 053 24X Fiche 5G-346, 04/00/17, 

0400200319 
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-B4092Q0321 Draft "Control of Heavy Lodds - Phase 11 . Dsvl s-De 9 Be Nuclear 
Power Station Unit Ip" technical evaluation rept 
BDMQEHQER.C r , WALTER, ft J . SARGENT, I H FrantUn 
Inst i tute/FranV 1 i n Research Center Nn€-03-ai-l 30 TER -C330fi^4B9- 
DRFT 84/07/10 SINGH, A NRC - Nd Detailed Affiliation Given 
26pp 3A294 053 24X Fiche 50-346,04/03/17*8400260319 


340B280489 Cenfirns util 04O6OB c oinm 1 tment to submit by 841001 r revised 
Tech Specs re instrumentation for cotitainment sump level & 
containment pressure U equipment for RCS high point vents* 
per Generic Utr 83-37 tx NUREO-0737 

BTDLZ* j F Operating Reactors Branch 4 04/08/17 CROUSE. R P 

Toledo Edison Co 2pp 26272 353 24X Fiche 50-346*84/09/17, 

8408280480 


8400200273 Generic Ltr 04-20 to all licensees of operating reactors 4, 
applicants for OLs re scheduling guidance for li-cen&ee 
submittals of reloads that involve unrevleuied safety 
questions Svc list end 

EISENHUT* 0 G Division of Licensing 04/00/20 Consolidated 
Edison Co of New York* Inc 17pp 26276 244 24X 

Fiche 50-000*84/08/20.8400200275 


Q Inspection reparts* IE Bulletins 6 correspondence 


B407230229 IE Info Notice 84-57* "Operating Experience re tlotsture 
Intrusion In Safety-Related Electrical Equipment at 
Commercial Pouer Plants “ Bvt list end 

JORDAN* E L Division of Emergency Preparedness 1; Engineering 
Response (Post 830103) 04/07/27 Consolidated Edl&on Co of New 

York. Inc ll9pp 23069 047 24 X Fiche 30-000. 04/07/27. 0407250229 


8408160324 Forwards IE Insp Rept 50-346/04-16 on 940724 No 
noncomp 1 ianc« noted 

LITTLE, W S Region 3* Office of Director 84/07/30 CROUSE, R P. 
Toledo Edison Co Spp 36106 070 24X Fiche 50-346,84/07/30, 

0408160324 


—0408160327 IE Insp Rept 30-346/04-16 on 040724 No noncompliance or 
deviations noted Major areas inspected follouiup of Tlteflex 
metallic bellouis Improper attachment {feslgn*NDE S. 
qualification testing 

JQNE6* D E * DANIELSON* D K Region 3* Office of Director 
84/07/30 2pp 26106 092 24X Fiche 90-346*04/07/30*9400160324 


04OBO7O4O1 Informs that neu sys of ac knouledg ing receipt of licensee 
correspondence re noncomp 1 lance found during Insp 
insti tutecfji ef fee ti ve 840920 Preprinted form ul 1 1 be used 
rather than itr 

KEPPLERj J 0 Region 3. Office of Director 04/00/03 
lommonuieal th Edison Co 3pp 29942 108 24X Fiche 50-000. 84/08/03, 

1400070401 


)B010333 lE Info Notice 84-99. "Deliberate Circumventing of Station 
iealth Physics Procedures " Sve list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
lespOTtie (Post 830103) 84/08/06 Consolidated Edison Co of Netu 

^orl* Inc i22pp 26068 001 24X Fiche 90-000, 04/OB/O6i 8400040333 


3010337 IE Info Notice 84-60* "Failure of Air Purifying Respirator 
liters to Meet Efficiency Requirement " Sve list ancl 
DR DAN, E L Division of Emergency Preparedness & Engineering 
Bspqnse (Poist B30103} 04/00/06 Cansolidated Edison Cu of New 

»rk» Inc I23pp 26067 15B 24X Fiche SO-0 00* 84/08/06, 8408010337 


3130397 Ack receipt af 840723 Itr informing NRC of steps taken to 
arrect vlolatiene noted In IE Insp Rept 90-346/83-24 
.orractive actions ulU be examined during subsequent insp 
3HAFER,W*D Region 3, Office of Director 84/00/07 CROUSE. R P 
raledd Edison Co Ip 26011 tl7 24X Fiche 30-346,04/00/07* 

?4O0t 30387 


J40B130390 Responds to NRC 840625 Itr re vlolatigns noted In lE Insp 
Rept 50-346/03-24 Corrective actions health physics 
personnel instructed not to conduct respiratory training 
outside nuclear training dept u/o approval of director 
CROUSEfR P Toledo Edison Co 84/07/23 NOREHUS.C E Division 
of Project ti Resident Programs 2pp 26011 118 24X 

Fiche 90-346,04/08/07,0409130387 


>8130407 Ack receipt of 040710 Itr informing NRC of steps taken to 
orrect vtoiattons noted in IE Insp Repts 90-346/83-01 tc 
30-346/84-04 

SHAFER, W D Region 3, Office of Director 84/08/07 CROUSE, R.P 
Toledo Edison Co ip 26011 OiS 24X Fiche 50-346,04/08/07. 
8400130407 


--8409130411 Responds to NRC 040418 Itr re noncdmp 1 i anc c noted in IE In 
Repts 30-346/83-01 & 50-346/8^-04 Corrective actions 
commitment tracking sys established for entire station h sys 
utiliied by maint staff 

CROUSE* R P Toledo Edison Co B4/07/J& NDRELIUS-C Region 3. 
Office pf Director llpp 26011 019 24X Fiche 90-346,84/08/07* 

8408130407 


8400070120 IE Info Notice 04-61* "Overexposure of Diver \n PWR 
Refueling Cavity " Bve list enc 1 

JORDAN* E L Division of Cmeigency Preparedness h Engineering 
Response (Post BOOIOGI 84/08/00 Consolidated Edison Co of New 

Yorjt* Inc I20pp 26129 118 a4X Fiche 90-000*04/00/08*0400070120 


8400130391 Ack. receipt of 040727 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-346/84-06 
SHAFER* W D Region 3* Office of Director 84/00/08 CROUSE* R P 
Toledo Edison Co tp 26011 102 24X Fiche 90-346*84/08/08* 

8408130391 


— 840B130399 Responds to NRC Q40629 Itr re violations noted in IE Insp 
Rept S0-346/B4-06 Corrective actions licensed personnel 
reminded to comply w/prompt notification requirements 6 
counseled on requirements for completing commit/nents 
CROUSE.R P Toledo Edison Co 04/07/27 NDRELIUS, C E Division 
of Project tc Resident Programs 3pp 2601 1 103 24X 

Fiche 30-346* 84/08/00* S40BI 30391 


0408070376 IE Info Notice 84-62* "Therapy Mi sadmi ni atrat i ons to 
Patients Undergoing Co-60 Tolctherapy Treatments " 8vc 
list end 

QRACE, J N Division of QA, Safeguards U Inspection Programs (Post 
830103) 04/08/10 Consolidated Edison Co of New York* Inc 

I29pp 26130 001 24X Fiche 50-000.84/00/10*8400070376 


840B100009 IE Info Notice 84-63* "Defective RHR Replacement Piping " 
Sve list end 

JORDAN* E L Division of Emergency Preparedness Sc Engineering 
Response (Post 830103) 84/00/13 Consolidated Edison Co of New 

Vorbi Inc llPpp 26197 210 24X Fiche 90-000. 04/00/13* 0408100009 


0408170214 Forwards 8ER providing justification re request for relief 
from quarterly reverse flow testing of various sve water 
check valves Safety funrtion of check valves to isolate 
trains will bo provided by locked closed gate valves 
CROUSE, R P Toledo Edison Co 04/00/14 8T0L2* J F Operating 

Reactors Oranch 4 4pp 26110 090 24X Fiche 90-346,84/00/14, 

B4O017O214 


Q40B10003B IE Info Notice 04-64* "DNR MPCI Initiation Seal-In 
Indication Sve list end 

JORDAN* E L Division of Emergency Preparedness 8< Engineering 
Response (Post 030103) 04/OQ/19 Consolidated Edison Co of New 

York* Inc 104pp 26198 093 24X Fiche 90-000*04/09/15*8400100030 


B4O021O343 Forwards Relief Request 30 requesting exemption from testing 
valves DH-ll 6 DH-12, per requirements of l0crR90*App J, 

Bectlon HI A 1 d & III C Revised pages to inservlce Insp 

valve program* subnitt ed on 600319* also end W/o rev 

CRDUSE* n P Toledo Edison Co 84/00/13 STOLZ* J F Operating 

Reactors Branch 4 3pp 26100 197 S4X Fiche 90-346*04/00/19* 

6400210349 


0408100021 1C Info Notice 64-69* "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " 0yc 
list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103} 04/08/16 Consolidated Edison Go of New 

York* Inc llBpp 26198 001 24X Fiche 90-000* 04/00/16* 0408100021 


04OBIOOO35 IE Info Notice 04-66, "Undetected Unaval labl l l ty of 
Turblna-Dpl ven Auxiliary Feedwater Train " Bve list and 
JORDAN* E L Division of Emergency Preparedness ^ Engineering 
Response (Post 0301031 84/08/17 Cansolidated Edison Co of New 

York* Inc I20pp 26276 ODl 24X Fiche 30-000* 84/00/ 17* 8408100059 


0408140206 lE Info Notice 04-67, "Recent Snubber Inservlce Testing W/ 
High Failure Rates ’* 8vc list end 

JORDAN. E L Division of Emergency Preparadnoss 5< Engineering 
Response (Post 030103) 84/00/17 Consolidated Edison Co of New 

York, Inc I22pp 26276 122 24X Fiche 30-000*84/00/17,8400140208. 


6408210142 IE Info Notice 84-68* "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves « Sve list end, 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 630103) 04/00/21 Consolidated Edison Co of New 

York* Inc 115pp 26329 008 24X Fiche 90-000,04/03/21,0400210142 
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R Periodic operating reports ic related correspondence 


D40Q230104 "Effluent & Maste Disposal Semiannual Rept« Jan-June 1984 " 
U/840B1& Itr 

GUENNOZiS M Toledo Edison Co 04/06/30 KEPPLER*JO Region 3, 
Office of Director BQpp 26309 063 24X Fiche 50-346* B4/06/30* 

8408330104 


8 Rspcirtable occurrences. LERs & related correspondence 


8408010313 LER 04-010-00 on 840624. loss of pouier to Y4. Channel 4 
essential 120-volt ac bus . ex peri enced Caused by failure of 
VV4 Inverter due to failure of rener diode Si resistor in 
logic pouer supply circuit board W/840724 Itr 
NARUa.O E . MURRAY* T 0 Toledo Edison Co 84/07/24 4pp 
23966 147 24X Fiche 50-346. 84/07/24, 8400010313 


Q4080B0306 Foriuards revised LER 64-003-01 Revised Page 1 contains NPRDS 
codes omitted from 040720 submittal Si should replace old 
Page 1 

MURRAYiT O Toledo Edison Co 04/07/26 Record Services Branch 
(Document Control Desk) Ip 33973 237 24X Fiche 30-346.84/07/36. 

8408080306 


0408080308 Revised LER 84-003-01 on 640302. MSIV 2 c losed* isolating 
steam side of steam generator 2 Caused by failed relay in 
safety instrumentation channel M8IV replaced Failed relay 
circuit repaired 

GUftNOER.F Toledo Edison Co 64/07/26 tp 25975 238 24X 

Fiche 30-346.04/07/2618408080300 


8408090026 LER 04-003-01 an 840302. w/un it operating at 99% power. M31V 
c losedj 1 solating steam side of steam generator 2 Caused by 
undetected failed relay in safety instrumentation channel 
Relay replaced M/040727 Itr 

eWANOEft.F . MURRAY.! 0 Toledo Edison Co 04/07/26 Spp 
25992 239 24X Fiche 30-346.64/07/26.8408090026 


0406160199 LER 04-006-01 on 84031S. makeup level tank dropped at rate 
of three gpm Leak discovered in vicinity of pressurized 
spray control valve Reactor shut doun |< leak found in spray 
valve bypass valve Valve replaced M/840609 Itr 
NARU8. 0 E . 0UENN02.8 N Toledo Edison Co 04/00/09 4pp 
S61Q6 338 24X Fiche 30-346.84/08/09,0400160199 


0408160497 LER e3-074/03X-l on 831224. borated water storage tank hi 
fail alarm for safety features actuation sys Channel 1 
received Caused by improperly Installed heat trace 
Surveillance Test BT 3031 OS modified W/a40Q09 Ur 
rSLCY. T . QUENMOZ. S M Toledo Edison Co 04/08/0? 3pp 
86129 114 24X Fiche 50-346. 84/08/0?, 0408160497 


V Operator Examinations 


840Q140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc. except Info for examiners 
WALKER. R D Region 3. Office of Director 84/00/10 Michigan. 
Unlv of. Ann Arbor. MI 2pp 26031 198 24X Fiche 30-000. 

84/08/10. 8400140426 


X Onsite Storage of Lou Level Waste 


0408070301 Forwards addl info re util 830714 request for approval for 
alternative onsite disposal of very low level radloactivel y 
contaminated secondary -al do cleanup resins 

CROU0E. R P Toledo Edison Co 04/07/30 STOLZ. J F Operating 
Reactors Branch 4 llpp 25947 240 24X Fiche 30“346i 84/07/30, 

8408070301 


DOCKET 30-340 JOSEPH M FARLEY NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency St fire protection plans 


6408170306 Requests meeting to discuss detailed control room design 
review w/respect to Nuclear Util Task Action Committee 
dncirments 

VAROA. 8 A Operating Reactors Branch 1 84/03/24 MCDONALD. R P 

Alabama Power Co 3pp, 26134 193 24X Fiche 30-340, 84/03/24, 

8408170386 


8408300364 Forwards summary of 640330 meeting w/Alabama Power Co, 
Florida Power Corp. Florida Power & Ligh t, Georgia Power Co b 
TVA re selected emergency preparedness issues 
O'REILLY, J P Region 2, Office of Director 84/06/08. 

MCDaNALD. R P Alabama Power Co 4pp 26300 216 24X 

F 1 c h »: 30-348. 84/06/08, 8408300364 


0408060070 Temporary change notices for Rov 7 tn Procedure OO-EIP-Ul, 
’’Corporate Activation 6 Notification " W/040727 Itr 
MUDD. C H Alabama Power Co 04/07/27 21pp 23933 104 24X 

Fiche 50-348,04/07/27.8408060070 


S4O0O7O469 Forwards interim shutdown meaurei re App R Eleven sys 
discussed which could potentially be Impacted by cable 
spreading mom fire Hods required to establish compliance 
w/App R 

MCDONALD. C E Alabama Power Co 84/07/27 VARGA, 8 A Office of 

Nuclear Reactor Regulation, Director Spp 35940 336 24X 

Fiche 50-340.84/07/27,0408070469 


8408130374 Submits addl info re lOCFRSO, App R schedular exemption for 
alternative shutdoun mods Bases for schedular exemption 
until Unit 1 seventh tc Un i t 2 fourth refueling outages to 
completed mods provided 

MCDONALD. R P Alabama Power Co 04/00/06 VARGA. S A Office of 

Nuclear Reactor Regulation. Director 2pp 26005 337 24X 

Fiche 50-340.84/00/06,0408130374 


840824022? Summary of 840723 meeting w/utll re detailed control room 
design review, per NUREO-0737. Supp 1 t 

REEVES. E A Operating Rea;ctors Branch 1 B4/08/16 Operating 

Reactors Branch 1 6pp 26251 227 24X Fiche 50-340.04/00/16. 

840824022? 


B400230326 Revised emergency plan implementing procedures, inc ludlng 
GO-ElP-iOl re corporate emargency or ganliation. GO-ElP-139 re 
emergency plan review & rev & 6Q-E1P-120 re ref guidance for 
recovery manager W/04O0i7 Itr 

MUDD.C If Alabama Power Co 04/00/17 36pp 26206 018 24X 

Fiche 30-34B. 04/08/17. 0408230326 


M Antitrust correspondence 


8406130073 Ack receipt of 840629 petition for enforcement action under 
10CFR2 206 re antitrust license conditions Petition will be 
held In abeyance pending further Commission direction 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
04/07/30 DOBKEY. B Volpe. Boskey it Lyons 7pp 26034 333 24X 

Fiche’ 50-348 . 04/07/30 . 8 40 B 1 30075 


B4080B0197 Reiterates 840702 request for notes, memoranda or transcripts 
of meetings between NRC It util as referenced In Palladlno 
840626 memo 

BOSKEY.B r MACOUINEAS. D B Volpe. Boskey & Lyons BOBKEViB 
Alabama Electric Cooperative. Inc DBB &33 04/08/06 D1RCK8.M J 

Office of the Executive Director for Operations 2pp 23960 259 
24X Fiche 30-348.84/08/06 . 8408000197 


0408080202 Reiterates 840702 request for notes, memoranda or transcripts 
of meetings between NRC It util as referenced in Palladino 
840626 memo 

BOSKEY.B . MACOUINEAS, D B Volpe. Boskey & Lyons BD8KEY. B 
Alabama Electric Cooperative. Inc DSB 031 B4/0B/06 

BERNTHAL.FM Commissioners 2pp 2595? 022 24 X 

Fiche 50-348.84/00/06,8408000202 


B40SOB024i Reiterates B40702 request for any notes or memoranda or 
transcripts of meetings u/utll near end of June 1904 
Certificate of 8vc end 

BOSKEY, B . MACOUINEAS. D B Volpe, Boskey b Lyons BOSKEY.B 
Alabama Electric Cooperative. Inc D8B 032. 84/00/06 

ASBELSriNE. J K Commissioners 2pp 25966 291 S4X 
Fiche 50-340.04/00/06,8408000241 


B4O0ISO12O Responds to B4O0O6 Itr to MJ Dlrcks requesting any notes, 
memoranda or transcripts made of meetings between NRC L 
util No notes taken it no msmoranda or transcripts of 840626 
meeting prepared Related correspondence 

CUNNINGKAM.O H Office Of the Executive Legal Director DSB 038 
B4/C8/10 OD6KEY,0 , MACOUINEAS. D D Volpe, Boskey it Lyons 2pp 
26066 352 24X Fiche 50- 349,04/00/10,8400150120 


840BS00486 Responds to 840006 request for Commission records re 840625 
meeting u/util Chairman Palladino 840624 memo accurately 
reflects conversation U/svc list Served on 040817 

BERNTHAL.F Commia* loner s OBD 166 04/08/16 BOSKEY, 8 Volpe, 

Boskey ic Lyons 3pp 261G6’318 24X Fiche: 30-348. 04/08/16, 

8408200486 


P Qparating license stage documents b correspondence 


6400060277 Requests addl Info needed for continuing review of 840203 
license amend requastiper Generic Ltr 83-43 Deficiencies 
noted in Tech Specs re deletion of RDs 

VAROA,8 A Operating Reactors Branch 1 84/07/25 MCDONALD, R P. 

Alabama Power Co Spp 23950 294 24X Fiche 30-340.84/07/25, 

B40B060277 
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8408130333 Forwards safety evaluation S. technical evaluation rept T*e 
conti'Ol of heavy loads. Phase 1 

VAROArS A Operating Fleactnrs Branch l 84/07/25 MCDONALD. R P 
Alabama Power Co 2pp 26060 027 34X Fiche 50-343. 84/07/25* 

8408130233 


— 8408130258 SER re control of heavy loadSrPhase I Phase 1 acceptable 
* NRC No Detailed APfiliatian Given 04/07/25 2p p 
26060 029 24X Fiche 50-348.84/07/25,0400130233 


B40Q1D0036 Forwards updated status nf 1984 licensing items Identified 
in B40702 Itr Util ready to discuss mod of licensing status 
to address all licensing issues 

MCDOiNALD. R p Alabama Power Co 84/OB/Ol UAROA. S A Office of 

Nuclear Reactor Regulation, Director 7pp 35990 061 24X 

Fiche 30-348,04/08/01.8408100036 


840B070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs r« availability of 
Suppl 1 to NUREO-0933. "Prioritization of Ceperlc Safety 
Issues " Svc list end 

EISENHUT, D 0 Division of Licensing 84/00/06 Consa 1 Ida ted 
Edison Co of New Vork. Inc IBpp 26129 238 24X 

Fiche 30-000,04/08/06.8408070110 


8408230398 Application for amend to Licenses NPF-2 t» WF-B, del eting 
words during shutdown from Tech Spec 471 a 2 b 1 re 
auxiliary feedwater sys Fee encJ 

MCDONALD. R P Alabana Power Co 84/08/17 VAROArS A Office of 

Nuclear Reactor Regulation, Director 3pp 26205 304 24^ 

Fiche 30-348.84/08/17.0408230399 


-**8406230399 Proposed Tech Spec 4 7 1 2. 2 b 1, deleting words during 
shutdown 

« Alabama Power Co 04/08/17 2pp 26205 307 24X 

Fiche, 50-348, B4/0a/l7, 0400230390 


0408500275 Generic Ltr 04-20 to all licensees of operating reactors & 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Svc list end 

EIEENHUT.DG, Division of Licensing a4/OB/20 Consolidated 
Edison Co of New York. Inc I7pp 26276 &44 24X 

Fiche 30-000.94/08/2010408200275 


Q Inspection reports, IE Bulletins 8< correspondence 


04O82BO176 Discusses results of diesel generator check valve integrity 
insp.per IE Bulletin 03-03, during fifth refueling outage on 
040210-0424 InservicB testing requirements for valves will 
be modified as listed 

MCDONALD, R P Alabama Power Co 04/06/01 0 "REILLY, J P, Region 2. 

Office of Director 3pp 26279 196 24X Fiche 50-340,04/06/01, 

8406200176 


100280040 Forwards response to IE DuUetin B4-02* "Failures of OE 
Type HFA Relays In IFse in Class IE Safety 8ys " Unit 1 
relays replaced u/OE Century Series HFA relays Thirty-three 
Unit 2 relays require replacement 

MCDONALD, R P Alabama Power Co 84/07/12 O'REILLY, J P Region 2. 
Office Of Director 5pp 26261 230 24X Fiche 50-340.04/07/12. 

8400200048 


B407S50227 IE Info Notice 84-57, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Eiiuipment at 
Commercial Power Plants " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/07/27 Consolidated Edison Co of New 

York* Inc ll9pp 25065 047 24X Fiche 30-000.04/07/27*0407250229 


6408010333 IE Info Notice 84-39, "Deliberate Circumventing of Station 
Health Physics Procedures " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response <Pq*t 830103) 04/00/06 Consolidated Edison Co of New 

York* Inc I22pp 26060 001 24X Fiche 50-000,84/08/06,8400010333 


8408010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co of New 

York, Inc 123pp 26067 150 24X Fiche 50-000,04/08/06,0400010337 


0408300169 Request* relief from inservlce insp program for ABME Coda 
Class 1,2 & 3 components by 050301, to allow for performance 
of Insp activities during sixth refueling outage scheduled 
to begin 050403 Fee paid 

MCDONALD, R p Alabama Power Co 84/00/06 VARGA, S A Office of 

Nuclear Reactor ReguJatiiin, Director 6pp 26304 343 24X 

Ficha 50-340104/00/06.8400300169 


8408070120 IE Info Notice 04-61, "Dvei e» posure of Diver in PtjR 
Refueling Cavity " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/08/00 Consolidated Edison Co of New 

York, Inc 120pp 26129 US 24X Fiche 50-000.04/00/00,8400070120 


64000703/6 IE Info Notice 04-62, "Therapy Ml sadminlstrat i ons to 
Patients Undergoing Co-60 Teletherapy Treatments " Svc 
list end 

GRACE. J N Division of OA, Safeguards Inspoctlon Programs <F*ost 
030103) 04/03/10 Consolidated Edison Co of New York. Inc 

123pp 26130001 24X Flche 50-000.84/00/10.0408070376 


0400100009 IE Info Notice 84-A3, "Defective RhR Replacement Piping " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/08/13 Consolidated Edison Co of New 

York* Inc U9pp 96197 2l8 24X Fiche 50-000.04/08/13,0400100009 


8408100039 IE Info Notice 04-64. "BWR HPCI Initiation Seal-In 8, 
Indication '* Svc list end 

JORDAN. E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 04/08/15 Consolidated Edison Cn of New 

York. Inc 104pp 26193 093 24X Fiche 50-000, 84/00/15. 0400100030 


0408100021 IE Info Notice 04-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDAN, E L Division pf Emergency Preparedness & Engineering 
Response (Post 030103) 04/08/16 Consolidated Edison Co of New 

York* Inc ilSpp 26190 OOl 24X Fiche 30-000,84/00/16,8408100021 


0400100035 IE Info Notice 84-66, "Undetected Unava i lab 1 1 1 ty of 
Turbine-Driven AuJ(ili>ary Feedwater Train " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/00/17 Consolidated Edison Cp of New 

York, Inc I20pp 26276 001 24X Fiche 50-000,84/00/17.0408100033 


040B14020B IE Info Notice 04-67, "Recent Snubber Inservlce Testing W/ 
High Failure Rates " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/00/17 Consolidated Edison Co of New 

Vork, Inc 122pp 26276 122 24X Fiche 30-000,84/00/17,0408140208 


0400210142 IE Info Notice 04-68, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Svc list end 
JORDAN. E L Division of Emergency Preparedness C, Engineering 
Response (Post 030103) 04/00/21 Consolidated Edison Cq of Now 

York, Inc llSpp 26329000 24X Fiche 50-000,04/08/21.0400210142 


R Periodic operating reports t, related correspondence 


0400200611 Monthly operating rept for x/ul 1984 W/B408t4 ltr 

WOODWARD, J O , MCDdNALD, R P Alabama Power Co 84/07/31 3pp 
26130 117 24X Fiche 50-340,84/07/31.0408200611 


6 Reportable occurrences. LERs t* related correspondence 


0400230315 LER 04-013-00 on 840716. continuous fire watch not posted In 
closed cooling water HX I* pump room while malnt personnel 
performing grinding welding operations Watch posted 
malnbalned until no langur t equired W/040815 ltr 
WOODARD, J D , MCDONALD, R P Alabama Power Co 04/00/13 3pp 
26212 283 24X FUho 50-340.04/08/15,8408230515 


V Dperator Examinations 


8400070314 Forwards response to Oeneric Ltr 84-14 re replacement h 
requa 1 i f 1 cat ion training program Enel provides outline & 
description of simulator utilixed In training tt 
requallf Ication program 

MCDONALD, R P Alabama Power Co 84/07/26 VARGA, S A Office of 

Nuclear Reactor Regulation, Director 3pp 25940 002 24X 

riche 50-340, 04 / 07 / 26 , 8400070314 


DOCKET 30-332 LIMERICK GENERATING STATION, UNIT 1 


A App 1 1 cat ion/egnstrue t Ion stage documents L correspondence 


0400070220 Forwards response to B40S29 ltr re anonymous allegation on 
cracked valve of rac irculail on sys 0 pump suction valve. 

Rased on results of 040614 visual insp.no crack identified 
Defect may have been surface irregularity 

OALLAOHER I J W Philadelphia Electric Co 84/06/lB MURLEV,! E 
Region 1. Office of Director 3pp 25948 S25 24X 

Fiche 30-332. 84 /06/ 1 0, 840007 0220 
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B4Q£3{>iOl9V Notificatian of 8^0731 meeting w/util in Pottstown.PA to 
discuss electrical separation cr i ter la, based on Wgle Labs 
test results 

MAftTIN, n E Licensing Branch 2 Q^/07/33 SCHWENCEft, A Licensing 

Branch 2 6pp 23073 aao 24X Tichc 50-352.04/07/23,0400010199 


0408000206 Notification of 840007 meeting ui/utli m Oethesda, MD tn 
discuss outstanding items In detailed control room design 
revi eoJ 

MARTINiB E Licensing Branch 2 04/07/26 BCHtVEWCEn. A Licensing 

Branch 2 5pp 23970 329 24X Fiche 30-352, 04/07/26 ► 0408000-206 


0400020030 Forwards requested info on NU0EQ-O737i Item II F 1 re interim 
procedures for quantifying high level accidental radioactive 
releases Info ro Item IH D 1 1 will be furnished m Sept 
1904 

KEMPER f J S Philadelphia Electric Co 04/07/27 SCHUENCERt A 

Litensing Branch 2 I4pp 25803 2!Q 24X Fiche 50-352. 0 A/07 /27» 

0400020030 


0400060260 Notification of 040006 meeting u/util in Dethesda.MD to 
discuss applicant analysis of tornado missile effects on 
11 HS Date changed 

MARTIN, n E Licensing Branch 2 04/07/27 BCHWENCER^ A Licensing 

Branch 2 Ip 25950 302 R4X Fiche 50-332,04/07/27-8400060260 


--84O0O6O273 Notifies of 840803 meeting w/util to discuss applicant 
840322 analysis of tornado missile effects on UHS 
SCHWENCEBiA Licensing Branch 2 84/07/26 BAUEF*. E 0 

Philadelphia Electric Co 6pp 23930 303 24X 

Flch E 50-332, B4/07/87i 8400060268 


8408020030 Forwards Amend 60 to OL app 1 1 cation, cons 1 sting of Rev 34 to 
FSAR <Category K),Rev i9 to environ rept - OL stage 
(Category C),Rev 9 to design assessment rept <DAR},Vols 
1,2 8( 3 W/o Vol 2 DAR.Vol 3 withheld (ref 10CFR2 790> 

DRADLEYrE J Philadelphia Electric Co 04/07/31 DENTON. H R 
Office pf Nuclear Reactor Regulation, Director 4pp 25904 001 
24X Fiche 50-352,04/07/3118400020050 


-0400020075 Amend 60 to OL app 1 Icat i on. consi sting of Rev 34 to FSAR, Rev 
19 to environ rept - OL stage & Rev 9 to design assessment 
rapt (DAR)iVdIs 1 2 fc proprietary Rev 9 to DARiVol 3 

M/o Vol 2 DAR,Vol 3 withheld iref 10CFR2 790) 

BQVER.V 8 Philadelphia Electric Co 04/07/31 6pp 23904 004 
S4X Fiche 30-332,84/07/31,0400020030 


--04OOO2OO9O Nonproprietary Rev 9 to Vol 1 of "Design Assessment Rept " 
* Philadelphia Electric Co 04/07/31 9pp 25904 286 24X 

Fiche 50-352,04/07/31,8408020050 


D40a22033a A REVIEW OF THE LIMERICK CENERATINO STATION SEVERE ACCIDENT 
RISK ASSESSMENT Review of Core Melt Frequency 

AZARM, M A I OARl.R A , BOCCIO.J L Droothaven National Laboratory 
FIN A-3393 NUREO/CR-3493 04/07/31 Division of Safety 
Technology I92pp Available at NRC *6 00 26200 205 24X 

Fiche 30-332, 04/07/31, 8400220333 


0408070033 Forwards revised FSAR pages reflecting increase of reactor 
end design inleakage rate From 50 to 100/ Free vol/day & 
doubling standby gas treatment sys fan flow during 
draudoun of Unit 1 end FSAR rev scheduled for Aug 19-04 
DRADLEYiE J Philadelphia Electric Co 84/08/02 SCHWENCER, A 
Licensing Branch 2 39pp 25949 209 24X Fiche 50 - 332 , 04 / 08 / 02 , 

04OBO 70033 


0400070037 Forwards response to Procedures & Bys Review Branch queries 
ra emergency procedures tt selection of containment vent 
pressure 

KEMPER, J a Philadelphia Electric Co 84/0B/02 SCHMENCER,A 
Licensing Branch 2 6pp 25949 329 24X Fiche 30-332.04/08/02, 

0400070037 


0400140334 Notification of 840014 meeting w/ufcil in Bethesda.MD to 
discuss analysis of tornado missile effects on UHS 

MARTIN, R E Licensing Branch 2 84/00/05 SCHWENCER, A Licensing 

Branch 2 4pp 26061 201 24X Fiche 50-352.84/00/05.8400140334 


3408070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for OLa l< holders of CPs re availability of 
Suppl I to NUREO-0933, "Pr lor 1 ti latton of Generic Safety 
Issues " 8vc list end 

EISENHUTiD G Division of Licensing 84/08/06 Consalldated 
Edison Co of New York, Inc IBpp 26129 230 24X 

Fiche-: 30-000, B4/0B/06, 84080701 10 


3408130317 Advises that Preoperational Test 100 3, "Mechanical Snubber 
TBfttIrig," Will be deleted from preoperational test program, 
per 040716 S. telcons tnsp,exart S. testing personnel will be 
qualified for snubber test per ANSI N45 2 6-1978 
KEMPERrJS Philadelphia Electric Co 84/00/07 SCHHENCER.A 
Licensing Branch 2 9pp 26010 329 24X Fiche 50-332.04/08/07, 

0408130317 


8400160477 Informs that all comments re risk evaluation rept received b 
incorporated into final \?rsian Rept ready for transmittal 
to appl 1 cant. ACR5 bt ASLB 

EISENHUT. D G Division of Licensing 04/00/09 SPEIS.T NRC - No 
Detailed Affiliation Given Ip 26100 351 24X 

Fiche 50-352.04/00/09,8400160477 


0400210051 Notification of 040015 meeting w/util In Debhesda.MD to 
discuss further developirent of Tech Specs 

MARTIN, R E Licensing Branch 2 04/08/14 SCHHENCER. A Licensing 

Branch 3 5pp 26193 171 24X Fiche 50-352.04/00/14.0400210051 


B40Q210303 Forwards draft changes to FSAR. Section 15 7 4 & response to 
Request for Addl Info 410 37 re light loads/fuel handling 
accident Drop of object would not result in consequences in 
excess af revised fuel handling accident 

KEMPER. J S Philadelphia Electric Co B4/0B/14 SCKUENCER.A 
Licensing Branch 2 PBpp 26179 290 34X Fiche 30-352,0 4/08/14. 

8408210303 


0400220163 Forwards response to NRC 040716 request for addl Info re 
offsite dose calculation manual 6 revised offsite dose 
calculation manual Related correspondence 

KEMPER. J S Philadelphia Electric Co 04/00/15 SCHHENCER. A 
Licensing Branch 2 7pp 26197 16S 24X Fiche 50-352.04/00/13, 

8400220165 


—0408220168 Revised "Offsite Dose Calculation Manual " 

* Philadelph la Electric Co 04/03/10 41pp 26197 17S 24X 

Fiche 30-352, 04/00715.0400220165 


0408310513 Forwards Wy 1 e test rept. "Electrical Separation Verification 
Testing on Terminal Blocks L Panel Meters. " raceway 
separation criteria 6 design analysis documenting separation 
criteria rationale 

KEMPER, J 8 Philadelphia Electric Co 84/00/16 SCHHENCER, A 
Licensing Branch 2 3pp 26170 254 24X Fiche 50-352,04/00/16. 

8408210513 


— 8408210518 "Test Rept on Electrical Separation Verification Testing 
on Terminal Blacks L Panel Meters for Limerick Generating 
Station Units 1 St 2 " 

HAZELTINE.J , JOHNSON. F R . ROBERTS, D Hyle Laboratories 
4696-0-4 04/03/15 62pp. 26170 237, 24X Fiche 50-352.04/08/16. 

0400210313 


— 0408210520 Rev O to "Raceway Separation Criteria " Raceway separation 
test program discussion encl 

a- Philadelphia Electric Co 04/00/09- 46pp 26170’316 a4X 
Fiche 30-352.84/08/16,0408210313 


8400220119 Requests that License Condition 2 re fuel rod pressure 
limit be closed, based on recent resolution of generic issue 
between 6E NRC Evaluation demonstrates that bundles meet 
GE limit for fuel rod Internal pressure 

KEMPER, JS Philadelphia Electric Co 84700/17 SCHHENCER. A 
Licensing Qranch 2 2pp 26193 307 24X Fiche 50-352,04/08/17. 

84082201 19- 


8408270360 Summary of 040015 meeting u/util in Bethesda.MD re draft 
Tech Specs Attendees list ancl 

MARTIN. n E Licensing Branch 2 04/00/17 Licensing Branch 2 

4pp 26277 244 24X Fiche 50-332.84/00/17.0400270360 


8400310012 Forwards response to Meteorological 6 Effluent Treatment 
Branch 840015 request for addl info re wide-range accident 
monitor calibr factors Related correspondence 
KEMPER. J B Philadelphia Electric Co DSB 291 04/00/17 

SCHHENCER, A Licensing Branch 2 3pp 26350 194- 24X 

Fiche 50-352, 04 /OB/ 17, 0408310012 


04OB31OO1B Requests that License Condition 2 re fuel rod pressure Halt 
be closed, based on resolutio-n ef issue between GE 8. nRC. 

Related correspondence 

KEMPER. J S Philadelphia Electric Co DSD 292 84/08/17 

SCHHENCER, A Licensing Branch 2 2pp 26330 192 24X 

Fiche 50-332.84/0071710408310018 


6400310007 Responds to S40206 ltr on 8ER License Condition 7 re 
compliance W7NURE0-0612, control of heavy loads. Phase II 
"Limerick Overhead Handling 8ys Final Rept (Rev 3>" revised 
per 040206 request Related correspondence 

KEMPER. J 8 Philadelphia Electric Co DSB 293 84/08718. 

SCHHENCER, A Licensing Branch 2 3pp 26330 197- 24X 

Fiche. 50-332.84/00718. 0400310007 


B4D0SOO273 Generic Ltr 84-20 tn all licensees of operating reactors b 
applicants far OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviaw-ed safety 
questions Sve list encl 

EISENHUT, D C Division of Licensing 04/-O-0/2O, Consalldated 
Edison Co of New York, Inc I7pp 26S76 244 24X 

Fiche 50-000,84/00/20,0408200273 



40 


DOCKETED ITEMS 


40aa304A3 DoaPd Notification 04-143 forwards R Starostecki 040731 memo 
r* alleged inadeq.iJate design of reactor enc 1 vent stack 
Btack has no or limited aafetii significance 

NOVAK. T M Division nf LicenBing 04/03/20 UnENNER. i- ^ CDLE,R F . 
NDRRiGi P A Atomic Safety and Licensing tloard Panel 2pp 
262^1 316 a4X Fiche 50-332. B 4 / 08 / 20 , 0408220463 


B-.0B0705ia ror^o.ds info to support .eoolot.on of SER propopoO Liconso 

conPit.oos a. 9 . 10 & 13 t. to 21° 

Condition 14 Info leitliheld Iref 10CFR2 790 ^ 73 ) 

Affidavit of C„ Bd/oa/Ol SCMHENCER.A 

UUonslng Dronch 2 5pp 35941 U7 89* fiche 50-353.04/08/01, 
B408070513 


“0409280101 Iraforma that on B 40718 , NRC Interviewed confidential alieger 
re concerns relative to response of Teattop encl vent stacks 
to blast loads fallowing railfoad accident 

STAROSTecKl, R Division of Project «, Resident Programs B 4 / 07 /J 1 
ElSENHUTf D 0 Division of Licensing Ip 3*261 3 IB 24 X 
Fiche SD- 3 S 2 , 04 / 08 / 20 . 0409220463 

408270161 Forwards revised response ta Procedures «. Sgs Review Branch 
Ouestion 430 72 re diesel oil storage tank linos to include 
addl info discussed in 840810 telcon 

KEMPER. J 0 Philadelphia Electric Co 04/08/21 SCHWENCEft. A 
LlcBfislng Branch 2 4pp 26245 259 24X Fiche 50 - 352 . 84/0B/21. 

8400270161 


0409130396 Fo.hiarPh rPl.Pf roRuept. 

pr.h.pvich in.p rpRuiremi-hth to ro.oWp SER Conf lr,hOtorg 

KEMPER, 'j S Phlladolph.o ElOCtrlC Co B4/00/07 SCKWENCER.A 

orao^i 2 7pp 36009 349 34* F . t ho =0-353. 94/09/07, 

8408 i 30296 

a4091403{>3 Forwards responses to S4061 1 request for addl info re SER 
Confir<natory Issues 3 . 5 & 6 & BCR Open Issue 29 Re ated 

draft FSAR V design assessment ^^SChSeNCER A 

KEMPER J S Philadelphia Electric Co 04/08/00 

U^n^ing nronJJ 3 S7PP 361.1139 34* Fltho 50-353, 94/08/09. 

84O8L403O3 


40S310413 Forwards revised response to Procedure 6 Sgs Review Dranch 
Question 430 72 re diesel oil storage tank vent lines, in 
response to 04OB1O req^uest for addl info Related 
correspondence 

KEMPER. J B Philadelphia Electric Co OSB 288 84/00/21 

BCHWENCER. A Licensing Branch 2 4pp 26330 224 34X 

Fiche 50-352.04/08/21.8400310413 

408200130 Forwards Rev i to "Solid Rdduiaste Sgs Process Control 
Projrani. '* in response to Meteorological & Effluent Treatment 
Bi|s Branch request for addl info, per 640003 telcon 
Preoperatlonal testing of sys scheduled for end of 
KEMPERiUlS Philadelphia Electric Co 04/00/23 
Licensing Branch 2 2pp 26259 064 24X Fiche 50-352.84/08/23, 

0400200130 

-0400200132 Rev 1 to “Solid Jladwaste Sys Process Control PT^ogram “ 

» Philadelphia Electric Co 84/08/31 UpP 26259 066 24X 

Fiche 50-352104/00/23.0408280130 

408310146 Forwards response to B^OSOi? request for addl info re 
NUfiEO- 0737. Item III D l 1. "Primary Coolant Outside 
Containment " Info will be incorporated in Sept 1984 FBAR 

KEMPER. J S Philadelphia Electric Co 94/08/24 

Licensing Branch 2 9pp 26322 200 24X Fiche 50-352.04/08/24. 

0400310146 

1408290158 REVIEW IMSIQHTS ON THE PRQBAIULISTIC RISK ASSESSMENTS FDR 
THE LIffERICK OEnERATINO STATION.ONIT 1 AND 2 

CHILIAN. E Division of Safety Technology NUREQ-1068 84/06/31 
126pp Available at NRC *3 00 26309 151 

Fiche 50-352.04/00/31.0400290158 


a4x 


utility Environmental Report (ERl. amends correspondenc e 

408020058 Forwards Rrv 19 to environ rept ~ 

BRADLEY. E J Philadelphia Electric Co 04/07/31 Sn. 

Office of Nuclear Reactor Regulation. Director 4pp 25704 OOl 
24X Fiche 50-352.04/07/31.0408020050 


“B4OHO2OO0O Rev 19 to environ rept - Ol stage 
s Philadelphia Electric Co. 84/07/31 4pp 
Ftche 50-332. 84/07/31 . 8408020058 


25904 010 a4X 


400210076 Forwards Affidavit of Svc certifying distribution of Rev 34 
to FSAR tt Rev 19 4o environ rept on 040809 

BRADLEY, E J. Philadelphia Electric Co ™ 

Office of Nuclear Heactpr Regulation. Director 5pp 26184 327 
a4X Fiche 50-352.04/00/14.0400210076 

NRC Safety Evaluation Report CSER). suppls l< correspondence 

406060232 Forwards Tospon»es to questions 5t comments re 840322 
analysis af tornado missile effects on WlB. support Ing 
resolution of SER Open Issue 2 Responses do not effect 

IiEMPEH,V8 ’"^PhllaSe'Xh.^ El.Ftr.c Cc 99/07/37 BCHWENCER.A 

Cu^ngini 9r.9ch 3 I9pp 39939,. 17 3« Fl.h. 50-393,99/07/37. 

840BO60232 

108070289 Informs that upgrading t mods to ROIC turbine assembly 
comoletedi fikcept for installation nf threaded taper pins. in 
^ Justif icatipn for interim 

kIh?EB.‘jV^ E:i.9trlc CO 09/09/01. SCHWENCER.A 

M«n.lng a.onci 2 9pp. 35993 330 34X Fi c6.. 30-3SS. 99/09/01. 

9409070389 


-0908.90319 >Sp.c for Tost RequlreMOnt, 

ASME Section III. Nuclear Class 1.2. 3 «/ ANSI B311. Bechtel 
Piping, for Limerick Generating Btat Ion. Un t s i L 2 
» Bechtel Corp 84/05/29 I39pp 26111 156 24X 

Fiche 30-352. 04/08/08. 0408 1 40303 

-9409190330 "Sp.c for Test R.,u.re«ent 5 for St.edg state VI tret ien 
Testing of ASME Section II I, Nuclear Class 1.3.3 t/'NSl 
031 1, Bechtel Piping, for Limerick Generating Station. Uni ts I 

t %echtel Corp 84/05/25 2Q0PP 261 li 317 24X 

Fiche 50-352.84/08/06.8408140303 

—8408140326 "Spec for Test Requirements for Dynamic Transient Testing of 
^"as^E SottioS III.Nuclear Class 1.2.3 ^ ANSI D311. Bechtel 
Piping, for Limerick Generating Station. Units I L 2 
a Bach teJ Corp 64/05/29 l29pp 26112240 24X 

Fiche 50-352.84/00/06,8408140303 

Q4Q9200262 Forwards responses to addl Chemical 

Enaineerino Branch re structural steel survivability 
evaluation^lnfo supports final resolution of SER Open I tern 

u^MDPf» J Philadelohia Electric Co B4/O0/OB SCHWENCER.A 

l!f«“in,%ranSl'3“ ^'36,33 3.1 29* FiCa 50-353.99/09/09, 

040S2Q0262 

6408160379 Forwards draft FSAR pages in response to NRC 020035 request 
for addl info re instrument setpoint methodology for reactor 
protection sys 6 ESF instrumentation setpoints Info should 
close SER Confirmatory Issue 26 
KEMPER, J S Philadelphia Electric Co 
Licensing Branch 2 3pp 26092 173 
6406160379 


B4/0B/ 10 SCHWENCER. A 
24X Fiche 50-352.04/08/10. 


6400230292 Forwards Rev 3 to "Overhead Handling S«s Review Rept 
revised, per NUREG-0613. to address concerns identified in 
draft technical evaluation rept on control of heavy loads 6 
support resolution of BER License Condition 7 Rpu^PKiCEft A 

KEMPER. J a Philadelphia Electric Co 04/00/13 ^ 

I.l«n".ng OrAnch 3 apF 25207 001 39* Fiche 30-353.99/08/13, 

6408230292 


-6406230297 Rev 3 to final rept "Overhead Handling Review 
a Philadelphia Electric Co 84/06/30 I75pp 26207 004 
Flchd 50-352. 84/00/13. 8408230292 


24X 


8409210031 Ferwards addl info requested i^-^NRC 840430 

fcn confarmance to Rav 2 to Reg Guide l 9/ Ends should close 

KEMPEn’^rs^^ Phlladalphia^Einidc Co 04/08/16 SCHWENCER.A 
tfcenslng BranJi 2^ uj; 26l6l 337 24X Fiche 50-352.04/08/16. 

0400210031 

6400270376 Forwards addl info re SER Confirmatory Issue 12 concerning 

KES?«''i" ‘"^hiuSS^r.S'EleJSrlc j:''"*l9/OB/33 SCHWENCER.A 
l!?c'n"lAg 3 " TeJJ 35390 339 39* Fichu 50-353, 99/09/33. 

0406270376 

8408300215 Requests assistance in reviewing encl app to BER re 
Idantificatian of vital areas Response requested within 10 

days af memo date to meet review 040907 completion date App 

withheld fref 10CFR73 211 , n n ni-i. 64/06/24 

atandardlzation «, Special Projects Branch B4/0B/.i't 
- * ' 26307 054 24X 


TMQMAB, C 0 

PARRiO 0 Aukiliary Systems Branch 
Fiche 90-352.04/08/24.8400300215 


IP 
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241 


F Security, n-iedicel. energency i> fire protectior plans 


840B1£0355 Forwardi public ''prsion of emergency plan implementing 
p rocedures. 1 nc lud 1 ng EP-lOl re classification of 
ertjerg on c 1 e s . EP“t02 re unusual event response. EP-103 re alert 
response e. EP-104 re site emergency response 

COQNEV.M J Philadelphia Electric Co S4/07/09 mjRLEY. T E 
Region i> Office of Director BCHWENCER. A Licensing Branch S 
9pp 26127 001 24X Piche 50-352.84/07/09,0400160355 


--'0400160360 Public version of revised emergencij plan implementing 
procedures. Inc 1 ud ing EP-lOl re c lass i f Icaton of emergencies, 
EP-t02 re unusual event response t< EP-103 re alert response 
W/JM Telton 040007 release memo 

* Philadelphia Electric Co 84/06/00 4SOpp 26127 006 24X 

Fiche 50-332,84/07/09.8408160355 


Q40S070336 Emergecy plan exercise manual 

« Philadelphia Electric Co 04/07/23 426pp 25746 001 24X 

Fiche 50-352.04/07/25.0400070336 


6400150404 Forutards correspondence tt documents bctueen a p p 1 i cant ■ staf f # 
Coimaionureal th of PA & responsible govt agencies re eir.>rgency 
planning Related correspondence 

CULLEN, E j Philadelphia Electric Co DSB 064 04/00/10 

NULL.IGAN. N Limerick Ecology Action 24pp 26069 196 24X 

Fiche 50-352,04/08/10.8408150404 


8408170361 Foruards supplemental info re Limerick Ecology Action 840006 
response to -util discovery request on admitted offsite 
emergency planning contentions Certificate of Svc end 
mulligan. M Limerick Ecology Action 080 102 04/00/13 RADER 

Philadelphia Electric Co 280pp 26137 181 24X 

Fichfl 50-352.04/00/13,0408170391 


04O62OO2B6 Foruards correspondence & documents among NRC, app 1 i cant t< 
Commonuieal th of PA re emergency planning, per AfiLD 020601 
order Mat! suppls 040010,0712 & 30 submittals Related 
c orrespondence 

CULLEN. E J Philadelphia Electric Co DSB 142 04/08/15 

KULLK^AN.N Limerick Ecology Action SOpp 26131 005 24X 

Fiche 30-352.84/00/15.0400200286 


0400020047 Forwards JL Patton 040723 J tr responding to RC Claypool 
640607 1 tr to Thornburgh re resources for radiological 
emergency response planning Related corresp and one e 
FCRKlNi Z <j Pennsylvania. Commonuealth of. DSB 704 04/07/27 

BRENNER. L . COLE. R F , MORRIS. P A Atomic Safety and Licensing Board 
Panel 2pp 2SB03 273 24X Fiche 50-352.04/07/27,8409020047 


B40G070513 Foruards info to support resolution of SER proposed License 
Conditions 0.9.10 Sr 12 & to assist in preparation of License 
Condition 14 Info withheld (ref 10CFR2 790 & 73 2U 
Affidavit of withholding end 

KEMPER. J S Philadelphia Electric Co 84/OB/OI SCHWENCER.A 
Licensing Branch 2 5pp 23941 167 24X Fiche 50-352.84/08/01. 

8400070513 


8400210452 Responds to concerns discussed in 040720 telcon re control 
room design review final rept Final validation will be 
perforaied prior to fuel load Results will be submitted by 
041031 

KEMPER. J B Philadelphia Electric Co 64/08/16 6CHUENCER.A 
Licensing Branch 2 4pp 26177 200 24X Fiche 50-352.94/09/16. 

8400210432 


8400240262 Forwards correspond ence & documents among app I icant. NRC I. 
other parties re emergency planning Documents suppl matl 
forwarded in 840315 1 tr U provide addl correspondence dtd 
640>6tt— 0808 Related correspondence 

CULLEN. E J Philadelphia Electric Co DSB 264 04/08/20 

MULLIGAN. H Limerick Ecology Action 652pp 26223 214 24X 

Fiche' 50-352. 04/00/20, 0400240262 


8406070037 Forwards response to Procedures L Sys Review Branch queries 
re emergency procedures L selection of containment vent 
pressure 

KEMPER. J S Philadelphia Electric Co 84/08/02 SCHWENCER.A 
Licensing Branch 2 6pp 25949 329 24X Fiche 50-352.94/00/02. 

8400070037 


2408230153 Forwards IE Insp Rept 50-352/04-35 on 040702-03 L 05-06 No 
violations noted 

MARTIN,! T Region 1, Office of Director 04/08/03 KEMPER, J S 
Philadelphia Electric Co 4pp 26214 047 24X 

Fiche 50-352.04/00/03.0400230153 


--3408230157 IE Insp Rept 50-352/84-35 on 040702-03 L 05-06 No violation^ 
noted Major areas inspected chemistry. rad i oac tive effluent 
control L radiation protection programs 

MILLER. M T . KOTTAN, J J . CARSON. B H Region I. Office of 
Director 84/00/03 6pp 26214 051 24X Fiche 30-352,84/00/03. 

8408230153 


6400150637 Revised notification of 840807.09 t< 10 meetings w/uti 1 In 
Qethesda, MD & Linfield.PA to discuss outstanding items in 
detailed control room design review 

MARTIN, R E Licensing Branch 2 04/08/07 SCHWENCER.A Licensing 

Branch 2 5pp 26102 339 24X Fiche 50-352,64/00/07,8400150637 


8408220497 Foruards public version of revised emergency plan 
implementing procedures, including EP-105< “General Emergency 
Response*' & EP-304. “Partial Plant Evacuation " Release 
memo dtd 04OB2O end 

DALTROFF.S L Philadelphia Electric Co 84/OB/07 MURLEYi T E 
Region 1. Office of Director SCHWENCER.A Licensing Branch 2 
7PP 26210 213 24X Fiche 50-352,04/08/07.8408220497 


B40SS80177 Provides resolution of concerns re fusible links on fire 
doors Identified during 040409-12 site audit of fire 
protection st/s U dacumentatl on Fusible Links provided on 
hold open mechanisms for hollow metal doors 

KEMPER. J 8 Philadelphia Electric Co 84/03/22 SCHWENCER.A 
Licensing Branch 2 2pp 26275 OBB S4X Fiche 50-332,64/08/22. 
0408280177 


0400270376 Fortuards addl info re SER Conf Irmatorij Issue 12 concerning 
preservice in»p pragram, per 640017 request 

KEMPER, J S Philadelphia Electric Co 84/00/23 SCHWENCER.A 
Licensing Branch 3 62pp 26240 258 H4X FUhe 50-352,04/00/23. 
0408270376 


B408300215 Requests assistance In reviewing end app to SER re 
identification- of vital areas Response requested within 10 
dags of memo data to meet review 840907 completion date App 
withheld (ref 10CFR73 211 

THOMAS. C 0 Standard 1 latlon L Special Projects Branch 04/09/24 
PARR. 0 D Auxiliary By stems Branch Ip 26307 054 24X 

Flcha 30-332. S4/08/24, 8409300215 


9408310009 Rev 1 to Emergency Plan Implementing Procedure EP-316. 
“Cumulative Population t* Near Real-Time Emergency Dose 
Calculations for Airborne Releases - Manual Method " 

W/940B24 Itr 

DALTR>0FF.8 L Philadelphia Electric Co 04/08/24 HURLEY. T £ 
Region 1. OfflcB of Director BCHWENCER.A Licensing Branch 3 
74pp 26323.206 24X Fiche 50-352,04/09/24,0408310000. 


G Adju-dlcatory correspondence 


'8408220501 public version of revised emergency plan implementing 
procedures, including EP-105, "General Emergency Response" tt 
EP-304, "Partial Plant Evacuation '* 

* Philadelphia Electric Co B4/08/O7 25pp 26210 219 24X 

Fiche 50-353.84/00/07.8408220497 


8400310096 Brief of RL Anthony It Friends of the Earth in support of 
appeal from A0LB B40306 t 21 verbal orders tc 840316 written 
order Ic request for hearing 

ANTHONY, R L' Anthony. R L ANTHONY, R, L Friends of the Earth DBO 
415 84/03/20 4pp 26322 229 24X Fiche' 50-352. B4/03/2B, 

0408310096 


0403200147 Informs of review of schedule for sprinkler design Ic 
i natal latlon in conjunction w/possible temporary protective 
measures Installation of permanent sprinkler sgs should be 
expedited 

K€MPER, J 8 Philadelphia Electric Co 04/08/00 BCHWENCEB.A 
Licensing Branch 3 3pp 26133 2B3 24X Fiche 50-352.84/00/08, 

6406200147 


8406290491 Suppl to RL Anthony L Friends of the Earth motion vs 
applicant motion for partial decision & lou power license I, 
submission of 840510 contentions on new matter 

ANTHONY, R L Anthony, R L ANTHONY, R L Friends of the Earth. 080 
35B 84/05/30 Atomic Safety and Licensing Board Panel 2pp. 

26280:336 24X Fiche 50-352, 84/05/30, 0409200471 


8408200206 Forwards info re 4-k7 penetrations, resolving item questioned 
during 840409-12 fire protection eye & documentatl on site 
audit Info will be incorporated into next rev to fire 
protection evaluation rept 

KEMPER, J 8 Philadelphia Electric Co 94/08/00 8CHWENCEB,A 
Licensing Branch 2 30pp 26133 069. 24X Fiche 50-352# 84/00/08, 

B40B200206 


8408160112 Forwards intervener Exhibits 3,4,47-135 It 136 Related 
correspondence. 

RILEY, S L Tayloe Associates 84/05/31 PLEASANT, E 
Administrative l< Logistical Support Branch Ip 86126:325. 84X 

Fiche: 30-352, 84/05/31 , 6408160112 



242 


DOCKETED ITEMS 


8408160099 Fo-ruards applicant Eithibits 137-151 Relattd correspondence 
RILEV-8L Tayloe Associates 84/06/08 PLEASANT, E 
Administrative h Logistical Support Branch tp 26126 328 24X 

Flche 30-352,84/06/03,8400160099 


8408160103 Forwards NRC staff Erhibit 29 L itttervenoT Exhibits 1 6 3 
Related correspondence 

RILEY, S L Tayloe Associates 84/06/15 PLEASANT. E 
Administrative h Logistical Support Sranch Ip 26126 327 24X 

Flcho 30-352.84/06/1 5, B40B1601 03 


8408160079 Forwards applicant Eihibits 133—173 Related correspnndeTice 
RILEY. S L Tayloe Associates 84/06/26 PLEASANT, E 
Administrative it Logistical Support Branch ip 26126 346 24X 

F i c h B 50-352, B4 /06/26 . 840 0160079 


B408010223 Forwards suppl to 840523 Itr to ASLB 6 ASLAD re NRC duties 
concerning supplemental uater Related correspondence 
SUOAR-MAN.R J Sugarman h Denuiorth SUGARMAM, R J Oel-Aware 
Unllnited, Inc DSB 659 04/07/13 PALLAOINO, N Commissioners 

2pp. 23036 022 a4X Flche 30-332,84/07/13,8408010223 


--B40G010228 Subnits follouup to 840523 0703 1 tr s re pusitsan that 

NRC exhibits pro-appl icant bias Position based on Denton 
B40629 Itr 8t util 840417 notes Board action rc(iuestcd tt/o 
enc Is 

SUGARMAN. R J Bugarpian l^Denworth SUGARMAN. R J Del-Aware 
Unlimited. Inc 84/07/13 BRENNER. L . COLE. R F . rtORRIB.P A 
Atomic Safety and Licensing Board Panel 2pp. 23856 024 24X 

Fiche 30-352.84/07/13,8408010223 


8409010233 Response te NRC response to Air i* Water Pollution Patrol 
B406S6 contention re gross alpha W/svc list 

ROMANOj F R Air and Water Pollution Patrol DSD 658 84/07/25 

4pp 23836 014 24X Ficfie 50-352.84/07/25.8408010233 


B40B060179 Informs that borough participated in 840725 evacuation 
drill per Mayor recommendation Drill not sanctioned by 
borough council & evacuation per Draft 3 of emergency 
evacuation plans disapproved Served on 840G03 

AUGUST, D K PhoenlfVille. PA OSD 735 84/07/25 BRENNER Atomic 

Bafetv and Licensing Board Panel 2pp 25932 183 24X 

Fiche 50-352,84/07/23,8408060179 


8408010248 Forwards suppl to B40523 Itr to ASLB 6 ASLAB re NRC duties 
concerning supplemental water Certificate of 8vc end 
Related correspondence 

BUOARMANrR J Sugarman 6 Denuorth SUGARMAN. R J Dei-Auare 

Unlimited. Inc D3B 663 84/07/26 PALLADINQ. N Commissioners 

2pp 25835 341 24X Fiche 50-3 52.84/07/26,8408010240. 


S4O0O1OI9O Errata to B40726 proposed findings of Pact 6 conclusions 
of lau on Limerick Ecology Action Contentions DES-1, 

DE3-2. DES-3 & DES-4 Proposed transcript corrections 6 
Certificate of Svc end 

ELLIOTTiC W Limerick Ecology Action DSB 680 84/07/27 5pp 

25055' 163 24X Fiche 30-352.84/07/27,8408010190 


8408010255 Answer to Consumer Educ U Protective Assoc 840717 safety 
Contentions Contentions lack has 1 s, concern ratemaJcing 
matters outside NRC jurisdiction & should be denied 
Certificate of 3vc end 

CONNER.T B Philadelphia Electric Co CONNER. T D Conner 6 
Wetterhahn D3il 670 84/07/27 Atomic 9af«ty and Licensing Board 

Panel 9pp 25054 313 34X Fiche 50-332,84/07/27,8408010233 


840S020047 Forwards JL Patton 840723 I tp responding to RC Claypool 
840607 Itr to Thornburgh re resources for* radlolagical 
eeiergency response p 1 annltig. Related correspondence 
FERKIM, Z 0 Pennsylvania, Commonwealth of. DSB 704 84/07/27^ 

BREHNER.L , COLE.R F , MORRIS, P A Atomic Safety and Licensing Board 
Panel 2pp 25803 273 24X Fiche 50-352.64/07/27,8408020047 


8408070302 Response to Consumer Educ 8< Protective Assoc (CEPA) safety 
contentions received on 840716 CEPA contentions provide 
Inadeauate basis far concerns Sc should not be admitted 
Certificate of Bvc end 

MRlOHTrN A Hearing Branch 2 DBB 007 84/07/31 Atomic Safety 

and Licensing Board Panel 9pp 25947:231 24X 

Fiche 50-352, 84 /07/3 i . 8400070302 


J40aOB019t Appeal to Commission from A8LAD 840723 Memorandum & Order 
ALAB-77S re contentions on nuclear f ueK Immad i ate stay 
reiiuostod W/avc list. 

ANTHONY, R L Anthony, R L. ANTHONY, R L Friends of the Earth, DSB 
835 04/07/31 app. 2S960 257 24X Fiche 50-352,84/07/31, 

8408000191 


8409060053 Fust set of interrogatories request foi production of 
dacumenis to city of Philadelphia re offsite emergency 
planning Contentiuiis Cily-IQ 6 Clty-19 Ceitificate of &vc 
end Rulated c urr espondence 

RADER, R M Philadelphia Electric Co RADER, R M Conner 6 
Wetterfiahn DSO 743 64/06/01 Ph l lade 1 ph la, PA I2pp 

2 5933 197 a4X Fiche 50-352,84/06/01,8406060053 


B40B06D17O Second errata to 840726 proposed findings of fact 
canclustons of law on Linettck Ecology Action Contentions 
DES-1, nES-2, DES-3 U DES-4 Certificate of Svc end 
ELLIOTT, C W Ulroerick Ecology Action DSB 742 84/00/01 3pp 

25932 t94 24X Fiche 50 - 352 . 04/00/01 , 8400060170 


0400060182 Confirms points discussed in 840727 tel con, agreements 
reached St matters in dispute re Limerick Ecology Action 
answers to Applicant first set of interrogatories tt request 
for production of documents Related correspondence 
RADER, JT K Conner L Wetterhahn DSD 745 84/00/01 MULLIGAN, M 

Limerick Ecology Action 8pp 25932 173 24X Flcho 50-352, 

04 /OB/O 1 , 8408060182 


B408060228 Forwards applicant 640727 answer to CEPA safety contentions 
W/o enct Related correspondence 

WETTERHAHN. M J Conner 6 Wetterhahn WETTERHAHN, M J Philadelphia 
Electric Co DS0 744 64/00/01 HERSHEY, S P CEPA HERSHEY. S P 

Hershey, BP Ip 25933 335 24X Fiche 50-332,84/08/01,8406060228 


0400070350 Discusses RJ Sugarman correspondence 6 concerns re ex parte 
communications Matters raised by RJ Sugarman w/o merit & 
will bo addressed formally by director in decision per 
10'CFR2 206 Related correspondence 

CONNER. T D Conner «( Wetterhahn CONNER.T 0 Philadelphia Electric 
Co DSB 777 84/06/02 CHILK, 8 J Office of the Secretary of the 

Commission 3pp 25944 167 24X Fiche 50-352,84/00/02,0406070330 


6408070363 Motion to compel answers to first set of interrogator! es, to 
compel production of withheld documents t' for related relief 
re destroyed documents Certificate of Bve end Related 
corresp ondence 

RADER. R M Philadelphia Electric Co RADER, R M Conner it 
Wetterhahn DSB 760 84/08/02 Atomic Safety and Licensing Board 

Panel 16pp 23945 15B 24X Fiche 30-352,04/08/02,6406070363 


8408070366 Transmittal of VS Boyer 840B02 affidavit re schedule for 
fuel loading, per ASLB 040620 order Certificate of Svc end 
Relaited correspondence 

WETTERHAHN. M J Philadelphia Electric Co DSB 781 84/06/02 6pp 

25945. 152 24X Fiche 50-332,64/06/02,8400070366 


8408070412 Forwards answer to second set of interrogatoi i os h request 
for production of documents on Limerick Ecology Action 
admitted offsite emergency planning contentions 
(Discovery 39) Related correspondence 

RADER, R M Conner & Wetterhahn RADER. R M Philadelphia Electric 
Co DSL 702 04/06/02 MULLIGAN, M Limerick Ecology Action Ip 

23942 033 24X Fiche 50-352,84/00/02,0408070412 


— 6408070415 Answer to second set of interrogatories It request for 
production of documents on Limerick Ecology Action admitted 
offsite emergency planning contentions (Discovery 39) 

Certificate of Svc end 

« Philadelphia Electric Co 84/07/31 Limerick Ecology Action 
9lpp 23942 034 24X Fiche 90-352, 04/00/02, 8400070412 


84080702B7 Forwards signature page of B40802 motion to compel answers 
to first set of interroga tor los, to compel production of 
withheld documents & for related relief re destroyed 
dacunents 

CONNER,! B Conner 8c Wetterhahn CONNER.T 0 Philadelphia Electric 
Co DBB 803 84/00/03 Docketing 6 Services Branch Ip 

2994B 216 24X Fiche 50-332, 84/08/03, 0400070207 


— 8408070291 Signature page of 840802 motion to compel answers to first 
set of interrogatories 

CONNER.T D Philadelphia Electric Co CONNER.T D Conner & 

Wetterhahn 04/08/02 Atomic Safety and Licensing Board Panel 

Ip 23948 219 24X Fiche 30-352,84/00/03,0400070287 


8408D70429 Forwards VS Doyer 640802 affidavit re schedule for fuel 
loading Related correspondence 

WETTERHAHN, M U Conner 8c Wetterhahn WETTERHAHN, M J Philadelphia 
Electric Co DSD BOB 04/00/03 Docketing 8t Services Branch 
Ip. 25940 049 24X Fiche 30-352,04/00/03,0408070429 


— 8408070433 Affidavit of VS Doyer re schedule for fuel loading 

DOVER, Ve Philadelphia Electric Co 04/00/02 2pp 23940030 
24X Fiche 50-332,64/03/03,0400070429 
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Forti/ards mation before ASLAB to set aside paitial initial 
decision based on neu evidence 

SUOARMAN* n J Sugarman h. Denuorth 5UGARMAM< R J Del-Auiare 
Unlimitedi Inc DSB 858 84/08/03 Office of the Secretary of 

the Commission Ip S597I 1|4 SAX Flche 50-352,84/00/03. 
□40B090226 


— 8408090233 Motion to set aside partial initial decision based on new 
evidence h circumstances Ceitificate of Svc end 

BUGARMANi R J Del-Auare Unlimited, Inc SUGARMAN, R J Sugarman It 
Denuorth 04/07/31 Atomic Safety and Licensing Appeal Panel 

52pp 25971 J15 24X Flche 50-352,84/08/03.8400090226 


0408070372 Reply to City of Philadelphia & Limerick Ecology Action 
040736 proposed findings of fact «< conclusions of law re 
severe accident risk assessment contentions Certificate of 
Svc end 

weTTERHAHN, M J , NICHOLS, N N Philadelphia Electric Co 
WETTERHAHN. M J Conner & Wetterhahn DSU 795 04/00/06 29pp 

25944 170 24X Fiche 50-352.04/08/06,0408070372 


8400070444 Forward* answer to Limerick Ecology Action second set of 
interrogatories h request for production of documents re 
admitted offsite emergency planning contentions End 
replaces 840902 answers Related correspondence 

RAOER. n N Conner Uetterhahn RAOER.R M Philadelphia Electric 
CO DSQ 789 04/08/06 MULLIGAN. M Limerick Ecology Action tp 

25942 260 24X Fiche 50-352.84/00/06.0408070444 


— 8408070450 Revised answer to second set of interrogatories & request 
for production of documents on Limerick Ecology Action 
admitted offsite emergency planning contentions 
DOVCRiV S Philadelphia Electric Co 04/08/03 Limerick 
Ecology Action S0pp 25942269 24X Fiche 50-352,04/00/06. 

0408070444 


8408070495 Informs that applicant docs not intend to respond to 
Sugarman 840713 I tr purporting to update earlier Itrs of 
040523 It 0605 tq ASLAO ASLD or to any future Itrs to AGLAB 
or ASLD Related correspondence 

CONNER,! D Conner It Wetterhahn CONNER, T 0 Philadelphia Electric 
CO DSB 794 04/00/06 BRENNER. L . MORRIS, P A , COLEi R F Atomic 

Safety and Licensing Board Panel 2pp 25941 191 24X 

Fiche 50-352.84/08/06.8400070495 


0400090197 Reply to Limerick Ecology Action tt City of Philadelphia 
proposed findings of fact & conclusions of lau re severe 
accident risk assessment contentions 

VOQLER, D H , HODODON. A P Hearing Branch 2 DBB B71 84/00/06 

Atomic Safety and Licensing Board Panel 14pp 25772 OOt 24X 
Fiche 50-352.84/08/06,8408090197 


— 8408090205 Proposed corrections to transcript of hearings on Limerick 
Ecology Action DE8 contention* & City of Philadelphia 
Contentions 13^14 I* 15 Certificate of Svc end 

e Hearing Branch 2 04/00/06 Atomic Safety and Licensing 

Board Panel 13pp 23972 015 24X Fiche 50-352.04/08/06. 

0400090197 


8408090258 Forwards supplemental info re interragatortes, per util 
040727 phone call & 840801 1 tr Related correspondence 
MULLIGAN, H Limerick Ecology Action DSB 859 04/08/06 RADER 

Philadelphia Electric Co 7pp 23972 114 S4X 
Fiche 50-352. 04/00/06, 0408070258 


— 8408090263 Amended answers to gtil first set of interrogatories re 
offsite emergency planning Contention LEA/FDE 24 Certificate 
of 8vc end 

ANTHQNV, n L Anthony. R L 04/07/23 Philadelphia Electric Co 
6pp 25972 121 24X Fiche 50-352,04/00/06.8408090250 


8408080399 Joint rapt of parties on schedule proposal for offsite 
emergency planning matters filed in response to 840723 
order Certificate of Svc end 

CONNER,? B Philadelphia Electric Co CONNER,? D Conner & 
Wetterhahn DSB B37 04/00/07 Atomic Safety and Licensing Board 

Panel 14pp 25974 007 24X Fiche 30-352,84/00/07.8408000399 


8400000404 Motion to strike Air & Water Pollution Patrol <AWPP) 
pleading reply to AWPP motion re Contention VI-1 Matlnn 
filed late L u/o basis Certificate of Svc end 

WETTERHAHN, M J Philadelphia Electric Co WE^ITERHAHN, M J Conner & 
Wetterhahn DBB 830 84/03/07 Atomic Safety and Licensing Board 

Panel 7pp 25974080 a4X Flche 30-332.84/08/07,0408000404 


8400090230 Forwards NRC 040727 Amend i to License 5NM-I9a6 Cc SER in 
support of amend Related correspondence 

VDGLER.B H Hearing Branch 4 DSD 072 04/00/07 BRENNER, L . 
MDRRI8, P A , C0LE. R F Atomic Safety and Licensing Board Panel 
14pp. 23972 132 24X FI Che 30-352,84/00/07,8408090230 


8400130360 Replies to 840703 1 tr re 040523 1 tr to Chairman Palladino 
All ends to itr possibly not Included to all recipients 
Comments on ends inconsistent w/practice followed for some 
time w/o objection 

SUCARMAN. R J Sugarman 6 Denworth SUGARMAN, R J Del-Aware 
Unlimited. Inc DBB 097 04/00/07 MALfiCH, M 0 Office of the 

General counsel ip 260U 127 24X Fiche 30-332,04/00/07. 

0408130360 


0408140450 Forwards new contention re evacuation 

ROMANO. F R Air and Water PoUutinn. Patrol DSB 015 04/00/00 

Atomic Safety and Licensing Board Panel 6pp 2606l'00l 24X 

Fiche 50-332.04/08/00.0400140450 


—8400140452 Neu contention that applicant must provide fully testable tc 
capable emergency evacuation plan prior to receipt of DL 
RDMANQ.F R Air and Hater Pollution Patrol 84/08/08 Atomic 
Safety and Licensing Board Panel 3pp 26061 002 24X 

Fiche 50-332,84/00/08,8408140450 


04OB13O15B Order establishing filing date of 840806 for motion to set 
aside based on new evidence received on 040809 Motion & 1 tr 
bear postmark date of 840806 Served on 040810 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel DBB 920 
04/08/09 Del-Aware Unlimited, Inc 2pp 26007 352 24X 

Flche 50-352,84/08/09,0408130150 


0400140404 Forwards amended Certificate of Svc of appellant motion to 
set aside based on new evidence Amend reflects svc of motion 
on 840806 

L0CKE, R T Sugarman & Denworth LOCKE, R T Del-Aware Unlimited, 
Inc DSD 013 04/00/09 KOHL, C N . EDLES, 0 , GDTCHV, R L Atomic 

Safety and Licensing Board Panel 3pp 26060 276 24X 

Flche 50-352,04/00/07,8400140484 


8408140540 Reply to applicant It staff answers to CEPA safety 
contentions Contentions should be adatitted Certificate of 
6vc encl 

HERSHEY, S P CEPA DSB 027 84/00/09 Atomic Safety and 

Licensing Board Panel 7pp 26061 220 24X Flche 50-352,04/08/09, 

0408140540 


8408150404 Forwards correspondence & documents between applicant* staff , 
Commonwealth of PA & responsible govt agencies re emergency 
planning Related correspondence 

CULLEN, E J Philadelphia Electric Co, DSB 064 04/00/10 

MULLIGAN. M Limerick Ecology Action 24pp 26060 196 24X 

Fiche 50-352. 04/oa/lO, 0400150404 


8400150477 Responds to 040806 Itr forwarding Limerick Ecology Action 
supplemental responses to applicant discovery requests 
Bupplemental answers addressed individually Related 
correspondence 

RADER.R M Connor 6 Wetterhahn RADER, R M Philadelphia Electric 
Go DSD 062 84/08/10 MULLIGAN, M Limerick Ecology Action 4pp 

26060 160 24X Flche 50-352,04/00/10,8400150477 


8400150183 order approving proposed transcript corrections as listed 
Served on 840014 

BRENNER.L Atomic Safety and Licensing Board Panel 08 B 049 
04/00/13 2pp 26066 245 24X Fiche 50-352,04/08/13*0408150103 


0400150387 Answer In opposition to Friends of the Earth 040731 petition 
for review of ALAB-770 No substantial conflict between ABLB 
Sc ASLAB presented Certificate of Svc end 

WEFTERHAHN.M J Philadelphia Electric Co WETTERHAHN. M J Conner 6 
Wetterhahn DSB 061 84/00/13 Commissioners lOpp 26060 205 

24X Ficha. 50-352, 04/08/13, 0400150307 


0400170301 Forwards supplemental Info re Limerick Ecology Action 040006 
response to util discovery request on admitted offsitr 
emergency planning contentions Certificate of Svc end 
MULLIGAN, M Limerick Ecology Action DSB 102 04/00/13 RADER 

Philadelphia Electric Co 20Opp 26137 181 24X 

Fiche 50-352,64/00/13,0400170391 


8408200433 Forward* response to applicant motion re Contention Vl-I & 
further support for reopening Contention VI-I re welding & 
welding insp infractions 

ROMANO, F fl Air and Mater PoUutlDn Patrol DSB 164 04/00/14 

Ip 26136' 292 24X Fiche 50-352,04/08/14,8408200433 


— 8400200442 Response to applicant motion to strike Air & Water Pollution 
Patrol (AHPP) pleading 6 reply to AMPP motion re Contention 
VI-I Contention VI-I must be litigated 

ROMANO, F R Air and Water Pollution Patrol 84/08/10 Atomic 
Safety and Licensing Board Panel ip. 26136 293 24X 

Flche 50'352, 84/08/14.0400200433 
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— 8408200^47 Further ■support for reopening Cantention VI-I re utelding & 
uelding insp infractions Air & Water Pollution Patrol call* 
for full-scale reinsp re lack of fusion t- Broomstick Affair 
revelations 

RGMANOiP R Air and Water Pollution. Patrol 04/08/J3 Atomic 

Safety Ulceneing Board Panel Sipp 26136 S94 24X 

Pi Che 50-352,84/08/14, 840P200433 


B40B150425 Response opposing Friends of the Earth & R Anthony B40731 
petition for review It rBq.ue«t for stay of ALAR-77B Hotion 
fails to establish existence of Important issues of fact, law 
or policy & should be denied Certificate of Svc end 
VOLGER, B H , WRlGHTiN A Hearing Branch 2 DSB 067 04/00/19 

Commissioners I5pp 26060 220 24X Fiche 50-352,84/00/15, 

0408190425 


B408170303 Order establishing schedule for adaiitte# offsite emergency 
planning Issues Schedule for deferred contentions will be 
established Courtesy notification end Served on B40B16 
BRENNER, L Atomic Safety and Licensing Board Panel O&B 095 
84/08/15 Qfflce of the Eiecutlve Legal Director 6pp 
26119 246 24X Fiche 90-392.84/08/15,8400170305 


840B200286 Forwards correspondence & documents among NRC , app 1 i cant b 
Commonwealth of PA re emergency planning, per ASLB 020601 
order Kati suppli 640810,0712 & 30 submittals Related 
correspondence 

CULLEN, E J Philadelphia Electric Co DSO 142 84/08/19 

NULLIOAN. M Limerick Ecology Action 50pp 26131 083 24X 

Fiche 90-392,84/08/19.8408200286 


8408210341 Forwards order establishing schedule for offsite emergency 
planning issues W/o end Related correapondence 
VQOLER, B H Hearing Branch 2 DSB IB6 84/08/16 PERRY, S 
Federal Emergency Management Agency 2pp 26179 361 24X 

Fiche 90-392,84/06/16,0400210341 


0408220354 New info contention re health hazard via polyvinyl chloride 
fill used in reactor cooling towers W/svc list 

ROMANO. F R Air and Water Pollution Patrol DSB 196 84/00/16 

Atomic Safety and Licensing Board Panel 4pp 26189 318 24X 

Fiche 90-392,84/08/16,6408220394 


8408220379 Informs of errors in City of Philadelphia record citations 
re itatement of NRC witness Aeharya Also forwards 
Commonwealth of PA Public Utility Commission 840B07 order to 
show cause Related correspondence 

BUSH.M M Philadelphia. PA DSB 199 84/00/16 BRENNER, L Atomic 

Safety and Licensing Board Panel 5pp 26191 349 24X 

Fiche 90-352.94/08/16,8408220379 


0408240240 Provides addendum to Air t Water Pollution Patrol B40B16 new 
info contention re polyvinyl chloride Fifth criterion re 
breakdown of polyvinyl chloride inadvertantly omitted Small 
delay in proceedings ack for large public goad 

ROMANO, F R Air and Water pollution Patrol DSB 271 B4/OB/20 

Atomic Safety and Licensing Board Panel ip 26222 361 24X 

Fiche 90-392,84/06/20,8408240240 


B40B240262 forwards correspondence & documents among appb leant, NRC 
other parties re emergency planning Documents suppl matl 
forwarded in 040819 Itr 6 provide addl correspondence dtd 
840611-0000 Related correspondence 

CULLEN, £ J Philadelphia Electric Co DSB 264 84/00/20 

HULLlOANrH, Limerick Ecology Action 692pp 26223 2l4 24X 

Fiche 90-352,84/00/20,6408240262 


8406240236 Answer opposing late-filed Air & Water Pollution Patrol 
040808 new contention re evacuation Contention lacks basis 
6 specificity 6 falls to show good cause for late filing 
Certificate of Svc encl 

CONNER,! B Philadelphia Electric Co CONNER, T B Conner & 
Wftterhahn DSB 269, 04/00/21. Atomic Safety and Licensing Board 

Panel lepp. 26222.299 24X Fiche 90-352,04/08/21,04 00240236 


840B24'024l Answer opposing Del-Aware Uni Imi ted» Inc 040806 motion fco 
set aside A8LB 630308 partial initial decision re 
supplementary cooling water sysi based on new evidence Motion 
should be denied Certificate of Bve end 

CONNER,! B Philadelphia Electric Co C OWNER, T E Conner S, 

Wetterhahn DSB 270 84/06/21 Atomic Safety and Licensing 

Appeal Panel 46pp 26223 066 24X Fiche 30-392,84/00/21, 

040024024 i 


8409240296 Forwards util comments on Del-Aware request under 
10CFR2 206. per 840523 U 0713 requests for relief Matter* 
repetitions V inappropriate under 10CFR2 206 it fell to raise 
significant environ concern 

CONNER,! B Conner 6 Wetterhahn CONNER,! B Philadelphia Electric 
Co B4/08/21 DEN!ONiH R Office of Nuclear Reactor Regulation, 
Director 17pp 26223 001 24X Fiche 30-392,84/00/21,0400240296 


6400230200 Memorandun 6 order denying Citizens Action m Northeast 
040629 6 Consumers Educ 6 Protective Assoc 840716 motions to 
admit or certify financial qual i f i catl ons contentions 
Served on 840822 

BRENNER. L Atomic Safety and Licensing Board Panel D3D 294 
04/08/22 Office of the Executive Legal Director llpp 

26209 198 24X Fiche 50-352,84/08/22,8408230200 


8400280415 Motion for reconsideration of ASLB 840815 order establishing 
schedule fur offsite emergency planning issues FEMA should 
not he required to distribute draft rept by B40901 
Certificate of Svc encl 

VOGLER. D H > WRIOR!, N A Hearing Branch 2 DSD 344 84/00/23 

Atomic Safety and Licensing Board Panel 4pp 26280 290 24X 

Fiche 50-392, 04/08/23, 8408280415 


0400280162 Memorandum 6 order rejecting Friends of the Earth Air 6 
Water Pollution Patrol {AWPP ) late-filed contentions & 
denying AWPP second request for reconsideration of asbestos 
contention Courtesy notification encl Served on 840027 
BRENNER, L Atomic Safety and Licencing Board Panel DSB 326 
84/00/24 Friends of the Earth 27pp 26275 116 24X 

Fiche 50-392.84/08/24,0408200162 


8408200388 Confirms 840024 telcon informing of 040830 meeting in 
Ph 1 ladelphia, PA to discuss matters covered by ASLB 
scheduling order Related correspondence 

RADER, R M Conner it Wetterhahn RADER, R M Philadelphia Electric 
Co D8Q 394 84/08/24 VDOLER, D H Hearing Branch 2 FERKIN, Z Q 

Pennsy Ivania, Commonwealth of. SMOLLEN, H Ph i tadelp h ia, PA 2pp 
26200 032 24X Fiche 90-392,84/08/24.0408260308 


0408200237 Order extending time until 040921 for Commission to act to 
review ALAB-770 Served on 040927 

CHtLKrS J Office of the Secretary of the Commission DSB 319 
84/0B/27 CommiiiSioners Ip 26262 270 24X 

Fiche 30-392,04/08/27,0408280237 


0409300170 Response opposing Del-Aware 840806 motion to set aside A5LB 
030308 partial initial decision on environ effects of 
supplemental cooling water sys based on new evidence 
Certificate of Svc end 

VOOLER. D K Hearing Branch 2 DSD 301 04/08/27 Atomic Safety 

and Licensing Appeal Panel 23pp 26305 320 24X 

Fiche 50-392,84/08/27,0400300170 


8400300119 Response opposing aiimlssion of Air & Water Pollution Patrol 
840608 new contentien re evac uatlon, fi led by FR Romano 
Certificate of Bve end 

WRIGH!, N A Hearing Branch 3 DSB 379 84/00/20 Atomic Safety 

and Licensing Board Panel 12pp 26309 171 24X 

Fiche 90-352,04/00/28,0408300119 


8408300160 Second Partial Initial Decision LBP-e4-31 on listed issues 
in controversy In favor of applicant Courtesy notification 
end Served on 040829 

BR£NNER,L . COLE, R F , MORRIS, P A Atomic Safety and Licensing Board 
Panel DSD 306 84/00/29 325pp 26303 150 24X 

Fiche 50-352.84/00/29,8408300168 


0400310223 Response opposing Air U Water Pollution Patrol 840814 
pleading on reopening Contention Vl-1 re welding & welding 
insp infractions Certificate of Svc end 

WETTERHAHN. M J Philadelphia Electric Co WETTERHAHN, M J Conner h 
Wetterhahn DSB 423 84/00/29 Atomic Safety and Licensing Board 

Panel 8pp 26319244 24X Fiche 90-392.84/08/29,8408310223 


K Utility Final Safety Analysis Report <F8AR> l< amends 


0400020050 Forwards Rev 34 to FGAR 

BRADLEY, E J Philadelphia Electric Co 04/07/31 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 23904 001 
24X Fiche 50-392,04/07/31,8400020058 


—0400020004 Rev 34 to FBAR 

• Philadelphia Electric Co 84/07/31 272pp 29904 014 24X 

Fiche 50-352, 04/07/31. 0408020050 


0408210076 Forwards Affidavit of Bve certifying distribution of Rev 34 
to FBAR & Rev 19 to environ rept on 840809 

BRADLEY, EJ Philadelphia Electric Co 84/00/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 5pp 26184 327 
24X Fiche 50-332,84/08/14,8408210076 


N Antitrust correspondence 


8408020136 Forwards FR notice of finding of no significant antitrust 
changes 4. time for filing requests for reevaluatlon 
REGAN, W H Siting Analysis Branch 84/07/20 STUCKY, S W 

Docketing S, Service* Branch 3pp 29890 099 24X 

Fiche 90-392,84/07/20,0400020136 



DOCKETED ITEMS 


2 


Q Inspection reports. IE Dtilletins fx correspondence 


0400080333 ForuJards IE Insp Rept 50-35^/04-35 on 840516-25 Ct 30 8r 
notice violation 

MARTIN. T T Division of Engineering «. Technical Programs 04/07/17 
KEriPERj J S Philadelphia Electric Co 2pp 23975 27/ 24X 

Flche 30-352.04/07/17.8408080323 


— 8408080526 Notice of violation froui map on 840516-25 f< 30 

* Region 1. Office of Director B4/07/17 Ip 25973 379 24y 

Flche 30-392,04/07/1710408080523 


—0403080530 IE Insp Rept 50-352/84-23 on 040516-23 h 30 Violation noted 
failure to place jur I ad it ti ona 1 t boundarg tags on RHR 
SVC uater sys turned over for startup 

BRIGGS, L E , OREQG.H , DETTENHAUSEN, L Region I. Office of 

Director 04/07/13 Spp 23975 280 24X Flche 30-352,04/07/17. 

B4OBD0O523 


8408310124 Forwards response to NR€ 040620 Itr re violations noted in 
map Bepta 30-333/04-24 £< 30-333/84-00 on 040301-3! Seiamlc 
classifications of three piping isometric drauiings (< four 
piping field sketches corrected Related correspondence 
KEMPER. J S Philadelphia Electric Co DSD 003 84/07/19 

MURLEY. T E Region 1, Office of Director 4pp 26332 020 S4X 

Flche 50-352,84/07/19,0400310124 


8407250229 IE Info Notice 04-57. "Operating Eiperlence re Moisture 
Intrusion in Safety-Re la ted Electrical Equipment at 
commercial Pouer Plants 3vc list and 

JORDAN, £ L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/07/27 Consolidated Edison Co of Now 

York. Inc tl9pp 25865 047 24X Fiche 30-000.84/07/27,8407250229 


0408210368 Forwards IE Insp Repts 50-332/04-26 it 50-353/84-09 on 
040601-30 t notice of violation 

BTAROSTECKI. ft Division of Project it Resident Programs 04/OB/O2 
KEMPER, J S Philadelphia Electric Co 2pp 26103 109 24X 

Fiche 50-352.84/08/02.8408210368 


— 8408210373 Notice of violation from inap on 840601-30 

» Region 1. Office of Director 04/08/02 4pp 26183 111 24X 

Fiche 50-352.84/00/02.8400210368 


—8400210381 IE Insp ftepta 90-358/B4-26 it SO-353/84-07 on 840601-30 
Violations Identified Inadequate diesel generator test 
program implementation t* inadequate callbr procedure for 
valve position indicating sys 

CNAUDHARYrS K . NIGGIN8, J T , DAUNACK. M Region 1. Office of 
Director 84/07/24 I5pp 26103 115 24X Flche 50-358» 04/00/02. 

0400210368 


>8408210394 Responds to nRC 040321 Itr re violations noted In IE Insp 
Repts 50-352/04-19 it 50-353/04-06 Corrective actions notice 
issued to include info on PitiD M-42 if Procedure OADP-27 1 
revised 

GALLAGHER. J W Philadelphia Electric Co 04/06/20 MVRLEV, T E 
Region 1. Office of Director 3pp 26103 130 24X 

Fiche 50-352.04/08/0210408210368 


0400100020 Discusses concerns expressed In IE Insp Rept 50-352/04-29 on 
timely resolution of NDE van Insp findings re lack of 
fusion indications on pipe welds identified during A5ME 
Code. Section XI preservice exams 

MARTIN.! T Division of Engineering t Technical Programs 04/00/03 
KEMPER. J S Philadelphia Electric Co 4pp 25989 043 24X 

Fiche 50-352.64/00/03.8400100028 


0408230153 Forwards IE Insp Rept 50-352/84-35 on 040702-03 it 05-06 No 
violations noted 

martin, T T Region 1. Office of Director 04/08/03 KEMPER. J 8 
Philadelphia Electric Co 4pp 26214 047 24X 

Flche 50-352,04/00/03.8400230153 


— 840B230137 IE Insp Rept 50-352/84-35 on 840702-03 «< 05-06 No violations 
noted Major areas Inspected chemistry, rad i oac tive effluent 
control it radiation protection programs 

MILLER, M T , KOTTAN. J J , CARSON, D H Region I, Office of 

Director 04/08/03 6pp 26214 051 24X Fiche 50-352,04/00/03, 

8400230153 


8400010333 IE Info Notice 04-59, "Deliberate Circumventing of Btatlon 
Health Physics Procedures 8vc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 84/00/06 Consolidated Edison Co of Nau 

York. Inc I22pp 26069 001 24X Flche 50-000, 04/08/06. 0400010333 


0400010337 IE Info Notice 04-60, “Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/06 Consolidated Edison Co of New 

YoDf. Inc I23pp 26067 158 24X Fiche 50-000.04/08/06,8408010337 


0409130296 Forwards relief requests from ASME Cod e. Se c t 1 on XI 
preservice insp requirements to resolve 6EFI Confirmatory 
Issue 12 

KEMPER, J S Philadelphia Electric Co 04/08/07 SCHWENCER.A 
Liconsing Branch 3 7pp 26006 349 24X Fiche 30-332.84/06/07* 

0400130296 


8408070120 IE Info Notice 04-61, "Overexposure of Diver in PWR 
Refueling Cavity Sve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 630103) 04/08/00 Consolidated Edison Co of New 

York. Inc 12Dpp 26129 lie 24X Fiche 50-000. 04/00/08 . 0408070120 


0408070376 J£ Info Notice 84-62, "’Therapy Mi s ad mi n 1 i trat i ohs to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
list end 

GRACE, ^ N Division of OA, Safeguards 6 Inspection Programs (Post 
830103) 64/08/10 Consolidated Edison Co of New Yart, Inc 

125pp 26130 001 24X Flche 30-000,04/08/10,0408070376 


B40B100009 IE Info Notice 84-63. “Defective RHR Replacement Piping " 
6vc list end 

JORDAN, £ L Division of Emergency Preparadna ss Sc Engineering 
Response IPost 030103) 04/00/13 Consolidated Edison Co of New 

York, lt>c U9pp 26197 210 24X Fiche 50-000.84/00/13.8400100007 


84082104:20 Ac k receipt of 040709 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 30-352/04-16 
MARTINrT T Division of Engineering it Technical Programs 84/08/14 
KEMPER. J 8 Philadelphia Electric Co 4pp 26177 240 24X 

Fiche 50-352, a4/0e/£4, 8408210420 


— 840a21<:)42? Responds to NRC 040604 Itr rc Violations noted In IE Insp 
Rept 30-352/04-16 Corrective actions min- requirements 
needed to start dlesei generator do-cumented in checklist 
for appropriate plant operating personnel 

KEMPER, J Philadelphia Electric Co 64/07/0? MURLEY. T E 
Region I, Office of Director 3pp 26177 252 24X 

Ficho. SO-352. 04/08/14, 0400210420 


6400100038 IE Info Notice 04-64. “Dk(R KPCl Initiation 8eal-ln 6 
Indication " Sve list end 

JORDAN, E L Division of Emergency Preparedness i, Engineering 
Response (Post 030103} 04/08/15 Consolidated Edison Co of New 

York, Inc 104pp 26198 093 a4X Fiche 50-000.84/00/15,8408100038 


8400100021 IE Info Notice 04-63, "Underrated Fuses Which May Advsriely 
Affect Qperatlon of Essential Electrical Equipment ■' Sve 
list enc 1 

JORDAN, E L Division of Emergency Preparedness te Engineering 
Response (Post 030103} B4/0B/16 Conselldated Edison Co of Mew 

York, Inc UBpp 26198 001 24X Fiche 50-000.84/00/16,0408100021 


8408310417 Responds to Insp Rept 50-352/04-25 Corrective actions, lys 
startup engineer walked down equipment within boundaries of 
RHR SVC water sys Turnover l-l&A-lfF) assured valves, 
instruments components tagged Related correspondence 
COPNEV, M J Philadelphia Electric Co dSB 209 84/00/16 

MARTIN. T T Division of Engineering it Technical Programs 3pp 
26330210 24X Fiche 50-332, 84/08/ 16» 8400310417 


0400100035 IE Info Notice 84-66, “Undetected Unavat 1 abll 1 tg of 
Turbine-Driven Ausiliarg Feedwater Train *■' Sve list encl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 04/00/17 Consolidated Edison Co of New 

York. Inc 120pp 26276 001. 24X Flche 50-000.04/08/17,8400100033 


8400140200 IE Info Notice 84-67, "Recent Onubbor Inservice Testing N/ 
High Failure Rates " Sve list encl 

JORDAN. E u Division of Emergency Preparedness it Engineering 
Response (Past 030103) 04/00/17 Consolidated Edison Co of New 

York. Inc I22pp 26276 122. 24X Fiche 50-000,84/00/17,8400140200 


8400310050 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Miller. Inc " Strong GE b Dechtel 
quality programs provide homogeneous network of vendor 
surveillance scrutiny No fraudulent products in use 
KEMPER. J S Philadelphia Electric Co 04/00/17 MURLEY, T E 
Region 1. Office of Director 2pp 26323 204 24X 

Fiche 50-332,84/00/17,8408310050 


8408210142 IE Info hlotlce 84-68, '^Potential Del'lclency in Improperly 
Rated Field Wiring to aolenold Valves ” 8vc list end, 

JDRDANrE U Division of Emergency Preparedness it Engineering 
Response (Post B30i03) 84/08/21 Consolidated Edison Co of New 

York, Inc llSpp 26329 008 24X Flche. 50-000. 84/00/21. 84082101 42 


8400240013 Confirms 040824 telcnn re 040827-31 insp concerning siesmlc 
design of structures, p 1 pe break analysis it south stack 
blast load calculations 

ZECH. 0 0, Vendor Program Branch 04/08/21. BTRATTQN. C 0 Bechtal 
Corp. Ip 26228,248 24X FlChe. 50-352. 84/00/21. B4O024OO 13. 
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04O027O37A Forwards addl ipFo re BER Conf irmatorg Issue 12 concerning 
preservice insp progran^per 040017 req.uest: 

KEMPER. JS Philadelphia Electric Co 04/00/23 SCHWENCER. A 
Licensing flranch 3 62pp 26240 258 24X Fiche 50-332,04/00/23. 

0400270376 


0408150619 Notification of Licensee Meeting 04-299 on 040009 in King of 
Prussia.PA to resolve preservice ex^m findings 

DURR. J P Region 1. Office of Director 84/00/31 Region I, 

Office of Director Ip 26102 338 24X Fiche 50-352. 04/08/31. 

04081 S0619 


R Periodic operating reports L related correspandence 


8408060419 Forwards fourth statu* rept re independent de-sign review 
of core spray sgs for 040701-15 Related correspondence 
CARPENTER. F D Torrey Pines Technology DSB 719 B4/07/ld» 

BDYER.V S Philadelphia Electric Co 7pp 25951 123 24X 

Fiche 50-352,04/07/16.8408060419 


0408310023 Forwards "Independent Design Review of t-tmenck Generating 
Btation 1 Core Spray Bys. Di-Month ly Status Rept 5 for Period 
Ending 040731 " Related correspondence 

CARPENTER. F D Torrey Pines Technology DSD 234 04/00/01 

BDYER.V S Philadelphia Electric Co 7pp 26350 102 24X 

Fiche 50-352.84/08/01.0408310023 


0 Reportable occurreoces. LERs & related correspondence 


8400340340 Part 21 rept re presence of Loctite-242 In CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported on 040413 New thread locking devices investigated 
SHERWOOD. G O General Electric Co 84/04/13 DEYO/NO. R C 
Director's Office. Office Q# Inspection and Enfarcemen t 3pp 
26322 256 24X Fiche 50-000.04/04/13.8400240348 


0408240332 Submits annotated requests for followup on potentially 
generic problem in and Part 2] rept from Basler Electric re 
SCRa on nuclear exciters mounted w/too much pressure 
NORBLIUS.C E Division of Project it Resident Programs 04/04/25 
JORDAN. B L Director's Office. Office of Inspection and Enforcement 
ip 26225 303 24X Fiche 50-000,84/04/25.8400240332 


8400200307 Suppl 7 to Part 21 rept re possible thermostatic valve 
malfunction fall safe to full cooling position Lower overrun 
assemblies in Rubertshau valves installed on diesel 
generator sets replaced u/cotter pins to loci nut to stem 
MORIARTY. J M Cnit Industries. Inc 04/08/00 KEPPLER.J O Region 
3. Office of Director ip 26183 017 24X Fiche 50-352.84/08/08. 

8408200307 


8400310110 Significant Deficiency Rept 140 re design calculations made 
by WJ Woolley Co for doors specified to meet tornado- 
generated missile criteria Door reanalysis underway 
Previously reported under Part 21 by WJ Woolley Co 
KEHPERiJS Philadelphia Electric Co 84/08/23 HURLEY, T E 
Region 1. Office of Director Ip 26322 239 24X 

Fiche 50-352,04/08/23.0400310110 


T Hearing transcripts on non-antitrus t matters 


B40B090205 Proposed corrections to transcript of hearings on Limerick 
Ecology Action OE8 contentions & City of Philadelphia 
Contentions 13,14 & 15 Certificate of Svc end 

« Hearing Branch 2 84/08/06 Atrpmic Safety and Licensins Board 

Panel I3pp 25972,015 24X Fiche 50-352.84/08/06.0408090197 


3408090229 Forwards dated & signed copy of Page 11 of proposed 
corrections to transcript of hearings on Limerick Ecology 
Action DES contentions 6 City of Philadelphia Contentions 
13. 14 & IS 

VQGLERiB H Hearing Branch 2 DSB 867 84/00/07- BRENNER, L , 

MORRIS. P A , COLE, R F. Atomic Safety and Licensing Board Panel 
2pp. 25971 167 24X Fiche 50-352. 84/00/07. 04OBO9O229 


'8408090236 Executed Page li of corrections to transcript of hearings 
on Limirick Ecology Action D£8 contentions it City of 
Philadelphia Contentions 13. 14 15. 

VDOLER. B H , HDOODON. A P Hearing Branch 2 84/08/06 Ip 

23971 167 84X Fiche 50-332,84/00/07,8400090229 


408240254 Proposed corrections to transcript of evidentiary hearings 
on NEPA severe accident contentions. Certificate of Svc end 
WETTERHAHN. M J , NICHOLS. N N Philadelphia Electric Co 
WETTERHAHN.M J Conner & Wetterhahn DSB 260 04/08/21 3pp 

26222 350, 24X Fiche: 50-352. 84/08/21 . 8400240254 


U Congress lonal/Exocut ive Correspandence 


8408170094 Responds to B40712 Itr re 040502 Pottstown Mercury article 
6 related petition Lou, level normal operattan releases 
expected to be well within recogniied safety limits Excerpts 
from DES end 

DIRCK8, W J Office of the Executive Dircc-tor for Opeiatians 
04/08/08 WAUPHR.R S House of Rep Ip 26135 322 24X 

Fiche 50-352.84/00/08. 0408170094 


0408200449 Responds to 040712 request for cans i deration of constituent 
H Mayerson 040607 Itr ui/a40302 Pottstoun Mercury article C, 
end petition Low level normal operation releases expected 
to be well within recognized safety limits 

DIRCKS, W J Office of the Executive Director for Operations 
04/00/08 walker. R S House of Rep Spp 26102 3i3 24X 

Fiche 50-352, 04/00/00, 8408200449 


-"B4O02OO454 Forwards constituent H Mayerson 040607 Itr w/040502 
Pottotouin Mercury article. "Limerick to Release Very Small 
Amounts of Radioactivity" 6 petition L requests 
investigation of statements 

WALKER, R S House of Rep 04/07/12 KAMMERER, C Office of 
Congressional Affairs 6pp 26102 332 24X Fiche 50-352, 

84/08/08. 8400200449 


V Operator Examinations 


8408230250 Responds to 640531 request for operating shift staffing 
info Five-shift rotation, staffing schemes, qual i ficatipns i 
training programs end 

DALTRDFF. S L Philadelphia Electric Co 04/00/21 EISENHUT. D 0 
Division of Licensing 45pp 26200 037 24X Fiche 50-352.04/08/21. 

0400230259 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 


A. Appl ication/censtructi on stage documents t correspondence 


8400010199 Notification of 840731 meeting w/utll in Pottstoun.PA to 
discuss electrical separation cfiter la, based on Wg 1 c Labs 
test results 

MARTIN, R E Licensing Branch 2 04/07/23 SCHWENCER. A Licensing 

Branch 2 6pp 25873 200 24X Fiche 50-352, 84/07/23, 8400010199 


0408000206 Notification of 840007 meeting u/util in Dethesda.MD to 
discuss outstanding Itens in detailed control room design 
revl ew 

MARTIN. R E Licensing Branch 2 04/07/26 6CHWENCER. A Licensing 

Branch 2 Spp 25978 329 24X Fiche 50-352.04/07/26/8408000206 


8408020030 Forwards requested info on NUnE0-0737i I tem II F i re interim 
procedures for quantifying high level accidental radioactive 
releases Info re Iten ITl D 1 1 will bo Furnished in Sept 
1984 

KEMPER, J 0 Philadelphia Electric Co 84/07/27 SCHWENCER, A 
Licensing Branch 2 14pp 25803 210 24X Fiche 50-352.84/07/27. 

G40B020030 


0406060260 Notification of 040006 meeting w/utll in DethGsda.MD to 
discuss applicant analysis of tornado missile effects on 
UHS Date changed 

MARTIN. R E Licensing Branch 2 84/07/27 SCHWENCER. A Licensing 

Branch 2 Ip 25750 302 24X Fiche 50-352.84/07/27,8408060268 


-B40B060273 Notifies of 840003 meeting w/util to discuss applicant 
040322 analysis of tornado mlssilo effects on UH3 
SCHWENCER. A Licensing Branch 2 84/07/26 DAUER, E 0 

Philadelphia Electric Co 6pp 25950 303 24X 

Fiche 50-352,84/07/27.8408060268 


04Q8O2OO58 Forwards A,nend 68 to OL appl ication. consisting of Rev 34 to 
F8AR iCategory Kl.Rev 17 to environ rept — DL stage 
iCategory O.Rev 9 to design assessment rept (DARliVols 
1.2 4 3 M/p Vo 1 2 DAR.VqI 3 withheld <ref 10CFR2 790> 

BRADLEY, E J Philadelphia Electric Co 04/07/31 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 4pp 25904 001 
24X Fiche 50-352.84/07/31,8400020058 


— 8408020073 Amend 60 to OL ap p 1 Ication. consl sting of Rev 34 to FSAR, Rev 
19 to environ rept - OL stage 4 Rev 9 to design assessment 
rept fDARI.VolS I 4 2 It proprietary Rev 9 to DAR.Vol 3 
W/q Vol 2 DAR.Vol 3 withheld tref lOCFRR 790) 

BOVER.V 8 Philadelphia Electric Co 84/07/31 6pp 25904 004 
24X Fiche 50-332,04/07/31.0408020050 


— 0408020090 Nonpruprietary Rev 9 to Vol 1 of ‘'Design Assessment Rept 
* Philadelphia Electric Co 04/07/31 9pp 23904 206 24X 

Fiche 50-352,04/07/31,8408020050 


DOCKETED ITEMS 


247 


S40B220331 A REVJEW OF THt LIMERICK GENERATING STATION SEVERE ACCIDENT 
RISK ASSESSMENT Rbvid-u of Cart* Melt Frequotucij 

AZARMj M A i DARl.n A , DOCCId>J L Br n ok h av(>» National Laboratorg 
FIN A-339J NL’REG/Cn-3^93 94/07/31 Division of Safety 

Techn^logg I92pti Available at NRC *a 00 26200 205 24X 

Fiche 50-352, 04/07/31 . 8400220333 


S40B070D33 rormards revised FSAR pages reflecting increaso o F reactor 
end design mleakage rate From 50 to lOO^ free vnl/dag & 
doubling standby gas treatment sgs Fan FlotJ during 
draudoun of Unit 1 end FSAR rev scheduled for Aug l'9fl4 
BRADLEY. E J Philadelphia Electric Co 04/00/03 SCHWENCER* A 
Licensing Branch 2 □9pp 25949 209 S4X Fiche 30-352.84/00/02. 
0400070033 


8400070037 Foriijards response bo Procedures h Sys Revieur Branch queries 
re emergency procedure« h selection oF contain/nent vent 
pressure 

KEMPER. J B Philadelphia Electric Co 04/08/02 SCHWENCER.A 
Liceftsing Branch 2 6pp 35949 329 24X Fiche 50-352,04/00/02. 

0400070037 


0400220119 Requests that License Condition 3 re Fuel rod pressure 
limit be c tosed. based an recent resolution of generic issue 
betuieen GE B< NRC evaluation demanstrates that bundles meet 
GE limit For fuel rod Internal pressure 

KEMPER, J S Philadelphia Electric Co B4/08/17 SCHWENCER.A 
Licensing Branch 2 2pp 26193 307 24X Fiche 90-352.04/09/17. 

0400220119 


0400310012 Forwards response to Meteorological Effluent Treatflnent 
□ranch 040815 request for addl info re wide-range accident 
manit0r calihr factors Related correspondence 
KEMPER. JS Philadelphia Electric Co DSB 291 04/00/17 

SCHWENCER.A Licensing Branch 2 3pp 26330 194 24X 

Flthe 50-392.04/08/17.0400310012 


0408310010 Requests that License Condition 2 re Fuel rod pressure limit 
be clused. based on resolution of issue betuieen G£ & NRC 
Related correspondence 

KEMPER. J 8 Philadelphia Electric Co DSD 292 04/08/17 

SCKMENCER.A Licensing Branch 2 2pp 26350 192 24X 

Fltho 50-352,04/00/17 . 0400310010 


0400140334 Notification of B4O0I4 meeting la/uttl in pethesda.HD to 
discuss analysis of tornadu missile effects on VH5 

martin, R E Licensing Branch 2 84/00/05 SCHWENCER.A Licenslnfl 

Branch 2 4pp 26061 201 24X Ficho 90-352.84/08/05.8400140334 


0408070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for QLs beholders of CPs re aval lab i I i ty of 
Suppl t to NUReo-0933, “Priori tl latlon of Generic Safety 
Issues “ Sve list end 

EI6ENHUT. D G Division of Licensing 84/08/06 Consol i dated 

Edison Co of New York, Inc iQpp 26129 230 24X 

riche 50-000,84/08/06.0400070110 


0400130317 Advises that Preuperati onal Test lOO 3. "Mechanical Snubber 
Testing," will he deleted from pi oopcrational test pragram, 
per 040716 It telcons Inspioxamfc testing personnel will be 
qualified foi snubber test per ANSI N43 2 6-1970 
KEMPER. J 8 Philadelphia ElectricCo 04/00/07 BCHWBNCER.A 
Licensing Branch 2 9pp 26010 329 24X Fiche 90-352, 04 /0&/ 07. 

8408130317 


8408160477 Informs that all comments re risk evaluation rept received 
Incorporated into final version Rept readtj for transmittal 
to appl leant, ACRS 6 ASLO 

EIBENHUT.D G Bi via ion of Licensing 04/00/09 SPEIB.T NRC - No 

Detailed Affniation Oiven Ip 26108 33l 24Y 

Fiche 50-352, 04/00/09, 040016047/ 


□400210051 Notification of 040015 meeting w/ut) 1 In U>ethosdatHD to 
discuss further development of tech Specs 

MARTIN, R E Licensing Branch 2 04/00/14 SCHNENCER, A Licensing 

Branch 2 &pp 26195 171 24X Fiche 90-352, 04/00/14, 0400210051 


0400210303 Foruards draft changes to FSar. S ection 15 7 4 8, response to 
Request for Addl Info 410 37 rq light Igads/fuel handling 
accident Dr^op af object oould not result in consequsneos In 
excess of i evisod fuel handling accident 

KEMPER.J 8 Philadelphia Electric Co 04/03/14 SCHHENCER. A 
Licensing Branch 2 28pp 26179 290 24X Ficho 90-352,84/00/14, 

04OD2 10303 


0400220165 Forward* response to NRC 040716 request For addl ipFo re 
offsite dose calculation manual & revised offsite dose 
calculation manual Related correspondence 

KEMPER, J 0 Philadelphia Electric Co 04/00/15 SCHWENCER.A 
Licensing Branch 2 7pp S6197 168 24X Fiche 50-392,04/00/19. 

0408220165 


— 0408220168 Revised "Offsite Dose Calculation Manual '* 

» Philadelphia Electric Co 84/08/10 41pp 26197 175 a4X 
Fiche S0-39a, 04/00/15, 0400220165 


0400310007 Responds to 04020*6 ltr on SER License Condition 7 re 
compliance w/NUREa-06 12, c ontrol of heavy loads, Phase IJ 
"Limerick Overhead Handling Sys Final Rept <Rbv 31'* revised 
per 840206 request Related correspondence 
KEMPER, *J 8 Philadelphia Electric Co DSD 293 04/00/10 

SCHWENCER.A Licensing Oraneb 2 3pp 26350 197 24X 

Fiche 30-392, e4/0B/ 10. 0400310007 


8400200275 Generic Ltr 04-20 to all licensees of operating reactors Jc 
applicants far OLs re scheduling guidance for licensee 
submittals of reloads that Involve unravieuied safety 
questions 8vc list end 

EI8ENHUT.0 O Division of Licensing 04/00/20 Coresa 1 Idatrd 
Edison Co of New York. Inc i7pp S6276 244 24X 

Fiche 50-000, 04/00/20. 0408200275 


0400220463 Board Notification a4*'l42 forwards R Btarostecki 040731 memo 
re alleged Inadequate design of reactor end vdnt stack- 
stack has no or limited safety significance 

NOVAK, T M Olvislon of Licensing 84/00/20 BRENNER. L , CDLErR F . 
HaRRia. P A Atomic Safety and Licensing Board Panel. 2pp 
2626! 316 24}C Fiche 50-352, 04/00/20.8408220463 


— 8400200101 Informs that on 840710, NRC interviewed confidential alleger 
re concerns relative to response of reactor enci vent stacks 
to blast loads foHoulng railroad accident 

STAROSTECKI, R Division of Project ft Resident Programs 84/07/31 
EieeNHUT, D G D-ivislon of Licensing Ip 26261 319 24X 

Fiche 30-392.04/08/20, 840a22{>4 63 


0408270161 Forwards revised response to procedures I Sys ftevieu Branch 
Question 430 72 re diesel oil storage tank lines to Include 
addl Info discussed In 040010 teicon 

KEMPER, J 8 Philadelphia Electric Cn 04/08/21 SCHWENCER.A 
Licencing Branch 2 4pp 26245 259 24X Fiche 90-332. 04/OB/21. 

8408270161 


8400310413 Forwards revised response to Procedure it Sys Review Branch 
Questtan 430 72 re diesel oil storage tank vent lines. In 
response to 040610 request for addl info Related 
c orresp ondence 

KEMPER, J 6 Philadelphia Electric Co DSD 208 84/08/91 

SCHWENCER.A Licensing Branch 2 4pp 26350 224 24X 

Fiche 50-352, 04/00/21,8400310413 


0400280130 Forwards Hev t to "Solid Raduaste Sys Process Control 
Program,*’ In response to Meteorological ^ Effluent Treatment 
Sys Branch request for addl info, per 6408 00 teicon 
Predperat Iona 1 testing of sys scheduled for end of month 
KEMPER, JS Philadelphia Electric Co 64/00/23 8CHWENCER1 A 
Licensing Branch 2 2pp 26259 064 24X Fiche 50-352. B4/08/23, 

0408200130 


0408210513 Forwards Wyle test rept, "Electrical Separation Verification 
Testing on Terninal Blocks Zt Panel Meters," raceway 
separation criteria it design analysis documenting separation 
criteria rationale 

KEMPER, J 8 Philadelphia Electric La 84/00/16 SCHWENCER.A 
Licensing Branch 2 3pp 26170 254 24X Fiche 50-352,04/00/16/ 

8408210513, 


— 8408210910 "Test Rept on Electrical Separation Verification Testing 
on Terminal Blocks it Panel Meters for Limerick Generating 
Station Units 1 i, 2 " 

HAZELTINE. J , JOHNSON, P R , ROBERTS, W B Wyle Laboratories 
46960-4 84/09/15 62pp 26l7Q 297 24X Fiche 50-352,04/00/16, 

8400210513 


— 840821^920 Rev 0 to "Raceway Separation Criteria ♦' Raceway Sdparatiun 
test program discussion ectcl 

» Philadelphia Eloctrii: Co 84/08/09 46pp 26178 316 SqX 
Ficho 50-392,04/00/16.8400210513 


— 8408200132 Rev 1 to "Bo 1 i d Radwoste 8ya Process Control Program " 
n Philadelphia Electric Co 04/08/31 llpp 26259 066 24X 

Fiche 50-352. 84/00/23, 0400200130 


8406310146 Forwards response to 840507 request for addl Info re 
NURE0-O737, I tern HI Dll, '’Primary Coolant Outside 
Containment " Info will be incorporated In Sept 1984 FSAR 
rev 

KEMPER. V 8 Philadelphia Electric Co 84/08/24. SCHWENCERiA 
Ui censing Branch 2 9pp, 26322 20B 24X Fiche 50-352,94/09/24, 

:04OB3tQl46 


0400290150 REVIEW INBIOHTB ON THE PROBABILISTIC RISK ASSESSMENTS FOR 
THE LIMERICK GENERATINO BTATION, UNIT I AND 2 

CHEULIAN/E Division of Safety Technology NUReo-1068 B4/0B/3I 
S26pp Available at NRC *9 OO 26309 151 24X 

Fiche 50-392,04/08/31,8400290138 
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C Environmentai Report (ER)i -amende ii correspondence 


8408D2009B Forwards Rev 19 to environ rept - OL stage 

BRADLEY, E J Philadelphia Electrit Co G4/07/31 DENTON. K R 
Office of Nuclear Reactor Regulation. Director 4pp 25904 001 
24X Flchc 90-352.04/07/31.8408020058 


--04O9O2OOBO Rev 19 to environ rept - OL stage 

# Philadelphia Electric Co 04/07/31 4pp 25904 OlO 24X 
Flche 50-352,84/07/31.8408020090 


0400210076 Forwards Affidavit of Svc certifying distribution of Rev 34 
to F9AR 8< Rev 19 to environ rept on 040009 

BRADLEY, E J Philadelphia Electric Co 04/08/14 DENTON, H R 
0-fflcB of Nuclear Reactor Regulation. Director Spp 26104 327 
24X Flche 50-392.04/08/14,8400210076 


E NRC Safety Evaluation Report (SER). suppls & correspondence 


8400060232 Forwards responses to questions & comments re B40322 
analysis of tornado missile effects on LH5, supporting 
resolution of SER Open Issue 2 Responses do not affect 
results of prior analysis 

KEMPER. J S Philadelphia Electric Co 04/07/27 SCHWENCER. A 
Licensing Branch 2 I9pp 95934 U7 24X Flche 90-352,04/07/27. 
8400060232 


B40G0702S9 Informs that upgrading it mods to RCIC turbine assembly 
e ompleted. except for installation of threaded taper pins, In 
response to SER Open Item 6 Justification for interim 
operation of Unit 1 end 

KEHPER.J 5 Philadelphia Electric Co B4/OB/01 SCHWENCER, A 
Licensing Branch 2 Spp 25940 220 24X Fiche 50-392, 04/00/01, 

8408070289 


0400070513 Forwards info ta support resolution of SER proposed License 
Conditions 6,9,10 12 to assist in preparation of License 

Condition 14 info withheld (ref 10CFR2 790 b 73 21 » 

Affidavit of withholding end 

KEMPER, J S Philadelphia Electric Co 04/03/01 SCHWENCER., A 
Licensing Branch 2 9pp 25941 167 24X Fiche 90-352,04 /00 / 01, 

0400070513 


0403130296 Forwards relief requests from ASIIE Code, Section XI 
preservice insp requirements to resolve SER Confirmatory 
Issue 12 

KEMPER, JS Philadelphia Electric Co 04/00/07 SCHWENCER, A 
Licensing Branch 2 7pp 26008 349 24X Fiche 90-392,04/00/07. 

0400130296, 


04OB14O3O3 Forwards responses to 840611 request for addl info re SER 
Confirmatory Issues 3, 9 b 6 b EER Open Issue 29 Related 
draft F8AR b design assessment rept page changes also end 
KEMPER, J S Philadelphia Electric Co 04/00/08 SCHWENCER, A 
Licensing Branch 2 27pp 26ill 129 24X Fiche 50-392,04/00/08, 

8400140303 


— 8408140314 "Spec for Test Requirements for Hot Deflection Testing of 
A8ME Section III.Nuclear Class 1,2,3 b ANSI 031 1, Bechtel 
Piping, for Limericic Oenerating Station, Un 1 ts 1 b 2 
e Bechtel Corp 04/09/29 t99pp 26111 196 24X 

Flche 50-352,84/00/00,8400140303 


— 0400140320 "Spec for Test Requirements for Steady State Vibration 
Testing of A8ME Bection 111, Nuclear Class 1,2.3 b ANSI 
831 1, Bechtel Piping, for Limerick Oenerating Station, Uni ts 1 
b 2 *' 

< Bechtel Corp 84/05/85 2a0pp 26111 3J7 24X 

Kirhe 50-352,04/00/08. 0400140303 


— 8408140326 "Spec for Test Requirements for Dynamic Transient Testing of 
ASNu Section riltNudear Class 1,2,3 b ANSI B31 1, Bechtel 
Piping/For Limerick Generating Station, Un 1 ts 1 b 2 ■* 

« Bechtel Corp 04/05/29 129pp 26112 240 24X 

fiche 90-352,64/00/00,8408140303 


840B20D262 Forwards responses to addl questions raised by Chemical 
Lmaineering Branch re structural steel survivability 
evaluation Info supports final resolution of SER Open Item 
14 

KEhPER, JS Philadelphia Electric Co 04/00/08 SCHWENCER, A 
Licensing Branch 2 26pp 26133 211 24X Flche. 90-352, 04/08/00. 

8400200262 


'379 Forwards draft FSAR pages in response to NRC B20825 request 
ddl info re instrunent setpoint methodology for reactor 
sys b £0F Instrumentation setpoints Info should 
Confirmatory Issue 26 

Philadelphia Electric Co 04/00/10 SCHWENCER, A 
Iranch 2 3pp 26092 173 S4X Flche 50-352, &4/0B/ 10. 


840B230292 Forwards Rev 3 to "Overhead Handling Sys Review " Rept 
revised, per NUREO-0612, to address concerns identified m 
draft technical evaluation rept on control of heavy loads b 
support resolution of SER License Condition 7 

KEHPER.J S Philadelphia Electric Co 04/08/13 SCHWENCER, A 
Licensing Branch 2 3pp 26207 OOl 24X Flche 50-352,84/00/13. 
0400230292 


— B40B230297 Rev 3 to final rept "Overhead Handling Sys Review " 

♦ Philadelphia Electric Co 34/06/30 175pp 26207 004 24X 

Fiche 90-352.04/08/13,0400230292 


0408-210031 Foriwards addl info requested in NRC 840430 1 tr re exception 
to conformance to Rev 2 to Reg Guide 1 97 Ends should close 
□pen Item 12 of SER (NUREO-0991) 

KEHPER.J S Philadelphia Electric Co 04/00/16 SCHWENCER. A 
Licensing Branch 2 Upp 2618! 337 24X Fiche 50-392,04/00/16, 

B40B2 10031 


8400270376 Forufards addl info re SER Confirmatory Issuo 12 concerning 
preservice Insp program, per 040017 request 

KEHPER.J S Philadelphia Electric Co 84/00/23 SCHWENCER. A 
Licensing Branch 3 6Bpp 26240 250 24X Fiche 90-352.04/00/23. 

0400270376 


8400300219 Requests assistance in reviewing end app to SER re 
Identification of vital areas Response requested within 10 
days of memo date to meet review 840907 completion date App 
withheld (ref 10CFR73 2U 

THOMAS* C a Standardization b Special Projects Branch 84/00/24 
PARR, 0 0 Auxiliary Systems Branch Ip 26307 094 24X 

Fiche 50-392,84/00/24,0400300219 


F Gacurity, medical, emergency b fire protection plans 


8408160359 Forwards public version of emergency plan implementing 
procedures, inc lud ing Ep-lOl re dassi f ication of 
emergend es, EP-102 re unusual event response, EP-103 re alert 
response b EP-104 re site emergency response 

COONEY, M J Philadelphia Electric Co 04/07/09 HURLEY. T E 
Region 1. Office of Director SCHWENCER, A Licensing Branch 2 
Spp 26127 OOl 24X Fiche 90-352.04/07/07.6400160355 


— B40B160360 Public version of revised emergency plan implementing 
procedures, including EP-lOl re dassificaton of emergend es, 
EP-102 re unusual event response b EP-103 re alert response 
W/JM Felton B40B07 release memo 

» Philadelphia Electric Co 04/06/00 450pp 26127 006 24X 

Flche 90-392.04/07/09.8400160395 


B40B070336 Emergecy plan exercise manual 

» Philadelphia Electric Co B4/07/29 426pp 29946 001 24X 

Flche 30-392.04/07/25,0408070336 


8408020047 Forwards JL Patton 840723 Itr responding to RC Claypool 
840607 Itr to Thornburgh re resources for radiological 
emargency response planning Related correspondence 
FERKIN, 2 0 Pennsylvania. Commoniueal th of. DSB 704 04/07/27 

BRENNER, L Atomic Safety and Licensing Board Panel 2pp 
29003 273 94X Fiche 50-332,64/07/27,0408020047 


3400070913 Forwards info bo support resolution of SER proposed License 
Conditions 8.9,10 b 12 b to assist In preparation of License 
Condition 14 Info withheld <ref 10CFR2 790 b 73 21) 

Affidavit of uithholdlng end 

KEhPER, JS Philadelphia Electric Co 04/00/01 SCHWENCER, A 
Licensing Branch 2 9pp 25941 167 24X Fiche 50-352.64/00/01, 

04 080705 13 


B408070037 Forwards response to Procedures b Bys Review Branch queries 
re emergency procedures b selection of containment vent 
pr eesur e 

KEhPER, J 9 Philadelphia Electric Co B4/0B/02 SCHWENCER.A 
Llcansing Branch 2 6pp 25949 329 24X Flche 50-352. 04/08/02, 

0408070037, 


8400190637 Revised notification of 840007,09 b 10 meetings u/util in 
BethesdaiHD b Llnfield.PA to discuss outstanding items In 
detailed control room design review 

MARTIN, R.E Licensing Branch 2 04/08/07 3CHWENCER, A Licensing 

Branch 2 5pp 26102 339 24X Flche 50-359,04/08/07,0400190637 


B4O022O497 Forwards public version of revised emergency plan 
implementing procedures. incl ud ing EP-IOB. "General Emergency 
Response" b EP-304, "Partial Plant Evacuation " Release 
memo dtd 040020 end 

OAUTROFF.8. L Philadelphia Electric Co 84/08/07 MURLEYrT E 
Region 1, Office of Director SCHWENCER.A Licensing Branch 2 
7pp 26210 213 24X Flche 50-352. 04/08/07. 8408220497 
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“-'04O832t>5Ol Public version of revised emergency plan implementing 
prQceduresj inclod Ing EP-103. "General Emergency nesponse" & 
gf»_aQ 4 , "Partial Plant Evacuation " 

* Philadelphia Electric Co S4/OB/07 23pp 2A210 21*? 24X 

Ficha g 0 “ 332 - 04/08/07. B408220497 


8408200147 Informs of revieu of schedule for sprinkler defiign {< 
installation m conjunction u/possible temporary protective 
measures Installation of permanent sprinkler sys should be 
exped i ted 

KErlPER*J S Philadelphia Electric Co 84/08/08 SCHU&NGER.A 
Licensing Dranch 2 3pp 26133 283 24X Fiche 30-352.84/08/00. 

8400200147 


8408200206 Forwards info re 4-kV penetrations. resolving item questioned 
during B4040‘?-'13 fire protection sys i, documentation site 
audit Info will be incorporated Into neict rev to fire 
protection evaluation rept 

KEMPER. J S Philadelphia Electric Co 84/08/00 SCHHENCER. A 
Licensing Orapch 2 30pp 26133 067 24X Fiche 30-332.04/08/00. 

8400200206 


0408150404 Forwards correspondence V documents between ap p 1 i cant. s taf f . 
Commonwealth of PA t responsible govt agencies re emergency 
planning Related correspondence 

CULLEN. E J Philadelphia Electric Co DSD 064 04/08/10 

mulligan. M Limerick Ecology Action 24pp 2606B 196 24X 

Fiche 50-352.84/00/10.8408150404 


84O017O3B1 Forwards supplemental info re Limerick Ecology Action 840BO6 
response to util discovery request on admitted offsite 
emergency planning contentions Certificate of Svc end 
MULLIGAN. M Limerick Ecology Action DSD 102 04/00/13 RADER 

Philadelphia Electric Co 200pp 26137 101 24X 

Fiche 30-332.84/08/13,8408170301 


04OB2OOSB6 Forwards correspondence t< documents among NRC. app 1 leant & 
Cornnofiweal th of PA re emergency planning, per ASLB 820601 
ordar Matl suppls 840010.0712 it 30 submittals Related 
correspondence 

CULLEN. E J Philadelphia Electric Co DSB 142 84/00/15 

MULLlGANiM Limerick Ecology Action 50pp 26131 005 24X 

Fiche 50-352.04/03/15.0408200206 


0408210452 Responds to concerns discussed in 040720 telcon re control 
room design review final rept Final validation will be 
performed prior to fuel load Results mill be submitted 
B41031 

KEMPER. J 8 Philadelphia Electric Co 84/08/16 SCHWENCER.A 
Licensing Branch 2 4pp 26177 200 24X Fiche 50-352.84/00/16. 

0400210452 


8400240262 Forwards correspondence & documents among app) leant. NRC & 
other parties re emergency planning Documents suppl matl 
forwarded in 840015 I tr 6 provide addl correspondence dtd 
040611-0808 Related correspondence 

CULLEN. E J Philadelphia Electric Co DSD 264 84/00/20 

MULLIGAN. M Limerick Ecology Action 6S2pp 26223214 24X 

Fiche 50-352.84/08/20.0400240262 


8409280177 Provides resolution of concerns re fusible links on fire 
doors identified during 840409-12 site audit of fire 
protection sys t documentation Fusible links provided on 
hold open mechanisms for hollow metal doors 

KEMPER. J S Philadelphia Electric Co 84/00/22 BCHWENCER, A 
Licensing Branch 2 2pp 26275 080 24X Fiche 50-352.84/08/22. 

0400200177 


8400300215 Requests assistance in reviewing end app to 8BR re 
identification of vital areas Response requested within 10 
days of memo date to meet review 040907 completion date App 
withheld (ref 10CrR73 21) 

THOMAS. C O Standardization & Special Projects Dranch 04/08/24 
PARR.O D Auxiliary Systems Branch ip 26307 054 24X 

Fiche 50-352, 84/08/24. 8408300215 


8400310008 Rev I to Emergency Plan Imp 1 ©meriting Procedure EP-316. 
•'Cumulative Population t Near Real-Titne Emergency Dose 
Calculations for Airborne Releases - Manual Method-" 

11/840824 Ur 

DALTROFF. S L Philadelphia Electric Co 84/08/24 MURLEV. T E 
Region 1. Office of Director SCHWENCER.A Licensing Branch 3 
74pp 26323 206 24 X Fiche 50-352.84/08/24.8408310000 


0 Adjudicatory correspondence 


8408310096 Brief of RL Anthony & Friends of the Earth in support of 
appeal from ABUB B40306 21 verbal orders S. 040316 written 

order & request for hearing 

ANTHONY. R L Anthony, R L ANTHONY, R L Friends of tha Earth DSB 
415 84/03/20 4pp 26322 229 24X Fiche 50-352.84/03/28. 

8408310096 


B40B260491 Suppl to RL Anthony It Friends o^ the Earth motion vs 
applicant motion for partial decision L low power license & 
submission of 840518 contentions on new matter 

ANTHONY, R L Anthnny. R L ANTHONY, R L Friends of the Earth DSB 
33a B4/05/30 Atomic Safety and Licensing Board Panel 2p p 

26280 336 24X Fiche 30-332. 84/05/30.6409280491 


8400160112 Forwards intervenor Exhibits 3.4.47-135 S. 136 Related 
cOTrespondenca 

RILEY. S L Tayloe Associates 84/03/31 PLEASANT. E 

Adml tiietrati ve 6 Loglsticial Support Dranch ip 26126 325 24X 

Fiche 30-332.84/05/31.8400160112 


8409160099 Forwards applicant Exhibits 137-151 Related c orre sp and once 
RILEY, 8 L Tayloe Associates 84/06/08 PLEASANT. E 
Administrative U Uogistical Support Branch Ip 26126 320 24X 

Fiche 30-352, 84/06/08, 0^00160099 


0408160103 Forwards NRC staff Exhibit 29 8. intervenor Erhibits 1 it 2 
Related correspondence 

RILEY. SL Tayloe Associates 84/06/15 PLEASANT.E 
Administrative & Logistical Support Branch Ip 26126 327 24X 

Fiche 30-332,84/06/15,8400160103 


8408160079 Forwards applicant Exhibits 153-173 Related correspondence 
RILEY, SL Tayloe Associates 84/06/26 PLEASANT,E 
Administrative 6 Logistical Support Branch Ip 26126 346 24X 

Fiche 30-352.04/06/26.8408160079 


8406010223 Forwards suppl to 940323 1 tr to ASLB & ASLAB re NRC duties 
concerning supplemental water Related correspondence 
SU(9ARMAN.R J Sugarman It Oenuorth &UOARMAN. R J Del -Aware 

Unlimited. Inc DBD 6S9 84/07/13 PALLAOINQ, N Commissioners 

2pp 23036 082 24X Fiche 30-332.04/07/13. 0400010223 


— 0408010228 Submits follouup to 840523 It 0705 Itrs re position that 
NRC exhibits pro-applicant bias Position based on Denton 
840629 Itr S. util 840417 notes Board action requested N/o 
end s 

SUQARMAN.R J Sugarman 8, Denuorth SUOARHAN.R J Oel-Auiare 
Unlimited. Inc 04/07/13 BRENNER, L . COLE. R F . MORRIB.P A 
Atomic safety and Licensing Board Panel 2pp 25B36 024 24X 

Fiche 50-332,84/07/13,0408010223 


9408010233 Response to NRC response to Air S< Water Pollution Patrol 
040626 contention re gross alpha W/svc list 

ROMANO, F R Air and Water Pollution Patrol DSB 630 84/07/23 

4pp 25056 0 14 24X Fiche’ 50-352/ B4/07/25. 8400010233 


8400060179 Informs that borough participated in 840725 evacuation 
drill per Mayor recommendation Drill not sanctioned by 
borough council & evacuation per Draft 5 of emergency 
evacuation plans disapproved Served on 840803 

AUGUST, BK Phoenlxvl lie, PA DSD 735 04/07/25 BRENNER Atomic 

Safety and Licensing Board Panel 2pp 25932 103 24X 

Fiche 50-392. 84/07/25. 8408060179 


0408010248 Forwards suppl to 040523 Itr to ASLB 6 ASLAD re NRC duties 
concerning supplemental uater Certificate of Svc end 
Related correspondence 

SUGARMAN. R J augarman 6 penworth SUQARMAN.R J Del -Aware 
Unlimited, Inc D6D 663 84/07/26 PALLADINO. N Commissioners 

2pp 25053 341 24X Fiche 30-3 52.04 /07/26 . 8408010240 


0408010190 Errata to 840726 proposed findings of fact & conclusions 
of law on Limericfc Ecology Action Contentions DES-l. 

DEB-R. DE8-3 it OE8-4 Proposed transcript corrections 6 
Certificate of Svc end 

ELLIOTT. CW Limerick Ecology Action DBJJ 600 84/07/27 5pp 

29S53 163 24 X Fiche 50-352.84/07/27.8400010190 


B40B010235 Answer to Consumer Educ it Protective Assoc B407I7 safety 
contentions Contentions lack basis. cone ern ratemaklng 
matters outside NRC jurisdiction U should be denied 
Certificate of sve and. 

CONNER, T B Phlladalphla Electric Co CONNER,! fl Connor l< 
Wetterhahn DSD 670. 84/07/27 Atomic Safety and Licensing Board 

Panel, 9pp 23834 315 24X Fiche 30-352,04/07/87.0400010255 


0408020047 Forwards JL Patton 840723 Itr responding to RC Claypool 
84G607 Itr to Thornburgh re resources for radiological 
emargency response planning Related correspondence 
FERKIN, Z 0 Pennsylvania, Commonwealth of, DSB 704 04/07/27 

BRENNER. L . COLE. R F . MORRIS. P A Atomic Safety and Licensing Board 
Panel 2pp 23B03 273 g4X Fiche 50-352,84/07/27.8408020047 


8408070302 Response to Consumer Educ it Protective Assoc (CEPA) safety 
contentions received on 840716 CEPA contentions provide 
Inadequate basis For concerns It should not be admitted 
Certificate of Svc end 

MRIOHT. NA Hearing Branch 2 DSB 807 84/07/31 Atomic Safety 

and Licensing Board Penal 9pp 23947 231 24X 

Fiche. 50-352. 04/07/31. 0400070302 
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B4080Q0191 Appeal to Connission trom ASi_A0 Q40723 Hemorandun Order 
ALAB-778 re contentiohs on nuclear fuel Imnediate staij 
requested list 

ANTHONY. R L Anthony. R L ANTHONY. R L Friends of the Earth OSD 

B3S 04/07 /G1 gpp 239A0 257 24X Fiche 50-332,04/07/31. 

B4Q0O8O191 


B40B060033 First set of Interrogatories t request for production of 
documents to city of Philadelphia re offsite emergency 
planning Contentions City-10 «c City-19 Certificate of Svc 
enc 1 Related correspondence 

RADER. R K Philadelphia Electric Co RADER, R M Conner & 
Hetterhahn D5B 743 04/00/01 Philadelphia. PA 12pp 

S5933 197 24X Fiche 50-352.04/00/01,8400060053 


0406060170 Second errata to B40726 proposed findings of fact U 
conclusions of lauj on Linericlt Ecology Action Contentions 
DES-1. DES-2. DE6-3 6 DES-4 Certificate of Svc end 
ELLIOTT. C W Limerick Ecology Action DSB 742 04/08/01 Gpp 

25932 194 24X Fiche 50-352104/00/01.0408060170 


04OBO6O1B2 Confirms points discussed in 040727 telcon, agreements 
reached 6 matters in dispute re Limerick Ecology Action 
ansuers to Applicant first set of interrogatories L request 
for production of documents Related correspondence 
RADER. R M Conner fc Uetterhahn DSB 745 84/00/01 MULLIGAN. M 

Limerick Ecology Action dpp 25932 173 24X Fiche 50-332. 

B4/0B/0 1 . 840B060182 


6408060280 Forwards applicant B40737 answer to CEPA safety contentions 
W/o end Related correspondence 

WETTERHAHN, M J Conner tx Wetterhahn WE T TER HAHN. M J Philadelphia 

Electric Co DSB 744 84/08/01 HERSHEY, 8 P CEPA HERSHEV. S P 

Hershey. S P ip 25933 335 24X Fiche 50-352.04/08/01.0400060228 


04O6O7O3SO Discusses RJ Sugarman correspondence h concerns re ex parte 
communications Matters raised by RJ Sugarman u/o merit 8. 
will he addressed formally by director in decision per 
1GCPR8 206 Related coTrespandence 

CONNER. T B Conner & Wetterhahn CQNN^, T 6 Philadelphia Electric 
Co DSB 777 B4/0B/02 CHILK. S J Office of the Secretary of the 

Commission 3pp 25744 167 84X Fiche 30-332.84/08/02.0408070350 


0408070363 Motion to compel answers to first set of interrogatorios. to 
compel production of withheld documents L for related relief 
re destroyed documents Certificate of Svc end Related 
correspondence 

RADER. R M Philadelphia Electric Co RADER. R M Conner L 
Wetterhahn DSB 700 64/08/02 Atomic Safety and Licensing Board 

Panel I6pp 25945 158 24X Fiche 30-332.84/08/02.0408070363 


G406070366 Transmittal of US Boyer 840802 affidavit re schedule for 
fuel loading, per ASLB 840620 order Certificate of Svc end 
Related correspondence 

WETTERHAHN, M J Philadelphia Electric Co DSB 781 04/08/02 6pp 

23945 152 24X Fiche 50-332.84/03/02.0408070366 


6406070412 Forwards answer to second set of interrogatories & request 
for production of documents on Limerick Ecology Action 
admitted offsite emergency planning contentions 
(Discovery 33i Related correspondence 

RADER. R M Conner i Wetterhahn RADER, R M Philadelphia Electric 
Co D0D 702 04/03/02 M.ULUIGAN.M Limerick Ecology Action Ip 

23742 053 24X Fiche 30-352.04/00/02,0400070412 


■840S0704i3 Answer to second set of interrogatories & request for 
production of documents on Limerick Ecology Action admitted 
offsite emergency planning contentions (Discovery 33) 

Certificate of 8vc end 

* Philadelphia Electric Co 04/07/31 Limerick Ecology Action 
9lpp 23942054 24X Fi ch e 50-352, 84/08/02, 0408070412 


fOaO7O207 Forwards signature page of 040002 motion to compel answers 
to first set of interrogator les. to compel production of 
withheld documents 8< for related relief re destroyed 
documents 

CONNER. T B Conner L Wetterhahn COnnERiT B Philadelphia Electric 
Co DSB 803 04/08/03 Docketing tt Services Branch Ip 

23940 210 24X Fiche 30-352.84/08/03.0400070207 


n40a070291 Signature page of 040302 motion to compel answers to first 
set of intcrrogatori es 

CONNER. T B Philadelphia Electric Co CONNER,! Q Conner St 

Wetterhahn 64/00/02 Atomic Safety and Licensing Board Panel 

Ip 23948 219 24X Fiche 30-332.84/08/03.0403070207 


B070429 Forwards VS Boyer Q40B02 affidavit re schedule for fuel 
oadlng Related correspondence 

ETTERHAHN.M J Conner & Wetterhahn WETTERHAHN, M J Philadelphia 
lectrlc Co D9B B02 04/00/03 Docketing k Services Branch 

ip 23940 049 24 X Fiche 30-332.04/08/03.0408070429 


— 0408070433 Affidavit of VS Boyer re schedule for fuel loading 

BOYCR.V S Philadelphia Electiic Co 84/00/02 2pp 25940 050 
24X Fiche 50-352,04/09/03,0408070429 


6400090226 Forwards motion before ASLAD to set aside partial initial 
decision based on now evidence 

SUGARMAN. n J Sugarman t Donworth SUGARMAN. R J Del-Aware 
Unlimited, Inc DSB S3B 84/00/03 Office of the Secretary of 

the Commission Ip 23971 114 24X Fiche 30-352.04/08/03, 

B4DB09Q226 


— 8400090233 Motion to set aside partial initial decision based on new 
evidence 6 circumstances Certificate of Svc enc 1 

SUGARMAN. R J Del -Aware Unlimited. Inc SUGARMAN, R J Sugarman U 
Oenworth B4/D7/31 Atomic Safety and Licensing Appeal Panel 

52pp 23971 113 24X Fiche 30-332,04/00/03.0408090226 


0400070372 Reply to City of Philadelphia & Limerick Ecology Action 
840726 proposed findings of fact 6 conclusions of law re 
severe accident risk assessment contentions Certificate of 
Svc end 

WETfERHAHN, M J . NICHOLS. N N Philadelphia Electric Co 
WETTERHAHN. M J Conner 6 Wetterhahn DSB 793 04/08/06 29pp 

25944 170 24X Fiche 50-352.84/00/06.0400070372 


0408070444 Forwards answer to Limerick Ecology Action second set of 
interrogatories & request for production of documents re 
admitted offsite emergency planning contentions End 
replaces 840B02 answers Related correspondence 

RADER.R M Conner h Wetterhahn RADER. R M PhiUdoIphia Electric 
Co DSD 709 04/08/06 MULLIGAN. M Limerick Ecology Action Ip 

23942 260 24X Fiche 30-352.04/00/06.8400070444 


-0400070450 Revised answer to second set of interrogatories & request 
for production of documents on Limerick Ecology Action 
admitted offsite emergency planning contentions 
BOYER. V S Philadelphia Electric Co 84/08/03 Limerick 
Ecology Action 88pp 25942 269 24X Fiche 50-332.84/08/06. 

8400070444 


8400070495 Informs that applicant does not intend to respond to 
Sugarman 840713 Itr purporting to update earlier Itrs of 
840523 8, 0605 to ASLAB 6 A5LB or to any future Itrs to ASLAD 
or A8 lD Related correspondence 

CONNER.! 0 Conner & Wetterhahn CONNER.! D Philadelphia Electric 
Co D5B 794 84/00/06 BRENNER. L . MORRIS, P A . COLE. R F Atomic 

Safety and Licensing Board Panel 2pp 25941 171 24X 

Fiche 50-332.04/00/06.0408070495 


8400090197 Reply to Limerick Ecology Action U City of Philadelphia 
proposed findings of fact & conclusions of law re severe 
accident risk assessment contentions 

VOGLER. 0 H , HODODON. A P Hearing Branch 2 DSD 871 04/00/06 

Atomic Safety and Licensing Board Panel 14pp 2S972 OOt 24X 
Fiche 30-332,84/00/06.0400090197 


8400090230 Forwards supplenental info ro interrogatories. per util 
340727 phone call t. B40BO1 Itr Related correspondence 
MULLIGAN, M Limerick Ecology Action DSD 059 B4/0B/06 RADER 

Philadelphia Electric Co 7pp 23972 114 24X 

Fiche 50-352.04/00/06.8400090250 


— 0408090263 Amended answers to util first set of Interrogatories re 
offsite emergency planning Contention LEA/FOE 24 Certificate 
of Svc enc 1 

ANTMONY.R L Anthony. R L 84/07/23 Philadelphia Electric Co 
6pp 25972 121 24X Fiche 30-332,84/00/06.8408090230 


8400000399 Joint rept of parties on schedule proposal for offsite 
emergency planning matters filed In response to 040723 
order Certificate pf Bve oncl 

CONNER. T D Philadelphia Electric Co CONNER,! D Conner i' 
Wetterhahn DSD 037 84/00/07 Atomic Safety and Licensing Board 

Panel I4pp 23974 087 a4X Fiche 50-332.84/08/07,8400000399 


8400080404 Motion to strike Air & Water Pal lotion Patrol <AWPP> 
pleading t reply to AWPP motion re Contention VI-l Motion 
filed late 4 w/o basis Certificate of Bve oncl 

WETTERHAHN. M J Philadelphia Electric Co WETTERHAHN, M J Conner 6 
Wetterhahn BSD 03B 64/00/07 Atomic Safety and Licensing Board 

Panel 7pp 25974 000 24X Fiche 50-332,04/00/07,8408080404 


0408090330 Foriiiards NRC 040727 Amend 1 to License 8NM-1926 8< SER in 
support of amend Related correspundence 

VOGLER. 0 H Hearing Branch 4 DBD 072 04/08/07 BRENNER. L . 
MORRIS, P A . COLE. R F Atomic Safety and Licensing Board Panel 
14pp 23972 132 24X Fiche 50-332,84/00/07,8400090238 
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0400130368 Replies to 040705 1 tr re 840523 1 tr to Chairman Palladlno 
611 oncls to Itr poseihlii not included to all loclplents 
Comments on ends inconsistent u>/practiro folloiued for some 
time oi/o objection 

SUGARKANp R J Sugarman t Denworth SUGARMAN. R J Dol-'Auare 
Unlimited/ Inc DSB 097 04/03/07 H/NLSCH. M O OP flee of tho 

General Counsel Ip 26011 127 34X Fithe 50-352,04/08/07. 

8400130360 


04OS14O45O Forwards new contention rc evacuation 

RDKANO, F n Air and Water Pollution Patrol OSD 013 04/00/00 

Atomic Safety and Licensing Board Panel 6pp 26061 001 24X 

Fiche 50-352. 84/00/08- 8400140450 


— 0408140452 New contention that applicant must provide fully testable fc 
capable emergency evacuation plan prior to receipt of GL 
ROMANO. r R Air and Water Pollution Patrol 04/03/00 Atomic 
Safety and Licensing Daard Panel Spp 26061 002 24x 

Flchfl 50-332.04/08/00,8408140490 


Q4D813019B Order establishing filing date of 040006 for motion to set 
aside based an new evidence received on 040009 Hotion tt Itr 
bear postmark date of 040006 Served on 040810 

SHOEMAKCR. C J Atomic Safety and Licensing Appeal Panel DSg 928 
84/00/09 Oel-Aware Unlimited, Inc 2pp 26007 332 24X 

Ficho 50-392104/08/09.0408130138 


8400140404 Forwards amended Certificate of Bve of appellant motion to 
set aside based on new evidence Amend reflects sve of motion 
on 840006 

LQCKE. R T Su^arman & Denworth LOCKE. R T Del-Aware Unlimited. 
Inc DSD 013 84/00/09 KOHL. C N . EDLES. 0 . OOTCHy, R L Atomic 

Safety and Licensing Qoard Panel 3pp 26060 276 24X 

Ficbe 90-332.84/08/09.8400140484 


0408140540 Reply to applicant & staff answers to CEPA safety 
contentions Contentions should 6o admitted Certificate of 
Bve end 

KER8HEY, S P CEPA DSD 027 04/00/09 Atomic Safety and 

Licensing Hoard Panel 7pp 26061 220 24X Fiche 90-352.84/00/09. 

8400140540 


8408150404 Forwards correspondence & documents between ap p 1 i cant. staff « 
Cotninanueal th of PA t( responsible govt agencies re emergency 
planning Related correspondence 

CULLEN, E J Philadelphia Electric Co D0O 064 84/00/10 

MULLIGAN. M Limerick Ecology Action 24pp 26060 196 24X 

Fiche 50-352.84/08/10,0408150404 


8408150477 Responds to 040806 Ur forwarding Limerick Ecology Action 
supplemental responses to applicant discovery rec(^ucots 
Bupplemontal answers addressed ind i vi dual 1 y Related 
correspondence 

RADER.R M Conner Sc Wetterhahn RADER, R M Philadelphia Electric 
Co DBB 062 04/00/10 MULLIGAN, M Limerick Ecology Action 4pp 

26068 160 24X Ficho 90-392.04/00/10.8408150477 


0400130183 Order approving proposed transcript corrections as listed 
Served on 840014 

DRENNHR.U Atomic Safety and Licensing Hoard Panel DSD 049 
84/09/13 2pp 26066 243 24X Fi che' 50-392. 04/08/13. 84001 S0183 


8408150387 Answer In opposition to Friends of the Earth 040731 petition 
for review of ALAO-770 No substantial conflict between ABLD 
6 ABLAD presented Certificate of 8vc end 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN. M J Conner U 
Wetterhahn DSD 061 84/09/13 Commissioners lOpp 26060 285 

24X Fiche 50-352. 84/08/13, 04001 30307 


8408170301 Forwards supplemental info re Limerick Ecology Action 840806 
response to util discovery request on admitted offsite 
emergency planning contentions Certificate of 8vc end 
MULLIGAN, M Limerick Ecology Action DBD 102 84/08/13 RADER 

Philadelphia Electric Co 280pp 26137 181 24X 

Fiche 50-392, 84/00/13, 8408170381 


0400200433 Forwards response to applicant motion re Contention UI-I it 
further support for reopening Contention Vl-1 re welding 6 
welding iniip infractions 

ROMANDi F R Air and Water Pollution Patrol DSD 164 84/08/14 

Ip 26136 292 24X Fiche 30-332.84/08/14.8408200433 


— 8408200442 Response to applicant motion to strike Air ft Water Pollution 
Patrol <AWPp) pleading ft reply to AWPP motion re Contention 
Vl-1 Contentinn Vl-1 must be ittigateil 

RQMANO, F R Air and Water Pollution Patrol 84/08/10 Atomic 
Safety and Licensing Doard Panel Ip 26136 293 24X 

Fiche 50-352, 04/08/14, 0408200433 


— 8408200447 Further support for reopening Contention Vi-I rs welding ft 
welding insp infracblons Ajr h Water Pollution Patrol calls 
far full-scale reinsp re lack of fusion ft Droamstlck Affair 
revfJ Jatlons 

ROMANO. F n Air and Water Pollution Patrol 84/08/13 Atomic 

Safety and Licensing Board Panel 2pp 26136 294 24X 

Fiche 50-332.04/00/14.0408200433 


8400130455 Response opposing Friends of the Earth ft R Anthony 040731 
petition foi review ft request for stay of ALAD-778 Motion 
fails to establish existence Of important issues of fact. law 
or policy ft should be denied Certificate of Sve eficl 
VOLOCR. B W , WRIGHT, N A Hearing Dranch 2 DSB 067 04/08/19 

Commissioners I5pp 26068 220 24X Fiche 50-352.84/00/19, 

840B1 50425 


8400170305 Order establishing schedule for admitted offsite emergency 
planning issues Schedule for deferred contentions will be 
established Courtesy notification end Served on 840816 
BRENNER. L Atomic Safety and Licensing Board Panel DSB 095 
84/08/19 Office of the Executive Legal Director 6p p 
26115 246 24X Fiche 90-332,84/08/13,8408170305 


8408300286 Forwards correspondence ft documents among URC, app 1 leant ft 
Ca/iiRionw«alth of PA re emergency planning, par ASLB 020601 
order Mail suppls 040810.0712 ft 30 submittals Related 
correspondenc e 

CULtEN, E J Philadelphia Electric Co OSH 142 84/08/19 

MULLIGAN, M Limerick Ecology Action 90pp 26131 083 24X 

Fiche 90-392,84/00/15.0408200286 


8408310341 Forwards order establishing schedule for offsite emergency 
planning Issues W/o end Related correspondence 
VOOLER. 8 H Hearing Branch 2 DSD 106 04/08/16 FERRY, 8 

Fedaral Emergency Management Agency 2pp 26179 36i 24X 

Ficho 50-392,84/00/16.0408210341 


0406220354 New Info contention re health hazard via polyvinyl chloride 
fill used in reactor cooling towers W/svc list 

ROMANO. F R Air and Water Pollution Patrol DSD 196 84/08/16 

Atomic Safety and Licensing Board Panel 4pp 2618? 310 24X 

Fiche 90-332.84/08/16,0400320394 


8400220379 Informs of errors in Oity of Philadelphia record citations 
re statement of HRC witness Acharyo Also forwards 
Commonwealth of PA Public Utility Commission 840007 order to 
shag cause Related correspondence 

BUSHrM W Philadelphia, PA PSB 199 84/09/16 BRENNER. L Atomic 

Safety and Licensing Doard Panel 5pp 26191 34? 24X 

Fiche 90-332.84/08/16,0408220379 


6408240240 Provides addendum to Air ft Water Pollution Patrol 040816 new 
Info contention re polyvinyl chloride Fifth criterion r® 
breakdown of polyvinyl chloride inadvertently omitted Bmall 
delay in proceedings ack for large public good 

ROMANO. F R Air and Water Pollution Patrol DSB 27t 04/08/20 

Atomic Safety and Licensing Board Panel Ip 26222 361 24X 

Ficha 50-332.84/09/20,0408240240 


0400240262 Forwards correspondence ft documents among appl leant, KRC ft 
pther parties re emergency planning Documents suppl matl 
forwarded in 040013 Itr ft provide addl correspondence dtd 
840611-0803 Related correspondence 

CULLEN, B J Philadelphia Electric Co DSB 264 B4/0B/20 

MULLIGAN, M Limerick Ecology Action 692pp 26223 214 24X 

Fiche 50-392,64/08/20,8408240262 


8400240236 Answer opposing late-filed Air ft Water Pollution Patrol 
640000 new contention re evacuation Contention lacks basis 
ft specificity ft fails to show good causa for late filing 
Certificate af Sve end 

CDNNER, T B Philadelphia Electric Co CONNER.! 0 Conner ft 
wetterhahn D8D 269 84/08/21, Atomic Safety and Licensing Board 

Panel JBpp 26222 239 24X Fiche 90-392,04/08/21,8408240236 


8408240241 Answer opposing Del-Aware Uni Imi ted. Inc 840806 motion to 
sat asldu ASLD 630300 partial Initial decision re 
supplementary cooling water sys, based on new evidence Motion 
should be denied Certificate of Sve end 

CONNER.! D Philadelphia Electric Co CONNER.! B Conner ft 
Wetterhahn D8fi 270 B4/0B/21 Atomic Safety and Licensing 

Appeal Panel 46pp 26223 066 24X Fiche 90-392,04/00/21, 

0408240241 


840B240256 Forwards util comments dn Del-Aware request under 
10CFR2 206. per 840523 ft 0713 requests for relief Matters 
rapetltions ft inappropriate under 10CFR2 206 ft fail to raise 
significant environ concern 

CONNER.! 0 Conner ft Wetterhahn CONNER,! D Philadelphia Electric 
Cd 04/09/21 DENTON, H R Office ef Nuclear Reactor Regulation, 
Director I7pp 262P3 001 24X Fiche 50-332,84/00/21,8400240256 
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B4D8330200 Mq morarni uiti L order denizing Cittzens Action in Northeast 
B40£i23 & Consumers Educ & Protective Assoc B40716 motions to 
admit or certify financial qual 1 f 1 cat i ons contentions 
Served on 840322 

BFlENNERiL Atomic Safety and Licensing Board Panel DSD 254 
a4/0a/22 Office of the Executive Legal Director llpp 

2620? 19B 24X Fiche 50-352i B4/Oa/22, B4083D0200 


8400280413 Kotlon for reconsideration of ASLH Q40B1S order establishing 
schedule for offsite energency planning issues FEflA should 
not te required to distribute draft rept by 840901 
Certificate of Svc end 

VDQLERi 0 H . WRiOHTiN A Hearing Branch 2 DSB 044 64/00/23 

Atomic Safety and Licensing Board Panel 4pp 262B0 290 2-4X 

Flcho 50-332. B4/O0/23< 8408280415 


0408280162 Memorandum b order rejecting Friends of the Earth t* Air U 
Water Pollution Patrol iAWPP) late-filed contentions & 
denying AWPP second request for reconsideration of asbestos 
contention Courtesy notification end Served on B40B27 
BRENNER# L Atomic Safety and Licensing Board Panel DSD 326 
84^08/24 Friends of the Earth 27pp 26273 116 24X 

Fiche 50-352# 84/00/24. B40B2a0l62 


8409280386 Confirms 840824 tel con informing of 840B30 meeting in 
Phi lade Iphla. PA to discuss matters covered by ASLD 
scheduling order Related correspondence 

RADER. R M Conner b Wetterhahn RADER.R M Philadelphia Electric 
Co DSO 334 84/00/24 VOOLER# 0 H Hearing Branch 2 FERKIN# Z 0 

Pennsy Ivania# Commonwealth of. SWOLLEN# H Philadelphia. PA 2pp 
26280 032 24X Fiche 50-352.84/08/24.8400280388 


840B28Q237 Order extending time until 040921 for Commission to act to 
review ALAI1-77Q Served on 040627 

CHILK. S J Office of the Secretary of the Commlftsion DSD 3J9 
84/08/27 Commissioners Ip 26262 270 24X 

Fiche 50-352.84/08/27.0408200237 


8400300170 Response opposing Del-Aware 040806 motion to set aside ASLD 
030300 partial initial decision on envlrnn effects of 
supplemental coaling water sys based on n«uj evidence 
Certificate of Svc end 

VOOLER.B H Hearing Sranch 2 DSB 30l 04/00/27 Atomic Safety 

and Licensing Appeal Panel 23pp 26305 320 24X 

Fiche 50-352.04/08/27.8400300170 


B40B300119 Response opposing admission of Air Water Pollution Patrol 
040808 new contention re evacuation# f i led by FR Romano 
Certificate of Svc end 

WRIOHTiN A Hearing Branch 2 DSD 379 04/06/26 Atomic Safety 

and Licensing Board Panel 12pp 26305 i7l 24X 
Fiche 50-352104/00/28.8400300119 


G40B30016B Second Partial Initial Decision L0P-84-31 on listed issues 
In controversy In favor of applicant Courtesy notification 
end Served on 840029 

BRENNER. L ■ COLE. R F . MORRIS.P A Atomic Safety and Licensing Board 

Panel DSQ 366 84/08/29 a25pp 26303 150 24 X 

Fiche 50-332.64/00/29.0406300160 


B40B310223 Response opposing Air l< Water Pollution Patrol 040014 
pleading on reopening Contention Vl-i re welding t welding 
inap infractions Certificate of Svc end 

W ET TER HAHN# M J Philadelphia Electric Co WETTERHAHN.. H J Conner U 
Wetterhahn DSD 423 64/00/29 Atomic Safety and Licensing Board 

Panel Spp 26319 244 24X Fiche 50-352.84/00/29,8400310223 


i Utility Final Safety Analysis Report (FSAR )> it amends 


140B020D58 Forwards Rev 34 to FBAR 
BRADLEY.E J Philadelphia Electric Co 84/07/31 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 4pp 25904 OOi 
24X Fiche 30-352# 04/07/31# 0400020058 


-0408020064 Rev 34 to FBAR 

e Philadelphia Electric Co 84/07/31 272pp 23904 014 24X 

Fiche 50-352.84/07/31,8406020050 


1400210076 Forwards Affidavit of Svc certifying distribution of Rev 34 
to FSAR Sc Rev 19 to environ ropt on 04080? 

BRADLEY.E J Philadelphia Electric Co 84/08/14 DENTON.HR 
Office of Nuclear Reactor Regulation. Director Spp 26104 327 
24X Fiche, 50-352. 04/08/14.8408210076 


O Inspection reports. IE Bulletins 6 correspondence 


6400310124 Forwards response to NRC 840620 Itr re violations noted in 
Insp Repts 50-332/04-24 fc 50-353/84-00 on 640501-31 Seismic 
classifications of three piping isometric drawings 6 four 
piping field sketches corrected Related correspondence 
KEMPER. J S Philadelphia Electric Co DSB 002 04/07/19 

MURLEY# T E Region 1. Office of Director 4pp 26352 020 24X 

Fiche 50-332.84/07/19.8408310124 


8407250229 IE Info Notice 94-57. ^'Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Coiemerclal Payer Plants " Svc list encl 

JORDAN# £ L Division of Emergency Preparedness Engineering 
Response <Post 03O1D3) 04/07/27 Consolidated Edison Co of New 

York. Inc li9pp 25065 047 24X Fiche 30-000.04/07/27.0407250229 


B4OS21O360 Forwards IE Insp Repts 50-352/04-26 Ac 50-353/04-09 on 
840601-30 tc notice of violation 

STAROBTECKI. R Division of Project h Resident Programs 84/00/02 
KEMPER#J S Philadelphia Electric Co 2pp 26103 109 24X 

Fiche 50-332.04/00/02.0400210360 


—0408210373 Notice of violation from insp on 040601-30 

• Region 1, Office of Director 04/00/02 4pp 26103 111 24X 

Flcho 50-352.84/00/02.0 400210360 


—8406210301 IE Insp Repts 50-352/04-26 L 50-353/04-09 on 040601-30 
Violations identified inadequate diesel generator test 
program Implementati on inadequate calibr procedure for 
valve paslbion indicating sya 

CHAUDHARY. S K . WIOQINS.J T . DAUNACK. W Region 1. Office of 
Director 04/07/24 l5pp 26103 115 24X Fiche 30-352.04/08/02, 

8400210368 


—8408210394 Responds to NRC 040321 Itr re violations noted In IE Insp 
Repts 50-352/84-19 8< 50-353/04-06 Corrective actions notice 
Issued to include info on PMD M~42 t Procedure QADP-27 1 
revi Bed 

GALLAGHER. J W Phi 1 ade 1 ph la El ec tr 1 c Co 84/06/20 HURLEY. T E 
Region 1. Office of Director Spp 26183 130 24X 

Fiche 50-352.04/00/02,8400210368 


B408010333 IE Info Notice 64-59. *’Del iterate Circumventing of Station 
Health Physics Procedures 6vc list end 

JORDAN* E L Division of Emergency Preparedness 8# Engineering 
Response fPost 630103) B4/0B/06 Consolidated Edison Co of New 

York. Inc t22pp 26060 001 24X Fiche 50-000. 04/00/06. 0400010333 


6406010337 IE Info Notice 04-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc Hat encl 
JORDAN. E L Division of Emergency Preparedness 8< Engineering 
Response IPost 030103) B4/0B/06 Consolidated Edison Co of New 

York. Inc L23pp 26067 iS0 24X Fiche 50-000.04/00/06.0400010337 


6406130296 Forwards relief requests from ASHE Code. Section XI 
preservice Insp requirements to resolve 9ER Confirmatory 
Issue 12 

KEMPER#. J S Philadelphia Electric Co 84/08/07 SGHWENCER.A 
Licensing Branch 2 7pp 26000 349 24X Fiche 50-352# 04/00/07# 

840B130296 


6406070120 IE Info Notice 84-61. “Overexposure of Diver in PHR 
Refueling Cavity " Svc list encl 

JORDAN, E L Division of Emergency Preparedness Sc Engineering 
Response (Post 630103) 64/08/08 Consolidated Edison Co of New 

York. Inc 120pp 26129 118 24X Fiche 50-000# 84/08/08# 8400070120 


6406070376 IE Info Notice 84-62. “Therapy M 1 sadmin i s tra t i one to 
Patients Undergoing Co-60 Teletherapy Treatments " Bve 
list encl 

GRACE. vJ N Division of OA# Safeguards & Inspection Programs IPost 
03O1O3> 84/06/10 Consolidated Edison Co of New York. Inc 

125pp 26130 001 24X Fiche 50-000.64/00/10.8408070376 


8406100009 IE Info Notice 84-63. "Defective RHR Replacement Piping “ 
Svc list and 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Past 030103) 84/08/13 Consolidated Edison Co of New 

York. Inc 119pp 26197 218 24X Fiche 50-000.84/08/131040810000? 


B4OBIOOO30 IE Info Notice 04-64. “DWR Hpcl Initiation Seal-In it 
Indication “ Svc list encl 

JORDAN. E L Division of Emergency Preparedness it. Engineering 
Raeponae (Post 030103). 84/08/15 Consolidated Edison Co of New 

York, Inc 104pp 26190 093 24X Fiche 50-000,04/08/15.8408100030 



DOCKETED ITEMS 


25: 


84O01OOO2] IE Info Notice Q4-i>3p "Underrated Fuses Uhich May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
1 1 st enc 1 

JQRDANf E L Division of Emergency Preparedness ^ Engineering 
Response (Post aSOtO?) S4/0B/16 Consolldatsd Edison Co of Neii> 

Ynrio Inc Uepp 2dl*?a 001 24X Fiche 30-000. 04 /OB/ 16> 8408100021 


B4O0iOOOS3 1C Info Notice BA~6h> "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Svc list enc I 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830100) 64/0S/17 Consolidated Edison Co of New 

Yorlf. Inc I 20 pp 26276 001 24X Fiche 30-000. Q4/O0/ 17. 840B 100055 


8408140208 IE Info Notice 04“67, "Recent Snubber Inservice Testing W/ 
High Failure Rates " Svc list encl 

JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response (Post B30103) 84/08/17 Consolidated Edison Co of New 

York. Inc I22pp 26276 122 24X Fiche 30-000.84/08/17.0400140208 


8408210142 IE Info Notice 64-68. "Potential Deficiency in Improperly 
Rated Field Hiring to Solenoid Valves " Svc list end 
JORDAN. E L Division of Emergency Preparedness in Engineering 
Response (Post 830103) 84/08/21 Consolidated Edison Co of New 

York. Inc U3pp S6329 008 24X Fiche 50-000,84/08/21.8400210142 


8408240013 Confirms 840824 telcon re B40827-3i insp concerning slesmic 
design of structures, p Ip e break analysis tc south stack 
blast load calculations 

ZECH.O 0 Vendor Program Branch 04/08/21 STRATTON, C D Dechtel 
Corp ip 26228 249 24X Fiche 50-352,84/08/21,0400240013 


G408270376 Forwards addl info re SER Confirmatory Issue |2 concerning 
preservlcB insp program, per 840817 request 

KEMPER. J S Philadelphia Electric Co 84/08/23 SCHWENCER, A 
Licensing Branch 3 62pp 26240 238 24X Fiche 30-332,84/08/23. 

8408270376 


R Periodic operating reports & related correspondence 


0400060419 Forwards fourth status rept re independent design review 
of core spray sys for 040701-15 Related correspondence 
CARPENTER. F D Torrey Pines Technology DSD 719 84/07/16 

BOYER, V S Philadelphia Electric Co 7pp 25951 123 S4X 
Fiche 50-352.84/07/16.0400060419 


8408310023 Forwards “Independent Design Review of Limerick Generating 
Station 1 Core Bpray Sys. Bi-Monthly Status Rept 5 for Period 
Ending 840731 " Related correspondence 

CARPENTER, F D Torrey Pinos Technology DSB 234 04/00/01 

BOYER, VS Philadelphia Electric Co 7pp 26350.102 24X 

Fiche 50-352.84/08/01,0408310023 


S Reportable occurrences. LERs L related correspondence 


6408240348 Part 21 rept re presence of LoctltB-242 in CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported on 840413 New thread locking devices Investigated. 
SHERWOOD.© 0 General Electric Co 84/04/13 DEVOUNl?. R C 
Director's OfPlcei Office of Inspection and Enforcement 3pp 
26222256 24X Fiche 50-000.84/04/13.8408240348 


B406240332 Submits annotated requests for followup on potentially 
generic problem in encl Part 21 rept from Basler Electric re 
aCRs on nuclear exciters mounted u/too much pressure, 

NORELIUSi C E Division of Project h Resident Programs 84/04/25 
JORDAN. E L Director's Office. Office of Inspection and Enforcement 
ip 26225 303 24X Fiche 50-000.84/04/25.6408240332 


8408310110 Significant Deficiency Rept 148 re design calc ula tions made 
by WJ Woolley Co for doors specified to meet tornado- 
generated missile criteria Door reanalysis underway 
Previously reported under Part 21 by WJ Woolley Co 
KEMPER, J S Philadelphia Electric Co 04/00/23 HURLEY, T E 
Region 1 , Office of Director Ip 26322 23? 24X 

Fiche 50-352. 64/08/23. B40B3i01 10 


T Hearing transcripts on non-antl true t matters 


8408090205 Proposed corrections to transcript of hearings on Limerick 
Ecology Action DES contentions & City of Philadelphia 
Contentions 13.14 & 15 Certificate of 8 vc encl 

» Hearing Branch 2 04/08/06 Atomic Safety and Licensing Board 

Panel I3pp 25972 015 94X Fiche 50-352,84/00/06.8400090197 


8408090229 Forwards dated t signed copy of Page 11 of proposed 
corrections tq transcript of hearings on Limerick Ecology 
Action DES contentions L City of Philadelphia Contentions 
13, 14 it 15 

VOOLER, B H Hearing Branch 2 DSB 867 04/00/07 BRENNER, L . 

MORRIS. P A , COLE. R F Atomic Safety and Licensing Board Panel 
2pp 25971 167 24X Fiche 50-352.04/08/07,0400090229 


— S40B090236 Executed Page 11 of corrections to transcript of hearings 
on Limerick Ecology Action DES contentions & City of 
Philadelphia Contentions 13.14 6 15 

VOOLER. 8 H . HODODON. A P Hearing Branch 2 84/08/06 Ip 

25971 169 24X Fiche 50-352.84/00/07,8408090229 


8408240234 Proposed corpectlans to transcript of evidentiary hearings 
on NEPA severe accident contentions Certificate of Svc encl 
WETTERHAHN. M J . NICHOLS. N N Philadelphia Electric Co 
WETFERHAHN. M J Conner L Wottorhahn DSB 268 04/08/21 5p p 

26232 350 24X Fiche 50-332. 84/08/21,8408240 254 


U Congress iona 1 /Ex ecu t ive Correspondence 


8408170094 Responds to 840712 Itr re 840502 Pottstown Mercury article 
it related petition Low level noriral operaticn releases 
expected to be well within recognized safety limits Excerpts 
from DES end 

DIRCKB. U J Office of the Executive Director for Operations 
84/08/00 WALKER. R B House of Rep ip 26133 322 24X 

Fiche 50-332.04/08/00.8408170094 


8400200449 Responds to B40712 request for consideration of constituent 
H tlayerson 640607 Itr uj/B40502 Pottstown Mercury article U 
encl petition Lou level normal operation releases expected 
to be well within recognized safety limits 

DIRCKB.W J Office of the Executive Director for Operations 
84/08/08 WALKER. H S House of Rep 5pp 26162 313 24X 
Ftche 50-352.84/08/08, 8408200449 


— 8406200454 Forwards constituent H Mayer son 940607 I tp U/B40502 
Pottstown Mercury article. "Limerick to Release Very Small 
Amounts of Radioactivity" & petition 1 . requests 
Investigation of statements 

WALKER. R S House of Rep 84/07/12 KAMMERER, C Office of 
Congressional Affairs 6 pp 26182 332 24X Fiche 50-358. 

04/00/08. 8400200449 


DOCKET 30-354 HOPE CREEK NUCLEAR STATION. UNIT 1 


A Application/construction stage documents correspondence 


8406010212 Notification of time change for B40731 meetirg u/utll in 
Bethesda.MD to discuss riverborne missiles during PKH 
WAGNER, D H Licensing Branch 2 84/07/17 SCHWENCER. A Licensing 

Branch 2 3pp 25672 360 24X Fiche 50-354.64/07/17.8408010212 


8408010227 Requests addl info needed to complete F9AR review, incl udlng 
info re fire protection for solid uaste product in storage 
area it jus ti f 1 eati o-n for departure from/Reg Guide 1 52 
Response should be provided by 840813 

SCHWENCER. A Licensing Branch 3 84/07/24 MITTL. R U Public 

Bervlce Electric it Gas Go of New Jersey 3pp 25873 277 24X 

Fiche 50-334,04/07/24. 8406010227 


84080B0344 Forwards nonpr opr i etary ’’Use of Code Case N-J98 " & 

proprietary repts, 1 nc 1 ud Ing "Documentation of Compliance of 
MBC P/N 73909 " tt "Hose Assembly " qualification test 

pro« edures. per Reg Guide I 04 proprietary repts withheld 
MitTTL.R L Public Sorvice Electric i^ Oas Co of New Jersey 
04/07/30 6 CKWENCER 1 A Licensing Branch 2 lOpp 25963.276 24X 

Fiche 50-334,84/07/30.8408080344 


— 0400080346 Nonpropr Ictary "Use of Code Cast N-192 (Compliance W/Addl 
Requirements of Reg Guide 1 64) " 

e Public Service Electric it Gas Co of New Jersey 84/06/30 
3pp 25963. 284 24X Fiche 50-354.84/07/30,0408080344 


8408130201 Provides procedures for developing plant-specific 
Tech Specs 

SCHWENCER. A Licensing Branch 2 84/06/01 MITTL. R L Public 

Service Electric it Gas Co of New Jersey 2pp 26D5B 359 24X 

Fiche 50-334,64/06/01,6406130201 


840 8060 2 79 Forwards responses to OA Branch open Items discussed at 
840719 GA meeting, nods to FSAR, Sections 1 8 & 17 2, Table 
3 2“1 260 series quos tton/responses will be incorporated 

into F 8 AR. Amend B 

MITTL, R L Public Service Electric & Oas Co of New Jersey 
84/06/03 SCHWENCER, A Licensing Branch 2 170pp 25926-003 24X 

Fiche 50-334,64/06/03.6408060279 


8408070110 Generic Ltr 04-19 bo all licensees of operating reactors, 
applicants for OLs holders of CPs re availability of 
Buppl i to NURE0-0933r ”Pr 1 or 1 tl latlon of Generic Safety 
Issues " Svc list encl 

EI 8 ENHUT, D G Division af licensing 64/08/06 Consolidated 
Edison Co of Heu York, tnc lepp 26129 238 24X 

Fiche 50-000, 64/Oa/06r640BD701 10 



254 
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0409130170 Summary nf 940710 cne-etiTig u^/u'til in fie the sdai Kt> r-e QA 
program List of attande es . ag enda S< licensee res|>on'fie& to 
Dutatanding QA issues encl 

WAONER, D H Licensing Branch 3 04/09/07 Licensing Branch 2 

53pp 2&104 139 24X Ftche 50-3^4.04/08/07.0400150170 


94061S033& Forwards FSAR commitment status through ^fune t Ji/1 1904 ft 
responses td NRC request for addl Info re FSAR Amend 7 
MITTLpR L Public Service Electric ft Gas Co of Meur Jcrseg 
04/00/13 SCHWENCER. A Licensing Branch 2 5lpp 26090 203 34X 

Ficho 50-334194/00/13.0400160336 


0408200463 Summary of 040626-20 meetings uj/util 6 Bechtel in San 
Fran c i sc D 1 CA re Instrumentation Control Sys Branch open 
liens not resolved since Jan 1904 meetmfl Suminary of DL 
review status end 

WAGNEHi D Licensing Branch 3 84/08/13 Licensing Branch 2 

ISOpp 26182 014 24X Fiche 30 -3 54 i 94/00 /L3i 8400200463 


B40Q210442 Forwards Pages 59 4: 41 orjitiad from master listing nf 
seiirnlc & dynanlc quel 1 f 1 c ai i on summary & status of safety- 
related equipment submitted i>s/B4070S Itr Heating requested 
tilTTLi R L Public Service Electric & Gas Co of Neu Jersey 
84/00/13 aCHWENCER. A Licensing Branch 2 4pp 26181 259 24X 

Fiche 50-334,04/09/10,0408210442 


9400170337 Forwards mods to FSAR Chapter 13 & Section 1 lO discussed 
at 040723-25 meetings Hods will be Included In future F8AR 
amend 

MtTTLiiR L Public Service Electric & Oas Co of Ifeiu Jersey 
04/00/15 SdHWEHCER, A Licensing Branch 8 U3pp 26114 115 24X 

Fiche* 50-334. B4/08/15. 8409170337 


3400200275 Generic Ltr 84-20 to all licensees of operating reactors h 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevie-wed safety 
questions Svc list end 

E18ENHUT. 0 Q Division of Licensing 84/09/20 Consolidated 
Edison Co of New York. Inc I7p p 26276 244 24X 

Fiche 30-000, 04/00/20. 8409200275 


40B230352 Forwards Amend 7 to FSAP ifiled in POR Category K> ft Amend 
4 to environ rept - OL stage (filed in POR Category C) 

HlTTLrR L Public Service Electric Gas Co of New Jersey 
04/08/20 SCHWENCER, A Licensing Branch 2 3pp 26325 298 24X 

Flcha. 50-354, 04/09/50, 0400230352 


400310276 Notification of Slgnifie-ant Licensee neetihg 04-76 on 841'022 
u/util at Bite to discuss status of const L p r eoperaiional 
testing (Hodule 30001B) 

KELLY, E Division of Project & Resident Programs 04/09/21 
Division of Project 4, Resident Programs 2pp 26351 335 24X 

Fiche 50-354. 84/08/21, 8408310276 


}O029DO9B Forwards Rev 0 to "Environ Qualification Summary Rept, " per 
F9AR Question 270 3 

HlTTLrR L Public Service Electric & Gas Co of New Jersey 
04/09/24 SCHtlENCERrA Licensing Branch S 2pp 26291 307 24X 

Fiche 30-3 5 4 , 84 /Oa/24 , 04092900 98 


8408290102 Rev 0 to “Environ Qualification Summary Rept 

« Public Service Electric it Oas Co of New Jersey 04/OB/G2 
SOlpp 26291 309 24X FiChe 30-334, 04 /0e/24» 0409290099 


08290513 Notification of 040906 ft 07 meetings w/util in DethesdartlD 
to discuss Power 8ys Branch mechanical issues 

NAGNERiD H Licensing Branch 3 84/00/34 SCHNENCER, A Licensing 

Branch 2 3pp 36299 355 24X Fiche 50-354,94/00/24,8408290513 


00300101 Notlficatlpn of 040830 meeting w/uti] in DethesdarHD to 
discuss geotechnical issues 

4A0NER| D H Licensing Branch 2 04/00/24 SCHUENCER. A Licensing 

Branch 2 3pp 36329 360 24X Fiche 50“354r 04/08/24, 0409300101 


10300153 Foruarde correction to FSAR Figure 13 1-9 re erganliation 6 
'»v to F8AR Page 1 10-21 re TMI Item I C 6, resulting from 
icensee Qua Lif lea tions Branch 040723,24 it 25 meetings 
UTTLrR L Public Service Electric it Qas Co of New Jersey 
14/00/24 SCHMENGERi A Licensing Branch 2 I34pp 26304 123 24X 

Iche 50-354,04/09/24.84(70300153 


Utility Environmental Report <ER}j amends & correspondence 


0230332 Forwards Amend 4 to environ rept — QL stage 
filed In FDR Category C) 

ITTL, R L Public Service Electric 9( Oas Co of New Jereev 
4/0B/20 SCHUENCER, A Licensing Branch 2 3pp 26325 290 24X 

(Che 50-354, 04/00/20 , 040 9230332 


— B408230365 Amend 4 to environ rept - OL stage (filed in PDR Category 
C> 

# Public Service Electric i ©as Co of New Jersey 94/00/31 
65pp 36325 301 24X Fiche 50-354,04/08/20,9408230352 


B4O829O440 Forwards “Environ Qualification Summary Rept “ Related 
c orreapondonce 

CONNER, T P Conner 6 Wetterhahn CONNER,! 0 Public Service 
Electric 6 Gas Co of New Jersey OSB 363 84/00/22 HILLER, H E , 

MORRIS, P A / &CHINK, 0 R Atomic Safety and Licensing Board Panel 
143pp 26291 123 24X Fiche 50-354,84/00/22,0400290440 


9400310190 Forwards affidavit certifying distribution of Amend 7 to 
FSAR for Hope Creek Generating Station ft Amend 4 to environ 
rept - OL stage, per 10CFR2 101 Environ rept - OL 
distribution list & ack receipt forms encl 

hlTTL.R L Public Service Electric 6 Oas Co of New Jersey 
94/09/28 Qfflcs of Nuclear Reactor Regulation, Director 
SCHWENCER.A Licensing Rranch 2 16pp 26319 392 24X 

Fiche 50-354,84/09/30, 8409310199 


D NRC Draft/Final Environnontal Statements, suppls it correspondence 


B40B060090 Requests 60-day extension to allow public advocate to review 
6 comment on DES Extension necessary due to delay in 
assigning new counsel 

REmS.B C New Jersey. State of 94/07/31 SCHWENCCRiA Licensing 
Branch 2 4pp 25922 007 24X Fiche 50-354,94/07/31,0409060090 


8408080019 Responds to S Remis 040730 request for 60-day extension 
of deadline for comments on DES S Remis has not shown basis 
or Identified particular matter of concern to warrant 
ox tension 

CONNER,! D Conner 6 Wetterhahn 84/00/06 SCHWENCER.A Division 
of Licensing Ip 25970 300 24X Fiche 50-354,04/00/06,8408490019 


0400160496 Comments on DES Operation Of facility will have no major 
Impact upon agriculture in area 

BRANCO, J C Agriculture, Dept of B4/O0/OB SCHWENCER, A 
Licensing ©ranch 2 Ip 26107 311 24X Fiche 50-354,04/09/08, 

0408160496 


9409160454 Comments on DES re benthic ft fish populations, endangered & 
threatened spec les, aquati C, water, terrestr ia 1 aquatic 
resources ft exposure pathways 

HlOOINS, D £ Commerce, Dept of, Natl Oceanographic it Atmospheric 
Administration 84/00/10 WAGNER, D H Office of Nuclear Reactor 

Regulation, Director 2pp 26107 278 24X Fiche 50-354,84/08/10. 

8408160454 


8400200396 Forwards DES (NUREO-1074 ) , per 840910 telcon w/D Wagner W/o 
enc 1 

SCHWENCER.A Licensing Branch 2 84/00/10 AL3, E Environmental 

Protection Agency 3pp 26141 217 24X Fiche 50-354,04/09/10. 

8409200396 


8400210205 Requests 30-day review period be established for DES soon to 
be reissued in entirety due to printing errors in original 
documents Review period of 30 days believed appropriate in 
view of familiarity u/origlnal 

WALKA, R M Environmental Protection Agency 94/09/14 SCHWENCER, A 
Licensing Branch 2 Ip 26184 236 24X Fiche 50-354.04/08/14. 

0400210205 


B4082I0326 Requests 30 days from date of receipt to review l< comment on 
reissued DES 

WALKA.R M Environmental Protection Agency 84/09/14 SCHWENCER, A 
Licensing Branch 2 Ip 26180 200 24X Fiche 50-354, 04/00/14, 

9408210326 


9408220432 Denies 040731 request for 60-day extension of DES comment 
period State of NJ desire to obtain consultants for DES 
review not sufficient justification 

SCHWENCER.A Licensing Branch 2 04/08/14 REMIS, S C New Jersey, 

State of 4pp 26209 33? 24X Fiche 50-354, 84/08/14, 8409220432 


6408240163 Offers no comment on DES re transportation aspects 

KESSLER.J J , LARtVI£SE,P Transportation, Dept of, Federal Highway 
Adminis tration B4/0S/14 Division of Licensing Ip 26236 319 
24X Fiche 30-354,04/09/14,8409240165 


6409210213 Recommends that groundwater monitoring during plant 
operation be addressed more thor ough ly . per review of 0E8 
transmitted on 840629 Gtatement should indicate which 
aquifers monitored at wells listed 

BLANCHARD, 0 Interior, Dept of 84/08/15 SCHWENCER, A Licensing 
Branch 2 Ip 26184 012 24X Fiche 30-354,84/08/13,8400210213 



DOCKETED ITEMS 


Q40B290005 Forwards comnents 
UODBi J K Comnerce* Dept 
Administration B4/08/15 
negulation> Director ip 
0400290003 


on 0E5 U/o one 1 

of, N<»tl Dc eanograph I c & Atmospheric 
WAGNER » U H Office of Nocleor Reactor 
26291 243 24X Fiche 50-354,. 84/00/15. 


— 8408010234 'Storm &urge Cal c ulations, Hope Creek Generating Btatlon« 
Lower Alloweys Creek. NJ ** 

• Public Service Electric & Gas Co of New Jerseij 34/07/27 
14pp 23055 145 24X Fiche 50-354,84/07/27,8408010219 


B4082300B3 Confirms B40817 telcon infoiming that tJournia would grant 
Dept of Public Advocate 2-daij entettsian for tiling comments 
on DEB Conirnenta will he submitted bg 840B23 

REMIS, S c New Jerseg, State of B4/oa/17 SCHWENCER A Licensing 
Branch 2 Ip 2A209 039 24X Fiche 50-334,84/00/17,0400230003 


B40BOB0290 Forwards status update of open items identified in draft 
SERi Section l 7, current list of items not get addressed & 
responses to other open items 

MITTL,R L Public Service Electric & Gas Co of New Jersey 
84/07/27 SCHWENCERiA Licensing Branch 3 U Ipp 2S965 329 24 

Fiche 30-354,04/07/27,8400000290 


— 8408330090 Requests 2'*day extension for response to DES, based on 
continuing effort to complete review ?, provide appropriate 
comments 

REMIS, 3 C Mow Jersey. State of 84/00/16 SCHWENCER, A 
Licensing Branch 2 Ip 26209 040 24X Fiche 50-334,04/08/17, 

6400230083 


0400340393 Comments on DES lNUREQ-10741 Water treatment Intake sys, 
cooling water sgsipouor transmission s^js, groundwater, wa ter 
use, ter restr la 1 resources, aq.uatl c resources it historical 
& archaeolog ica 1 sites discussed 

NITTL, R L Public Service Electric it Gas Co of New Jersey 
B4/0B/17 BCHWENCER, A Licensing Branch 3 Bpp 26236 371 24X 

Fiche 50-334,84/00/17,8400240293 


0400270136 Comments on DES DE9 falls to evaluate cumulative risks & 
overall environ impacts of Mope Creek & Salem Nuclear 
Generating Stations Certificate of Sve end Related 
correspondence 

RDDRIOUEZ.J H , REMIS. S . SMAPIRO, R E New Jersey, State of 
84/0B/2I SCHWENCER.A Licensing Branch 2 6pp 26257 284 24X 

Fiche 30-354,84/00/21,0408270136 


B408300304 Ac k receipt of DES (NUREG-1074) Future submiselons should be 
sent to Comml ss ionor, State of NJ.Oept of Environ Protection 
SILVER^ N S Neu Jersey. Sta te of 84/08/24 BCHWENCER, A 
Licensing Dranch 2 Ip 26306 359 S4X Fiche 50-354,84/08/24, 
0400300304, 


E NRC Safety Evaluation Report (SER>, supple t, correspondence 


B40B080149 Summary of 040628 meeting w/u til, D»cht e 1 & Dames Moore in 
Bethesda. MO re hydrology open Items addressed in draft BER 
WAONER, D Licensing Branch 2 04/07/30 Licensing Branch 2 

16pp 25979 027 24X Fiche 30-354,84/07/30,8400080149 


0400030069 Forwards status of open issues identified in draft SER 
Section 1 7, list of draft 8EJ7 tectlons not provided & 
resolution of open items it comments received during Power 
Sys Branch 040417-18 meeting 

MiTTLiR L Public Service Electric Oas Co of New Jersey 

84/OB/OJ 5CKNENCER,A Licensing Branch 2. 304pp 25907 246 24X 

Fiche 50-354, 04/OB/Ol, 8408030069 


640S080140 SumtTiary of 840724 meeting w/utll , Bechtel, GE, In 1 1 Energy 
A»90 c tt Conner t* Uetterhahn in Bethesda. MD fe draft 3ER 
open Items Identified by Hatls Engineering Branch 
WAONER, D Licensing Branch 2 04/00/01 Licensing Branch 2 

22pp 23979 003 24X Fiche 30-334,84/08/01,8400080140 


040S130030 Summary- of 840711 meeting u/util ^ Bechtel in Bethesda, MB re 
draft SER open items identified by Reactor Sys Branch 
WA0NiEn,D Licensing Branch 2 04/08/01 Licensing Branch 2 

12pp 26030 317 24X Fiche 30-334,84/08/01,8403130050 


0408-060176 Forwards status of open items identified in 0’ectlon 1 7 of 
draft SER & current list identifying draft 0ER sections not 
yet provided 

MITTL.R L Public Service Electric & Oas Co of New Jersey 
04/00/03 SCHWENCER.A Licensing Branch S a97pp 25929331 24X 

Fiche 50-354 , 04/08/03, 0400060176 


0400060204 Notlf icat ion pf rescheduled 040002 meeting w/utll in 
Bethesda, HD to discuss draft SER items re seismology 
WAGNER, D H Licensing Branch 2 04/07/09 SCHWENCER.A Licensing 

Branch 2 3pp 25936 190 24X Fiche 30-334,04/07/09,8408060204 


8408010126 Summary eP 840531 meeting w/util, Bechtel, MES, Inc, Dames & 
Moere & AD Little, Inc in Bethesda, MB re rlverborne missiles 
identified as open item in Section 3 5 1 4 of draft SER 
WAGNER, D H Licensing Branch 2 04/07/10 Licensing Branch- 2 

302pp 23073 3l7 24X Fiche 50-394,04/07/10.0400010126 


0408090432 Forwards draft SER Sections 17 1-17 5 re OA Updated vartlon 
of util 040710 1 tr re draft SER outstanding sections end 
SCHWENCER.A Licensing Drancb 2 04/09/03 HlTTL.RL PuhUe 

Service Electric tc Oat Co of New Jersey lipp 23903 190 24X 

Fiche 90-354.04/09/03. 8400990452 


8408130173 Summary of 040712 meeting u/utll L Bechtel in Detheida.MD re 
Radiological Assessment Branch draft 8ER open items 
WAGNER, DH Licensing Branch 2 04/08/07 Licensing Branch 2 

31 pp 26104 lie 24X Fiche 50-334,94/08/0710408130173 


0408010124 Summary of 040713 meeting U/ut i 1, Qech to 1 & GE in Bethesda, MO 
re draft SER open items Identified by Core Performance 
Branch List of attendees one I 

WAGNER, B H Licensing Branch 2 84/07/24 Licensing Branch 2 

7pp 23077 134 24X Fiche 30-334,04/07/24,0408010124 


— 8312020299 Forwards proprietary description of fuel performance 
verification program Description withheld (ref 10CFR2 790) 

CHARNLEV, J 0 General Electric Co 63/11/23 BEflLINGER, C H 
Power Systems Branch 3pp 23097 141 24X Fiche 90-334, 04/07/24, 

8400010124 


— 0402020372 Responds to 831123 Itr proposing substitution of generic 
vendor surveillance on lead test assemblies for routine 
licensee surveillance Proposal considered inadequate due to 
possibility of short- h long-term fuel damage 
RUBENSTEIN, L 8 Assistant Director for Core 8, Plant Systems 
04/Ol/lS GRIDUEV, R L General Electric Co 3pp 29097 146 
24X Fiche 30-354,04/07/24,0400010124 


0408010219 Forwards resolution to draft SER open items In Sections 
2 4 5,3 4 1 3 3 1 4 re floating tni ssl les, for review 

approval Repts supporting resolution end 

MlTTLiR L Public Service Electric & Gas Co of New Jersey 
04/07/27 SCHWENCERiA Licensing Branch 2 4pp 25035 073 24X 

Fiche 30-334.04/07/27,0400010219 


— 840B0102S4 "Analysis of Likelihood of Waterborne Traffic on Delaware 
River Impacting Hope Greek Generating Station in Severe 
Storms " 

« Arthur D Little, inc C-50910 04/07/31 43pp 23835 079 

24X Fiche 30-334,04/07/27,8400010219 


— 8408010231 "Hope Creek Generating Station Extreme Event Sit® Flooding 
Meteorology " 

SMITH, H E , CASTELLIjF P Metoora 1 og ic al Evaluation Servlcesp Inc 
04/07/06 23pp 2SB55< 122 24X Fiche 30-334,04/07/27, 

8408010219 


B40B160170 Forwards listed draft SER sections resulting front review 
of OL app 1 i cation, per 040303 itr Remaining open Items 
listed 

SCHWENCER.A Licensing Branch 2 04/08/07 M1TTU,R L Public 

Service Electric & Gas Co of New Jersey 4dpp 26126 S77 24X 

Flqho 90-334,04/00/07,0400160170 


8400160487 Summary of 040717 meeting w/otll & OE in Bethesda, MD re 
draft SER open items identified by Metis Engineering Branch 
in Sections 53 1 2, 531 3 & 534 List of attendees end 
WAGNER, 0 H Licensing Branch 2 04/08/07 Licensing Branch 2 

25pp 26100 302 24X Fiche 30-354,04/09/07,8400160487 


0400140336 Forwards status rept of draft SER Section I 7 open items, 
draft BER sections not yet provi ded, dra f t SER open items 8, 
resDlutions to items Items identified as complete considered 
closed Description of unresolved issues requested 
MITTL.R L Public Service Electric & Oas Co. of New Jersey 
04/00/10 SCHWENCER.A Licensing Branch 2 ie2pp S604S 117 24X 

Fiche 30-354.84/08/10,0400140336 


0400170403 Summary of 840801 meeting w/ut 1 1 , flech tel, NLTTECH U Impell In 
Bethesda, MB re Structural L Geotechnical Engineering Branch 
structural audit open items identified In draft SER List of 
attendees ti draft responses end 

WAGNER, D K Licensing Branch 2 04/08/10 Licensing Branch 2 

140PP 26134-013 24X Fiche 50-394,84/00/1010400170403 


6408160348 Furwsrds status of npen items in Section 1.7 of draft SER, 
list of draft sER sections not provided, resolutions of open 
items ti FEAR question responses 

MiTTLiR L Public Service Electric & oas Co of New Jersey 
04/00/13 SCHWENCER.A Licensing Branch 2 ISOpp 26090 001 24X 

Fich e’ 30-354, 04/00/13, 0408160348 
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B4-0ai70336 Forwards GE D&sign Memos 170-107 & 170-109 ti Dechtel Stress 
Rept Ca Icu-t ati 0(1 SR10G55-SS2? re stiff pipe clamps 
described in IE Info Notice B3-B0 Submittal addresses 
draft SER Open Item 96 

iMITTLj R L Public Service Electric t/ Gas Co of Neu# Jersey 
a4/0^/14 5CHUENCER«A Licensing Dratich S 2pp 26114 062 24X 

Fiche 50-354,8-1/08/14-040^170336 


— a40Bl70339 "Clamp Induced Stress on Hope Creek Rec irculat t on Piping " 
FARRELL, C A . ZALIZNVAK-M . TliDMPSGN. J L General Electric Ca 
170'107 aAJ07/27 JBpp 26114 064 24X Fiche 50-354.04/00/14, 

0409170336 


— 8400170342 "Clamp Induced Stress on Hope Creek Main Steam Piping Lines 
C «. D " 

ZALIZNYAK, H A - FARRELL. C A . THOMPSON, J U General Electric Co 
i70-lO9 84/07/37 22pp 26114 082 24X Fichc 50-354.84/03/14, 

0409170336 


— 8403170343 "Study Calculation for Stiff Pipe Clamp Calculation 
SR10B55-SS27 " 

HU, C K , CHQIiK i KHLAFALLAH.M Z Decbtel Corp 04/07/31 lOpp 
26114 104 24X Fiche 50-354,04/03/14,8400170336 


3403170103 Forwards resolutions to draft SER open items L responses to 
FSAR quest! ons. List identifying draft 5ER sections not yet 
provided end 

MITTLrR L Public Service Electric & Gas Co of Wew Jersey 
64/00/13 SCHWENCER.A Licensing Branch 2 STBpp 26119 130 24X 

Fiche 30-354,04/09/15,3408170103 


B40B240S73 Forwards "Basis for Cable Sys Design, Power Generating 
Stations " Rept provides basis for 16-tnch vertical & 

12-lnch horizontal cable tray separation criteria, in 
response to Question 430 51 it draft SER Open Item 245 
MITTLiR L Public Service Electric 6 Qas Co of Netj Jersey 
84/03/19 BCHWENCER.A Licensing Branch 2 2pp 26225 146 24X 

Fiche 50-354,84/08/15,0409240273 


—8408240208 "Basis for Cable Sys Design, Power Oenerating Stations " 
* Public Service Electric t< Gas Co of New Jersey 71/07/16. 
aopp. 26225 149 24X Fiche 50-354,04/00/15.8400240273 


B40G28020! Forwards status of open items Identified in draft SER 
Section I 7, list of sections not provided, resolutions to 
open Items 6 F3AR responses to questions H/64 oversize 
drawings Aperture cards available in PDR 

MITTLrR U Public Service Electric S' Gas Co of New Jersey 
04/O8/2O SCHUENCER, A Licensing Branch 2 412pp 26270 264 24X 

Fiche 59-354.94/08/20,0408290201 


3409290134 Forwards "Cold Shutdoti/n/Ppwer Bus Failure Analysis Repti " 
'*Kigh Energy Line Break/Control Sys Failure Analysis," 

"Coziwnon Power/Control Sys Failures Evaluation Rept" 6 
"Common Sensor Failure ," per draft SER open items 
HITTL, R L Public Service Electric & Oas Co of Now Jersey 
84/09/24 SCHHENCEfi.A Licensing Branch 2 57pp 26290 001 24X 

Fich e, 30-354, 04/09/24, 0408290134 


— 9400290138 "Cold Shutdoiun/Power Bus Failure Analysis Rept 

* Public Service Electric 6 Gas Ca of New Jersey 64/09/31 
24pp 26290 038 24X Fiche 50-354,94/08/24,8400290 1 34 


'9408290144 "High Energy Line Break/Control 9tfs Failure Analysis 
# Public Service Electric 6 Gas Co of New Jersey G4/0B/31 
loopp 26290 0B2 24X Fiche 50-334.04/08/24,04 08290 1 34 


8400290149 "Common Pouer/Control Sys Failures Evaluation Rept " 
« public Service Electric 6 Gas Co of New Jersey 04/00/31 
53pp 26290 194 24X Fiche 50-354,84/08/24,0409290134 


409290160 "Common Sensor Failure Evaluation Rept " 
a Public Service Electric & Gas Co pf New Jersey 04/08/31 
60pp. 26290 247 24 X Fiche 50-354,84/08/24,8400290134 


Security, medical, emergency fire protection plans 


1100065 Forwards revised emergency p Ian, incorporatinig resolution of 
'C comments from 840621 emergency preparedness meeting 
fitfavlt end 

TTLj R L Public Service Electric Oas Co of New Jersey. 

/07/20 BCHWENCER.A Licensing Branch 2 2pp 25999 053 24X 

Che 50-354* 84/07/20, 0408100065 


00100067 Revised "Hope Creek Generating Station Emergency Plan, " 
a Public Service Electric & Gas Co of New Jersey 84/07/20 
OBpp 23989,055 24 X Fl c h e 50-354, 84/07/20, 84001 00065 


0400010227 Requests addl info needed to complete FSAR rev i ew , i nc 1 ud 1 ng 
infD re fire protection for solid waste product in storage 
area *< justification fnr departure fr om/Reg Guide 1 32 
Response should be provided by 040013 

BCHWENCER.A Licensing Branch 3 84/07/24 MllTL.R L Public 

Service Electric Oas Co of New Jersey 3pp 25073 277 24X 

Fiche 30-354,04/07/24.0408010227 


D40B070147 Advises that 840321 Rev 2 to security plan re proposed vital 
area identification program does not satisfy criteria 
contained in enc 1 Review Guidelines 17 Amended plan should 
bo submitted by 040810 

SCHWENCen.A Licensing Branch 2 04/00/Oi MITTL, R L Public 

Service Electric tc Oas Co of New Jersey 14pp 23957 120 24X 

Fiche 50-334, 04/09/01. 0400070147 


B40B200151 Notification of 040022 meeting w/util m Silver Spring, MD to 
discuss vital areas submittal & safeguards matl Meeting 
closed to public 

WAGNER, D H Licensing Branch 2 84/00/10 SCHWENCER. A Licensing 

Orafich 2 4pp 26J42 325 24X Fiche 50-354,04/08/10, 840 0200151 


6408210400 Informs that FEMA does not intend to conduct full-scale 
evaluation of Hope Creek 1905 exercise Since Salem Unit 1 DL 
Issued prior to 620713, full participation in 1905 not 
required by NRC or FEMA rules 

KRIHM, R W Federal Emergency Management Agency 04/00/13 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 2pp 26177 256 24X Fiche 50-000.04/03/13, 

0408210408 


S408170052 Forwards "Control Room Design Review Summary Rept - Hope 
Creek Generating Station, " in response to Generic Ltr 02-33, 

Item 5 (NLlREG-0737, Supp 1 1) Meeting requested 
KITTL.R L Public Service Electric Gas Co of New Jersey 
04/08/14 SCHWENCER.A Licensing Branch 2 2pp 26118 133 24X 

Fiche 50-354,04/00/14,8400170052 


— 940B170056 "Control Room Design Review Summary Rept - Hope Creek 
Generating Station " 

a Essex Corp 84/00/06 2l0pp 26110 135 24X 

Fiche 50-354, 04/00/14, 0408170052 


6408290002 Updates status of safety parameter display sys, per 640402 
commitment re Generic Ltr 02-33 Plant-specific displays it 
analysis will be available for NRC review in Dec 1984 
MlTTLiR L Public Service Electric U Gas Co of New Jersey 
84/00/24 SCHWENCER.A Licensing Branch 2 2pp 2633B 164 24X 

Fiche 30-334, 64/00/24. 0400290002 


O Adjudicatory correspondence 


0408010246 Motion to compel designation of witnesses It availability for 
depositions (t/or to dismiss proceeding ASLD should set date 
for public Advocate to furnish info re expert witnesses 
Certificate of 8vc end Related correspondence 
CONNER, T B Public Service Electric it Gas Co of New Jersey 
CONNER, T B Conner it Uetterhahn D5B 671 84/07/30 Atomic 

Safety and Licensing Board Panel 20pp 25055 347 24X 

Fiche 30-354,04/07/30,8408010246 


6400090259 Motion for extension of time to respond to applicant 
motien to compat designation of witnesses tc availability for 
depositions it/or dismiss proceeding Certificate of Sve encl 
Related correspondence 

REI1E8, S C New Jersey, State of DSQ 837 04/08/03 Atomic 

Safety and Licensing Board Panel 5pp 23972 200 24X 

Fiche 50-334,84/00/03,0408090259 


B4080803B9 Answer opposing Public Advocate motion for extension of 
time to respond to applicant 840730 motion to compel Public 
Advocate to designate expert witnesses it make available for 
depositions W/Cert 1 f icate of 8vc Related correspondence 
RADER, R M Public Service Electric it Gas Co, of New Jersey 
RADER, R M Conner It Wetterhahn DSD 836 04/08/07 Atomic 

Safety and Licensing Board Panel 132pp 23974 103 24X 

Fiche 50-334,84/08/07,0400080389 


8400140543 Confirms 040807 telcon re Superior Court of NJ opinion 
authorizing Public Advocate of NJ to intervene in OL 
proceeding Related Correspondence 

REMISiS C Neu Jersey, State of DSfl 023 84/00/07 MILLER, M E 

Atomic Safety and Licensing Board Panel 9pp 26061 227 24X 

Fiche 50-354.84/08/07,0400140943 


B4O013D1O2 Response to intervener 040003 motion for extension of time 
to respond to applicant 840730 motion to compel designation 
of witnesses Extension of 30 days sufficient Certificate of 
Bve encl 

DEWEY. L S Hearing Branch 3 DSB 909 84/00/08 Atomic Safety 

and Licensing Board Panel 4pp 26007 329 24X 

Fiche 90-354,04/00/00.0400130102 
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04Ofll4OO2'> Order denying Public Advocate of NJ 040730 reqUeBt for 
60-day oitensian of tume to respond to applicant 040730 
motion Public Advocate of NJ witnesses must be identified by 
840820 Served on B40B13 

MlLLER*fJ E Atonic Safety and Licensing Board Panel OSD 951 
84/00/10 Nou Jeisey, State of 3pp 26044 19J 24X 

Flche 50-334.04/00/10-0408140024 


8400200447 Response to A5LD 840010 order establishing 840020 as date to 
Identify witnesses 6 to make witnesses available for 
depositions within 2 Wks Addl tine requested Certificate of 
Bvc enul 

SHAPIRO- R E - REtllS. S C New jersey. State of DSQ 399 84/08/20 

4pp 26200 330 24X Fichc 30-354.04/00/20.8400200447 


0400290014 Petition for addl time to make eJcpert witnesses available 
for depositions Scheduling of depositions in Oct requested 
Certificate of Sve end Related coTrespondenc e 

SHAPIRO, n E . REMIS. S C Now Jersey, State of OSD 360 04/00/20 

Atomic Safety and Licensing Doard Panel I8pp 26291 217 24X 

F i ch e 50-354 . 84/00/20. 04082900 1 4 


0400200440 Forwards "Environ Qua! i f i cat i on Surrmary Repb " Related 
c orrespondonce 

CONNER. T B Conner Wetterhahn CONNER,! 0 Public Service 
Electric S, Oas Go of Ncu Jersey DOB 363 04/00/22 MILLER, h E , 

MORRIS. p A , SCHINK,D R Atomic Safety and Lltonsing Board Panel 
143pp 26201 1S3 24X Fiche 50-334.04/08/22.0400200440 


9400200449 Notice of appearance in proceeding 

SHAPIRO. R E New Jersey. State of D8D 333 04/08/23 Ip 

26S80 346 24X Fiche 30-334.04/08/23,0408200449 


B4O020O223 Motion to disniss proceeding as result of default by public 
advocate in not complying uj/ASLB 040010 order to identify 
witnesses by 040020 & answer opposing Intervener motion for 
addl delay Certificate af Sve encJ 

RABERj R M Public Service Electric tc Oas Co of New Jersey 
RADER. R M Conner Hetterhahn USD 323 04/08/24 Atomic 

Safety and Licensing Board Panel J7pp 26274 347 24X 

Fiche 50-354. 84/00/24. 0408200223 


H General correspondonce 


8400070204 Submits change of address 6 teloprione numbers for 
documentation ro facility 

DTro. H W Delaware. State of 04/07/31 WAGNER. D H Division of 
Licensing Ip 2S949 109 24X Fiche 50-354. 04/07/31 . 0408070204 


8400100003 Requests that author & FM Parkowskl be removed from facility 
SVC list RJ Touhey be added 

VABUKIiN C Delaware Bolid Waste Authority 84/00/00 WAONER. D 
Licensing Branch 2 Ip 23909 307 24X Fiche 50-354.04/00/00. 

8400100003 


04OBS8O353 Requests deletion of deputy atty g eneral. State of NJ. front 
mailing list to eliminate redundant copies 

KIHMELMAN. I I . ENQEt . R F New Jersey. State of 04/00/20 NRC - 
No Detailed Affiliation Given ip 26282 232 24X 

Fiche 30-354.04/00/20.8400200353 


K Utility Final Safety Analysis Report <FSAR> 8< amends 


0408230332 Forwards Amend 7 to FBAR (filed In PDR Category K) 

MITTL.R L Public Service Electric I Oas Co of New Jersey 
84/00/20 SCHWENCER.A Licensing Branch 2 3pp 26325 290 24X 

Fiche 50-354.84/08/20,0100230352 


—0408230371 Amend 7 to FSAR for Hope Creek Generating Station (filed In 
PDR Category K) W/i67 overelte drawings Aperture cards 
available In FDR 

e Public Service Electric it Oas Co of New Jersey 04/00/20 
357pp 26326 006 24X Fiche 30-334,04/08/20,0400230332 


0408310198 Forwards affidavit certifying distribution qf Amend 7 to 
FBAR for Hope Creek OenerattnQ Station & Amend 4 to environ 
ropt - OL stage, per I OCFRa 101 Environ rept - OL 
distribution list it act receipt forms end 

MITTLjR L Public Service Electric 4t Oas Go of New Jersey 
84/09/20 Office of Nuclear Reactor Regulation, Director 
SCHWENCER.A Licensing Branch 2 16pp 26310 S92 24X 

Fiche 50-334, 84/08/20. 0408310190 


0 Inspection reports, IE Bulletins i* correspondence 


04OB1SO6SO Forwards lE Insp Rept SO-354/04-OB on 840603-00 No 
violations noted 

MARTIN,! T, Division of Engineering & Technical Programs, 04/07/24 
MARTIN,! T Public Service Electric Oas Co of New Jersey 2pp. 
26079092 24X Fiche 30-334,84/07/24,0408130650 


— 0408150653 IE Insp Rept 30-354/94-00 on 040605-00 No violations noted 
Major areas inspected power block heave/sett 1 emen t 
measurement program records it revlaw of corrective actions 
associated u/previously identified const deficiency 
VAREUA.A A , DURR. J P Region I. Office of Director 84/07/06 
Spp 26079 094 24X Fiche 30-354,04/07/24.8400 1 50650 


8407230229 IE Info Notice 04-37, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Sve list end 

JORDAN, E L Division of Emergency Preparedness tk Engineering 
Response (Post 030103) S4/07/27 Consolidated Edison Co qf New 

York- Inc 119pp 25B63 047 24X Ftche 50-000.04/07/27,8407250229 


0400200364 Forwards IE Insp Rept 50-334/84-03 on 040514-0624 b notice 
of violation 

8!AR0STECKI,R Division of Project U Resident Programs 84/07/31 
MARTIN. T j Public Service Electric 6 Oas Co of New Jersey 2pp 
26140 001 24X Fiche 50-354.84/07/3110400200364 


— 8408200363 Notice pf violation from insp on 040514-0624 

e Revlon 1, office of Director 04/07/31 S!pp 26140 003 24X 

Fiche 50-334, 64/07/31. B4Da20(X364 


— 0400200366 IE Insp Rept 50-334/84-05 on 040314-0624 Noncomp t ianca 
noted improper tic-wrapping of safety-re lated cable, 
unauthorized mod of torquing of anchor bolts for conduit 
support Si improper installation of control room shims 
BATEMAN. W H , MCCABE. E C Region 1. Office of Director 04/07/23 
tlpp 26140 COS 24X Fiche 50-354,84/07/31.0408200364 


0408070323 Ack receipt of 84062? 1 tr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-354/04-06 
Corrective action* will be examined during future insp 
MARTIN.! T Division of Engineering fc Technical Programs 84/00/01 
MARTIN.! J Public Service electric it Oas Co of New Jersey 4pp 
23945 230 24X Fiche 50-334.84/03/01.8400070323 


— B40B070326 Responds to NRC 040531 1 tr re violation* noted in IE Insp 
Rept 50-354/84-06 Corrective actions rear bracket 
attachments on pipe supports relnspected & QC engineers 
given addl training in spec requirements 

MARTIN. T J Public Service Electric it Oas Co of New Jersey 
84/06/29 flURLEY. T E Region 1. Office of Director 2pp 
23943 242 24X Fiche 50-354, 84/00/01 1 8408070323 


0408200493 Forwards IE Insp Rept 50-354/84-0? on B40611-15 No 
vlotatlans noted, 

MARTIN,! T Division of Engineering t* Technical Programs 34/00/01 
MARTIN, J T Public Service Electric it Oas Co of New Jersey 4pp 
26138-270 24X Fiche 50 - 354.84/00/01,8400200495 


— 8409200504 IE Insp Rept 30-334/34-0? on 040611-13 No violations noted 
Major areas Inspected previously identified i tPms, e lectrical 
cables, termination. HVAC it related OA/QC activities 
FINKEL/A , CHEH,U * CHEUN<3»L Region 1, Office of Director 
84/07/19 gpp 26130 294- a4X Fiche 30-354.84/08/01,8403200495 


0400010333 IE Info Notice 04-59. "DeUberate Circumventing of Station 
Health Physic* Procedures *' Sve list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 84/00/06 Consolidated Edison Co of New 

York. Ent 122pp. 2606B OOl 24X Fiche 50 - 000 , 04/00/06. 8400010333 


0408010337 IE Info Notice 04-60. “Failure Of Air Purifying Respirator 
Filter* to Meek Efficiency Requirement " Bvc list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Rasponse (Post 030103) 04/00/06 Consolidatad Edison Co of New 

York. Inc I23pp 26067:150 24X Fiche 50-000,84/08/06,0408010337 


840807012:0 IE Info Notice 04-61. "Overexposure of Diver in PHR 
Refueling Cavity *' Sve list end 

JORDAN, E L Division of Emergency Preparedneii fc Engineering 
Response iPost 830103). 84 / 08/00 Consolidated Edison Co of New 

York. Inc I20pp 26129 110 24X Fiche 50-000. 04/00/00. 0408070120 


0408280066 Respond* to lE Bulletin 83-07 re fraudulent products from 
Ray Miller Inc Procedures for assuring quality of vendor- 
suppllad item* outlined 

MARTIN,! J Public liervlce Electric it Oas Co of New Jersey 
04/00/08 MURUEY. T, E Region 1. Office of Director 3pp 
26261,217 24X Fiche 50 - 354 . 04/00/08,0400280066 


B4OB20OOB9 Responds to 040312 IE Bulletin 04-02. “Failures of GE Type 
HFA Relays in Use in Class IE Safety Sys ** Century series 
relays used. Magne t iC coil assemblies replaced w/Tefzel coll 
spools 

MARTIN. T T Public Service Electric it Oas Co of New Jersey. 
84/00/00 MURLEY, T E- Region 1. Office of Director, 3pp 
26261.104 24)C Fiche 50-354i 84/08/00, 0408200009 
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B40a07037A IE Ififo Notice 94 - 62 , "Therapy hi sadfliini 5 trat i ons to 
Patients Undergoing Co-60 Teietherapy Treatments •' Svc 
list end 

GRACE. JN Division of QA. Safeguards, h Inspection Programs <Post 
S30103) 84/08/10 Consolidated Edison Co of Meui York, Inc 

tajpp 26130 001 24X Flche 50-000. 04 /OB/ 10.. 0408070376 


B408100009 IE Info Notice 84-63. "Defective RHR PepUcemenfe Piping ■' 
Svc list end 

JQRDANiE L Division of Emergency Preparedness ^ Engineering 
Response fPost B3O1031 B4/O0/13 Conso I liJ,ated EdlsPn Co of New 

Yorkj Inc U9pp 26197 218 24X Flche SO-000. 84 /OB/ 1 3. 8408100009 


8400170336 Forwards GE Design Memos 170-107 t 170-109 U. Bechtel Stress 
Rept Calculation SR10a55“S327 re stiff pipe clamps 
described in IE Info Notice 83-80 StJbmlttal addresses 
draft SER Open Item 96 

MITTL.R L Public Service Electric 8c Oas Co of Neu Jersey 
04/08/14 SCHWENCER.A Licensing Branch 2 2pp 26114 062 24X 

FichB 50-354.04/00/14.8408170336 


—0408170339 "Clamp Induced Stress on Hope Creek Recirculation Piping " 
FARBELL, C A . ZALIZNYAK.. M . THOMPSON. J L General Electric Co 
170-107 84/07/27 iBpp 26114 064 24 X Flche 30-354.04/08/14. 

8408170336 


— 8400170342 "Clamp Induced Stress on Hope Creek Mam Steam Piping Lines 
C & D " 

ZALIZNYAK. M A . FARRELL. C A . THOMPSON. J L General Electric Co 
170-109 84/07/27 2Spp 26114 082 24X Flche 50-354,84/08/14, 

0408170336 


—8408170343 "Study Calculation for Stiff Pipe Clamp Calculation 
8R10B53-5S27 " 

KUrC K . CHOI.K . KHLAFALLAH.M Z Bechtel Corp 04/07/31 lOpp 
86114 104 24X Flche 30-354.84/03/14.8408170336 


8400100038 IE Info Notice 84-64. "QWR HPCl Initiation 9eal~In & 
Indication " Svc list end 

JORDAN. E L Oivisian of Emergency preparednesa S. Engineering 
Response (Post 830103) 84/08/15 Consolidated Edison Co of New 

York. Inc 104pp 26198 093 24X Flche 50-000. 84/00/ 15, 8408100038 


0408100021 IE Info Notice 04-65. "Underrated Fuses tfhich hay Adversely 
Affect Operation of Essential Electrical Equipment *■ Svc 
list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/08/16 Consolidated Edison Co of New 

York. Inc 110pp 26198001 24X Fl che 50-000. 84/08/ 16. 0400100021 


9408100055 IE Info Notice 04-66. "Undetected Unavailability of 
Turbina-Driven Auxiliary Feedwater Train " Svc list enc 1 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103 ) 84/08/17 Consolidated Edison Co of New 

York. Inc 120pp 26276 001 24X Fi che 50-000. 84/08/ 17. 0408100055 


8408140208 IE Info Notice 84-67. "Recent Snubber Inservice Testing (4/ 
High Failure Rates " Svc list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 84/08/17 Consolidated Edison. Co of New 

York. Inc t22pp 26276 122 24XFiche 50-000.84/08/17.8400140208 


0400210142 IE Info Notice 84-68. "Potential Deficiency in Improperly 
Rated Field Hiring to Solenoid Valves " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/09/21 Consolidated Edison Co of New 

York. Inc I15pp 26329 008 24XFiche 50-000.04/08/21.8400210142 


I Reportable occurrences. LERs related carrespondence 


1408340332 Submits annotated requests for followup on potentially 
generic problem in end part 21 rept from Dasler Electric re 
SCRs on nuclear exciters mounted w/tPo much proseure 
NORELIUS.C E Division of Project It Resident Programs 84/04/25 
JORDAN. E L Director's Office. Office of Inspection and Enforcement 
Ip 26225 303 24X Fiche 50-000.84/04/25,8408240332 


08100085 Interim deficiency rept re cracked bosses on Colt Industries 
diesel generator lube oil pump discharge nazrles Initially 
reported on 040425 Design far tapered thread adapter 
changed Nett rapt expected by 840807 Reportable per Part 21 
MARTIN,! J Public Service Electric 1 Oas Co. of New Jersey 
84/07/18 MURLEY. T E Region 1. Office of Director 2pp 
S5990 198 24X Flche 50-354.84/07/10,0400100005 


38100140 Final deficiency rept re economlilng resistors supplied by 

Sasler Electric on emergency diesel generator exciters 

Initially reported on 640627 Corrective actions Implemented 

ly supplier b documented In Nonconformance Rept 4040 

■fARTlN. T J Public Service Electric Oas Co. of New Jersey 

14/07/24 HURLEY. T E Region 1. Office of Director Spp 

25980 267 24X Fiche 50-354,84/07/24.8408100140 


8408100096 Interim deficiency rept re defective ITT Grlnncll capstan 
springs in mechanical shock arrestors Initially reported on 
031024 Springs replaced in 25 of 06 snubbers at Pacific 
Scientific Final rept un 1 1 be submitted on 040831 
MARTIN. T J Public Service Electric lb Gas Co of New Jersey 
84/07/35 hurley. T E Region 1. Office of Director 2pp 
25970378 24X Fiche 50-354.04/07/25,8408100096 


8408300342 Significant const deficiency rept re cracked bosses on 
diesel generator lube oil pump discharge noizles Initially 
reported on 840425 Colt Industries rescheduled onsite insp 
of diesel generators Next rept expected by 840928 
MARTIN.! J Public Service Electric t Gas Co of Now Jersey 
04/08/07 HURLEY. T E Region l. Office of Director 2pp 
26300 340 24X Fiche 50-354.84/08/07,8408300342 


DOCKET 50-355 HOPE CRELK NUCLEAR STATION, UNIT 2 


S Reportable occurrences, LERs & related correspondence 


8408240332 Submits annotated requests for followup on potentially 
generic problem in end Part 21 rept from Basler Electric re 
8CRs on nuclear exciters mounted w/too much pressure 
NORELIUS.C E Division of Project Z. Resident Programs 84/04/25 
JORDAN. E L Director's Office. Office of Inspection and Enforcement 
Ip 26225 303 24X Fiche 50-000,04/04/25.8408240332 


8400100085 Interim deficiency rept re cracked bosses on Colt Industries 
diesel generator lube oil pump discharge noxiles Initially 
reported on 840425 Design for tapered thread adapter 
changed Next rept expected by 840807 Reportable per Part 21 
MARTIN,! d Public Service Electric & Gas Co of New Jersey 
84/07/18 MURLEV. T E Region 1. Office of Director 2pp 
25990 198 24X Fiche 50-354.84/07/18.0409100085 


DOCKET 30-356 UN IV OF ILLINOIS RESEARCH REACTOR 


F Security, medical, emergency ii fire protection plans 


0408010302 Forwards IE Insp Repts 50-151/84-01 50-356/84-01 on 

040619-22 No nencamp 1 lane c noted 

NORELIUS.C E Region 3, Office of Director 84/07/19 Mli-EY. G H 
Illinois. Unlv of. Urbane. IL 2pp 25866 117 24X 

Fiche* 30-151.84/07/19.0408010302 


—8408010308 IE Insp Repts 30-i5l/B4-01 i. 50-356/84-01 on 840619-22 
No nencompl iance noted Majpr areas Inpected requa 1 1 f i cat ion 
training fuel handling & surveillance ac t i vl ti es. rad 1 ati on 
control practices emergency planning 

TAUBLINO. T N Region 3, Office of Director 84/07/18 lOpp 
23866 119 24X Fiche 50-191.84/07/19.0408010302 


8400030276 Certifies nuclear reactor committee formal approval of 
additions & changes to emergency plan on 840723 Last 
sentence in Section 343 changed for clarity 

OECKiG P , HDPKE, P K . MILEY. 6 H Illinois. Unlv of. Urbane. IL 
84/07/24 THOMAS. C O Standard i zation & Special Projects Branch 
Ip 25717 258 24X Flche 50-151,84/07/24.8408030276 


Q Inspection reports. lE Bulletins it correspondence 


8400010302 Forwards IE Insp Repts 50-151/04-01 8, 50-336/84-01 on 
840619-22 No noncompliance noted 

NQRELIUS.C e Region 3, Office of Director 84/07/19 MIUEY. G H 
Illinois. Univ of. Urbana. IL 2pp 25866 117 24X 

Fiche 50-151,84/07/19.8408010302 


—8408010308 IE Insp Repts 30-151/84-01 30-356/84-01 on 840619-22 

No noncomp 1 lance noted Major areas inpected requali f i cat ion 
training fuel handling & surveillance ac tivi tl es. rad latl on 
control practices 6 emergency planning 

TAUBLINO. T N Region 3. Office of Director THOMAS. C C . 
HYDER. J E Los Alamos Scientific Laboratory 84/07/18 lOpp 
25866 119 24X Flche 50-151.04/07/19.8408010302 


V Operator Examinations 


84Q8140426 Provides address for transmitting all operator licensing 
correspondence to Region 111 ofc. except Info for examiners 
WALKER. R D Region 3, Office of Director 84/08/10 Michigan, 
Unlv of, Ann Arbor. MI 2pp 26051 198 24X Fiche 50-000. 

84/08/10. 8400140426 
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DQCKET 50 350 WILLIAM H ZIMMER NUCLLAR STATION- UNIT l 


A App 1 1 cat 1 on/c Dpstruc ti on stage documents i c orrespond«tice 


0400070110 Generic Ltr 04^19 to all licensees of op(?ratin9 reactorSj 
applicants for OLs L holders of CPs re ava i lab i 1 i kg of 
Suppl I to NUne0‘'0933< 'Pr 1 on ti iat 1 on of Generic Safety 
Issues ” Svt list enc 1 

EISENHUT. D G Division of Licensing e'I/O0/O& Consol l datcil 

Edison Co of Meu York, tnc 10pp 26129 23B 24X 

Fiche SO-000- S4/0S/Q6. 04080701 lO 


B40QS002/3 Generic Ltr 04-20 to all licensees of operating reactors 
applic<ints for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevieuied safety 
questions Svc list encl 

EISENHUT- D G Division of Licensing 04/08/20 Consolidated 
Edison Co of Nfliii York, Inc I7pp 26276 244 24X 

Fiche 50-000. 84/00/20. 8400200275 


— 8408230400 IE Insp Rept 50-350/84-05 on 040427-0716 No noncomp 1 i ance or 
deviations noted Major areas inspected verification of 
actions re proposed urithdrawal of application h transfer, 
packaging i> shipnent of irradiated fuels 

GRANT, B , FQRNEV, W L Region 3- Office of Director 04/08/02 
6pp 26212 209 24X Fiche 50-350 , 84/00/03,0408230474 


8400010333 IE Info Notice 84-39. "Deliberate Circumventing of Station 
Health Physics Procodures " Svc list end 

JORDAN. E L Division of Emergency Preparedness tc Engineering 
Response (Post 830103) 04/OB/D6 Consolidated Edison Co of Neut 

York. Inc i22pp 26D6S 001 24X Fiche 50-000. 04/00/06. 0400010333 


8400010337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Filters to Meat Efficiency Requirement " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 64/08/06 Consolidated Edison Co of NettJ 

York, Inc laopp 26067 158 24X Fi che 50-000. 04/00/06. 0400010337 


G Adjudicatory correspondence 


0408070461 Transmittal of Info re util 84032O motion for withdrawal of 
OL application Fuel removed from site, steam supply sys 
modified 2. CRD mechanisms removed Certificate of Svc end 
WETTERHAHN. M J Cincinnati Oas & Electric Co WE TIER HAHN . M j 

Conner & Netterhahn DSS 775 04/OB/O2 4pp 25940 296 a4X 

Ficho 30-350,84/08/02,0408070461 


8408080201 Ac k receipt of 040802 info re motion for uithdrauial of 
application in proceeding ASLD will act promptly on motion 
upon receipt of staff recommendations Served an 840807 
FRYE. J H Atomic Safety and Licensing Board Panel DS0 822 
84/08/07 WETTERHAHN. M J Conner 8. Wetterhahn Ip 25960 263 
24X Fiche 30-359- 04/08/07. 8408000201 


0409210366 Further answer in support of applicant 040320 notion for 
withdrawal of application Termination order. c ondi tinned on 
implementation of applicant Q 40601 restoration plan, 
recommended Insp summary end 

TREQY. 8 A Hearing Branch I DSfl 103 84/08/17 Atomic Safety 

and Licensing Board Panel llpp 26181 ODl 24X 

Fiche 50-350,04/08/17.0400210366 


0400070120 IE Info Notice 84-61# "Overe j( p osure of Diver in PWR 
Refueling Cavity “ Svc list end 

JORDAN. E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 04/OB/OB Consolidated Edison Co of New 
York. Inc I20pp 2612? 110 24X Fiche 30-000,04/00/08.8400070120 


0408070376 IE Info Notice 84-62. "ThoTapy Mi sadminl s trat i one to 
Patients Undergoing Co-60 Teletherapy Treatments " 8vc 
list end 

GRACE. J N Division of QA. Safeguards 6 inspection Program* (Post 
830103} 64/00/10 Consalidated Edison Co of New York. Inc 

l2Spp 26130 001 24X Fiche 50-000,84/00/10.8400070376 


8400100009 
Svc list 
JORDAN. E 
Response 
York. Inc 


IE Info Notice 84-63, “Defectiva RHR Replacement Piping " 
enc 1 

L Division of Emergency Preparedness St Engineering 
(Post 830103) 84/00/13 Consolidated Edison Co of New 

Il?pp 26197 210 24X Fiche 30-000,04/00/13.8400100009 


8400100036 IE Info Notice 84-64. “DWR HPCl Initiation Seal-ln tt 
Indication " Svc list encl 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/08/15 Consolidated Edison Co of New 

York. Inc I04pp 26198 093 24X Fiche 30-000.04/00/15.8400100030 


—0400210374 Affidavit of OE LaRoche in suppo 
applicant 640320 motion for withdrawal of 
Certificate of Svc encl 

LAROCHE, G E Environmental it Hydrologic 
04/00/14 6pp 26181 012 24X Fiche 50 


rt of NRC further answer to 
appl Ication 

Engineering Branch 
-350. 84/00/) 7, 04OQ21O366 


0408100021 IE Info Notice G4-65. ^'Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list sne 1 

JORDAN* E L Divisian of Emergency Preparedness V Engineering 
Response (Post 030103) 04/06/16 Consolidated Edison Co of New 

York. Inc UBpp 26198 001 24X Fi c he 50-000. 04/00/16. 8400100021 


B4O031O1O4 Kemorandum it order granting applicant 040320 motion to 
withdraw application for OL 6 to dismiss proceeding subj to 
implementation of util 840601 site restoration plan Served 
on 840830 

LINENBERGER, G . FRYE, J H Atomic Safety and Licensing Board Panel 
DSB 393 04/08/2? Cincinnati Oas t. Electric Co 5pp 

26322 234 24X Ficho 50-338. 04/08/29. 04083 10104 


S4G01OOO3S IE Info Notice 84-66. "Undetected Unavailability of 
Turbine-Orlven Auxiliary Feedwater Train " Svc list encl 
JORDAN* E t Division of Emergency Preparedness & Engineering 
Response (Post B30i03) 84/00/17 Consolidated Edison Co of New 

York. Inc 120pp 26276 001 S4X Fiche 50-000,04/00/17*0400100055 


H General correspondence 


8405180145 Responds to 040314 ltr to Chairman Patladino which encl 
W b V Smelser concern re Marble Hill 6 Dallly cancellation, 
withdrawal of util application for Zimmer b denial of 
license for Byron facility 

OIRCKS, w J Office of the Executive Directar for Operations 
04/05/04 LUGARi R 0 Senate 7pp 24524 323 24X 

Fiche 30-000,04/05/04.0403180145 


— 0405100152 Requests response to encl W b V Smelser 840210 Inquiry into 
NRC attitude toward utils Concerns Include Marble Hill b 
Baillg cancel latlon. ul thdrawal of util application for 
Zimmer b denial of license for Byron facility 

LUOAR.R G Senate 84/03/14 PALLADINO. N Commissioners 3pp 
24524 331 24X Fiche* 50-000, 84/03/04. 8403100143 


0 Inspection reports. IE Bulletins b correspandence 


6407250229 IE Info Notice 04-37. "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/07/27 Consolidated Edison Co of New 

York. Inc 119pp 25865 047 24X Fiche 50-000. 04/07/27. 8407230229 


8400230474 Forwards IE Insp Rapt 50-350/04-05 on 040427-0716 No 
noncomp 1 iance noted 

WARNiCKiR F Region 3, Office of Director 84/00/03 9CH0TT. J B 
Cincinnati Gas b Electric Co 2pp 26212 206 24X 

Fiche 50-350,84/00/03,8400230474 


8400140208 
High Fail 
JORDAN. E 
Response 
York, Inc 


IE Info Notice 04-67, "Redent Snubber Inservice Testing W/ 
ure Rates " Svc list and 

L Division of Emergency Preparedness & Engineering 
(Post 830103) 64/00/17 Consolidated Edison Co of New 

122pp 26376 122 24 X Fiche 50-000.84/08/17,8403140200 


0408210366 Further answer in support of applicant 040320 motion for 
withdrawal of application Termination order* cond i tloned on 
Implementation of applicant 040601 restoration plan, 
recommended Insp summary efid 

TREOY. 8 A Hearing Branch 1 DSB 185 04/00/17 Atomic Safety 

and Licensing Board Panel llpp 26181 001 24X 

Fiche 30-358.84/08/17.6408210366 


8406210142 lE Info Notice 84-60. "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves ■’ sve list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/00/21 Consolidated Edison Co of New 

York. Inc llSpp 2632? 000 24X Fiche 50-000,04/08/21.0408210142 


8 Reportable occurrences, LERs b related correspondence 


0408240340 Part 21 rept re prese^nce of Loctite-242 In CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported on 840413 New thread locking devices investigated 
BHERWOQD. 0 0 General Electric Co 84/04/13 DEYOUNG. R C 
Director's Office. Office of Inspection and Enforcement 3pp 
26222 2 56 24X Fiche 50-000.04/04/13.0400240340 
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DOCKET 50-361 SAN QNOFRE NUCLEAR STATION. UNIT 3 


A AppUcatlon/canstruction stage docun^ents fc c orrespondence 


B4DB13022O Faruards list af open items requiring resolution before 
lou pouer operation can be endorsed bi/ region 

ENOELKEN. R H Region 3. San Francisco* Of flee of the Director 
<81/03/01) 02/01/04 EISENHUT. D <5 Division of Licensing 9pp 

2600B 185 24X Piche 30-361.82/01/04.8408130220 


F Security, medical, emergency U fire protection plans 


840B030123 Forwards Rev 2 to physical security plan t« description of 
changss Ends withheld (ref J0CFR73 Si) 

HAVNES. J G Southern California Edison Co 84/07/23 MARTIN. U B 
Region 5. Office of Director Ip 23916 119 24X 

FI Che 30-206. 84/07/23. 8408030123 


0408170130 Forwards Amends 78.23 It 12 to Licenses DPR-13. NPF-IO t 
NPF-13. respectively it safety evalua t Ion Amend s approve 
taeuritg plan revs which consolidate s. reduce size of 
adjacent vital areas 

PAULSON. H A Operating Reactors Branch 3 84/08/07 BASKIN. K 

Southern California Edison Co Spp S6i34 302 24X 

Flche 30-206.84/08/07.0408170130 


— B40B170143 Amends 78.23 U 12 to Licenses DPR-13. NPF-IO l< NFF-15. 
respectively, approving security plan revs which consolidate 
Cl reduce site of adjacent vital areas ti move equipment not 
required for safety outside vital boundary 
PAULSOMiWA Operating Reactors Branch 3 84/08/07 6pp 

26134 307 24X Flche 30-206.84/08/07.0400170130 


—8408170155 Safety evaluation supporting Amenils 78.23 U 12 to Licenses 
DPR-13. NPF-10 it NPF-15. respectively 

« Office of Nuclear Reactor Regulation. Director 84/00/07 3pp 
26134 313 24X Flche 30-206.04/00/07.9408170130 


04OSSOO333 Forwards responses to IE Emergency Appraisal Repts 
30-361/84-08 6 30-362/84-07 Documents re verification of 
computer dose projection program available for exam Enel 
describes test sequence 6 parame ters. hand calculations 
RAVrH B Southern California Edison Co 04/00/07 MARTIN. -J Q 
Region 3. Office of Director I6pp 26133 359 24X 

Flche 50-361.04/00/07.8408200335 


0400130430 Advises that 040323 Revs 1-13 to physical security plan 
consistent u/provislons of 10CFR90 34(p) tt acceptable 
HCQUEEN. A D Region 3. Office of Director 84/08/08 KAYNE8.JG 
Southern California Edison Co 4pp 26004 359 S4X 
Flche 30-206.04/08/08.8408130450 


0400230306 Advises that 840131 submittal on detailed control room 
design rsview does not meet all requirements of Suppl 1 ta 
NUREO-0737 Review did not include task analysis Addl 
significant concerns listed 

KNIOHTDM.O N Licensing Branch 3 84/08/09 BASKIN. K P Southern 

California Edison Co HOLCOMBE. O C 8an Diego Oa% ic Electric Co 
3pp 26236 102 24X Flche 30-361.84/08/09.8400230306 


S4063102B5 Forwards Safeguards Insp Repts 30-206/84-10,50-361/04-23 <c 
50-362/94-23 on 040723-27 No violations noted Repts siltbheld 
(ref iOCFR2 790 & 73 21 } 

SCHUaTER.M D Region 3. Offies of Director 84/00/15 BA8K2N.K B 
Southern California Edison Co 2pp 26333 S8B 24X 
Flche 50-206,84/00/15.8400310285 


8408230114 Informs that 840613 rev to emergency plan compatible 
W/provision» of lOCFROO 47,App E «< Rev I to NUREO-0634 
SCHUSTER. M D Region 5, Office of Director 84/00/16 hEDFQRD. K 0 
Southern California Edison Co 3pp 26347 274 24X 

Flche 30-206.04/08/16.0408230114 


P Qpsrating license stage documents It correspondence 


8406210042 Notification of contract osecution. Mod 4, to "Followon 
Simulation of Earthquake Ground Motions for Ban Onofre 
Nuclear Generating Station ” Contractor MIT 

HOPPER. A Administrative Contracts Branch FIN 8-6890 04/06/12 

UOLLMERiR Division of Engineering JACKSON. R NRC - No Detailed 
Affiliation Given Ip 26195 176 24X FI Che; 50-206. 84/06/12. 

8408210042 


— 0400210046 Mod 4. deobl i gating unliquidated fee remaining In contract, 
to 'Tollowon Simulation of Earthquake Ground Motions for 
San Onofre Nuclear Generating Station " 

AKirK liaisacbusetti Institute of Technologyt Cambridge. MA 
HAGAN.TF DlvUion of Contracts FIN B -6096 04/06/12 Ip 

26195 177 a4X Fiche 50-206.04/06/12,0408210042 


B40B010240 Forwards C-E nonprqpr letary h proprietary "Safety Analysis 
It CPC Methodology Changes for San Onofre Nuclear Generating 
Station Unjt5 2 «c 3" 6 "CPC/CEAC Software Mods 
Proprietary repts withheld (ref iOCFn2 790) 

MEDFORD, M 0 Southein California Edison Co 84/07/20 
KNIGHTON. 0 W Licensing Di anch 3 I3pp 25S53 001 24X 

Fiche 50-361,04/07/20,8400010240 


— 9408010247 Nonproprietary '“Safety Analysis !< CPC Methodology Changes 
for San Onofre Nuclear Geneiating Statl on. Uni ts 2 6 3" 

Info deleted 

» Combustion Engineering, Inc CEN-2Q4(S)-NP 04/06/30 35pp 
25B33 014 24X Fiche 30-361,84/07/20.8408010240 


— 8408010236 Nonproprletarg "CPC/CEAC Software Mods for Sen Onofre 
Nuclear Generating Station Units 2 fc 3 " Info deleted 
♦ Combustion Engineering. Inc CEN-2Qi (S>-NP 04/07/31 a4pp 
23853 050 24X Fiche 30-361,04/07/20,8400010240 


B40BD9020B Forwards draft nemo te boron injection test. which will be 
finalized after connents received Final memo will satisfy 
final milestone defined in 109. "Boron Mixing it Cooldown 
Under Accident Conditions " 

PRATT. W T Brookhaven National Laboratory FIN A-336a 84/07/30 

LIANG, C Y Reactor Systems Branch I8pp 25971 193 24X 

Flche 50-206.04/07/30.0400090208 


0400060000 Forwards response to questions re Proposed Change 
NPF-lO/i5-l38 re CEA position tt Insertion limits CBA 
softwear changes conducted per Rev 2 to CEN-39(A) 

MEOFORD.M Q Southern California Edison Co B4/OB/01 
KNIGHTON. 0 M Licensing Branch 3 6pp 25933 209 24X 

Flche 50-361.04/08/01,8408060080 


8400070424 Forwards request for addl info re procedures generation 
package 

KNIGHTON. 0 W Licensing Branch 3 84/08/01 BASKIN. K P Southern 

California Edison Co HOLCOMBE. J C San Diego Gas 8< Electric Co 
3pp. 25984 305 24X Fiche 30-361.04/00/01.0408090424 


0400270409 Forwards proprietary S' nonproprietary Rev 2 to "CPC/CEAC Syt 
Phase I Software Verification Test Rept," Rev 0 to "CPC/CEAC 
Sys Phase 11 , " «< Rev 0 to "SONOS-2 Cycle 1 

Proprietary repts withheld (ref 10CFR2 790) 

MEDFORD. M 0 Southern California Edison Co 04/08/01 
KNIGHTON. G N Licensing Branch 1 2pp 26230 001 24X 

Fiche 50-361.84/08/01.0408270409 


— B40B270412 Nonproprletarg version of Rev 0 to "CPC/CEAC 8y s Phase 11 
Software Verification Tost Rept " 

« Combustion Engineering. Inc CEN-269(S)-NP ROO 04/03/31 
23pp 26230 003 24X Fiche 50-361.04/00/01.840027040? 


— 0400270416 Nonproprietary version of Rev 0 to "S0NG3-2 Cycle l.CPC b 
CEAC Data Base " 

e Combustion Engineering. Inc CEN-266<8>-NP ROO 04/03/31 
66pp 26238 029 24X Fiche 50-361.04/00/01.8400270409 


—0400270410 Nonproprietary version of Rev 2 to "CPC/CEAC Sys Phase I 
Software Verification Test Rept " 

» Combustion Engineering. Inc CEN-176( B>-NP R02 84/03/31 

27pp 26230 096 24X Fiche 50-361,84/08/01.0408270409 


840B070110 Generic Ltr 04-19 to all licensees of operating reactori. 
applicants for OLs S< holders of CPs rp availability of 
Suppl 1 to NUREO-0933. "Prioritization of Generic Safety 
Issues " 8vc list end 

EJEENHUT.DO Division of Licensing 84/08/06 Consolidated 
Edison Co of Naw York. Inc 10pp 26129 230 24X 

Fiche; 30-000, 84/08/06. B40S0701 10 


8408090187 Forwards application for Amends 27 8< 13 to Licenses NPF-lO 
& NPF-I3i respectivelyi revl s i ng Tech Specs re refueling 
mach Ines. reactor protective instrumentation & ECC8 subsys 
0A8KIN,K P Southern California Edison Co 04/00/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 4pp 25971 245 
24X Flche 30-361.04/08/07.0400090187 


—0408090194 Application for amends to Licenses NPF-10 & NPF-13. ravliJng 
Tech Specs re refueling mach Ine. reactor protective 
ins trumentatloni EGC8 subsys l< steam generators 
BASKIN. K P Southern California Edison Co HOLCOMBE. J C San 
Diego (Jas <« Electric Co HOYT. 0 W Anaheim. CA 04/00/02 14pf 
23971 249 24X Flche 50-361. 84/08/07. 04OQO9OIB7 


— 6408090201 Proposed Tech Spec changes. add ing note which exempts ue> o# 
refueling machine for coupling/uncoupling 6 verification of 
coupling/uncoup 1 ing of control element assemblies 
e Southern California Edison Co 84/08/07 lOOpp 25971 264 
24X Fiche 50-361,04/00/07.0408090187 
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0400100091 Resubnits info rp proposed changes to Licenses MPf-lO t* 
tiPF-l3 Tech Specs m rorn specified by rjRC 840*116 request 
for addl info Info entracted rrom otigjnal submittals 
MEDFORD. M D Southern California Edison Co 04/00/0/ 

KNIGHTQ^L G W Licensing Dranch 3 '^3pp 25990 202 a4X 

Fiche 30-361*64/03/07 0400100091 


3400170130 Forwards Ar'ends 70.23 V 12 to Licenses DPR-13, NPF-lO ?« 
respec 1 1 ve lij ^ safety evaluation /Amends approve 
security plan revs uhich consolidate t reduce size of 
adjacent vital areas 

PAULSOM. W A Dporatlng Reactors Dranch 5 31/03/07 0A8K1N. K 

Southern California Edison Co HOLCOMBE. J C San Diego Gas 6 
Electric Co Spp 26134 302 24 X F»che 50-206. 04/03/07. 34001 70130 


— 0403170143 Amends 70*23 6 12 to Licenses DPR- 13. NPF-lO t NPF- 1 5* 
r esp BC t ive I y* approving security plan revs which consolidate 
reduce siie of adjacent vital areas 6 rnove equipment not 
required for safety outside vital boundary 

PAULSON. W A Operating Fleactors Branch 5 04/08/0/ 6pp 

26134 307 24X Ficho 30-206. 04/00/07. 840Q170130 


--B40S170153 Safety evaluation suppoi'ting Amends 70.23 fy 12 to Licenses 
DPft-l3, NPF-IO h NPF-I3* respectively 

e Office of Nuclear Reactor Regulation. Director 04/00/07 3pp 
26134 313 24X Fiche 50-206*04/03/07.0408170130 


0400100115 Documents 040723 discussion re design of proposed gravity- 
feed auxiliary feedwater pump motor lube ail cooling sys as 
altarnate to forced-foed design described in util 030307 
Itr Formal endorsement requested by 840B21 
MEDFORD. Fi O Southern California Edison Co 84/00/08 
KNIGHTON. C W Licensing Dranch 3 3pp 25908 362 24X 

Fiche 50-361.04/00/03,3408100113 


B4082Q027S Generic Ltr 84-20 to all licensees of operating reactors 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevieued safety 
questions Sve list end 

EISENHUT.D G Division of Licensing 84/00/20 Consolidated 

Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 30-000.04/08/20.8400200275 


8403240267 Forwards fee balance to complete required remittance for 
840125 Proposed Change NPF-10/ 13-1 44 

MEDFORD. M 0 Southern California Edison Co 04/08/21 MILLER, W D 
License Fee Management Branch Ip 26222 350 24X 

Fiche 30-361. 34/03/21. 3408240267 


B40B340294 Application for amend to License MPF- 10. revis i ng Tech Specs 
re refueling water storage tank vol required in Modes 5 l< 6 
6 boric acid storage tank concentra ti on/vol required in 
Modes i-6 Fee paid 

MEDFORD. M 0 Southern California Edison Co 04/03/21 
KN1OHT0N. 0 Licensing Branch 3 4pp 26S26 019 24X 

Fiche 50-361. 84/00/21* 3408240294 


>3400240297 Proposed Tech Specs revitting refueling water storage tank 
vol requlied in Modes 5 6 6 & boric acid storage tank 
concentration/vol required in Modes 1-6 

» Southern California Edison Co 04/08/21 lOpp 26226 023 
24X Fiche 50-361*34/08/21.8400240294 


8403270325 Advises that Amend 7 to Topical Rept BCE-l-A, “QA Program, 
consistent w/provislons of 10CFR30 54(a> & acceptable 
DIBH0P*T W Division of Res ident* Reac tor Project & Engineering 
Programs 84/03/21 BASKIN*KP Southern California Edison Co 
Ip 26244 137 24X Fiche 30-206*34/08/21.0408270323 


84O33O0163 Application for amend to Licenses NPF— 10 8< NPF— 1 5* rev i sing 
Tech Specs re reactivity control sys Fee paid 
MEDFORD* M 0 Southern California Edison Co 04/08/27 
KNIGHTON. G W Licensing Branch 3 Ip 36303 271 24X 

Fiche 30-361.04/03/27,0408300163 


— 3400300165 proposed Tech Specs re reactivity control sys 

* Southern California Edison Co 34/00/27 2epp 26305 297 
24X Fiche 30-361,04/03/27,0400300163 


G Inspection reports, lE Bulletins 1 correspondence 


0408130293 Forwards recommended additions/revs to license conditions 
comments on draft low power license re results of Insp 
efforts Dti 1 preparations to implement QA program adequate 
ENOELKEN, R H Region 5, San Francisco, Office of the Director 
<31/03/011 02/02/10 EISENHUT. DO Division of Hcenslnfl 3pp 

26010 004 24 X Fiche 30-361*82/02/10,0408130293 


8400090001 Foi wards IE Insp Repts 30-361/04-20 6 50-362/84-20 
a406 13-21 No violations noted 

WEtigLAHSKl. F A Region 3* Office of Director 04/07/23 
BA&KIN.K P Southern California Edison Co Spp 25994 330 
Fiche 30-361*84/07/25.8400090001 


— B408090004 IE Insp Repts 50->361/»4-20 I 30-362/04-20 on 8406 
Violations noted Major areas inspected confirmatory 
measurements for radioactivity 

HAI1ADA. 0. north. H , VUHAS, G Region 3* Office of Director 
04/07/24 9pp 23994 332 24X Fiche 30-361,04/07/23*0401 


3407230229 IE Info Notice 04-57. “Operating Experience re Nols 
Intrusion in Sa f e ty-Re I a t cd Electrical Equipment at 
Commercial Power Plants '* Sve list encl 

JORDAN. E L Division of Emergency Preparedness it Engineer in 
Response (Post 830103* 04/07/27 Consolidated Edison Co 

York* Inc 119pp 25865 047 24X Fiche 50-000, 84/07/27. 04C 


3408090043 Forwards IE Insp Hepts 50-361/84-19 It 50-362/04-19 r 
840603-00 No violations noted 

OI0HDP.T N Region 5. Orfice of Director 04/07/27 DABKir 
aoutherri California Edison Co Ip 23992 123 24X 

Ficha 30-361* 34/07/2 7* 8408090043 


—0403090045 IC 3nap Repts 30-361/84-19 6 50-362/04-19 Dll 84060 
vlnlatkons noted Ma^or areas inspected pr ecr 1 1 i cal, I ohw pave 
e* power ascension test results data 

PEREIRA.D Q * PATE, R J Region 3. Office of Director 84/ 
Qpp 25992 124 24X Fiche 30-361*84/07/27,8403090043 


8406140056 Forwards latest facility attachment prepared by IAEA 
including all review S* insp results Ends withheld (ref 
lOCrR2 790J 

KNIGHTON* O W Licensing Branch 3 84/07/27 BASKIN. K F S 

California Edison Co HOLCOMBE. J C Ban Diego Oas (< Electrl 
2pp 26061 264 24X Ficho 50-361 . 84/07/27* 84081 4’0036 


3400070411 Responds to IE Bulletin 04-02, ‘'Failures of QE type 
Relays in Use in Class IE Safety Bys “ Thirty-one relays 
found at Unit | will be replaced by 860312 

MEDFORD.M 0 Southern California Edison Co 04/07/30 MART 
neglon 3, Office of Director 3pp 23942 170 2'IX 
Fiche 50-206,84/07/30,9400070411 


04OBD6O112 Froposes method of tnsp of low pressure turbine disc 
ultrasonic indications Discs will bo Inspected prior to 
startup roHouing second rofueling outogo* per License 
Condition 2 C (15) 6 2 G (131 

MEDFOROiW 0 Southern Calirornla Edison Go 84/08/01 
KNIGHTON* OW Licensing Dranch 3 2pp 25923307 24X 

richo 30-361*04/08/01.8400060112 


6400140260 Provides addl response to TE insp ftepts 50-361/04-14 
50-362/04-14 an 040306 6i 07 Evaluation Sc actions taken as 
result of 040503 Increase in RCS radioactivity described 
RAV.H 0 Southern California Edison Co 64/00/01 MARTIN, J 
Region 5* Office of Director 3pp 26055 330 24X 

Fiche 30-361*84/08/01,84 00140260 


8409010333 IE Infq Notice B4**59* "Doliboratffl Circumventing of SI 
Health Physics Proceduros " Sve list encl 

JORDAN. £ L Division of Emergency Preparedness b Engineering 
Response IPpst 030103 ) 04/08/06 Consolidated Edison Co 

York* Inc (22pp 26060 001 24X Fiche 50-000, 84/0B/D6i 040B 


04OBO1O337 IE Info Notice 84-60* “Failure of Air Purifying Respi 
Filters to Moot Efficiency Requirement " Bve list encl 
JORDAN* E L Division of Etnorgency Prtjparedness it Engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co 

York. Inc ia3pp 26067 1 38 24X Fiche 30-000.04/00/06*0400 


3408200335 Forwards rosponsos to IE Emergency Appraisal Rept* 
30-361/84-00 U 30-362/84-07 Documents re var if teat ion of 
computer dose projectio-n program available for oxa<ri Encl 
describes test sequence 6 paramo ter s . hand ca Ic ukat 1 ans 
RAY.H n Bouthern California Edison Co 04/08/07 MARTIN. J 
Region 5, Office of Dlractor I6pp 26133 359 24X 

riche 50-361*84/08/07. 8408200333 


8400070120 IE Info Notice 84-61, “Over e jcposure af Diver In PWR 
Refueling Cavity " Bve list encl 

JORDAN* E L Division of Emergency Preparedness b( Engineering 
Response (Post 330103) 84/08/08 Cansal Ida ted Edison Co 

York. Inc iSOpp 26129 110 24X Fiche 30-000*84/00/00.0400 


0408070376 IE Info Notlco 84-62, "Therapy Ml sadminlstrati ons te 
Patients Undergoing Ca-60 Telethdrapv Treatments ■' five 
list enc 1 

GRACE* J N Division of QA. Safeguards 8< Inspection Programs ( 
830103) 84/00/10 Censelldated Edison Co of Neui York* In 

tSSpp 26130 001 24X Fiche OO'-OOO. 84/08/10. 8400070376 
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0400100009 IE Infn Notice 84-A3. 'Defective RKfi Replacement Piping “ 
5vc list enc 1 

JQROANj E L Division of Emer^&ncjj Preparedness i> Engineering 
Response (Post B301031 B4/0e/l3 Consolidated Edison Co of Neu 

Vorlfj Inc H9pp 26197 2ia 24K Fiche 50-000,04/08/1310400100009 


□408100030 IE Info Notice B4-64. “BUR HPCI Initiation Beai-In V 
Indication " Svc list enc 1 

JORDAN, E L Division of Errorgency Preparedness f< Engineering 
Response (Post 8301031 B4/0B/15 Consolidated Edison Co of New 

Vorlfi Inc 104pp 26193 093 24X Fiche 30-000.84/08/15,0408100038 


0400310285 Forwards Safeguards Insp Repts 50-206/84-10,30-361/84-23 ^ 
50-362/04-23 on 840723-27 No violations noted Repfcs withheld 
(ref 10CFR2 790 «< 73 21) 

SCHUSTER, K D Region 5, Office of Director 84/08/15 BASKIN, K D 
Southern California Edison Co 2pp 26333 20B 24X 

Fiche 50-206. 94/00/ 1 5, 040931 0205 


0400100021 IE Info Notice B4-65, "Underrated Fuses Mhich May Adversely 
Affect Operation of Essential Electrical Equipment ’* Svc 
list end 

JORDAN, E L Division of Emergency Preparedness ir Engineering 
Response (Post 930103) 04/0^/16 Consolidated Edison Co of Now 

York. Inc 118pp 26198 001 24X Fiche 50-000,04/09/16.0400100021 


6408100055 lE Info Notice 04-66, "Undetected Unavailability of 
Turb ina-Driven Auxiliary Feedwater Train " Svc list encl 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 930103) 94/06/17 Consolidated Edison Co of New 

York, Inc I20pp 26276 OOl 245( Fiche SO-000, 04/08/ 1 7 j 0408100055 


8406140208 IE Info Notice 84—67, "Recent Snubber Inservice Testing W/ 
High Failure Rates ” 8vc list encl 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 84/0B/17 Consolidated Edison Co of New 

York, Itic I22pp 26276 123 24)C Fiche 30-000,84/08/17^8408140209 


8408230223 Ack receipt of 840001 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-361/84-14 t* 
SO-362/84-14 Utr dtd 940801 adequately responds to> 

NRC 840725 request 

8CARAN0.. R A Division of Radiological Safety & Safeguards Program 
64/08/17 BASPiNrK P Southern California Edison Co Ip 
86207 163 24X Fiche 50-361*84/08/17,8408230223 


08210142 IE Infn Notice 84-6B. "Potential Defi.ciency in Improperly 
Rated Field Miring to Solenoid Valves " Svc list encl 
JORDAN, 6 L Division of Emergency Preparedness It Engineering 
Response (Post 630103) 04/OB/21 Consolidated Edison Co of New 

York, Inc llSpp 26329 008 24X Fiche 30-000,^4/00/21.8408210142 


? Periodic operating rapoTts h related correspondence 


3400320098 Forwards monthly rept describing occurrences resulting in 
degradation of auxiliary feedtiater sys covering 640616-0715, 
per License Condition 2 C(26) Next rept will cover 
040716-0815 

HEDFDRD.h 0 Southern California Edison Co 84/09/17 
KNIOHTON, 0 W Licensing Branch 3 4pp 26193 301 24X 

Fiche 50-361,84/03/17, a4Oa22OO90 


S Reportable occurrences, LERs t- related correspondence 


8408010304 Revised LER 04-009-01 on 040214, analysi s of startup test 
data for Units 2 & 3 established that calculated thermal 
power may become decalitr relative to secondary 
calometrlc power Procedure 3023-5-1 revised H/B40723 Jtr 
HAYNEB, J 0 Southern California Edison Co Q4/07/23 3pp 
25B66 099 24X Fiche 50-361, 04/07/33,8400010304 


8408060034 Forwards LER 04-041-00 On 040724, discrepand es discovered 
during updated fire hazards analysis Corrective actions 
descrLbed in 840425 Itr implemented 

HAYNES, J G Southern California Edison Co 04/07/23 Record 
Service* Oranch (Document Control Desk) 2pp 25935 273 24X 

Fiche 5(5-361 , 84/07/25, 040 0060034 


—8408060039 LER 94-041-00 on B40724, f ire hazards anelysis updated per 
License Condition 2 0, resulted In issuance of two 
nonconformance rept* identifying discrepancies Involving 
cable separation & fire wraps Corrected action implemented 
HAYNES, J G. Southern California Edison Co 64/07/25 !p 
23935 277 a4X Fiche 50-361.84/07/23,8408060034 


8408060223 LER 84-035-00 on 040625, containment area radiation monitor 
2RE~70O4 (El IS Identifier FT) reached alarm setpoint 
initiated train A containment purge isolation sys Cause 
under Investigation, Neu setpoint installed W/04O7a5 Itr 
HAYNES, J G Southern California Edison Co 84/07/25 Spp 
25936 178 24X Fiche 50-361.84/07/25,8400060223 


Q40B0B0489 LER 04-037-00 on 840627, spur i ou«i actuation nf toxic gas 
isolation sys occurred Caused by Qveily conservative alarm 
setpoints Tech Spec amend submitted 840427 requesting more 
appropriate ser+lngs W/Q40727 Itr 

HAYNES, J Q Southern California Edison Co 84/07/27 3p p 
25973 185 24X Fiche 50-361,84/07/27,8400080409 


0408060307 "Design Review of Elliott Hodel 65G Turbocharger Used on 
TDl DSnV-l2-4 ^ DSHV-20-4 Eirergency Diesel Generator Sots " 

* Failure Analysis Associates fAAA-Q4-6-56 84/07/31 62pp 

25927 066 24X Fiche 50-000,84/08/01.0408060324 


8400170059 lER 04.-O38-OO on 040708,23 t 26, control room isolation sys 
train A spuriously actuated from noise spike on control 
roon airborne radiation nonitor 213RE-7824 Caused by 
electrical noise spikes of unknown origin UJ/B40B02 Itr 
HAVNEG. J G Southern California Edison Co 84/08/02 2pp 
26130 056 24X Fiche 50-361.04/08/02,0400170039 


9408240004 lER 84-039-00 oil 940712, l nscrvice insp tost of Unit 2 & 3 
component cooling water outlet valves (HV-6500 e« HV-6S01) 
missed Caused by admi nl s tra t Ive oversight Procedural 
controls validated W/840813 Itr 

HAYNES, J 0 Sauthorn California Edison Co 04/00/13 3p p 
26237 03/1 24X Fiche 50-361,84/09/13,8408240004 


940Q220139 pNQ-V-84-050 on 04081 5, inf 1 ux of seaweed caused reduction 
in circulating water flou Power reduced as condenser vacuum 
degraded High differential pres&uie observed on train 0 
Component cooling water HX while train A inoperable 
KirSCH, D , HAIST, D Region 5, Office of Director 04/08/15 Ip 
26194 048 24X Fiche 50-361,84/09/15,8408220139 


8408280225 Special Rept on 040004, pUrge/vent stack wide range monitor 
2RE-7S63 removed from svc for performance of 9a-dau 
surveillance Monitor not restored to operable status within 
72 h to permit corrective maint on sya valve 

HAYNES, J G Southern California Edison Co 04/08/1/ MARTIN, J 0 
Regien 5, Office of Director 2pp 26274 307 24X 

Fiche SQ-36 1 , 04/08/ 1 7. 0400280225 


B4O02eO296 LER D4-036-00 on 040629, UPS 1 isolation valve 34V9327 failed 
to stroke during surveillance on HPSl check valves Caused by 
excessive wear on stem t, retaining ring Valves showing free 
stem movement repaired returned to svc W/840Q17 Itr 
HAYNES, J 0 Southern California Edison Co 04/00/17 Spp 
26282 133 24X Fiche 50-361,84/09/17,8400200296 


8400300492 LER 04-O4O-QO on 040723, main steam isolation sys 
inads er tent 1 y actuated Caused by technician error L weakness 
w/procedural precautions Procedure 9023-11-1 6 amended 
W/840922 itr 

HAYNES, J O Southern California Edison Co 84/08/22 Spp 
26314 093 34X Ficho 90-361.04/09/22,8400300492 


docket 30-362 SAN ONOFNe NUCLEAR STATION. UNIT 3 


F Security, medical, emergency & fire protection plans 


8408030123 Forwards Rev 2 to physical security plan t< description of 
changes Ends withheld (ref 10CFR73 21) 

HAYNEB, J 0 Southern California Edison Co 84/07/25 MARTIN, J D 
Region 5, Office of Director Ip 25916 119 24X 

Fiche 50-206, 04/07/25, 0400030 1 23 


8408170130 Forwards Amends 78,23 «* 12 to Licenses DPR-J3, NPF-10 6 
NPr— 15. respective! y ?< safety evaluation Amends approve 
security plan revs which consolidate U reduce size of 
adjacent vital areas 

PAULBON,bJ A Operating Reactors Branch 5 84/00/07 DASKiNi K 

Southern California Edison Co 5pp 26134 302 24X 

Fiche 50-206, 84/00/07. 0408170130 


— 8408170143 Amends 70,23 tn 12 to Licenses DPR-13, NPF-lO & NPF-15. 
respoc tively, approving security plan revs which consolidate 
t reduce file of adjacent vital areas 6 move equipment not 
required for safety outside vital boundary 
P'AULBON, W A Operating Reactors Qranch 5 84/08/07 6pp 

26134 307 24X Fiche 50-206,84/00/07,0408170130 


— 0408170155 Safety evaluation supporting Amends 78,23 12 to Licenses 

DPR-13, NPr-lo Jh NPF-15, respectively 

e Office of Nuclear Reactor Regulation, Director 84/00/07 Spp 
26134 313 24X Fiche 50-206,84/08/07,8408170130 


8408200335 Forwards responses to IE Emergency Appraisal Repts 
50-361/04-08 h 50-362/04-07 Documents re verification of 
computer dose projection program available for exam Encl 
describes test sequence 6 p arameters. hand calculations 
RAY,H B Southern California Edison Co 04/08/07 MARTIN, J B 
Region 5, Office of Director i6pp 26134 OOl 24x 
Fiche 50 -36 1,04/00 /07, 8408200335 
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8408130450 AdvisBE that 040523 Rpt/s 1-13 to physical security plan 
consistent w/provis ions of 10CFR30 54(ji) f< acceptable 
J1CQUC£:n,A D Region 5, Office of Director 84/00/08 HAYNES, J 0 
Bouthern California Edison Co 4pp 2t004 359 24X 

Ficho 50-206,84/08/00.0400130450 


8408230306 Advises that 040131 submittal on detailed contrul room 
design revjeui does not nect all requirements of Suppl i to 
NURE0~0737 Reviou did not include task analysis Addl 
significant concerns listed 

KNIOHION.O U Licensing Branch 3 84/08/09 DA&KIN, K P Southern 

California Edison Co HOLCDMQE. J C San Diego Gas V Electric Co 
3pp 26236 102 24X Fiche 50-361,04/00/09.0400230306 


0408310285 Forwards Safeguards Insp Repts 50-206/84- 10, 50-36 1 / 84 -23 $, 
50-362/84-23 on 040723-27 No violations noted Repts withheld 
(ref i0CFn2 790 l» 73 21 > 

SCHUSTCR.M D Region 5, Office of Director 04/00/15 BASKIN. K Q 
Southern California Edison Co 2pp 26333 908 24X 

Fiche 50-206,04/08/15,0408310285 


0400230114 Informs that 040613 rev to omorgencij plan compatible 
tii/provl Sions of 10CFR50 47,App E Rev 1 to NUREQ-0654 
SCHUSTER, M D Region 5, Office of Director 04/00/16 HEDFORD, M O 
Southern California Edison Co 3pp 26347 274 24X 

Fiche 50-206,04/00/16.8408230114 


P Operating license stage documents h correspondence 


— 0408270412 Monpropri e tary version of Rev 0 to "CPC/CEAC Eg s Phase II 
Software Verification Test ftept 

Combustion Engineering, Inc CEn-269 (S) -NP ROO 04/03/31 

25pp 26230 003 24X Fiche 50-361,64/08/01,8400270409 


— "0400270446 Nonpropr ictary version of Rev O to '‘'SONGS-2 Cycle IjCPC 6 
CCAC Data Base " 

» Combustion Engineering, Inc CEN-266(S ) -NP POO 84/03/31 
66 pp 26230 029 24X Fiche 50-361 , 84/08/0 1 , B40B270409 


— 0408270410 Nanpropn c targ version of Rov 2 to "CPC/CEAC Sys Phase I 
Software Verification Test Rapt " 

* Combustion Engineering, Inc CEN-176( 8 1~NP n02 84/03/31 

27pp 26230 096 24X Fiche 50-361,04/00/01.8408270409 


84O0O7O1CO Generic Ltr 04-19 to all licensees of operating reactors^ 
applicants far OLs holders of re avallabilltg of 

Suppl 1 to NUREO-0933, "Pr lor 1 1 1 1 ation. of Generic Safety 
Issues " Sve list end 

ElSENHilT. D G Division of Licensing 04/08/06 Consolidated 

Edison Co of Neu Yorki Inc iBpp 26129 230 24X 

Fiche 50-000,04/00/06,0408070110 


0408090107 Forwards application for Amends 27 tt 13 to Licenses NPF-10 
«c NPF-t 3, respec ti ve ly , rev 1 Bing Tech Specs ro refueling 
machinesi reactor protective i nstrumentation &■ ECCS subsys 
BASKIN. K P Soothern California Edison Co 04/03/07 DENTON, M R 
Office of Nuclear Reactor Regulation. Director 4pp 23971 245 
24X Fiche 50-361,04/03/07,8403090107 


B40B210042 Netification of contract erecutl on. Hod 4, to *’Followon 
Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station *' Contractor MIT 

HOPPER'A Administrative Contracts Branch FIN B'*689a 04/06/12 

VOLLMER.R Division of Engineering Ip 26193 176 34X 

Ficho 50-362, 04/06/12, 8408210042 


— 8408210C46 Hod 4, deob 1 1 ga ting unliquidated fee remaining in contract, 
to "Followon Simulation of Earth-quake Ground Motions for 
San Dnofre Nuclear Generating Station " 

AKI.K Massachusetts Institute of Technology, Cambr i dgc. HA FIM 
0-6898 04/06/12 Ip 26195 177 24X Fiche 50-362,04/06/12, 

0408210042 


—0400090194 Application for amends to Licenses NPF-lO St NPF- 1 5, revl *lng 
Tech Specs re refueling mac h ins, reac tor protective 
instru/nen tatlon, ECCS subsys & steam generators 

BASKIN, K P eouthopn CaUfornia Cdlsen Co HDUCOMDE, J C San 
Diego Gas & Electric Co HOVT.O N Anaheim, CA 84/00/02 14pp 
25971 249 24X Fiche 00-361.04/08/07.0406090107 


— 840B0902Q1 Propo&ed Tech Spec chang es, add Ing note which exempts use of 
refueling machlTie for coup 1 ing /vne oup 1 ing & verification of 
coupling/uncoupling of control clement asBemblies 
e Southern California Edison Co 04/03/07 lOOpp 23971 264 
24X Fiche 30-361,04/03/07,8403090187 


8400010240 Forwards C-E nonpropri etary proprietary "Safety Analysis 
tt CPC Methodology Changes for San Dnofre Nuclear Generating 
Station Units 2 6 3" & "CPC/CEAC Softmarc Hods '* 

Proprietary repts withheld (ref J0Crft2 790) 

MEDFORD. M D Southern California EdUon Co 84/07/20 
KNIGHTON, 0 W Licensing Branch 3 I3pp 25055 001 24X 

Fiche 50-361,84/07/20,0400010240 


0400100091 Resubmits info re proposed changes to Licenses NPF-lO b 
NPF-15 Tech Specs in form specified by NRC 040416 request 
for addl info Info extracted from original sutmlttals 
HEDFORD, M O Southern California Edison Co 04/00/07 
KNIGHTON, 0 W Licensing Drench 3 73pp 25990 202 24X 

Ficho 50-361.84/00/07,8408100091 


—8408010247 Nonp ropr i e tary "Safety Analysis 6 CPC Methodology Changes 
far ban Onofre Nuclear Generating Station, Un i ta 263" 

Infn deleted 

* Combustion Engineering, Inc CEN-204<S>-NP 04/06/30 33pp 

25055 014 24X Fiche 50-361,04/07/20,0408010240 


0408170130 Forwards Amends 70,23 & 12 to Licenses OPR-13, MPF-IO fce 
NPF-15, respectively 6 safety evaluation Amends approve 
security plan revs which consolidate 6 reduce size of 
adjacent vital areas 

PAULSON, W A Operating Reactors Branch 5 04/03/07 DABKIN, K 

Southern California Edison Co HOLCOMBE, J C Gan Diego Oas 6 
Electric Co Spp 26134 302 24X Fiche 50-206,04/00/07,0400170130 


— 04OBO1O256 Nonpropri etarij "CPC/CEAC Software Mods for 3an Onofro 
Nuclear Generating Station Units 2 ?, 3 « Info deleted 
» Combustion Engineering, Inc CEM-281 ( G)-NP 04/07/31 24pp 
2505S 050 24X Fiche 50-361,84/07/20.0400010240 


0400090200 Forwards draft ntmo re boron injection test, which will be 
finalized after comments received Final memo lai J 1 satisfy 
final milestone defined in 189, "Boron Mixing S. Cooldown 
Under Accident conditions " 

PRATT, N T Broohhaven National Laboratory FIN A-3363 04/07/30 

LIANG, C Y Reactor Systems Branch lOpp 25971 193 24X 

Ficho 50-206,84/07/30,0409090208 


— 0403170143 Amends 70.23 t 12 to Licenses DPR-13, NPF-IO It NPF-15. 
respec tlve ly, approving security plan revs which consolidate 
tt reduce size of adjacent vital areas 6 move equipment not 
required for safety outside vital boundary 
PAULSON, N A Operating Reactors Branch 5 04/03/07 6 pp 

26134 307 24X Plchq 50-206,04/00/07.0408170130 


— 0408170155 Safety evaluation supporting Amends 78i, 23 & 12 to Licenses 
DPR-13, NPF-10 8 < NPF ~1 3r r 0 sp e c t ive I y 

* Office of Nuclear Reactor Regulation, Director D4/OB/07 5pp 
26134 3J3 24X Ficho 50-206.04/03/07,8400170130 


8400060090 Forwards response to questions re Proposed Change 
NPF-lO/l5-13a re CEA paeition insertion limits CEA 
softuear changes conducted per Rev 2 to CEN-39(A> 

MEDFORD, M 0 Southern California Edison Co B4/0S/01 
KNIGHTON, Q W Licensing Branch 3 6 pp 25933 209 24X 

Fiche 50-361,84/00/01,8400060080 


0408090424 Forwards request far addl info re procedures generation 
package 

KNIGHTON, O W Licensing Branch 3 94/08/01 DASKIN, K P South ern 

California Edison Co HDUCOMBE, J 0 San Diego Gas tt Electric Co 
5pp 25984 305 a4X Fiche 50-361,04/08/01,8400090424 


0400270409 Forwards proprietary nonpropr ietary Rev 2 to "CPC/CEAC Sys 
Phase I Software Verification Test Rept, " Rev O to "CPC/CEAC 
By 5 Phase 'ip^ ^ Hov 0 to "aONOS-a Cycle I "* 

Proprietary repts withheld (ref 10 CFR 2 790) 

MEDFORD, f1 0 Southern California Edison Ce, 84/00/01 
KNIGHTON, G W Licensing Branch 1 2pp 26230 OOl 24X 
Fiche 50-361.84/00/01,8400270409 


0400100115 Documents B40723 discussion re design of proposed gravity- 
feed auxiliary feedwater pump motor lube oil cooling sys a« 
alternate to forced-feed design described in util B3D307 
Itr Formal endorsemant requested by 840821 
MEDFORD, ff O. Southern California Edison Co 04/00/00 
KNlGHTPNrG U Licensing Branch 3 3pp 23900 262 24X 

riche 50-363.04/09/08, 6400100115 


0400200275 Generic Ltr 04-20 to all licensees of operating rodctor* It 
applicants for OUs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Sve list end, 

EIBENHUT. D 0 Division of Licensing 84/08/20 Consolidated 
Edison Co of New York, Inc 37pp 26S76 S44 24X 

Fiche 50-000,04/00/20.0400200275 


0408240267 Forwards f«d balance to complete required remittance for 
040133 Proposed Change NPF-lO/15-144 

HEDFORD, MO Southern California Edison Co. 04/00/21 HILLER, W □ 
License Fee Management Branch Ip 26222 358 24X 

Fiche 50-361, 84/08/21, 0408240267. 
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840B270’aa5 Advises^ th^t Anend ? fco Topical Pept 5CE“1 -Ai "CIA Program* 
comaistert uj/p r ovi a i o-na of 1QCFR50 34(a) t acceptable 
DISHCP*T W Diviaioo o-f Rea i dent- Rear tor Project It Engifteering 
Programs 84/09/21 QASKIN* K P Southern CaliForn-ia Edison Co 
ip 2&244 187 24X Ficbe 5 0-20i< 84/08/21 < 8409370325 


8408300-163 Application for amend to Licenses WPF-IO npF- 1 5* revi a i ng 
Tech Specs re reactivity control sys Fee paid 
MEDFORD. H 0 Southern California Edison Co 04/0B/27 
KWlOHTGN*a W Licensing Branch □ Ip 26305 291 24K 

Flic4e SO-Bil. 94/08/27, B40B3001 63 


' — 8409300165 Proposed Tech Specs re reactivity contiol sys 

•* Southern California Editor Co 04/03/27 23pp 26305 297 
24 )t Flche 30-361*84/03/27,3400300163 


O Inspection reports* lE Bulletins £< correspondence 


8408090001 Foruarda IE Inap Repts 50-361/84-20 & 30-362/84-20 on 
B4O6l0-2i No vtolations noted 

WEMSLAWSKl.F A Region 5. Office of Director 84/07/25 

BASKIN. K P Southern California Edison Co 2pp 25994 330 a4X 

Flche 30-361,84/07/23.9408090001 


— B40B090004 IE Irsp Repts S0-361/B4-20 6 90-362/84-20 on 840610-21 Ma 
vtolatlons noted Major areas inspected tonf irmatory 
measu remen ts for radioactivity 

HAMAOA. 0. NORTH, H . YUHAS, G Region 5, Office pf Director 
04/07/24 9pp 25994 332 24X Flche 50-361.84/07/25,8408090001 


8407250229 IE Info Notice 04-37* “Operating Eiperletice re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Pousr Plants *' Svc list end 

■JORDAN, E t Division of Emergency Preparedness li Engineering 
Respo-nse (Post 830103) 84/07/27 Consolidated Edison Co of New 

YorV* Inc Jl9pp 25065 047 24X Flche 30-000,04/07/27,8407250229 


0400090043 Forwards IE Insp Repts 50-361/04-19 50-362/04-19 on 

840609’-OB No violations noted 

BIGHOPiT V Region 5. Office cf Director 84/07/27 DASRIN*K D 
Southern California Edison Co Ip 23-972 123 24X 

Flche 50-361,84/07/27,8406090043 


— 0406070045 IE Insp Repts 
violations noted Major 
& pCijflT ascension test 
PEREIRA, 0 D , PATE.R J 
Bpp 29992 124 24X F 


50-361/84-19 6 50-362/04-19 on 04O6O3-OB No 
areas inspected pr ecr i t ical^ 1 out power 
results data 

Region 3, Office of Director S4/06/27 
I Che 50-361*84/07/27.0408090043 


3408140056 Forwards la^-est facility attachment prepared by IAEA, 
including ail revieu 6 insp results En-cls withheld (ref 
10CFR2 790) 

KNlOHTaN, 0 W Licensing Branch 3 84/07/27 DAbKIN*KP Southern 

California Edison Co HDLCOMDE.J C 8an Diego Gas I, Electric Co 
2pp 26061 264 24X Fiche 30-361*84/07/87,0408140036 


e40a07'04H Responds to IE Bulletin B4-02, "Failures of OE Type HFA 
Relays in Use in Class lE Safety Sys “ Thirty-one relays 
found at Unit i will be replaced by 060312 

MEDFORD. K 0 Southern California Edison Co 84/07/30 MARTIN. J D 
Region 5, Office of Director 3pp 85942 170 24K 

Flche 50-206.64/07/30,8408070411 


8408060112 Proposes method of map of low pressure turbine dl-scs for 
ultrasonic indications Discs uill be Inspected prior to 
startup fellouing second refueling out^ge.per License 
Condition 2 C ( LSI 6 8 C (13) 

HEDFDRD.M 0 Southern California Edison Co G4/OB/Ot 
KNIGHTON, G W Licensing Branch 3 2pp 25925 307 84X 

Fiche 50-361*84/08/01.8400060112 


8408140260 Provides addl response to IE insp Repts S0-361/B4-14 6 
50-362/84-14 on 840906 h 07 Evaluation 6 actions taken as 
result of 840903 Increase In RCS radioactivity described 
RAY. H a Southern California Edison Cq 64/00/01 MARTIN. J B 
Region 5, Office of Director 3pp 26055 330 24X 

Flche 50-361.04/08/01,8408140260 


D40801-0333 IE Info Notice 84-39, ‘Deliberate C Jrc umventlng of Station 
Health Physics Procetfures " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineerin.g 
Response (Post 0301031 84/08/06 CDnsolldated Edison Co of New 

Yorl, Inc 122pp 26068 00 1 24X Flche 50-000,84/08/06,8408010333 


8400010337 IE Info Notice 84-60, ‘^Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement “ Svc list end 
JORDAN, E L Division, of Emergency Preparedness Engineering 
Response (Post 830103) 84/08/06 Consolidated Edison Co of New 

York. Inc 123pp 26067 158 24X Fithe 50-000*84/00/06.8408010337 


B409200J35 Forwards responses to IC Emergency Appraisal Repts 
50-361/84-08 6 9C— 363/84 07 Documents re verification of 
computer dose projection proyrain ayailable for exam Enel 
describes lest sequence l> parameter s, hand calculations 
RAV. H D Southern California Edison Co 84/00/07 MARTIN, J B 
Region 5, Office df Director I6pp 26133 359 24X 

Fiche 50-361,84/00/07.0408200335 


8408070120 IE Info Notice 04-61* “Overexposure of Diver in PHR 
Refueling Cavity * &vc list end 

JORDAN* E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 04/08/08 Consolidated Edison Co of Neid 

York. Inc I20pp 2&129 118 24X Fiche 90-000, B4/0B/08, B40B0701 20 


8408070376 IE Info Notice 84-62* "Therapy Ml sadm inl strat ions to 
Patients Undergoing Cd- 60 feletherapy Treatments ’ Bve 
list end 

GRACE. J N Divisio-n of QA Safeguards t- Inspection Progrems (Post 
03OLO3> S4/0B/10 Consolidated Edison Co of New York, Inc 

I23pp 26130 OOl 2 ax Fiche 50-000.84/00/10,3408070376 


0408100009 
Svc list 
JORDAN, E 
R-esponse 
Y'ork. Inc 


IE Info Notic 
enc 1 

L Division 
(Post 830103) 
119pp 26 


e 84-63, ''Defective RHR Replacement Piping “ 

of Emergency Preparedness 6 Engineering 

04/08/13 Consolidated Edison Co of New 
197 218 24X Fiche 30-000,84/08/13,8408100009 


8408210479 Provides addl ro 
impasiblon of civil penal 
feedback program Inplemen 
d of ic 1 one les 

FO0AR1Y, D J Southern Ca 
Director’s Office, OPfn 
26181 137 24X Fiche SO- 


sponse to notice of 
ties Systematic mg t 
ted to Identify & co 


V lolat ion 
moni tor Ing 
rrec t 


Ic proposed 
h 


Ufornia Edison Co 04/00/13 DEYOUNG, R 
e of Inspection and Enforcement 6pp 
362, 84/08/13* 84082104 79 


C 


8408100038 IE Info Notice 84-64. ‘BUR HPCI Initiation Seal-In 6 
Indication " &vc list enc 1 

JORDAN* E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 84/00/15 Consolidated Edison Co of New 

York, Inc 104pp 26193 093 24X Fiche 50-000,04/09/15,0409100038 


0408310265 Forwards Safeguards Insp Repts 50-206/84-10,50-361/84-23 & 
50-362/04-23 on 840723-27 No violations noted Repts withheld 
(ref 10CFR2 790 6 73 Si) 

SCHUST£HrM D Region 5. Office of Director 84/08/15 BASKIN, K B 
Southern Cailfarnia Edison Co 2pp 26333 283 24X 

Fiche 90-206,64/08/15*0408310285 


840Q100Q21 IE Info Notice 04-65* “Underrated Fuses Uhich May Adversely 
Affect Operation of Essential Electrical Equipment '* Svc 
list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/08/16 Consolidated Edison Co of Neu 

York, tnc liapp 26190 001 24X Flche 50-000,84/08/16*8408100021 


6400100055 IE Info Notice 04-66* “Undeterted Unavai labi 1 i ty of 
Tur b me— Dri V en Auxiliary Feedwater Train “ Svc list enc 1 
JORDAN. E L Djvisi-on of Emergency Preparedness 8< Engineering 
Response (Post 030101* 84/0B/17 Consolidated Edison Co of New 

York, Inc 120pp 26276 OOl 24X Fiche 50-000* 84/08/17* 6408100055 


8408140208 IE Info Notice 04-67* “Recent Snubber Inservice Testing U/ 
High Failure Rates “ Svc list ehc t 

JORDAN* E L Division of Emergency Preparedness ^ Engineering 
Response (Post B301O3} 84/03/17 Consolidated Edison Co of New 

York. Inc I22pp 26276 122 Q4X Fiche 90-000,84/00/17,8408140209 


D40B230223 Ac k receipt of 840001 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-361/84-14 h 
30-362/84-14 Ltr dtd 840001 adequately responds to 
NRC 840723 request 

6CARAND, R A Division of Radiolegical Safety t Safeguards Program 
Q4/0B/17 nASKIN.Ji P Southern California Edison Co Ip 
56207 103 a4;( Flche 30-361,84/00/17.8408230223 


6400210142 IE Info Notice 04-60* “Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves “ Sve list end 
JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 830103) 04/(?0/21 Consolidated Edison Co of New 

York. Inc tlSpp 26329 000 24X Fiche 30-000. 84/08/21, 84082101 42 


R Periodic operating reports 6 related correspondence 


84O032OD96 Forwards monthly rept describing occurrences resulting iu 
degradatien, of auxiliary feedwater sys covering 840616-0715, 
per License Condition 2 C(26) Next rept will cover 
040756-0015 

MEDFORD* M Q Southern California Edison Co 84/08/17 
KNIGHTON* G W Licensing Branch 3 4pp 26193 301 24!< 

Fiche 50-361.04/00/17,8400220090 
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b Repairable o-c c u t r one • uERb t rel^^ed c ot esp ond ^ nee 


B'^oaotosia? Design fte lew of Ellio^-t Do d e I 650 Turboiharger Used on 
IDI DERV’J2-4 Zt DSR^^-20-4 Emergency Paesel Generator Seta ' 

* Failure Analijsts Associates F AAA -04-6^56 04707/31 62p p 

25927 OAi 24X Fiche 5 O- 0 O 0 < 04 ^06/0 I - 8400060324 


a40B0904ia LER 04^020-01 on 840527.0 b grab sample doe at OBOO not 
taken until 0945 Lou-range Flow at sample conditioning akid 
diverted From filter A to filter G. causing blown fuse 
Alternate flow path established W/340601 1 tn 

HAYNES, j G Southern California Edison Co 84 / 08/01 3 p p 
23993 244 34 < Fiche 50 - 362 . 84 / 00 ' 01 . 8400090410 


0400240200 LER 04-029-00 on B40709', high level excursion occurred 
resulting in closure of extraction steam valves isolation 
of second I first point beaters from steam supply Caused by 
steam loss U/B40a!4 Itr 

HAYNE0, j G Southern California Edison Co 04/00/14 3pp 
26236 203 24X Fiche 50 - 362 . 04/00/ 1 4. 0400240200 


8400220139 PNQ-V-B4-030 on 04OB I 5, 1 nf I u x of seaweed caused reduction 
in circulating uater flow Pouer reduced as condenser vacuum 
degraded High differential pressure observed on train Q 
component coolin.g uater HX while train A ifio-parable 
KIRSCH, D . HAIST»0 Region 5, Office of Director 04/00/15 Ip 
26194 040 34X Fiche 50-361.94/00/15,3400220139 


0400200078 FN0-V-84'*052 on B40B21, J i C en see determined that HPSI 
potentially degraded due to component cooling water HX mini 
flou bypass open for subgroup reiaii testing Formal 
investigation being conducted 

MORRILL, P . HAIST. D Region 5. Office of Director 04/08/22 Ip 
26261 206 24X Fiche 50-362. 04/00/32, 0409200070 


DOCKET 50-364 JOSEPH M FARLEY NOCLEAR PLANT, UNIT 2 


F Security, medical, emergency t fire protection plans 


0408170386 Rei^uests meeting to discuss detailed control room design 
review u/respect to iluclear (Jtll Task Action €onunittee 
documents 

VARGA, S A Operating Reactors Branch l 84/05/2.1 MCDONALD. R P 
Alabama Power Co 3pp 26134 193 24X Fiche 50-348,94/05/34, 

0406170306 


6408300364 Forwards summarg of 940530 meeting w/ Alabama Pauer Co. 
Florida Power Carp, Florida Pouer & L i gh t, Ge org ia Power Co & 

TVA re selected emergency preparedness issues 
O'REILLY, J F Region 2, Office of Director 84/06/00 

MCDONALD, R P Alabama Power Co 4pp 2630B 316 34X 

Fiche 50-348.04 /06 / 00,9400300364 


6408060070 Temporary change notices for Rev 7 to Procedure GQ-EIP-lll, 
"Corporate Activation fc Notification ’* W/840727 Itr 
MUDD, C H Alabama Pewer Co 04/07/27 31pp 25933 104 24X 

Fiche 50-348,84/07/27,6409060070 


0408070469 Forwards interim shutdown meaures re App R Eleven ays 
discussed which could p-otentlally be impacted by cable 
spreading room, fire Mods required to establish compliance 
bi/App R 

MCDONALD, C E Alabama Power Co 84/07/27 VAROA, S A Office of 

Nuclear Reactor Regulation. Director 5p p 25940 336 24X 

Fiche 50-348,04/07/27,9408070469 


8408130374 Submits addl info re lOCFR 90, App R schedular exemption for 
alternative shutdown mods Da&es for schedular exemption 
until Unit 1 seventh Unit 2 fourth refueling outages to 
completed mods provided 

MCDONALD, R P Alabama Power Co 04/00/06 VAROA. S A Office of 

Nuclear Reactor Regulation. Director 2pp 26005 337 24X 

Fiche 50-348,84/09/06.9408130374 


8400210417 Rev 13 to Emergency Plan Implementing Procedure 
FNP-D-E|P-t 6 . "EmErjancy Equipment «c Supplies ” W/S40814 
1 tr 

HUDSPETH. J D Alabama Power Co 84/09/14 MCKNJOHT, J Record 
Services Branch (Document Control Desk) 7p p 26177 241 24X 

Fiche 50-364,84/08/14.04082104 17 


G40B240229 Summary af 840725 meeting w/util re detailed control room 
design review, per NUREG-0737. Supp 1 1 

REEVES, E A Operating Reactors Dranch 1 04/00/16 Operating 

Roactors Branch 1 6pp 26251 227 aqx Fiche 50-348. 84/00/16, 
0408240229 


04 0 023 0 326 Revised emergency plan imp 1 en)ent 1 ng p r oc« d ures , in C I ud Ing 
GO-EIP-lui re corporate BfnBrger..y org an 1 la t itjn, QQ-EIP-l 33 re 
enorgeiicy plan review Zt rev L C-O-EJP-120 re ref guidance For 
recovery manager W/840G17 Itr 

MUDDr C H Alabama Poasr Co O‘1/O0yi7 36pp 26206 019 24X 

Fiche 50-348,04/00/17.8400230326 


M Antitrust correspondence 


B4O8130O75 At k receipt of B40629 petition for anf 0 rt. emen t action under 
10CFR2 206 re antitrust license conditions Peiltldn will be 
held in abeyance pending further Cammlsslon direction 
DENTON, H R Office of Nuclear Reactor Regutation, Director 
04/07 '30 30SKEY, □ Volpe, Daskey 4 Lyons 7p p 26034 353 a4X 

Fiche 50-348,04/07/30,0408130075 


0400080197 Reiterates 040702 request for notes, momoranda or transcripts 
of nortihgs between NRC 6 util as referenced in Palladina 
940636 memo 

QOGKEY. 0 . MACOUINEAS, D B Volpo, Doskey 6 Lyons G08KEV. P 
Alabama Electric Cooperative, Inc DSD 033 04/09/06 DIRCK8. W J 

Office of the Executive Director for Operations 2pp 25960 259 
a4X Fiche 30-348.04/08/06,9400080197 


8408030202 Reiterates 040/02 request far nil t e s. memorand a or transcripts 
of neetings between NRC t« util as refarenerd Sn Pallarflno 
840626 memo 

SaSKCY, 0 , MACOUiNrASi D 0 Volpa, Do&key 6 Lyons BDSKEY, D 
Alabama Electric CoopBratlve. Inc DSD 831 04/00/06 

DERNTHAL. F M Comriil ss 1 encr s 2pp 25959 022 24X 

Fiche 30-340,64/00/06,9408080202 


8408080241 Reiterates 840702 request for any notei or memoranda or 
transcripts of meetings u/util near end of June 1904 
Certificate of Sve end 

OOSKEY. U , MACOOrNEAS, D B Volpd. Dos key 6 Lyoni BDRKEY.a 
Alabama Electric Cooperative, Inc Dga 932 64/08/06 

ASSEL6TINC. J K Comml sa 1 oner s 2pp 25966 29J 24X 

Fiche 50-348,84/09/06.8408080241 


8406150120 Responds to 940806 Itr bo WJ Dircks requosting any notes, 
merrtorand'a or transcripts made uf meetings between NflC 6 
util No notes taken 6 no memoranda or transcripts of 840626 
meeting prepared Related correspondence 

CUN Nil NO HAM. O H Office of the Executive Legal Director D9Q 030 
94/09/10 BDSKEY, D . MACOJINEA5, D D i/ojpe. Doskey it Lyons 2pp 
26066 352 24X Flqhe 50-348. 84/00/ 1 0, B4O01 501 20 


B4092004S6 Roapanda to B40S06 request for Commission records re 040625 
meeting ui/utij Chairman PalJadlno B40624 memo accurately 
reflects conversation U/svc list Served on 040917 

DERNTHAL.r Conml 5 s loners DSD 166 04/00/16 DGSKEY, B Yeipei 

Ooskey i Lyons 3pp 26136 318 24X riche 30-348.04/08/16. 

8400300486 


P Operating licence stage documents ?. corraspondence 


0403060277 Requests addl info needed for continuing review of G40203 
license amend request, per Generic Ltr 03-43 Defiejontios 
noted in Tech Specs re deletion of ROs 

VAROA. a A Operating Reactors Dranch l 04/07/25 HCDONALD. R P 
Alabama Rower Co 2pp 25950 294 24X Fiche 50-348,04/07/25, 

8406060277 


8408130233 Forwards safety evaluation 5 . technical evaluation rept ri 
central of heavy loads, Phase 1 

VAROA, S A Operating Reactors Branch j 04/07/25 MCDONALD. R P >' 
Alabama Power Co 2pp 26060 027 24X Fiche 50-348,84/07/25, 

8408130233 


-B40B12025Q SER re control of heavy loads, Phase 1 Phase 1 acceptable 
a NRC - No Detailed Affiliation Given 04/07/25 2 pfl 
26060 029 24X Fiche 50-348,94/07/25.6400130233 


0408100036 Forwards updated status of 1904 licensing items Identlftec 
In 840702 ltr Util ready to discuss mod of licensing status 
to address all licensing Issues 

MCDONALP, R P Alabama Power Co 04/08/01 VAROA. 8 A Office of 

Nuclear ileactor Regulation. Director 7pp 25790 061 a4X 

Fiche 30-348,94/08/01,8408100036 


8400070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OUs !« holders of CPs re availability of 
Buppl 1 to NUREO-0933, "Prl oritl lation of Generic 8afety 
Issues " Svr list eocl 

ElSENHJt.D 0 Division of l-lcenslno B4/0B/O6 Consolidated 
Edison Co of New York, Inc 10pp 26129 23B 24x 

F 1 cfic - 50-000, 04/00/06, 84000701 lO 
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S^0a090317 Foriuarda ,'iontMy status rept re p lati t-sp e 1 1 # j c backFltting 
activities for operating reactors t license o(ip 1 i c ant's for 
Jui 

TREhDLAV, P P Operating Ppactors Assessment BrancN 84/00/06 
HOLAHAN* G h Operating Reactors Assessment Branch I3pp 
25791 350 24X Flche 50-000'. B<t/0S/06, 04000903 1 7 


0400210412 Forwards list of accident monitoring equipment to 
replaced uithiti extended schedule of lorFR50 49»per fleg 
Guide 1 97 

MCDOMALD, fl P Alabama Power Co 04/00/17 VAROA. S A Office Of 

Nuclear Reactor Regula^-ion. Director 4pp 26179 211 24X 

Fichc 50-364.04/00/17.0400210412 


0400230398 Application for amend to Licenses NPF-2 h MRF-a. d ele ting 
words during shutdown from Tech Spec 47122b Ire 
auilliary feedwater sgs F«e end 

KCDDNALD.R P Alabama Pouiei Cn Q4/0B/17 V/ARGA. S A Office of 

Nuclear Reactor Regulation. Director 3pp 26205 304 24X 

Fiche 50-340,04/00/17.0408230390 


— 8400230379 Proposed Tech ^pec 4 7 1 2 2 b l*deletsTig words during 
ahutd own 

* Alabama Pouer Co 84/0B/17 2pp 26205 307 24 X 

Fiche 50-340,84/08/17,0400230390 


6400200275 Generic Ltr 04-20 to all licensees of operating reactors & 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewe-d safety 
questions 3vc list end 

EISENHUTjD 0 Division of Licensing 04/00/20 Consolidated 

Edison Co of New Yort. Inc i7pp 26276 244 24X 

Fiche 50-000,84/00/20.0400200275 


Q Inspection reports, IE Bulletins 6 correspandcnc e 


G4O02BO176 Discusses results of diesel generatar checit valve integrltgi 
insp, per IE Bulletin 83-03. during fifth refueling outage on 
040210-0424 Inservice testing requirements for valves will 
be modi f led as listed 

MCDONAtD. R P Alabama Power Co 64/06/01 □ 'REILLY, J P Region 2r 

Office of Director 3pp 26279 196 24X Fiche 50-348.04/06/01, 

8400260176 


0400200040 Forwards response to IE Bulletin 04-02, "Fat lures of CE 
Tgpe HFA Relags in Use in Class IE Safety Sys " Unit 1 
raiays replaced u/OE Century Senes HFA relays Thirty-three 
Unit 2 relays require replacement 

MCDONALD. R P Alabama Power Co 04/07/12 O'REILLY, J P Region 2, 
Office of Director 5pp 26261 230 24X Fiche 50-340.84/07/12, 

0400280040 


8407250229 IS Info Notice 04-37, "Operating Enperience re Moisture 
Intrusion in Safety'Related Electrical Equipment at 
Commercial Power Plants " Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Past 030103) 04/07/27 Consolidated Edison Co of Neu 

Ynrlf. Inc ll9pp 25063 047 24X Fiche 50-000 , 84/07/27. 6 407230229 


B406130345 Requests revised relief from ASME Co do. Sec fci on XI 
requirements re volumetric exam of charging puftip casing 
welds b hydrostatic test of Class 2 portions of steam 
generator Si per review of inservice Insp prograrn Foe encl 
MCDONALD. R P Alabama Power Co 04/07/27 VARGA, S A Office of 

Nuclear Reactor Regulation, Director 5 pp 26010 312 24X 

Fiche 50-364,04/07/27,8400130343 


8408010333 IE Info Notice 84-57, "Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 04/00/06 Consolidated Edison Co of Mew 

York, Inc l2Ppp 26068 001 24X Fiche 50-000,64/08/06.0400010333 


04OBO1O337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement *' Sve list unci 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPost 030103) 84/08/06 Consolidated Edison Co of Neui 

York. Inc laSpp 26067 I5B 24X Fiche 30-000.64/00/06,6400010337 


8400070120 lE Info Notice 04-61, "Overexposure of Diver in PUR 
Refueling Cavity " &vc list end 

JORDAN. E L Division of Emergency Preparedness & Enyineering 
Response fpost B30103) 84/08/00 Cansul Idated Edison Co of New 

York, Inc 120pp 26127 llB 24X Fiche 30-000,84/06/06,6408070120 


0408070376 IE Info Notice 04-62. "Therapy Misadmln t s tra tl ons to 
Patients Undergoing Co-60 Toletherapy Trealmente *' Sve 
list «ncl 

GRACE, J N Division of QA. Safeguards i Inspection Programs IPost 
B30103) 64/08/10 Consolidated Edison Co of New York, Inc 

I23pp 36130 001 24X Fiche 50-000,04/00/10,6408070376 


S4O01OOOO9 If Info Notice 84-63. Lefoctive RHR Replacement Piping " 
Sve list enc 1 

JORDAN. E L Division of Emergency Pi epamdness *< Engineering 
Response (Post e30l03> 84/00/13 Con< 5 ol idaied Edi<^on Cn of New 

York, Inc 1 19pp 26177 210 34X Fiche 50-000,64/00/13.0400100007 


G4O01OOO38 IE Info Notice 04-64, "QWR HpC I Initiation Seol-In 
Indication " Sve list enc 1 

JORDAN. E L Division of Emei geneg Preparedness U Engineering 
Response (Post 030103) 84/08/15 Consolidated Edison Ca of New 

York, Inc I04pp 26170 073 a4X Fiche 50-000.64/09/15,0408100030 


8406100031 IE Info Notice 04-65. "Undorratod Fuses Uhich May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list enc 1 

JORDAN. E L Division of Emergency Preparedness I. Engineer mg 
Response (Post 830103) 84/00/16 Consolidated Edison Co of New 

York, Inc llBpp 26190 OOl 24X Fiche 30-000.64/08/16.8408100021 


8408100055 It Info Notice 04-66, "Undetected Unavailability of 
Turb ine^Dr Iven Auxiliary Feedwater Train " Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 64/08/17 Consolidated Edison Co of New 

York. Inc J20pp 262/6 001 24X Fiche 30-000, 84/00/ t7, 8400 1 00055 


84OB14O20B IE Info Notice 84-67. "Recent Snubber Inservice Testing W/ 
High Failure Rates " Sve list encl 

•/OR DAN I E L Division of Emergency Preparedness tt Engineering 
Response (Post 630103) 84/08/17 Consolidated Edison Co of New 

York, Inc t22pp 26276 122 24X Fiche 50-000,84/00/17,6408140200 


B4OQ210142 IE Info Notice 84-60, "Potential Deficiency in Improperly 
Rated Field Ulr ing to Solenoid Valves " Sve list end 
JORDAN, E L Division of Emergency Preparedness 8. Engineering 
Response (Post 030103) 64/00/21 Consolidated Edison Co of New 

York, Inc llOpp 36329 OOB 24X Fiche 30-000. 04/O8/2i> 0408210143 


V Operator Examinations 


6400070314 Forwards response to Generic Utp 84-14 re replacement b 
requali f teat ion training program End provides outline Sr 
description of sKSulaior utiliied in training b 
requal 1 f I cation program 

MCDONALD. R P Alabama Power Co 84/07/26 VARGA, S A Office of 

Nuclear Reactor Regulation, Director 3pp 25748 002 24X 

Fiche 50-346,04/07/26.0408070314 


ODCKET 50-366 EDWIN I HATCH NUCLEAR PLANT, UNIT 2 


F 3ecurity, medical, emergency S, fire protection plans 


8400300436 Forwards FEMA exercise rept for 031013 exercise 

DANCE, H C Region 2, Office of Director 84/03/07 KELLY, R J 
Georgia Power Co Ip 26314 247 24X Fiche 50-321,04/05/07, 

0406300436 


— 8404040322 Forwards FEMA 040124 ltr forwarding FEMA Region IV rept of 
831013 joint exercise Recommends exercise i ept bo 
transml tted to licensee ^ coordination w/FEMA Region IV be 
contltiued to ensure deficiencies identified corrected 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/03/13 8rOMR,J P Division of 

Emergency Preparedness 6 Materials Safety 2pp 26314 245 24X 

Flcho 30-321,84/03/07,0408300436 


640B300332 Confirms arrangements made on 040524 between JT Deckham 
HC Dance re 840331 enforcement conference in Region il ofc 
to discuss 840522 security event ro access controls h events 
leading to inoperability of HPCI Agenda encl 

O'REILLY. J P Region 2, Office of Director 04/03/25 KELLY, R J 
Georgia Power Co 2pp 26314 147 a4x Fiche 30-321,04/05/25, 
0400300332 


84O03OOJ76 Forwards summary of 840530 meeting u/utlls 6 INPO re 
selected emergency preparedness issues Attendance list also 
encl 

O'REILLY, J P Region 2. Office of Director 84/06/00 KELLY, R J 
Geurgta Power Co 4pp 26300 237 g4X Fiche 50-000,84/06/03, 
640B3003/6 


0408310057 Documents training U experience for evaluation team members, 
per 040723 ltr re training requirements for NRC t« contract 
personnel observing 840802 emergency exercise 

DANCe.H C Region 2; Office of Director 04/07/24 KELLY, R J 
Georgia Power Co 3pp 26333332 a4X Fiche 50-321,04/07/24, 
6408310057 
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S4oqo 3014>3 Revs to emijrgency plan implementing pi ocedures . cons isting of 
Rev 4 to HNP-Q024, ‘In-Pidnt Radiation Level Monifcoping" 

Rev 1 to KNP-eQ&ii Eberline Model PCM-1 Portal Monitor 
Operation fj Cajibr ’ W/a4073l Itr 

SORRELL i E C Georgia Pouer Co 04/07/31 39pp 25913 022 24\ 

Flche 90-321.04/07/31.8408030163 


8400300238 Foruards 8RL'NJREG-34709 re cracked vent header pipe flept 
supports conclusion that failure caused bi/ impingement 
of torus, inerttn-g nitrogen on vent header W/o enc 1 
DANCE, H C Region 2. Office of Dlrettor 84/06/19 KELLY, R J 
Georgia Pomer Cn Ip 26307 014 24X Flchc 50-366,84/06/19. 

8408300230 


Q4O8130302 RospondB bo 840302 1 tr, sup p I etnented by 840413 I tr , request mg 
exemption f « on App E to 10CER50, c *c lud ing atate t county 
participation m 640802 exercise Requested exemption 
unnecessary Neu rule requires parti c i pa ti on every 2 yr> 
aTOLZ,J F Operating Reactors Branch 4 84/08/01 DECKHAM, J T 

Georgia Pouer Co 3pp 26040 334 24X Fiche 30-321,04/08/01. 

6406130302 


B40B090207 Notification of 040008 meeting u/utll in Dethesda.MD to 
discuss approach For interim measures associated m/schedular 
exemption request foi implementation of App R mods 
ni9ENBARK,G Operating Reactors Branch 4 84/08/03 STQLZ, J F 

Operating Reactors Branch 4 2pp 25984 360 24X 

Pi Che 90-321, 04/00/03, 8408090207 


0400300421 Foruards summary of 040521 meeting u/uti I in Region II ofc 
re APnri sys block monitor sys !< Tech Spec activities 
proposed for Licenses DPR-97 L NPF-5 Attendance list end 
LEWIS, n C Region 2, office of Otrector 84/06/22 i^ELLY, R J 
Georgia Pouier Co 4pp 26314 217 24X Fiche 50-321.84/06/22, 

8408300421 


0400010122 Returns fee submitted ttf/840712 license amend application re 
operation uf/rec irculati on loop out of sve Only 4-190 due 
under revised fee rule, per IOCFR170 Remittance of 4130 
r equested 

DIGGS, R M License Fee Management Branch 84/07/23 BECKKAh, J T 
Georgia Pouier Co 2pp 25873 267 34XEiChe 90-366.84/0 7/23. 
6400010122 


B4OB130379 Responds to 040717 request for addl info re submittal of 
safety parameter display sys Info Foxboro Procedures 
QQAAA04 Ic Q0AAB44, containing laoJatlon devices pass/fail 
acceptance criteria, end 

QUCMA. L T Georgia Pouer Co 04/06/07 STOLZiJ F Operating 
Reactors Dranch 4 3pp 2600B 203 24X Fiche 50-321 , 84/08/07. 

6 406130379 


e4aQ17Q250 Rev 7 to Emergency Implementing Procedure HNP-4092r “Dffsite 
Dose Estimations " M/840914 Itr 

*f Georgia Power Co 04/08/14 46pp S6115 S97 24X 

Fiche 50-321, 84/OB/l 4. 8400170258 


0406210472 Revised emergency plan implementing procedures* inc Jud Ing 
Rev 2 to HNP-2-4305 re turbine lube oil reservoir, Rev 4 to 
HNP-4212 re emergency diesel generator bldg it Rev 3 to 
HNP-t-42t6 re reactor bldg Elevation 203 fires W/B40ai6 Itr 
NIX.H , BORRELL, E C Georgia Pawer Co 04/08/16 246pp 

26149 004 24X Fiche 50-321 , 04/08/16, S40S210479 


04OB30O233 Revised emergency plan implemenblng procedures , indud ing 
Rev 1 to HNP-1-4261 re south CRO essential MCC area fires 
it Ftov 1 to HNP-l-4263 le reactor water cleanup pump room 
Fire W/ 040924 ItT 

NIX,H . SORRELL, E C Oeurgia Power Co 84/08/16 75pp 26269 123 
24X Fiche 50 - 321 , 04/00/ie, 0400200233 


0406-270301 Rev 21 to Emergency Plan Implementing Procedure HNP-80001 
^'Radiation Work Permit “ W/840021 Itr 

daRRliLL,C C Georgia Powpr CO 84/00/21 2Spp 26240 337 24X 

F i clip 50-321,84/00/21*0400270301 


r Financial information 


£1-406 300072 Forwards draft in Fortberanto certificate Approval requeeted 
in order to meet Internal Revenue Sve requirements for 
ta^-Bxempt pollution control revenue bonds 

■OUCWAiL T Georgia Power Co 84/00/20 STOLZ-J F aperating 
Rs^ctors Branch 4 4pp 26305 357 24X Fithe 50-321.94/09/20, 

©406300072 


3. Dperating license stage docamente i* correspondence 


3^O03IO3'7B Forwards summary of 840424 meeting re feedwater noiile 
ul4:rasDnic test indications L corrective action necessary 
far future unit operations Meeting boneficial 6 provided 
hebter understand ing of issues. 

t^ENlBiR C Region 2* Office of Director 04/05/15 KELLY, R J 
Georgia Power Co 7pp 26333 321 24X Fiche 90-366,84/09/15, 

G4OB310398 


^00310021 Confirms 640514 telcon re 840521 meeting In Region H nfes 
fco discuss planned mod to rod block monitoring sys at 

1 1 i tij ... 

R C Region 2, Office of Director 84/09/16 KELLV.R J 
O^argia Power Co Ip 2633S 014 24X Fiche 50~321, 84/09/16, 

B40a3 10021 

^06300320 Confirms 840522 telcon batueen J Qadgett t/ H Dance re 
.ar^'^ansemonts made for R Mart in. Reg ion JI, Deputy Regional 
Admlnl strator, to attend 840626 presentation of certificates 
-fcti licensed operators 

lewis* R C Region 2, Office of Director 84/05/29 KELLY, R O 
O^orgia Power Co Ip 26308 328 24X Fiche 90-321,04/09/29, 

EJ4O03OD32O 


8406080176 Informs of review of responses to Generic Ltr a3'’02 re Tech 
Specs for Nt/RE0-0737 items which were to be implemented by 
611231 Tech Specs for Item II E 4 2 7 have not been 
provided Response requested within 30 days 

STOLZ..J F Operating Reactors Branch 4 B4/08/01 BECKMAMi J T 

Ooorgia Power Co Spp 29978 342 24X Fiche 50-321,84/06/01, 

6400060176 


8406130561 Application for amend to Licenses DPR-97 8, NPF-9. revising 
radiological effluent Tech Specs <RETBJ by transferring RETS 
from App B to App A & including editorial it administrat Ive 
changes & changes based on NRC comments 

BECKHAH. J T Georgia Power Co 84/08/01 8TDLZ,J F Operating 
Reactors Branch 4 3pp 26031 OOl 24X Fiche 50-321.64/08/01, 

04 08 130961 


— 840B13O367 Proposed Tech Spec changes, transferring rad icing leal 
effluent Tech Specs from App D to App A 
* Georgia Power Co 84/08/01 190pp 26031 004 24X 

Fiche 50-321, 04/08/01,0400130561 


6400070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for dLs L holders of CPs re availability of 
Suppl 1 to NURE0-O933, ''Prioritization of Generic Safety 
IssUBB " Sve list end 

EIEENHUTfO Q Division of Licensing 84/00/06 Consol Idated 
Edison Co of New York, Inc IBpp 2612? 23B 24X 

Fiche 50-000,84/06/06.0408070110 


6406090317 Forwards monthly status rept re plant-specific backfitting 
actlvitloB for operating reactors tc license applicants far 
Jul 1764 

TREMBLAY, P P Operating Reactors Assessment Branch 04/08/06 
HOLARAN, O M Operating Reactors Assessment Branch 13pp 
2S991 390 24X Ftche 50-000,84/08/06,8400090317 


6406100045 Application for amend to License NPF-9. revls ing Tech Specs 
to change Isolation actuation setpoint for six valves Fee 
one 1 

BECKHAM, ^7 r Georgia Power Co 04/06/06 STOLZ, J f Operating 
Reactors IJpancb 4 6pp 29990 044 S4X Fiche 90-366,84/08/06. 
8400100045 


— 84O0lOOO4'9 Proposed Tech Spec Table 3 6 3-1 re primary containment 
isolation valves* changing Isolation actuation setpoint for 
six valves 

* Georgia Fouer Cq H4/Q8/06 Sp p 25990 090 24X 

Fiche 50-366, 64/08/06, 0400 1 00045 


8400130242 Grants extcnsi«n for qualification of H202 analyier sys 
until 650331 ft for qualification of valves U operations 
until 851130 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/00/06 OECKHAM, J T Oeorgla Ppuior Co App 26040 354 24/ 

FI c ho 50-366, 84/00/06, 8408130242 


6400140106 Application to amend Licenses l>PR*-97 U NPF-9, chan gi ng Tech 
Bpecs to reflect i nplementa tion of TKI Item 11 D 3, 

"Past-Accident Sampling Capability " Fee end 

BECKHAM, v7 T Georgia Power Co 84/08/07 STOLZ, J F Operating 
Reactors Branch 4 2pp 26051 252 24X Fiche 50-321,84/00/07, 

8408140106 


— 0408140124 Proptisa-tf Tech Spec changes re post-accident sampling it 
analysis t, iodine monitoring 

♦ Georgia Pawer Co 84/08/07 5pp 26Q91 294 24X 

Fiche 90-321,04/00/07, 0406140106 
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SAO015O242 Responds to 840806 request for addl info re change to 
isolation actuation setpoint in Tech Specs for sii valves 
Propase<i amenp revises Tech Spec isolation netpoint tor each 
valve making setpoint consistent uj/onginal design of plant 
GUCWA-L T Georgia Pouer Co 84/08/10 STOLZ.J F Operating 
iteactars Branch 4 5pp 26067 06J 24X Fiche 50“366i S4/0a/10i 

8408150242 


0408210474 Provides infO in support of 840806 request for proposed Tech 
Spec change re containnent isolation valves Request should 
tie treated as energency request to avoid undue delaq in unit 
startup 

0UCWA«L T Georgia Pouer Co 04/00/14 ST0L7. J F Operating 
Reactors Branch 4 2pp 26181 I2*i 24X Fiche 30-021,04/08/14. 
8400210474 


Q Inspection reports. IE Bulletins f coi respondence 


B4O82B01B3 Responds to IE Bulletin 80-13, “Cracking m Core Spray 
Spargers '* No cracking observed in spaigers or in-vessel 
piping during 19S4 malnt/r ef uo I mg outage insp 

(5UCIJA. L r Georgia Power Co 84/03/07 O'REULV, J P Region 2 
□ffico of Director Ip 26269359 24^ Fiche 50-366,84/03/07. 

G40B2801S':) 


0408240356 Foruiards Insp Repts 50-321/84-21 f/ 3Q-366/04“21i on 
040611-15 Ho violations or deviations noted 

DAHCE.H C Region 2, Office of Director 84/07/10 KELLY. R J 
Georgia Power Co 2pp 26237 040 24X Fiche 50-321.84/07/10, 
84GB2403S6 


0408210175 Application for amend to License NPF-O, cons i st 1 ng nf 
corrected pages to Tech Specs on containment isolation 
valves submitted iJ/84oa06 amend request Reactor uater level 
isolation signal changed 

OUCWA.L T Georgia Power Co 84/08/16 ST0L7. J F Qperating 
Reactors Branch 4 Ip 26147 121 24X Fiche 50-366.84/06/16. 

B4082iai73 


-“8408210233 Corrected proposed T^ch Spec Table 3 6 S-l re primary 
containment isolation valves 

* Georgia Pouer Co 84/08/16 2pp 26147 122 24X 

Fiche 50-366.84/00/16,8408210179 


9408210357 Responds to 840801 Ur re NUftEO-0737. I tem II E 4 2t7), 
"Purge h Vent Valve Isolation '* Revs to Unit 3 Tech Specs 
expected to be submitted by 840*705 Unit i mods uilL be 
completed during scheduled Fall 1^34 refueling outage 
GUCHA. L T Georgia Power Co 84/08/16 STOLZj -J F Operating 
Reactare Branch 4 2pp 26100 241 34X Fiche 30-321.64/08/16. 

0400210357 


— 8403240359 Insp Repts 50-321/84-21 5 50-366/84-21 on 84061 1-15 No 
violations or deviations noted Hajor areas inspected worker 
concerns re Neuiport News Industries recirculation pipe 
replacement project 

HERRIWEATHER. N . CONLON. T E Region 2. Office of Dliector 

04/07/09 lOpp 26237 042 24X Tithe 50-321.84/07/10,6408240356 


8400240364 ToriJards Insp Repts 50-321/84-23 4t 50-366/64-23 on 
840610-22 No violations or deviations noted Unresolved items 
Identified ulll be pursued during future insps 

DANCE, H C Region 2. Office of Director 04/07/11 KELLY, R J 
Georgia Power Co 2pp 26237 080 24X Fiche 50-321.04/07/11. 

8408240364 


—8409240366 Insp Repts 50-321/84-23 h 50-366/84-23 on 840610-22 No 
violations or deviations noted Major areas inspected 
evaluation of ultrasonic test indications in feedwater weld 
2Q2l-irw-l2AA-ia <Unit 2) 

CRQNLEV, 0 R , COLEY. J L , BLAKE. J J Region 2. Office of Director 
04/07/10 I2pp 26237 082 24X Tiche 50-321.04/07/11. 

9400240364 


B 40 B 230251 Requests extension until 041107, to respond to request for 
Info re reliability t upgrading of diesel genera tors, p ar 
Generic Ltr 04-15 Extension due to workload at site for 
Unit 2 recirculation pipe replacement outage 

GUCMA,L T Georgia Pouer Co 84/08/16 ST0L7. J F Operating 
Reactors Drench 4 Spp 26207 293 24X Fiche 50-321,84/00/16, 

8408230251 


04O82BO239 Advises of plans 6 schedules for replacing HFA relays in 
reactor protection «« safety sys, par IE Bulletin 04-02 
OUCWA.L T Georgia Pouer Co 34/07/13 Q'REILLV, JP Region 2, 
Office of Director 4pp 26362 237 24X Fiche 50-321.84/07/13. 

8400300239 


8408200275 Generic Ltr 84-20 to all licensees of oparating reactors ic 
applicants for QLS re scheduling guidance for licensee 
submittals of reloads that involve unrevleued safety 
questions Sve list end 

EI8ENHUT,D G Division of Licensing 84/08/20 Consolidated 
Edison Co of New York, Inc l7pp 26276 244 24X 

Fiche 50-000,84/08/20,8408200275 


400300054 Requests nod to distribution fqr all plant cot reap ondence 
Dittrlhution page of recant Tech Spec amend w/requested 
change «nd 

GUCWA.L.T Georgia Power Co 84/08/32 STCL2, J T Operating 
Reactors Branch 4 2pp 26305 183 24X Fiche 50-321,84/08/23, 

8400300024 


8408270241 Ack receipt of 040709 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-321/04-13 S, 

50-366/84-13 

LEWIB.R C Division of Project t< Resident Programs 04/07/20 

KELLY, R J Georgia Pouer Co tp 26250 006 24X 

Fiche 50-321,84/07/20,8408270341 


“-B40B370247 Responds to NRC 040607 ltr rd violations noted in Insp Repts 
50-321/84-13 I* 50-366/04-13 Corrective actions QC dept will 
witness significant activities for safety-related major 
maint 

OUeWA. L T Georgia Pouer Co 04/07/09 D'RClLLY. J P Region 2. 
Office of Director 3p p 26258 087 S4X Fiche 50-321.04/07/20. 
840827024 1 


3409300197 Forwards Amend 40 to License NPF-5, safey evaluation U 
initial 6 final KSKC determinations NSHC determinations 
available in Central Files 

flTOLZ^U F Operating Reactors Branch 4 04/08/22 BECKHAM, J T 

Georgia Pouer Co flpp 26331 307 34X Fiche 50-366,04/08/22, 

8400300197 


— 8408300217 Amend 40 to License NPF-5, requir ing certain containment 
isolation valves to automatically close upon receipt; of 
1q-1q-1d reactor uater level signal , rather than upon receipt 
af low reactor water level signal 

STOUZ.J F Operating Reactore Branch 4 04/08/22 7p P 

26331 315 24X Fiche 50-366,84/08/32.0408300197 


— B4083002J9 Safety evaluafclnn supporting Amend 40 to Uicenae NPF-5 
PICKETT, 0 , butcher, E Office of Nuclear Reactor Regulation, 
Director 84/08/32 4pp 26331 322 24X Fiche 30-366.84/08/22. 

8408300197 


6400300115 Informs that during startup follQuing current recirculation 
pipe replacement outage. util will invoke special test 
exception Tech Spec 3 10 4 re oporabluty of recirculation 
loop 

GUCWA.L T Georgia Power Co, 34/08/23 BT0L2, J F Operating 
Reactors Branch 4 2pp 26305 169 24X Fiche 50-366.84/08/23. 

8408300115 


— 8400270255 Forwards Insp Repts 50-321/84-13 6 50-366/04-13 on 
040331-0420 U notice of violation 

LEWIS, R C Division of project S, Resident Programs 84/06/07 

KELLY. R J oaqrgU Power Co 2pp 26250 090 24X 

Fiche 30-391,84/07/20.8400270241 


— 8400270269 Insp Repts 50-321/84-13 L 50-366/84-13 on 840321-0420 
Violation noted failure to restore sgs to original design 
requiremen ts 

CRLGNVAK. R V . RAY-HOLM E8, P , OARNER, L. Region 2, Office of 
Director 04 / 06/05 7pp 26258 094 24X Fiche 90-321,04/07/20, 

8400270241 


— 9408270261 Notice of violation from Insp on 840321-0421 

* Region 2, Office of OiTector 84/06/07 2pp 26258 092 24X 

Fiche 50-321,84/07/20.8400270241 


8400270334 Forwariis Insp Repts 50-321/84-25 V 50-366/04-25 on 
840619-22 No violations Or deviations noted 

DANCE. H C Region 2. Office of Director 84/07/20 KELLY, R J 
Georgia Power Co 2pp 26257 206 24X Fiche 50-321,84/07/20, 
8408270334 


— 8406270338 Insp Repts 50-321/84-25 1 50-366/84-25 on 840619-22 No 
violations or deviations noted Major areas Inspected review 
of Local leak rate test program £< followup of previous 
Vtolai Ion 

WHITENER, H L ; JAPE, F Region 2. Office of Director 84/07/19, 
6pp 26257 208 34X Fiche 50-321.84/07/20,0408270334 
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8407250229 IC Info Notice 04-37, "Operating ExpeTience re Moisture 
Intrusion in Safe r y -Re I at ed Electrical Equipment at 
Cnmmercial Pouer Planta ” S/c list enc 1 

JDRDANj E L Division of emergency Prep-^r ednes s & Engineering 
Response (Post 830103) 04/07/27 Consolidated Edison Co of Neu 

York- Inc 1 19pp 25065 047 24Vriclie 30-000.04/07/27.040/250329 


8400070141 Foruards -d i sc ti ss l nti of exams conducted on six Inlet 8» outlet 
nozzles h safe-end ^ recirculation sys jet pump 
instrumentation Inconel 182 nozzles Ei^rns prompted by 
cracking pioblems discussed in IE Info Notice 04-41 
GUCWA.t T Georgia Pouer Co 04/07/27 ST0L2> J T Operating 
Reactors Oraneb 4 5pp 55950 029 34/ Fiche 50-366.04/07/37, 

0400070141 


0400010333 IC Info Notice 04-59. "Deliberate Circumventing of Station 
Health Physics Procedures ■" Sve list end 

JORDAN. E U Division of Emergency Preparedness 6 Engineering 
Response (Post 830101) 84/00/00 Consolidated Edison Co of Neui 

York. Inc 122pp 2606B 001 24XFlche 30-000.84/08/06.0400010333 


8400010337 IE Info Notice 04-60. "Failure of Air Purifying Respirator 
Filters to Meet EPflclencijr Requirement 3vc list one 1 
JORDAN. E L Dlvisinn of Emergency Preparedness & Engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co of Neu 

York. Inc I23pp 26067 158 34XFlche 50-000.04/08/06.0400010337 


S40B070120 IE Info Notice 04-61. "Overexposure of Diver in PWR 
Refueling Cavity " Sve list end 

JORDAN. £ L Division of Emergency Preparedness & Enginsbrlng 
Response (Post 830103) 84/00/00 Consolidated Edison Co of Nou 

York. Inc ISOpp 26139 I 18 24X Ficha 50-000. 04/08/08. 0408070 120 


8408070376 IE Info Notice 04'-62. “Therapy Hi sadmlfi Istratl ons to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
list end 

GRACE. J N Division of QA. Safeguards i> Inspection Programs (Pest 
030103) 84/08/10 Consolidated Edison Co pf Neui York. Inc 

125pp 26130 001 24 X Fiche 50-000. 84 /OB/ 10, 0400070376 


8400100009 IE Infp Notice S4-63, "Defective RHR Replacement Piping " 
Bve list end 

JQRDAN. E L Division of Emergervey Preparedness ^ Engineering 
Response (Post 030103) 04/08/13 Consolidated Edison Co of Neu 

York. Inc n9pp 26197 210 24X Fiche 30-000.04/08/13.8408100009 


8408100030 IE Info Notice 84-64. "DUR Hpci Initiation Seal-ln it 
Indication “ Sve list end 

JORDAN. E L Divisipn oF Etnorgency Proparednes s Engineering 
Response (Post 030103) 04/08/13 Conso 1 ido ted Edison Co of New 

York. Inc I04pp 2619B 093 24X Fiche 50-000.04/09/15.0408100030 


0408100021 IE Info Notice 04-65. "Underrated .Fuses Uhich May Adversely 
Affect Operation of Essential Electrical Equipment " 8vc 
list enc 1 

JORDAN. E L Division qf Erfiergoncy Preparedness Engineering 
Response (Post 030103) 84/00/16 Consolidated Edison Co of New 

York. Inc llBpp 26193 001 S4X Fiche 50-000.04/08/16.840010002) 


04OB1OOO53 IE Info Notice 04-66. "Undetected Unavailability of 
Turbine-Driven Auxiliary Feeduater Train " Sve list one! 

JORDAN. E L Division qf Emergency Preparedness !t Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Co of New 

York. Inc I20pp 26276 OOI 24X Fiche 30-000.34/00/17.8408100055 


0408140200 IE Info Notice 04-67. "Recent Bnubber Inservlce Testing W/ 
High Failure Rates " Sve list encl 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post B30J03) 84/00/17, Consolidated Edison Co of Naw 

York. Inc I22pp 26276 122 a4X Fiche 30-000.84/00/17.0408140200 


0408210142 IE Info Notice 04-68. "Potential Deficiency in Inproperly 
Rated Field Wiring to Solenald Valves " Bve list end 
JORDAN. E L Divisian of Emergency Preparedness 8< Engineering 
Response (Post 630103) 84/09/21 Consolidated Edison Co of New 

York. Inc llSpp 26329 008 24X Fiche 30-000,04/00/21.8400210149 


R Periodic operating reports related correspondence 


0400200001 Monthly operating repts for Jul 1934 (4/840802 Itr 
NIXrH C Georgia Power Co 04/07/31 I5pp 26140 266 24X 

Fiche 50-321.04/07/31.8400200001 


8 Reportable occurrences. LERs t< related correspondence 


0408240348 Part 21 rept re presence of Loctite-'242 in CRD hydraulic 
control unit scran pilot solenoid valve plunger Initially 
reported on 040413 New thread loddng devices inveetlgatod 
aHERWDOD.G 0 (Joneral Electric Co 04/04/13 OEVCIUNG/R C 
Director's Office, Office of Inspection and Enforcement 3pp 
26222 256 24X Fiche 30-000.04/04/13.8400240343 


0400070076 Advises of conpletion of review of AEaD/C403, “Case Btiidy 
Rept for El Hatch. Unit 2 Plant Sy 9 Interaction Event on 
820625 " Case studq raconmends event be considered In 
dBvelnping final positions relative to fAJftEG-0Q£)3 
DENTON. H R Office ef Nuclear Reactor Regulation, Director 
64/07/30 HHLTEMES. c J Director's Office 2p p 23935 272 24X 

Fiche 30-366. 84/07/30. 8408070076 


— Q40601D162 Forwards case study rapt of 620025 plant sys interaction 
event Comjhients requested W/o end 

HEUTEMES, C J Director's Office 64/05/18 DEN TON. H R Office 

of Nuclear Reactor Regulation. Director DEVOUNO.R C Director's 
Office. Office of Inspection and Enforcement 2pp 23955 273 
24X Fiche 50-366,84/07/30.8403070076 


0 4 06200438 LER S4-009-'00 on 6407 1 1 . unp 1 anna d automatic activation 
logic of more than one ESF occurred Caused by defective rev 
to HNP-2-3191 ProcedUT 6 revised to prevent unplanned logic 
actuation M/840ai0 Itr 

ELTON. T L . HIX, H C Georgia Power Co 84/08/10 3pp 26139 060 
24X Fiche 50-366-84/08/10.8408200430 


8400220491 LER 04-006-00 on 040716. control rod hoist operation 
performed w/o demonstration operation of hoist interlock All 
hoist use suspended Procedure revised W/a40B|4 Itr 

ELTON.T L . NIX.H C Georgia Power Co 04/08/14 3pp 26196 026 
24X Fiche 30-366.04/08/14.0403220491 


8400310106 Part 121 rept r« terus-to-reactof bldg vacuum breakers Memo 
of 040080 telcon reporting equipment quality E. separation of 
controls to butterfly valves end GE lacks technical info to 
adequately evaluate condition 

VILLA.R Ganeral Electric Co 84/08/21 R08SI.C E Director's 
Office. Office of Inspection and Enforcement 3pp 26318 327 24X 

Fiche 50-000,84/08/21.0400310186 


0408300517 LER 84-003-01 on 84 0327, p ersonne J found turbine bldg area 
temp FTitC Procedure HNP-2-3725 Inadequate in meeting monthly 
channel functional test in Tech Specs Caused by procedural 
Inadequacy due to personnel error W/B40823 Itr 

TIPPS. S D . NIX.H G Oeorgia Power Co 84/00/23 3pp 26313 34B 
24X Fiche 30-366.84/00/23.0408300517 


DOCKET 30-367 DAILtV OENERATINO STATION 


0 Adjudicatory correspondence 


0408280194 Requests response re resolution of 820604 application, for 
fees & expenses under Equal Access to Justice Act Payment 
clearly authorized bg 5USC504 ( d ) C I ) No issue exists to 
Commission granting petition Related correspondence 
WHICHER,-JM Ous ine9S47i>en for the Public Interest WHICHER. J M 
Nhlcher, j t1 OSD 329 84/08/22 CRAf£, P Office of the General 

Counsel 2pp S6275 192 24X Fiche 30-367.84/08/22.8408280194 


H General correspondence 


8405180145 Responds to 040314 Itr to Chairman Palladino which end 
U & V Smelser concern re Marble Hill & Dallly cancel lation . 
withdrawal of util application for Zimmer tt denial of 
license for Dyron facility 

DIRCKStM J Office of the Executive Director for Operations 
04/05/04 LUOAR.R 0 Senate 7p P 24524 325 24X 

Fiche 30-000,84/05/04.8405180145 


— 0405180152 Requests response to end W 1, 9 fimelser 640210 Inquiry into 
NRC attitude toward utils Concerns Include Marble Hi 1 1 fit 
Dailly cancel lation. withdrawal of util application far 
Zimmer & denial of license for Byron facllibg 

LUGAR.R 0 Senate 04/03/14 PALLADINO- N Commi ss i oners 3pp 
24524 331 24X Fiche 50-000,84/05/04.8403180145 


DOCKET 30-368 ARKANSAS NUCLEAR ONE, WNtT 2 


P Becurlty. medical, emergency ic fire protection plans 


8408160496 Forwards IE Znsp Repts 50-31 3/64-20 it 50-366/84-20 on 
840619-22 No violations or deviations noted 

HUNTER, D R Region 4. Office of Director 84/07/53 GRIFFIN, J H 
Arkansas Power U tight Co 5pp 26107 310 a4X 
Fiche 50-313.84/07/23.8408160498 


—8408160504 IE Insp Repts 50-313/84-20 i 50-368/04-20 on 040619-22 No 
Violations or deviations noted Major areas inspected 
security program audit & physical barriers Details withheld 
(ref 10CFR73 2t> 

EVANBfC A Region 4« Office Of Director 04/07/23 Ip, 

26107 320 24X Fiche 50-313.84/07/23.8408160498 
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B40B2QD1B4 Forwards ‘'Rearta 1 y s i s 10CFR30> App Ri Sections III Or J 

tt Qj " per 03033a & 07ta requests for eieinp t ion from 
10CPR90 48CcJ schedule fm barn ers^ p enetrati ons 
suppresalan/dotect i on sys for approi t yr 

MARSHALL, J R Arkansas Pawer & Light Co 94/00/15 STOLZ.J F 

Operating Reactors Branch 4 MILLER, J R Operating Reactors Branch 

3 2pp 263B7 14^ a4X Fiche 50-313, 84/00/ 15. 5400200104 


— 8408300138 "Reanalysis, Against IOCFR50, App fi, Sections HI 0, J 0 " 

♦ Arkansas Power it Light Co 84/08/15 ISOpp 36207 146 34X 

Fiche 90-313. 84/08/1 5> 6408200194 


940B330401 Revised Emergency Procedures 1903 72 re St Marys Hosp. 
1903 73 re Ml 1 lard-Heriry clinic %i 1903 74 re Pope County 
ambulance sve 

e Arkansas Power & Light Co 04/08/16 7pp 26206 001 24X 

Fiche 50-313,64/03/16*0408230401 


0408330417 Deletion of Rev 0 to Procedure 1903 34, "Administration of 
PotassliKTi Iodide “ 

a Arkansas Power 6 Light Co 04/06/27 3pp 26204 011 24X 

Fiche 50-313,64/06/29.0408230417 


P Operating license stage documents 6 correspondence 


6408020031 Informs Of planned nod to C-E control eloAient assembly 
guide tube wear sleeve Mod includes relocation of sleeve 
flarersleeve expansion over full length of sleeve St 
relocation of crimp, prpvid ing resistance to axial motion 
SCHERER, A E Ca^ibustlon Engineering, Inc 84/07/27 
RUBENSTElMiL 8 Assistant Director for Core & Plant Systems 2pp 
25660 2SB S4X Fiche 50-000, 84/07/27. 0408020031 


0406070483 Forwards Rev 6 to QA manual - operations Return receipt 
requested 

MARSHALL, si Arkansas Pouer tt Light Co 04/07/31 Record Services 
Branch {Document Control Desk) Ip SS941 215 24X 

Fiche 50-313.04/07/31,0400070403 


—0409070495 Rev 6 to OA npnual - operations 

* Arkansas Power & Light Co 04/05/30 iSBpp 83941 216 24X 

Fiche 50-313,84/07/31,8406070403 


0408130367 Summarises 040712 meeting w/NRC, Tec hnology for Energy Corp 
& Bean Power in 6:eth esda, HD re inadequate core cooling 
Instrument installation Supporting documentatton end 
flARSHALL. J R Arkansas Power h Light Co 04/08/01 MILLER, J R 
Operating Reactors Branch 3 35pp 260OS 302 24X 

M c h e 50-366, 84/08/01, B40 8 1 30367 


38200219 Denies 830927 request to revise Tech Specs re containment 
hydrogen analyzers Present talibr requirement preferred 
because of mpre accurate hydrogen concentration measurement 
MILLER, kJ R Operating Reactors Branch 3 04/OB/Ol ORlFFlNiJ M 
Arkansas Power U Light Co, 2pp 26142 296 24X 

Fiche 50-368 , B4 /oa / Q £ J 84082002 19 


40B070ilO Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for DLs V holders of CPs re aval lab 1 1 1 ty of 
Suppl 1 to NUREO-0933# "Priori ti latiofi of Generic Safety 
Issues " 8vc list end 

ElSENHUTrD 0 Division of Licensing B4/0B/06 Consolidated 
Edison Co of New York, Inc IBpp S6129 230 24X 

riche 50-000,84/08/06. B40a070i 10 


0408140320 Docu.nents resolution oF environ qualification deficiencies 
identified In SER ti discussed at 840426 meeting Matrix of 
qualification deficiencies 6 proposed resolution h 
justlf Ication for continued operation encl 

MARSHALL, J R Arkansas Power «< Light Co 04/08/06 MILLER, J R 
Operating Reactors Branch 3 BOpp 26043 317 24X 

Fiche 50-366,64/00/66.8408140326 


B40B1403S5 Forwards corrected cover sheets for Copies 1-6 of Rev 6 to 
"QA Manual Operations " 

MARSHALL, / R Arkansas Power Light Co 84/00/06 Record 
Bervices Branch (Document Con-troi Desk) 7pp 26041 037 24X 

Fiche 50-313,84/00/06,6408140355 


0400170061 Forwards corrected coversheet for Rev 6 to aA manual 
operations Revised coversheet reflecta Control Copy 7 
MARSHALL, / R Arkansas Power 6 Light Co 84/09/06 ANKRUM, 0 T QA 
Branch. 4pp 26119 010 24X Fiche 50-313,84/08/06,8408170061 


B40B2Q0303 Informs that response to Recamcnendati on QL-s re inadvertent 
cloture to condensate storage tank Isolation valve 
(NOREG-0737, Item It E 1 i) will be delayed until 840624 due 
to outage preparation work ' 

MAR8HAlC,J R Arkansas Power Sc Light Co 64/09/10 8TOL7, / F, 
□peratihg Reactors Branch 4 Ip 26133 35B 24X 

Fiche 90-313,84/08/10,8408200303 


8400280033 Summary of B40712 moctiny w/ut i 1 , Toe hnology for Energy Corp 
6 Scandpoiwer m Dethosda, MD re inadequate core cooling 
(nonitUTing sgs. Instal l«iti on sc hed u 1 e. pro j ec t status 6 
preliminary test results Yiewgraphs end 

LEE, R 5 Dperating Reactors Dranch 3 SA/OS/i/ Qperatlng 

Reactors Branch 3 35pp 26293 121 24 X Fiche 50-366,84/08/17, 

0408260033 


8400200275 Generic Ltr 04-20 to all licensees of operating reactors & 
applicants for QLs re scheduling guidance for licensee 
submittals of reloads that involve unrevLewed safety 
questions Sve list one! 

EISENHUT,DG Division of Licensing 84/OQ/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 24X 

Piche 90-000,04/08/20,0400200275 


8400310231 Forwards revs to proposed Tech Spec changes for NUREO-0737 
items re containment radiation monitors tf post-accident 
sampling, per Oene-ric Ltr 93-37 

GRIFFIN. J M Arkansas Power V Light Co 84/0Q/22 STaL7,J F 
□peratlng Reactors Branch 4 I2pp 26320 314 24X 

Fiche 50-313.04/08/22,8406310231 


0 Inspection reports, IE Oulletina ?< correspondence 


8400130372 Forwards IE Insp Rep ts 50-313/64-11 8< 50-369/84-11 on 
840326-29 6 notice of violation Dno unresolved item re maint 
program identified in Paragraph 2 of insp rept should be 
addressed in detail 

JOHNSON, E H Region 4, Dffice of Director 04/05/16 GRIFFIN, / M 
Arkansas Power 6 Light Co 2pp 26075 181 84X 

Fiche 90-313,04/05/16,8400150372 


—0408150375 IE Insp Repts 90-313/84-11 U 90-368/84-U on 040356-30 
Violatioiis noted failure to document b follow procedures for 
maint of MBIVs L HPCI valves 

DOARDMAN, / R , JOHNSON, W D . JAUDON, J P Region 4, Office of 
Director 84/09/16 6pp 26079 105 a4X Fiche 90-313,04/05/16, 
8408150372 


8408090150 Forwards IE Insp Rep is 90-313/04-10 V 50-368/04-10 on 
040601-30 No violations or deviations identified 

JOHNSON, C H Region 4, Office of Director 84/07/11 GRIFFIN, / M 
Arkansas Power U Light Co 2pp 25993 178 24X 

Fiche 50-313,04/07/11,0400090150 


— 04OBO9O16O IE Insp Repts 50-313/04-lB 8, 50-360/04-lQ on 840601-30 No 
vielatlons identified Major ax eas inspected maint, 
surve i 1 lance, operat iena 1 safety verification 6 followup on 
IE bulletins 6 Generic Ltr 83-28 

/aHN90N,W D , HARRELL, P H . MARTIN, L E Region 4, Office of 

Director 84/07/U llpp 25993 160 a4X Fiche 50-313,04/07/11, 

0400090130 


B40B090121 Forwards IE Insp Repts 50-313/03-33 tt 50-36Q/B3-35 on 
031203-00 tt notice of violation W/o notice of violation 
HUNTER, RR Region 4, Office of Director 84/07/17 OniFFlN,JM 
Arkansas Power & Light Co 2pp 23993 148 24X 

Fiche 30-313.04/07/17.0408090121 


— 0409090130 lE Insp Repts 90-313/83-39 t, 30-368/03-35 on 831205-00 
NoncompUance noted falluie to vonPy that metis conform to 
procurement decuntents 

ELLER SHAN, L E , JOHNSDN, N D , DARNES. I Region 4, Office of 
Director 04/02/21 9pp 25993 ISO 24K Flcho 30-313,84/07/17. 
8408090121 


0408130312 Act receipt of 840615 ltr informing NRC of steps taken to 
correct violations noted in IE Inap Ropts 50-313/04-11 
90-368/84-11 Future Insp will dotormlne if corrective 
actions achieve compliance 

JOHNSON, E H Region 4, Office of Director 04/07/83 GRIFFIN. J M 
Arkansas Power 6 Light Co Ip 26074 330 24X 

FUhe 50-313.04/07/23,8400150312 


— 8408150317 Responds to NRC 040516 ltr re violations noted in IE Insp 
Repts 90-313/84-11 & 90-368/84-11 Requests addl time to 
complete response to Items noted in rapt Response will be 
forwarded by 840629 

MARSHALL, / R Arkansas Power 6 Light Co 84/06/19 DENISE, R P 
Division of Resident, Reactor Project ^ Engineering Programs Ip 
26074 391 24X Fiche 50-313,84/07/23,8408150312 


8408160498 Forwards lE Insp Repts 90-313/84-20 it 50-368/84-20 on 
840619-22 No violations or deviations noted 

HUNTER. D n Region 4, Office of Director 84/07/23 ORIFFIN,/ M 
Arkansas Pawer U Light Co 2pp 26J07 318 24X 

Flcho* SO-313, 84/07/23, 0408160499 
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--04OaiiO5O4 IE Insp Repts 50-313/04-^0 & 50-360/84-20 on 840619-22 r|q 
vlolatiqf)^ or deviations noted Major areas inspected 
securiti/ program audit t physical barriers Details ulthheld 
(ref 10C.Fn73 21) 

EVANS, C A , HULL.R E , MARTIN, L C Region 4, Office of Director 
04/07/23 Ip 26107 320 24X Fiche 50-313,84/07/23*8408160498 


B40B090022 Discusses IE insp on 031205-08 ** forwards notice of 
violation h proposed imposition of civil penalty Util failed 
to apply controls for proc«>rement C< installation of safetg- 
relaCcd fas toners, per App D to 10CFR50 tl/o end 

COLLINS, v) T Region 4, Office of Director 04/07/23 GRIFFIN, J M 
Arkansas Power 6 Light Co 5pp 25992 089 24X 

Fiche 50-313.04/07/25,0408090022 


8407250229 IE Info Notice 04-57, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Sve list cncl 

JORDAN, E L Divlsldn of Emergency Preparedness & Engineering 
Response (Post 030103) 84/07/27 Consolidated Edison Co of New 

York. Inc ll9pp 25065 047 24X Fiche 50-000.84/07/37.0407250229 


0400000055 Forwards sum, nary statement of IAEA insp activttios from 
Get 1903 to Mar 19B4, For review Reexuests conflrmatlan 
in 30 days concerning proprietary status of documents info 
withheld (ref 10CFR2 790) 

MILLER, J R Operating Reactors Dranch 3 04/07/27 ORIFFIN, J M 

Arkansas Power L Light Co 2pp 259Q1 070 24X 

Fiche 50-368.04/07/27,8400080033 


0400290113 Forwards ciam repi of axatn administered on 040710 

HUNTER, D R Region 4, Office of Director 04/00/01 GRIFFIN. J M 

Arkansas Power t Light Co 2pp 26297 250 24X 

Fiche 50-360.84/00/01,0400290113 


— 84002901 15 Elam rept administered on 840710 Exam results senior reactor 
operator 4 reactor operator passed 

HCCRDRY, S L , CDGLEY, R A Region 4, Office of Director 04/00/01 
2Spp 36297 2S8 24 X Fiche 50-360.54/08/01,8408290113 


0408290172 Forwards eian ropt administered on 840614-15 

HUNTER. 0 n Region 4, Office of Director 84/00/01 ORIFFIN. J N 

Arkansas Power a. Light Co 2pp 26297 001 24X 

Fiche 50-360,04/00/01.0400290172 


—0400290176 Exam rept adninis tered on 040614-13 Exam results all 
candidates passed 

MCCROnV, S L , COOLC^^, R A Region 4. Office of Director 04/00/01 
19pp 26297003 24X Fiche 50-360,84/08/01.0408290172 


0400010333 IC Info Notice 04-59. ''Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN. t L Divlslckn of Emergency Preparedness 6 Engineering 
Response (Pest 030103) 84/00/06 Consolidated Edison Co of New 

Vorkr Inc I22pp 26060 001 24X Fiche 50-000.04/08/06,0408010333 


0400010337 IE Info Notice a4--60, '‘Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Bve list enc 1 
JORDAN, E L Divisien of Emergency Preparedness 6 Engineering 
Responae (Post 830103) 84/00/06 Consolidated Edison Co of New 

York, Inc 193pp 26067 138 a4X Fiche 50-000,04/00/06.0408010337 


8408070120 IE Info Notice 04-'61, "Overe xposure of Diver in PWR 
Refueling Cavity ” Sve list end 

JORDAN. E L Division of Emergency Preparedness 8* Engineering 
Response (Post 030103) 04/08/00 Consolidated Edison Co of New 

York- Inc 120pp 26129 110 34X Fiche 30-000,04/00/00.8400070120 


8400070376 IE Info Notice 84-62, "Therapy lii sadmlnistra t ions to 
Pattonts Undergoing Co-60 Tcletherapy Treatments " Sve 
list end 

GRACE. J N Division of OA, Safeguards & Inspection Programs (Post 
030103) 04/00/10 Consolidated Edison Co of New York. Inc 

125pp 26130 001 S4X Fiche 30-000.04/00/10.8408070376 


8400100009 IE Info Notice 84-63. “Defective RMR Replacement Piping “ 
8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 84/00/13 Consolidated Edison Co of New 

York, Inc U9pp 26197 210 24X Fiche 30-000,04/08/13-8400100009 


8400100030 IE Info Notice 84-64- "Gl^R HPCI Initiation Soal-In t< 
Indication " Sve list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/00/15 Consolidated Edison Co of New 

York, Inc I04pp 26190 093 24X Fiche 30-000-04/00/13-8400100038 


0400100021 IE Info Notice 04-65, ''Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list and 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/00/16 Consolidated Edison Co of New 

York, Inc llQpp 26198 00 1 24X Fiche 50-000,04/00/16.8408100021 


0408100055 IE Info Notice 84-66, "Undetected Unavailability of 
Turb ine-Driven Auxiliary Feedwater Train " Sve list end 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Poet 030103) 04/00/17 Consolidated Edison Co of New 

York, Inc 120pp 26276 001 24X Fiche 30-000* 04/08/17, S-iOSlDOOSS 


8400140208 IE Info Notice 84-67, “Recent Snubber Inservice Testing W/ 
High Failure Rates “ 8vc list end 

JORDAN, E U Division of Emergency Preparedness & Engineering 
Response (Post B30103) 84/00/17 Consolidated Edison (^o of New 

York. Inc 122pp 26276 122 24X Fiche 50-000,84/08/17.0408140200 


0400210142 IE Info Notice 04-68. "Potential Deficiency In Improperly 
Rated Field Wiring to Salsno-ld Valves " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030101) 84/08/21 Consolidated Edison Co of New 

York* Inc Il5pp 26327 OOS 24X Fiche 50-000104/00/21,8408210142 


0400300134 Requests withdrawal of 840723 notice of violation 8, 
proposed Imposition of civil penalty Corrective actions 
initiated prior to enforcement acti on, including augmenting 
QA staf f . retra 1 n i ng QC staff & Increasing vendor surveys 
MARSHALL. J R Arkansas Power & Light Co 04/08/24 DEYOUNO. R C 
Director's Office. Office of tnapecllon and Enforcement 3pp- 
26304 257 24X Fiche 30-3 1 3 , 04/00/24. 0400300134 


— 8400300160 Licensee response to 840723 notice of violation Violation 
admitted 6 corrective actions outlined 
» Commissioners 04/00/24 I2pp 26304 260 S4X 
Flcha 30-313. 04/00/24, 0 408300154 


— 0400300166 Licensee answer protesting 040725 civil penalty Notice of 
violation falls to allow for corrective actions initiated 
prior te enforcement actioti 

e Commissioners 84/08/24. lOpp 26304 272 24X 

Fichu 50-313.04/00/24,8400300134 


8 Reportable occurrences. LERs L related correspondence 


0400060187 LER 84-014-00 an 04(7618. reac tor turbine trip occurred at 
approx BV. full power due to high level in steam 
generator A Caused by main feedwater bypass regulating valve 
E/P converter malfunction W/B40717 Itr 

MARSHALL, JR « R00ER8. P C Arkansas Power h Light Co 04/07/17 
3pp 25933 187 24X Fiche 30-360.04/07/17.8400060107 


0406080528 LER 04-013-00 on 040617, reac tor tripped from full power on 
low ONDR due to penalty factors generated by core protection 
calculators Caused by dropped control element assembly 
W/a40717 Itr 

ROGERS, P C , MARSHALL. J.R Arkansas Power & Light Co 04/07/17 
3pp 23973 295 24 X Fiche 30-368.84/07/17,0400000520 


O4O0OBOSOO LER 84-016-00 on 040621 , p enc tratl on fire barrier damper mfg 
by American Uarnlng & Vent i lat Ing, Inc, fai led to completely 
close upon fusible link removal Caused by metal shaving on 
pivot section of (famper blades H/G40723 Itr 

LOMAX. D 0 . MARBHALL.J R Arkansas Power & Light Co 04/07/23 
3pp 25975 237 24X Fiche 50-368, 04/07/23. 0400000500 


8408030512 LER 04-015-00 on 040302, breach of required fire barrier 
identified Addl breach identified on 040622 Caused by 
inadequate evaluation during original review Fire watches 
established Repairs underway H/840723 Itr 

CAMPDELL.P L , MARSHALL. J.R Arkansas Power & Light Co 84/07/23 
3pp 25773 264 24X Fiche 50-360.04/07/23,0408000512 


6408000493 Updated LER BO-026/03X-L on 800514, contro 1 room emergency 
air canditionar compressor trip occurad on freeze 
protection Caused by insufficient load when providing 
cooling from core protection calculator room W/040724 Itr 
BOGERS. P . MARgHALL, J R Arkansas Power & Light Co 04/07/24 3pp 
2377S 202 24X Fiche 50-368,84/07/24,8400000493 


8408240077 LER 04-017-00 on 040713, fire barrier penetration 2124-0004 
discovered degraded by engineering personnel while working 
on KVAC mods Fire watch established Barrier repaired 
W/ 0400 13 Itr 

CAMPDELU,P L , MARSHALL, J R Arkansas power U Light Co 84/00/13 
2pp 26236 139 a4X Fiche 50-360.84/08/13,0400240077 
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0403240000 LER 79-0‘a£]/03X'-2 on 791013, dur infl hode & shutdown cooling 
HX 2E3?B rad Lation monitar increased t small vol tube leak 
indicated in hX Cause not stated HX eiemired It plugged U/ 

840015 Hr 

MARSHALL, J R Arkansas Pouer Zc Light Co 84/09/15 5pp 
26337 010 a4X Flche 50-360^34/08/15,8408240080 


8408300357 Confirms 640806 telcon w/JP Q'Rcillg re 840015 meeting in 
Region II afc to discuss design U operation of standby 
Shutdown facility concerning App R to lOCFRSO.fire 
protection ^ 10CFR73. phy s i ca J protection Agenda end 
LEWIS. R C Region 2. Office of Director 84/08/03 TUCKER, H B 
Duke Power Co 3pp 26314 222 24X Fiche 50-000. 84/08/08, 

8408300357 


0400300473 LER 64-018-00 on 840710, operator discoveied tram D sodium 
hydraiide punnp (2P1369> nanual discharge isolation valve 
<2BB-‘llO> in locked closed position Caused by failure to 
reposition valve folloujing 840618 surveillance W/B40d2O Itr 
LOMAX, P B , MARSHALL. J R Arkansas Power t Light Co 04/08/20 
3pp 36314 006 24 X Fiche 50-368.84/08/20,8409300475 


84DB300014 Forwards public version of Rev 13 to crisis mg t plan L 
revised emergency plan inplementing procedures 

TUCKER, H D Duke Power Co 04/08/10 Record Services Branch 
(Docufnent Control Desk) 21pp 26332 353 24X 

Fiche 30-000,04/00/10,8408300014 


0400300496 LER 84-019-00 B40720. manual reactor trip initiated from 
lOOX full power following spurious half-leg trip Caused by 
operator inadvertently pressing alternate source to load 
button instead of reset button W/B40B2O Itr 

RQGERB, P . MARSHALL, J R Arkansas Power L Light Co 84/08/20 2pp 
26314 069 24X Fiche 50-360.04/08/20,8400300496 


V Operator Examinations 


G406290113 Forwards exam rept of oiafti administered on B4071Q 

KUNTERi D R Region 4. Office of Director 84/00/01 GRIFFIN, J M 
Arkansas Power b Li^ht Co 2pp 26297 250 24X 

Fiche 50-360, B4/08/QI. G40B2901 13 


— 8400300051 Public version of Rev 13 to ''Crisis Mg fc Plan for Nuclear 
Stations " 

# Duke Pouier Co B4/0B/15 30pp 26333 010 24X 

Fiche 50-000.84/00/10,84083000 1 4 


— 8408300058 Public version of revised crisis mg t plan implementing 
procedures, including 5 3 1 re recovery manager L immediate 
staff group plan & 5 3 4 re schedu I ing/p 1 anni ng support 
group W/FoLton 040823 nemo 

« Duke Power Co 84/08/15 170pp 26333 040 24X 

Fiche 50-000.84/00/10,8408300014 


I Financial information 


—8409290115 Exam rept administered on B4071G Exam results senior reactor 
operator b reactor operator passed 

nCCRQRViB L . CCaUEY.R A Region 4, Office of Director 04/06/01 
SSpp 26297 252 24X Fiche 50-368,84/08/01,8400290113 


6408290172 Forwards etan rept administered on 040614-15 

HUMTER^D R Region 4. Office of Director 84/00/01 ORIFFIN, J M 

Arkansas Power b Li 9 ht Co 2pp 56297 001 24X 

Fiche 50-360.84/08/01,8408590172 


0400240224 Forwards Duke Power Co b North Carolina Municipal Power 
Agency 1 1963 annual rcpts 

lUCKER.H 0 Duke Power Co 84/08/16 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E O Licensing Branch 
4 2pp 26237 137 24X Fiche 50-000,04/08/16,8408240224 


— 0400240239 "1983 Annual Ropt " 

CLAV. C N , SHAtl.R N North Carolina tlunicipal Power Agencies 
83/12/31 27pp 26237 139 24X Fiche 30-000,04/06/16,8408240224 


•9409290176 Exam rept administered on 840614-15 Exam results all 
candidates passed 

MCCRORY.S L , CanUEY, R A Region 4, Office of Director 04/06/01 
19pp 26297 003 24X Flch e 50-360, 04/08/01, 8408290 1 72 


’IDCKET 30-369 WILLIAM B MCGUIRE NUCLEAR STATION, UNIT 1 


Security, medical, emergency b fire protection plans 


183DD193 Foiojards B406i2 Itr detailing overall planning for 040650 
'ranch security team visit to facility Biographical info 
For each team member included 

.EW15,R C Region 2, Office of Director 04/06/13 TUCKER, H D 
Duke Power Co Ip 26300 139 24X Fiche 50-000,84/06/15, 

8400300193 


B40B300204 Requests au thor i ra t Ion for six French security experts 
hosted by NRC to Visit McOuire facility on 040620 & Sequoyah 
facility on 84 0622 Biographical info Jc itinerary end 
LAFLEUR,\f D Office of Internati onal Programs, Director 
04/06/12 TUCKER. H 8 Duke Power Co PARRI0, H O Tennessee 
Valley Authority 5pp 26300 140 a4X Fiche 50-000.84/06/15. 
6403300193 


3408270444 Forwards Insp Repta 50-369/04- J9 b 30-370/04-16 on 840709- 
13 No Violations or deviations noted 

DANCE, H C Region 2. Office of Director 84/07/24 TUCKER. H B 
Duke Power Co app 26256 353 24X Fiche 50-369.84/07/24, 

0408270444 


—0408270447 Insp Repts 50-369/04-19 h 50-370/84-16 on 840709-13 No 
violations or deviations noted Ma^or areas Inspected health 
physics organ! rat i ons. s taff qual i Pications solid radiuaste 
mg t, transportation of radioactive matls b ALARA program 
WRAY. J* R r vJENKINB.O R Region 2, Office of Director 04/07/24 
6pp 26256 353 24X Fiche 50-369,04/07/24,0408270444 


8408070290 Informs that requested info re detailed control room design 
review provided in licensee 640409,0525 6 0216 submittals, 
per 8uppl I tp NUREO-0737 Task analyses for inadequate core 
cooling S ATW8 event conducted during control room review 
TUCKER. H B Duke Power Co 04/07/27 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM.E 0 Licensing Branch 
4 2pp 25947 293 24X Fiche 50-369,64/07/27.0408070290 


640B20Q100 Forwards deviations b technical justifications from App R 
criteria, per fire protection program review 

TUCKER, H B Duke Power Co 04/00/03 DENTON, H R> Office of 
loclear Reactor Regulation, Director ADENQAM, E Q Licensing Branch 
26133 Oil 24X Fiche 50-369, 64/06/03. 8408200 JOO 


- -0408240242 "1903 Annual Rept " 

LEErW 3 . BOOTH. D W Duke Power Co 03/12/31 47pp 26237 167 
24X Fiche 30-000,04/08/16.0400240224 


J Insurance b indemnity information 


0406220140 Forwards Endorsement 13 to NELIA Policy NF-2Q1 <4 Endorsement 
7 to MAElU Policy NF-lia 

DJEMAL. A Harsh b McLennan. Inc 84/00/14 DINITZ. | Assistant 
Director for State t Licensee Relations 3pp 26186 071 24X 

Fiche 50-369,84/08/14.0408220140 


P Operating license stage documents t correspondence 


0400160425 Summary of 640720 meeting w/utlls b WDstinghouae re 
containment analysis 8, superheat effects on environ 
qual if 1 catl on 

WIOOINTOn.DL Operating Reactors Branch 1 B4/07/3D Operating 

Reactors Branch 1 4pp 26143 263 a4X Fitho 50-000.94/07/30. 
0400160425 


04OBO3O13O Application for amend to Licenses NPF-9 & NPF-17, chang Ing 
Tech Specs to provide operability L surveillance 
requirements fot addl subcooling margin monitor sys channel 
8c reactor vessel level instrumentation sys 

TUCKER, H B Duke Power Co 84/07/3i DENTON, H R Office of 
Nucloar Reactor Regulation, Director ADENSAM.E 0 Licensing Branch 
4 3pp 25916 129 24X Ficho 50-369,04/07/31.6400030130 


— 8408030135 Proposed Tech Specs providing operahility b surveillance 
requirements for addl subcooling margin monitor sys channel 
h reactor vessel level instrumentation sys 
# Duke Power Co 04/07/31 4pp 25916 132 24X 

Fiche 50-369,04/07/31,0400030130 


8400130169 Forwards description b justification for proposed piping 
seismic analysis changes. adopt ing damping values b spectra 
shifting methods for piping sys, per NRC recommendations, 
for rev leu/approval 

TUCKER. H D Duke Power Co 84/00/01 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENBAM. E O Licensing Branch 
4 app 26010 027 24X Fiche 50-369.84/00/01.8408130169 


B40Q070466 Forwards proprietary addl inf® re spent fuel pool two region 
rerack mods, addressing concerns raised during 040731 
meeting Affidavit will be submitted by Westinghouse Info 
withheld (ref lOCFfi2 790) 

TUCKER, H D Duke Power Co 84/06/02 DENTON. H R Office of 

Nucloar Reactor Regulation, Director ADENSAM.E 0 Licensing Branch 

4 Ip 25941 194 24X Fiche 50-369,04/00/02,8400070468 
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B40B070110 Generic Ltr 84-19 to dll Jiconsees o^ operating reactors* 
applicants for QLb t< holders of CPs re dva i lab 1 1 i tij of 
Suppl 1 to NUREC-0933. ‘Pr 1 or 1 ti lat i on ESf Generic Safety 
Issues *' Sv/c list end 

EISENHUT.D G Division of Licensing 04/08/06 Consolidated 
Edison Co of Meu York* Inc iSpp 26129 238 24X 

Fiche 30-000. 04/OS/O6< B40a0‘^0n0 

8408160050 Foruards surrmary evaluation of mam steam line break 
analysis for both inside containment Sc in doghouse Plant 

safety u/ould not be ad<ersely affected in event of design 

basis mam line break in doghouse or Inside containment 
TUCKER, H fl Duke Pouer Co 04/08/08 DENTON. H R Office of 

Nuclear Reactor Regulation, Director ADEN5AM. E G Licencing Brainch 
4 7pp 26092 068 24X Fiche 50-369.84/08/0018408160050 

0400160174 Forwards corrected page to 040802 addl info attachment re 
spent fuel pool two region rerack mods Only Page 1 of 
attachment considered proprietary to Uestinghouse 
TUCKER. H 0 Duke Po^*,er Co 84/08/13 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADENSAM. E 0 Licensing Branch 
4 2pp 26092034 24X Fiche 50-369,04/00/13,8408160174 

8408230527 Forwards payment for application fee re 840802 6 00 Tech 
Spec changes 

BARRrS Duke Pouier Co 84/00/13 DENTDN. H R Office of Nuclear 

Reactor Regulation! Director Ip 26236 286 24X 

Fiche 50-000,04/00/15,8408230327 


8408270160 Forwards Rev 4 to "Offsite Dose Calculation tlanual,^' 
incorporating Catawba calculation info Rev submitted prior 
to submittal of semiannual radioactive effluent release rept 
for Jul-Dfic 1984 

TUCKER. H Q Duke Power Co 04/08/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2 pp 26279 112 S4X 
Fiche 50-000.84/08/16,8408270160 


—8408270169 Rev 4 to '^Offsite Dose Calculation Manual 

BIRCH, M L Duke Pauier Co 84/07/18 39pp 26279 114 24X 

Fiche 50-000,04/08/16,0408270160 


8400210396 Forwards info documenting results of review ti Implementation 
of required changes & mods, per Generic Ltr 81-07, ^'Control 
of Heavy Loads” & NURE0-D612 Minor error noted in B01222 ltr 
corrected 

TUCKER, H D Duke Power Co 04/08/17 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 

4 36pp 26180271 24X Fiche 50-369,04/08/17.0408210396 


840BS00273 Generic Ltr 04-20 to all licensees of operating roactars 1> 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevieued safety 
questions Sve list end 

EI6ENHUT,0G Division of Licensing 04/08/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 50-000, 84/08/20. 840Q200273 


Q Inspection reports, IE Bulletins L correspondence 


8400270444 Forwards insp Repts 50-369/04-19 50-370/84-16 on 840709- 

13 No violations or delations noted 

DANCE. H C Roglnn 2, Office of Director 84/07/24 TUCKER. H 0 
Duke Power Co 2pp 26256 353 24X Fiche 30-369,04/07/24, 

84002/0444 


— 8409270447 Insp Repts 50-369/84-19 S, 50-370/84-16 on 840709-13 Mo 
violations or deviations noted Major areas inspected health 
physics organl lat ions, « ta f f qualifications solid raduaste 
mgt. transpor tati on of radioactive mails & ALARA program 
WRAY, J R , OENKIMS.G R Region 2, Office of Director 84/07/24 
6pp 26256 355 24X Fiche 50-369.84/07/24,8400270444 


8407250229 IE Info Notice 84-57, ''Dperatitig Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants Sve list enc I 

JORDAN*. E L Division of Emergency Preparedness & Engineering 
flBsponso (Post 830103) 94/07/27 Consolidated Edison Co of New 

York, Inc ll^pp 25865 047 24X Fiche 50-000,04/07/27, 0407230229 


B40B010333 IE Info Notice 04-59, "Deliberate Circumventing of Station 
Health Physics Procedures *' 6vc list end 

JORDAN, E L Division of Emergency Pr spar ednes s 8, Engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co of New 

York, Inc 122pp 26068 001 24X Fiche 50-000,04/00/06,0408010333 


8408010337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency flequlrement ” Sve list encl 
JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Post 830103) 04/08/06 Consolidated Edison Co of New 

York, Inc 123pp 26067 J 58 34X FUhe 50-000,84/08/06,0408010337 


8400070120 IE Info Notice B4-61> "Dvore x posur e of Diver In PWR 
Refueling Cavity " Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/00/00 Consolidated Edison Co of Ifew 

York, Inc 120pp 2612? US 24X Fiche 50-000,84/08/08,9408070120 


8408270247 Ack receipt of @40725 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-369/84-11 l< 

SO-370/84-09 

LEWIS, R C Region 2, Office of Director 04/OB/O9 TUCKER, H B 
Duke Power Co ip 262SG 109 24X FUhe 50-369,84/08/0?, 

B 4082 702 4 9 


— -6409270259 Responds to NRC 840625 ltr re violations noted in Insp 
Repts 30-369/94-11 50-370/04-09 Corrective actions 

containment integrity reviewed at end of each outage to 
assure mods have not affected containment integrity 
TUCKER, H D Duke Power Co 04/07/25 D ^REILLY, J P Region 2i 
Office of Director 4pp 26258 109 24X Fiche 50-369,94/08/09, 

0409270249 


—8408270266 Poriwards Insp Repts 30-367/B4-11 6 50-370/04-0? an 
840220-0420^ notice of violation 

LEWIS, R C Region 2, Office of Director 94/06/25 TUCKER, H D 
Duke Power Co 2pp 26238 113 24X Fiche 50-369,94/09/0?# 

940927024? 


9400300356 Confirms 040502 telcon between GE Vaughn & HC Dance re 
940509 enforcement meeting to discuss improper restoration 
of centrifugal charging pump & failure to perform local 
independent verification at site Proposed agenda end 
□ "REILLY, J P Region 2, Office of Director 84/05/07 TUCKER, H D 

Duke Power Co 2pp 26300 201 24X Fiche 50-369,84/03/07, 

840B300356 


840B2B023U Forwards rept required by Action Item 4 of lE Bulletin 02-02 
providing info re Action Items 1 it 2 lE Insp Repts 
50-369/84-06 i 50-370/04-06 addressed work on threaded 
fasteners fc joints 

TUCKER, H D Duke Power Co 84/07/19 O^RElLLY, J P Region 2. 
Office of Director 2pp 26262 349 24X Fiche 50-367*04/07/19, 

0408200230 


0409270383 Forwards insp Repts 3O-36V/84-i0 i 50-370/04-15 on 
040709-i 1 No violations or deviations noted 

DANCE, H C Region 2, Office of Director 04/07/20 TUCKER, H D 
Duke Power Co 2pp 26256 371 24X Fiche 50-369,04/07/20, 

9408270303 


— 8400270396 Insp Repts 50-367/B4-1B It 50-370/84-15 on 840709-11, No 
violations or deviations noted Major areas Ins pected" gas eous 
6 liquid waste sys. rad i olog i cal effluent accountability Sc 
reactor coolant It secondary water Tech Spec requirements 
KUZa,0 B , WRAY, J R , MONTGOMERY, D M Region 2, Office of 
Director 84/07/lR 3pp 26256 273 24X Fiche 5O'069r 84/07/20, 

8408270383 


—B40B270270 Notice of violation from insp on B40220-0420 

# Regicin 2, Office of Director 34/06/25 2p p 26258 115 24X 

Fiche 50-369.84/08/09,0408270249 


—040827027? Insp Repts 
Noncomp 1 lance noted 
one procedure not f 
blackout S( failure 
ORDERS, W . PIERSON, 
84/06/21 I2pp 
04092702^9 


50-369/04-1 I & 30-370/04-09 on a40220“0420 
one procedure for ESF test inadequate & 
ol lowed t resu 1 ting In Inadvertent Train A 
to perform required testing 

R « 0ROWNLCE, V L Region 2# Office of Director 
26250 117 24X Fiche 30-369,84/00/09, 


B4O6070376 lE Info Notice B>-62, "Therapy Ml sadmi nis tratl ans to 
Patients Undergoing Co-60 Telefcherapy Treatments ” 3vc 
list and 

GRACE, J N Division of QA* Safeguards 8* Inspection Programs {Post 
030103) 84/08/10 Consolidated Edison Co of New York# Inc 

125pp 26130 ODl 24X Fiche 50-000,84/09/10,0408070376 


840810000? IE Info Notice 84-63! "Defective RHR Replacement Piping 
Bve list encl 

JORDAN, E U Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 84/00/13 Consolidated Edison Co of New 

York, Inc ll9pp 26197 2tB 24X Fiche 50-000, 84/00/ 13, B40B100009 


0408290234 Submits supplemental response bo IE Bulletin 84-02 re 
failure of GE Type HFA relays in use in Class IE safety 
sys Relays not in use in safety-related sys 

TUCKER, H 0 Duke Power Co 04/08/13 O^REILLY, J P Region 2j 
Office of Director Ip 26262 286 24X Fiche 50-369,04/08/13# 

0408200234 
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loaioooaa le info Notice a4-6<I. "DWf? MPC I Initiation Seal-In tc 
Indication '■ Svc list enc I 

JORDiAN* E L Division ef Emergency Pre panfidness t* Engineering 
Response (Post 830103) 84/09/15 Consolidated Edison Ca of tvloui 

York. Inc i04pp 26199 093 a4X Flche SQ-OCO. 04/09/15, 9403100038 


408100031 IE Info Notice 94-65, “Underrated Fuses Uh i ch liay Adversely 
Affect Operation of Essential Electrical Equipment ” 5vc 
list enc 1 

JORDAN* E L Division of Emergency Preparedness &. Engineering 
Response (Post B30103) 94/09/16 Consolidated Edison Co of New 

YoTt. Inc tlBpp 26199 Ool SAX Flchc 50-000,04/08/16,9408100021 


4081(^0055 IE Infn Notice 94-66# "Undetected Unavailability nf 
Turbine-Driven AuiUUry Feedwater Train " Svc list enc 1 
JORDAN# E t Division of Emergency Preparedness fii Engineering 
Response (Post 9G0103) B4/0B/17 Consolidated Edison Co of Neu 

York,. Inc 120pp 26276 001 a4XFlche 50-000, 94/09/1 7# 0409100055 


1409140208 IE Info Notice 94-67* "Recent Snubber Inserviee Testing U/ 
High Failure Rates " Svc list end 

JQRDAIfj E U Division of Emergency Preparedness & Engineering 
Response (Post 930103) 94/09/17 Consolidated Edison Co of New 

York* tnc 122pp 26276 123 a4X Fiche 30-000*94/09/17,9409140208 


1408310142 IE Info Notice 84-69* "Potential Deficiency in Improperly 
Rated Field Uiring to Solenoid Valves Svc list end 
JORDAN# E L Division of Emergency Preparedness St Engineering 
Response (Post 930103) 94/08/21 Consolidated Edison Co of New 

Yarkj Inc llSpp 26329 OOB 24X Fkche 50-000*84/00/21.8409210142 


1 Periodic operating reports & related correspondence 


1409230465 Monthly operating repts for Jgl 1904 N/B40Qt5 Ltr 
REAVI8, J A # TifCKER#K Q Duke Pouer Co 04/Q7/DI 15pp 
26196 030 24X Fiche 50-369* 04/07/31# 8400220469 


Reportable occurrences* UERs t< related correspondence 


340B1 50221 i,ER a4-OSl“00 on 040702# reactor trip breaker of train A 
(RTD-A) inadvertently opened during testing Caused by 
misreading of Instrumental fc electrical procedure & 
deficiency In Instructions Procedure reuritten U/B40&07 ltr 
OE«EHR*S , TUCKER# H B Duke Power Co. 94/09/07 3pp 26073 361 
24X Fiche SO-369* 84/03/07# 0408150221 


0406240329 PNO-I I-B4-034: on 040921# after Unit 1 reactor tripped# 
operators manually isolated HSIVs to prevent overcooling* 
resulting in water hammer in secondary sys Damage being 
assessed 

I0NATaNl9#A J , DRDMNUEErV t. Region 2, Off Lee of Director 
84/08/32 2pp 26235 306 24X FIche 50-369. 94/08/22# 0409240329 


84OB20O3B9 LER 94-023-00 on 040723# unit tripped from 100*/. power on 
lo-lo steam generator level indication Caused by feedwater 
sys solenoid valve failure Chart recorder added to feeduiater 
valves by hydraulic punsj) motor W/840823 ltr 

OENEHRj S , TUCKER# H B Duke Power Co. 94/00/22 4pp 26282 104 
24JC Fiche 50-369*94/08/22,04 09290399 


0408280159 PND-II-84-0S4A on 040921# reactor trip occurred due to 
partial loss of offsite power Caused by inadvertent opening 
of switchyard computer operated breakers Reactors restarted 
roNATONIS.A J J BROWNLEE. V, L Region 2, Office of Director 
04/09/23 Ip 26239 212 24X Fi ch e 50-369# 04/00/29, □4092001 SB 


(J Congre ssional/Executive Correspondence 


84092(30223 Discusses Tech Spec errors discovered subsequent to NRC 
approval Susquehanna Tech Spec amends had no safety 
significance McOuire Tech Specs still under review w/no 
identified safety significance thus far 

ASSeLBTINE#J K Conml b « I on ere, 84/00/10 MARKEY.E J House of 

Rep J Interior & Insular Affairs 4pp 26141 244 243( 

Fiche: 90-000# 94/08/10# 0408200225 


—8408200279 Requests further Info re Tech Spec errors for specs approved 
since TMr-2 aplsods loifo re near-term QL activities also 
reques ted 

HARKEYiE J House of Rep # Interior & Insular Affairs 04/07/12 
PALLADIN0#N J Comm i s s ion era Ip 26142 00-2 a4X 
Fiche 90-000, 94/08/10* 9409200229 
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F Security# medical# eneryency S, fire protection plans 


B40B300193 Forwards B40612 ltr detailing overall planning for 840620 
French security team visit to facility fliographical info 
for each team member included 

LEWIS# R C Region 2. Office of Director 04/06/15 TUCKER# H Q 
DuVe Power Co Jp 26300 139 24x Fiche 50-000,84/06/15# 

6409300193 


— 9400300204 Requests author i lat ion for si* French security experts 
hosted by NRC to visit Mc(3uire facility on 840620 & Sequoyah 
facility on 840622 biographical info 6 itinerary end 
LAFLCUR.J D Office of International Programs# Director 
84/06/12 tucker# H B Duke Power Co 5pp 26300 140 24X 

FlcliE 90-000, 04/06/15. 0408300193 


9400270444 Forwards Insp Repts 50-369/94-19 8, 50-370/84-16 on B407O9- 
13 No violations oi deviations noted 

DANCE.H C Region 2# Office Of Director 94/07/24 TUCKER. H B 
Duke Power Co 2pp 26256 353 24X FiChe 50-369# 04/07/24, 

84092 70444 


— 0408270447 Insp Repts 50-369/04-19 6 50-370/84-16 Oh 840709-13 No 
Violations or deviations noted Major areas inspected health 
physics organ! lat ions > staf f qual i f i cations solid radwaste 
mgt# transportation of radioactive matls & ALARA program 
WRAY#J R Region 2, Office of OirBctor 84/07/24 6pp 
26256 355 24X Fiche 90-369# 64/07/24, 0409270444 


9400070298 Informs that requested info re detailed control room design 
ravleii) pro-vlded in licansee 940409#032S it 0216 submittals, 
par Buppl 1 to NURE(3-0737 Task analyses for inadequate core 
cooling it ATMS event conducted during control room review 
TUCKER# H Q Duke Pouer Co 94/07/27 DENTON, H R Office of 
Nuclear Reactor Regulation# Director ADENSAM# E G Licensing Branch 
4 2pp 25947 295 24X Fiche 30-369# 84/07/27, 8409070296 


6400200100 Forwards deviations It technical justifications from Ap p R 
criteria. per fire protection program review 

TUCKER# H □ Duke Power Co 04/00/03 DENTON# H R Office of 
Nuclear Reactor Regulation# Director ADENBAM# E O Licensing Qranth 
4 4pp 26133 311 24X Fiche 50-369# 94/08/03* 0408200 100 


0406300357 Confirms B40B06 to Icon u/JP Q'nelllg re B4(}81S meeting in 
Region tl nfc to discuss design i» operation of standby 
shutdown facility concerning App R to lOCFRSO# fire 
protection & lOCFn73i phys leal protection Agenda encl 
LEWIS# n C Region 2# Office of Director 84/09/09 TUCKER. H D 
Duke Power Co 3pp 26314 222 a4X Fiche 50-000# 04/08/00# 
8408300357 


6400300014 Forwards public version of Rov 13 to crisis mgt plan U 
revised emergency plan inp lementing procedures 

TUCKER* H D Duke Power Co 04/OB/lO Record Services Branch 
(Document Control Desk) 2ipp 26332 353 24X 

Fiche 30-000,94/08/10.0400300014 


— B40B30002I Public version of Rev 13 to "Crisis Mgt Plan for Nuclear 
Stations “ 

« Duke Power Co 94/06/13 30pp 26333 OlO 24X 
Fiche 50-000# 94/09/ 10,8408300014 


— B4033O0028 Public version of revised crisis mgt plan Implementing 
procedures, including 5 3 1 re recovery manager & Immediate 
staff group plan & 5 3 4 re scheduling/planning support 
group W/Felton 840823 memo. 

» Duke Power Co 84/08/15 170pp 26333 040 24X 

FUhe 50-000,84/09/10,0400300014 


I Financial Information 


□40B240224 Forwards Duke Power Co 6 North Carolina Municipal Power 
Agency 1 1983 annual repts 

TUCKER, H D Duke Power Co 84/00/16 DENTON# H R, Office of 
Nuclear Reactor Regulation# Director 2pp 26237 137 24X 

Fiche 50-000*94/00/16,0400240234 


—8408240239 “1983 Annual Rep I " 

CLAY, 0 W North Carolina Municipal Power Agencies 03/12/01 
27pp 36237 139 a4X Fiche 50-000, 84/00/16# 0400240224 


—0400240242 “1903 Annual Rept " 

LEE, g S Duke Power Co 03/12/31 47pp 26337 167 24X 

FI c he 50-000# 94/08/16# 9400240224 
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p OpErating license documents f' c orrespnitJonce 


0408160425 Summary of 040720 meeting ui/utile 2. Uesbinghuuse re 
cnntainmcnt analysis 2^ super heat ePfecta on environ 
qualification 

UIGOINTONi D L Operating Reactors flranch 1 84/07/30 Operating 

Reactors Branch 1 4pp 26143 265 24X Fiche 50“000» 84/07/30* 

84O016O42S 


B4O0O3OJ3D Application for amend to Licenses NPF-9 b NPr>*17* chang ing 
Tech Specs to provide operability t surveillance 
requirements for addl subcooling margin monitor sys channel 
it reactor vessel level instrumentation sys 

TUCKERjH D Duke Ptruer Co 84/07/31 DENTON. H R Office of 

Nuclear Reactor ReguJar-ion. Director ADEN5AH. E G Licensing Dranch 

4 3pp 25916 129 24X Fiche 50*-369. 04/07/31 . 0408030130 


— B408030135 Proposed Tech Specs providing operability & surveillance 
requirements for add) suPcooling margin monitor sys channel 
& reactor vessel level instrumentation sys 
* Duke Power Co 84/07/31 4pp 25916 132 24X 

Fiche SO-369. 04/O7/3U 8400030130 


B40B130169 Forwards description & justification for proposed piping 
seismic analysis changes, adop ting damping values 6 spectra 
shifting methods for piping sys. per WRC recommendat ions, 
for rev 1 eu/ap prova 1 

TUCKER. H D Duke Power Co 04/00/01 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADENSAN. E 0 Licensing Oranch 

4 3pp 26010 027 2/lX Fiche 50-369.84/00/01.8400130169 


04O8O7O46Q Forwards proprietary add! info re spent fuel pool two region 
rerack mods. address ing concerns raised during 840731 
meeting Affidavit will be submitted by Westinghouse Info 
Withhold (ref 10CFR2 790) 

TUCKER, H B Duke Power Co 04/00/02 DENTON. H R Office of 

Nuclear Reactor Regulation. Oiroctof AD E NS AM. E 0 Licensing Oranch 

4 ip 25941 194 24X Fiche 50-369, 04/08/02. 840B07046B 


04OBO7O11O Generic Ltr B4-19 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re availability of 
Suppl 1 to NUREO-0933. "Pr i orlti lati on of Generic Safety 
Issues " 6vc list end 

ElBENNUr, 0 G Division of Licensing 84/00/06 Consolidated 

Edison Co of New York. Inc iBpp 26129 238 24X 

Fiche 50-000.84/08/06.8400070110 


B40B1600SO Forwards summary evaluation of main steam line break 
analysis for both inside containment it in doghouse Plant 
safety would not be adversely affected in event af design 
basis main line break in doghouse or Inside containment 
TUCKER. H 8 Duke Power Co 04/00/00 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENBAMi E 0 Licensing Dranch 
4 7pp 26092 060 24X Fiche 50-369.84/08/08,8408160050 


0400160174 Forwards corrected page to 040002 addl info attachment re 
spent fuel pool two region rerack mods Only Pago 1 of 
attachment considered proprietary to Ncstinghouse 
TUCKER. H n Duke power Co 04/00/13 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAH, E O Licensing Oranch 
4 2pp 26092 034 24X Fiche 50-367.84/08/13.8408160174 


0400230527 Forwards payment for application fee re 840802 6 08 Tech 
Spec changes 

BARR. 5 Duke Power Co 84/00/15 DENTON. H R Office of Nuclear 

Reactor Regulation. Director Ip 26236 206 24X 

Fiche 50-000. 84/08/ 1 5. 0400230527 


8408270160 Forwards Rev 4 to "Offsite Dose Calculation Haiiual." 
incorporating Catawba calculation Info Rev submitted prior 
to submittal of semiannual radioactive effluent release rept 
for Jul-Dec 1984 

TUCKER, H B Duke Power Co B4/OS/I6 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 2pp 26279 112 24X 

Fiche 50-000, 84/08/ 1 6, 04002701 60 


— 0400270169 Rev 4 to "Offsite Dose Calculation Manual " 

BIRCH, K U Duke Power Co 04/07/10 39pp 26279 114 24X 

Fiche 50-000.04/00/16.8408270160 


0400210396 Forwards info documenting results of review t« Imp 1 ementat i an 
of required changes tt mods, per Generic Ltr 81-07, "Control 
of Heavy Loads" it NURFO-0612 Minor error noted in 801222 ltr 
corrected 

TUCKER, H B Duke Power Co 04/08/17 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADENBAM. E O Licensing Branch 

4 36pp 26180 271 24 X Fiche 50-369,04/08/17,8408210396 


€1408200275 Generic Ltr 84-20 to all licensees of opurating reactors L 
appllcoHits for OLs re scheduling guidance for licensee 
subnittals of reloads that Involve unreviewed safety 
questions Sve list encl 

EISFNHUT.DC Division of Licensing 04/08/20 Consolidated 

Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 50-000,84/08/20.8408200275 


O Inspection reports. IE Dullofcins L correspondence 


0400270383 Forwards Insp Repts 50-369/04-18 it 50-370/84-15 on 
040709-11 No violations or deviations noted 

DANCE. H C Region 2. Office of Director 84/07/20 TUCKER. H D 
Duke Power Co 2pp 26256 271 24X Fiche 50-369.84/07/20, 

0408270383 


— 8408270386 Insp Repts 50-369/84-18 6 50-370/04-15 on 840709-11 No 
violations or deviations noted Major areas inspected gaseous 
& liquid waste sys radiological effluent accountability & 
reactor coolant it secondary water Tech Spec requirements 
KUZD, G D . WRAV.J R , MONTGDMERVr D M Region 2. Office of 
Director 84/07/10 3pp 26256 273 24X Fiche 30-369.04/07/20, 

8408270303 


8400270444 Forwards Insp Repts 50-369/84-19 L 50-370/84-16 on 840709- 
13 No violations or deviations noted 

DANCE. H c Region 2, Office of Director B4/07/24 TUCKER. H D 
Duke Power Co 2pp 26^56 353 24X Flcha 50-369.84/07/24. 

8408270 444 


—8408270447 tnsp Repts 30-369/84-19 S. 50-370/04-16 on 840709-13 No 
vlolatians or deviations noted Major areas Inspected health 
physics organ! latl one. « taf f qualifications solid radwaste 
mgt, transportation of radioactive matls it AUARA program 
WRAV* J R . JENKIN3.G R. Region 2. Office of Director 04/07/24 
6pp 26236 353 24X Fiche 50-369,84/07/24.8400270444 


0407250329 IE Info Notice 64-57, "Operating Experience re Moisture 
tntruslon In Safety-Related Electrical Equipment at 
Commercial Power Plants *' Sve list encl 

vIOROAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/07/27 Consolidated Edison Co of N»u 

York, Inc ll9pp 25869 047 24X Fiche 50-000.04/07/27,0407250229 


0406010333 I£ Info Malice 84-59. "Deliberate Circumventing of StatiDfi 
Health Physics Procedures " Sve list encl 

JORDAN, E L Division of Emergency Preparedness it Engineer ing 
Response (Post 030103) 64/08/06 Consolidated Edison Co of New 

York. Inc I22pp 26060 001 24X Fiche 50-000, 84/08/06, 8406010333 


0400010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Bvc list encl 
JORDAN, E L Division of Emergency Preparedness t( Engineering 
Response (Post 0301031 84/00/06 Consolidated Edison Co of New 

York* Inc 123pp. 26067 198. 24X Fiche 50-000.04/06/06.8408010337 


8406070120 IE Info Notice 84-61. "Overexposure of Diver In PNR 
Refuoling Cavity “ Sve list encl 

JORDAN, E L Division of Emergency Preparedness << Engineering 
Response (Post 830103) 84/00/08 Consolidated Edison Co of Neu 

York, Inc iSOpp 26129 110 24X Fiche. 90-000. 04/00/08. 6400070120 


0408270249 Ac k receipt of 840725 ltr informing NRC of steps taken to 
correct vlolatlona noted in Tnsp Rept* 50-369/84-11 b 
50-370/04-09 

LENI8,R C Region 2. Office of Director 84/08/0? TUCKER. H D 
Duke Power Co Ip 26250 lOB 24X Fiche 50-367,84/08/09, 
8400270249 


— 8400270259 Responds to NRC 84062S ktr re violations noted in tnsp 
Repts 50-369/84-11 I, 50-370/84-09 Co-rroftlve actions' 
conta ifiment integrity ravleued at end of each outage to 
assure mods have not affected containment Integrity 
TUCKER. HD Duke Power Co. 04/07/25 O'REILLY, J P Region 2. 
Office of Director 4pp 26258 109 24X Fiche 50-369.04/00/07, 

8408270249 


— 8408270266 Forwards Insp Rept* 50-369/84-11 L 50-370/04-0? on 
840220-0420 t* notice of violation 

LEUia.R C Reg Lon 2, Office of Oirector 04/06/25 TUCKER. H B 
Duke Power Co, 2pp 26258 113 24X Fiche 50-369.84/08/09, 

0408270249 


—8400270270 Notice of violation from insp on 840220-0420. 

a Region 2. Office of Director 84/06/23 2pp. 26258^19 24X 

Fiche 90-369. 84 /08/09, 8408270249 
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a^0B270279 Insp Repts 5C-3ij9 /H 1 1 f 50“370/e4'-09 on 040220-0420 
None omp 1 lance not&ij one- procedure for EBF test inadequate 4c 
one procedure not fol J awed c resu 1 ting in inadvertent Train A 
blackout & {‘allure to perform required testing 

□RDERSpW p PIERSON, R , BRQWNi_EE, V L Region 2, DfFie* o# Director 
04/06/21 I2pp 2i23B I 17 24X Fiche 50-369.04/08/09. 

B40Q270249 


,08070376 IE Info Notice 04-62, "Therapy Hj sadn i nis trati Qns to 
Patients Undergoing Co-60 Telefcherapy Treatments *' Sve 
list enc 1 

GRACE, J N Division of QA. Safeguards h Inspection Programs {Post 
a30l03» 84/08/10 Conso 1 1 d-a t od Edison Co of New York. Inc 

lB5pp 26130 001 a4X Fiche 30-000.84/08/10,3408070376 


10B100D09 IE Info Notice 84-63, "Defective RHR Replacement Piping ” 
Bve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 64/06/13 Consalidated Edison Co of Neui 

York. Inc U9pp 26197 218 24X Fiche 30-000,84/00/13,8408100009 


108280234 Submits supp 1 e,nenta 1 respanse to IE Bulletin 84-02 re 
failure of GE Type HPA relays in use in Class lE safety 
sys Relays not in use in safety-related sys 

TUCKER. H D Duke Pouer Co 84/08/13 O'REILLY, J P Region 2, 
Office of Director Ip 26262 236 24X Fiche 50 -369,84/00/13, 

8408280234 


408100038 IE Info Notice 84-64. “Bi-JR HPCI Initiation 8 ea)-ln 6 
Indication " 0vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) B4/08/iS Consolidated Edison Co of NeiAi 

York, Inc i04pp 26198 093 S4X Fiche 50-000,84/08/19.8403100030 


40B10D021 IE Info Notice 64-65, "Underrated Fuses tlhicb May Adversely 
Affect Operation of Essential Electrical Equipment " 8 vc 
list end 

JORDAN, E t. DivisioTi of Emergency Preparedness *< Engineering 
Response (Post 930103) 84/0B/16 Consolidated Edison Co of Neu 

York, Inc llQpp 26198 001 84X Fiche 90-000,34/08/16. 9400100021 


403100055 IE Info Notice B4-66, "Undetected Unava i 1 abi 1 i ty of 
Turbine-Driven AuslUary Feeduatcr Train Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 94/00/17 Consolidated Edison Co of New 

York, Inc ISOpp 26276 001 24Y Fiche 50-000,04/08/17.9408100095 


408140206 IE Info Notice 64-67, "Recent Snubber Inservice Testing N/ 
High Failure Rates " Sve list end 

JORDAN. E L Division of Emergency Preparedness -Sr Engineering 
Response (Post 830103) 84/09/17 Consolidated Edison Co of Now 

York, Inc I22pp 26276 122 24X Fiche 50-000,94/00/17. 8403140200 


1409210142 IE Info Notice 84-68, "Potential Deficiency in Improperly 
Rated Field Ulring to Solenoid Valves " Sve list end 
JORDAN. E L Division of Emergency Preparedness h Engineering 
Response (Post 630103) 94/09/21 Consolidated Edison Co of New 

York. Itic ll5pp 26329 008 24X Fiche 50-000,84/08/21, 8400210142 


Periodic operating reports & related correspondence 


I40B220465 Monthly operating repts for Jul 1904 H/840B1S Itr 
REAV18. J A , TUCKER. H D Duke Power Co 84/07/31 i5pp 
26196 0 50 24X Fiche 50-369, 94/07/31,3408220469 


408300509 Corrected monthly operating rept for Jul 1984 U/D4D823 Itr 
REAVI5. J A , tucker, H 0 Duke Power Co 84/07/31 3pp 26313 300 
24X FicJ>e 50 - 370 , 84 / 07 / 31,8408300909 


Reportable occurrences. LERs & related correspondence 


408090274 LER B4-019-00 on 040703. test indicator lamp on M31V failed 
to 1 Ight, 1 eading to Inadvertent MSIV closure automatic E 8 F 
actuation Caused by personnel error Personnel cautioned 
W/G 40 a 02 Itr 

OEUEMRi a I TUCKER, H B Duka Puwar Co 04/08/02 3pp 29994 14B 
24X Fiche 30-370, 84/08/02, 8400090274 


408140324 PNa-n-94-046 on 830006, u/un i t in cold shutdown, p ac k Ing ring 
bleu out from chemical £< vol control sys letdouin line valve 
connected to rhr sys Line break occurred In auxiliary bldg 
room socket Wel d, d ischarg ing 3,500 gallons water 

lONATONiS, A , DROWNLEE, V L Region 2. Office of Director 84/08/06 
2 pp 26042 351 24X Fiche 90-370,84/00/06,0408140324 


408230001 PNa-ii-84-052 on 040020, leak developed Inside containment 
while upper head Injection sys filled 6 checked for air 
entrapment Caused by glass on upper head injection sys 

ng pres surl 1 at ion No environ release occurred 
QRDUNLEE. V L Region 2 , Office of Director 
26209 158 24X Fiche 50-370,84/08/20,0409230001 


S40B290094 LER B4-016-00 on 0407 i9r r e^c t or tripped during testing 
Caused by operation of reactoi trip breaker from contioi 
room rather than test cabinet Test procedure to be 
rewritten Event reviewed by personnel lJ/840017 Itr 

GEUEHR. S . TUCKER, H D Duke Power Co 84/00/20 4 pp 26290 001 
24X Fiche 50-370,84/08/20,8400290094 


8400240290 PND-! I-84-052A on 840020,4,800 gallons reactor coolant 
iriventory spilled into reactor bldg sump area Caused by 
sight glass being blown out of upper head Injection sys 
Alarm printer reviewed h sight glass replaced 
IGNAIONIS.A J , DnaWNLEE. V L Region 2 . Office of Director 
04/00/21 2pp 26223 191 24X Fiche 50-370,84/00/21.8400240290 


0408240329 PNO- I 1-04-054 on 840021* after Unit 1 reactor tripped, 
operators manually isolated MSiVs to prevent overcooling, 
resulting in uater hammer in secondary sys Damage being 
assessed 

IGNATONIS, A J , BROWNLEE, V L Region 2 , Office of Di lector 
04/08/22 2 pp 26225306 24X Fiche 50-369,04/08/22,8408240329 


8400280158 PNO-U-04-O54A on 840321 , reac tor trip occurred due to 
partial loss of offsite power Caused by inadvertent opening 
of switchyard computer operated breakers Reactors restarted 
IGNATONIS.A j , BROWNLEE, V L Region 2, Office of Director 
04/00/23 ip 26259212 24X Fiche 50-369.04/00/23,0400280158 


U Congrossional/Erecut ivB Correspondence 


B40B20022S Discusses Tech Spec errors discovered subsequent to NRC 
approva 1 Susquehanna Tech Spec amends had no safety 
significance McGuire Tech Specs still under review w/no 
identified safety significance thus far 

ASSELSTINE.J K Commissioners 84/00/10 HARKEY, E J House of 
Rep I Interior 6 Insular Affairs 4pp 26141 244 24X 

Fiche 50-000.04/09/10,8408200225 


—■“0406200279 Requests further info re Tech Spec errors for specs approved 
since TMI-2 episode Info re near-term OL activities also 
r-oquos ted 

HARKEY. E J House of Rep ■ Interior & Insular Affairs 84/07/12 
PAULADINQ.N J Commissioners Jp 26142 002 24X 

Fiche 50-000. 84/00/ i 0, 8408200225 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT i 


F Security, medical, emergency S' fire protection plans 


8404040169 Forwards exercise repts tor LaSalle ti Dresden offsite 
radiological emergency preparedness exercises conducted 
020414-13 L 0629-30. respect! vely 

KRIMM. R W Federal Emergency Management Agency 84/03/26 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030101) 2pp 22683 122 24X Fiche 50-000.64/03/26. 

8404040169 


—8404040172 Evaluation of State of IL full-scale emergency preparedness 
exercise plan. final rept 

* Federal Emergency Management Agency 62/03/31 6 app 
22003 124 24X Fiche 50-000,84/03/26.8404040169 


0400010289 Forwards lE Insp Repts 50-373/04-14 6 50-374/84-18 on 
840312-0610 notice of violation 

BHAFCR.W D Region 3, Office of Director 84/07/10 REED, C 
Commonwealth Edison Co 2pp 25866 103 24X Fiche 50-373,84/07/10. 

04OBO 10289 


— 04OBOIO294 IE Insp Repts 50-373/04-14 U 50-374/04-18 on 840512-0619 
NoncompHanca noted failure to control access to high 
radiation area ^ failure to follow reactor vessel lo-lo 
water level recirculation pump trip calibr test procedure 
CHRI9SDT1M0S. N Region 3. Office of Director 84 / 07/02 lopp 
25866 107 24X Fiche 50-373.84/07/10,8400010289 


6400140179' Rev 4 to Offsite Emergency Procedure L2P-1550-2, "Environs 
Sampling Supplies Inventory " Revised index h 840808 
transmittal form end 

« Commonwealth Edison Co 84/07/25 I 6 pp 26044 332 24X 

Fiche 30-373.84/07/25.8408140179 


B408060093 Ack receipt of scope «< objectives for 041010 emergency 
preparedness exercise Objectives acceptable 6 unchanged from 
840718 scenario developncnt meeting 

PAPERIELLO, C J, Region 3, Office of Director 84/08/01 REED. C 
Commonwealth Edison Co Ip 25922 Ool 24X Fiche 50-373,84/08/01, 
84O0O6DO95 
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— 8403060101 Forwards scope objectives for 8A1010 o<nergencg 
preparedness e * e rc i s p er NRC/FEMa retain remen ts 

GRECNE. T R Commonwealth Edison Co B4/07/25 HIND, J Division 
of Energencg Preparedness t Operational Support 5 pp 2S922 002 
24X Flche 30-373,04/08/01,8408060095 


Q40Q140139 Forwards listed rovs to secunfcg plans Revs address fence 
height r eq^oirements Revs withheld i ref 10CFR73 21) 

FARRAR, D L Conmonweal th Edison Co 84/08/03 Region 3> Office 

of Directnr Ip 26044 252 24X Flche 50-000.04/08/03,0408140139 


8400130401 Responds to 040705 c lar i f i cati on of info re util means of 
satisfying annual regulatory lequircment to review energencg 
action levels w/offsite emergency support organizations Info 
acceptab t e 

paper lELLO.C J Region 3. Office of Director B4/0B/07 REED, C 
Commonwealth Edison Co Ip 26010 130 24X Fiche 50-000.04/08/07, 

8408130401 


— 8400130413 Responds to 040604 Itr re means for satisfying requirements 
of lOCFRSO.App E, Paragraph JO 0 Proposal for satisfying 
requirements to review emergency action levels 5y offsite 
agencies clarified 

FARRAR# D L Comnonuealth Edison Co 04/07/05 PAPERIELLD#C J 
Region 3, Office of Director 0pp 26010 131 24X 

Flche 50-000.04/08/07,840813040! 


B406200230 Advises that 040003 Rev 19 to physical security plan 
consistent w/provisions of lOCFRSO S4<p) it acceptable 
AXELSan.WL Region 3, Office of Director 84/08/14 FARRAR, 0 L 
Commonwealth Edison Co 2pp 26133 188 24X Fiche 50-373,84/08/14, 

0400200230 


8408310333 Rev 1 to Emergency Plan Implementing Procedure L2P'1510-1# 
"Oenerating Station Emergency Procedure Operational 
Readiness “ 14/040024 transmittal memo 

e Commonwealth Edison Co 84/08/17 lOpp S6322 26? 24X 

Flche 50-373,04/08/17,0408310233 


S4O827O3S0 Forwards “Technical Basis of LaSalle County Station Fire 
Damper Surveillance Program, '' per 840328 agreement 

RYBAK, B Commonwealth Edison Co 84/08/21 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 26239 226 24X 

Fiche 50-373,04/08/21,0408270350 


— B408270362 "Technical Basis of LaSalle County Station Fire Damper 
Surveillance Program " 

« Commonwealth Edison Co 84/08/31 326pp 26239 329 34X 

Flche 50-373, 84/00/21, 8408270358 


P Dperating license stage documents K correspondence 


8408080148 Forwards Amends l7 tt 3 tu Licenses NPF-ll U NPF-10, 
respectively h safety evaluation Amends change Tech Specs 
re main line temp difference trip setpoints -S, allowable 
values 

SCHWENCER,A Licensing Branch 2 84/07/03 FARRAR, D Commonwealth 

Edison Co 2pp, 23979 043 24X Flche 50-373,84/07/03,8400000148 


— 8408080155 Amends 17 8 , 2 to Licenses NPF-1 1 L NPF-18, respect ively, 
changing Tech Specs re main steamline temp difference trip 
setpoints t’ allowable values 

SCHWENCER,A Licensing Branch 2 84/07/03 8 pp 25979 045 a4X 

Flche 50-373, 04/07/03. 8408080140 


8408080159 Safety evaluation supporting Amends 17 2 to Licenses 

NPF-IJ NPF- J 8 , res pec 1 1 ve 1 y 

» Office ef Nuclear Reactor Regulation, Director 04/07/03 2pp 
35979 053 24X Fiche 50-373,84/07/03,8409000140 


8409280360 Ac k receipt of 640710 Itr re author criticism of NRC 
present rules & practices Reponse to NRC seven stages of 
discussion listed Past tests should be reviewed 4, leak rate 
be retested Related info end 

REYTJJLATT, Z V Warren Wilson College, Swannanoa, NC 84/07/22 
ROSSfD F Office of Nuclear Regulatory Research, Director 0pp 
26293 001 24X Fiche 50-000,84/07/22.8408280360 


0408280366 Lists basic deficiencies !, errors of present leak rate 
testing methodology as regulated by faulty stds 
REYTBLATT, 2 V Eztran, Ipc. 84/03/15 ACRS - Advisory 
CommittBc on Reactor Safeguards 3pp 26293 009 24X 

Fiche 50-000,84/07/22,8400280360 


—8408280373 Requests documents re RFP RS-RE8-B4-1 0 J , submi tied on 840110 
Author 640320 Itr to Efi Gogol. C 1 1 i zens Against Nuclear Power 
end 

REYTBLATT, Z V Eztran, int 84/03/02 Division of Rules and 
Records 6 pp 26293 012 24X Fiche 50-000,84/07/22,8408280360 


— 84OB28O30O Discusses author presentation- on 840315 O Arndt S, ORNL 
should be heard before committse on faulty leak rate test 
Requests addl opportunity to present point of view 

REYTBLATT. Z Eitran^ Cnc 84/05/ IS ACRS - Advisory Committee 

on Reactor Safeguards tp 26293 023 24X Flche 50-000,84/07/22, 

8408200360 


840B010107 Forwards request for addl info re NUREO-0737, 1 1 em J1 D ], 
including basis for application of findings of NEDE -24900-? , 
"Analysts of Generic BwR Safety 1 Relief Valve Operability 
Test Results." submitted by DWR Owners Group 
8 CHWENCER.A Licensing Branch 2 04/07/24 FARRAR, D L 

Comnonwealth Edison Co 4pp 25873 355 24X Flche 50-373.84/07/24, 

0408010107 


8408060145 Application for amend to Licenses NPF-11 8 , NPF-lfl, changing 
Tech Specs re accident nonlfcoring instrumentation 
(NURE0-i>737, Items II Fl 1,I1F13S-IIF16) Foe end 
MARSHALL, J 0 Common weal t h Edison Co 84/07/25 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 4pp 29925 289 
24X Fiche 90-373.84/07/83.8408060145 


— B4080-60J 93 Prop osed Tech Bpec changes re accident monitoring 
instrumentation limiting conditions for operation for noble 
gas effluent non I tors, c on tal nment high radiation monitors 
& containment hydrogen monit-or 

# Commonwealth Crflson Co 84/07/29 9pp 25923 2B9 24X 

Flcha 30-373,04/07/25,0408060143 


B40B30050e Forwards radioattive effluont monitoring rept for Jan-June 
I9S4 revised process contral procedure 

DJEDERiCHfG J Cocnmonueol th Edison Co 04/07/23 KEPPLERrJ Q 
Region 3, Office of Director ip 26313 311 24X 

Flche 50-373. 84/07/25, 04O'83OO5O0 


--B4083005I6 Rev 2 to LAP-200-6. "LaSalle County Station Process Control 
Program “ 

•* Commanweal th Edison Co 03/12/29 1 5pp 26313 323 24X 

Fiche 50-373,84/07/25,8400300500 


8400070110 Generic Lfcr 04-1? to all licensees of -operating reactors, 
applicants for QLs it holders of CPs re availability of 
Suppl 1 to NUREO-0933. "Prioritization of Generic Safety 
Issues “ 8 vc list one 1 

EISENHUT, DG Division of Licensing 04/08/06 Consolidated 
Edison Co of New York, jne jSpp 26129 238 24X 

riche 50-000,84/00/06,8408070110 


8408090317 Forwards monthly status rept re p lant-spoc if 1-c backfittlng 
activities for operating reactors & license applicants for 
Jul 1904 

TREMBLAY.P P Operating RoaefcorB AsseBsment Branch 04/00/06 
HOLAHAN, 0 <1 Operating Reactors Assessment Branch I3pp 
25991 330 24X Flche 50-000,04/00/06,8408090317 


04OB16O343 Advises that OA program applicable to all nuclear generating 
stations 6 satisfies provisions of 10CFR71 Fee remitted 
per 10CFR170 ai 

FARRAR, D L Commonwealth Edison Co 04/08/06 Office of Nuclear 
Material Safety Saf eguard s , Director ip 26092 184 24X 

Fiche 50 - 000 , 84 / 00 / 06 , 0400160345 


0400160364 Requests authorization to use ASHE Code Case N-3B9 Licensee 
will use ASHE Code 1980 e tfi t i on. Winter 1980 &/or Winter 
1961 addenda for uark during upcoming outage 

MAREHALL.J 0 Commonwealth Edison Co 04/08/07 DENTON, H R 
Office of N-uclaar Reactor Regulation,. Director Ip 26091 236 24X 

Flche 50-373,84/08/07,0400160364 


6400160307 Forwards revised pump t< valve Inservice testing plans, 
reflecting Relief Requests RI-19 8 < RV-3B from certain ABHE 
Section XI Code requirenonfcs for containment isolation 8 , 

RCIC injection outboard valves 

MARSHALL, J C Commonueal th Edison Co 84/08/07 DENTON, M R 
Office of Nuclear Reactor Regulation, Director 6 pp 26083 350 
a4X Flche 30-373, 04/00/07, 6400160367 


9408170227 Forwards Amend 10 to License NPF -1 j it safety evaluation 
Amend changes Tech Specs, in response to util 840113,0322 & 

040S Itrs, to reflect changes incorporated into Unit 2 Tech 
Sp ecs 

SCHWENCERjA Licensing Branch 2 04/08/00 FARRAR, D C 

Commonwealth Edison Co 3 pp 26135 001 24X Flche 30-37 3,84/00/00, 

8406170227 


-8400170243 Amend 18 to License NPF-l 1 , ref J ett 1 ng changes incorporated 
Into Unit 2 Tech Specs 

5CHWENCER,A l^lcenslng Branch 2 04/07/27 I72pp 26135,004 

24X Fiche 50 - 373184 / 08 / 08,9406170227 


-840BJ70247 Safety evaluation supporting Amend 18 to License NPF— 11 
a Office of Nuclear Reactor Regulation, Director 84/06/06 
lOpp 26135 176 34X Flche 30-373.94/08/08,8408170227 
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8^08140'G23 Inlorffis that util no longer partic ipet ing »n instrument 
setpoint methodology program conducted ty Licensing 

Revleu Group 

MARQHALLi J G Comnonuie-a I th Edison Co 84/08/09 DENTON. H R 
Office Of Nuclear Reactor Regulation* Director Ip 2&Q42 350 24X 

Fiche 50-373,04/00/09*8^08140323 


0400270479 Foruards request far adfll info re safety relief valve <SRV) 
blaudo-un test Util rept re SRV test & evaluation of 
suppression pool temp measurements fails to satisfy 
NUREO-04B7 L NURE0-07B3 criteria 

SCHVJENCER.A Licensing Branch 2 04/DB/17 FARRAR* O L 

Comnofiuealth Edison Co 4pp 26277 |94 24X Fiche 50-373*84/08/17, 

8408270479 


0408200275 Generic Ltr 84-20 to all licensees of operating reactors tn 
applicants for DLs re scheduling guidance for licensee 
submittals of reloads that involve uhrevieued safety 
questions Svc list end 

EISENHUTrD G Division of Licensing 84/08/20 Consolidated 

Edison Co of Neui YOrV. Inc I7pp 26276 244 a4X 
Fiche 30-000,84/00/20*6408200273 


B40B310439 Foruards errata to Amend 18 to License NPF-ll* consisting of 
corrected Tech Specs 

SCKUENCERiA Licensing Branch 2 04/08/27 FARraR. D L 

Commonurealth Edison Co 2pp 26350 13S 24)( Fiche 50-373*04/08/27, 

8400310439 


—8408310442 Errata to Amend 18 to License NPF- 1 1. c onsisting of corrected 
Tech Specs 

* NRC - No Detailed Affiliation Given 84/08/21 3pp 
26350 137 24X Fiche 50-373*04/08/27*0400310439 


840B310430 Responds to 840B07 request for author i i ation to use ASHE 
Code Case N-389* ^'Alternate Rules for Repairs, Rep lacements 
or KodsiSection XI*Div 1 *’ Use of Code Case N-BB? 
acceptable Next update to FGAR should document usage 
flCHWENCER*A Uicensing Branch S 04/00/20 FARRAR, 0 1. 

Coismonbiealth Edison Co 2pp 26350 127 24X Fiche 50-373,64/00/28* 

0408310450 


Q Inspection reports, lE Bulletins t. correspondence 


0406010209 Forciards IE Insp Repts 50-373/04-14 h 50-374/84-18 on 
840512-0610 U notice of violation 

SHAFER, W D Region 3* Office of Director 84/07/10 REED, C 
Commonufealth Edison Co 2pp 2SB66 103 SAX Fiche 50-373,04/07/10, 
6400010289 


— 94QB010291 Notice of Violation from insp on 840512-0610 

SHAFER* W 0 Region 3, Office of Director 84/07/05 2pp 
25666 105 24X FiChp 50-373*64/07/10,0408010289 


— B408010294 IE Insp Repts 50-373/04-14 50-374/84-18 on 840512-0610 

Noncompl lance noted failure to control access to high 
radiation area It failure to fnlloui reactor vessel la-Lo 
luater level recirculation pump trip calibr test procedure 
CHRISSOTihOS, N Region 3, Office of Director 04/07/02 lOpp 
25866 107 24X Fiche 50-373,04/07/10,8408010389 


0407250229 lE Info Notice 04-57, "QpeTating Experience re hlolsture 
Intrusion in 0af«tg-Related Electrical Eauipment at 
Commercial Pcuor Plants " Svc list end 

JORDAN, E U Division of Emergency Preparedness Engineering 
Response (Post 8301031 04/07/27 Consolidated Edison Co of New 

York* Inc ll9pp 25965 047 24X Fiche 50-000*84/07/27,0407250239 


0408060085 Fart/ards revs to baseline insp ropt <A6HE Eectian XII 
DefLcienties noted during util audit corrected W/o end 
HARQHALLrO 0 ComnonweaUh Edison Co 84/07/30 DENTON, H R 
Office of Nuclear Reactor Regulation* Director Ip 35922 011 24X 

Fiche 50-373,04/07/30,8408060085 


0408070066 Notifies of 040823 meeting w/util at Region III ofc to 
review findings of 8ALP assessment re util performance 
Encourages mgt representation to ensure mutual understanding 
of issues S( findings presented by NRC 

N0RELIU8, C E Region 3, Office of Director 84/09/03 REED^ C 
Commonwealth Edison Co 2pp 25949 337 24X Fiche 50-000,84/08/03, 

8408070066 


0408070401 Informs that neu sys of acknowledging receipt of licensee 
correspondence re noncuap 1 iance found during insp 
instituted, effective 840820 Preprinted form will he us«d 
rather than ltr 

KEPPLER,J 0 Region 3, Office of Director 04/08/03 

Commonwealth Edison Co 3p p 25942 IQB 24X Fiche 50-000, 04/08/03, 

0408070401 


B40B010333 lE Ihfo Notice B4-59, "Deliberate Circumventing of Station 
Health Physics Procedures " Svc list end 

JORDAN, E L Division of Emei gency Preparedness 6 Engineering 
Response (Post 830103) 04/00/06 Consolidated Edison Co of New 

York. Inc I22pp 26068 001 24X Fiche 50-000,04/08/06,8408010333 


0400010337 IE Info Notice 04-60, "'Failuie of Air Puiifymg Respirator 
Filters to Meet Efficiency Requirement ‘ SvC list enci 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/00/06 Consolidated Edison Co of New 

York, Inc I23pp 26067 158 24X Fiche 50-000*04/00/06,8400010337 


8400230293 Forwards IE Insp Mepts 50-373/04-19 6 50-374/04-25 on 
040724—26 No noncomp 1 ianc a noted 

WALKER. R 0 Region 3, Office of Directoi S4/0Q/O6 REED, C 
Commonwealth Edison Co 2pp 26313 251 24X Fiche 50-373,84/08/06, 

0400230293 


— 840B23O29S IE Insp Repts 50-373/84-19 6 50-3/4/04-25 on 040724-26 No 
noncomp 1 larice or deviations noted Major areas inspected 
previous insp findings & staitup testing audit progi am 
CHQULES, N C , HAWKINS, F C Region 3, Office of Director 
04/00/06 4pp 26213 253 S4X Fiche 50-373*84/08/06,0408230293 


8408070120 IE Info Notice Q4-61, '"Overexposure qf Diver in PUR 
Refueling Cavity “ Svc list end 

JORDAN* E L Division of Emeigency Preparedness & Engineering 
Response (Post 030103) 84/00/00 Consolidated Edison Co of New 

York, Inc 120pp 26129 118 24X Fl the 50-000. 84/08/06* 0408070120 


8400140344 Confirms 04OSO3 plans to meet w/util on 840907 in 
Glen Ellyn, lU to discuss regulatory improvement program 
NDRELIU9, C C Region 3, Office of Director 04/00/OQ REED, C 
Commonuca Ith Edison Co 2pp 26041 050 24X Fiche 50-000,84/00/08, 

8408140344 


8408130090 Suppls S4071I response to lE Bulletin 04-OP re visual Insp 
during monthly functional tests to verify proper contact nn 
reactor trip sys fc primary containment isolation sys relays 
Exemptions requested for listed relays 

ALEXANDER, 0 L Commonwealth Edison Co 84/08/08 KEPPLER, J 0 
Region 3* Office of Director 3pp 26067 053 24X 

Fiche 50-000, 04/08/00, 8400 1 30090 


8406200331 Suppls response tq IE Bulletin 04-02 re failure of GE Type 
HFA relays Exemption requested from commitment for visuol 
insp verifying proper relay contact during monthly 
functional check for listed relays 

ALEXANDER, G L Cammonwoa 1 th Edison Co 04/00/08 KEPPLER, J 0 
Region 3. Office of Director 3pp 26132 310 24X 

Fiche 50-000,84/08/08.8408200331 


0408070376 IE Info Notice Q4-62, "’Therapy Misadmin i strat i nns to 
Patients Undergoing Co-60 Telcthcrapy Treatments " Svc 
list end 

0RACE*J N Division of OA* Safeguards X* Inspection Programs (Post 
830103) 84/08/10 Consolidated Edison Co of New York, Inc 

125pp 26130 001 a4X Fiche 50-000, 04/08/ 10* 84080703/6 


0408160198 Discusses IE Insp Repts 50-373/04-14 8* 50-374/84-10 on 
840512-0618 *» forwards correciod notice of violation 
Response within 30 days requested 

SHAFER, W D Region 3, Office of Director 04/09/10 REED* C 
Conmanuealth Edison Co tp 36092 133 24X Fichu 50-373,84/00/10, 

8408160190 


— 0408160206 Corrected notice of violation fro/n insp on 040512-0618 
V/iolatlans identified surveillance of unlocked high 
radiation area inattentive U failure to adhere to 
instrument surveillance procedures 

BHAFER.W D Region 3, Office of Director Q4/0Q/10 2pp 
26092 134 24X Fiche 50-373,04/00/10.0408160190 


04O01OOQO9 IC Info Notice 84-63. "Defective RHR Replacement Piping " 
Bvc list end 

JORDAN, E L Division of Emeigency Preparedness & Engineering 
Response) (Post 030103) 84/0B/13 Consolidated Edison Co of New 

York. Inc 119pp 26197 aiD 24X Ficho 50-000.04/00/13*0408100009 


0408100030 m Info Notice 04-64. "DWR HPCl Initiation 8eal-In it 
Indication " Svc list end 

JORDAN* £ L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/00/15 Consolidated Edison Co of New 

York. Inc 104pp 26193 073 24X Fiche 50-000, 04/00/ 15. 04001 OOOSfl 


84O01QCO21 IE Info Notice 04-65. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment '* Svc 
list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 04/08/16 Consolidated Edison Co of New 

York* Inc ll8pp 26190 001 24X Fiche 50-000*84/09/16*8408100021 
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04OBlOOOtj5 It Ir.fo Nutice BA-aa, Undetected Un<J va i Idbi 1 1 ty of 
Turb xne-Pr I van Auxiliarij Feedu^ter Tiain " Svt list enc 1 
JORDAN* E L Division of Emergency Preparedness h Engineering 
Response <P 05 t 030103) 84/00/17 Cdnsolidated Edison Co of Neui 

Yorlf- Inc lOOpp 26276 OOl ^4^ Fiche 50^000, 84 /Oa/ 1 7» 04001 00055 


0400140200 IE Inffl Mntice 84-67. ‘Recent Snubber Inservice Testing W/ 
High Tailure Ratos ' Svc list enc 1 

JORDAN* E L Division of Emergency Preparedness 6 Engineering 
Response <Post 030103) 84/00/17 Consolidated Edison Co oF New 

Vori. Inc I22pp 26376 122 24XFichc 50-000, 04/08/17. 04081 40200 


8408210142 IE Irfq Notice 04-60* “Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves ' &vc list end 
JORDAN* E L Division of Emergency Preparedness h Engineering 
Response (Post 030103) 04/08/21 Consolidated Edison Co of Neui 

Yori* Inc 113pp 26329 008 24X Fiche 50-000,04/00/21*8409210142 


R Periodic operating reports i related correspondence 


8408300388 Forwards errata to "Rept of Radioactive Effluents* “ Jul^Dec 
1983 Part 1 of 1904 operating rept foi Jan-June 1984 will he 
submitted in Aug 1904 

OlEDEniCHiG J commonwealth Edisnrt Co 04/07/23 KEPPLER* J O 
Region 3* Office of Director Ip 26300 151 24X 

Fiche 50-373* 04/07/23. 8400300380 


— 0408300393 Eri a ta to “Rept of Radioactive Effluents." Jul-Dec 1903 
* Commonweal th Edison Co 83/12/31 8pp 26308 152 24X 

Fiche 50-373, 04/07/23^ 0400300380 


640Q30050S Forwards radioactive effluent monitoring rept for Jan-June 
1904 h revised process control procedure 

DlEDERlCHiG J Coi*imonwea J th Edison Co 84/07/25 KEPPLER. J O 
Region 3* Office of Director Ip 26313 3il 24X 
Fiche 50-373* 04/07/25. 9400300500 


— 9408300513 "Rept of Radioactive Effluents." Jan-June 1904 

» Commonwealth Edison Co 84/06/30 13pp 26313 312 24X 

Fiche 50-373, 04/07/25* 9400300508 


— 0408300516 Rev 2 to LAP-'20O**6* “LaSalle County Statipn Process Control 
Program " 

* Commonwealth Edison Co 93/12/29 15pp 26313 325 24X 

Fiche 50-373,84/07/25*0408300508 


0408160140 Monthly operating repts for Ju I 1984 W/040306 Itr 

DUS.R S . DIEDER1CH*0 j Commonwealth Edison Co 84/07/31 27pp 
26108 001 24X Fiche 50-373*84/07/31,0408160140 


S Reportable occurrences, LERs t related correspondence 


B40B240348 Part 21 rept re presence of Loctite-242 in CRD hydraulic 
contTol unit scram pilot solenoid valve plunger Initially 
reported on 040413 Now thread Inciting devices investigated 
SHERWOOD* 0 G Oenoral Electric Co 84/04/13 DEYDONG* R C 
Director's Office* Office of Inspection and Enforcement 3pp 
26222 256 24X Fiche 50-000*94/04/13,8408240340 


B40B060063 LER B4-040~00 on 840625, in startup mode*reactor water 
cleanup sys isolated on high diffeiential flow Caused by 
temp b pressure differences bettiiecn startup operations b 
inetrumeni calibr procedure revised W/840719 Iti 
SHIELDS. J H , DIEDERICH.O J Commonwealth Edison Co 84/07/19 
3PP 25935 283 24X Fiche 50-373.04/07/19*8408060063 


84O0O6OOS5 LER 84-041-00 on 840620* three mechanical penetrations on 
fire-rated walls/floors not sealed properly Caused by 
personnel not identifying on sleeve schedule Fire watch 
established Penetration sealed 8/840723 Itr 

HCVEY* E A * DIEDERICHiG J Commonwealth Edison Co 04/07/23 3pp 
25935 263 24X Fidhe 50-373*84/07/23.0408060055 


6408060255 LER 84-043-00 on 840627* dur ing reactor water cleanup filter 
del solatlon* reactor water cleanup sys isolated on high 
differential flow Possibly caused by draining of 
deminoral I /or inves tigation underway W/840723 Itr 
ARAND, J , DIEOERJCH'O J Cammonweal th Edison Co 84/07/25 3pp 
25935 150 24X Fiche 50-373.94/07/25,8400060255 


8409060207 LER 94-044-00 on 840702* HPCS quarterly inservice test check 
valve IE22-F006 b stop check valve IE22-F007 failed to 
prevent reverse Flow Caused by scaring of disc seats \/alVes 
repaired W/a40727 Itr 

MA3TER3QN* V , DIEDERICH, 0 J Commonwealth Edison Co 84/07/27 
4pp 25923 355 24X Fiche 50-373*84/07/27.8400060207 


0408090324 LER 64-043-00 on 040703* reac tor water cleanup outboard 
isolation valve room area overloDied m loutin^ surveys up 
to 040703 Posting an entrance dour 463 upgraded to "Danger 
High Radiation Area" b security level upgraded W/040730 Itr 
ALQRJCH. L R * OrEOERlCH. O J Commonwealth Edison Co 84/07/30 
3pp 25994 06^ 24X Fiche 50-373*84/07/30.8408090324 


8408310361 Forwards "Excessive Cooldown Rate Event at La Salle Unit I." 
technical revieu rept lie further evaluation of problem 
considered necessary 

SALAH, S Reactor Operations Analysis Dranch B4/08/02 
SEYFRIT.K V Reactor Operations Analysis Branch ip 26350 265 
24X Fiche 50-373.84/08/02.8408310361 


— 0408310362 "Excessive Cooldown Rate Event at La Salle Unit 1." 
technical review rept 

SAL AH. S Ruactor Operations Analysis Branch 84/09/02 5pp 
26350 266 24X Fiche 50-373.84/00/02.8400310361 


0408200526 LER 84-023-01 on 8404 1 5* reac tor water cleanup sys isDlafced 
due to high differential flow Caused by lasses through 
open T'dllof valve on shell side of reg etiera t ivc HX HX A 
string isolated 11/040803 Itr 

SHIELDS, J M - DIEDERICH.O J Commonwealth Edispn Co 84/09/03 
4pp 26138 321 24X Fiche 50-373,84/00/03,0409200526 


S409200333 LER 84-045-00 on 840715, while de isolating reactor water 
cleanup f 1 1 ter /demineral i icr during precoat eye le* reactor 
water cleanup sys isolated Action Item Record l*^B4-67J 13 
issued for further Investigation N/04OaO9 Itr 

8MVTNE* D R , DIEOERICH.O J Commonwealth Edison Co 84/08/09 3pp 
26140 002 24X Fiche 50-373*84/09/09.8409200333 


8409310160 Part 21 rept re ground fault failures df actuation solenoids 
for Croshy safety relief valvos PRC 84-24 Problem still 
considered gernane condition Memo of 840608 telcon updating 
B40615 interim rept end 

QlAHOALVa.E U General Electric Co 84/08/21 ROSSI. C E 
Director's Office. Office of Inspection and Enforesment 4pp 
26322 220 24X Fiche 50-373.04/08/21*9408310160 


8400310047 LER 04-046-00 on 040727 It 29, reactor water cleanup sys 
isolated on high d 1 f f eren t ia I flow while delsolating filter 
deml ncra) i ter C Caused by partial loss of sys flow through 
open filter drain valves Valves closed H/040823 Itr 
aMYTHE. 0 R * DIEDERICH.O J Commonwealth Edison Co 94/08/23 4pp 
26334 360 24X Ftche 50 -373,04/08/23,6409310047 


V Dperatpr Ei am nations 


6409140372 Forwards proposed rev to "Rcqual i f icat ion Program for 
Llcensod Opera tors* 9en 1 or Operators 1 Senior Dperatore 
(Limited)*" in response to NUREG-0737* I tem I A 3 I 
MARSHALL, J G Comnonweal tb Edison Co 84/08/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp S6051 240 
24X Tie hr 50-000. 04/09/07, 8409140372 


--S4O014O3B9 "Requa 1 1 f Icatl bn Program for Licensed Operators* Senior 
Operators b Senior Operators (Limited) " 

* Cantmonueal th Edison Co 84/07/19 lOpp 260Si 242 24X 

Flcho 50-000*84/09/07,8408140372 


8400140426 Provides address for transmitting all operator licensing 
correspondence to Region HI ofe, except Info for eiamlners 
HALKER.R D Region 3* Office of Director 94/08/10 Michigan, 
Unlv of. Ann Arbor* MI 2pp 26051 199 24X Fiche 50-000, 

04/00/ I O, GA0B14O426 


DOCKET 50-374 LASALLE COUNTY STATION* UNIT 2 


F Securlby, medical* emergency 1* fire prote-ctign plans 


8404040169 Forwards exercise rept© for LaSalle b Dresden, offsite 
radlalogical emergency preparedness exercises conducted 
020414-15 b 0629-30. respectively 

KRIMM/R H Federal Emergency Management Agency 94/03/26 
JORDAN* E L Division of Emergency Preparedness le Engineering 
Raspanse (Post 030103) 2pp 22893 122 24X Fiche 50-000.64/03/26* 

0404040169 


— 0404040172 Evaluation of State of IL full-scale emergency prep aredne<is 
exercise plan, final rept 

* Federal Enurgency Management Agency 02/05/31 60pp 
22083 124 24X Fiche 50-000.84/03/26,8404040169 


8408010209 Furuarda IE Insp Repts 50-373/84-14 b 50-374/84-10 on 
04O512.-O6IB b notice of violation 

SHAFER, W D Region 3, Office of Director 94/07/10 REED* C 
Commoinuieal th Edison Co 2pp 25966 103 S4X Ftche 50-373*84/07/10. 
0409010209 
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0294 IE Insp Ropts 50-373/84-14 ^ 90-37a/B4-iB on 040512-0*10 
ornpliant« noted failure to control access to high 
ation area ^ failure to folloiu reactor vessel lo-lo 
n level r e c i rc u 1 a t i ort p U(rp trip calibr test procedure 
SSOTJltas.N Region 3. Office of Director 84/07/02 lOpp 
.6 10-7 a4!C Flthe 30-373^84/07/10-840801028'? 


0408200360 Ac k receipt or 010710 Itr le authoi diticism of NRC 
present lules fi practices Pepcnse to MF^C seven •;tages of 
discussion liEtecl Past tests should be revieu>ed *> leak rate 
bp retested Related info encl 

REYTDLATT 7 V Warren iVllsori College, S'uannanoa NC 04/07/22 
ROSS* O F Office of Nuclear Regulatoig Research, Director Qpp 
26293 001 24X Fiche 50-000 84/07/22,8400280360 


79 Rev 4 to Offsite Eniergency Procedure LZP-iSao-S* “Environs 
ng Supplies Inventory ' Revised index 04O0QB; 
li t tal form encl 

imonuiealth Edison Co 84/07/2S I 6 pp 26044 332 24X 

50-373* 04/07/23, 8408140179 


)95 Ack receipt of scope & objectives for 841010 emergency 
edness pierclsp Objectives acceptable & unchanged from 
scenario deveiopnent meeting 

lEtLQ. C J Region 3. Office of Director 04/08/01 REED. C 
luealth Edison Co Ip 25922 OOl 24X Fiche 30-373.84/08/01. 
i0095 


0101 ForuJards scope U objectives for B4101O emergency 
laredness exerc is e. p er NRC/FEHA requirements 

INE/ T R CoDPionueal th Edison Co 04/07/25 HIND. J Division 
-nergency Preparedness L OperatlDtial Support 5pp 23922 002 
Ficho 50-373.84/09/01.040006009 5 


139 Forwards listed revs to security plans Revs address fence 
E requirements Revs withheld (ref 10CFR73 21 > 

</ 0 L Commonwealth Edison Co 64/08/03 Region 3. Office 

rector Ip 26044 232 24X Fiche 50-000,84/08/03.0408140139 


101 Responds to 040705 clarification of info re util means of 
fying annual regulatory requirement to review emergency 
1 level*^ w/offsite emergency support organl la t ions Info 
table 

lELLO. C J Region 3. Office of Director 04/00/07 REED, C 
nuealth Edison Co Ip S60t0 130 24X Fiche 30-000,64/00/07. 

30401 


0408010107 Foiwards request for addl info re NUREO-0737, J t em II D 1. 
including basis For application or findings of NEDE-24908-P. 

"Analysis of Generic QNR Safety 1 Relief Valve Operability 

Test Results. “ submitted by bNR Owners Group 

SCHWFiMCER.A Licensing Branch 2 84,07/24 f aRRAR, D L 

C DRtmoni'u ea 1 th Edison Co 4pp 25873 355 24X Fiche 30-373.04/07/24, 

□408010107 


840G-OB0314 Forwards Amend 3 to License NPF-IB V safety evaluation Amend 
deletes License Condition 2 c (7J ft changes Tech Specs to 
incorporate reactor scran on low CfJD pump discharge pressure 
mod 

SCHUENCER.A Licensing Branch 2 84/07/24 FARRAR, 0 Commonwealth 

Edison Co 3pp 23778 200 24X Fiche 50-374.04/07/24.0408000314 


~“04O3CaO3l9 Amend 3 to License NPF- 10, de 1 et ing License Condition 2 c (7) 
changing Tech Specs to incorpoiate reactor scram on low 
CRD pump discharge pressure mod 

SCHNENCER.A Licensing Branch 2 84/07/24 llpp 25778 213 

24X Fiche 50-374.84/07/24,8400090314 


— 0406080322 Safety evaluation supporting Amend 3 to Licensa KPF-IB 

•a Office of Nuclear Reactor Regulation. Director 84/07/24 2 pp 
25978224 24X Fiche 50-374,94/07/24,8408000314 


9406060145 Application for amend to Licenses NPF-tl $< NPF-ia. chang ing 
Tech 6 pecs re accident nonitoring i ns trumenta tl on 
lNUREG-0737, Items lIFll,IIFl3l,nFl6) Fee end 
MARSHALL, J G Commonwealth Fdison Co 84/07/P5 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 25925 205 
a4X riche 50-373,84/07/25.8408060143 


30413 Responds to B40604 Itr re means for satisfying requirements 
10CFR5aiApp EiParagraph IV 0 Proposal for satisfying 
uirements to review emergency action levels by offsite 
ncles clarlfiod 

RAR, D L Commonwealth Edison Co 84/07/05 PAPERIELLQ,C J 
ian 3. Office of Director 8 pp 26010 131 24X 

he 50-000.64/08/07.8400130401 


— 6408060153 Proposed Tech Spec changes re accident monitoring 
instr umentat 1 on limiting conditions for operation far noble 
gas effluent noni tor s . c anta i nment high radiation monitars 
h containment hydrogen monitor 

* Commonwealth Edison Co 84/07/25 7pp 25925 289 24X 

Fiche 90-373,84/07/25,8408060145 


230 Advises that 840803 Rev 19 to physical security plan 

stent w/pr ovisions of 10CFR50 54(p) acceptable 

ON, W L Region 3. Office t»f Director 04/00/14 FARRAR, D L 

nwealth Edison Co 2pp 26133 188 24X Fiche 50-373,84/08/14. 

00230 


9408300508 Forwards radioactive effluent monitoring i ep t for Jan-June 
1994 8 . revised process contiol procedure 

DIEDERICH. G J Commonwealth Cdison Co 84/07/25 KEPPLER. J 0 
Region 3. Office of Director Ip 26313 3tl 24X 
Fiche 50-373,04/07/25,8400300508 


233 Rev 1 to Emergency Plan Implementing Procedure L2P-i3iO-l, 
rating Station Emergency Procedure Operational 
ness " 14/840024 transmittal memo 

mmonwealth Edison Cq 04/00/17 lOpp 26322 269 a4X 
50-373. 84/08/17, 8400310233 


G38 Forwards "Technical Basis of LaSalle County Station Fire 
r Surveillance Program,” per 840320 agreement 

,8 Commonwealth Edison Co 84/00/21 DENTON. H R Office of 
ar Reactor Regulation, Director Ip 26237 228 24X 

30-373,94/00/31 . 0406270350 


•70362 "Technical Basis of LaSalle County Station Fire Damper 
veil lance Program 

Commonwealth Edison Co 84 / 00 / 3 j 326pp 26239 229 24X 

he 50-373.84/00/21,8400270356 


ating license stage documents U correspondence 


1140 Forwards Amends 17 L 2 to Licenses NPF-li & npF-IB, 
ctively 6 safety evaluation Amends change Tech Specs 
In line temp difference trip setpoints Sc allowable 
'S 

NCER, A Licensing Branch 3 84/07/03 FARRAR. J> Commonuiea 1 th 

n Co 2pp 2S779 043 24X Fiche 50-373.84/07/03,0406060140 


<80155 Amends 17 t, 2 to Licenses NPF-ll 4* NPF'-ie, respectively, 
nglng Tech Opecs re main steaml me temp difference trip 
points & allowable values 

WENCER,A Licensing Branch 2 84/07/03 Bpp 25979 045 24X 

he 50-373, 04/07/03, 040008(5148 


80)59 Safety evaluation supporting Amends 17 it 2 to Licenses 
-11 t* NPF-ia, re spect 1 VO 1 V 

Office af Nuclear Reactor Regulation, Director 84/07/03 2pp 
979 053 24X Fiche 50-373.04/07/03.0408080148 


—6403300516 Rev 2 to LAP-200-6, “LaSalle County Station Process Control 
Program ” 

♦ Cammonwealth Edison Co 03/12/29 I5pp 26313 325 24X 

Fiche 50-373.64/07/25,8408300508 


8408060144 Application for amend relaxing requirements of Amend 3 to 
License NPF-18, to meet requirements of License Condition 
2 C (7) re effective amend date before completion of startup 
teat program for CRD disch«irge pressure mod Fee encl 
RYDAK. B Commonuiealth Edison Co 84/07/31 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 2 pp 2D923 302 24X 

Fiche 50-374,04/07/31,0408060144 


8406060168 Roquos*'s NRC vacate Amend 3 to License NPF-18 to allow 
licensee time to dcternlne proper low discharge setpoint on 
low CRD pump Setpoint setting mandated by Amend 3 may be too 
conservative 

RYBAK. B Comnonwealth Edison Co 84/00/01 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 2 pp 25732 192 24X 

Fiche 50-374.04/08/01,8408060168 


0400140405 Application to amend License NPF-1 0. c hang i ng Tech Specs re 
reactor scram on low CRD pump discharge pressure mod 
Requests t-or emergency amend, dtd 840731 6 0801 , unwarranted 
in that derating or shutdown not imminent 

RYBAK, D Com, non wealth Edison Co 64/08/02 DENTON, H R Office of 

Nuclear Reactor Regulation, Dlrectoi 3pp 26050 356 24X 

Fiche 50-374,04/06/02.8408140405 


0408070110 Oancric Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs U holders of CPs re availability of 
Suppl 1 to NUREO-0933, “Prior 1 ti lat i pn or Generic Safety 
Issues ” 8 vc list encl 

BZSENHUTrD 0 Division of Licensing 04/08/06 Consolidated 
Edison Co of New Vork, Inc iBpp 26129 238 24X 

Fiche 50-000. 84.'0B/06, 04080701 10 
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840Q090J12 stilus rppl re p 1 tin t ~s p i c i f * c b^ckfiCting 

activities ror operating tcactoi^ * license applicants for 
,;u 1 1 984 

THEMH'-A»',P Cpera'ing Heactois As s e, «- sme ii t Dianch 04/00/0* 

HCLAI1AN>G f1 Operating Reactors ftsses^ment Dranch llpp 
35991 350 2‘ty^ FlL^e 50-000,04/09/06,0408090317 


0409160345 Advises that QA progiam applicable to all nuclear generating 
stations l> satisFies provisions of 10CFR71 fee i emi ttod 
per t0t'Fni7o 31 

FARRAR. D L ConnonWealth Cdison Co 04^00/06 Office of Nuclear 

riateriai Safety Sa f eg u^i t d s , Di rec t or Ip 26093 IB 4 24X 
Fiche 50-000. 84/09/06. 8400160345 


9408010316 IE Insp Repi^ 50-374/04-23 on 840606-22 None omp 2 i anc e noted 
reactor uater cleanup isolation functions for temp, 
differential temp nr differential floiu inoperable t sgs not 
isolated for approx 7 5 h 

CHRISSOTIMQB. N Region 3, Office of Director 04/07/10 5pp 
25066 154 24X Fiche 50-374.04/07/13,8400010312 


0407250239 IE Info Notice 04-57, "Qperatlhg Experience re Moisture 
Intrusion in Saf e ty-Re 1 at ed Electrical tqmp.Tient at 
Commercial Pouer Plants " Sve list end 

JORDAN, E L Division of Emergency Propcaredness & Engineering 
Response (Post 830103) 84/07/27 Consolidated Edison Co of Neuj 

York, Inc 119pp 25065 047 24X Fjche 50-000,84/07/27,8407230229 


0400160364 Requests au th or i * <J t 1 on to use ASHE Code 
will use ASmE Code 1980 e d i t i on, Wi n t e r 1900 4 /or 
1981 ^iddenda for uork during upcoming outage 
marshall, J G Commonuiea 1 th Edison Co 84/08/0/ 
Office of Nuclear Reactor Regulation, Director 
Fiche 50-373,84/08/07.8408160364 


Case N-389 Licensee 
N 1 n t p r 

DENTON. H fl 
Ip 36091 236 24X 


04OSO6OD8S Forwards 1 evs to baseline map rept (A9ME Section XI) 
Deficiencies noted during util audit corrected M/o enc I 
MARSHALL. J G Coiflnanwea 1 th Edison Co 04/07/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 23922 011 24X 

Fiche 50-373. 04/07/30, 8408060085 


B4O016OJH7 Foiwards revised pump valve mservice testing plans, 
reflecting Relief Requests RI-19 », RV-3B fiofti certain ASMS 
Scctinn XI Code requirenents for containment isolation & 

BCIC injection outboard valves 

MARSHALL, J G Connonwea 1 th Edison Lo 84/08/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6 pp 26005 350 
24X Fiche 30-373,04/08/07,8403160387 


8400070066 Notifies of 840023 meeting w/util at Region III ofc to 
review findings of SALP assessment re util performance 
Encourages mgt representation to ensure mutual understanding 
of issues & findings presented by NRC 

NOHELIUS, C E Region 3 , Office Of Director 84/00/03 REED, c 
Commonwealth Edison Co 2pp 25749 337 24X Fiche 50-000,04/00/03, 

9408070066 


8408140323 Informs that util no longer participating in instrument 
setpoint me th ad ol og ij program conducted by BHR Licensing 
Review Group 

MARSHALL. J G Comtipnwea I th Edison Co 84/00/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 26042 350 24X 

Fiche 30-3/3, 94/00/09, 8400140323 


Q40B070401 Informs that neu sys of acknowledging receipt of licensee 
correspondence re nonconp 1 lance found during insp 
instituted, effective 840020 Preprinted farm will be used 
rather than Itr 

KEFPLER,J 0 Region 3, Office of Director 94/08/03 

Conmonuealth Edison Co 3pp 25942 180 24X Fiche 30-000,84/00/03, 

9400070401 


8408220433 Forwards paid public notice re licensee 840802 application 
to amend OL Time constraints proclude FR publication Comment 
period expires 040827 

SCHUENCER.A Licensing Branch 2 84/08/13 FARRAR, d L 

Connonuieal th Edison Co 5pp 26201 357 24X Fiche 50-374,84/08/13, 

0408220433 


8408200275 Generic Ltr 04-20 to all licensees of operating reactors 6 
applicants for QLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions ^vc list encl 

EiaENHUT,DO Division of Licensing 04/00/20 Consolidated 
Edison Co of New York, Inc iVpp 2*276 244 24 X 

Fiche 30-000. 94/00/20, 8400200275 


8408310430 Responds to 840907 request for author 1 lafcion to use ASME 
Code Case N-3B9, "AlF^ernate RuUs for Repa i rs. Rep lacements 
or ModSiSsection XI,Div 1 " Use Of Code Case N“399 
acceptable Neit update to F 8 AR should document usage 
SCHNENCER,A Lvconslnq Drancb 2 84/08/28 FARRAR, D L 

Conmonweal th Edison Co L»pp 26330 127 24X Fiche 50-373,04/00/28, 

8408310450 


Q Inspection reports, lE Dulletina 5, correspondence 


0400010239 Forwards IC Insp Repts 50-373/94-14 30-374/84-18 on 

940512-0*18 U notice of violation 

SHAFER, W 1) Region 3, Office of Director 84/07/10 REED, C 
Commonuealth Edison Co 2pp 25866 J03 24X Fiche 50-373,84/07/10, 

8408010289 


— 0400010291 Notice of violation from insp on 040512-0610 

SHAFER, W D Region 3, Office of Director 04/07/05 2pp 
25866 103 24X Fiche 50-373,04/07/10,8400010209 


—8400010294 IE Insp Ropts 50-373/84-14 h 50-374/04-18 on 940512-0*18 
Noncomp 1 lance noted failure to control access to high 
radiation area t* failure to fellow reactor vessel lo-le 
water level recirculation pump trip calibr test procedure 
CHRlSSOTlMOSi N Region 3, Office of Director 04/07/02 lOpp 
258*6 107 24 X Fiche 30-373,04/07/10,0408010209 


0400010312 Forwards IE Insp Rept 50-374/04-23 on 040606-22 h notice of 
violation 

NORELIUSiC E Region 3, Office of Director 84/07/13 REED, C 
Conmonuealth Edison Co 2pp 25866 131 24X Fiche 50-374,04/07/13, 

B408010312 


— 9408010314 Notice of Violation from insp on 840606-22 

NORELIUB.C E Region 3, Office of Director 94 / 07/13 Ip 
23866 153 24X Fiche 30-374,84/07/13,8408010312 


8408010333 IE Info Notice 84-39, "Deliberate Circumventing of Station 
Health Physics Procedures " 8 vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30l03) 94/08/06 Consolidated Edison Co of Neu 

York, Inc I22pp 26068 001 24X Fiche 50-000,04/08/06,8400010333 


8400010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN, E L Division of Emergency Preparedness * Engineering 
Response (Post 830103) 84/08/06 Consol J dated Edison Co of Neu 

York, Inc I23pp 26067 158 24X Fiche 50-000,84/08/06,0400010337 


B40Q23D293 Forwards lE Insp Repts 50-373/04-19 t, 50-374/84-25 on 
840724-26 No noncamp I iance noted 

WALKER, R D Region 3, Office of Director 64/08/06 REED, C 
Commonwealth Edison Co 2pp 26213 25i 24X Fiche 50-373,84/08/06, 

0409230293 


■■9408330290 IE Insp Repts 50-373/84-19 t, 50-374/84-25 on 040724-26 No 
noncompl lance or deviations noted Major areas inspected 
previous insp findings 6 startup testing audit prograffl 
CHOULES, N C , Hawkins, F c Region 3, Office of Director 
94/08/06 4pp 36213 253 24X Fiche 50-373.84/09/06,0408230293 


0408070120 IE Info Notice 04-61, "Overexpasure of Diver in PWR 
Refueling Cavity " Sve list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/00/00 Consolidated Edison Co af Neu 

York, Inc 120pp 2 * 12 ? 118 24X Ficho 30-000,04/08/08,8409070120 


0408140344 Confirms 040003 plans to meet w/util on 040907 in 
Glen Ellyn,)L to discuss regulatory improvement program 
NORELIUB, C E Region 3 , Office of Director. 04/00/08 REED, C 
Commonuealth Edison Co 2 pp 26041 050 24X Fiche 30-000,84/06/08, 

0400140344 


3400130090 Buppls 840711 response to IE Qglletin 04-02 re visual insp 
during monthly functional tests to verify proper contact on 
reactor trip sys It primary containment isolation sys relays 
Exemptions requested for listed relays 

ALEXANDER. 0 L Commonwealth Edison Co 04/00/08 KEPPLER.J 0 
Region 3, Office of Director 3pp 26067 033 24X 

Fiche 30-000, 84/08/08. 0408150098 


9400200831 Suppls response to IE Dulletin 84-02 re failure of OE Type 
HFA relays Exemption requested from commitment for visual 
insp verifying proper relay contact during monthly 
functional check for listed relays 

ALEXANDER, 0 L Commonwealth Edison Co 04/08/08 kEPPLER.J 0 
Region 3, Office of Director 3pp 2*132 310 24X 

Fiche 30-000,84/09/08,8400200331 


8400140136 Ack receipt of 040003 itr informing NRC of steps taken to 
correct violations noted in lE Insp Rept 50-374/04-04 
LITTLE, W S Region 3, Office of Director 04/00/09 REED,C 
Commonuealth Edison Co Ip 26048 322 24X Fiche 30-374,04/09''’' 

0400140156 
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04O8t'TO167 Docurients connitmert made during nesting re Item 2 C of 
840424 Itr on colors of control indicating Lights 
( !£ tnsp n&pt 50-374/04-04) Procedure t training program 
revs mill be completed bg 841001 

FARRARj D L Comnonuealth Edison Co 04/08/03 KEPPLER.j 0 
Region 3, Office of Diiector 4pp 2A04B 323 24y 

Fiche 30-374, B4/0B/0'?, 04OB14O136 


— 9409140100 Suppls 040522 response to violations noted in IE Insp 
Rept 50-374/04-04 Correcti-/e actions Aperture Card M-3444 
corrected station Procedure LAP-Qio-5 revised 
FARRAR, D L Commonwealth Edison Co 04/0-6/14 KEPPLER.j G 
Region 3, Office of Dlrecfcor 4pp 2604B 32 7 24X 

Fiche 30-374, B4/0a/09, 04OB14O1S6 


■0408140190 Responds to NRC 840424 Itr re violations noted m IE Insp 
Rept 30-374/04-04 Corrective actions jumper added to 
drawing, relag cleaned U labeled & wiring of indicating 
control lights verified 

FARRAR, D L Comnonuea 1 1 h Edison Co 04/08/03 KEPPLER, J 0 
Region a, OFfice of Director 3p p 2604Q 33l 24X 

Fiche 50-374, B4/0S/09, 04OB14O136 


0408070376 IE Info Notice 04-62, "Therapg Kisadmiitl strat ions to 
Patients Undergoing Co-60 Teletherapij Treatments '' Svt 
list end 

GRACE, J N Division of QA, Safeguards ?< Inspection Programs (Post 
830103) 04/00/10 Consolidated Edison Co of New York, Inc 

I25pp S6130 001 24X Fiche 50-00 0,04/00/10, 84 08070376 


0408160198 Discusses IE Insp Repts 50-373/04-14 50-374/04-10 on 

840512-0618 8, forwards corrected notice of violation 
ftasponse within 30 dags requested 

SHAFERiWD Region 3, Office of Director 84/00/10 REED, C 
Comnonwealth Edison Co Ip 26092 133 a4X Fiche 50-373,84/00/10. 
0408160193 


— 8408160306 Corrected notice of violation from insp on 840512-0610 
Violations identified surveillance of unlocked high 
radiation area inattentive it failure to adhere to 
instrument surveillance procedures 

SHAFER, W D Region 3, Office of Oirector B4/08/10 3pp 
26092 134 24X Fiche 50-373,84/00/10,0408160190 


0400100009 IE Info Notice 04-63, ''Defective RHR Rep lacemeist Piping " 
Svc list enct 

JORDAN, E L Division of Emergency Preparedness l. Engineering 
Response (Post 030103) 04/08/13 Consolidated Edison Co of New 

York, Inc ll9pp 26197 216 24X Fiche 50-0004 04/09/13,0400100009 


0408210193 Ac k receipt of 040731 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-374/84-23 
Corrective actions will be ejtamined during subsequent insp 
NQRELIUS, C E Region 3, Office of Director 84/0B/14 REED, C 
Commonwealth Edison Co Ip 26181 316 24X Fiche 50-374,84/00/14, 

9408210193 


-9408210203 Responds to NRC 840713 Iti re violations noted in IE Insp 
Rept 50-374/84-23 Corrective actions personnel counseled, 
reactor water cleanup sys. revised i efficient Tech Spec 
timecJock tracking method researched 

FARRARiDL Commonwealth Edison Co 84/07/31 KEPPLER.J 0 
Region 3, Office of Director 3pp 26181 317 24X 

Fiche 50-374,04/00/14,8408210193 


6406210142 lE Info Notice 04-6S, Potential Deficiency in Improperly 
Rated Field Hiring to Solenoid *'alvp5 “ Svc list end 
JORDAN, E L Division of Emergency Preparedness f- Engineering 
Response (Post 930101) 84/08/21 Consolidated Edison Co of New 

York. Inc ll5pp 26329 008 24X Fiche 50-000,84/00/21.0400210142 


R Periodic opera'-ing reports h related correspondence 


B4OB3OO380 Forwards oirata to "Rept of Radioactive Effluents," Jul-Dec 
1983 Part 1 of 1984 operating rept for Jan^June 1984 will be 
sufamitied in Aug 1904 

DIEOEftICM.G j Corimonuealth Edison Co 81/07/23 KEPPLER.J G 
Region 3, Office of Director ip 26300 151 24X 

Fiche 50-373,04/07/23.8400300388 


— 840B300393 Errata to "Rept or Radioactive Effluents," Jul-Dec 1903 
e C(immonix»eal th Edison Co 03/12/31 0;,p 26308 153 24X 

Fiche 50-373,04/07/23,8408300388 


0408300500 Forwards radioactive effluent moniLoring rept for Jan-June 
1994 £« revised process control procedure 

DIEDERICH, 0 J Commonwealth Edison Co 64/07/25 KEPPLER.J G 
Region 3, Office of Director Ip 26313 311 24X 

Fiche 50-373,84/07/25.8400300309 


— 0408300513 "Rept of Radioactive Effluents," Jan-June 1904 

« Commonwealth Edison Co 84/06/30 13pp 26313 312 24X 

FichP 50-373, 04/07/95, 8408300508 


04OB16OI4O Monthly operating repts for Jol 1984 W/B40806 Itr 

DUB. R S , DIEDERICH. O J Commonwealth Edison Co 64/07/31 S7pp 
26100 091 24X Fiche 50-373, e<1/07/3i, 0408160140 


8 Reportable occurrences, LERs related correspondence 


8408240340 Part 2i rept re presence of Loctitc-242 in CRD hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported an 840413 New thread Locking devices investigated 
SHERWOOD, G a General Electric Co 84/04/13 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement 3pp 
26222 256 24X Fiche 50-000,04/04/13.8408340348 


0408060203 LCR 04-032-00 on 840626, roac tor water cleanup sys isolated 
on epurious high differential temp Dlv i leak detection (JM) 
trip Caused apparentlfj by induced signal while performing 
RCIC functional test Isolation i esot W/8407 19 Itr 

WirrENDURO.K C , DiEuCRiCH, O J Commonwealth Edison Co 04/07/19 
4pp 25936 092 24X Fiche 50-374, 04/07/ 19, 8400060283 


B40S060042 LCR 84-033-00 on 040609, dur ing Startup Test 2-31 , conta inment 
isolation valve did not close upon receipt of containment 
isolation signal Caused by solenoid valve Improperly 
positioned Solenoid valve repositioned U/040723 Itr 
ORUCIAK.J 0 . DIEDERXCH. G J Commonwealth Edison Co 04/07/23 
4pp 25933 266 24X Fiche 50-374,04/07/23,8400060042 


8400060107 LEr 04-033-00 on 940709, while troubleshooting problem w/ 
e lectrohydraul Ic sys s ignal . technl c i an probe s 1 1 pped, cdus 1 ng 
momentary loss of 30-voH power supply to sys High pressure 
scram occurred Trouble shooting stopped W/G40724 Itr 
HAMMCRICH, T , DIEDERICH, 0 J Commonwealth Edison Co 04/07/24 
4pp 25933 204 24X Fiche 50-374,84/07/24,8400060107 


0408100030 IE Info Notice 04-64, "BWR HPCI Initiation Seal-In 6 
Indication " Svc list enc 1 

JORDAN, 6 L Division of Emergency Preparedness tt Engineering 
Response (Post 030103) 04/00/15 Consolidated Edison Co of New 

Yorif, Inc fG4pp 26198 093 24X Fiche 50-000,04/00/13,8408100030 


B40Q100021 IE Info Notice 04-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDAN, E L Division of Emergency Preparedness i* Engineering 
Response (Post 030103 ) 04 / 00/16 Consolidated Edison Co of New 

York, Inc llBpp 26193 OOl 24X Fiche 50-000,64/00/16,0400100021 


6400100055 IE Info Notice 04.-66. "Undetected Uravei labi 1 i tq of 
Turbine-Driven Auxiliary Feedwater Train " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Respnnse (Post 030103) 04-/00/17 Consolidated Edison Co Of New 

York, Inc I20pp 26276 OOl a4X Fiche 30-000,04/00/17,0403100053 


840B140208 IE Info Notice 04'-67, "Recent Gnubber Inservice Testing W/ 
High Failure Rates " Svc list end 

JORDAN, E L Division of Emergency Preparedness Sc Engineering 
Response (Post 930103) B4/oa/17 Consplldatad Edison Co of New 

York, Inc I22pp 26276 122 24X Fiche 30-000,04/00/17.0408140200 


8400060237 LER 04-034-00 on 040703, SUT vey of offgas carbon bed vault 
Identified high radiation area Warning signs posted on Door 
563 S, security status level upgraded to high radiation 
status M/B40724 Ur 

ALDRICH. L R , DIEDERICH, C J Commonwealth Edison Co 04/07/24 
4pp 23933 137 24X Fiche 50-374,04/07/24, 0408060237 


8400070391 LER 04-036-00 on 040706, alarm received when reactor water 
cleanup sys isolated on high differential plow Caused by 
leakage past valve seat Valve 2Q33-2001 -370 dosed W/a40730 
Ur 

SPRUNDERi C K , DIEDERICH, G J Commonwealth Edison Co 04/07/30 
4pp 23945 248 24X Fiche 30-374. 04/07/30, 0408070391 


B40B070490 LFR 04-037-00 on 040718, reac tor water cleanup sys isolated 
on high differential flow Caused by damaged sys boundary 
valvB operiifcor 6 improper fill t. vent of vessel Valvq 
operator will be repaired W/B40731 Ur 

SHIELDS, J / DIEDERICH^O J Commonueal th Edison Co 04/07/31 4pp 
25940 343 24X Fiche 50-374,04/07/31,0400070490 


8400230324 LER 04-030-00 on 840717. Door 430 to reactor water cleanup 
HX B room left open Security alerted but chocked wrong door 
Door immedl^itely secured on 840710 Engineering controls 
investigated W/840B10 itr 

EI8ELE, W r , DIEDERICH, O J Commonwealth Edison Co 04/00/10 4pp 
26212 334 24X Fiche 50-374,84/00/10,8400230524 
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B40Q230533 lCR 84-039-00 on 040719. at 90' pouier, {]rest.ure suitches 
2E3i“hF02?Aj I3> C V D ^ound ou t-0 f- 1 o i o ranee m nonconservative 
direction Cause not determined Switches recaltbr ui 1 1 be 
replaced di>ring environ qualification ti/B40913 Itr 
DRUCIAK.J [) i DIEDERICH. G J Commontuea I th Edison Co 04/09/13 
4pp S62i2 344 2>< Eichd 50-374. 04/08/1 3. 04O033OM3 


8400240044 LEW 84-040-00 on 040725, dur mg revieu of procedures, 
discovered drqueii crane circuits not included in lech 
Specs Caused by circuits not being included in Tech Specs *« 
erroneous investigation Procedure revised U/B40814 Itr 
KLIKA, J C , DIEDERICH. e J Commonwealth Edison Co 84/00/14 4pp 
26236 3S4 24X Ficlie 50-374.04/08/14,0400240044 


B40B310053 LER 84-042-00 on 04O72B, rod sequence control sys declared 
inoperable reactor manuallij scrammed Primary containment 
isolation sys Croup I isolation also occurred Caused by 
failure of pressure transmitter t< vacuum U/840015 Itr 
KALMON. K J . DIEDERICH.O J Commonwealth Edison Co 84/00/15 4pp 
26335 004 24X Ficho 50-374, 04/08/ 1 5, 8400310053 


840894017'? LER 84-043-00 on 040812. primary containment vent It purge 
exceeded allowable time by 1 5 h Unit in hot shut-down at 
300 F throughout purge Caused by personnel error Purge 
secured when violation observed W/a40ai6 Itr 

8WIHART, 0 U < DIEDERICH, C J Commonwealth Edison Co 04/00/16 
4pp 26240 222 24X Fiche 50-374.04/08/16,0408240179 


8400240114 PNO-1 11-04-066 on 840010. RHR B loop full flow test valve 
failed to completely close manua 1 ly, r ender ing low pressure 
injection, shutdown cuQling U suppression pool cooling 
inoperable Unit in cold shutdown pending repairs St maint 
CHRlSSailMDS, N , SHAFER, U Region 3, Office of Director 04/00/20 
Ip S6220 216 24X Fiche 50-374,04/08/20,8408240114 


U Congress ional /Cl ecutive Correspondence 


0400200225 Discusses Tech Spec errors discovered subseauent to NRC 
approval Susquehanna Tech Spec amends had no safety 
significance McGuire Tech Specs still under review w/no 
identified safety significance thus far 

A8SEL9TINE, U K Commissioners 84/00/10 MARKEY, E J House of 

Rep , Interior t Insular Affairs 4pp 26141 244 24X 

Ficho 50-000, 04/OQ/lO* 8408200225 


U Operator Examinations 


6400140372 Forwards proposed rev to **Requal i f i cation Program for 
Licensed Operator s. Sen ior Dperators h Senior Operators 
(Limited)," in response to NURE0-0737i I tem I A 3 1 
MARSHALL, J 0 Conmonwoal th Edison Co 04/00/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 2605J 240 
24X Fiche 50-000,84/00/07,0408140372 


— 0408140309 "Requa 1 i f 1 c at 1 on Program for Licensed Operators » Senior 
Operators ?< Senior Oporatois (Limited) " 

* Commonwealth Edison Co 04/07/19 tOpp 26051 242 24X 

Fiche 50-000,84/08/07,8408140372 


8400140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc. except Info for examiners 
WALKER, R D Region 3, Office of Director 84/08/10 Michigan, 
Univ of, Ann Arbor. Ml 2pp 26051 170 24X Fiche 50-000, 

84/00/10, 0409140426 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


A Appl lea I lon/cons true ti on stage documents & correspondence 


8400020033 Forwards revised program for resolution of 23 Issues 
described in NRC 040613 Itr Plan examines cause, generl c 
implications & significance of issues & programmatic mg t 
changes designed to preclude recurrence 

CAIN, J M Louisiana Power tr Light Co Qfi/07/27 EISENHUT, D 0 
Division of Licensing 2pp 25883 232 24X Fiche 50-302,84/07/27, 

B4O0O2OO33 


—8400020035 Revised program plan schedule for resolution of 23 Issues 
described in NRC 840613 Itr 

« Louisiana Power ( Light Co 04/07/23 28pp 25093 234 24X 

Fiche 50-389,84/07/27.0400020033 


0408070110 Generic Ltr 84-19 to all licensees of operating rea-ctors, 
applicants for OLs 6 holders of CPs re availability of 
Buppl 1 to NUREG-0933, "Pr lor i ti lation of Generic Safety 
Issues *' Sve list end 

EISENHUT, D G Division of Licensing 04/08/06 Consglidated 
Edison Co of New York, Inc lOpp 26129 238 24X 

Fiche 50-000, 84/00/06, 04080701 10 


0409140401 Forwards resumes for NU6 personnel involved w/ pro 1 1ml nary 
issues task force support group Inspector auditor 
certificates also enc 1 

JUDD.F V NUB Corp B4/0B/07 CRUTCHFIELD, D NRC - No Detailed 
Affiliation Given I20pp 26050 034 24X Fiche 30-302,84/00/09, 

B40Q14040I 


0408230179 Forwards update re toxic chemical survey of industries 
surrounding plant Protective features will provide adequate 
protection for control mom operators Probability of 
InimBdlate ly dangerous levels being reached iinllkely 
COGK, K W Louisiana Power & Light Co 84/08/09 KNIGHTON, 0 W 
Licensing Branch 3 lipp 26209 302 24X Fiche 50-302,84/00/09, 

0403230179 


0409140284 Foi wards response to NRC 040613 ltr re missing Nl instrument 
line documen tat ion, in-s trumentatlon expansion loop 
separation, V 1 sual exam of shop welds during hydrostatic 
testing i. surveys 1, exit interviews of QA personnel 
CAIN, J M Louisiana Power i/ Light Co 84/08/10 EISENHUTj 0 O 
Division of Licensing 73pp 26055 00| 24X Fiche 50-302,04/08/10, 

8408140284 


B4062D0334 Notification cf Q40Q17 meeting w/utll in Qathasda.MD to 
discuss status 6 schedule of program plan for resolving 23 
areae of concern identified in NRC 840613 ltr re 
prelicensing Issues 

WILSON, J Licensing Branch 3 84/OB/lO KNIGHTON. 0 M Licensing 
□ ranch 3 3pp 26230 339 24X Fiche 50-362, 04/08/10,0400230334 


0408210378 Application to amend CPPR-103, extending completion date to 
041231 

LEDDICK, n S Louisiana Poorer V Light Co 04/00/15 EI3ENHUT. D Q 
Division of Licensing 3pp 26180 245 24X Fiche 50-382,34/08/15, 

8408210370 


8400210403 Forwards "W'JB Project Plan for Prellcensing Issues Task 
Force Support Group ” 

JUDD.P V NUS Corp 84/08/15 CRUTCHFIELD, D NRC - No Detailed 
Affiliation Given 2pp 26180 300 24X Fiche 50-382.04/08/15, 

04OB21O4O3 


— 0400210409 "WUS Project Plan for PreUcenslng Issues Task Force Support 
Group " 

* NU8 Corp 84/03/14 7pp 36180 310 24X 

Fiche 50-382,04/08/13,0400210403 


8400230374 Ack receipt of B40725 comments re 840620 proposed program 
plan Comments will be considered during evaluation of util 
responses to 2*3 areas of cencern 

EISENHUT, DO Division of Licensing 84/00/15 DERNACEI.L 
Government Accountability Project 2pp 26230- 342 24X 

Fiche S0-3S2* 84/05/15. 8408230374 


8406210305 Submits addl infa re radwaste solidification process control 
progiams NU8 Process Sves Corp will perform initial 
solid i fication Expeditious review requested to facilitate 
Interim approval to process uiet radwastes 

COOK.K W Louisiana Power t Light Co 94/00/16 KNIGHTON, O W 
Licensing Branch 3 Spp 26181 010 24X Fiche 30-392,04/08/16, 

04O8S 10305 


— 0400210361 Rev 1 to Surveillance Procedure RW-2-210, "Rarfwaste 
Solidification 

ALLEN. J A , DARKHURST. R P Louisiana Power & Light Co 94/05/19 
20pp 26101.023 24X Fiche 30-302,94/00/16,8408210305 


3408200275 Generic Ltr 34-20 to all licensees of operating reactors 6 
applicants for DLs re scheduling guidance for licensee 
submittals of reloads that involve unrevieued safety 
questinns Sve list encl 

EISENHUT, DO Division of Licensing 84/00/20 Consolidated 
Edison Co of New York, Inc 17pp 26276 244 24X 

Fiche 50-000, 84/08/20, 8403200275 


8400270303 Forwards revised program plan far resolution of prelicensing 
i SSU4S. formal i z ing changes discussed during 040817 meeting 
LEDDICKjR S Louisiana Power it Light Co 04/00/90 EISENHUT, D G 
Division of Licensing 27pp 26239 127 24X Fiche 50-302,04/08/20, 

04082/0303 


0408310236 Responds to rof^uest for addl info re shutdown cooling sys 
relief valve operability Valves will operate correctly, 
providing required pressure relief capacity & reclosing 
under actual sve conditions 

COOK, K W Lou i starts Power L Light Co 84/00/27 KNIGHTON, 0, W 
Licensing Drafitl, 3 4pp 26320 330 24X Fiche 50-302,94/00/27, 

0408310236 
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DOCKETED ITEMS 


Securltyi medical, pnergenc^ t fire protection plans 


40B030266 Forwards IE lns[> Rept 30-302/84-19 or 040430-0304 No 
violations or devlatLons noted 

SAGLIARDOi J E Region 4. Office of Director 04/03/31 
LEDOlCHi R B Louisiana Power ?< Light Co 2pp 25917 231 24X 

Fiche 50-382« 84/05/31. 6400030266 


-B40B030275 IE Inaj) Rept 5O-302/B4-19 on 840430-0304 No violations or 
deviations noted Major areas Inspected securltij plan h 
inp lofiient i ng proc eduresi r ecords t* repts t*. physical barriers 
Details withheld Iref tOCFR73 311 

EVAN8,C A . KELLY. J A * CROSSMAN, W A Region 4, Office of 

DirB<;tor 94/05/29 ip 25917 253 24X Flcho 50-362. 84/03/3t> 

0409030266 


J4060&0054 Foruaids IB Insp iRept 50-382/Q4-22 pn 640509-11 No 
violations or deviations noted 

GAGLIARDQ.J E Region 4. Office of Director B4/06/J2 
LGDDICKi R S Louisiana Power Light Co 3pp 25935 279 24X 

Fiche 30-303-84/06/12.0408060054 


'-0408060057 EE Insp Rept 50-382/04-22 on 840500-11 No violations or 
deviations noted Major areas Inspected security-related 
tasting l-c maint. comiriun i cat i ons. contingency response 4. 
emergency pouer supply Details withheld iref 10CFR73 Si) 

KELLY, 0 , MALL. R E . GROSSMAN. W A Region 4. Office of Director 
84/06/13 Ip 25933 200 34X Fiche 3O--303. 94/06/ 13, 8409060054 


0400060317 Forwards IE Insp Rept 50-382/84-20 on 840409-13 6 notice of 
deviation Proposed corrective actions t, completion 
milestones to bring plant Into conformance w/lOCFRSO, Ap p R 
ac ceptab 1 Si per 840503 meeting Camnti tments listed 
GAOLIARDO. J E Rogian 4, Office of Director 84/07/09 
LEDDICK. R S Louisiana Power & Light Go Spp 25936 131 24X 

Fiche 50-302.04/07/09.9409060317 


— 8406060330 Notice of deviation from insp on 840409-13 

♦ Region 4, Office of Director 84/07/09 2pp 2S936 136 24X 

Fiche 50-392 , 94 / 07/ 09 . 04090603 1 7 


—8408060325 IE Insp Rept 50-365/84-20 on 840409-13 Deviations noted 
failure to provide adequate surveillance procedure to 
ensure min inventory of personnel protective equipment 
ver i f led 

MURPHY.M E Region 4. Office of Director ANAND.R Office of 
Nuclear Reactor Regulation. Director MAURA, F Region 3, Office 
of Director 94/07/06 24pp 25936 138 24X 

Fiche 50-303.84/07/09.0408060317 


Q4D8070230 Foruards revised procedures generation package^per B40507 & 
30 requests Bubmittal qonpletes requirements of NUfiBO-0737. 

3uppl 1 re upgrade of emergency operating procedures 

COOK.K U Louisiana Pquot Light Co 84/07/31 KNiOHTONiOW 

Licensing Branch 3 2pp 2594B 220 24X Fiche 50-302.04/07/31, 

B40B070230 


J406220494 Foruiards IE Insp Rept 50-392/04-28 on 340611-15 No 
violations or deviatlo-ns noted 

QAOLIARDO.JE Region 4, Office of Director 84/07/31 
LEODICK.R 8 Louisiana Power U Light Co 2pp 26196 015 24X 

Fiche 30 -302.84 /07/31.040 9220494 


—8408220500 IE Insp Repfc 50-308/94-23 on 840611-15 No violations or 
deviations noted Major areas Inspected actions taken on 
previously identified insp findings re fire 
pro tec t lon/pr event ton 

HARDUCK. C C , MURPHY. M E , JAUDONr J P Region 4, Office of 
Director B4/07/i9 9pp 26196 Oi7 24X Fiche 30-302,84/07/31. 
9409220494 


3408100117 Forwards tr ansp or ta t i an support Itrs of agreement between 
State of LA. Of c of Emergency Preparedness, ut 1 1 It state 
support 5VCS End withheld <ref I0GFR5 790) 

COOK. K U Louisiana Power % Light Co 84/00/01 KNlOHTON.Olf 
Licensing Dranch 2 Spp 25980 201 24X Fiche 50-382,94/00/01, 

0409100117 


B40B070109 Notifies uf intention to move location of backup emergency 
Operations facility from Gretna to New Orleans, LA during 
□ct 1904 

CODKiK N Louisiana Power & Light Co 04/00/02 EtSENHUT, D 0 
Division of Ltcenilng 3pp 25949 277 a4X Fiche 50-392.84/00/03, 
04OBO7O1O9 


94O023OS9S Forwards request for addl Info re proposed safety parameter 
display sys Response requested 30 dags prior to oKceedlng 37. 
rated power 

KNIOHTQN.O W Licensing Branch 3 94/08/06 LEDDICK, R S 

Louisiana Power 4< Light Co 7pp 26236 119 24K 

Fiche 50-362. 04/09/06, 8400230295 


9408130342 Discusses instsl lat ion, tost irg ♦. associated tiairing far 
dleuel generator panel isolation switches Commits to 
complete installation prior to 5*/, power Commitment obviates 
need for App R Qjiemotion requests 

COOK.K L' Louisiana Pouer t Light Co Ql/OB/O? KNIGHTON. G W 
Licensing Oranch 3 2p p £6010 220 24X Fiche 50-382.84/00/09. 

9408130342 


0400310225 Forwards detailed response to Question 420 01 re 
verification of adequate safety parameter display sgs 
isolation from saf ety-rel ated sys No Tech Spec changes 
needed NLIREQ-0737, Supp 1 1 requirements met 

CQOK.K U Louisiana Power t Light Co 04/09/27 KNIGHTON. G W 
Licensing Branch 3 Spp 26319 276 24X Fiche 50-382.84/08/27, 

B40831O223 


O Adjudicatory correspondence 


04OBO7O299 Discussea facts re Harstead engineering Assoc. Inc. 
consultants on basemat issues at facility G Harstead 
participated as member of staff structural audit team during 
1-wk audit at Waterford m Apr 1981 

TURK. 6 e Hearing Branch I DSB 013 84/00/02 KOHL. C N . 

JOHNSON, U R p WILDER. H A Atomic Safety and Licensing Appeal Panel 
9pp 25947 286 94X Fiche 50-382.84/08/02.8408070299 


9408090176 Forwards SE Turk 940802 Itr re Harstead Engineering Assoc* 
Inc evaluation of foundation bassmat Possibility of conflict 
of interest arises in light of Harstead acting as consultant 
to util U NRC 

KOHL. C N , JOHNSON. W R , WILBER. H A Atomic Safety and Licensing 
Appeal Panel DSD 950 94/08/07 PLAINS. H K Office of the 

General Counsel 2pp 25973 172 24X Fiche 50-392,04/00/07. 

9400090179 


8408130240 Answer opposing Joint tntervenor 831212 amended ii 
supplemental motion to reopen Contention 22 re adequacy of 
foundation basenat Joint Intervenor motion falls to raise 
significant safety or environ issue 

TURK, fa C HearinD Branch 1 DSB 900 84/08/07 Atomic Safety 

and Licensing Appeal Panel 9pp 26009 154 24X 

Fiche 50-382.04/08/07,0408130248 


— 8400130251 Affidavit of DM Crutchfield ro NRC review ?< evaluation of 
adequacy of Poundatiori base.Tiat Concrete cracks it related 
allegations do not present significant safety or environ 
Issue Prof qual i f icati ons end 

CRUTGHFIELO, D Assistant Director for Safety Assessment 
04/OB/O7 llpp 26009 163 24X Fiche 50-382,04/08/07.0408130248 


—8408130256 Affidavit of RE Shewmaker re insp ef forts, techn ical 
assessment t< conclusions reached concerning Aprll/May 1994 
insp Allegations re foundation hasemafc do not raise 
significant saf ety /envi ron issue Prof qualifications enc 1 
SHEWHAKER.R E Engineering {.Generic Communications Branch 
04/00/07 I7pp 26009 174 24X Fiche 50-382,84/09/07,8408130248 


— 8408130260 Affidavit of jp Knight re design adequacy 6 structural 
integrity of connon foundation base/rat Cracking observed 
does not affect safety of facility Prof qualifications, 
supporting documents U Certificate of Sve enc I 

KNIOHT.J P Assistant Director for Comp l< Structures Engineering 
CPost 030201) 84/09/07 73pp 26009 191 24X 

Flch» 30-382,84/08/07.0408130248 


94OB100001 Requests affidavit in response to listed questions re 
violation of federal copf 1 i c t-of-interest regulations by 
0 Harstead Response by Q40827 requested Served on 040809 
MAL8CH, h G Office of the General Counsel DSQ 988 94/08/09 

CUNNINGHAM, G H Office of the Executive Legal Director 2pp 
25790 040 24X Fiche 30-302,94/09/09,8408100001 


0408100011 Requests affidavit in response to listed questions re 
violation of federal conflict-of-interest regulations by 
G Harstead Response by 940827 requested Served on 840009 
MALSCH, M G Office of the General Counsel DSB 807 B4/09/09 

CHURCHILL, B Shaw, Pittman, Potts &< Trowbridge 2pp 23990 103 

24X Fiche 50-302,84/08/09,8408100011 


B40B130319 Forwards memo re transcript of meeting between Commissianer 
Asselstlne ti util, for sve on parties Served on 840010 
DAVI9, P Commissioners DSB 933 04/08/09 CLEMENTS, W Docketing 

«< Services Branch Ip 26010 142 24X Fiche 50-382.84/08/09, 

8400130319 


--840813D324 Inforois that transcript of meeting between Comm isslonar 
Assalstine {< util available in PDR 8< LPDR 

DAVIS, P R Commissioners 94/00/09 Atomic Safety and 
Licensing Board Panel Ip 26010 143 24X Fiche 30-382,84/00/09, 

0400130319 



DOCKETED ITEMS 


— a4QSL30328 ffsiponds Co 8407?3 request for review of end transcript or 
briefing w/Charnoff * r'ane Svc or transcript reconunended 
MALSCH. n G Office of the General Counsel 04/08/08 
ABS^LSTINEiJ K Co.Tii»ii s 5 i oners Ip 26010 144 24 X 

Flche 90-303.84/08/09.0409130319 


-^8408130333 Forwards transcript of neeting w/Charnoff t Kane Bvc on 
parties unnccessarg Revieia 4« opinion re svc on parties 
requested 

ASSELSTINE/ v/ K Office of the General Counsel 84/07/23 
PLAINE. H Office of the General Counsel Ip 36010 148 34X 

Fiche 50-392.04/00/09,8408130319 


—8408130339 Transcript of 040716 meeting in Wash ing ton* DC re plan for 
responding to allegations about problems at plant Pp 1-21 
* Commissioners 04/07/16 22pp 26010 146 24X 

Fiche 50-382/04/08/09,0408130319 


8400150001 Forwards revised Page 22 of JP Knight 040007 affidavit 
Proper eiecuted affidavit confirming clarification will be 
submitted to ASLAD upon JP Kntght return Related 
c orresp ondence 

rURK/S E Hearing Dtanch 1 DSO 043 84/00/09 KOHL* C N / 

JOHNSON* W R . HIUDER.K A Atomic Safety and Licensing Appeal Panel 
3pp 26067 047 24X Fiche 50-382,04/08/09.0400150081 


S40B2B0219 Responds to 840809 1 tr re work done by Ounnar Harstead at 
facility Affidavits of KW Cook 6 G Harstead 6 svc list end 
CHURCHILL, D W Shaw. Pittman, Potts e. Trowbridge CHURCHILL, B W 
Louisiana Power t< Light Co DSQ 325 94/08/24 MALSCH. M G Office 

of the General Counsel 0pp 26274 335 24X Fiche 50-382,84/00/24. 

8408200219 


8400310106 Requests Commission act immediately in oversight of Ofc of 
Investigati ons, to ensure no further disclosure of info about 
targets L substance of investigation to util Svc list end 
BERNABEIiL Government Accountability Project DERNADEIpL Sierra 
Club QERNABEI/L Cltiiens for Safe Energy DSB 390 84/00/29 

PALLADINa*N J , ROBERTS*! M , AB8ELSTINE*J K Commissi oners IBpp 
26322 183 24X Fiche 30-302*84/08/29,0400310106 


Q Inspection reports* IE Bulletins L correspondence 


0408030266 Forwards IE Insp Rept 50-382/84-19 on 040430-0504 No 
violations or deviations noted 

GAOLIARDDi J E Region 4* Office of Director 04/05/31 
LEDDICH.R S Louisiana Power 6c Light Co 2pp 25917 291 S4X 
Fiche 50-382,84/05/31*8400030266 


—0400030275 IE IftSp Rept 50-302/04-19 on 040430-0504 No violations or 
deviations noted Major areas inspected security plan & 
implementing procedures, records 6< lepts physical barriers 
Details withheld Iref 10CFR73 2l> 

EUAN6.C A * kelly, J A * CRDSSMAN, H A Region 4* Office of 

Director 04/05/29 ip 25717 253 24X FI c he 50-302, 04/05/31. 

8408030266 


0400100006 Informs of Changes to 830902 commitment on IE Bulletin 93-05 
re control of Hayward Tyler Pump Co supplied spare parts 
Only parts ordered on Purchase Orders A84407 -Di A 04244-D or 
A044O6-D affected 

COOK, K W Louisiana Power & Light Co 04/06/00 COLLINS* J T 
Region 4, Office of Director 2pp 25990 099 24X 

Fiche 90-302, B4/06/08* 0 408100006 


8408060094 Forwards IE Insp Rept 50-382/04-22 on 040508-11 No 
violations or deviations noted 

OAGLIARDO.J E Region 4, Office of Director 04/06/12 
LEDDICK.R S Louisiana Power 6< Light Co 3pp 25935 27B 24X 

Fiche 90-302.04/06/12.0400060054 


—8408060097 IE insp Rept 50-302/04-22 on 840908-11 No violations or 
deviations notsd Major areas Inspected secur 1 ty-rela ted 
testing S< ma lot. ccmmunicat ions* contingency response % 
emergency power supply Details withheld <reP 10CFR73 21) 

KELLY* J * HALL, R E , CROSBNAN* H A Region 4, Office Of Director 
84/06/12 Ip 35935 280 24X Fiche 50-302,84/06/12,0408060054 


0400160220 Forwards IE Inep Rept 50-382/84-21 on 040514-18 No 
violations or deviations noted 

GAGLIARDOi J E Region 4, Office of Director 84/06/20 
LEDDICK.R S Louisiana Power L Light Co 2pp 26106.237 24X 

Fiche 50-302. 04/06/20, 0408 1 60220 


—8400160226 IE Insp Rept 5O''302/e4-21 on 040514-18 No Violations or 
deviations noted Major areas inspected previously identified 
insp findings 6 selected TMI action plan requirements 
CHANEY* H D , MURRAY* D , CROSSMAN, W A Region 4* Office of 
Director 04/06/28 9pp 26106 239 24X Fiche 50-302.84/06/20* 

0400 160220 


0400060317 Forwards IE Insp Rept 50-382/84-20 on 840409-13 6 notice of 
deviation Proposed corrective actions 4* completion 
milestones to bring plant into conformance ui/ 1 OC FR5D. Ap p R 
accep tab le. per 040502 meeting Commitments listed 
GACLIAROO, J E Region 4, Office of Director B4/07/G9 
LEDDICK*R S Louisiana Power fc Light Co 5pp 29936 131 24X 

Fiche 50-382.84/07/09*0408060317 


— 8408060320 Notice of deviation from insp on 840409-13 

» Region 4, Office of Director 04/07/07 2p p 25936 136 24X 

Fiche 50-302 , 04 / 07/09, 0 400060317 


.0408060329 IE Insp Rept 50-3B2/B4-20 on &40409-I3 Deviations noted 
failure to provide adequate surveillance procedure to 
ensure min inventory pf personnel protective equipment 
ver I f I Pd 

MURPHV.M E Region 4, Office of Director ANANO, R Office of 
Nuclear Reactor Regulation, Director MAURA. F Region 3* Office 
of Director 04/G7/O6 24pp 25936 J 30 24X 

Fiche 50-382. 04/07/09. 0400060317 


0400100007 DiscussdS IE Bulletin 04-02 re failure of OE Type HFA 
relays Bulletin concerns inapplicable to facility relays* 
based on manufacturer reviow util will replace Lexan coil 
spools w/Century Series coll tpoals 

CQDK. K W Louisiana Power «. Light Co 04/07/13 CBLLINQ.J T 
Region 4* Office of Director 4pp 25990 093 24X 

Fiche 50-382.04/07/13.8400100007 


8400090070 Forwards exam rept of exam administered during wk of 040624 
JOHNaON.C H Region 4, Office of Director 84/07/20 LEDDICK.R S 

Louisiana Powar & Light Co 2pp 25972 147 24X 
riche 50-302.04/07/20*0400090070 


'0400090073 Exam rept o-f exam administered during wk of 040624 Exam 
results all five candidates passed exam 

PELLET* J L , COOLEVi rt A Region 4* Office of Director 04/07/16 
6^pp 29992 149 24X Fiche 50-302.04/07/20.8400090070 


0408150510 Forwards Waterford 3 Task Force Insp Rept 50-302/84-34 on 
040402-13.0423-0504 & i 4-25* executive sumirary. po tantia ) 
enforcement actions & unresolved items Tnsp conducted to 
examine adequacy of QA program activities 
OAGLIARDO.J E Region 4. Office of Director 04/07/20 
LEDDICK.R 8 Louisiana Power t* Light Co ?pp 26079 234 24X 

Fiche 50-382.84/07/20,0408190510 


—8400150515 Waterford 3 Task Force Insp Rept 90-382/84-34 on 040402-13* 
0423-0504 14-25 Insp conducted to examine allegations re 

adequacy of QA program activities Potential enforcement 
actions include failure to maintain GA records 
PERAN1CH,M Director's Office, Office of Inspection and 
Enforcement MULLIKIN* R . TOMLINSON. D Region 4, Office of 
Director 04/07/17 I33pp 26077 243 24X Fl c he' 90-382, 

04/07/20, 0408150510 


0407250229 IE Info Notice 84-97, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Svc list end 

JORDAN, E L Division of Emergency Preparedness £< Engineering 
Response (Post 830103) 04/O//27 Consolidated Edison Co of New 

York, Inc ll9pp 25865 047 24X Fiche 50-000, 84/07/27* 0407250229 


8400220247 Forwards IE Insp Rept 90-302/84-25 on 040604-08 S< notice of 
violation 

OAQLIAROO, J E Region 4, Office of Director 84/07/31 
LEDDICK.R S Louisiana Power Light Co 2pp 26187*202 24X 

Flcfia 50-382,04/07/31,0400220247 


— 8400220292 Notice of violation from insp on 040604-00 

e Region 4. Office of Director 04/07/31 2pp 3618? 204, 24X 

Fiche 90-382, 04/07/31, 8400220247 


—8408220296 IE Insp Rept 50-382/84-29 on 040604-00 Violations noted, 
failure to require procedures to be Issued to assure Ebasco 
review I* to approve vendor manuals technical data prior to 
use 

BOARDMAN.J R , JAVDON, J P Region 4, Office of Director 
04/07/30 lOpp 26187 206 24X Fiche 50-302,04/07/31,0400220247 


8400220494 Forwards IE Insp Rept 90-382/84-20 on 840611-19 No 
violations or deviation.# noted 

OAGLIARDO.J E Regiuin 4. Office of Director 84/07/31 
LEDDlCK^R 8 Laulslana Power h Light Co, 2pp 26196.015 24X 

Fiche 50-382, 84/07/31^ 8408220494. 


—8408220500 IE Insp Rept 50-303/84-20 on 840611-15 No violations or 
deviations noted Major areas Inspected actions taken on 
previously identified insp findings rt fire 
protect ion/prevention 

HARBUCK.C C , MURPHY. M E , JAUDDN* J, P Region 4. Office qf 

Director 04/07/19 9pp 36196 017 24X Fiche 50-382, 04/07/31, 

8408220494 
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BAOB010333 lE Info Notice 04“59i '‘Deliberate Circumventing of Station 
Health Physics Procedures " S^c list end 

JORDANi E L Division of Emergency PreparedTie ss h Engineering 
Response- <Po5t aaoiOS) 04/00/06 Consolidated Edison Co of Neu 
York, Inc ISSpp 26043 001 24X Fiche 30-000.84/03/06.0403010333 


340B010337 IE Infn Notice 34''60i "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Regglrement " Svc list end 
JORDAN# E L Division nf Emergency Preparedness i* Engineering 
Response <Post 330103) 84/03/06 Consolidated Edison Co of Neu 

Yarkj Inc 123?? 26047 13B 24X Fiche 50-000.04/03/06.8400010337 


3408100131 Poruards vendor tnsp repta for evaluating significance of 
reported findings re quality ft acceptability of product nr 
SVC provided by vendor Adc of receipt requested W/o end 
JOHNSON. E H Region 4. Office of Director 84/00/06 LEDDICK. R S 

Louisiana Pouer t Light Co Spp 2S98B 201 24X 

Fiche SO~332. 84/08/06. 0403100131 


3400100141 Discusses IE Imp Rept S0-'332/e4-34 re insp on 840402-13. 
23-0304 tc 14-25 Info re eight unresolved items requested to 
allouj resolution prior to fuel load 

COLLINS* J T Region 4# Office of Director 34/03/07 LEdDICK.R S 

Louifiiana Pouer h Light Co 2pp 23703 270 24X 

Fiche 30-332.34/03/07.6403100141 


840807012D IE Info Notice 84-61i '‘Overexposure of Diver in PWR 
Refueling Cavity " Svc list encl 

JORDAN, E L Division of Emergency Preparedness te Engineering 
Response (Post 830103) 84/03/00 Consolidated Edison Co of Neu 

York. Inc I20pp 26127 110 S4X Fiche 50-000.84/03/00.0403070120 


B409070376 IE Info Notice 84-62. "Therapy Mi s4dm inistrations to 
Patients Undergoing Co-60 Teletherapy Treatments " Svc 
list enck 

GRACE. J N Division of QA# Safeguards it Inspection Programs (Post 
830103) 04/00/10 Consolidated Edison Co of New Yorki Inc 

125pp 26130 001 24X Fiche 50-000,84/08710.3408070376 


8400100009 IE Info Notice 04-63. "Defective RHR Replacement Piping " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/13 Consolidated Edison Co of New 

York. Inc ll?pp 26197 216 24X Fiche 50-000.34/03/13,8400100007 


3400100038 IE Info Notice 04-64, "BUR HPCI Initiation Seal-In 
Indication " Svc list encl 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Post 330103) 84/oa/lS Consolidated Edison Co of New 
York# Inc I04pp 26198 093 24X Fiche 50-000.34/03/15,3400100033 


840B100021 IE Info Notice 84-65# "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment “ Svc 
list encl 

JORDAN, £ L Division of Emergency Freparedness Si Engineering 
Response (Post 830103) 64/08/16 Consolidated Edison Co of New 

York. Ine liapp 26193 001 a4X Fiche 50-000# 04/00/16, 0403100021 


1-0B240021 Forwards Grand Oulf 1984 IE insp reptsrper 840705 request 
NRC repts on allegations of fAlsifi cation of training 
records forwarded to DDj Rept contents ulthheid from public 
disclosure W/o end 

DEYDUNO.R D Director's Office# Office of Inspection and 
Enforcement 04/00/16 WALDRUN.R L Alaska. State of 4pp 
26255 353 24X Fiche 50-000.84/06/16.8400 2 4 0021 


-8400240026 Requests NRC safety Investigation repts for past B months & 
notificatinn of current investigations Info needed to 
determine possible financial effect on State of AK,which may 
need tn fund V buy energy from facilities. 

WALDRUH.R L Alaska# State of 04/07/05 PALLADINO.N 
Commissioners Ip 26253 354 24X Fiche 50-000,84/08/16, 

0400240021 


0408100055 IE Info Notice 04-66# “Undetected iJnavai labi 1 1 ty of 
Turbine-Driven Auxiliary Feedwater Train '* Svc list end 
JORDAN. E. L Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co of New 

York. Enc 120pp 26276 001 24X Fiche 50-000.04/08/17,8400100053 


0400140200 IE Info Notice 04-67, “Recent Snubber Inservlce Testing W/ 
High Failure Rates " Svc list end 

JORDAN# E L Division of Emergency Preparedness 8i Engineerinp 
Response (Post B30I03) 84/08/17 Consolidated Edison Co of New 

York. Inc l22pp 26276 122 24X Fiche 5t)-000, 84/08/17, 0408140200 


0408230273 Ack receipt of 840808 Itr informing NRC of steps taken to 
correct deviation noted in IE insp Rept 30-302/84-20 
Corrective actions will be reviewed during future insp 
OAGLIARDQ, J E Region 4# Office of Director 04/08/17 
LEDDICK, R S Louisiana power & Light Co 2pp 26206 135 24X 

Fiche 50-382,04/08/17.0400230273 


>-8403230284 Responds to NRC 040709 Itr re violations noted m IE Insp 
Rept 30-302/34-20 Corrective actions Procedure MM-7-010 
revised to add check for hydrostatic tests ?# for fire 
brigade operations equipment supplied 

COOK. K W Louisiana Power 6 Light Co 84/09/00 COLLINS. J T 
Region 4. Office of Director 2pp 26206 137 SAX 
Fiche 50-302# 84/03/17# 8400230275 


8408210142 IE Info Notice 64-68# "Potential Deficiency in Improperly 
Rated Field Wiring to dolenoid Valves " Svc list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/00/21 Consolidated Edison Co of New 

York. Inc tl3pp 26329 000 24X Fiche 50-000,04/08/21.8408210142 


S Reportable occurrences. LERs t< related correspondence 


8400010399 Second interim rept of Significant Const Deficiency 105 re 
electrical separation defects (Reg Guide 1 75) Next rept 
will be submitted on 040317 

GERRETS. T F Louisiana Power L Light Co 84/07/19 COLLINS# J T 
Region 4* Office of Director 2pp 25B66 051 24X 

Fiche 50-302,04/07/19,0408010399 


9400030296 Ninth Interim Significant Const Deficiency 60 rept re 
turnover documentation tt inadequate hanger weld problems 
Addl wa 1 kdouns# eng ineer ing evaluations & minor rework 
scheduled for completion by Aug 1984 Next rept by 040010 
OERRETS.T F Louisiana Power & Light Co 04/07/19 COLLINS, J T 
Region 4, Office of Director 2pp 25917 287 24X 

Fiche 50-302.04/07/19,0408030296 


0408060032 Second interim rept of Significant Const Deficiency 100 re 
potential failure to comply w/FSAR safe shutdown commitment 
PCS pressure indication cabling rerouted from containment 
penetration to LCP-43 Final rept expected by 040010 
OERRETS, T F Louisiana Power & Light Co 84/07/19 Region 4, 
Office of Director 2pp 25935 270 24X Fiche 50-302.04/07/19, 

0400060032 


6400060061 Tenth Intorlm Significant Const Deficiency SB rept re 
American Qridge structural steel Investigation incomplete 
Next rept will be submitted by 640810 

(JERRETSrT F Louisiana Power 6 Light Co 84/07/20 COLLINS. J T 
Region 4. Office of Director 2pp 35935 201 24X 

Flcho 50-382,84/07/20.8408060061 


8408090039 Supplemental rept of Potentially Reportable Doflcicncy 172 
re changes to emergency feedwater control sys not supporting 
Chapter 15 of FSAR Initially reported on 040711 Final rept 
will be submitted by 040003 

OERRETB. T F Louisiana Power t Light Co 84/07/25 COLLINS. J T 
Region 4. Office of Director 2pp 25992 257 24X 

Fiche 50-302 . 64 /07 /2S, 8400090029 


B40B160221 Interim Deficiency Rept 112 re design changes Contractors 
reviewing design Final rept to be submitted 640023 
OERRETS. T F Louisiana Power fc Light Co 64/07/31 COLLINS. J T 
Region 4. Office of Director Spp 26106 235 S4X 
Fiche 50-302,84/07/31,8400160221 


8406160180 Inierltn potentially reportable Deficiency 172 re changes t 
emergency feedwater control eys that may not support FSAR 
Chapter 15 Initially reported on 040611 Condition not 
reportable per lOCpRSO 55(e> 

OERRETS, T F Louisiana Power 6 Light Co 84/08/02 COLLINS, J T 
Region 4. Office of Director 2pp 26106 300 24X 

Fiche 50-382,84/00/02,6400160100 


6400160228 First Interim Deficiency Rept U4 re possible damage to 
saf ety-related equipment due to water hammers Questionable 
or damaged seismic restraints reworked Final rept will be 
submitted by 840031 

OERREIfl, T r, Louisiana Power 6 Light Co 04/08/08 COLLINS, J T 
Region 4. Office uf Director 5pp C6106 230 84X 

Fiche 50-302.84/08/02,8406160220 


8400240407 Amended final Significant Const Deficiency Rept 96 re 
failure of charging Punp A to start on safety injection 
actuation signal All relays subj to prerequisite it 
preoperational functional tests 

OERRETS, T F Louisiana Power it Light Co 84/00/09 COLLINS, J T 
Region 4, Office of Director 7pp S6237 106 e4X 
Fiche 50-382,84/00/09,8400240407 


0408290131 Eleventh Interim Significant Const Deficiency Rept 78 r* 
American Bridge structural steel defects Initially reported 
on 040780 Corrective action incomplete Final rept will be 
submitted by 040031 

OERRETB, T F Louisiana Power 8# Light Co 84/00/10 COLLINB, J T 
Region 4, Office of Director 2pp 26297 344 24X 

Fiche 50-382. 64/08/10, B40B290131 
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0400290139 Thud interi<r Significant Const Oeficienctj Rept 1 OB re 
failure to cotnplg safe shutdoujn commitment Initially 

reported on 040719 Verification of co^tectl^/e action 
fiuppartiog documentat 1 on incomplete Final rept bg 840831 
GERRETS- T F Louisiana Poiuer I Light Co 04/00/10 COLLINS, J T 
Region 4« Office of Director 2pp 2i297 346 24X 

Fiche SO-OBS, 04/00/10- 8408290139 


0400200041 IE Insp Repts 50-307/84-22 J. 50-380/84-20 on 040609-0715 
Noncdmp 1 lance noted two chemistrg grab samples missed & fire 
detection instrumentation surveillance not performed uithin 
Tech Spec limits 

JACORSp R K , PLISCO, L R Region 1. Office of Director 
MCCABE, E C Division of Project Resident Programs 84/07/23 

26pp 26 HO 295 34X Flche 50-307.84/07/31,0408200032 


0400290145 Tenth Interim Significant Const Deficiency Rept 60 re 
turnover docuncntat ion L inadequate hanger uield Problems T & 

B Inltiallg reported on 040719 Walkdowns fc rework 
incomplete Final rept will be submitted by 640831 

GERRETS, r F Louisiana Power t* Light Co 04/00/13 COLLINS, J T 
Region 3, Office of Director 2pp 26297 340 24X 

Fiche 50-382, 04/08/13, 0400290145 


8408100125 Revs to Emergency Plan Implementing Procedures EP-IP-002 re 
emergency mg t notifi cations, EP-‘IP-’O20 re doungrada 
termination 6 EP-IP-030 re actuation 6 functional operation 
of emergency operations facility W/840807 Itr 
KENYON, D D Pennsylvania Power & Light Co B4/0'a/07 34pp 
25791 166 24X Flche 50-307, 04/08/07, 8400! 00125 


B40D280440 Fourth interim Significant Const Deficiency Rept 90 re 
over str eijsed electrical conduit Initially reported on 
040716 Corrective action incomplete Final rept will be 
submitted by 040830 

OERRETS, T F Louisiana Power Light Co 04/00/16 COLLINS, J T 
Region 4. Office of Director 3pp 26202 132 24X 

Fiche 50-382,04/00/16,8408200440 


0400280436 Third interim Significant Const Deficiency Rept 105 re 
electrical separation defects (Reg Guido 1 75) Initially 
reported on 040719 Rework generated by evaluations of 
walkdoun results incomplete Next rept expected by 040831 
GERRETS, T F Louisiana Power & Light Co 84/08/17 COLLINS, J T 
Region 4, Office of Director 2pp 26208 130 24X 

Fiche 50-382. 04/00/17, 8400280436 


B408130129 Responds to 040602 SER re safety parameter display sys,per 
Suppl 1 to Ni;nG0-0737 Secondary displays mag be called up 
temporar 1 ly, but display always returns to primary display 
automat! call y 

CURTIS, N N Pennsylvania Power & Light Co 04/08/08 SCHNENCER, A 
Litenalng Branch 2 9pp 26007 335 24X Flche 50-387,04/00/08, 

8408130129 


0400310214 Revised emergency implementing procedures , Inc 1 udlng 
EP-lP-007 re personnel assembly 6 accountab i 1 i ty , EP-lP-003 
re dosB assessment protective actions & tables of content 
W/840024 Itr 

KENYQN, B D Pennsylvania Power & Light Co 04/03/24 114pp 

36310 170 24X Flche 50-307,04/00/24,8408310214 


I Financial information 


G40Q300521 Final rep t, Signl f 1 cant Const Deficiency 115 re unacceptably 
high fluoride levels in Hicro-Lok insulation supplied by 
Johns-Manvi 1 1 e Condition not reportable under 10CFR5O S5 <b> 
Apparently reported under Part 21 by Johns-Manvi 1 1 e 
OERREre.T F Louisiana Power fe Light Co 84/00/20 COLLINS, J T 
Region 4, Office of Director 3pp 26313 359 24X 

Fiche 50-382,64/00/20,0400300521 


T Hearing transcripts on non-anti trust matters 


8408130319 Forwards mono re transcript of meeting between Commissioner 
Asselstlne U util, for svc on parties Served on 040910 
DAVIS, P Commissioners DSD 933 04/08/09 CLEMENTS, W Docketing 

ii Services Branch Ip 26010 142 24X Fiche 50-382,04/00/09, 

8408130319 


0400060143 Forwards Allegheny Electric Cooperative, itic audited 
financial statements for FY ending Oct 1983 

CURTIS, N W Pennsylvania Power 8, Light Co 84/07/31 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 16pp 25933 353 
24X Flche 50-387,04/07/31,04 08060143 


P Operating license stage documents it correspondence 


0400010099 Forwards request for addl info re app 1 icab il i ty of generic 
test results for safety/re 1 i ef valves submitted in 
NEDE-a498B-P by DWR Owners Group Info needed for review of 
response to NUREO-0737, I tern II D I 

YOUNODLOOD, D J Licensing Branch 1 04/O7/SO CURTIS, N U 

Pennsylvania Power Light Co 3pp 25B97 057 24X 

Flche 50-307.04/07/20,0408010099 


— 8400130339 Transcript of 840716 meeting in Nash Ington, DC re plan for 
responding to allegations about problems at plant Pp 1-21 
« Commissioners 84/07/16 22pp 26010 146 24X 

Flche 50-382,04/00/09,8408130319 


V Operator Examinations 


0400090070 Forwards exam rept of exam administered during wk of 8406S4 
JOHNSON, E H Region 4, Office of Director 04/07/20 LEDDICK, R S 
Louisiana Power 6 Light Co 2pp 25992 147 24X 

Fiche 50-382,84/07/20,0400090070 


--04O8O9OO73 Exam rept of exam administered during wk of 040624 Exam 
results all five candidates passed exam 

PELLET, J L , COOLEY, R A Region 4. Office of Director 04/07/16 
63pp 25992 149 24X Flche 90-302,04/07/20.0400090070 


DOCKET 50-307 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT J 


6 NRC Safety Evaluation Report (SER), suppis & correspondence 


8406190069 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SUSQUEHANNA STEAM ELFCTRIC STATION, UNITS 1 AND 2 Docket Nos 
90-307 And 50-300 (Pennsylvania Power And Light Company, 

Allegheny Electric Coaperat i ve, Incorporated 1 
e Division of Licensing NUREG-0776 807 64/05/31 I9pp 

Available at NRC *3 00 25025 253 24X Fiche 50-307,04/09/31, 

0406190069 


F Security, medical, emergency & fire protection plans 


0400200032 Forwards IE Insp Repts 50-307/84-22 & 50-308/84-20 on 
840609-0715 S' notice of violation 

8TAR08TECK1, R Division of Project it Resident Programs 84/07/31 
KENYON, D D Pennsylvania Power It Light Co 2pp 26140 292 24X 
Flche 50-307, 64/07/31 . 8408200032 


— 8400200036 Notice of violation from insp on 840609-0719 

» Region I, Office of Director 84/07/31 Ip 26140 294 84X 

Fiche 50-307,84/07/31.8400200032 


0408070342 Forwards vlewgraphs used during 040719 meeting W/NRC re 
fifth diesel generator project 

CURTIS, N W Pennsylvania Power it Light Co 04/06/02 SCHWENCER, A 
Licensing Branch 2 19pp 23945 2iO 24X Fiche 50-307,84/00/02, 
8400070342 


0406070110 Generic Utr 84-19 to all licensees ef operating reactors, 
applicants for OLs & holders of CPs re aval lab 1 1 i ty of 
Suppl 1 to NUflEO-0933, "Priori tl latlon of Generic Safety 
Issues ’* Svc list epcl 

EIBENHUTiDG Division of Licensing B4/0B/O6 Consol Idated 
Edison Co of New York, Inc iBpp 26129,238 24X 

Fiche 90-000,04/00/06,0400070110 


0408200279 Generic Ltr 04-20 to all licensees of operating reactors 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Svc list end 

EI&ENHUT,D 0 Division of Licensing 84/00/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 50-000,84/08/20.0400200275 


8400310426 Requests publication of FR notice of consideration of 
issuance of amends to Licenses NPF-14 8< NPF-22 it proposed 
N8HC determination opportunity for hearing re security 
SCHUENCERiA Licensing Oranch 2 84/00/27 MILLER, J R Operating 

Reactors Branch 3 4pp 26390 170 24X Flche 90-307,04/00/27, 

0400310426 


Q Inspection reports, IE Bulletins S. correspondence 


8400010395 Forwards IE Insp Repts 50-307/04-23 6 50-308/04-29 on 
840620 No violations noted 

MARTIN, T T Division of Engineering 8, Technical Programs 04/07/09 
KENYON, B D Pennsylvania Power it Light Co 2pp 29066 096 24X 

Flche. 90-387,04/07/09, 0408010395 


—0408010390 IE Insp Repts 90-307/04-23 & 50-3BB/B4-29 on 040620 No 
Violations noted Major areas inspected results of whole 
body counting phantom analysts compar Ison, procedures 6 QA 
& calibr data for bioassay whole body counting program 
KOTTAN.J J , JANO. J C , PABCIAK.W J Region 1, Office of Director 
64/07/05 4pp 23066 050 84X Flche 50-307,64/07/09.0400010395 
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a4Q80BOlS7 Foriuardfi IE Insp Repts 90-307/04-21 50-300/84-26 on 

8406^11-14 No violation^ noted Three nonconf ormance repts 
issued in 1902 & 1903 renoin resolved 

MARTINfT T Division of Engineering t Technical ProgranB 84/07/18 
HENVQN. D 0 Pennsylvania Pouer &< Light Ca 2pp 23974 300 24X 

Flche 30-307,04/07/10.0408000137 


— 8400000166 IE Insp Repts 30-307/04-21 & 50-380/84-26 on 040611-14 No 
violations noted Major areas inspected previous i nsp 
F Indings. nonl icensed technical training & OA pragratn 
revley 

OISSETT.P . GLIVERIA.M , SHAUQ.E Region I. Offtcc of Director 
04/07/13 iSpp 25974 302 24X Fiche 30-387.04/07/10.8400080157 


8400090040 Forwards IE Insp Repts 50-307/04-10 50-380/04-22 dn 

B4O3O0-O6OB & notice of violation Insp covered Unit 1 
040221 Bicessive heatup rate 6 Unit 3 84032B ti/rbine bypass 
transient 

GTARDBTECKI, R Division of Project «. Resident Programs 84/07/19 
KENVON. 0 0 Pennsylvania Peiuer t Light Co 2pp 25994 005 24X 

Fiche 90-307.04/07/19,6400090040 


— 04DBD9OO40 Notice of Violation from tnsp on B4O30B-0608. 

» Region 1, Office of Director 84/07/19 2pp 23994 007 24X 

Fiche 30-307,84/07/19,0400090040 


—8400090053 IE Insp Repts 30-307/84-10 S. 50-3B8/94-22 on 840308-0608 
Violations noted RCIC flou controller on Unit 2 not 
returned to auto-matlc follouing surveillance 6 secondarv 
containment integrity on Unit 1 not maintained for 2 days 
JACOBS. R , PLISCO. L , KANOLY.K Region 1. Office of Director 
84/06/20 aSpp 23994 009 24X Fiche 30-387.04/07/19.8408090040 


8400030173 Ack receipt of 040320 Itr informing NRC of steps taken to 
correct violations noted in IE Jnsp Repts 30-307/83-30 & 

30-300/03-23 

MARTIN# T T Division of Engineering & Technical Programs 04/07/26 
KENYON, S D Pennsylvania Pouer & Light Co 2pp 23913 317 24X 

Fiche 50-307. 04/07/26. 0408030173 


— 04OBO3O170 Responds to NRC 640126 Itr re violations noted in IE Insp 
Repts 50-387/03-30 t, SO-300/03-25 Corrective actions Q-l 1st 
revised 6 8-list uill be revised bg 840420 to provide 
programmatic control for safety impact item program 
KENYQN.B D Pennsylvania Power L Light Co B4/03/20 MARTIN,! T 
Olvlsioti of Engineering S. Technical Programs 6pp 25915 319 
24X Fiche 90-367# 84/07/26# 8408030173 


8407250229 IE Info Notice 84-57, ^’Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
ComAarcial Power Plants " Sve list end 

JOROANi E L Division a# Emergency Preparedness 6. Engineering 
Response (Post 8301031 04/07/27 Consolidated Edison Co of Neu 

York, Inc ll9pp 25863 047 24X Fiche 30-000,84/07/27. 8407250229 


8400200032 Forwards IE Insp Repts 50-307/84-22 U SO-3B0/84-28 on 
8406 09-0715 & notice of violation 

8TAR09TECKI. R Oivisian of Project ir Resident Programs 04/07/31 
KENYON. D D Pennsylvania Pouier 6 Light Co 2pp 26140 2 92 24X 
Fichfr 30-307104/07/31,8408200033 


— 0408200036 Notice of Violation from insp on 840609-0715 

a Region 1, Office af Director 04/07/31. Ip. 26140 294 24X 

Fiche 50-387.04/07/31,8400200032 


— 0408200041 IE Insp Repts 30-397/04-22 6 5O-3B0/B4-28 on 040609-0715 
NDncomplianc* noted tuo chemistry grab samples missed & fire 
detection ins tromentatton survel 1 lance not performed within 
Tech Bpec Urnits 

JACOBS.R H , PLiaCO.L R Region 1, Office of Director 
MCCABE. E C Division of Project t Resident Programs 04/07/23 

26pp 26140:293 24X Fiche 50-307,04/07/31.0408200032 


8400000269 Forwards response to Enfarcement Action 84-3 & payment in 
amount of 475,000 Corrective actions HPC! topai Inverter 
energlted 6 HPCI steam supply valves It drain valves 
repositioned W/n check 

KENYON. B D Pennsylvania Pouer Sc Light Co 84/00/03 OEVOUNO.R C 
Director's Office# Office of Inspection and Enforcement Upp 
25963 314 24X Fiche' 50-307, 04/00/03. 0408080269 


0408010333 IE Info Notice 04-59, *’De liberate Circumventing of Station 
Health Physics Procedures *' Sve list end 

JORDAN. E L Division of Emergency Preparedness St Engineering 
Responsa IPost B30103J 84/08/06 Consolidated Edison Co of New 

York. Inc I22pp 26068 ODl 24 X Fiche* 30-000, 84/08/06, 0408010333 


8400010337 IE Info Notice 84-60. '♦Failure of Air Purifying Respirator 
Filters to Meet Efficiency RequiTcment, " Sve list end 
IORDAN. E L Division of Emergency Preparedness 8< Engineering 
esponse (Post 830103) 84/08/06 Consolidated Edison Co of New 

irk# Inc laapp 26067 138 24 X Fiche 50-000, 04/08/06, 8400010337 


8400070120 IE Info Notice 84-61, "Overexposure af Diver in PNR 
Refueling Cavity " Sve list end 

JORDAN. E L Division of Emergency Preparedness I- Engineering 
Response (Post 030103) 04/08/08 Consolidated Edison Co nf Neu 

York. Inc I20pp 26129 110 24X Fiche 50-000,84/00/00.0408070120 


84080703/6 IE Info Notice 04-62. "Therapy Mi sadmi n i s tra t i nns to 
Patients Undergoing Cn-60 Teletherapy Treatments ' Sve 
list one I 

GRACE, J N Division of QA, Safeguards S' Inspection Programs (Post 
830103) 04/00/10 Consolidated Edison Co of New York. Inc 

laSpp 26130 001 24X Fiche 50-000.04/00/10.8400070376 


8408100009 IE Info Notice 84-63. "Defective RHR Replacement Piping " 
Sve list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/00/13 Consolidated Edison Co of New 

York, Inc I19pp 26197 210 24X Fiche 50-000,04/00/13,0400100009 


0400100038 IE Info Notice 04-64, "DWR HPCI Initiation Seal-In t* 
Indication " Sve list end 

JORDAN.E L Division of Emergency Preparedness ht Engineering 
Response (Post 030103) 84/08/15 Consolidated Edison Co of New 

York, Inc 104pp 26198 093 24X Fiche 30-000,84/08/15,0408100038 


0400100021 IE Info Notice 84-65, "Underrated Fuses Nhlch May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list end 

JORDAN, EL Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 04/00/16 Consolidated Edison Co of New 

York, Int tl0pp 26190 001 24X Fiche 50-000,04/00/16.0400100021 


8400100055 IE Info Notice 04-66, "Undetected Unavai lah 1 1 1 ty of 
Turbine-Driven Auxiliary Feedwater Train " Sve list end 
JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 030103) 04/00/17 Consolidated Edison Co of New 

York, Int I20pp 26276 001 24X Fiche 50-000,04/00/17.0400100055 


8400140200 IE Info Notice 84-67, "Recent Snubber Inservlco Testing W/ 
High Failure Rates “ 8vc list end 

JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response (Post S30103) 04/08/17 Consolidated Edison Co of New 

York, Inc 122pp 26276 122 24X Fiche 50-000,04/08/17.8400140208 


8408240108 Ack receipt of 040803 Itr I# payment of *75,000 for civil 
penalty proposed on 040706 Corrective actiens will be 
examined during future insps 

AXELRAD.J A Enforcement Staff 84/00/17 CALH8UN. J Pennsylvania 
Pouer t Light Co 2pp 26255 348 24X Fiche 50-307,04/08/17, 

0408240100 


04OB31O118 Responds to request for add) info re IE Bulletin 03-07. 
"Apparently Fraudulent Products sold by Ray Miller, Inc " 

Fraudulent practices by natl suppliers will not adversely 
affect safe rigorous OA program 

KENYON. D D Pennsylvania Power t Light Go 04/00/17 EDNETER. S D 
Region 1. Office of Director 6pp 26322 132 24X 

Fiche 50-307,04/00/17,0408310118 


8408210142 IE Info Notice 84-68, "Potential Deficiency in Improperly 
Rated Field Hiring te Solenoid Valves “ Sve list end 
JORDAN. E L Division of Emergency Preparedness l< Engineering 
Response (Post 030103) 04/00/21 Consolidated Edison Co of New 

York, Inc 115pp 2632? 000 24X Fiche 50-000,04/08/21,0400210142 


8 Reportable occurrences, LERs It related correspondence 


B40BO9O395 LER 04-030-00 on 040627, boron concentration In standby 
liquid control tank fell to O 4X below Tech Spec limit Cause 
unknown Tank level & concentration returned to within 
limits U/04OBO3 Itr 

KUCZYM5KI,L A , KEI6ER, H W Pennsylvania Power it Light Go 
04/08/02 3pp 23993 270 24X Fiche 50-307,84/00/02,0400090393 


0408090396 LER 84-031-00 on 840703, HPCI sys declared Inoperable for 
15 minutes Method used to seat check valve not adequate 
Procedural changes being evaluated H/040002 Itr 
KUCZVNSKIiL A , KEIBER, H W Pennsylvania Power 8< Light Ce 
84/00/02 3pp 25993 275 24X Fiche 30-387,84/08/02,8400090396 


8400090421 LER 84-029-00 on 040703, startup transformer T-10 Isolated, 
causing trip in Unit 1 It Unit 2 reactor protection sys A, 

Caused by lightning strike on 230-kV transmission line.H/ 

040802 Itr 

STANLEY, R N , KEIBER, H N Pennsylvania Power it Light Co 04/00/02 
4pp 25993 220 24X Fiche 50-307,04/00/02.0400090421 



DOCKETED ITEMS 


2 


0400210290 LER 83-04A/03X-1 On 030319 during monthli^ surveillance pn 
diesel genetdtpr !)■ fuel d» 1 leak, developed on cylinder IL 
Diesel shut doun Caused hy fuel oil leaking around Injection 
pump metering shaft Purrp replaced W/B40B02 1 tr 

UiLKSi B L . lierSER. H W Pennsylvania power h Light Co 94/00/02 
MURLEV^ T E Region 1- Office of Director 2pp 26100 347 24X 
F 1 c h e 50-3e7< 04/00/02- 0409210290 


9408090439 LER 04-032-00 on 840323, staff determined that surveillance 
testing of ioniiatiPn fire detectors not performed within 
time alloiued by Tech Specs Caused by inconsistency between 
Unit 1 2 Tech Gpocs Tests performed g/a4OG03 Itr 

DAILEVS. T P , KEISES'H U Pennsylvania Power 6 Light Co 04/08/03 
3pp 29993 236 24X Fiche 30-307.04/03/03.8408090439 


8400200283 LER 04-O34-'OO on 940715. while operating at lOOX p ower. 230-tV 
transmission line ei-per lenced phase— to-phas e faul t> rasul tl ng 
in generator load rejection 1 turbine trip Caused by line 
sagging into tree W/040814 Itr 

KUZCYNQKI.L A . KEISER. H W Pennsylvania Power L Light Co 
84/00/14 3pp 26139 331 24X Fiche 90-367.84/08/14.3400200203 


8400240246 LER 04-033-00 on 8407 16. r ea c tor scrammed on turblnie valve 
fast closure Caused by loss of condenser vacuum breaker 
valve HV-I0742C Operation procedures revised U/84oai9 Itr 
STANLEY. R M . KEISER. H U Pcnnsylvonia Powor «« Light Co 84/09/10 
3pp 26236 200 24 X Fiche 50-387. 04/00/ 1 3» 9400240246 


8400240069 LER 04-035-00 on 040718, turbine control valve fast closure 
initiated by low condenser vacuum pressure resulting in 
reactoT trip Caused by actions taken to established valve 
lineup to transfer water fuel pool tank W/84oai7 Itr 
WILKS. B L , KEISER. H W Pennsylvania Power h Light Co 04/00/17 
3pp 26236 360 24X FlchC 50-387,34/09/17,8400240069 


0400300499 LER 04-036-00 on 040724, short circuit to ground developed* 
tripping motor-generator set & resulting in start of standby 
gas treatment sys Caused by grease buildup in motor of 
reactor protection sys A motor-generator set W/840821 Itr 
KUeZYNSKi.L A , KEISER, H W Pennsylvania Power «< Light Co 
04/08/31 3pp 26314 OBO 24X Fiche 30-387,04/00/21.8408300409 


8400300340 NPDES noncowp 1 lance notification on 040318-22, total 
suspended solids (TSS) in cooling tower blowdown exceeded 
200 mg/I limit Caused by high TS9 levels In Susquehanna 
River b effects of cpolmg sys 

FIELDS. J S Pennsylvania Power b Light Co 04/00/23 KOVAL, P 
Pennsy I vania. Commonuieal th of, 2pp 2630B 339 24X 

Fiche 50-307, 04/08/23, B40B300340 


9 Congress i onal/Executtvc Correspondence 


04OB2OO22S Discusses Tech Spec errors discovered subsequent to NRC 
approval Susquehanna Tech Spec amends had no safety 
significance KcOuirc Tech Specs still under review w/po 
identified safety significance thus far 

ASBELSTJNE, J K ComnUsi oners 04/00/10 HARKEY, E J House of 
Rep , Interior It Insular Affairs 4pp 26141 244 24X 

Fiche 50-000,04/00/10.0400200225 


— 0408200279 Requests furthor info re Tech Spec errors for specs approved 
since TMr~2 episode Info re near-term OL activities also 
requested 

HARKEY, C J House of Rep , Interior b Insular Affairs 94/07/12 
PALLADINO. H J Commissioners Ip 26142 002 24X 

Fiche 90-000,84/08/10,0400200223 


DOCKET 50-300 SUSQUEHANNA aTEAM ELECTRIC STATION, UNIT 2 


E NRC Safety Evaluation Report <SER), suppls & correspondence 


B4061 90069 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
aUSQUEHANNA STEAM ELECTRIC STATION. UNITS I AND 2 Docket Nos 
30-387 And 50-308 (Pennsylvania Power And Light Company* 

Allegheny Electric Coopera tive, Inc orp orated > 

# Division of Licensing NUREG-0776 S07 84/05/31 19pp 

Available at NRC *3 00 25025 293 24X Fiche 50-387, 04 /0!>/31, 

8406190069 


F Security, medical, emergency b fire protection plans 


8400200032 Forwards IE Insp Repts 50-307/04-22 b 50-380/04-29 on 
040609-0715 b notice tif violation 

0TARO8TECK1 , R Division of Project b Resident Program# 84/07/31 
KENYON, □ D Pennsylvania Power b Light Co 2pp 26140 292 24X 
Fiche SO-SS/, 04/07/31, 8400200032 


— 8408200041 IE Jnsp Repts 90-387/84-22 b 50-399/84-20 on 840609-0715 
None omp 1 lance noted two chemistry grab samples missed b fire 
dsteetton instrumentation surveillance not performed within 
Tech Spec limits 

JACOB S, R H Region i, Office of Director 84/07/23 26pp 
26140 295 24X Fiche 50-387, 84/07/31 , 0400200032 


8400100125 Revs to Emergency Plan Implementing Procedures EP-IP-002 re 
emergency mgt no 1 1 f i cat ions, EP-IP-02B re downgrade & 
termination b EP-tP-030 re actuation 6 functional operation 
of emergency operatluns facility W/840B07 Itr 
KENYON* D D Pennsylvania Power & Light Co 04/00/07 34pp 
25991 166 24X Fiche 50-307,84/08/07.0408100125 


0408130129 Responds tP 040602 5ER re safety parameter display sys, per 
Suppt 1 to NURE0-0737 Eecondary displays may be called up 
t emporar 1 Sg. b ut display always returns to primary display 
automatic al 1 y 

CURTIS, N U Pennsylvania Power b Light Co B4/OB/O0 8CHNENCER. A 
Ltcensjng Branch 2 9p p 26007 333 24X Fiche 50-387,04/00/08, 

8400130129 


04OG31O214 Revised emergency Implementing p roc edures , Inc 1 ud 1 ng 
EP-IP-(107 re personnel assembly b accountabl H ty , EP-lP-003 
re dose assessment b protective actions b tables of content 
N/B40B24 Itr 

KENYON, 8 0 Pennsylvania Power b Light Co 04/08/24 114pp 

26318 170 24X Fiche 90-387,04/00/24,0408310214 


I Financial inforination 


0400060143 Forwards Allegheny Electric Cooperative, Inc audited 
financial statements for FY ending Qct 1903 

CURTIS, N W Pennsylvania Power b Light Co 84/07/31 DENTON, H R 
Office of Nuclear Reactor Regulation, Director i6pp 25933 393 
24X Fiche 50-307, 84/07/31 , 0400060143 


P Operating license stage documents b correspondence 


8408010099 Forwards request for addl info re app 1 Icab-i 1 Ity of generic 
test results for saf ety/r e J i ef valves submitted In 
NEDE~249e8-P by OWR Owners Ornup Info needed for review of 
response to NUHEO-O/G?, item II 0 1 

YDUNOBLOao, B J Licensing Branch 1 04/07/20 CURTIS* N W 

Pennsylvania Power b Light Co 3pp 25097 057 a4X 

Fiche 50-307,04/07/20,8408010099 


0400070342 Forwards vlewgraphs used during 040719 meeting u/NRC re 
fifth diesel generator project 

CURTIS, N W Pennsylvania Power b Light Co 04/03/02 fiCHWENCER, A 
Licensing Branch 2 I9pp 25945 2t0 24X Fl ch»: 30-307, 04/00/02, 

8400070342 


0408070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re availability of 
Buppl i to NUREO-0933, ”Pr lor i ti i ation of Generic Safety 
Issues " Sve list end 

ElBENHUTrO G Division of Licensing 04/00/06 Coneolldated 

Edison Co of New York, Inc 18pp 26129 830 24X 

Fiche 50-000, 04/08/06, 04OSO7OI 10 


B408200275 Generic Ltr 04-20 to all licensees of operating reactors b 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Bve list encl 

ElSENHUr. O G, Division of Licensing 04/08/20, Consolidated 
Edison Co of Hew York, Inc 17pp 26276 244 24X 

Fiche 50-000.04/08/20,0400200275 


6408310426 Requests publication of FP notice of consideration of 
Issuance of amends to Licenses NPF-14 b NPF-22 & proposed 
NPHC determination b opportunity for hearing re security 
BCHWENCER, A Licensing Branch 2 84/00/27 HILLER, J R Operating 

Reactors Branch 3 4pp 26330 17B 24X Fiche: 50-387, 04/00/27, 

0400310426 


(9 Inspection reports, IE Bulletins & correspondence 


8400010395 Forwards IE Insp Repts 50-307/84-23 b 30-388/04-29 on 
040620 No violations noted. 

MARTINiT. T Division of Engineering b Technical programs 04/07/09. 

KENYON, D D Pennsylvania power b Light Co 2pp 25066 096 24X 

Fiche 30-387,04/07/09.8408010395 


— 0408010398 IE map Repts 50-387/04-23 b 50-388/04-29 an B40620 Mo 
violatiens noted Major areas inspected* resul to of whole 
body counting phantom analysis compar Ison, prated ures b QA 
b calihr data for hloassay whole body counting program 
KOTTAN* J J , UANO.U C , PASCIAK, W J Region I, Dfflc* of Director 
64/07/03 4pp 23866 O SB 24X Fi c he 50-307* 84 /07/09, 0400010399 
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8408080157 Forwards IE Insp Repts 50-aQ7/B4"21 A- 50-383/84-36 on 
840611-14 hJo violdttans notetf Three nonconf orjuance repts 
issued tn L9B3 6 1983 renaln resolved 

MARTIN,! T Oivision of Engineering t Technical Programs 84/07/18 
KENYON, B D Pennsylvania Power 6 Light Co 2pp 35974 300 24X 

Fiche 50-387,84/07/18.8408000157 


— 6408080166 IE Insp Repts SD-3B7/B4-S1 A S0-3BB/B4-36 on 040611-14 No 
violations noted Major areas inspected previous Insp 
findings# nonl icensed technical training & GA program 
revleui 

aiSSETTiP , OLIVEfilA, W . SHAUB, E Region 1, Office of Director 
B4/07/13 13pp 25974 302 34 X Fic he 50-387, B4/07/ 18, 84080601 57 


8408090040 Forwards IE Insp Repts 50-307/84-10 6 50-368/04-22 on 
B4D508-0608 & notice of violation tnsp covered Unit 1 
840321 excessive heatup rate 6 l/nit 2 840528 turbine bypass 
transient 

STAR03TECK1 , R Division of Project A Resident Programs 84/07/19 
KENYON, B 0 Pennsylvania Power 6 Light Co 2pp 25994 005 24X 

Fiche 50-387,84/07/19,8400090040 


— 8408090048 Notice of vlelation from insp on 840508-0608 

* Region 1, Office of Director 84/07/19 2pp 25994 007 S4X 
Fiche 50-387,84/07/19.8408090040 


— 8400090053 IE Insp Repts 50-387/84-18 & 50-388/84-22 on 840508-0608 
Violations noted RCIC flow controller on Unit 2 not 
returned to automatic following surveillance 6 secondary 
containment integrity on Unit 1 not maintained for 2 days 
JACOBS,R . PLISCQ,L , MANOLY. K Region 1> Office of Director 
84/06/28 23pp 35994 009, a4X Fi the 50-307. 84/07/19, 6408090040 


8408030173 Act receipt of 840320 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-387/83-30 tt 
50-308/03-25 

MARTIN,! T Division of Engineering & Technical Programs 04/07/26 
KENYON, fi D Pennsylvania Pouer At Light Co 2pp 25915 317 24X 

Fiche 50-387,84/07/26.8408030173 


—8408030178 Responds to NRC 640126 Itr re violations noted in IE tnsp 
Repts 50-387/03-30 fc 50-388/83-25 Corrective actions 0-1 ist 
revised b S-list will be revised by 840428 to provide 
programmatic control for safety impact Item program 
KENYQN. D D Pennsylvania Power 6 Light Co 84/03/20 MARTIN.! T 
Oivision of Engineering Ai Technical Programs 6pp 25915 319 
24X Fiche 50-387,84/07/26,8408030173 


8407250229 IE Info Notice 04-57. '’aparating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants “ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPost 830103) 84/07/27 Consolidated Edison Co of New 

York. Inc ll9pp 25865 047 24X Fiche 50-000, 04/07/27, 0407250229 


8408010162 EN-84— 050 on 640727. confirmatory order issued to util 
confirming commitment for immediate cold shut down Action 
taken because of loss of ac power due to diesel generators 
not recieving start signal 

FARRON, P , AXELRAO.J Director's Office, Office of Inspection and 
Enforcement 04/07/30 Ip 25655 304 24X Fiche 50-386.84/07/30, 

6406010162 


3406200032 Forwards IE Insp Repts 50-387/84-22 8< 50-388/84-28 on 
040609-0715 6 notice of violation 

BTAROSTECKI. R Division of Project & Resident Programs 84/07/31 
KENYON. B D Pennsylvania Power t Light Co 2pp 26140 292 24X 
Fichu 50-387,84/07/31,8408200032 


'-0408200041 IE Insp Repts 30-387/04-22 & 50-388/84-28 on 840609-0715 
NoncompIIance noted two chemistry grab samples missed At fire 
detection instrumentation suTvellUnce not performed within 
Tech Spec limits 

JACOBS, R H , PL I SCO. L R Region 1, Office of Director 
MCCABE, E C Division of Project At Resident Programs 84/07/23 

26pp 26140 295 24X Fiche 50-307,84/07/31,8400200032 


ei40B080269 Forwards response to Enforcement Action B4-5 At payment In 
amount of *75,000 Corrective actions HPCI topaz inverter 
energized At NPCI steam supply valves L drain valves 
repositioned H/o check 

KENVQN. B D Pennsylvania Power Ac Light Co 64/00/03 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement llpp 
25965:314 24X Fiche 50-387,04/08/03,8408060269 


8406010333 IE Info Notice B4-59, '‘Deliberate Circumventing of Station 
Health Physics Procedures " Svc list end 

JORDAN, £ L Division of Emergency Preparedness At Engineering 
Response (Post 830103) 04/00/06 Consolidated Edison Co of New 

York, Inc I22pp 26068 001 24X Fiche 50-000,84/08/06.6400010333 


8400010337 IE Info Notice 04-60. “Failuie of Air Purifying Respirator 
Filters to Meet Efficiency Requirement “ Svc list end 
JORDAN, £ L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 04/09/06 Consolidated Edison Co of New 

York, Inc 123pp 26067 150 24X Fiche 50-000.04/08/06,8408010337 


0408070120 IE Info Notice 84-61. "Overexposure of Diver in PWR 
Refueling Cavity " Svc list end 

JORDAN, E L Disision of Emergency Preparedness At Engineering 
Response (Post 030103) 84/DB/OB Consolidated Edison Co of New 

York. Inc I20pp 26129 110 24X Fiche 50-000.04/08/08,8408070120 


6400070376 IE Info Notice 84-62, “Therapy Ml sadml n i strat ions to 
Patients Undergoing Cq- 60 Telefeherapy Treatments '* Svc 
list end 

GRACE. J N Division of OA. Safeguards A' Inspection Programs (Post 
830103) 84/00/10 Consolidated Edison Co of New York. Inc 

125pp 26130 001 24X Fiche 50-000.84/00/10,0408070376 


840B10Q009 IE Info Notice 84-63, ''Defective RHR Replacement Piping " 
Svc ll&t end. 

JORDAN, E L Division of Emergency Preparedness At Engineering 
Response (Post 830103) 84/00/13 Consolidated Edison Co of New 

York, Inc lJ9pp 26197 210 24X Fiche 50-000,04/08/13,0408100009 


8403100038 IE Info Notice 04-64, "BUR HPCI Initiation Seal-In At 
Indication “ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 04/08/15 Consolidated Edison Go of New 

York, Inc I04pp 26198 093 24X Fiche 30-000.04/08/15,0400100038 


8408100021 IE Info Notice 04-65. “Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDAN. E L Division of Emergency Preparedness Ac Engineering 
Response (Post 830103) 84/00/16 Consolidated Edison Co of New 

York, Inc llBpp 26190 001 24X Fiche 50-000. 84/00/16, 0400100021 


04O81OOOS5 IE Info Notice 04-66, “Undetected Unavailability of 
Turb ln«-Driven Auxiliary Feedwater Train " Svc list enc I 
JORDAN. E L Division of Emergency Preparedness Ac Engineering 
Response (Post 030101) 64/00/17 Consolidated Edison Co of New 

York, Inc I20pp 26276 001 24X Fiche 50-000,64/00/17,8408100055 


6400140206 IE Info Notice 84-67. "Recent Snubber Inservlce Testing W/ 
High Failure Rates “ Svc list end 

JORDAN. E L Division of Emergency Preparedness Ac Engineering 
Response (Post 830103) 84/03/17 Consolidated Edison Co of New 

York, Ific 122pp 26276 122 24X Fiche 30-000,84/00/17,8408140208 


B40B240108 Ac k receipt of 040003 Itr Ac payment of *75,000 for civil 
penalty prapoaetf on 040706 Corrective actions will be 
examlnod during future insps 

AXElRAD, J A Enforcement Staff 64/00/17 CALHOUN, J Pennsylvania 
Power & Light Co 2pp 26255 340 24X Fiche 50-307,04/00/17, 

0400240 1 00 


6400310116 Responds to request far addl info re IE Bulletin 83-07. 
“Apparently Fraudulent Products sold by Ray Mlllerrlnc " 

Fraudulent practices by natl suppliers will not adversely 
affect safe rigorous QA program 

KENYON, 0 D Pennsylvania Power A. Light Co 04/08/17 EQNETER.S D 
Region 1. Office of Director 6pp 26322 132 24X 

Fiche 50-307,04/00/1710408310118 


B40B210142 1C Info Notice 04-68, “Potential Deficiency In Improperly 
Rated Field Wiring to Solenoid Valves '* Bve list end 
JORDAN. E L Division of Emergency Preparedness Ac Engineering 
Response (Post 030103) 84/00/21 Consolidated Edison Co of New 

York. Inc llSpp 26329 008 24X Fiche 50-000.84/00/21,8408210142 


S Reportable occurrences, LERs A. related correspondence 


B40B09026S Confirmatary action Itr re 840726 telcon w/J Calhoun on 
loss of ac power during certain tests Actions should Include 
taking unit to cold shutdown Ac thorough investigation Into 
causes A. implications 

HURLEY. T E Region 1. Office of Director 84/07/26 CALHOUN. J 
Pennsylvania Power & Light Co 2pp 25974 202 24X 

Fiche 50-300,04/07/26,0400090265 


04O6O3O1S7 PNO-I— 84-062A on 840726. during planned loss of offsite ac 
power startup test at 30% reactor power, backup emergency 
diesel generators did not autometical ly start Caused by 
incorrectly positioned dc power switches 

ESELGBOTH. P. . OREENflAN, E Region 1. Office of Director 84/07/27 
Ip 25^12.010. 24X Fiche 50-388,84/07/27.8406030157 
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B4080H01^2 LEn S4-010-00 on S40637<HPC.I sys dotlaied inoperable for 
32 h to facilitate reniD^al of &tai tup strainer Caused bg 
blocifago in t>tartup durmg^ lieatup plateau revleu Stai tup 
strainer removed S< ring spacer installed U/Q40730 1 fer 
STA'^1-EV>/1 Uf < KEISER^H U Pennsy t vatiia Power 8. Light Co 04/07/30 
3pp 23974 334 24X Fiche 50-300.04/07/30.8408000142 


0400090393 LER 04*'O1 l-OO an 040705 f/ Oi>* four spurious actuations of 
standby gas treatment sys i- control room emergency outs>ldc 
air supply sys BKpcrienced Caused by ma 1 tunc 1. 1 oning output 
breaker Oreaiter replaced lnl/040303 Itr 

I^UCZVNBKI.L A . KEISE»1,H tJ Pennsylvania Power f Light Co 
B4/0B/03 3pp 23993 201 34X Flche 30-300.04/00/03,8400090393 


8408160164 LER 84-012-00 940709, core spray logic control power fuses 
removed since fuses thought to be possible blocking point 
for personnel protection Rernovai affected listed equipment 
Fuses reinstalled W/04OSQ9 Itr 

STANLEY.fi W , KEISER. H II Pennsylvania Power h Light Co 84/00/09 
5pp 26100 060 24X Fiche 30-388.04/08/09.8400160164 


8400300189 Special rcpt on 040523, dur i tig Startup Test 14 2. "Reactor 
Vessel Injections.'* two RCIC sys actuations resulted in 
injection of water into RCS Current usage for affected 
nozzles loss than 0 70 

KEISER. H W Pennsylvania Power «< Light Co 04/00/13 HURLEY, T E 
Region 1. Office of Dlrectoi Ip 26308 028 24X 

Fiche 50-388.04/08/13.8408300189 


8400230077 Summary of 040007 operating reactor events meeting ro 
occurrences since 040719 meeting List of attendees, 
significant elements & status of previous assignments end 
CRUTCHFIELD. [> Assistant Director for Safety Assessment 84/08/16 
EISEMHUT.D G Division of Licensing 20pp 26233 249 24X 

Fiche 50-000,84/00/16.0400230077 


0400300404 UER 04-Ol4'-OO on 840723, rose tor water cleanup Inlet outboard 
board isolation valve <SF004l closed due to high temp in 
filter deminorel i zer room Caused by problems w/reactor bldg 
chilled water sys N/S4O022 Itr 

STANLEY, n W , KEISER.H N Pennsylvania Power $. Light Co 04/08/22 
3pp 26314 009 24X Fiche 50-308.04/00/22,0400300404 


0400300340 NPDES noncompliance notification on 04081 8'*22, total 
suspended solids (TSS) in cooling tower hlowdown exceeded 
200 mg/1 limit Caused by high TS0 levels In Susquehanna 
River & effects of cooling sys 

FIELDS, J S Pennsylvania Power & Light Co 04/00/23 KOVAL, P 
Pennsylvania, Commonwealth of. Spp 26300 335 24X 

Fiche 50-307,84/00/23.0400300340 


0400300399 LER 04-O13--OO on 040726, dur ing scram due to turbine control 
valve fast closure 6 deenerg i lation of 13 0 kV 6 14 16 JrV 
buses, control rads did not fully insert Caused by failure of 
diesel generators to start automatically W/040824 Ifcr 
0TANLEY.R H , KEISER.H II Pennsylvania Power L Light Co 04/00/24 
S7pp 26314 190 24X Fiche 50-308.04/08/24,8400300399 


U Congress lonal/Executivo Correspondence 


0408200225 Discusses Tech Bpec errors discovered subsequent to NRC 
approval Susquehanna Tech 8pec amends had no safety 
significance McOulre Tech Specs still under review w/no 
identified safety significance thus far 

AS8ELSTINE. J K Commissioners 84/00/10 HARKEY, E J House of 
Rep I Interior U Insular Affairs 4pp 26141 244 24X 

Fiche 30-000,04/08/1010408200225 


— 0403200235 Forwards technical evaluation rept ro Tech Spec audit Only 
discrepancy involved lack of quantitative criteria for limit 
switch setting 4, califar for suppression chamber vacuum 
breakers Util should resolve rept r ecammendat i ons 

8TAR0BTECKI, R Division of Project <. Resident Programs 04/04/10 

EI0ENHUr, 0 0 Division of Licensing 3pp 26141 262 24X 

Fiche 50-000,84/08/10,8408200225 


— 0404040095 Forwards "Audit of Susquehanna Unit 2 Tech Specs," technical 
evaluation rept 

PANDEV, 8 Franklin Ins tl tute/Frank 1 In Research Center 
NRC-03-81-130 04/03/30 CARRINGTON, M NRC - No Detailed 

Affiliation Given Ip 26141 265 24X Fiche 50-000,84/00/10, 

0408200225 


— 0404040098 "Audit of Susquehanna Unit 2 Tech Spec si " technical 
evaluation rept 

BACANSKAS, V P , MURPHY, J A Franklin Ins tl tute/Frank Un Research 
Center NRC-03-BI -130 TER-C 3306- 324 04/03/30 

BETIENHAUSEN, L , MCCABE, E NRC - No Detailed Affiliation Given 
26pp 26141 266 24X Fiche 50-000,84/00/10.0400200225 


— 0400200279 Requests further info re Tech Spec erroi s for specs approved 
since TNI-2 episode Info re near-term OL activities also 
requested 

MARKEVfE J House af Rep , Interior & Insular Affairs 04/07/12 
PALLADINO.N J Cammi ss loners Ip 26142 002 24X 

Fiche 30-000.04/00/10.8408200223 


DOCKET 50-309 ST LUCIE PLANT, UNIT 2 


F Security, medical, emergency & fire protection plans 


0400010091 Forwards request fer addl info re procedures generation 
package for energency operating procedures Response 
requested within 30 days of Itr receipt 

MILLER. J R Operating Reactors Branch 3 04/07/17 NILL1AM0, 0 N 

Flat Ida Power 6 Light Co 3pp 25897 064 24X 

Fiche 50-333.84/07/17.0400010091 


0400020123 Rev 1 to Off-Normal Operating Procedure 2-0970031, "Loss of 
SUPS - Nansafety Vital AC or Fire L Security Inverters " 

U/B40724 Itr 

WETHY. C H Florida Power 6 Light Co 84/07/24 Spp 25091 025 
24X Fiche 30-309,04/07/24,8408020123 


8400030126 Forwards IE Safeguards Insp Repts 50-335/84-24 6 
50-309/84-26 on B40709-I3 Nd violations or deviations 
noted 

DANCE, H C Region S. Office of Director 84/07/30 WILLIAMS, J W 
Florida Power I, Light Co 2pp 25916 ISO 24X 
Fiche 50-335,04/07/30.8408030126 


— 840B030127 IE Safeguards Insp Repts 50-335/04-24 «, 50-309/04-26 on 
040709-13 No noncompliance noted Major areas inspected 
changes to physical security plan 6 implementing procedures 
Details withheld Cref lOCFRE 790 & 10CFR73 21) 

TILLMAN, A Reg t Oh 2, Office of Director 04/07/27 Ip. 

23916 122 24X Fiche 50-335.04/07/30.8400030126 


0400090009 Forwards rO'Sponse to 040605 request for addl info re Rev 0 
to physical security plan Response withheld 
iref 10CFR73 211 

NILLIAMS.^ U Florida Power & Light Co 04/00/06 MILLER. J.R 
Operating Reactors Branch 3 Ip 25973 113 24X 

Fiche 50-333,84/00/06,8408090009 


B40B100016 Forwards Emergency Plan Implementing Procedure EPIP-1301, 
'^Emergency Roster - Offsite Emergency Organization " 

WILLIAMS, J W Florida Power 6 Light Co 04/00/00 O'REILLV.J P 
Region 2, Office of Director Ip 25907 006 24X 

Fiche 50-000, e4/08/0B, 0400100016 


-*-^408100034 Emergency Plan Implementing Procedure EPlP-1301, "Emergency 
Roster - Offsite Emergency Organ! lation " 

JONNaOH. H D Florida Power & Light Co 04/00/00 13pp 
25907 007 24X Fiche 50-000,84/00/00,8400100016 


8400130213 Notifies that responses to 040717 questions re procedure 
generation package for emergency operating procedures, wi 1 1 
be provided, w/assis tance of C-E Owners Group Procedure 
Bubcatnmi ttoe at 84O0S9 meeting u/NRC reviewers 

WILLIAHS. J W Florida Power if Light Co 04/00/00 MILLER, U R 
Operating Reactors Branch 3 Ip 26O0S 360 24X 

Ficho. 50-333, 04/OB/O0, 0408130215 


0408300303 Forwards FE^A "Exerciee Rept on 8t Lucie Nuclear Power Plant 
Exercise on 040306 

DANCE, H C Region S. Office of Director 84/00/14 WILL lAMS, J W 
Florida Power Corp 3pp 26306 1 51 24X Fiche 50-333. B 4/00/1 4, 

9400300303 


P Operating license stage documents 6 correspondence 


0409070110 Generic Ltr 84-19 to all licensees of operating reactora. 
applicants far OLs holders of CPs re availability of 
Siippl I to NUreO- 0933. "prioritization of Generic Safety 
Issues " SVC list encl. 

EISENHUT, D O. Division of Licensing 84/00/06 Con sol 1 datud 
Edison Co of New Yart, Inc 10pp. 26129 230 24X 

Fiche 50-000,84/00/06,8408070110 


0400090096 Forwards addl Info re crack growth rates k Westlnghousa 
methodology for determining temps for calculating crack 
growth rates, in response to NRC 04040? request Info will be 
kncludad In next FSAR update 

WILLIAMS, U W Florida power b Light Co 84/08/06 MILLER, J R. 
Operating Reactors Branch 3 4pp 25972*295 24X 

Fiche S0-3B9, 84/00/06, 9400090096 
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640816031? Forwards "Maint Surveillance Program Plan." revised 
following 840706 NRC/NUKARC meeting 

RU85ELL. 1^ T Division of Hunan Factors Safotg 04/08/07 
WQDDY.C □ Florida Power «< Light Co Ip 26126 Ol? 24X 
Fiche 50-000,04/08/07.640816031? 


6406170013 Notiifles of Class I 6 II fees due for 8405IS 21 Tech Spec 

organizational change requests Discussion of fee 
requirements end 

MILLER, N □ License Fee Management Branch 84/08/10- WILLIAMS, J W 
Florida Power 6 Light Co 3pp 26135 347 24X 

Ficho 50-339, 64/03/10, B40B17C013 


B40Q1703B3 Responds to util 840329 Itr arguing for Class II rather than 
Class in fee Class III charge still holds, as technical 
review effort was expended 

MILLER, N 0 License Fee Management Branch 64/08/10 WILLIAMS, J W 
Florida Power 6 Light Co Ip 26134 196 24X 

Fiche 30-389,64/08/10,0408170365 


6408170054 Forwards infa re Circle 2 reload, per 840621 request 
MILLtAMS, J W Florida Power fc Light Co 84/06/14 MILLER, J R 
Operating Reactors Branch 3 lOpp 26119 006 24X 

Fiche 50-369,84/06/14.0408170054 


6406200143 Advises that permanent refueling canal sump pump will not be 
instal Led, per 821008 commitment Mod determined unnecessary 
WILLIAMS, J W Florida Power «. Light Co 64/06/14 EISENHUT, D 0 
DivUlon of Licensing ip 26133 282 24X Fiche 50-36 9,84/00/14, 

8408200143 


B408200200 Submits results of recalculated figures of affsite doses for 
fuel handling accident Calculations remain same as presented 
in Table 3-7 of spent fuel pool rerack SAR except no credit 
taken for filters 

WILLIAMS, J W Florida Power & Light Co 64/08/14 MILLER, J R 
Operating Reactors Branch 3 ip 26131 OBO 24X 
Fiche 50-389, 84/03/14 , a40a2002{>0 


8408230564 Motif ication of 840906 St 07 meetings w/util m Dethesda, MD 
to discuss control room design reviews 

MCDONALD, D 0 Operating Reactors Branch 1 84/08/16 VAROA, S A 

Operating Reactors Branch 1 2pp 26230 260 24X 

Fiche 50-000,34/08/16,8400230564 


8408200279 Generic Ltr 84-20 to all licensees of operating reactors tt 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions 8vc list «ncl 

EISENHUT, D Q Division of Licensing 64/08/20 Consol idatnd 
Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 50-000.84/08/20,6408200273 


8408310143 Forwards addl Info re spent fuel rack submittal (< summary of 
840616 meeting re fuel rack structural analysis, in response 
to 640713 request 

WILLIAMS, J W Florida Power & Light Co 84/08/29 MILLER. J R 
Operating Reactors Branch 3 63pp 26318 337 24X 

Fiche 50-389, 84/08/29, 84083 10145 


Q Inspection reports, lE Bulletins 6 correspondence 


8406280236 Suhtnits results of Ebasco Sves review of Ray Miller, Inc 
supplied metis, in response to IE Bulletin 83-07, per util 
840404 ltr Ray Miller products not installed at facilities 
WILLIAMS, J W Florida Power & Light Co 84/06/01 O'REILLY, J P 
Region 2, Office of Director 2pp 26262 279 24X 

Fiche 50-339,84/06/01,8408200236 


84063DQ399 Informs of incorrect rept number on 640530 rept.Rept 
90-569/84-18 should read 50-369/84-22 

DANCE, H C Region 2, Office of Director 04/06/22 WILLIAMS. J W 

Florida Power L Light Co ip 2630B 207 24X Fiche 50-335. 

84/06/22, 0408300395 


6406280106 Responds to Item 2 of IE Bulletin 03-00 re electrical 
circuit breakers w/un d ervol tag e trip feature Design margin 
available to open breakers sufficient to justify current 
maint & surveillance program 

WILLIAMS, J W Florida Power ic Light Co 64/07/02 O'REILLY, J P 
Region 2, Office of Director 6pp 26261 290 24X 

Ficho, S0-3B9, 04/07/02, 6406200106 


8406280056 Respnnds to lE Bulletin 04-02 re failure of OE HFA relays 
in Class IE safety sys All Unit i relays replaced w/Tefrel 
series relays 6 spare part specs uparaded Unit 2 relays mfg 
w/Tafiel spools 

WILLIAMS, J W Florida Power «i Light Co 64/07/10 O'REILLY, J P 
Region 2, Office of Director 3pp 26261 224 24X 

Fiche 50-339.84/07/16,8408260 0 56 


8407230229 IE Info Notice 84-57, ''OpeTating Erponence re Moisture 
Intrusion in Saf ety-Rel a t ed Electrical Equipment at 
Commercial Power Plants ■' Sve list end 

JORDAN, E L Division of Fmergoneg Prepai edness t Engineering 
Response (Post B30l03> 64/07/27 Consolidated Edison Co of Now 

York, Inc U9pp 25865 047 24X Fiche 30-000,64/07 / 27 . 8407250229 


6406270192 Ac k receipt of 94O702 Ur informing NRC of steps taken to 
correct violations noted in Insp Repts 50-333/04-12 & 

50-389/64-14 

LEWIS, R C Division of Project 6 Resident Programs 64/07/27 
WILLIAMS, J W Florida Power L Light Co Ip 26256 001 24x 

Fiche 50-333,64/07/27,8400270192 


— 840B270200 Responds to NRC S40601 iti re violations noted In Insp Repts 
50-335/84-12 *, 30-309/64-14 Coirective actions calibr 
program under review 6 OA auditor counseled 

WILLIAMS. J W Florida Power L Light Co 84/07/02 D'REILUY, J P 
Region 2, Office of Director 3pp 26256 002 24X 

Fiche 50-335, 84/07/27, B40B270192 


— 6400270209 Forwards Insp Repts 50-335/84-12 tt 50-309/84-14 on 640423-27 
& notice of violation 

LEWIS, R C Division of Project t Resident Programs 64/06/01 
WILLIAMS, J W Florida Power t, Light Co 2pp 26250 005 24X 

Fiche 50-333,64/07/27,0400270192 


— 6400270214 Notice of violation from insp on 040423-27 

» Region 2, Office of Director 04/06/01 2pp 26250 007 24X 

Fiche 30-335,64/07/27,0400270192 


—8400270221 Insp Repts 50-335/84-12 t* 30-389/64-14 on 840423-27 
Violations noted failure to include gauges in calibi program 
6 failure to audit calibr program sufficiently 
OELISLE, G A . POSTER, L C , UPRIGHT. C M Reg I on 2, Of f I c e of 
Director 04/05/25 I5pp 26256 009 24X Fiche 30-33 5,04/07/27, 

0406270192 


8400270360 Forwards Insp Repts 50-335/04 <21 50-369/84-23 on 

040610-0714 Mo violations or deviations noted 

DANCE, H C Region 2, Office of Director BA/07/27 WILLIAMS. J W 
Florida Power 6 Light Co 2pp 26257 221 24X 

Fiche 50-335,84/07/27.0408270360 


—6406270363 Insp Repts 50-335/84-21 t< 50-369/64-23 on 040610-0714 NO 
violations noted Major areas inspected p lant, survcl 1 lane e 6 
maint observatlone 

FEIERABEND, C 0 . 01DD,H £ Region 2. Office of Director 
Elrod, S a Division of Project it Resident Pi ograms 04/07/27 
4pp 26257 223 24X Fiche 50-335,04/07/27,0400270360 


8400030126 Forwards !£ Safeguards Insp Repts 50-335/64-54 6 
50-369/04-26 on 040709-13 No violations or deviations 
noted 

DANCE.M C Region 2, Office of Director 84/07/30 WILLIAMS, JW 
Florida Power 6 Light Co 2pp 25916 120 24X 

Fiche 00-335, 84/07/30. 6406030126 


—0406030127 IE Oafeguards Insp Repts 50-335/04-24 b 50-309/04-26 on 
B40709-13 No none omp 1 lane o noted Major areas Inspected 
changes to physical security plan S, implementing procedures 
Details withheld (ref 10CFR2 790 U lOCrR73 21) 

TILLMAN, A . MCOUIRE, D R Region 2, Office of Director 04/07/27 
Ip 23916 122 24X Fiche 50-335,04/07/30,0408030126 


B40D270291 Aclc receipt of 840709 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-333/84-16 & 

30-369/84-19 

DANCE.H C Region 2i Office of Director 84/00/02 WlLLrAMa,JW 

Florida Power U Light Co ip 26258 178 24X Fiche 50-335, 

04/08/02, 0400270291 


‘ — 0408270290 Responds to NRC 040608 ltr po vlelatlons noted in Insp 
Rapts 50-335/64-10 50-389/04-19 Corrective actions 

installed detectors will bo replaced 6 two spare detectors 
properly calibr 

WILLIAMS, J W Florida Power 6 Light Co 84/07/09 O'RElLLYiJ P 
Region 2, Office of Director 2pp 26258 179 24X 

Fiche 50-335,84/06/02,6408270291 


— 6408270306 Forwards Insp Repts 50-335/84-18 6 50-389/64-19 on 
640814-10 6 notice of violation 

DANCE. H C Region 2, Office of Director 04/06/08 WILLIAMS, J W 
Florida Power «< Light Co 2pp 26250 101 24X 

Fiche 50-335. 84/06/02, 840827029 1 


— 640B2703>0 Notice of violation from Insp on 040514-10 

e Region 2, Office of Director 64/06/08 Ip 26258 163 24X 

Ficho 50-335.04/08/02,8400270291 
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--04O027O31" Insp Repts 50-335/04-10 ' SO-309/84-I9 on 840514-18 
Noncanp 1 lance noted failure to certify proper voridor 
calib'' of conta 1 h.T'ont hiflh-range radiation monitors prior 
td initial use 

WRAY, J R , JENKINS. G R Region 2, Office of Director 84/06/08 
6pp 26258 104 a4XFiche 50-335.84/00/02,0400270291 

8400010333 IE Into Notice 04-59, 'Deliberate Circumventing of Station 
Health Rhysics Procedures " Svc list end 

JORDAN, £ L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 04/OB/<)6 Consolidated Edlspn Co of Men/ 

York. Inc I32pp 26069001 24X Ftche 50-000,84/08/06,0408010333 


8400010337 IE Info Notice 94-60, "Falloie of All Purifying Respirator 
Filters to Meet Efficiency Require.ment ‘ SvC list end 
JORDAN, £ L Division af Emergency Preparedness ?, Engineering 
Response (Post 830103) 04/OB/O6 Canso 1 idated Edison Co of Neui 

York, Inc I23pp 26067 150 24X Fiche 50-000, 84/00/06, 0400010337 


0408070130 IE Info Notice 84-61, '‘Dvere jposure of Diver in PWR 
Refueling Cavity “ Syc list end 

JORDAN, E L Division of Emergency Preparedness 8c Engineering 
Response (Post 830103) 84/00/00 Consolidated Edison Co of Noul 

York, Inc J20pp 26129 118 24X Fiche 50-OOO, 84/00/08. 0400070120 


0408070376 IE Info Notice 84-62, "Therapy Ml sadmini strat i Otis to 
Patients Undergoing Co-60 Telcfcherapy Treatments " Svc 
list enc I 

GRACE, J N Division of QA, Safeguards 8< Inspection Programs (Post 
830103) 04/08/10 Consolidated Edison Co of Neui York, Inc 

125pp 26130 001 24X Fiche 50-000,04/08/10,8400070376 


0400100009 IE Info Notice e4*'63, "Defective RHR Replacement Piping " 
avc list end 

JORDAN, E L Division of Emergency Preparedness 5, Engineering 
Response (Post 030103) 84/00/13 Consolidated Edison Co of Neu 

York. Inc ll9pp 26197 218 24X Fiche 50-000,84/00/13.0400100009 


8400100030 IE Info Notice 84-64. ”DWR HpCi Initiation Seal-ln t< 
Indication " Svc list end 

JORDAN, E L Division of Emcrgencii Preparedness & Engineering 
Response (Post 030103) 84/00/15 Consolidated Edison Co of New 

York, Inc I04pp 26190 093 24X Fiche 50-000,04/00/13,0400100030 


0409100021 IE Info Notice 84-65, “Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 03Q1O3) 84/00/16 Consolidated Edison Co of New 

York, Inc ll0pp 26190001 24X Fiche 50-000,04/00/16,0400100021 


0400100050 IE Info Notice 04-66, ‘'Undetected Unava i J abi I i ty of 
Turbine-Driven Auxiliary Feedwater Train ” Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 03OIOT) 84/00/17 Consolidated Edison Co of New 

York. Inc 120pp 26376 001 24X Fiche 50-000, 04/08/ 17. 0400100055 


8408140208 IE Info Notice 04-67, "Recent Snubber Inservice Testing W/ 
High Failure Rates '* Svc list encj 

JORDAN, E L Division of Emergency Preparedness «. Engineering 
Response (Post 030103) 04/08/17 Consolidated Edison Co of New 

York. Inc 122pp 26276 122 24X Fiche 50-000,04/08/17.0400140200 


8408210142 IE Info Notice 04-60, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Svc list end 
JORDAN, E t Division of Emergency Preparedness «« Engineering 
Response (Post 030103) 04/08/21 Consolidated Edison Co of New 

York. Inc ll5pp 26329 008 24X Fiche 50-000,04/00/21.0400210142 


8 Reportable occurrences, LERs t< related correspondence 


B40B220317 Part 21 rept re failure of ITe-27N undervoltoge relay to 
drop out on listed undersoltage conditions Problem due to 
excessive FeedbaeV around operational amplifier U2 Clamping 
diode must be added Affected units listed 

DUVALI ,D D Broun Hoveri Corp (subs of Broun Dover! h Co , Utd ) 
04/03/13 DEVOUNOiR C Director's Office, Office of Inspection and 
Enforcement Dpp 36191 357 34X Fiche 50-000,04/03/13,0400220317 


V Operator Examinations 


8400300392 Confirms that operator who failed section 7 of NRC senior 
reactor operator upgrade written exam, administered on 
040619, has been prohibited from performing licensed duties 
O'REILLY, J P Region 2i Office of Director 04/00/13 

WILLIAMS, J W Florida Power 6 Light Co 2pp 26308 120 24X 

Fiche 50-335, 04/00/1 3, 0400300392 


DOCKET 50-390 WATTS DAR NUCLEAR PLANT. UNIT 1 


A App 1 1 cation/construc tion stage documents & correspondence 


0408010172 Forwards updated environ info re electrical equipment 
qua I i fi catl on Evaluation assessing addl equipment 
qualification in progress 6 info will be provided by 840003. 
for review 

MILLS, L M Tennessee Valley Authority 04/07/24 ADENBAM, E 
Licensing Branch 4 170OpP 25075 US 24X Fiche 50-390,94/07/24, 
0408010172 


0408030126 Requests meeting to discuss proposed mod to draft App A Tech 
Specs Mod changes Tech Specs to increase ailPuable RC8 
isolation valve leakage from current draft Tech Spec 
limitation of 1 gpm to 9 gpm 

MILLS, L M Tennessee Valley Authority 04/07/27 ADENSAM, E 
Licensing Branch 4 2pp 25916 123 24X Fiche 50-390,04/07/27, 

0400030120 


9408130375 Forwards summary rept of util intent to use addl diesel 
generator. including info re design 6 const of diesel 
generator & associated structure 

MILLS. L M Tennessee Valley Authority 84/07/30 O'REILLY, J P 
Region 2, Office of Director 2pp 26010 305 24X 

Fiche 50-390, 04/07/30. 8408 1 30375 


04OS16O425 Summary of 040720 meeting w/utila Westlnghouse re 
containment analysis I, superheat effects on environ 
qual if icatlon 

WIOOINTON, D L Operating Reactors Branch 1 84/07/30 Dperating 

Reactors Branch 1 4pp 26143 265 24X Fiche 50-000,04/07/30, 

0408160425 


9408070428 Notification of 840007-08 meetings w/util in Dethesda,MD to 
discuss util comments on Tech Specs 

KENYON, T J Uicensing Branch 4 84/08/03 ADENSAM, E 0 Licensing 

Branch 4 3 pp 25904 302 24X Fiche 50-390> 84/00/03, 04OBO9O4 20 


8408070110 Generic Lfer 84-19 to ail licensees of operating reactors, 
applicants for DLs & holders of CPs re availability of 
Suppl 1 to NUREC-0933, "Pr ior i ti lation of Generic Safety 
Issues '' Svc list end 

EI6ENHUT, 0 G Division of Licensing 04/08/06 Consolidated 
Edison Co of Mew York, inc lapp 26129 238 24X 

Fiche 50-000,84/00/06, 0400070110 


0400130275 Forwards "Reactor Bldg Containment Integrated Leak Rate 
Test,6uppl,“ conducted on 030519-20 Info fulfills B30B1G 
commitment 8( completes requirement to provide summary rept 
to NRC re leak rate testing 

MILLS, L M Tennessee Valley Authority 04/08/07 ADENSAM, E 
Licensing Branch 4 Ip 26008 372 24X Fiche 50-390, 84/08/07, 

8408130275 


— 9408130280 "Reactor Dldg Containment integrated Leak Rate Test, Suppl, 
conducted on 830519-20 

« Tennessee Valley Authority 84/00/07 9pp 26003 273 24X 

Fiche 50-390, 04/08/07. 8400 1 30275 


0408300424 Confirms 040712 telcon re NRR Region II mgfc visit to- site 
on 040816 to evaluate const 4< readiness for operation of 
plant 

LEWIS, R C Region 2, Office of Director 84/OB/OB PARR IB, H 0 
Tennessee Valley Authority 2pp 26313 305 24X 

Fiche 50-390, 94/08/00, 8400300424 


9400210435 Forwards environ qualification of nonsafety-r elated 
equipment, per lOCFRSO 49(b)<2)ifor incorporation into 
840724 submittal of updated environ qualification of 
safety-re latod electrical equipment 

MILLS, L M Tennessee Valley Authority 04/00/14 ADENSAM, E 
Licensing Branch 4 47pp 26181 200 24X Fiche 50-390,84/08/14, 

0406210435 


0408200275 Generic Ltr 04-20 to all licensees of operating reactors 8t 
applicants for DLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Svc list encl 

ElBENHUTiDO Division of Licensing 04/08/20 Consolidated 
Edison CO of Neu York, Inc l^PP 26276 244 24X 

Fiche* 50-000,94/00/20, 8408200275 


0408290250 Forwards marked-up Table 3 4-1 Indicating addl RCfl pressure 
isolation valves & corresponding functions, for use In 
development of Unit 1 Tech Specs 

MILLS, L M Tennessee Valley Authority 84/08/23 ADENSAM, E 
Licensing Branch 4 4pp 26290 347 24X Fiche 50-390,84/08/23, 

8400290250 
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8409290335 Discusses results of radiological analysis Acceptance 
criteria specified by S8P 15 7 4 inappropriate for 
application to fuel handling accident Proposed mods to Tech 
Specs end 

MILLS, L K Tennessee Valley Authority B4/0B/23 ADENSAM, E 
Licensing Branch 4 8pp 2*289 239 ZAK Pic he 50-390*84/08/23, 
0408290355 


F Security, medical, emergency & fire protection plans 


8409240360 Forwards Insp Repts 50-390/84-46 h 50-391/94-30 on 
040619-22 No violations or deviations notetf Unresolved Items 
Identified in insp rept uill be pursued during future insps 
VERRELLI.D M Region 2, Office of Director 84/07/13 PARRIS, H 0 
Tennessee Valley Authority 2pp 26237 052 24X 

FUhB 50-390,04/07/13.840824 0360 


—0400240362 Insp Repts S0-39O/B4-46 !. 50-391/84-38 on 040619-22 No 
violations or deviations noted Major areas inspected 
licensee action on previous enforcement i terns, permanent 
plant fire protection features & licensee identified items 
MADDEN,? M , MILLER* W H . CGNLON. T £ Region 2. Office of 
Director 04/07/11 Itpp 26237 054 24X Flche 90-390,04/07/13, 

B40B240360 


0409030032 Confirms that Uestinghause has completed review of listed 
power ascension h emergency procedures, per 810914 Itr Util 
reviewed Nestinghouse comments t. appropriate revs will be 
made before Unit 1 startup 

MILLS, L M Tennessee Valley Authority 84/07/27 ADENSAM, E 
Licensing Branch 4 Spp 25907 068 24X Fiche 30-390*84/07/27* 

8408030032 


8406300519 Confirns B40726 telcon re B40B03 mgt meeting to discuss 
development Implementation of 10CFR50, App R program at 
Uatts Bar & status of Setiuoyah program 

□ 'REILLV, J P Region 2* Office of Director 84/07/30 PARRIS, HO 
Tennessee Valley Authority 2pp 26313 300 24X 

Ficha 50-000, B4/07/30* 8408300519 


6409070405 Forwards IE Insp Rept 30-390/84-54 on 040709-13 No 
Vlalations or deviations noted 

VERRELLliDM Region 2. Office of Director 04/00/03 PARRia,H G 
Tennessee Valley Authority 2pp 23942 174 24X 

Flche 50-390,64/08/03,0409070403 


—8408070409 IE Insp Rept 50-390/84-54 on 840709-13 No violations 
ordeviations noted Major areas inspected security plan h 
implementing procedures* securl ty or gam latlon 8* physical 
harriers Details withheld (ref I0CFR2 790 & 73 21 > 

HALL, B L , MCGUIRE* 0 R Region 2, Office of Director 04/07/26 
Ip 25942 176 24X Fiche 50-390,04/08/03*8400070405 


0 Inspection reports* IE Bulletins & correspondence 


8400270417 Forwards Insp Repts 5O-390/B4-47 U 30-391/84-39 an 
840619-22 No violations or deviations noted 

VERRELLI.D M Region 2, Office of Director 04/07/09 PARRlStH G 
Tennessee Valley Authority 2pp 26256 348 24X 

Fiche 50-390,04/07/09,8400270417 


— 6408270419 Insp Repts 30-390/84-47 SO-391/04-39 on 840619-22 No 

violations or deviations noted Major areas Inspected 
preop erat i ona 1 test results review, fol lawup on previous 
enforcement items 6 plant tour 

THOMAS* rt * JAPErF Region 2, Office of Director 84/07/03 3pp 
26236 350 24X Fiche 50-390,84/07/09*8408270417 


8408300353 Confirms 040706 telcon between R Shell U P Fredrickson re 
840713 mgt meeting in Region II o f c to discuss 
imp 1 ementati on of lE Bulletin 79-02 concarnlng pipe support 
base plate designs using concrete expansion anchor bolts 
LEWrSirR C Region 2, Office of Director 84/07/09 PARRIS, H Q 
Tennessee Valley Authority Ip 26314 149 24X 

Fiche 50-390,84/07/09,0400300333 


0406280030 Forwards Insp Rept 50-390/84-49 on 840619-22 No violations 
or deviations identified 

VERRELL1,DM Region 2, Office of Directtjr B4/07/U PARRIS, H 0 
Tennessee Valley Authority 2pp P6282 009 24X 

Fiche 50-390*84/07/11*0408200030 


—8400280049 Insp Rept 50-390/64-49 on 040619-22 No violations or 
deviations noted Major areas inspected pr eoper atlona 1 test 
performed after fuel load, review of proposed startup tests 
tt review of preoperational tests of cranes 

BURNETT, P T . JAPE, F Region 3* Office of Director 84/07/10 
5pp 268B2 Oil 24X Fiche. 50-390, 84/07/ 1 1 * 8408280030 


0408240360 Forwards Insp Repts 50-390^04-46 V 50-391/04-30 on 
840619-22 No violations or deviations noted Unresolved items 
Identified in insp rept will be pui sued during future insps 
VERneLLI,Dri Region 2, Office of Director 84/07/13 PARRIS.HO 
Tennessee Valley Authority 2pp 26237 052 24X 

Fiche 50-390,84/07/13,8406240360 


—0408240362 Insp Ropts 50-390/84-46 50-391/84-38 on 040619-22 No 

violations or deviations noted Major areas inspected 
licensee action on previous enforcement i t ems , p ermanen t 
plant fire protection features t licensee identified items 
MADDEN, P M , MILLER, W H , CONLON, T E Region 2* Office of 
Director 04/07/11 i Ipp 26237 054 24X Ficho 30-390,04/07/13, 

8400240360 


8408270463 Forwards Insp Rept 50-390/04-48 on 840626-29 No violations 
or deviations identified 

VERRELLI.DM Region 2, Office of Director 84/07/13 PARRIB,HG 
Tennessee Valley Authority 2pp 26256 222 24X 

F i Che 30-390. 04/07/ i 3, 8400270463 


— 8408270469 Insp Rept 50-390/B4-40 on 040626-29 No violations or 
deviations identified Major areas inspected safety-related 
pipe support 6 restraint sys t licensee action on 
previous enforcement matters 

LIU.W C , VORK, J W , DLAKE, J J Region 2, Office of Director 
B4/07/1S 6pp 26256 224 24X Fiche 50-390*84/07/13,8409270463 


0407230229 IE Info Notice 84-57, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants *' 3vc list end 

JORDAN, E L Division of Emergency Preparedness 8* Engineering 
Response (Post 830103) 64/07/37 Consolidated Edison Co of New 

York* Inc ll9pp 23065 047 24X Fiche 30-000*64/07/37,8407250229 


B408070403 Forwards IE Insp Rept 50-390/04-54 on 040709-13 No 
violations or deviations noted 

VERRELLI.D M Region 2, Office of Director 84/00/03 PARRIS, HG 
Tennessee Valley Authority 2pp 25942 174 24X 

Fiche 30-390,84/08/03,0408070403 


--840B070409 IE Insp Rept 50-390/84-54 on 840709-13 No violations 
ordeviatlons noted Major areas inspected security plan 6 
inplementiny procedures, securi ty or gani lat 1 on & physical 
barriers Details withheld (ref 10CFR2 790 & 73 21) 

HALL. D L , KCOUIRE, D R Region 2. Office of Director 84/07/26 
Ip 25942 176 24X Fiche 50~390, 84/00/03, 0400070403 


0400010333 IE tnfo Notice 94-59, "Deliberate Circumventing of Station 
Health Physics Procedures “ Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response IPost 030103) 04/08/06 Consolidated Edison Co of New 

York* Inc 122pp 26069 001 24X Fiche 50-000*84/08/06,8400010333 


B4O0O1O337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness <t Engineering 
Response {Post 830103) 84/08/06 Consolidated Edison Co of New 

York, Inc I23pp 26067 138 24X Fiche 50-000,84/08/06* 8406010337 


8408070120 IE Info Notice 84-61, "Overexposure of Diver in PWR 
Refueling Cavity " 8vc list end 

JORDAN, E L Division qf Emergency Preparedness !< Engineering 
Response (Post 030103) 04/08/00 Consolidated Edison Co of Neu 

York, Inc 120pp 26129 I IB 24X Fiche 30-000,04/08/00,0400070120 


0400070376 IE Info Notice 04-62, "Therapy Mi sadm i n i s tra t i on s to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
list end 

GRACE, J N Division of QA* Safeguards & Inspection Programs (Post 
830103) 04/00/10 Consolidated Edison Co of New York, Inc 

125pp 26130 001 24X Fiche 50-000,04/00/10.0400070376 


04OB1OOOO9 IE Info Notice 04-63, "Defective RHR Replacement Piping '* 
8vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 84/08/13 Consolidated Edison Co of New 

York, Inc t 19pp 26197 210 24X Fiche 50-000,84/00/13,0400100009 


0400100030 IE Info Notice 04-64. “BNR HPCI Initiation Seat-In tc 
Indication " 8vc list end 

JORDAN, E L Division qf Emergency Preparedness 8i Engineering 
Response (Post 830103) 84/08/15 Consolidated Edison Co of New 

York, Inc I04pp 26198 093 24X Fiche 30-000, 04/08/15* 0408100030 


8400100021 IE Info Notice B4-65* "Underrated Fuses Which May Adversely 
Affect Qperation of Essential Electrical Equipment " Sve 
list end 

JORDAN* E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 84/03/16 Consolidated Edison Co of New 

York, Inc 110PP 26198 001 24X Fiche 30-000, 84/08/ 16, 8408100021 


DOCKETED ITEWIS 
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a<»0St00055 IC Ihfo Notice a4-66> Undetected Unavailability of 
Turbi ne-Di 1 ven Auxiliary Teeduater Tram Svc list encl 
JORDAN. E L Divi&jon of emergency Preparedness & Engineering 
Response (Post 030103) S4/0a/I7 Consolidated Edison Co of New 

Vork, Inc I20pp 2A276 001 2dX Tic he 30-000.64/00/17,8400100055 


6400140200 IE Info Notice 04-67. "Recent Snubber Inservice Testing W/ 
High Failure Rates " Svc list encl 

JORDAN. E L Division of Emergoncij Pi epar^dness ^ Engineering 
Response (Post 030103) 64/03/17 Consolidated Edison Co of Keui 

York. Inc ISHpp 26276 122 24X Fiche 50-000.04/08/17.6400140206 


8406300354 Confirns 640603 conversation between WT Cottle i DM VerreUi 
re 040806 mg t meeting m Region fl ofc to discuss results of 
operator Licensing exans 

LENig. n C Region 2. Office of Director 64/00/07 PARRIS. H O 
Tennessee Valley Authority Ip 263|4 22J 24X 

Ficho 50-390.64/08/07,8408300354 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT. UNIT 2 


A App 1 icat 1 on/constr uc t) on stage documents it correspondence 


840821014? IE Info Notice 84-68, "F*otential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves “ Svc list end 
JORDAN. E L Division of Emergency Prepai rdness & Engineering 
Response (Post 030103) 04/00/21 ConeoJidated Edison Co of New 

York. Inc U5pp 26329 006 24XFiche 50-000, 84/0B/2 1 » 0409210142 


0406260215 Forwards OA Insp Rept 999000255/03-01 re defective capstan 
spring tangs m PSA-l 6 PSA-3 mechanical snubbers mfg by 
Pacific Scientific Co Process requiring vendor to foim 
spring before age hardening specified 

ZECH. G G Vendor Program Praneb 04/00/22 LEWtS.R C Division of 
Project V Resident Programs 6pp 26274 301 24X 

Fiche 50-000.04/08/22.8408200215 


S Reportable occurrences LERs it related correspondence 


B408010172 Forwards updated environ info re electrical equipment 
qualification Ev,alnation assessing addl equipment 
qualification in progress 6 info will bo provided by 640803. 
for review 

MILLS. L M Tennessee Valley Authority 84/07/24 ADEN5AM, E 
Licensing Branch 4 I760pp 25075 160 24X Fiche 50-390.84/07/24, 

6408010172 


8400030120 Requests meeting to discuss proposed mod to draft App A Tech 
Specs Mod changes Tech Specs to increase allaiuable RCS 
Isolation valve leakage from current draft Tech Spec 


Limitation of i gpm to 9 gpm 
MILI.8, L M Tennessee Valley Authority 
Licensing Branch 4 2pp 25916 123 
6408030126 


84/07/27 ADENSAMi e 
24 X Fiche 90-390.84/07/27. 


0400220317 Part 21 rept re failure of ITE-27M undervoltage relay to 
drop out pn listed underv'o 1 tage conditions Problem due to 
excessive feedback around operational amplifier U2 Clamping 
diode must be added Affected units listed 

DUVALL, D D Brown Dover 1 Corp (subs of Brown Dover i h Co « Ltd 1 
04/03/13 UENOUNG, R C Director's Office, Office of Inspection and 
Enforcement 3pp 26191 397 24X Fiche 50-000.84/03/13.8408330317 


8408090065 Final deficiency rept for Unit 1 it first interim deficiency 
rept for Unit 2 re RHR pump miniflow low flow rate Initially 
reported on 640610 Caused by design error Two 3 to 3-inch 
reducers & 2-inch control valves replaced 

MILLS, L M Tennessee Valley Authority 84/07/18 O'REILLY, JP 
Region 3, Office of Director 2pp 25992 143 24X 

Fiche 50-390.04/07/18.8406(590065 


8408090070 First interim deficiency rept re thermal overload relay 
heater elements for fan notoi s failing to start Initially 
reported on 640622 InvestigatloM continuing Next rept will 
be submitted by Q408I5 

MILLS.L M Tennessee Valley Authority 04/07/20 O'RElLLy, JP 
Region 2, Office of Director 2pp 25992 360 24X 

Fiche S0-390i 84/07/20, B1O0O9OO70 


0408160173 Final deficiency rept re generic implication reviews for 
const projects Rev 4 to QAP 16 1 issued to more clearly 
define intra-ofc responsibility for determining generic 
implications of nonconf ormatice 

MILLS.L M Tennessee Valley Authority 84/07/24 O'REILLY, J P 
Region 3. Office of Director 2pp 26100 045 24X 

Fiche 50-000,84/07/24.8408160173 


8406160154 Final deficiency rept for Unit 1 V third Interim rept for 
Unit 2 re moisture intrusion into safety-related equipment 
Initially reported on 040329 Devices in Unit 1 sealed Next 
rept for Unit 2 will bo submitted by 850134 

MILLS. L M Tennessee Valley Authority 04/07/27 O'REILLY. J P 
Region 2, Office of Director 2pp 36100 069 24X 

Fiche 50-390.04/07/27.8400160154 


0400130375 Forwards summary rept of util intent to use addl diesel 
generator, including info re design it const of diesel 
generator & associated structure 

MILLS, U M Tennessee Valley Authority 04/07/30 O'RElLLYrJ P 
Region 2. Office of Director 2pp 26010 305 34X 

Fiche 50-390.04/07/30,0400130375 


0408160425 Summary of 640720 meeting w/utlls & Uestinghouse re 
containment analysis S. superheat effects on environ 
quallf 1 cation 

UIGOINTON.DL Operating Reactors Branch 1 04/07/30 Operating 

Reactors Branch 1 4pp 36J43 365 24X Fiche 50-000.04/07/30. 

0408160435 


0400090420 Notification of 040807-00 meetings u/util in Bethesda.MD te 
discuss util comments on Tech Specs 

HENVaN.TJ Licensing Branch 4 04/00/03 ADEN8AM. £ G Licensing 

Branch 4 3pp 25984 302 34X Fiche 50-390.84/00 /03,0400090438 


8408070110 Generic Ltr 04-19 to all Licensees of aperating reactors, 
applicants for DLs & holders of CPs re availability of 
Quppl I to NURE0-O933, "Prioritl lation of Generic Safety 
Issues *' Svc list encl 

EISENHUT, D G Division of Licensing 84/00/06 Consolidated 
Edison Co of New York, inc ISpp 26139 330 24X 

Fiche 50-000.04/00/06.0408070110 


8408130379 Forwards "Reactor Dldg Containment Integrated Leak Rate 
Tast.Swppl," conducted on 030919-20 Info fulfills S30G18 
comniitment 1. completes requirement to provide summary rept 
to NRC re leak rate testing 

MILLS.L M Tennessee Valley Authority 04/00/07 ADEN3AM. E 
Licensing Branch 4 Ip 26008 272 34X Fiche 50-390,04/00/07, 

0408130375 


—8400130200 "Reactor Dldg Containment Integrated Leak Rate Test.Suppl. 
conducted on 830519-20 

* Tennessee Valley Authority 04/00/07 9pp 26000 273 24X 

Fiche 50-390, 04 /OB/07. 0400130275 


0400030023 PN0~n-64-045 on 040729. seni or resident inspector 14 Swan 
fatally injured In traffic accident Funeral sves held 
040801 in Athens. TN 

JULIAN, C A . VERRElLI.D M Reglen 3. Office of Director 84/07/30 
Ip 25907 006 24X Fiche 50-390,04/07/30.0408030023 


0400160179 Final deficiency rept re r etr levab i 1 i ty of OA records 
Initially reported on 840301 OA procedures revised on 
8406OB to incorporate handling requirements for supplier 
□C records 

MILLS.L M Tennessee Valley Authority 04/00/01 O'REILLY, JP 

Region 3. Office of Director app 36100 042 24X 

Ficho 50-000.04/08/01,8400160179 


V Operator Exaninations 


840830037B Forwards summary of 840405 meeting w/util in Rogion II ofc 
re individual candidate licensing requirements cold 
license candidate training program 

LEWIS. R C Region 2. Office of Director 04/05/00 PARRIS. H 0 
Tennessee Valley Authority 3pp 26308 261 a4X 
Fiche 50-390.04/05/00,0400300378 


Q408210435 Forwards environ qualification of nonsafeby-re lated 
equi pment. per lOCFRSO 49( b ) < 2) , for incorporation into 
B40724 submittal of updated environ qualification of 
safety^related electrical equipment 

MILLS.L M Tennessee Valley Authority 04/08/14 ADENSAM, E 
Licensing Branch 4 47pp 26101 200 34X Fiche 50-390.04/08/14. 

04OQ21O435 


B40B300S79 Generic Ltr 84-20 to all licensees of operating reactors & 
applicants for OLs ro scheduling guidance for licensee 
vubaiittals of reloads that involve unreviewed safety 
questions Gve list encl 

EISENHUT. D G Division of Licensing 04/08/20 Consolidated 
Edison Co of New York. Inc I7pp 26276 244 24X 

Ficho 50-000, 04/00 /ao, 0400300275 


B4Q039O25O Forwards marked-up Table 3 4-i indicating addl RCS pressure 
isolation valves {« corresponding functions, for use in 
development pf Unit 1 Tech Specs 

MILLS.L M Tennessee Valley Authority 84/00/33 ADENSAM. E 
Licensing Branch 4 4pp 26290 347 24X Fiche 30-390.84/00/33. 

8400290250 
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DOCKETED ITEMS 


640B290J5S Discusser af t dct i o 1 og i cd I dn<3lij$is Acceptance 

cntetia specified by S9P 15 7 4 inappropi late foi 
application to fuel handling accident Proposed mods to Tech 
Specs end 

MILLS, L hi Tennessee Val ley Authority 84/08/23 ADENSAM. E 
Licensing Dranch 4 app 2*289 239 24X Fiche 50“390. 04/08/23, 

8408290333 


F Security, iredical, energency fire protection plana 


B40B240360 Forwards Insp Repts 50-390/04-46 f. 50-391/84-33 on 
040619-22 No violations or deviations noted Unresolved items 
identified in insp rep t uill be pursued during future maps 
UERRELLl.D t1 Region 2, Office of Director 84/07/13 PARRiS.H G 
Tennessee Valley Authority 2pp 26237 032 2gx 
Plc6e 50-390,84/07/13,8408240360 


—8408240362 Insp Repta 50-390/04-46 6 50-391/84-38 on 840619-22 No 
violations or deviations noted Major areas inspected 
licensee action on previous enforcement i tcms» permanent 
plant fire protection features t licensee identified items 
MADDEN, P M Region 2, Office of Director 84/07/11 llpp 
26237 054 24X Fiche 30-390,84/07/13,8400240360 


8408030032 Confirms that Uestmghouse has completed review of listed 
power ascension b emergency procedures, per 810914 itr UtH 
reviewed Uestinghouse conments b appropriate revs will be 
made before Unit 1 startup 

MILLS, L M Tennessee Valley Authority 84/07/27 ADENBAM, E 
Licensing Dranch 4 2pp 23907 060 24X Fiche 50-390,84/07/27, 

8408030032 


B4083Q0519 Confirms 840726 telcon re B40QQ3 mgt meeting to discuss 
development b Inp lenentat ion of 10CFR50,App R program at 
Matts Bar b status of Sequoyah program 

O'REILLY, JP Region 2, Office of Director 84/07/30 PARRIB.HG 
Tennessee Valley Authority 2pp 26313 300 24X 

Fiche 50-000,84/07/30, 04O03OO519 


Q Inspection reports, IE Bulletins 6 correspondence 


8400270417 Forwards Insp Repts 50-390/84-47 b 50-391/84-39 on 
840619-22 Nd violations OT deviations noted 

VERRELLI.D M Region 2, Office of Director 84/07/09 PARRIS. H 6 
Tennessee Valley Authority 2pp 26256 340 24X 

Fiche 50-390,04/07/09,8408270417 


—0408270419 Insp Repts S0-390/B4-47 b 50-391/B4-39 on 840619-23 No 
violations or deviations noted Major areas inspected 
pre op erat i ona 1 test results review, fol lowup on previous 
enforcement items b plant tour 

THOMAS, M r JAPE, F Region 2, Office of Director 84/07/03 3pp 
2*256 330 24X Fiche 50-390,04/07/09,6400270417 


0408300353 Confirms 840706 telcon between R Shell t, P Fredrickson re 
840713 mgt meeting in Region II ofc to discuss 
implementation of IE Bulletin 79-02 concerning pipe support 
base plate designs using concrete eipansion anchor bolts 
LEW18,R C Region 2, Office of Director 04/07/09 PARRIS, H 0 
Tennessee Valley Authority Ip 26314 149 24X 

Fiche. 50-390, 04/07/09, 0400300353 


8408240360 Forwards Insp Repts S0-390/B4-46 b 50-391/84-38 on 
840619-22 No violations or deviations noted Unresolved items 
identified in insp rept uill be pursued during future tnsps 
VERRELLI,0 M Region 2, Office of Director 04/07/13 PARRIS, H G 
Tennessee Valley Authority 2pp 2*237 052 24X 

Fiche 50-390,04/07/13,0408240360 


—0403240362 Insp Repts SO-390/84-46 & 50-391/84-30 on S40619-22 No 
violations or deviations noted Major areas inspected 
licensee action on previous enforcement i terns, permanent 
plant fire protection features b licensee identified items 
MADDEN, P H , MILLER. W H , CDNLON, T E Region 2. Office of 
Director 84/07/11 llpp 26237 054 24X Fiche SO-390, 84/07/13, 

0408240360 


6407250229 IE Info Notice 84-57, ‘’Operating Eiperience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants “ Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 84/07/27 Consolidated Edison Co of New 

York, Inc it9pp 25065 047 a4X Fiche 50-000,84/07/27,0407250229 


8400010333 IE Info Notice 84-59. “Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Respanse (Post 830103) 84/0B/06 Consolidated Edison Co of New 

York, Inc I22pp 26060 001 24^ Fiche 50-000,84/00/06,0408010333 


G40B3103J/ IE Info Notice 04-60, Failure of „ n Purifying Respirator 
Filters to Meet Lfficiency Requirement “ Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness b ErigineiMing 
Response (Post 030101) 04/08/06 Consol idaled Edison Co of Neu 

York. Inc I23pp 26067 J 58 24X Fiche 50-000, 84/00/06, D40Q010337 


0400070120 IE Info Notice 84-61, ' Over e x p osui e of Diver m PNH 

Refueling Cavity " Sve list end 

JORDAN, E L Division of Emergency Pi eparedness A Engineering 
Response (Post 030103) 84/08/08 Consolidated Edison Co of Neuj 

York, Inc I20pp 26129 il8 24X Fiche 50-000,04/00/00,0400070120 


0400070376 IE Info Notice 04-62, Therapy Mi sadmi iw s trat i ons bo 
Patients Undergoing Cd- 60 Telothordpy Treatments ' Sve 
list enc I 

GRACE, J N Division of OA, Safeguards b Inspection Programs (Post 
030103) 04/08/10 Consolidated Edison Co of New York, Inc 

12Spp 26130 001 24X Fiche 50-000. 04/00/ 1 0, 04000703/6 


0408100009 IE Info Notice 04-63, "Defective RHR Replacement Piping " 
Sve list end 

JORDAN, E L Division of Emergency Prepai edness b Engineering 
Response (Post 630103) 04/00/13 Consolidated Edison Cn of New 

York. Inc IWpp 26197 210 24X Fiche 50-000,04/08/13,840810000? 


0408100038 IE Info Notice 84-64, "BWR HPC I Initiation Soal-In b 
Indication ” Sve list enc I 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/00/15 Consolidated Edison Co of New 

York. Inc 104pp 26193 093 24X Fiche 50-000.84/08/15,0408100038 


0408100021 IE Info Notice 04-65, Underrated Fuses Mhich May Adversely 
Affect Operation of Essential Electrical Equipment " 3vc 
list end 

JORDAN, E L Division of Emergency Preparedness b EngineDrlng 
Response (Post 830103) 84/08/16 Consolidated Edison Co of New 

York, Inc ItBpp 26193 001 24X Fiche 50-000,84/08/16,8400100021 


0400100055 IE Info Notice 64-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Co of New 

York, Inc 120pp 26276 OOl 24X fiche 50-000,04/08/17.8400100055 


840014020Q IE Info Notice 64-67, "Recent Snubbor Inservice Testing W/ 
High Failure Rates " Sve list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Co of New 

York, Inc 123pp 26276 122 24X Fiche 50-000,04/00/17,04001402011 


8400210142 IE Info Notice 04-60, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " 8vc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/00/21 Consolidated Edison Co of New 

York, Inc lISpp 26329 008 24X Fiche 50-000,84/08/21,8400210142 


Q40B230215 Forwards QA Insp Rept 999000255/03-01 re defective capstan 
spring tangs in PSA-1 * PSA-3 mechanical snubbers mfg by 
Pacific Scientific Co Process requiring vendor to form 
spring before age hardening specified 

ZECH, G G Vendor Program Branch 84/00/22 LEWIS, 8 C Division of 
Project L Resident Programs 6pp 26274 301 24X 

Fiche 50-000,04/00/22,8408200215 


S Repoi table occurrences, LERs related correspondence 


8408220317 Part 21 rept re failure of ITE-27N undervoltage relay to 
drop out on listed undervoltage conditions Problem due to 
excessive feedback around operational amplifier U2 Clamping 
diodo must be added Affected units listed 

DUVALL, D D Broun Boveri Corp Isubs of Broun Dover! b Co , Ltd > 
84/03/13 DEYOUNG, R C Dlroctor'a Office, Office of Inspection and 
Enforcement 3pp 26191 357 24X Fiche 50-000,84/03/13,8408220317 


0408090065 Final deficiency rept for Unit I b first interim deficiency 
rept for Unit 2 re RHR pump mlniflou lout flow rate Initially 
reported on 040610 Caused by design error Two 3 to 2~lnch 
reducers & 2-inch control valves replaced 

MILLS, L M Tennessee Valley Authority 04/07/10 □'REILLY. J P 
Region 2, Office of Diroctor 2pp 25992 143 B4X 
Fiche 50-390,84/07/18.0408090065 


0400090070 First interim deficiency rept re thermal overload relay 
heater elements for fan motors failing to start Initially 
reported on 840622 Investigation continuing Next rept will 
be submitted by B4O015 

MILLS, L M Tennessee Valley Authority 84/07/20 0 'REILLY, J P 

Region 2, Office of Director 2pp 25992 360 24X 

Fiche 50-390,04/07/20,0408090070 
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B40B160J73 Final deficiency rept re ^enei u implication revieujs for 
const pi ejects He'' *1 to Qr^P 3i» 1 issued to non clearly 
define mtra-ofe reaptins i ft 1 1 i iy for deteimining generic 
implications of none on for ruancc 

MILLS. U M Tennsfiseo i^'alley Authority 84/07/24 0 REILLV. J P 

Region 2, Offite of Director 2pp 26I0B 04S 24X 

Ficho iJO-OOO. 84/07/24. 0000160173 


t3405160lS4 Pinal deficiency rept for Unit J ♦' third interim rept for 
Unit 2 le moiatuTo intrusion into safety-related equipment 
Initially reported on 040329 Devices m Unit 1 sealed Neit 
rept for Unit 2 uiill be submitted by B50124 

MILLS. L M Tennessee Valley Authqiity B4/07/27 O'REILLY. JP 
Region 2. Office of Director 2pp 26108 065 24X 

Fiche 50-390,04/07/27 0100160154 


8400030033 PND-I 1-04-045 on 840729, gem or resident inspector U Swan 
fatally injured in traffic accident Funeral «»vcs held 
040801 in Athens, TN 

JULIAN. C A , VERRELLI.D M Region 2, Office of Director 84/07/30 
Ip 25907 086 24/ Fiche 50-390,84/07/30.8408030023 


0400160179 Final deficiency rept re re tr i evab i J i iij of QA records 
Initially reported on 840301 QA procedures revised on 
840600 to incorporate handling requirements for supplier 
QC records 

MILLS, LM Tennessee Valley Authority 84/08/01 Q'REILLYiJP 
Region 2, Office of Director 2pp 26108 042 24X 

Fiche 50-000.84/00/01,8408160179 


DOCKET 50-395 VIRGIL C SUMMER IJUCLEAR STATION, UNIT 1 


F Security, medical, emergency S, fire protection plans 


8408100003 Forwards emergency opcraiing proceduro generation package. In 
response to requirements of Generic Ltr 82-33. "Suppl 1 to 
NUREQ-0737 - Requir e.ients for Emergency Response 
Capability," Section 7 

DIXON, 0 W South Carolina Electric f Gas Co 04/07/30 DENTON. H R 
Office of Nuclear Reactor Regulation, Director i tpp 259B9 310 
a4X Fiche 30-395,84/07/33,0408100002 


'8400100012 Rev 0 to StatioM Administrative Procedure GAP-207, 
"Development of Emergency Operating Piocedure ■' 

* South Carolina Electric I Gas Co 04/04/02 77pp 25909 321 
24X Fiche 30-395,84/07/30.8108100002 


8408130194 Forwards IC I nap Nept 50-395/04-19 on 040723-27 No 
violaticms or deviations noted 

VERRCLLI,D M Region 2. Office of Director O4/0B/O7 DIXON, 0 M 
South Carolina Electric 6 Gas Co 2pp 26008 294 24X 

Fiche 50-395184/00/07,8408130174 


—8400130204 IE Insp Rept 50-395/04-19 on 840723-27 No violations or 
deviations noted Major arehs inspected security 
organ 1 lat ion, securi ty progiam audit physical barriers 
Details withheld Iref JOCFRa 790 t, 73 21) 

ENNIS. J D , MCGUIRE,!) R Region 2. Office of Director 84/08/03 
ip 26000296 24X Fiche 50-395,04/08/07.0400130194 


0408130364 Revs to emergency plan procedures, including EPP-008, 
"Conmunltatlon A Not i f lea t i ens, ’’ EPP-003, '‘In-Plant 
Radlaloglcal Surveying” 6 EPP-004, "Dut-o f-P 1 ant 
Radiological Surveying " N/840-S09 ltr 

DIXON, 0 W South Carolina Electric 4- Gas Co 84/08/09 

O'REIULYiJ P Region 2, Office of Director 299pp 36005 001 24X 

Fiche 30-395,84/00/09,8400130364 


K Utility Final Safety Analysis Report (FSAFt) h amends 


0408000187 Forwards updated F8AR for VC Summer, i ncorporat Ing all 
procedure changes, safety evaluations I license amonds 
DIXON, □ W South Carolina Electric ^ Oas Co 84/08/02 DENTON. N R 
Office of Nuclear Reactoi Regulation, Director 3pp 26012 001 

24X Fiche 30-393, 04/00/02, 0408000107 


--84O8O0O192 Updated FSAR for VC Bummer 

« South Carolina Electric & Gas Cd 84/00/02 6,308pp 

26012 004 24X Fiche 50-395.84/00/02,0408080107 


— 8400000196 Chapter 1 to VC Bummer updated F8AR, “Introduction 6 (JenaraJ 
Description of Plant ” 

* South Carolina Electric A Gas Co 84/08/02 213pp 26012 005 

24X Fiche 50-395,84/08/02.0408000187 


—8400000200 Chapter 2 to VC Summer updated FBAR. “Site 
Characteristics '* 

* South Carolina Electric i Gas Co 04/08/02 1, 31lpp 

26012 218 24X Fiche 50-393,84/00/02,8408090107 


8400000207 Chapter 3 to VC Summer updated FSAR. "Design of Structures. 
Components. Equ 1 pnent *, Sys ■ 

* South Carolina Electric ’ Gas Co 84/08/03 l.201pp 

26016 0B9 24X Fiche 30-395.84/00/02.8400080107 


— 0400000214 Chapter I to VC Summer updated FSAR. “Reactor " 

* South Carolina Electric 6 Gaa Co 84/OS/02 2a9pp 26019 210 
24X Fiche 50-395,04/00/02.0409000187 


— 0400000221 Chapter 5 to VC Summer updated FSAR, “RCS fy Connected Syi 
* South Carolina Electric f< Gas Co 84/08/02 3t3pp 26020 139 
24X Fiche 50-393.84/00/02.8408080107 


— B4OBO0D226 Chapter 6 to VC Summer updated FSAR, "ESF " 

« South Carolina Electric 6 Gas Co 04/08/02 605pp 26021 092 

24X Fiche 50-393.04/03/02.0400000187 


—-8400080220 Chapter 7 to VC Summer updated FSAR, " I nstrumsn tat i on & 
Controls " 

« South Carolina Electric i> Gas Co 04/08/02 32app 26022 337 
24X Fiche 50-393,04/09/03.8408080187 


-0408080232 Chapter 0 to VC Summer updated FSAR. "Electric Power " 

* South Carolina Electric A Gas Co 84/08/02 23lpp 26023 305 
24X Fiche 50-395.84/00/02,0400000187 


— B4O0OBO337 Chapter 9 to VC Sumner updated FSAR, ''Auxiliary Sys " 

tt South Carolina Electric 6 Oas Co B4/0B/02 486pp 26024 196 

24X Fiche 50-395,84/03/02,0408000187 


— 840QOB0240 Chapter 10 to VC Summer updated FSAR, "Steam 6 Power 
Conversion Sys ■’ 

« South Carolina Electric A Gas Co 84/08/02 I63pp 26025 322 
24X Fiche 30-393,04/08/02,0400000107 


— 0400080244 Chapter il to VC Summer updated FSAR, "Radwaste Mgt “ 

South Carolina Electric i Oas Co 84/08/02 20Bpp 26026 125 
a4X Fiche 50-395.04/03/02,0400000107 


— 0408080240 Chapter 12 to VC Summer updated FSAR, "Radiation 
Protection ■' 

» South Carolina Electric i Oas Co 84/00/02 227pp 26026 333 

34X Fiche 90-395,64/03/02,0400000107 


— 0406080251 Chapter 13 to VC Summer updated FSAR, "Conduct of 
Operations “ 

» South Carolina Electric t Gas Co 84/08/02 lOIpp 26027 200 
24X Flcho 50-393.84/00/02,0408080107 


— 6409000254 Chapter 14 to VC Summer updated FSAR, "Initial Teat* A 
Opeiatlon " 

ft South Carolina Electric 6 Gas Co 04/00/02 lOlpp 26027 313 
24X Fiche 30-39 5, 84/03/02, 0400090107 


■8406080260 Chapter 15 to VC Summer updated FSAR, "Accident Analyses " 
e South Carolina Electric A Gas Cq 04/08/02 437pp 26020 102 

24X Fiche 50-395.84/09/02.0408090187 


— 04OBO0O262 Chapter 16 to VC Summer updated FSAR, "Tech Specs '• 

tt South Carolina Electric A Gas Co 04/00/02 lOlpp 26029 179 
24X Fiche 50-395,84/00/02.0400000187 


--Q409080265 Chapter 17 to VC Summer updated FSAR, "qa “ 

* South Carolina Electric A Gas Co 84/00/02 lOlpp 26029 180 
24X Fiche 50-395. 84/08/02. B40B0B01 07 


P Operating license stage documents A correspondence 


8400060103 Advises that 820929 summary of analysts to justify 
Continuing operation w/thermal sleeves removed from selected 
noiiles in RCa sufficient to meet requirements of License 
Cond 1 fcion 3 C 7 

DIXON, O U South Carolina Electric S- Gas Co 84/07/31 DENTON, H R 
Offico of Nuclear Reactor Regulation, 01recto<r 2pp 25933 100 
;24X Fiche 50-395, 64/07/31,8400060103 


0408060140 Submits response to NRC question ro effect of oitendad 
faurnup fuel in postulated fuel handling accident outlined in 
Section 15 7 4 of SRP, as result of review of proposal tn 
rerack spent fuel pool 

D1XON»0 W Booth Carolina Electric A Gas Cd 84/07/31 DENTON, H R 
Office of Nuclear Reactor Regulation, Dlrect-or 2pp 25932 248 
24X Fiche 30-395,04/07/31,8400060140 
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DOCKETED ITEMS 


6^00970373 Subriiits addl anali^sis ^ clarifications re ^pont fupl pool 
rerack structural nads> In response to concerns raised at 
840795 meeting 

DIXON. □ N South Carolina Plectnc t Gas Co 84/07/31 DENTON p H ft 
Office of Nuclear Reactor Regulation. Directai Spp 25*747 171 

24X Flche 50-395. B4/07/3 1, 6408070373 


84060^0134 Reauests relief from ASHE Code. Section XI hydrostatic 
testing r ec^uirenents for feeduater sys Relief needed to 
support baffle-plate insp performed dui mg refueling outage 
currently scheduled for Sept 1^04 Fee one I 

DIXON. 0 W South Carolina Electric t Gas Co 64/06/01 DENrON. H R 
Office of Nuclear Reactor Regulation, Director 5pp 26067 056 

a4X Fiche 50-395.64/06/01,6408060134 


6408080134 Foruards updated FSAR Pages 12 1-72.13 1-17.13 1-18.13 1-19 
13 1-20 FSAR updated as of 840301. to include facility or 
procedure changes. 1 icensee performed safety evaluations & 
analyses of neu safety issues 

DIXON. □ W South Carolina Electric & Oas Co 84/OB/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6pp 26276 270 

24X Fiche 50-395. 84/06/02, 84060a01?4 


B406070110 Generic Ltr 64-19 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re availability of 
Suppl 1 to NURE0-093a. "Prioi iti lation of Generic Safety 
Issues " Sve list end 

EISENKUr.D G Division of Licensing 84/08/06 Consolidated 
Edison Co of Neuj York. Inc I8pp 26129 338 34X 

Fiche 50-000.84/06/06.8406070110 


6408140265 Forwards response to NRC request for addl numerical analysis 
to support info contained in 640731 ltr re effect of 
increased fuel burnup on fuel handling accident Requests NRC 
resolution so Sept 1964 refueling schedule can be met 
DIXON. 0 W South Carolina Electric 6 Gas Co 64/08/08 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Spp 26055 339 
a4X Fiche 50-395,84/08/06.6406140265 


8408230427 Summary of B40725 meeting w/util b J Oat Corp in Dethcsda.ND 
re structural analysis performed for rerack of spent fuel 
pool 

HOPKINS, J Licensing Drench 4 04/08/15 Licensing Branch 4 

7Bpp 26211 001 24X Fiche 50-395.84/08/15,0406220427 


6408240002 Clarifies present fuel storage capabilities using high 
density racks. per 640123 application to amend License NPF-12 
to modify spent fuel pool rerack Hod would accommodate 
higher initial enrichment 

DIXON. 0 » South Carolina Electric L Gas Co 84/06/17 DENTON. M R 
Office of Nuclear Reactor Regulation. Director 2pp 26320 254 

24X Fiche 50-395,84/06/17.8408240002 


8SD0275 Generic Ltr 84-30 to all licensees of operating reactors 6 
pplicants for OLs re scheduling guidance for licensee 
ubmittals of reloads that involve unreviewed safety 
questions 8vc list end 

ilSENHUTiDG Division of Licensing 64/06/20 Consolidated 
Edison Co of New York. Inc l7pp 26376 244 24X 

Fiche 50-000,84/06/2016408200275 


4082B0104 Application for amend to License NPF-12. revising Tech Spec 
Tables 3 2-1 L 3 3-4 re reactor trip sys instrumentation 
trip setpoints 6 ESF actuation sys instrumentation trip 
setpoints. respectively Fee paid 

DIXON. 0 U South Carolina Electric b Gas Co 84/06/24 DEnTDN, H ft 
Office of Nuclear Reactor Regulation, Director 3pp 26259 056 
24X Fiche 50-395.64/06/24,0408280104 


■-04O89BO114 Proposed Tech Specs. revis ing Tables 2 2-1 t 3 3-4 re reactor 
trip sys Instrumentation trip setpomts b C3F actuation sys 
instrumentation trip setpoints, respectively 

« South Carolina Electric b Gas Co 64/06/24 3pp 26259 059 
24X Fiche 50-395.84/03/24.8406260104 


O Inspection reports. IE Bulletins L correspondence 


8408260287 Responds to IE Bulletin 84-02. "Failure of OE Type HFA 
Relays in Use in Class IE Sarety Sys " Switchgear relays 
replaced w/GE Century Series HFA relays Failure potential of 
other safety-related relays reviewed 

DIXON, a W South Carolina Electiic b Gas Co 84/07/09 

O'REILLY. U P Region 2. Office Of Director 3pp 26274 332 24X 

Fiche 50-395.84/07/09,8400280287 


8406370561 Forwards Insp Rept 50-395/64-20 on 640601-30 No violations 
or deviations identified 

VERRELLliD M Region 3. Office of Director 84/07/23 DIXON. □ M 
South Caroline Electric b Oas Co 2pp 26256 103 24X 

Fiche* 50-395, 84/07/23, 8400270561 


—6400270573 Insp Rept 5C~395 b 1 -«iO on li40601~30 No violations oi 
deviations identii-ied Hajoi areas ihspecieU npetational 
safely ver i f icati on, month 1 y surveillance b maint 
observati Oils, fo 1 louup i toms, des t gn mods trciihing 
HEML, C N . QE<11S. P . CANTflFLL- F S Region 2, Office of Director 
04/07^20 9pp 26256 U'5 24X Fiche 50-395,04/07/23,6406270561 


8407250239 It Into Notice 64-57. "Opeiating Eirperience re Moisture 
Intrusion in Bafety-Related Electrical Equipment at 
Commercial Power Plants " Sve list one I 

JORDAN, E L Division of Emergency Pi eparedness b Engineering 
Response (Post 030103) 04/07/27 Consolidated Edison Co of New 

York. Inc I19pp 25065 047 34X Fiche 50-000,64/07/27.6407250229 


6406060134 Requests relief from ABMC Cotte, 8ec 1 1 an XI hydrostatic 
testing requiremonts tor feedwater sys Relief needed to 
support baffle-plate insp peiroimed during refueling outage 
currently scheduled for Sept 1984 Fee enc 1 

DIXON, O U South Carolina EUctiic b Gas Co 04/08/01 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Spp 26067 056 
24X Fiche 50-395.04/06/01.6406060134 


6400070402 Forwards changes to valve inservice mtp program Non-ABME 
Code valves added to progiam as Category 6 valves Relief 
request to perforin stroke testing of valves during 
cold shutdown in lieu of quarterly end 

DIXON, a W South Carolina Electric t Gas Co 04/06/02 DENTON, H R 
Office of Nuclear Reactoi Regulation. Director 4pp 25942 104 

24X Fiche 50-395.64/08/02.6409070402 


6406010333 IE Info Notice 64-59. "Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 64/06/06 Consolidated Edison Co of New 

York, Inc I22pp 26068 OOl ?4X Fiche 50-000.84/08/06,0408010333 


8406010337 IE Info Notice 04 - 60 , "Failure of Air Purifying Respirator 
Filters to Meet Effldencij Requirement " Sve list end 
JORDAN. E L DiMSion of Erne? gcncy Prcpai edness b Engineering 
Response (Post 830103) 64/00/06 Consolidated Edison Co of New 

York. Inc I23pp 26067 158 a4X Fiche 50-000.04/06/06.0406010337 


6406130194 Forwards IE Insp Rept 50-395/84-19 on 840723-27 No 
Violations or deviatiqns noted 

VERRElLI.D M Region 2. Office of Director 04/06/07 DIXON. 0 N 
South Carolina Electric b Gas Co 2pp 26008 294 S4X 
Fiche 50-395, 64/08/07.8400130194 


—8403130204 IE Insp Rept 50-395/04-19 on 840723-27 No violations or 
deviations noted Major areas inspected security 
organi tall on. secur 1 ty program audit b physical ban lers 
Details withJicld (ref 10GFR2 790 b 73 21) 

ENNI0, J D I MCGUIRE. D R Region P. Office of Director 84/08/03 
Ip 26000 296 24X Fiche 50-395,04/00/07.8408130194 


6408070120 IE Info Notice 64-61. "Ovei e xposure of Diver in PWR 
Refueling Cavity " 8vc list encl 

JORDAN. E L Division of Emergency Proparedness b Engineering 
Response iPost 830103) 84/08/08 Consolidated Edison Co of New 

York, Inc iPOpp 26129 1 10 ?4X Fiche 50-000.04/00/00.8408070120 


0408070376 IE Info Notice 84-62, "Therapy Ml sadmini strati ons to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
list end 

GRACE, J N Division of OA. Safeguards b Inspection Programs (Post 
830103) 84/00/10 Consolidated Edison Co of New York. Inc 

125pp 26130 001 a4X Fiche 50-000,84/08/10,8408070376 


8408270160 Atk receipt of 840724 Ur informing NRC of steps taken to 
correct violations noted in Insp Rept 50-395/04-12 
VERREI-LIiD M Division of Project b Resident Programs 04/08/10 
DIXON, 0 W South Carolina Electric b Oas Co Ip 26257 306 24X 

Fiche 50-395,64/00/10,8408270168 


— 8406270174 Responds to NRC 040629 ltr re violations noted in Insp Rept 
50-395/84-12 Corrective actions Area Radiation Monitors 
RMG-2, 3 b 12 included in prevenlivo maint program b callbr 
completed 

DlXONiQ N South Carolina Elect! Ic t Gas Co 84/07/24 
Q'RCILLY.J p Region 2, Office of Director Bpp 26257 307 24X 

Fiche 50-395, 84/08/ 1 0 , 8408270168 


— 8408270178 Forwards Insp Ropt 50-395/04-18 on BAOSOl-ai b notice of 
deviation 

VERRELLI.D M Division of Project b Resident Programs 84/06/29 
DIXON, O tJ South Carolina Electric b Gas Co 2pp 26257 307 
24X Fiche 30-395,84/08/10,8400270168 


— 8408270162 Notice of deviation from map on 840501-31 

* Region a, Office of Director 84/06/29 Ip 26237 311 24X 

Fiche 30-395,64/06/10.8408270168 
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— a^0a2;0lS7 msp Rept 5C-3V5^Q4-12 on 8*10501-31 Deviati&n noted failuTP 
to mrorporatc <3r<?>3 radt-ation monitors iri routine calibr 
program 

HEHL. C k - CANTRfeL' , F Region 2, Clffiue of Director 64/06/97 
lOpp 26257 312 54 X Tiche 50-395 04/00 MO- 34082/0 I 63 


0400100009 IC Ini-o Notice a4-63i Defottive RHR Replacement Piping " 
Svc list end 

JORDAN. E L Division of Emorgencii Preparedness 4. Engineering 
Response (Post 830103> 04/03/13 Consolidated Edison Co oF New 

Vaiii, Inc ll9pp 26197 218 34X Flche 50-000.04/08/13,0400100009 


0400100033 IE Info Notice 84-64, BkR HPC 1 Initiation 8eal-In It 
Indication ' Svc list cnc I 

JORDAN, E L Division pF Eirergencg Preparedness K Engineering 
Response (Post 030103) 84/08/13 Consolidated Edison Co of Netu- 

York, Inc J04pp 26193 093 24J( Fiche 50-000,84/08/15,0400100030 


04D81OOOS1 lE Info Notice 84-65, "Underrated Fuses Which Hag Adversolg 
AFfect Operation of Essential Electrical Equipment '* Svc 
list enc 1 

JORDAN, E L Division of Emergency Preparedness 4( Engineering 
Response (Post 830103) 84/00/16 Consolidated Edison Co nF Neur 

York, Inc H0pp 26l9a OOJ 24X Fiche 50-000,04/08/16,0403100021 


B40B100055 IE Info Notice 04-66, "Undetected Unava llabi ] i ty of 
Turb intf-Or iven Auxiliary Feedwater Train " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/09/17 Consolidated Edison Co of New 

York, Inc 120PP 26276 001 24X Fiche 50-000, 84/08/17, B40B100055 


6400140200 IE Info Notice 04-67, ’‘Recent Snubber Inservice Testing U/ 
High failure Rates ' Svc list end 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Responoc (Post 830103) 84/09/17 Consolidated Edison Co of New 

York, Inc 122pp 26276 122 24X Ficho 50-000,04/00/17,0400140208 


84Q8S10142 IE Info Notice 84-63, "Potential Deficiency in Inproperly 
Rated Field Wiring to Solenoid Valves " Svc list end 
JORDAN, E L Division oF Emergency Preparedness 5t Engineering 
Response (Post 030103) 84/08/2’! Consolidated Edison Co of New 

York, Inc IJSpp 26329 008 24X Flfhe 50-000.04/08/21,8400210142 


8 Reportable occurrences, LEB s 6 related correspondence 


0408090143 Special Rept SPR 84—010 on 031204, grooves found etched into 
copper recording plates of seismic instrument lYH 01789 by 
diamond stylus Caused by vibration oF pressurlzci surge line 
piping Instrument relocated 

DIXON, 0 W South rarolina EUrtrlc Gas Co 84/07/16 
□ 'REILLY. JP Region 2, Office of Director 2pp 25993 163 24X 

Flche 50-395,84/07/16.8408090143 


8408090211 NPDES nonconp 1 i ante notification on 3407S5, total suspended 
solids for Discharge Points 003 & 010 exceeded 45-mg/P 
limit Caused by loss of power tn aerator at Point 005 
clogged aerator diffuser at Point OiO Conditions corrected 
DiXDN, Q W South Carolina Electric V Gas Co 84/08/01 STANLEY, A 
South Carolina, State of 2pp 25994 205 24X 

Fiche 50-395,04/08/01,8403090241 


0408130340 Special Rept SPR 84-011 on 0 40703 L 11, invalid Failures 
experienced on diesel generator XEG-ODOIA, uni t A Caused by 
high jacket water temp resulting fram control valve 
malfunction Cooling sys d rai ned, d i sas semb 1 ed t cleaned 
DIXON, Q W South Carolina Electric % Gas Co 34/08/02 
□ ‘REILLY, J P Region 2, Off ire af Director 3pp 26010 320 24X 

Fiche 50-393,04/09/02,8400130340 


0400300340 LER 84-029-00 ofi D 407 i 3 . three speed V transfer switch 
hinge stud assemblies on svc water p u/np torqued to 
recommended valve fa I led, Utl 1 contacting Brown Ooverl for 
correctivo action W/04OaiO I tr 

CLARK, N E , DTXQN, 0 W South Carolina Electric & Gas Co 34/00/10 
3pp 26139 130 24X Flche 50-395, 84/00/10, 8408200340 


34OB2O0344 LER 84-030 00 on 840421- ESF cooling unit IDD found w/o 
coil V-brace structural nember Coll V-brace Installed on 
B4D41Q W/840810 lt» 

CLARK, N E , DIXQN, □ U South Carolina Electric Oas Co 04/03/10 
Spp 26139 120 24X Fiche 50-39 5,84 /00/10,8408200344 


0408230507 LER 84-031-00 on 040717- seven electrical circuits identified 
that penetrate contuinnent which are not included in Tech 
Spec Table 3 8-1 Surveillance satisfactory Plant mod to 
Install avercurrent protection initiated H/840816 Itr 
KQDN, A R , DIXON, 0 N South Carolina Electric 6 Das Co 84/09/16 
2pp 26212 274 24X Flche 50-395,04 / 00/16,0403230507 


0400300514 LER 84— 034-00 on SlO'xpi discovered that Electrical Haint 
Procedure 3o0 012. 'Agas + at Relay Replacement, " did not 
requite delay time caUbr of relays in installed position 
Related e,,ent on 340021 Procedure revised W/04OB23 Itr 
KOON, A n , DlXa-LO N South Carolina Electric 6 Gas Co 04/08/23 
5pp 263 13 343 24X Ftche 50-395.84/08/23,0408300514 


V Operator Eiiani nat i ons 


3408170308 F&i wards instruction lesson plans for simulator training fo 
senior reactor opurators 6 reactor operator candidates re 
accidents analy si s '’asse s sment training % simulator training 
DlxaN.O W South Carolina Electric k Co 84/00/10 DENTON, H 0 

Office of Nuclear Reactor Regulatidi). Director tp 26ii3 057 
24X Flche 50 '395, 04/09/ 1 O, 94 09 170300 


6408170313 "Instructor Lesson Plan Simulator Training For Senior 
Reactor Opdrators Operating Practices Traini ng, Ac c I den t 
Analysis/Assessment Training " 

H* South Carolina Electric 6 Gas Co 84/05/18 36pp 26113 058 
24X Fiche 50-395,04/08/10,3408170308 


— B4O617O310 "Instruct^tr Lesson Plan Simulator Training for Reactor 
Operators " 

» South Carolina Electric & Das Co 64/07/16 240pp 26113 094 

24X Flche 50-395,04/08/10.3409170308 


DOCKET 50-396 LfMlV DF VIRGINIA CAVALIER REACTOR 


F Security, medical, emergency U fire protection plane 


8406010391 Forwards rovlsed emergency P Ian, Incorporated addl info, per 
request Info should resolve plan prior deficiencies Uh 1 v 
of Virginia reactor safety cormittee will review plan 
Approval expected 

MULDER, R V Virginia, Univ ef, Charlottesville. VA 84/07/12 
THOMAS, C O Standardi latian 6 Special Projects Dranch ip 
25366 063 24X Fiche 50-062.34/07/12.0408010391 


3408010350 Resubmits 040712 request For approval of emergency plan Ltr 
notariiod per request Unlv of Virginia reaetpr safety 
committee revieLied ti approved emergency plan on B4072S 
MULDERj n U Virginia, Univ of, Choi lottesvl 1 1 e, VA 84/07/26 
THOMAS, C a Standar d t lat Ion Special Projects Branch Ip 
25866 307 24X Fiche 50-063. 84/07/26. 3408010350 


P Operating license stage documents & correspondence 


3400060445 Forwards notice of consideration of renewal of License R~123 
for 90 yrs from Issuance date, based dn 840622 application 
THOMAS, C 0 Standard i rat i on -tc Special Projects Dranch B4/07/24 

MULDER, ft U Virginia, Univ of, Charlottesville, VA 3p p 

25937 075 24X Fiche 50-396,04/07/24,3406060445 


— 8408070011 Notice oF consideration of application For renewal af 
License R-t23 for 20 yrs froi'n date of Issuance 

THOrlAS.C 0 Standard i la t i on & Special Projects Branch 64/07/24 
4pp 25937 090 24X Fiche 50-396,84/07/24,8408060445 


DDCKEF 50-377 WPPSS NUCLEAR PftQjECT, UNIT 2 


F Security, medical, emergency 6 fire protection plans 


8400080119 Advises that 940515 revs to guard training h qualification 
plan consistent w/provislons of lOCFRSO 54(p) U acceptable 
SCHUSTER, K D Region 5, Office of Director 84/08/03 
SORENSEN, G C Nashlngton Public Power Supply System 2pp 
25964 361 24X Fiche 50-397,04/09/03,8408080)19 


P Operating license stage documents & correspondence 


8408090262 Forwards emergency operating procedures generation package 
requested at r.gt meeting re 040716 Insp Guidelines will be 
used for addl verification of response to TMI Item I C I re 
development of procedures for transients & accidents 
SORENSEN, G C Washington Public Power Supply System 84/07/26 
BISHOP, T w Region 5. Office of Director Ip 25994 204 24X 

Flch B 50-397, 84/07/26, 9408090262 


8408090407 Forwards Amend 3 to License NPF-21, safety evaluat Inn, notice 
of environ assessment U exemption Amend change* Tech Spec 
Special Test Requirement 3 10 5 to a]]oui suspension of 
containment inerting during test program 

BCHWENCER.A Licensing Branch 2 84/07/27 SORENSEN. 0 C 

Washington Public Power Supply System 3pp 25984 310 24X 

Fiche 50-397.84/07/27,8408090407 
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■940BD90409 Exemption fron r«quireiiient s of J0CFR50 44< aliasing cofitinue-d 
opeicition u/noninoi teii containment during balance of initial 
startup test program 

EiSFNHUTiD G Division o^ Licensing e4/07y?6 Mashingtan 

Public Pouer Supply System Spp 25984 3t2 24X 

Fiche 50-397.64/07/27.8406090407 


— 8408090410 Amend 3 to License NPF-21. chang i rvg Tech Spec Special Test 
Requirement 3 iO 5 to aUou suspertsiori of containment 
inerting during pouier ascension test program 

SCHWENCER.A Licensing Branch 2 04/07/2:7 4pp 23984 317 24X 

Fiche 50-397.84/07/27.8408090407 


— 8408090412 Safety ev3lua*-ion supporting Amend 3 to License NPF-21 

* Office of Nuclear Reactor Regulation, Director a4/07/3i Spp 
23984 321 24X Fiche 50-397,84/07/27,8408090407 


0 Inspection reports, IE Gulle‘-in5 i, c oi i espondenc e 


S40G09001i> Forwards IE Insp Rept 50-397/84-15 on 840529-0608 No 
violations noted Ueaknesses or opportunities for 
improvements observed Assessment of observations requested 
uithsti 30 days 

DlSHae-T Iv’ Region 5. Office of Director 84/07/24 SORENSEN. G C 
Washington Public Pouer Supply System 2pp 25995 001 24X 

Fiche 50-397, 84/07 '24, 8408090016 


—0408090019 IE Insp Rept 50-397/84-15 on 840529-0608 No violations 
noted Major areas inapocted operating creus , auiareness of 
plant/sys status 6 adherence to procedures & administrative 
controls Identified ueaknesses listed 

WILLETT.D J , JOHNSON, A D . WAITE, R Region 5. Office of Directdr 
04/07/24 8pp 2S995 003 24X Fiche 50-397,84/07/24,8408090016 


-840B090414 Notice of environ assessment Ec finding of no significant 
impact re Amend 3 to License NPF-ai 

EIBENHUT, D G Division of Licensing 84/07/19 3p p 25984 326 
24X Fiche 50-397,84/07/27.8408090407 


8408070325 Forwards Pee for review of util 040717 application re 
enhancement of control room floor 

SQRENaEN, G C Washington Public Power Supply System 84/08/01 
BCHHENCER.A Licensing Branch 2 ip 25945 237 S4X 
Fiche 30-397,84/08/01,8408070323 


8408070333 Requests confirmation of CRGR review re specific 
uncertainties conservatively treated In OE instrument 
setpoint methodology for BURs Concern should be treated as 
generic 

SORENSEN. 0 C Washington Public Power Supply System ©4/08/02 
SCHH6NCER,A Licensing Branch 2 3pp 25945 109 24X 

Fiche 50-397,84/08/02.8400070333 


B40B070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs holders of CPs re availability of 
Suppl i to NJftEO-0933. "Priori ti lation of Generic Safety 
Issues " Sve list end 

EISENHUT, D G Division of Licensing 04/08/06 Consolidated 
Edison Co of New York, Inc I8pp 26129 230 24X 

Fiche 50-000,84/08/06,8408070110 


©406070247 Responds ‘■o NRL 840629 ltr re violations noted m IE Insp 
Rept 50-397/84-13 Conective actions specific instructions 
provided to operating crews to ensure airlock operation 
performed per regulatory requirements 

8DRENSCN, G C Washington Public Power Supply System 04/07/26 
OIBHDH, T N Region 3, Office of Director 4pp 35949 020 24X 

Fiche 50-397,84/07/26.8400070247 


8407230229 IE Info Notice 84-57, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Sve list end 

JORDAN, E U Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/07/27 Consolidated Edison Co of New 

York, Inc 119pp 25865 047 24X Fiche 50-000,84/07/27,8407250229 


0408010333 IE Info Notice 84-59, "Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/06 Consolidated Edison Co of New 

York. Inc I22pp 26069 001 24X Fiche 50-000,84/08/06.0408010333 


0400010337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN, E L Division of Emergency Preparedness l« Engineering 
Response (Post 830103) 84/08/06 Consolidated Edison Co of New 

York, Inc I23pp 26067 158 24X Fiche 50-000,84/08/06.8400010337 


8408280339 Forwards request for add! Info re safety parameter display 
sys Response requested uithln 60 days of ltr receipt 
BCHWENCER.A Licensing Branch 2 84/00/10 SORENSEN, Q C 

Washington Public Power Supply System Spp 26294 043 24X 

Fiche 50-397, 84/08/10. 8408280339 


0400300446 Forwards Insp Rept 50-397/84-18 on 840606-0706 8* notice of 
Violation 

BISHOP, T N Division of Res ident, Reac tor Project 6 Engineering 
Programs 04/09/07 SORENSEN.O C Washington Public Power Supply 
System 2pp 26314 098 24X Fiche 50-397,84/08/07,8408300446 


8408270498 Forwards Amend 4 to License NPF-21 6 safety evaluation Amend 
modifies Tech Specs as listed 

SCHWENCER.A Licensing Branch 2 84/08/14 SORENSEN, Q C 

Washington Public Power Supply System 3pp 26277 042 24X 

Fiche 50-397, ©4/08/14, 8408270498 


-8408270501 Amend 4 to License NPF-21, changing Tech Specs editorial 6 
procedural content 

BCHWENCER.A Licensing Branch 2 84/08/13 I2pp 26277 045 

24X Fiche 50-397,84/03/14,8408270498. 


— 8400300451 Notice of violatinn from insp on 640606-0706 

DDUDS.R T Region 5, Office of Director 84/08/07 2pp 
26314 100 24X Fiche 50-397.84/08/07.0408300446 


— 6408300464 Insp Rapt 30-397/04-18 on 840606-0706 Nancompl i ance noted 
shift manager not notified prior to installation removal 
of jumpers 6 prompt corrective action not taken re 
malfunctions h deficiencies in ECCS logic 

TOTH, A D . WAITE, R S . DODDS, R T Region 5, Office of Director 
84/07/27 25pp 26314 102 24X Fiche 50-397,04/08/07,8400300446 


■B40B270506 Safety evaluation supporting Amend 4 to LiceTiae NPF-21 
s Office of Nuclear Reactor Regulation, Director 84/08/14 4pp 
26277 037 24X Fiche 50-397, 04/00/1 4, ©400270498 


8408270073 Application to amend License NPF-21, revising Condition 
2 C<I1> re shield wall deferral Change woula allow angelng 
ALARA reviews to identify need for addi shielding 
SORENSEN, O C Washington Public Power Supply System ©4/08/13, 
SCHWENCER,A Licensing Branch 2 Spp 26247 183 24X 

Fiche. 50-397, 04/08/13, B40B270D73 


04O8SDO275 Generic Ltr 84-20 to all licensees of operating reactors 
applicants for QLs re scheduling guidance for licensee 
submittals of reloads that Involve unreviewed safety 
questions Sve list encj 

EISENHUT, D G Division of Licensing 04/08/20 Consolidated 
Edison Co of Neu York* Inc |7pp 26276 3?44 24X 

Fiche 50-000184/08/20,8400200273 


B40B070120 16 Info Notice 84-61, "Overexposure of Diver in PHR 
Refueling Cavity " Bve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 835103) 84/08/00 Consolidated Edison Co of New 

York, Inc 120pp 26129 1 18 24X Fiche 50-000,84/08/08,8400070120 


0400070376 IE Info Notice 04-62, "Therapy Mi sadmin i strations to 
Patients Undergoing Ca-60 Teletherapy Treatments ♦' Bve 
list cod 

ORACEt-J N Division of QA, Safeguards l< Inspection Programs (Post 
830103) ©4/08/10 Consolidated Edison Co of New York. Inc 

t2Spp 26130 001 24X Fiche 50-000,84/00/10,0408070376 


8408100009 IE Info Notice 04-63, "Defective RHR Replacement Piping 
Sve list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/00/13 ConBoUdated Edison Co of New 

York, Inc 119pp 26197 218 24X Fiche 50-000, 84/00/ 13, 9408100009 


04OB27'O153 Concurs w/dar jf Icat ion re piping failures outside primary 
containment, al lawing credit for offsite power to mitigate 
consequences of pipe failure causing scram or turbine trip 
Qffstbe power assumed lost when undervoltage occur* 

SORENSEN, G C Washington Public Power Supply System 04/00/20 
SCHWENCER, A Licensing Branch 2 ip 26245 153. 24X 

Fiche 50-397,84/03/20,0408270133 


B40B100O3B IE Info Notice 84-64, "0WR HPCl Initiation Seal-In it 
Indication " 6vc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/15 Consolidated Edison Co of New 

York, Inc 104pp 26190093 24X Fiche 50-000, 84/08/13. 8400100030 


©400100021 16 Info Notice 84-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment '* Bve 
list and 

JORDAN,© L DiNlBion of Emergency Preparedness 8, Engineering 
Response (Post 830103) 04/08/16 Consolidated Edison Co of New 

York, Inc ll0pp 26193001 24X Fiche 50-000. 84 / 08 / 16, 8408100021 
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S40S100035 IE Info notice Q^-h6, 'UfiiJ e tec ted Unavailability of 
Turb 1 ne^Dr i yen Aujtilidri; FesJL.atpr Train " Svc li&t encl 
JOHDAWi E L Division of Emergerci/ Preparedness ?« Enyinsering 
Respotise (Post a3010T> P4'03/17 Consolidated Edison Co of Neui 

York* Inc 120pp 362/A 001 Fiche 50-000* Qd /OB/ 1 7. 8400100059 


6400140200 IE Info Notice 84-67, "Recent Snubber Inscrvice Testing M/ 
High Tailure Rates “ Svc list eriC 1 

JORDAN, E L Division of Emergencg Preparedness t. Engineering 
Response (Post 830103) 04/09/17 Consolidated Edison Co of Nbuj 

Yorlf. Inc 122pp 26276 122 P4)f Fiche 50-000,64/08/17,0400140208 


0400210142 IE Info Notice 84-68, Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves “ Svc list end 
JORDAN, E L Division of Emergency Prepai edness & Engineering 
Response (Post 0301031 84/08/21 Consolidated Edison Co of Nsuj 

York, Inc I15pp 26329 OOB 24X Fiche 50-000, 84/08/21, 8400210142 


0400290160 Ac k receipt of Q40726 1 tr informing NRC of steps taken to 
correct violations noted in Insp nept 50-397/04-13 Reply 
disagrees ku/citation re undocumented approval of clearance 
order based on ng t purposes ^ Intentions 

BIGHOP,! W Region 5, Office of Director 84/08/34 SORENSEN, QC 
Washington Public Pouer Supply System tp 26291 302 24X 

Fiche 50-397,04/08/24,8408290168 


fi Periodic operating reports L related correspondence 


8406070192 Monthly operating rept for Apr 1984 W/e405l5 Itr 

COWAN, K D , martin, J 0 Washington Public Poucr Supply System 
84/04/30 4pp 24747 050 24X Fiche 50-397,04/04/30,8406070192 


8400260320 "Semiannual Effluent Rept, Jan-June 1984 " W/B40B16 Itf 
MARTIN, J 0 Washington Public Pouer Supply System 04/06/30 
MARTIN, J B Region 5, Office of Director 36pp 26282 279. 24X 

Fiche 50-397,84/06/30,8400260320 


S Reportable occurrences, LERs l< related correspondence 


B40Q220317 Part 21 rept re failure of ITE-27N undervoltage relay to 
drop out on listed undervoltage conditions Problem due to 
excessive feedback around ■operational amplifier U2 Clamping 
diode must be added Affected units listed 

DUVALL, 0 0 Brpun Boveri Corp (subs of Oraun Boveri 6 Co , Ltd > 
04/03/13 DE'|OUNO,R C Director's Offlco. Office of Inspection and 
Enforcement 3pp 26191 357 24X Fiche 50-000, 84/03/ 1 3* 040822031 7 


0408240340 Part 21 rept re presence of Loctite-242 in cRO hydraulic 
control unit scram pilot solenoid valve plunger Initially 
reported on 640413 Neu thread locking devices investigated 
SHERWODOrG G General Electric To 64/04/13 OE YOUNG « R C 

Director's Office, Office of Inspection and Enforcement 3pp 
26222 256 24X Fiche 50-000,84/04/13.8400240348 


0406030280 LER 84-034-01 on 840703, dryue 1 1 temp monitor CM3-T1-55 
indicated temps above ISO F in upper dryuell area return 
duct for over 0 h Initially identified in 040511 LER 
No corrective action initiated W/B40726 Itr 

POWERS, C M , martin, J D Washington Public Pouer Supply System 
84/07/26 3pp 25917259 a4X Fiche 50-397*84/07/26,0400030200 


0400060233 LER 04-072-00 on S4070S-06, r eac tor uator cleanup sys (ftWCU) 
isolations occurred Caused by erroneous RWCU high delta flou 
trips Reactor vessel transmitter replaced Ct bloudoun flour 
transmitter sensing lines refilled 6 vented lJ/840726 Itr 
POWERS, C M i martin, J D Washington Public pDuier Supply System 
04/07/26 3pp 25935 135 a4X Ficha 30-397* 04/07/26. 0400060233 


8408060235 LER 84-061-01 on 040614, open floor drain found on 522-ft 
elevation of reactor bldg Plant ualkdoun revealed tuo other 
drains Fire uatches instituted Drains uill be piped into 
floor drain sys 6 not sealed as first planned W/840726 Itr 
POWERS, C M , martin. J D Washington Public Pouer Supply System 
04/07/26 3pp 25935 144 24X Fiche 50-397.84/07/26.8400060235 


8408060301 LER 84-071-00 on 040716.1053 of pouor to portion of failsafe 
relaying resulted in 1/2 BOP containment isolation 
Caused by inadvertent shorting of reactor protection sys 
branch circuit Containment isolation reset W/840726 Itr 
POWERS, C M , MARTIN. J D Washington Public POUer Supply &yst«m 
04/07/26 3pp, 25936 041 24X Fiche 50-397. 84/07/26.^408060301 


8408070135 PNS-V-84-012 on 840727. rout me safety patrol discovered 
suspicious-looking device near control room Device 
determined not explosive Technician identified device as 
electrical test equipment 

SCHWAN. C A , SCHUSTER. M D Region 3. Office of Director 04/07/30 
ip 25949 342 34X Fiche 30-397,84/07/30.0400070135 


840-8090443 lER 94-075-00 on 040709 & 13, standby diesel ganeTotor IH 
incurred high vibration alarm Caused by slip ring end 
bearing turning on shaft insulation Bearing insulation 
modified W/a40802 Itr 

KOENIGBpR L , MARTTN, J □ Washington Public Fotuor Supply System 
84/08/02 4pp 25993 232 24X Fiche 50-397,84/08/02.0408070443 


04OSO9O45O LER 84-074-00 on 8407 12, resul ts of sample from raduast# tan 
EDR-TK-4I1 Inadvertently recorded on FDn-TK-9 data sheet U 
FDR-TK.-9 released Caiisod by contractor error Discharge 
stopped Procedure for tank release modified W/040802 Itr 
KOENIGS, n L . MARTIN. J D Washington Public Poubt Supply fiystejm 
B4/O0/O2 3pp 23993 221 a4X Fiche 50-397,04/08/02.0408090430 


8400090459 LER 04-073-00 on 04 0308, s pur i ous hi chlorine alarm from 
WDA-SR-15 caused control room emergency filtration sys to 
auto start Caused by conponont failure in electronics module 
on chlorine analyzer Alarm reset lnl/B40802 Itr 

KOENIoa. n L . MAR T Iff, J D Washington Public Pouer Supply Bystom 
04/00/02 3pp 25993214 24X Fiche 50-397.84/08/02.0408090458 


8408200132 LER D4-076'00 on 040720, during declaration of unusual event 
subsequent to finding possible bomb, hourly fire luatch tnur 
not performed Tours resuned immediately upon termination of 
unusual event statue Only one tour missed W/840800 Itr 
KOENIGS. R u , MARTIN, J D Washington Public Pouor Supply System 
84/08/00 3pp 26J39 117 24X Fiche 50-397,04/00/00,0408200132 


8408200341 LER 04-077-00 on 840720 & 21* c antral reom emeraancy 
filtration unit automa tic a L 1 y actuated. Caus ed by spikes on 
corresponding control room outside air radiation monitor 
Emergency filtration unit reset W/Q40B0a Itr 

KOENIGS, R L . MARTIN, J D Washington Public power Supply System 
04/08/08 3pp 26139 123 a4X Fiche 50-397, 04/00/00, 8400200341 


8408170369 PNa-V-a4-049 on 8408 12. unusua I event declared when prairie 
brush fire led to potential for loss of offsite 230-kV 
startup powerlines & 115-kV backup power lines Plant diesel 
generators started aS contingency 

TOTH, A D , D0DDS,R T Region 5, DffUe of Director 04/00/13 Ip 
261 J2 3SB 24X Fiche 50-397,84/08/13,8400170369 


0408290036 PN0-V-84-0S3 on 040022, thermal transient occurred In reactor 
feedii/afcor sys dounstrean of high pressure feedwater heaters 
6A h 60 Transient caused pipe hanger S. support damage 
resulting in leakage of approx SO gallons water 

D0DD8, R T . TOTH, A 0 Region 5. Office of Director 84/00/23 Ip 
26291 ai3 24X Fiche 50-397,84/00/23,8408290036 


0406290017 LER 64-034-02 on 840804 . dry wel 1 temp monitor cMB-Tl-55 
indicated temps above 150 F in upper dryuc U area return 
duct Cause not stated Mads to design of dryuell heating 
ventilation being completed W/840B24 Itr 

KOENIGS, R L . MARTIN. J D Washington Pub 1 Ic Power Supply System 
04/00/24 3pp 26291 270 24X Fiche 50-397,84/08/24*0400290017 


840629002.1 LER 64-080-00 on 040001 < turb 1 nc stop valve closure reactor 
trip occurred as result of pressurlilng turbine first-stage 
shell above 307 power Plant recovered per Operating 
Procedure PPM 331 W/G4O0S4 Ur 

KDCNIG0.R L . MARTIN. J D Washington Public Power Oupply System 
84/00/24 3pp 26291 267 24XFlcho 50-397*84/00/24.0406290024 


0400290030 LCfi 04-079-00 on 040809, re at tor scram occurred automatically 
en law reactor water level after reactor feed water pump 
tripped due to loss Of control power Reactor water level 
restored using ROIC sys W/840624 Itr 

KOENIGS, R L . MARTIN,./ D Washington Public Puuer Supply System 
04/00/24 3pp 26291 214 24X Fiche 50-397,04/00/24,0400290030 


8406290116 LER 64-078-00, on 840601*07 h 00, control room emergency 
filtration units automatically actuated Caused by spikes on 
corresponding control room outside air radiation mopiltors 
Filtration units 6 radiation monitors reset W/Q40824 Itr.- 
KqENIOS, R L , MARTIN, J* D Washington Public Power Supply System 
04/00/24 3pp 26291 286 24X Fiche 30-397,04/08/24,8400290116 


0400290143 LER 04“O7a-€)l on B 4070 S 8. 06, reactor water cleanup sys 
(RWCU) isolations occurred Caused by errancous reactor water 
cleanup sys high delta flow trips Isolation signals reset It 
RWCU returned to svc W/04Oa24 Itr 

POWERS, c N , MARTIN. J D Washington. Public Power Supply Systeai 
84/08/24 4pp 26291 209 24X Fie he" 50-397. 84/08/24, 04002901 43 


U Congress I onal/Executive Correspondence 


8400200225 Dlseussos Tech Spec errors dlscovored subsequent to NRC 
approval Susquehanna Tech Spec amends had no safety 
significance McQuire Tech Specs still under review w/no 
identified safety significance thus far 

A9SELSTINE. J K Commissioners 84/08/10 MARKEY. E J Hauso of 
Rep p Interior U Insular Affairs 4pp 26141 244 S4X 
Ficho 50-000*04/08/10,8400200225 
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DOCI/ET 30-400 SHEARQN HARRJS NUCLEAR POWER PUAMT. UNIT 1 


A App 1 Ication/cons true ti on stage documents & correspondence 


B40B020012 Forwards info m response to Eddleman Contention 9 re 
environ (^ual if scat ion program FSAR tiiill be amended to 
provide description of program 

WATSONp R A Carolina Power 1 Light Co B4/07/23 DENTON • H R 

Office of Nuclear Reactor RegulatioOi Director 15pp 25BB3 100 
24X Fiche 30-400,84/07/23,8403020012 


840B0401?2 Forwards "Class IE Equipment Environ Qual if ica t ion Maeter 
List.” containing saf etg-related equipment m locations 
u/total Integrated dose greater than stated rads 
ZIMMERMAN. S R Carolina Power t* Light Co 84/07/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 23930 26B 24X 

Ficho 90-400,84/07/27,0400060192 


— 8403060193 "Class IE Equipment Environ Qualification Master List ” 

» Carolina Power U Light Co 04/07/27 SBBpp 25930 239 24X 

Fiche 30-400,64/07/27,8400060192 


8408030271 Submits restatenent of cold license training program to meet 
NRC guidance for combined observation/s imul ator training, in 
response to Generic Ltr 04-10 Request for exemption from 
10CFR99 25(b) will be submitted 

ZJMMERMaNiS R Carolina Power & Light Co 04/07/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 25966 209 
24X Fiche 90-400, 04/07/27,8403000271 


8400060257 Forwards marked-up Tech Specs, based on Rev 4 to NUREO-0452* 
"STS for Uestinghouse Pressoriied Reactors ” Offsite dose 
calculation manual will be submitted bg B40831 Future 
submittals will address listed subjs 

CUTTERrA B Carolina Pouer «t Light Co 84/07/30 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 636pp 25924 001 

24X Fiche 50-400.04/07/30,8408060257 


3408090477 Summarg of S40717 meeting ui/Westingh ausc Owners Steam 
Generator Tube Rupture Subgroup In Dethesda,MD re proposed 
steam generator tube rupture generic program List of 
attendees t, vieugraphs end 

SINOH, B K Licensing Branch 3 04/07/31 Licensing Branch 3 

18pp 55983 130 24/ Fiche 90-000,84/07/31,0408090497 


B40B070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for CLs 6 holders of CPs re availabilltg of 
Suppl 1 to NURE<i-0933, "Priori ki 2ation of Generic Safety 
Issues ” Sve list end 

EISENHUT, D G Division of Licensing 04/08/ 06 Consolidated 
Edison Co of Neu York, Inc 18pp 26129 S3B 24X 
Fiche 90-000. 84/00/06, 84000701 10 


04OBOBO205 forwards replacement pages for umcigency planning public 
info brochure, in response to SER Open I teoi 12 Pages correct 
minor editorial errors 

ZIMMERMAN. S R Carolina Power Light Co 04/07/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 2S965 323 
24X Fiche 90-400,84/07/27 0400000205 


0408000337 Forwards add! Info te turbine bldg vent radiation monitors,, 
in response to SEr Confirmatory Item 26. idcnt i f led by 
Meteorological t. Effluent Treatment Sys Branch 

ZIMMERMAN. S R Carolina Power & Light Co 84/07/27 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 3pp 23964 070 
aaX Fiche 50-400,04/07/27.8400000337 


F Security, medical, energency !, fire protection plans 


0408000209 Forwards replacement pages for emergency planning public 
Info brochure, in response to SER Open Item 12 Pages cat reel 
minor editorial en ore 

ZIMMERMAN. S R Carolina Power V Light Co 84/07/27 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 4pp 25969 325 

24X Fiche 50-400.04/07/27,8400080285 


0409090473 Notification of 840014 meeting w/util in Dothesda.MD to 
discuss resolution of emergency preparedness issues 
DUCKLFY, D Licensing Branch 3 04/07/27 KNIGHTON, G W Licensing 

Branch 3 4pp 25933 174 24X Fiche 50-400,84/07/27,8400090473 


0400200026 Forwards Insp Rept 50-400/84-20 on 040709-12 No 
violations or deviations Identified 

VERRELLI,D M Region 2, Office of Director 84/07/27 UTLEY, E E 

Carolina Power e. Light Co 2pp 26201 344 24X 

Fiche 50-400, 04/07/27, 8400200026 


— 0408200028 Insp Rept 50-400/04-20 on 840709-12 No violations or 
deviations noted Major areas Inspected fire protection 
MISEMAN. O R , CONLON, T E Region 2, Office of Director 04/07/24 
4pp 26281 346 24X Fiche 90-400,04/07/27,0400280026 


04OB19O137 Forwards NRC comments on design evaluation ropt program plan 
elements for detailed control room design revi ew, inciud ing 
Info re control room inventory & selection of design 
improvements Response by 850101 requested 

KNIOHION, G M Licensing Branch 3 84/00/01 UTLEY, e E Carolina 

Power 6 Light Co lipp 26104 203 24X Ficho 90-400,04/00/01, 

0400190137 


0404230171 Audit rept. "Human Factors Engineering Dobailod Control 
Room Design Review In-Progress Audit " 

ELAYAT, H Laurence Livermore National Laboratory 84/03/20 
□3pp 26i04 214 a4X Fiche 50-400,04/08/01,8400190137 


0408230364 Notification of 040817 meeting w/util in Bethesda,MD to 
discuss functional capability of Class 1 auxiliary piping 

BUCKLEY, D Licensing Branch 3 04/00/06 KNIGHTON, 0 W Licensing 

Branch 3 4pp 26230 354 24X Fiche 50-400,84/08/06,8408230364 


8408300297 Confirms 040002 telcon between DB Haters PR Demis re 
840809 mg I meeting In Atlanta, GA to discuss emergency plans, 
action levels ti emergency operating procedures 
LEIrfIS, R C Region 2, Office of Direclor 04/08/07 UTLCY, E E 
Carolina Power 6 Light Co Ip 26306 353 24X 

Fiche 50-400,04/00/07.8408300297 


B4O02OO275 Generic Ltr 84-20 to all licensees of operating reactors 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Sve list end 

ErSENHUT,DG Division of Licensing 84/08/20 Consolidated 
Edison Co of New York, Inc 17pp 26276 244 24X 

FI Che 50-000, 84/00/20, 0408200275 


Forwards SALP Repts 50-261/84-24,50-324/84-16,90-329/84-16 
t< 90-400/04-10 for Feb 1983 - Apr 1904 

LEHI8, R C Region 2, Office of Director 84/00/21 UTLEY, E E 
Carolina Power t» Light Co 2pp 26229 230 24X 

Fiche 90-000,84/08/21,8408240316 


0408280207 Clarifies 040729 response to Eddleman Contention 9 re 
environ qualification program Response to 9Q refs 
verification performed by onsite QA organliation Commitment 
equipment installed not diminished 
ZIMMERMAN, S R Carolina Power h Light Co 84/08/24 DENTON, K R 
Office Of Nuclear Reactor Regulation, Director Ip 26279 19i 
Fiche 50-400,04/08/24,8408200207 ^ ^ 


— B40B240319 8ALP Repts 50-261/04-24,90-324/04-16,50-325/84-16 6 
50-400/84-10 for Feb 1903 - Apr i904 

* Region 2, Office of Director 84/04/30 7lpp 26229 232 
Fiche 90-000,84/00/21,8400240316 


O Adjudicatory correspondence 


L-HI- Evaluation Report (SER), suppls h correspondence 


8400070381 Forwards Amend 16 to FSARi describing envi 

MCDUFFIE, M A Carolina Power 6 Light Co 04/07/2 
Office Of Nuclear Reactor Regulation, Director i 
Fiche 90-400,04/07/27, 04O8'O7O3BI 


qual If Ication 

DENTON. H R. 
29947*005 24X 


8408070304 Amend 16 to FSAR 

*■ Carolina Power U Light Co 84/07/27 
Fiche 90-400,84/07/27,8408070301 


7ipp 


25947 006 24 X 


8400160120 Forwards NRC staff Exhibits 1-3 & 
Related correspondence 

RILEY, B L Tayloe Associates 04/06/29 
Administrative 6 Logistical Support Branch 
Fiche 50-400,84/06/23.8400160128 


Intervonor Exhibit 

PLEASANT. C 

Ip 26126 167 


1 

24X 


tti-i I . or race on woint Contentions 

.Ilf concentration of radionuclides through interaction 
w/fine particles ?c IKc) re calculations of radiological 
normal releases Certificate of Sve end 
KUNKLErJ Joint IntervenoTs - Shearon Harris DSB 695 B4/07/24 

I3pp 25894 096 24X Fiche 90-400.04/07/24.8408010264 



DOCKETED ITEMS 


B40B030070 Response} opposing applicant motion for econsi tier dt i on or 
clarification of J'oirtt Contention IV Certificate of Sve 
enc 1 

EDDLEMANi W E(f(^lemain» H EDDLENAN*W Joint tntervenors - Shearon 
Harris DSB 727 84/07/30 BRIGHT. G Q . CARPENTER* J H * 

KELLEV* J L Atramic Safety and Licensing Roard Panel &p p 
25904 293 3A)t Piche S0‘-400. 84/07/30, 8408030070 


Q40Bt4DOOO First »et af e.nier9encv planning Interrogatories & request 
for production pf docunents Certificate of Sve enc 1 Related 
correspondence 

RlDOl44y>0 A Carolina Power & Light Co RIDGWAY, |> A Shaw# 
Pittman. Patts r* Trowbridge R5D ?47 04/OQ/0? Conservation 

Council of North Carolipa 14pp 2i6044 064 24X 

Fiche 50-400,04/08/09.8400140008 


840B02O054 Provides requested info ro schedule fop testing ti insps of 
two TDI diesel generators for standby emergency power 
Operational testing scheduled for Last Quarter (984 & earig 
1985 Sve list end Related correspondence 

O'NEILL. J H Shauj, Pittman# Potts L Trowbridge O'NEILL. J H 
Carolina Power t* Light Co DSQ 700 84/07/31 KFLLV, J L . 

D 8 I 0 HT.G a . CARPENTER. J M Atomic Safely and Licensing Dnard Panel 
5pp 2SB91 330 24XFlche 30-400,04/07/31.8408020054 


8406140022 First set of emergency planning interrogatories IW request 
for production of docunents Certificate of Sve end Related 
corresp odenc e 

RIDGHAYiD a Carolina Pauier L Light Co 8TDGNAY# 0 A Shanii, 
Pittman, Pdtts tf Trowbridge DSB 949 04/08/09 Chapel Hill 

Anti-Nddear Oroup Effort 2tpp 26044 l^-O 24X 
Fiche 50-400,84/08/09,8408140022 


B40B070397 Response in support of applicant 040718 motion for 
racons idorat 1 on or dar 1 f icat i on of ASLQ 840413 memorandum 
order on Joint Contention IV Certiflcatd of Sve end 
MOORE. J E Hearing Branch 1 DEO B1 1 84/07/31 Atomic Safety 

and Licensing Hoard Panel 9pp 25942 237 24X 

Fiche 50-400.04/07/31,0400070377 


G40B070459 Informs of agreement ta negotiate w/appllcant counsel 
D Hollar re adequacy of various responses in applicant 
B40725 discovery responses on emergency p 1 anning , incl ud Ing 
document identification Related correspondence 

EDDLEMANcH Eddleman# (I DSD 762 84/00/01 KELLEY# J Atomic 

Safety and Licensing Board Panel Ip 25940 299 24X 

Fiche 50-400. 64/00/01 #0403070459 


0403090224 Informs that NRC consultant T Urbanik will not be available 
until 640813 to respond to i nter rogatar los re Contentions 
219 b S24 Related correspondence 

BARTH, C A HeariPq Drench I DSD 865 84/OB/Ol EDDLEHAN» W 

Eddleman, W Ip 23971 243 24 X Fi che 90-400, B4/0a/01. 0408090224 


S403070293 Order providing final set of rulings on admissibility- of 
offsite emergency planning canton tions. rul 1 ng on petition 
for i/alver of need for power rule b notice of upcoming 
telcon call Ser-Yed on B40B06 

DRlOHTi 0 a j CARPENTER. J H . KELLEY. J L Atomic Safety and Licensing 
Board Panel D00 771 04/00/03 62pp 25948 011 24X 

Fiche 90-400,04/00/03.8400070293 


0408090170 Further response to B40329 Interrogatories re Joint 
Intervenor Contention 1 concerning ^igt qua! 1 f icatlons 
Affidavits of FS Cantrell it PR Denvls b Certificate of Bve 
end Related car r ospondence 

□ARTH. C A Hearing Branch 1 OSB 066 04/00/03 Atomic Safety 

and Licensing Board Panel 43pp 23973 l29 24X 

Fiche 30-400.04/00/03,0400070170 


0400090439 RespansE to applicant motion to establish procedure for 
requesting extenaions of time Certificate of Sve end 
RUNKLEi J Conservation Council of North Carolina DSD 604 
04/08/05 Atomic 0afBty and Licensing Board Panel 0pp 

25902-224 24X Fiche 90-400# 04/00/05, 04O8O9O495 


0400080217 Proposed findings of fact in reply to proposed findings of 
fact b conclusions of lau submitted by t/ Eddleman on 
Contention 0F( l ) tt by Joint Interve-nors on joint Contentions 
IKE) it fC) Certlfitrate of Sve end 

BAUSEfl. D D Carolina Power I. Light Co BaUSER# D 0 QhaWr Pittman. 
Potts & Troubridge DSQ 621 04/00/06 lOpp 23767 033 24X 

Fiche 90-400, 04 / 00 / 06 . 3400000217 


0400090172 Reply findings re Eddleman Contentian 0F(1I L Joint 
Contention llCe) h IKc) Eddleman proposed Findings 11 & 14 
& portions of Joint Intervener Findings 8,9#22 U 27 should 
not be adapted certificate of Sve end 

MODRE. J E Hearing Branch t DSB 064 84/00/06 Atomic Safety 

and Licensing Beard Panel 7; p 25973 OtO 24X 

Fiche 30-400104/00/06,8400090172 


B4OB13D20G Supplenrntal answer to Etfdleman Interrogatory 

57-C-10-3 (a)- ( d > requesting Identification of all documents. 

methodolog i esi data# equat 1 ons# calculations 8< info 

Certificate of sve end Related correspondence 

HOLLAR, D C Carolina pouer L Light Co DSB 904 04/00/00 

Eddlentdn# W 6pp 26003 396. 24X Fiche 90-400,84/08/00.8408130288 


G40B1400O2 Proposed Eddleman exhibits on Contention 116 re fire 
protection Certificate of 8vc end 

EDDLEMAN# LI Eddleman# U DBD 943 84/00/09 33pp 26092 304 

24X Fiche 50-400.34/00/09.8400140002 


0400140004 First set of emergency planning Interrogatories L request 
for production of documents Certificate of Sve end, Related 
c orTBspohdence 

RIDDNAY,D A Carolina power L Light Co RIDOUIAY, D A Shaw. 
Pittman# Potts^^ Troubridge. DSD 945 04/00/09 Ullson. R 

ILpp 26090 3S2 S4X Fiche 90-400# 04 /0B/07r 84001 40004 


B40B140048 First set of emergency planning interrogatories L request 
for production of docunents Certificate of Bve end Related 
cor reap undent e 

RIDOHAV.D a Carolina Rower L Light Co RlDGWAYiD A Shaw. 
Pittman# Potts fc Troub-ridge D9D 946 04/00/09 Joint 

Intervenors — Sh^aron Harris 16pp 26044 209 84X 

Fiche 50-400# 04/06/09, 0408 140040 


0400140097 First s«t of emergency planning interrogatories h request 
far pradu-ction of docunents Certificate of 8vc encl Relateif 
c orrespondenc a 

RIDOMAY. » A Carolina Power it Light Co RIOOWAY, D A Sb«W# 
Pittman. Potts 6 Trowbridge DSD 940 64/08/09 Eddleman. N 

27pp 26060 216 24X Fiche 90-400,84/08/09,8406140057 


B40B140119 Notice of docunents relied upon L previously served a? 
testimony In chief L case In chief of joint Contention I re 
fogt It Contentian 65 Related correspondence 

EDDLEMAN, N Eddleman. (| DEB 942 04/06/09 Atomic Safety and 

Licensing Boarif Panel 2pp S605i 259 24X Fiche 90-400.34/08/09. 

8400140119 


—84001 40122 Fi fth set of In t err og ator 1 es. R e lat e d correspondence 

EDDLEMAN, U Eddleman. H 04/08/09 Office of the Executive 
Legal Director I2pp 26051 260 24X Fiche 50-400.94/08/09. 

04091401 19 


— 8409140125 Tenth set of general 1 nterragotorie*- Related correspondence 
EDDLEMAN. W Eddleman# H 64/00/09 Carolina Power b Light Co 
119pp 26051 272 24X Fiche 90-400,04/00/07,0400140119 


9408160105 Eddleman contentions on emergency pla-n brochure, ''Safety 
Info for Shearon Harris Nuclear Power Plant " Certificate of 
Sve enc t 

EDDLEMAN. U Eddleman, N DSD 077 64/08/10 Atomic Safety and 

Licensing Board Panel 7S0pp 26006 001. 24X Fiche 50-400. 

04/08/10. 0408160105 


0400200186 Affidavit of DJ Furr stating that answers to Interrogatory 
37~C-10-3<a) - (d) correct *< true to test of Info & 
knowledge Notice of appearance of EM Roach I# Certificate of 
8vc end 


FURR, B J Carolina Power & Light Co DSB 321 04/09/13 4pp 

26279 199 24X Fiche 50-400.64/08/13.0400260106 


B4O02OO49O Forwards FEMA responses to 040629 Interrogatories 
Certificate of Evr encl Related correspondence 
MOORE, J E Hearing Branch I DDB 174 04/08/14 EDDLEMAN. W 

Eddlema-n, H 3pp 26136 321 24X Fiche 50-400# 04/08/ 14. 0400200490 


— B40B200497 Response to interrogatories propounded by Intervenor 
H Eddleman Related correspondence 

HAUKlNSi T I , RDCHLIB, 0 N Federal Emergency Management Agency, 
04/00/07 EDDLEMAN. N Eddleman. H 31 pp 26136' 324 24X 

Fiche SO-4DO, 04/00/14# 8400200490 


0400200496 Forwards subpoena farms for listed witnesses not called by 
u-tll L NRC re Contentions 41 6 65 Subpoenas ehoold be 
Issued unifor provisions of 10CFR2 790 W/o forms Certificate 
of 8vc end Related correspondence 

eddleman# N Eddleman. N DSB 145 04/08/17 3pp 26136 355 24X 

Fiche 50-400.84/00/17.8400300499 


0408210323 Request for su-bpeenes for listed witnesses on joint 
Contentian t re mgt capability Certificate of Bve encl 
Related correspondence. 

RONCKLE. J Joint Interveners ~ Shearpn Harris DSB 181. 84/06/17 

AtoAiic Safety and Licensing Board Panel 4pp 26179 132 24X 

Fiche 90-400.04/00/17.0408210333 


0408270122 Forwards 0ER re TDI Diesel OeneratoT Owners Group program 
plan Rept discussed during B40B10 conference call Related 
correspondence 

MOORE. J E Hearing Branch I D8D 300 04/03/21 KELLEY, J L i 

CARPENTER. J H . BRIOHT. 0 □ Atomic Safety and Licensing Board Panel 
SOpp 2624B 002 24X Fiche 90-400, 04/00/2 1 # 640B 270 1 22 
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DOCKETED ITEMS 


B^0G230160 Notice of evidenti 
commencing on 040905 in Ral 
WEt_LEV« J L Atomic SaPetij 
84/08/22 Office of the 
a4)( Fiche 50-400.84/08/22- 


dt 4 hearing on Joint Content 
eigh.NC Served on B40fl22 
and Licensing Ooard Panel 
Eiecuti/e Legal Director 1 
B40 8230 160 


ion 

DSB 

P 


1 . 

210 

2^209 290 


8408280439 Foruardt SALP rept for 000701-811231 L NRC Manual 
Chapter NRC-05l/> Page 9 of Cleuitt prefiled testimony refers 
to SALP rept Figures on Page 9 of Cleujitt attachment came 
from Page 2 of rept Related correspondence 

BARTH, C A Hearing Branch l OSD 342 04/08/22 PAYNE. T 

Affiliation Not Assigned Ip 26280 295 24X Fiche 50-400. 

B4/0B/22. 8408280439 


J Insurance U indemnity information 


B408210027 Forwards Endorsements 1-5 to NELIA Policy 
BARHAM. C D Carolina Power L tight Co 84/08/15 
Assistant Director for State L Licensee Relations 
24X Fiche 50-400.04/08/15.8400210027 


NF-280 
SALTZMAN, J 
13pp 26101 


351 


K Utility Final Safety Analysis Report <FSAR> & amends 


8408070301 Forwards Amend to FSAR. descnb ing environ 
program tt providing add! info re SER Open Item 5 
MCDUFFlEiM A Carolina Power & Light Co 84/07/27 
Office of Nuclear Reactor Regulation. Director Ip 
Fiche 30-400. 84/07/27. 8408070381 


qual 1 f ication 

DENTON. H R 
25947 085 24X 


—0408070384 Amend Ih to FSAR 

» Carolina Power & Light Co B4/07/27 7lpp 23947 006 24X 

Fiche 30-400.84/07/27.8400070361 


8408090509 Forwards affidavit certifying distribution of Amend 16 to 
FSAR nn 840727 

ZIMMERMAN. S R Carolina Power L Light Co 84/00/02 EISENHUT.D 0 
Division of Licensing 4pp 25993 012 24X Fiche 50-400.84/00/02. 
8400090509 


0 Inspection reports. IE Bulletins h correspondence 


B4DB30O347 Act receipt of 831110 supplemental Itr informing NRC of 
steps taken to correct violations noted in Insp Rept 
50-400/83-29 

LEWIS-R C Division of Project A Resident Programs 04/06/08 

UTLEY. E £ Carolina Power (< Light Co Ip 26308 330 24X 

Fiche 50-400. B4/06/0B. 0408300347 


-0408300350 Provides add! response to NRC 631110 Itr re violations noted 
in Jnsp Rept 50-400/83-29 Corrective actions procedure for 
control of non-ASME bolting mails will be implemented by 
mid-June 


PARSONS.R « Carolina Power i Light Co 04/06/Oi O'REILLY. J P 
Region 2. Office of Director 2pp 26308 351 24X 

Fiche 50-400,84/06/08.0408300347 


0400280088 Forwards Insp Rept 50-400/84-19 on 040710-13 Mo 
Violations or deviations identified 

VERRELLI.D M Region 2. Office of Director 04/07/24 UTLEY, E E 

Carolina Power U Light Co 2pp 26202 028 24X 

Fiche 50-400.84/07/24.8408280080 


—8408260091 Imp Rept 30-400/84-19 on 840710-13 No violations or 
deviations noted Major areas inspected action on previous 
enforcement natters. const progress. RCPD p ip ing. vl sua I esam. 
safety-related components & TE bulletins 
KLEINSORGE.W P .. BLAKE. J J Region 2, Office of Director 
84/07/20 lopp 26282 030 24X Fiche 50-400,04/07/24.8408280088 


5407230229 IE Info Notice 64-57. “Operating Experience re Moisture 
Intrusion In Safety-Related Electrical Equipment at 
Commercial Power Plants ** Sve list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response <Post 830103) 84/07/27 Consolidated Edison Co of New 

York, Inc I19pp 2586 5 047 24X Fiche 50-000,84/07/27.8407250229 


6400280026 Forwards Insp Rept 30-400/04-20 on 040709-12 No 
violations or deviations identified 

VERRElxr.D N Region 2. Office of Director 84/07/27 UTLEY, E E 

Carallna Power tc Light Co 2pp 26281 344 24X 

Fiche 50-400.84/07/27,8408200026 


— 8408280028 Insp Rapt 50-400/84-20 on 040709-12 Ho violations or 
deviations noted Major areas Inspected fire protection 
WISEMAN. 0 R , CONLON, T E Region 2, Office of Director, 04/07/24, 
4pp 26281 346 24X Fiche 30-400.84/07/27,8408280026 


B4D0O1OJ33 IE Info Notice 04-59. Deliberate Circumventing of Station 
Health Physics Piocedures “ Svc list end 

JORDAN. E L Division of Emergency Preparedness *' Engineering 
Response <Post 033103) 81/00/06 Consolidated Edison Co of New 

York. Inc 122pp 26060 001 SAX Fiche 50-000.84/00/06.0408010333 


S40B010337 IE Info Notice 84-60. “Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement “ Svc list encl 
janOAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co of Neui 

York. Inc 123pp 26067 158 24X Fiche 50-000.84/00/06,8400010337 


8408070120 IE Info Notice 84-61. “Overexposure qf Diver in PWR 
Refueling Cavity ” Svc list end 

JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) S4/08/OB Consolidated Edison Co of New 

York. Inc 120pp 26129 118 24X Ficho 50-000.84/08/00.8408070120 


0408070376 IE Info Notice 84-62. "Therapy M i sadmin i strat i ons to 
Patients Undergoing Cq- 60 Tsletherapy Treatments " Svc 
list end 

GRACE.J N Division of QA. Safeguards fi- Inspection Programs (Post 
030103) 84/00/10 Consolidated Edison Co of rieui York. Inc 

125pp 26130 001 24X Fiche 50-000.04/08/10.0408070376 


8408280456 Ad receipt of 840726 supplemental response informing NRC of 
steps taken to correct violations noted in Insp Repts 
30-400/03-23. 50-400/83-26 << 50-400/03-29 

LEWIB.R C Region 2. Office of Director 84/08/10 UTLEY, E E 
Carolina Power 6 Light Co Ip 26202 141 24X 

Fiche 50-400.04/08/10.0408200456 


— 0408280460 Responds to NRC 031019 Itr re violations noted in Insp Rept 
50-400/83-25 Corrective actions evaluation performed to 
Identify fasteners in nofeor control ctrs under scope of Reg 
Guide 1 29 

PARSONG.R M Carolina Power 6 Light Go 84/07/26 O'REILLY, J P 
Region 2, Office of Director 3pp 26282 142 24X 

Fiche 50-400.04/00/10,8408200436 


— 8403280465 Responds to NRC 830922 Itr re violations noted in Insp Kept 
50-400/83-26 Corrective actions implementation of FCR-P-1366 
rerouted pipe resolved interference problem 

PARSONS. R M Carolina Power 6 Light Co 84/07/26 O'REILLY, J P 

Region 2, Office of Director 3pp 26202 145 24X 

Fiche 50-400.04/08/10,8408200456 


— Q40B280469 Updates 040601 response to NRC 830922 Itr re vlolatluns 
noted in Insp Rept 50-400/03-29 Corrective actions site 
administrative procedure governing identification af bolting 
mail issued 

PARSONS. R M Carolina Power 6 Light Co 84/07/25 O'REILLY. J P 

Region 2. Office of Diractor Spp 26282 148 24X 

Fiche 50-400.84/08/10.0400280456 


8400100009 
8vc list 
JORDAN. E 
Response 
York, Inc 


IE Info Notice 04-63, “Defective RHR Replacement Piping 
enc 1 

L Division of Emergency Preparedness 6 Engineering 
(Post 030103) 04/08/13 Consolidated Edison Co of Now 

I19pp 26197210 S4X riche 50-000.04/08/13,0400100009 


B4O81OOO30 IE Info Notice 04-64, “DWR HPCl Initiation Seal-In & 
Indication " 9vc list encl 

JORDAN. E L Division of Emergency Preparedness I- Engineering 
Response (Post 030103) 04/00/15 Consolidated Edison Co of Hew 

York, Inc 104pp 26190 093 24X Fiche 50-000,04/08/15.8400100030 


B4O01OOQ21 IC Info Notice 04-65, “Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Eq.ulpment " Svc 
list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103} 04/08/16 Consolidated Edison Co of Heu 

York. Inc llQpp 26193 001 24X Fiche 50-000.04/08/16.8400100021 


0408100055 IE Info Notice 34-66. “Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train “ Svc list end 
JORDAN. E L Division of Emergency Preparedness &. Engineering 
Response (Post 030103) 84/OB/17 Consolidated Edison Co of Heu 

York, Inc I20pp 26276 001 24X Fiche 50-000, 04/08/ 17. 8408100055 


8408140208 
High Fail 
JORDAN, E 
Response 
York, Inc 


IE Info Notice 84-67, "Recent Snubber Inservic 
ure Rates “ Svc list end 

L Division of Emergency Preparedness ?<. Engin 
(Post 030103) 04/08/17 Consolidated Ed i s 

122pp 26276 122 24X Fiche 50-000,04/08/ 


e Testing W/ 
ear ing 

on Co of New 
17. B40B14020B 


B4O021O142 IE Info Notice 04-66, “Potential Deficiency in Improperly 
Rated Field Miring to Solenald Valves " Svc list encl 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 04/00/21 Consolidated Edison Co of New 

York, Inc il5pp 26329 008 24X Fiche 50-000, 04/08/21, 8408210142 
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6408240316 Poruards SALP Repts =0-26 1 /G4-24> 50-324/84- 1 6. 90-325/B4- 1 6 
&< 50-^00/04-18 for Feb 1903 - f,pr 1904 

LEWIS. R C Region 2- Office of Director 84/00/21 UTLEy, E E 
Carolina Pouer U Light Co 2pp 26225 230 24X 

FI Che 50-000.84/00/21.8400240316 


— 0408240319 SALP Repts 50-261/04-24.50-324/04-16.50-325/84-16 tt 
50-400/04-10 far Feb 1983 - Apr 1904 

« Region 2, Office of Director 84/04/30 Tlpjj 26225 232 24X 

Fiche 50-000.84/00/21.8408240316 


8408280215 Forwards OA Insp Rept 999000255/03-01 re defective capstan 
spring tangs in PSA-l PSA-3 (nechaiucal snubbers rnfg by 
Pacific Scientific Co Process requiring vendor to form 
spring before age hardening specified 

ZECH. O G Vendor Program Dranch 84/09/22 LEWIS. R C Division of 
Project tt Resident Programs 6pp 26274 301 24X 

Ficho 50-000,04/08/22.0408280215 


8408230439 Forwards SALP rept for 800701-011231 i' NRC Manual 
Chapter NRC’05l6 Page 9 of Cleuiitt prefiled testimony refers 
to 3ALP rept Figures on Page 9 of Cleultt attachment came 
from Page 2 of rept Related correspondence 

DARTHrC A Hearing Branch 1 DSD 342 84/08/22 PAYNE. T 

Affiliation Not Assigned Ip 26200 295 24X Fiche 50-400/ 

34/09722. 8400200439 


04OS3OO243 Forwards responses to written ic verbal questions raised by 
Equipment Qua J i f i cati on Branch reviewers during insp 
conducted on 840009 & 10 

ZIhMERMAM.9 R Carolina Power & Light Co 84/08/24 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Bpp 26300 129 
24X Fiche 90-400.04/08/24,8408300243 


S Reportable occurrences. LERs tt related correspondence 


9405290D62 Forwards “Investigation of Types AF & AE Piston Skirts " 
Rept supercedes 040227 submittal 

RAYiC L TDI (Transaner i ca Delaval. Inc > Owners Group 84/05/S4 
DENTON. H R Office of Nuclear Reactor Regulation, Director 2pp 
24690 045 24X Fiche 50-000.84/05/24,0409290062 


— 8409290079 "Investigation of Typos AF L AE Piston Skirts " 

■* Failure Analysis Associates FAAA-04-2- 1 4 Q4/09/23 12app 

S4X riche 50-000.84/09/24.8405290062 


8405290179 Forwards “Evaluation of Emergency Diesel Generator 
Crankshafts at Bhoreham 1. Grand Oulf Nuclear Power 
Stations *’ 

RAYjC L TDI (Transamer 1 ca Delaval. Inc ) Owners Group 84/03/24 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
24693 090 24X Fiche 50-000. 84/05/24. 0405290 179 


S40B060405 Forwards rdpte received by BKIWL & consultants directly from 
FaAA tt TDI Owners Group at 040622 meeting Draft “Overview of 
Repts. Ana lysis Ct Recommendations re Main Propulsion Engines 
i1/V Colunibla’' end 

ALZHEIMER. J M BalteUe Memorial Institute. Pacific Northwest 
Laboratories 84/06/20 HILLER. M Division of Licensing 198pp 
29926 173 24X Fiche 90-000, 04/06/28. 8408060409 


8400060050 Forwards info addressing open items Identified in NRC/BNWL/ 
TDI Diesel Generator Owners Group 040622 meeting 

RAY, C L TDI (Transamer i ca Delaval. Inc > Owners Group 04/07/tO 
DenUNOER.C Director's Office. Office of Inspection and 

Enfarcement 43pp 25933 133 24X Fiche 90-000.84/07/10. 

0408060050 


8408090291 Second interim deficiency rept. Item 162 re inadequate tack 
welds in fire barrier panels Initially reported on 040314 
Sections of cable tray will be protected -by covers by 
890931 Final rept will be issued by 050531 

PARSONS, R M Carolina Power it Light Co 84/07/11 O'REILLV.J P 
Region 2. Office of Director 4pp 25994 032 24X 

Fiche 50-400.04/07/11.0400090291 


8408090018 Second interim deficiency rept. Hem 160 re defective shop 
welds un seismic restraint structures Initially reported on 
840306 NDiCt rept anticipated by B50331 

PARSDNS.R M Carolina Power tt Light Co 64/07/13 D'REILLY. J P 
Reylon a. Office of Director 4pp 29993 250 a4X 
Fiche 90-400.64/07/13.0400090018 


8406090131 Interin deficiency 6 Part 21 repts. Item 178 re stainless 
steel eockolettes It weldolettes supplied by Ouyon Alloys. 

Inc not In accordance u/NCA 3800 Initially reported on 
E40617 Next rapt by 040915 

PARBDNB, R M Carolina Power L Light Co 84/07/16 O'REILLY. J P 
Region 2, Office of Directer 4pp 29994 320 24X 

Fiche 90-400,04/07/16.0400090131 


8400090031 Interim deficiency rept, Item 176 re Kerite Co single 
conductor power cables damaged, but undetected by insp {. 
testing Initially reported on 040619 Final rept by 841215 
PARaONB.R M Carolina Power t Light Co 04/07/19 D'REILLY, J P 
Region 2, Office of Director 4pp 25992 251 24X 

Fiche 50-400,04/07/19.8400090031 


8400090066 Deficiency tt Part 21 repts. Item 179 re Westinghouse not 
considering interaction scenario when postulating in-core 
flux mapping sys Initially reported on 040623 Repertab 1 1 1 ty 
to be determined by 840930 

PARSONS.R M Carolina Power Light Co 04/07/19 O'REILLY. J P 

Regiun 2. Office of Director Ip 25992 146 24X 

Fiche 50'*400. 84/07/19. 0408090066 


8408160438 Interim deficiency rept, Item 175 re exceeding max bolt 
hardness values Initially reported on 840517 Corrective 
action & submission of final rept will be accomplished by 
840926 Also reportable per Part 21 

PARSONS.R M Carolina Power & Light Co 84/07/24 D'REILLV, J P 

Region 2. Office of Director 4pp 26106 343 24X 

Fiche 50-400,84/07/24.0400160438 


0408160416 Interin deficiency rept. Item 100 re welds in emergency air 
cleaning units Initially reported on 040620 Analysis of weld 
connections underway Next rept will be submitted by 840620 
PARSONS.R M Carolina Power 8. Light Co 64/07/25. a'REILLY. JP 
Region 2. Office nf Director Ip 26106 073 24X 

Fiche 50-400,84/07/25.0400160416 


8408060102 Forwards “Emergency Diesel Generator Auxiliary Module 
Control Hiring Termination Oual i fi cation Review “ Addl 
capias sent to oNHL 

RAV. 0 L TOl (Tf anaamer ica Delaval. Inc ) Owners Group 94/07/27 
DENTON. H R Office of Nuclear Reactor Regulation. Director 8pp 
2 5932 137 a4X Fiche 50-000, 84/07/27.0408060102 


— 8400060139 "Energency Diesel Generator Auxiliary Module Control Hiring 
& Termination Qualification Review " 

* Stone 8. ifebster Engineering Corp 04/07/3 1 36pp 25932 139 
24X Fiche 50-000.04/07/27.8400060102 


0408160168 Fifth interim rept. Item 41 re potentially significant 
failure of reactor protection sys following high energy line 
rupture Initially reported on 600707 Steam generator ref 
legs will be i nsulated. Final rept to be issued 641002 
PAR0DNB. R M Carolina Power & Light Co 04/07/30 O'REILLY. J P 
Region 2, Office of Director 4pp 26108 056 24X 

Fiche 50-400.64/07/30,8408160160 


B40616040D Interim deficiency rept. Item 104 re defective weld* on 
4a0-volt «ul tchgear. purch ase order NY-435171 Initially 
reported on 830304 Major defective welds repaired Final rept 
ulll be submitted by 6S0401 

PARSONS.R M Carolina Power it Light Co 04/07/30 0 'REILLY. J P 

Region 2. Office Of Director 4pp 26106 1S6 24X 

Fiche 50-400.84/07/30.0400160400 


0400160443 Interin deficiency rept. Item 160 re 6 9-kV switchgear 
circuit breakers Initially reported op 040420 Corrective 
action L submission of final report will be accomplished by 
841001 Also reportable per Part 21 

PARSaNB, R M Carolina Power & Light Co 04/07/30 O'REILLY, J P 
Region 2. Office of Director 9pp S6107 268 24X 

Fiche 50-400.04/07/3010408160443 


8400160437 Interim deficiency rept, Item 165 re reactor vessel support 
anchor bolt nuts Initially reported on 040312 Procedure 
TP-20 rewritten Corrective action b submission of final rept 
will be accomplished by 841002 

PARSONS.R M Carol ina power & Light Co 84/07/31 O'REILLY. J P 
Region 2. Office of Director 5pp 26106 347 24X 

Fiche 90-400.84/07/31.8408160437 


0408060324 Forwards "Design Review of Elliott Model 650 Turbocharger 
Used on TDI DSRV-12-4 It DERV-20-4 Emergency Diesel Generator 
Sets " 

RAY.C L TDI (Tronsamerica Delaval. Inc J Owners Group 84/00/01 
DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 
25927 064 24X Fiche 50-000.84/08/01,8400060324 


0408160394 Forwards "Design Review of Engine Base tt Draring Caps for 
TDI D 8 RV -16 Diesel Engines " 

RAY.C L TDI i Transamer ica Delaval. inc 1 Dwneri Group 04/00/10 
DENTON. H R Office Of Nuclear Reactor Regulation. Director 2pp 
26091 147 34 X FU he. SO-000, 84/08/10, 0400160394 


— 8408160403 "Design Review of Engine Base tt Dearing Gaps for TDI 
DSRV-16 Diesel Engines. " 

a Failure Analysis Associated FAaA- 04-6-53 04/08/31 44pp 

26091 149 24X Fiche 90-000,84/00/10,0408160394 
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DOCKETED ITEMS 


B40B24Q115 Forwarrfs BER re TDI Diners Group program plan addre-asob 

deiagn ra^/i eu/ q ua 1 i tg revalidation program/ testi ng S< inapi 
malnt L surveillance tt sets forth requirements for operation 
prior to completion oF program plan 

£I8EfjHUT/DG Division of Licensing B4/oa/13 GEORGE^ J B TO I 
( Transamer ica Delaval/ Inc ) Qtuners Group tp S6S93 194 24X 

Fiche 50-000i 04^08/13, 640024 01 19 


— G40B340157 Safety evaluation of TDI Owners Group program plan Da^ed on 
BNViL evaluat 1 oni p Ian incorporatee essential elements needed 
to resolve -o utstaiui Ing concerns re reliability of JDI 
engines for nuclear svc 

* NRC - No Detailed Affiliation Given 04/00/13 Slpp 
26353 195 24X Fuhe 50-000.84/08/1318408240115 


840B160395 Forwards "Design Review of Elliott Model 900 Turbocharger 
lised on TDI DSR-48 It DSRV-16 Emergency Diesel Generator 
Sets. “ representing final QA verified rept Addl copy 
forwarded to I]fJWL<per NRC request 

RAY.C L TDI ( TransamBT ica Delaval. inc ) Duners Group 04/08/14 
DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 
26030 163 24X Fiche 50-000.64/06/14,8403160395 


— 64DB160397 “Design Review of Elliott Model 900 Turbocharger Used on 
TOl DSR-48 DSRV-t6 Emergency Diesel Generator Sets ** 

* Failure Analysis Associates FAAA-B4-5-7 04/07/31 6tpp 

26066 165 24X Fiche 50-000.64/00/14.0408160395 


6406300196 Advises ttat item re possible linear type indications on 
surface of 8A-300 Grade D matl pipe hangers <nfg by Dergen 
Paterson closed ui/a action I tern considered not reportable 
per IOCFR50 55(a} & Part 21 

ZECHiG G Vendor Program Branch 64/06/16 LEUtSiR c Region 2. 
Office of Director tp 26133 066 24X Fiche 50-400.04/08/16. 

6406S00196 


6408210399 Informs that VITS 03-040 t< 83-099 re possible defective 
uelds In C&D battery racks closed w/o action based on utal 
630418 final rept Items not reportable per 10CFR50 S5(el or 
Part 21 

2ECH. 0 G Vendor Program Branch 64/06/16 LE-Wls«R C Region 2. 
Office of Director DANIELBON. D H Region 3. Office of Director 
ip 26160 307 24X Fiche 50-400. 64/06/16. 0406210399 


840B290179 Forwards response to 040723 request for addl Info on repts 
submitted by TDI Diesel Generator Owners Group 

RAY.C L TDI (Transamer i ca Delaval, Inc ) -Owners Group 64/09/23 
BERLINOER.C Office of Nuclear Reactor Regulation. Director I2pp 
26289 221 24X Fiche 50-000164/06/23.6406290179 


T Hearing transcripts on non-anti trust matters 


6406140014 Forwards testimony & exhibits to be offered into evidence at 
hearings on safety contentions, to begin on 840909 i. lOLO 
Related correspondence 

BAXTER.? A Shaw. Pittman. Potts it Trowbridge BAXTER. T A 

Carolina Power I, Light Co DSB 950 04/08/09 KELLEY, J L . 

BRIGHT. 0 0 . CARPENTER. J H Atomic Safety and Licensing Board Panel 
3pp 26062 130 a4X Fiche* 50-400. 04/06/09 . 8406140014 


— 6408140016 Testimony of MJ Hitchler on Joint Intervener Contention 
Vlt (41 re steam generator tube rupture analysis Related 
c orrespondenc e 

HITCHLER. M J Carolina Pocjer & Light Co HITCHLER, M J 
Mestinghoose Electric Corp 64/06/09 Atomic 0afety and 
Licensing Beard Panel 27pp 26002 I3a> 24X 
Fiche 30-400 . 04/06/09.8408140014 


—6408140023 Testimony of JF Nevill.AG Fuller. DR Tlmberlake l< KV Hate on 
Eddleman Contention 41 re pipe hanger welding Related 
correspondence 

NEUILL. J F , FULLER, A G , TIMBERLaKE. D R Carolina Pawer U Light 
Co 64/00/09 Atomic Safety and Licensing Board Panel 35pp 
26082 160 24X Fiche 30-400.84/00/09,0408140014 


—8408140027 Testimony of OA Kanakarls, RM Parsons 4« LF Garner on Eddleman 
Contention 65 re concrete containment structure Related 
correipondenc e 

KANAKARIS, 0 A . PARSONS. R M Carolina Power 1. Light Co 
KANAKARIS. G A Ebasco Services. Inc (subs of Enserch Corp ) 
64/00/09 Atomic Safety and Licensing Board Panel I56pp 
26082 193 24X Fiche 90-400.84/00/09.6400140014 


— 84O0UOO3I Testimony of MA Serbanescu on Eddle/nan Contention 116 re 
fire protection Prof qualifications end Related 
correspondence 

BERBANESCUiM A Consumers Power Co SERBANESCU. li, A Ebasco 
Services. Inc (subs of Enserch Corp > B4/0B/09 Atomic 

Safety and Licensing Board Panel 42pp 260G2 391 24X 

Fiche 30-400,04/00/09.6400140014 


—8400140036 Testimony of OD Waters on Eddleman Contention 116 re fire 
protection Related correspondence 

WATERS, D B Carolina Power 8. Light Co 84/08/09 Atomic Safety 

and Licensing Board Panel 200pp 26003 031 54X 

Fiche 50-400.04/06/09.8400140014 


Q40B14OO64 Forwards listed NRC testimony on safety issues of hearings 
on B4O905 t lOlo SER 4- 55ER 1 Related correspondence 
BARTH. C A Hearing Branch 1 DSB 941 04/00/09 KELLEY. J L , 

BRIGHT. G a . CAHPENTER.J H Atomic Safety and Licensing Board Panel 
2pp 26092 029 24X Fiche 50-400, 64/03/09. B408l4(X)64 


—8408140070 Testimony of PR Demis on Joint Intervener Contention 1 re 
mgt qualifications Related correspondence 

DEMIS.P R Region 2, Office -of Director 84/00/09 43pp 
26052 031 24X Fiche 5-0-400.04/08/09,8400140064 


— 0406140075 Testimony of LJ3 Marsh it HF Conrad re Joint Contention VII, 
Part (4) Prof qualifications end Related correspondence 
MARSH. L B Reactor Systems Branch CONRAD, K F Materials 
Engineering Branch 84/00/09 9pp 26052 074 24X 

Fiche 50-400,84/00/09.8400140064 


— 8408140081 Testimony of PR Demis, GA Hallstrom U JJ Blake on Eddleman 
Contention 41 re pipe hanger uields Rclaled corrospondenc e 
BEMJS. P R . HALLSTROM, 0 A . RLAKE. J J Region 2. Office of 
Director 64/08/09 57pp 26052 083 24X Fiche 90-400.64/08/09, 

840a 1 40064 


**-8408140066 Testimony of JR Harris. JJ Lcnahan 8( PR Demis on Eddleman 
Contention 65 re concrete placement Related correspondence 
HARRIS. J R , LGNAHAN.J J . DEMIS.P R Region 2. Office of 
Director 64/06/09 51pp S6052 140 24X Fiche 30'*400, B4/OB/09, 

6400140064 


— 6408140093 Testimony of R Eberly S' RL Ferguson on Eddleman Contention 
116 re fire protection program Related correspondence 
EDERLY. R . FERGUSON. R L Chemical Engineering Branch 84/00/09 
74pp 26052 191 24X Fiche 50-400,64/00/09.8400140064 


0400140146 Forwards joint testimony re Joint Intervener Contention I 
concerning mgt capability FBAR sections. as exh i b its. one 1 
Related correspondence 

FLYNN. 8 F Carolina Power it Light Co DSD 956 04/00/09 

KELLEV. J L . BRIGHT. O 0 , CARPENTER, J H Atomic Safety and Licensing 

Board Panel 2pp 26046 001 24X Fiche 50-400. □4/08/09. 0406140146 


— 0400140151 Joint testimony of EE Ulley. KA McDuffie. T Elleman.HR Bank*. 
PW Howe, CR Dictx.GP DoattyiRG Morgan, RA Natson.JL Nillisi 
JM Davis L AW Powell on Joint Intorvenor Contention 1 re 
mgt capability FSAR exhibits end Related correspondence 
UTLEV. E E . MCDUFFIE* M A . ELLEMAN, T 8 Carolina Power it Light Co 
04r/O9/O9 363PP 26046 003 24X Fiche 90-400. B4/08/09, 

8408140146 


8408140478 Testimony of J Clewott re joint Contention 1 Svc list end 
Related correspondence 

CLEWETT, J Joint Intervenors - Shearon Harris dSB 023 04/08/09 

3Bpp 26060294 24X Flche 30-400,04/08/09,6408140470 


8400140293 Transcript of 040010 telcon in Dethesda.MD u/xthil U North 
Carolina Eastern Municipal Power Agency Pp 2.205-2.277 
M Atomic Safety and Licensing Board Panel 84/06/10 7Spp 
26043 073 24X Fiche 50-400,64/06/10.0400140293 


0400300150 Transcript of 040627 hearing in Dethesda.MD Pp 2.276-2,343 
♦ Atomic Safety and Licensing Board Panel 04/08/27 70pp 
26305 221 24X Fiche 50-400,04/00/27,0406300158 


U Operator Examinations 


84Q6310OL4 Confirms 040605 telcon re 640612 mgt meeting In Region II 
ofes to discuss upcoming operator exams it requal 1 f 1 cat ion of 
licensed operators following steam generator outage 
O'REILLY. J P Region 2. Office of Director 64/06/08 UTLEY. E E 
Carolina Power it Light Co Ip 26333 357 24X 

Fiche 50-000,64/06/06.8400310014 


DOCKET 50-401 SHEAR ON HARR IB NUCLEAR POWER PLANT. UNIT 2 
F Becurlty. medical, emergency it fire protection plans 


0406300297 Confirms 640002 telcon between DB Waters it PR Demis re 
840009 mgt meeting In Atlanta. GA to discuss emergency plans, 
action levels U emergency operating procedures 
LEWIS* R C Region 2, Office of Director 04/06/07 UTLEY. E E 
Carolina Power tt Light Co Ip 26306 353 24X 

Fiche: 50-400. 84/00/07. 0400300297 



DOCKETED ITEMS 


3o; 


G Adjudicatory correspondence 


640Qi6D12G P^oru/ards NRC staff Exhibits 1-3 £< mtervenor Exhibit 1 
Flelated correspondence 

RILEV, S L Tdyloe Associates 04/Q6/2S PLEASANT. E 

Ad/nin i s tr at I ve t Logistical Support Branch Ip 2hlSb 167 S4X 

FUhe 50-400.84/06/25.0400160129 


0400070397 Response in support of applicant 040718 (notion for 
reconsideration or clarification of ASLO 840413 memorandum 
& order on Joint Contention IV Certificate of Svc pnc 1 
MODRE. J E Mealing Branch 1 DSB Slj 04/07/31 Atomic Safety 

and Licensing Board Panel 9pp 25942 237 24X 

Fiche 50-400.04/07/31.84000/0397 


0400090224 Informs that NRC consultant T Urbanik uii 1 1 not be available 
until 840S13 to respond to i nteTroga tor ies re Contentions 
215 tt 224 Related correspondence 

BARTH. C A Hearing Branch 1 DSQ 865 04/08/0! EDDLEHAN. W 

Eddleman. U Ip 23971 243 24X Flche 50-400,04/08/01.0400090224 


0400070293 Order providing final set of rulings on admissibility of 
offsite emergency planning contentions, rul ing on petition 
for uiaiver of need for pouier rule L notice of upcoming 
telcon call Served on 040806 

BRIGHT. 0 0 . CARPENTER. J H . KELLEV. J L Atomic Safety and Licensing 
Board Panel DSB 771 84/00/03 62pp 25940 011 24X 

Flche 50-400. 04/08/03. 8408070293 


04OSO9O17O Further response to 840329 interrogatories re Joint 
Intervener Contention 1 concerning mgt qual 1 f i cations 
Affidavits of FS Cantrell & PR Bemis 6 Certificate of Svc 
end Related correspondence 

BARTHrC A Hearing Branch 1 DSB 066 84/00/03 Atomic Safety 

and Licensing Board Panel 43pp 23973 129 24X 

Flche 50-400.04/00/03.0400090170 


8400090172 Reply findings re Eddleman Cantcntlon BFtl) & Joint 
Contention IKc) 6 IKcl Eddleman proposed Findings 11 & 14 
portions of Joint Intervenar Findings 8.9.22 & 27 should 
not be adopted Certificate of 5vc end 

MOORE. J E Hearing Branch 1 DSB 064 84/08/06 Atomic Safety 

and Licensing Board Panel 7pp 25973 010 24X 

Flche 50-400.04/08/06.8408090172 


8400200490 Foruiards FEMA responses to 840629 interrogatar ies 
Certificate of 0vc end Related correspondence 
MOORE. J E Hearing Bianch 1 DSB 174 84/00/14 EDDLEMAN, U 

Eddleman. U 3pp 26136 321 24X Flche 50-400.04/03/14.0400200490 


--04O02OO497 Response tP interroga tor i e s propounded by intervener 
U Eddleman Related ecrrespondance 

HAWKINS. T I . ROCHLIS. S M Federal Emergency Management Agency 
84/06/07 EDDLEMAN. N Eddleman. N 31pp 26136 324 24X 

Flche 50-400.04/00/14.8400200490 


0408270122 Foi wards SER re TDI Diesel Generator Ouners Group program 
plan Rept discussed during 840010 conference call Related 
correspondence 

MOORE. J E Hearing Branch 1 DSD 308 84/00/21 KELLEV/j L . 

carpenter. J H J BRIGHT. 0 0 Atomic Safety and Licensing Board Panel 
BOpp 26248 002 24X Fiche 50-400.34/06/21.8400270122 


0400230160 Notice of evidentiary hearing on Joint Contention 1. 
commencing on 040905 in Raleigh. MC Served on 040022 
KELLEVi J L Atomic Safety and Licensing Board Panel DSD 210 

04/00/22 Office of the Executive Legal Director Ip 26209290 

24X riche 50-400. 04/00/22. 0408230160 


B40B2B0439 Forwards BALP rept for 300701-011231 & NRC Manual 
Chapter NRC-0516 Page 9 of Clewltt prefiled testimony refers 
to SALP rapt Figures on Page 9 of Cleuitt attachment came 
from Page 2 Of rept Related correspondence 

BARTHiC A Nearing Blanch I OSB 343 04/OB/22 PAVNE. T 

Affiliation Not Assigned Ip 36200 295 24X Flche 50-400. 

84/00/22. 0406200439 


0 Inspection reports. IE Bulletins t correspondence 


0400280215 Forwards QA Insp Rept 999000255/03-Ot re defective capstan 
spring tangs In PSA-1 U PSA-3 mechanical snubbers mfg by 
Pacific Scientific Co Process requiring vendor to form 
spring before age hardening specified 

2ECH. G G Vendor Program Branch 84/00/32 LEWIS. R C Division of 
Project It Resident Programs 6pp 26274 301 24X 

Fiche 50-000. 04/08/22,0406200215 


0400280439 Foi wards SALP rept for 000701-61 1231 J- NRC Manual 
Chapter Nnc-0316 Page 9 of Cleuiitt prefiled testimony refers 
to SALP rept Figures on Page 9 of CletLiitt attachment came 
from Page 2 of rept Related correspondence 

DARTH.C A Hearing Drancb 1 DSD 343 04/00/22 PAVNE, T 

Affiliation Not Assigned Ip 26280 295 24X Fiche 50-400. 

84/06/22. 6408200439 


S Reportable occurrences. LER s related correspondence 


8405290062 Forwards "Investigation of Types AF 8. AE Piston Skirts “ 
Rept supercedes 040227 submi ttal 

RAV. C L TDI ITransaneri c a Delaval, lt>c ) Oujners Group 04/03/24 
DENTON. H R Office of Nuclear Reactor Regulation. Dlrocter 3pp 
24690 04S 24X Fiche 50-000,04/05/24,6405290062 


— 6405290075 ’'Investigation af Types AF & AE Piston Skirts ” 

* Failure Analysis Associates FAAA-84-Z-14 64/03/23 130pp 

24X Fiche 50-000.84/05/24.8403290062 


0405290179 Forwards “Evaluation of Emergency Diesel Oencrator 
Crankshafts at Bhoroham t< Grand Gulf Nuclear Power 
Stations “ 

RAY. C L TDI (Transamer ica Delaval. inc > Owners Group 64/OS/24 
DENTDN. H R Office of Nuclear Reactor Regulation. Director 2pp 
24692 090 24X Flche 30-000,04/05/24,840 3290179 


0406060405 FurUiards repts received by BNWU & consultants directly from 
FaAA Zt TDI Ownars Group at 840622 meeting Draft "Overview of 
ReptSf Ana ly sis Recommendations re Main Propulsion Engines 
K/V Columbia" end 

ALZHEIMER. J M BattolJa Memorial Institute. Pacific Northwest 
Laboratories 84/06/26 MILLER. M Division of Licensing lS8pp 
23926 173 24X Fiche 50-000.84/06/20,6403060403 


6408060050 Forwards info addressing open Items Identified in NRC/DNWL/ 
TDI Diesel Generator Owners Group 040632 meeting 

RAY. C L TDl ITransamar 1 ca Delaval. Inc ) Owners Group. 04/07/10 
OERLINGER.E Dirccto-r^s Office. Office of Inspection and 

Enforcement 43pp 25933 133 24X Fiche 30-000. 84/07/ 10, 

8400060050 


S4OBO6O102 Forwards "Emergency Diesel Generator Auxiliary Maduli 
Control Miring 6 Terininat i on Qualification Review *' Addl 
copies sent to BNUL 

RAY. C L TDI ITransamer ica Delaval. Inc ) Owners Group 04/07/27 
DENTON. H R Office of Nuclear Reactor Reg ulafcloTt. Director 2pp 
23932 137 ?4X Fiche 30-000.84/07/27.8400060102 


— 8408060138 ’'Emergency Diesel Oeneretor Auxiliary Nadule Control Miring 
b Termination Qualification Review “ 

e fitone 6 Mebster Engineering Corp 84/07/31 36pp 23932 139 
24X Fiche 90-000.84/07/27.6400060103 


6408060324 Forwards “Design Review of Elliott Model 650 Turbocharger 
Used on TDI DSRV-12-4 if D3RV-20-4 Emergency Diesel Generator 
Sets " 

RAY. C L TDI (Tranaamerl ca Delaval. inc > Owners Group 84/08/01 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
2S957 064 24X Flche 50-000,84/00/01.0408060324 


8406160394 Forwards "Design Review of Engine Date 6 Rearing Gaps for 
TDI DSRV-16 Diesel Engines " 

RAY. C. L TDI ( Transamer 1 ca Oolaval, Inc > Owners Group 04/OB/lO 
DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 
26091 147 24X Flche 50-000.04/00/10.0403160394 


--0400160403 "Design Revteu of Engine Base Tc Bearing Caps for TDI 
D3RV-16 Diesel Engines " 

e Failure Analysis Associates FAAA-a4-6-53 B4/06/3i 44pp 

26091 149 24X Fiche 30-000.84/00/10,6400160394 


84O024QI15 Forwards SER re TDI Quiners Group program plan. 8ER addresses 
design review/quality revalldatlon program, tes t Ing it Insp. 
malnt 6 surveillance it sets forth requirements for operation 
prior to completion of program plan 

EI8ENHUT. D 0 Division of Licensing 04/00/13 GEORGE. J D TDI 
ITransamerlca Delaval. Inc ) Ownors Group Ip 26233*174 24X 

Fiche 50-000.84/00/13.8408240115 


—0400240157 Bafety evaluation of TDI Owners Group program plan Based oh 
ONWL evaluation, plan incorporates essential elements needed 
to resolve outstanding concerns re reliability of TDI 
engines for nuclear svc 

* NRC - No Detailed Affiliation Given 04/00/13* Slpp 
26233 193 24X Fic he; 50-000. 04/00/13, 04082401 15, 



DOCKETED ITEMS 


160395 For(JdTd 5 Revieu of Elliott Model 90C Turl) acliarger 

Bd on TDI DSR-*4e 1 DSRV^lA Emergencij Diesel Generator 
tSj " representing final QA verified rept Addl copy 
rwarded to DNWL; per NRC request 

V* C L TDI < Tr^nsamer 1 ca Delava l< Inc I Owners Group Q4/03/14 
NTONi H fi Office of Nuclear Reactor Regulation* Director ?pp 
088 163 SAX Ftche 50-000* 04/08/ 1 4. B^OSliOaVS 


00160397 "Design Revieu of Elliott Model 900 Turbocharger Used on 
TDI DSR'-4a !« DSR'^-16 Gnergency Diesel Generatpr Sets " 

Failure Anali^sis Associates FAAA-04^5-7 04/07/31 &lpP 

26008 165 3AX Fich& 30-000. 84/08/ 1 4. 0408160395 


310399 Infer, rs that t*lTS 03-049 «< B3-099 re possible defective 
ids In C&D battery racks closed ui/a action based on util 
3410 final rept Items not reportable per 10CFR50 55(e) or 
ft 21 

2H. 0 G Vendor Program Branch 04/08/16 tEWIS.R C Region 2. 

Pice of Director DA^UELSDNpD H Region 3, Office of Director 
26180 307 24X Flche 50-400.84/08/16,8408210399 


290179 Forwards response to 040733 request for addl info on repts 
imitted by TOI Diesel Generator Diuners Group 

NC U TDI f Transaner i ca Delaval* Jnc ) Owners Group 84/08/23 
LiNOgR.C Office of liuclear Reactor Regulatlan. Director 12pp 
189 221 84X Flche 30-000^04/08/33,8408290179 


■aring transcripts on non-antl trust matters 


40064 Forwards listed NRC testimony oti safety issues of hearings 

840905 4i 1010 SER is SSER J Related correspondence 

ITHiC A Hearing Branch l DS8 94t 84/08/09 KELLEViJL . 

GHT, G O * CARPENTER, J K Atomic Safety and Licensing Opard Panel 
p 26053 029 24 X Fiche 50-400.84/08/09.8409140064 


8140070 Testimony of PR Bemis on Joint intervener Contention 1 re 
gt qualifications Related correspondence 

EMIB, P R Region 2, Office of Director 04/00/09 43pp 
6(353 031 84X Fiche S0~400» 84/08/09* 8409140064 


9140075 Testimony of LB Harsh & Hr Conrad re Joint Contention VII, 
art (4) Prof qualifications end Related correspondence 
ARBH/L B Reactor Systems Branch CDNRAD*H F Materials 
nglneerlng Branch 84/00/09 9pp 26093 074 24X 

tche 50-400*04/09/09,8400140064 


3140081 Testimony of PR Bemls.OA Hallstrcm & JJ Blake on Eddleman 
antentcon 4i re pipe hanger welds Related correspondence 
EMIS, p R , HALLSTROH, O A , BLARE, J j Region 3, Office of 
irector 04/08/0? 57pp 26052 003 24X Fiche 50-400*84/08/09. 

408140064 


tl4OO06 Testimony of JR HarristJJ Lenahan •& PR Demis on Eddleman 
intention 69 re concrete placement Related correspondence 
^RRIS,J R , LENAHAN, j J , BEM15* P R Region 2* Office of 
I rector 04/08/09 51pp 36052 140 24X Fiche 50-400# 84/00/09, 

108140064 


1140093 restifflang ef R Eberly 1# RL Ferguson on EddLeman Contention 
6 re fire protection program Related e orresponiJ ence. 
lERLVrR . FERGI/sON.R l Chemical Engineering Branch 04/00/09 
pp 26032 191 24 X Fiche 50-400, 84/08 ^09, 0400140064 


0478 Testimony of j Cleuett Te joint Contention 1 Svc list end 
ted corr espondence 

ETT, J Joint Intervenors - Shraron Harris OSB 035 84/08/07 

26060 294 24X Fiche 50-400*84/08/07,8408140478 


0293 Transcript of 840810 telcon in 8etliesda*M0 w/utlJ t< Nerih 
Lina Eastern Huniclpat Pduer Agency Pp 2* 205-3, 277 
tomic Safetij and Licensing Boarf Panel 34/08/10 72pp 
J 073 24 X Fiche 50-400, 04/00/10, 8408140393 


'158 Transcript ef 840827 hearing in Bethasda, MD Pp 2,270-2,345 
ojnic Safety and Licensing Board Pand 84/08/27. 70pp 
221 24X Fiche 50-400,84/08/27.8408300158 


>ator Examinations 


014 Confirms 840605 telcon re 840612 rngt meeting in Region II 
to discuss upcoming operator exams & requa 1 If icati on of 
sed operators following steam generator outage 
LLY, J P Region 2, Office of Director 84/06/08 UTLCV, E. E 
Ina Power 6 Light Ce Ip 26333 397 24X 

90-000. 84/06/00, 0400310014 


DOCKET 50-409 UA CROSSE BOILING IJATFR REACTOR 


F SecuriCy. medical, ejnergency !* lire protection plans 


0400010277 Forwards IE Insp Rept 5('-409/84-06 on 040610-19 No 
nancomp I lanc e noted houevei emergency plan weaknesses 
identified List of weaknessxis enr I 

PA"ERieLLa*C J Region 3* Dfrice of Director 04/07/10 
LINDER* F N Dairqland Peuier Cooperative 4pp 25066 162 24X 

Ftche 50-409*84/07/10*0400010297 


— 0408010299 IE Insp Wept 50-409 ''B4 -06 on a406ia'-l9 No none amp I lan c e 
noted, however weaknesses identified in emergency 
preparedness exercise conducted on 040619 Narrative summary 
□ f initial plant conditions one 1 

SNELL* W G . GLOERSEN, W 0 . LERS* L L Region 3. Office of Director 
84/07/10 9pp 25866 166 24X Fiche 50-409.84/07/10,840801029? 


0400220105 Forwards response to 030517 comments on Sections 5226 
1 4 I of security plan 6 Section l 12 t>f guard training 6 
qua 1 if i c atl on plan Meeting requested w/NRC on 840920-21 
Response withheld 

LINDER.F Dairytand Pouer Cooperative 04/00/00 Office of 

Nuclear Reactor Regulation* Director 2pp 36193 305 24X 

Fiche 50-409,04/08/00.8400220105 


8400210333 8ub#nits safety analysis of safety parameter display sys 
operatlonat support ctr as required by Generic Ltr S2-33 re 
emergency response capability (Suppl 1 to N(jnEO-0737) 

LINDER, F Dairyland Poue r C ooperati ve 84/08/13 CRUTCHFIELD* D 
Operating Reactors Branch 5 0pp 26179 332 24X 

Fiche 50-409.04/08/13.8400210333 


P Operating license stage documents & correspondence 


B408070099 Forwards Oeneric Ltr 04-13, "Tech Specs for Snubbers," 
haiitted from 840503 ltr to all SEP licensees NRC position 
that issue of Tech Specs for snubbers will bp resolved on 
generic basis restated 

CRUTCHFIELD, 0 Assistant Director for Safety Assessment 04/07/31 
KAY* J A Yankee Atonic Electric Co LINDER, F Dairyland Power 
Cooperative FIEDLER, p B General Public Utilities - GPU Service 
Corp 4pp 25955 227 24X Flche 50-000,04/07/31*8400070 0 99 


0400150212 Requests exemption from NUREg~ 0737, Tabl e II f 1-2, design 
basis shielding envelope criteria Of 100 uCi/cc of gaseous 
radiaiodine tt particulates deposited on sampling media 
LINDER*F Dairyland Pouer Cooperative 84/08^01 CIIUTCHF lELD, D 

Operating Reactors Oranch 5 4pp 26066 241 24X 

Flchtf 50-409.04/08/01,0400150212 


0408140287 Submits add! Info supporting 000714 request for relief from 
perfoiming (mservice testing on alternate cure spray sya 
check valves it boron injection outlet check valve, per 
IOCFRS8 55 alg)t6){lt 

LINDER, F Dairyland Power Cooperative 04/00/02 CRUTCHFIELD* D 
Operating Reactors Branch 5 3pp 26054 357 24X 

Fiche 50-409,04/08/02.8408140207 


0408070110 Oenerlc Ltr 04-19 to all licensees of operating reactors, 
applicants for OLs t holders of CPs ie availability of 
Suppl 1 to NI/REC-0933, "Pr lor i ti zatlon of Generic Safety 
Issues " Sve List end 

EISENHI/T, D 0 Division of Licensing 04/00/06 Consol i dated 
Edison Co of New York, inc iQpp 26129 23B 24X 

Fiche 50-000,84/08/06,8408070110 


8400140-098 Informs that 8403Q6 QA program description not in aceordante 
•w/Paragraph (OXli) of loCFRSO S4(a) Requests revised 
submittal aJithin 30 dags of ltr receipt. Incorporating listed 
Info 

ePESSARD.R L Rofllon 3, Office of Director 04/00/09 LINDER. F W 
Dairyland Power Cooperative 2pp 26044 355 24X 

Fiche 50-409.04/00/09*0408140098 


0408270060 Foruards fees for 040716 6 20 applications for amend to 
License DPR-45 

LINDER. F Dairyland Pouer Coaperativo 04/00/14 KILLER* W 0 
License Fee Management Branch Ip 26246 361 24X 

Fiche 50-409,04/00/14,8408270080 


B406210S47 Requests reinlttanca of Class II fee for 030404 application 
to amend License DPR^45, chang i ng Tech Specs re reporting 
requirements for safety valve operations overtime 
restrictions Changes considered administrative 

D10G6, R M License Fee Management Branch 84/00/16 LINDER. F 
Dairyland Potacr Cooperative Ip 86195 263 24X 

Fiche 50-409*84/08/16.8400210547 
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□400310029 Advisas th«vt nodb to coii t<*i rnmcint pt ensure* fUanitorjng sys 
to r^ngc l> mod to measure v,acouin up to 5 

j>sig satisfy NUREO-073/ requiiements t are acceptable 
PAULSONpf A Operating Reactors llTancb 5 84/08/17 LINDER. F 

Dairy land Poiucr Cooperative 2pp 26101 335 24X 

Fiche 30-409,84/00/17.8408210029 


Q408200373 Generic Ltr 84-30 to all licensees of opeiating reactors & 
applicants for OLs re scheduling guidance for licensee 
suhnlttals ot reloads that involve unrevieued safety 
questions 8vC list end 

£ISE(MI«8T. D G Division of Licensing B4/08/20 Consolidated 

£di&an Co of Neuj York. Inc t7pp 26276 244 24X 

riche 50-000. 84/08/20. 8400200275 


Q406220093 Forurards notice of environ assessment & finding of no 
significant impact re 800926 request for exemption from 
lOCFRSO. App J requirements concerning reactor containment 
Dldj airlock door seal testings 

PAULSON. W A Operating Reactors Dianch 5 84/08/20 LINDER. F 

Dairy land Pouer Cooperative 4pp 26193 293 24X 

F i c h E* 50-409. 84/08/20. 0400230093 


»-840i822O099 Notice of environ assessment & Finding of no significant 
impact re 000926 request for exemption from JOCFRSO.App J 
requirements concerning reactor containment bldg airlock 
door seal testings 

EIBENHUT. D G Division of Licensing 84/08/20 4p 26193 397 
a4X Fiche 50-409, 04/08/20, 0408220093 


G4O823O410 Informs that original approval of program re NURE0-0737i 
Item 1 A 1 1. ''Shift Technical Advisor. " remains unchanged 
All nciiJ hires must nect training requirements specified in 
790913 It 1030 Itrs 

PAULSON. W A Operating Reactors Branch 5 04/00/22 LINDER, F 

Da try land Power Cooperative 2pp 26204 009 24X 

Flthe: 30-409, 84/00/22. B4Q023O418 


8408310176 Application For amend to License DPR-45i chang ing Tech Specs 
to modify overtime spec 

UlNDSn.F Oairyland Po’jer Cooperative 84/00/23 CRUTCHFIELD. D 
Operating Reactors Oranch 5 3pp 26310 333 24X 

Fiche 30-407.04/08/23.8400310176 


— 0406310179 Proposed Tech Spec re overtime 

* Oairyland Power Cooperative 84/03/23 Ip 26310 336 24X 

Fiche 50-407.04/00/23,0 400310176 


Q Inspection reports. IE Dullstins h c ar respondence 


Q40B010S97 Forwards IE Insp Rept 50-407/84-06 on 840618-17 No 
nancotnp 1 1 anc e noted. houe\ er emergency plan weaknesses 
identified List of ueaknesses enc 1 

PAPERIELLO. C J Region 3, Office of Director 84/07/10 
LINDER. F H Oairyland Pouer Cooperative 4pp 25866 162 24X 

Fiche 50-407.84/07/10.8408010297 


— 0408010297 IE Insp Rept 30-407/84-06 on 840618-19 No noncomp 1 iance 
noted. however weaknesses identified in emergency 
preparedness oiercise conducted on B40619 Narrative summary 
Qf initial plant conditions end 

SNCLLrW O , GLOERBEN, W D . LER8, L L Region 3. Office of Director 
04/07/10 7pp 23866 166 24X Fiche 30-409,84/07/10.0408010277 


B40806Q004 Responds to IE Bulletin 64-02 re failures of GE Type HFA 
relays in use in Class IE safely sys Relays tested annually 
No deterioration or malfunctions noted Replacement of all 
six HFA relays will be completed uiithln 2 yrs 

LINDER. F Oairyland Pouer Cooperative 04/07/17 KEPPLGR. J 0 
Region 3. Office of Director 3pp 23933 187 24X 

Fiche 30-407.84/07/17.0408060004 


B407230229 IE Info Notice 84-37, "Operating Experience re Moisture 
Intrusion In Safety-Rel aterf Electrical Equipment at 
Commercial Pouer Plants " Sve list one! 

xiORDANi E L Division of Emergency Preparedness e* Engineering 
Response (Post 0301031 84/07/27 Consolidated Edison Co of Nebi 

York. Inc 119pp 23063 047 24X Fiche 50-000.04/07/87.8407250229 


B4O023O227 Forwards IE Insp Rept 30-409/84-07 on 040516-0715 t< notice 
of violation 

8HAFER.H D Region 3. Office of Director 84/07/31 LINDER, F W 
Oairyland Pouer Cooperative 2pp 26213 177 24X 

Fiche 30-409. 04/07/31. 8400230227 


— 0408230234 Notice of violation frcim tnsp on 040516-0715 

BHAFER.W D Region 3, Office of Director 84/07/31 Ip 
26213 179 24X Fiche 50-409.84/07/31.0408230227 


“0400230238 TE Insp Rep ^ 50-409/04-07 on 040516-0713 Noncpmp 1 iance 
noted failure to provide positive control over area up/ 
radiation levels greater than 1. COD mrern/h 
DDYD. D C Region 3. Office of Director 04/07/31 Upp 
26213 ISO 24X Fiche 50-409 , 04/07/31 . 0408230227 


0408070401 Informs that meu sys of ac knouiledg log receipt of licensee 
c orrespondenc e re noncamp 1 1 ance found during insp 
i nsti Luted, ef feet ive 040820 Preprinted form will be used 
rather than ltr 

KEPPLER.J G Region 3^ Office of Director 04/06/03 

C omnontijoal th Edison Co 3p p 2S942 iSB 24X Fiche 50-000. 04/08/03. 

0400070401 


0408010333 IE Info Notice 84-39, "Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103} B4/08/06 Consolidated Edison Co of Neu 

York, Inc I22pp 26D6B OOJ 24X Fiche 50-000. 04/00/06. 8408010333 


0408010337 IE Info Notice 04-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN. E L Division n f Emergency Preparedness L Engineering 
Response (Post 030103} 64/00/06 Consolidated Edison Co of New 

York, Inc I23pp 26067 150 24X Fiche 30-000.84/00/06,0408010337 


B40S230146 Forwards IE Ifiap Rept 50-409/84-10 on 840717-25 No 
noncomp 1 iance noted 

WALKER. R D Region 3. Office of Director 84/08/06 LINDER. F W 
Oairyland Power Cooperative 2pp 26214 028 24X 

Fiche 50-409,84/00/06.8400230146 


--04O023OI49 IE Insp Rept 30-407/64-10 on 840717-25 No noncomp I lane # or 
deviations noted Major areas inspected licensee actions re 
unusual events 

LANKSBURY.R D . BROWN. C H . REYES. L A Region 3, Office of 

Director 64/00/06 3pp 26214 030 24X Fiche 50-407.64/08/06. 

0406230146 


0408070130 IE Info Notice 04-61. "Overexposure of Diver in PWR 
Refueling Cavity " Sve list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 630103) 84/06/00 Consolidated Edison Co of New 

York. Inc I20pp 26137 119 24X Fiche 30-000.84/00/00.0400070120 


8400070376 IE Info Notice 04-62. "Therapy Mi sa dmin i s tra t i ons to 
Patients Undergoing Co-60 Teletherapy Treatments '* Sve 
List end 

ORACEi J N Division of GA. Safeguards U Inspection Programs (Post 
630103) 04/06/10 Consolidated Edison Co of New York. Inc 

I25pp 26130 001 24X Fiche 30-000.04/08/10.8400070376 


0406100009 IE Info Notice 04-63. "Defective RHR Replacement Piping " 
9vc list end 

JORDAN. E L Division of Emergency Preparednass 6 Engineering 
Response (Post 030101) 04/06/13 Consolidated Edison Co of New 

York. Inc 1 19pp 26197 210 24X Fiche 30-000.64/08/13.040010000? 


0408100038 IE Info Notice 04-64. "BUR HPCl Initiation 8eal-In 6 
Indication Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (post 030103) 04/06/13 Consol I dated Edison Co of New 

York. Inc I04pp 26198 093 24X Fiche 50-0001 64/00/15.0408100030 


0408100021 IE Info Notice 04-65. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
List end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
RespensD (post 630103) 04/06/16 Consolidated Edison Co of New 

York. Inc liepp 26190 001 24X Fiche 50-000.04/00/16.8400100021 


6406100055 IE Info Notice 84-66. "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Sve list enci 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (past 630103) 84/06/17 Consolidated Edison Co of New 

York. Inc iROpp 26276 001 24X Fiche 30-000104/00/17.0400100055 


0403140206 IE Info Notice 04-67# "Recent Snubber inservlce Testing W/ 
High Failure Rates " Syc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630)03) 04/06/17 Consolidated Edison Co of New 

York. Inc I22pp 26276 122 a4X Fiche 30-000.64/03/17,0400140208 


0400210142 IE Info Notice 04-60. "Potential Deficiency in Improperly 
Rated Field Wiring to Boleneld Valves " Sve list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 04/06/21 Consolidated Edison Co of New 

York. Inc Il5pp 86329008 24X Fiche 30-000.64/00/21,8400210142 
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84O037O2B7 Aci receipt of a^OBOi Itr informing N«C of steps taken to 
Complij UI/B40717 conf i rna»-ory action itr 

MQ/tELlU5< C E Region 3i Office of Director 04/00/21 LINDER. F U 
Da try land Pouer Cooperative Ip 2£)24l 008 24X 

Fiche 50-409.04/00/21.8408270237 


84081700/9 Informs of reviee./ of 040610 ♦. 11 DA pi ngi am <1 esc r i pt ion 
changes Changes acceptable Concerns m unrevised poitions qf 
program noted 

MARTIN. T T Division of Engineering « Technical PiiiQiams 84/08/09 

HOOTEN. D J Niagara liohauk Pouiei Corp 2pp 261 19 022 24X 

Flche 30-320.04/08/09,8408170079 


—0408270294 Responds *0 NRC 840717 confirmatory action Itr Corrective 
actions loiuer mechanisn from CRD 29 removed, tested !< 
replaced after normal functioning determined 8, CRD 13 louer 
mechanism repaired 

LINDER. F Dairyland Power Cooperative 84/00/01 kEPPLER, J G 
Region 3. Office of Director 6pp 26241 009 24X 

Fiche 30-409.04/00/21.8400270287 


8408200275 Generic Ltr 04~2o to all licensees of operating reactors 6 
applicants for DLs re scheduling guidance for licensee 
subnlttals of reloads that involve onreviewed safety 
questions Sve list end 

EISENHUT.DG Division of Licensing 04/08/20 Consolidated 

Edison Co of New York. Inc l^PP 26276 244 24 X 

Ficho 50-000. Q4/0B/20. 0498200275 


R Periodic operating reports 6 related correspondence 


8408320190 "Semiannual Radioactive Effluent Rept for LACGWR. Jan- June 
1904 " H/B40810 Ur 

LINDER. F Dairgland Pouer Cooperative 84/06/30 KEPPLER, j Q 
Region 3. Office of Director 2Spp 26188 184 24X 

Fiche 30-409. 84/06/30. 8408230190 


S Reportable occurrences. LERs tr related correspondence 


8406160186 LER 84^011-00 on 640716. suit tchgard potential transformer 
Shorted out. causing protective devices to operate It opening 
breaker s. resitl ting in loss of offsite power Emergency diesel 
generator ID output breaker failed to close M/a40aOB Ur 
OODDHAN. L 8 . LIRDER. F Dairyland Power Cooperative 84/08/08 
Spp 26106 329 24X Fiche 50-409.84/00/08.8400160106 


8408160309 LER 84-010-00 on 840716. during reactor shutdoun. control rod 
89 found unable to insert electrically or hydraulically from 
fully withdrawn position Caused by rod jamming due to 
loosely assembled roller bearing assemblies M/840B0B Ur 
OpaDMAN.L S . LINDER. F Dairyland Power Cooperative B4/0B/0B 
7pp 26106 1S6 24X Fiche 50-409.84/08/03.8400160309 


V Operator Examinations 


8400310267 Notification of 040913 meeting u/utl) in Dothpsda.riD to 
discuss instrumentation control 

HAUCHEY. M F Licensing Branch 2 94/00/20 SCHWENCER.A Licensing 

Branch 2 3pp 26350 337 24X Fiche 30-410.04/00/20,0400310267 


8408300300 Forwards BM Rodgers affidavit of sve indicating that FBAR 
Amend 13 Si Suppl 7 to environ ropt - QL stage provided to 
appropriate parties Sve list end 

MANGAN. C V Niagara Mohawk Power Corp 04/08/23 CISENHUT. D 0 
Division Of Licensing *)pp 26306 354 24X Fiche 50-410.84/08/23, 

04OB3OO3OD 


C Utility Environmental Report (ERl. amends It correspondence 


0400080054 Forwards updated distribution list for environ rept, deletinig 
DPT “ 

SCHWENCER.A Licensing Branch 9 04/00/01 HCIOTEN, 0 J Niagara 

Mohauk Power Corp 5pp 25901 073 24X Fiche 50-410.84/00/01. 

8408080054 


8408300300 Forwards SM Rodgers affidavit of sve indicating that F9AR 
Amend 13 & Suppl 7 to environ rept - OL stage provided to 
appropriate parties Sve list end 

MANGAN. C V Niagara Mohawk Power Corp 84/08/23 EIBCNHUTiD 0 
Division of Licensing 5pp 26306 354 24X Ficho 90-410.84/00/23. 

0408300300 


B40814O426 Provides address for transmitting all operator licensing 
correspondence to Region HI ofc. except info for examiners 
Walker, n D Region 3. Office of Director 84/08/10 Michigan, 
Unlv of. Ann Arbor. Ml 2pp 26051 198 24X Fiche 50-000, 

04/Oa/lO. 8408140426 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION. UNIT 2 


A Ap p 1 i cat i on/cons true t ion stage documents & correspondence 


D NRC Draft/Final Environnentn 1 Statements, suppls 6 cm respondence 


0400220318 DRAFT ENVlRONMtSNTAL STATEMENT RELATED TO THE OPERATION QF 
NINE MILE POINT NUCLEAR STATION. UNIT NO 2 Docket No 30-410 
(Niagara Mohawk Power Cor pora I ion, Rochester Gas !< Electric 
Corparation And Central Hudson Gas 6 Electric Corporation) 

» Division of Licensing 04/07/31 3l3pp 26201 037 24X 

Ficho 50-410.04/07/31.0400220310 


8408060260 Forwards certification of compliance w/State of NV coastal 
mgt program, per Section 307(0(3) (A) of Coastal Zone Mot Act 
Of 1972 1 13CFR930 57 ^ 

MANGAN, C V Niagara Mohawk Power Corp 84/07/31 EI8ENHUT.D 0 
Division of Licensing 13pp 25933 336 24X Fiche 30-410.84/07/31. 

0400060260 


0408060284 Forwards response to 840921 request for info re OA program 
Revised FSAR writeups 6 updated organi lational charts will 
be incorporated In next FSAR amend 

MaNGAN. C V Niagara Mohawk Power Corp 84/07/31 SCKWENCERrA 

Licensing Branch 2 SOpp S5933 256 24X Fiche 50-410.84/07/31. 


8400130632 Notification of Significant Licensee Meeting 84-69 on 840807 
in King of Prussia. PA to discuss NRC involvement In 
monitoring preoperational program at facility 
COLLINSrS J Region 1, Office qf Director 
Office of Director Ip 26102 344 
04001 50632 


84/08/02 Region I, 
24X Fiche 50-410,84/08/02. 


8400160163 Forwards DES <NURCG-1089) ti FR notice of availability W/o 
OES ^ 

eCHWENCER. A Licensing Branch 2 04/08/09 HIRSCH, A 

Environmental Protection Agency 2pp 26124 395 24X 

Ficho 50-410.84/08/09,0400160163 


— 8408160166 Notice of availability of DCS (NUREG-I0Q3> 

SCHWENCER.A Licensing Dranch 2 84/00/09 2pn 26124 357 24x 

Ficho 50-410, 84/08/09, 8408 160163 


DES (NUREG-10S5) it FR notice of availability W/o 

SCHWENCp.A Licensing Branch 2 84/00/09 HOOTEN, D J Nl.ioara 

355 24X Fiche 50-410,84/00/09, 

Hiinni Aridi'ii 


840B170104 Forwards FR notice of availability of DES (NUHEG-10B5) Sve 
list end 

^ 94/00/09 Library of Congress 

3pp 26134 333 34X Fiche 50-410,84/00/09,0400170104 


8400070110 Generic Ltr 84-19 to all licensees of operating reactors 
applicants for QLs 8c holders of CPs re availability o(F 
Suppl 1 to NUREG-0953, "Priori ti lation qf Generic Safety 
Issues " 8vc list end 

EipNHUT.D G Division of Licensing 04/08/06 Consolidated 
Edison Co of New York. Inc iQpp 26129 238 24X 

Fiche 50-000.04/08/06,0408070110 


status rept re plant-specific backfltti 
operating reactors 6 license applicants for 

Jui 1904 

SrJSaSV/ Reactors Assessment Brqnch 84/00/06 

^ Operating Reactors Assessment Branch I 3 pp 
25991 350 24X Fiche 50-000, 04/08/06, 0400090317’ 


8408170107 Forwards DES (NUREO-lOBS) Comments due 45 dans after 
publication of FR notice of availability W/o end 

® B-t/Oa/O? N.«, Yftr.. St.ts of 
Ip 26134 352 24X Fiche 50-410.84/00/09,0408170107 








- — v,u(nniqni;s oue 

publication of FR notice of availability N/o end 
aCHWENCER.A Licensing Branch 3 04/08/09 WOOD. J h Commerce, 

26134 344 ^ ^ Atmospheric Adml n i s Ir q 1 1 on Spp 

26134 345 24X Ficho 50-410,04/08/09.0408170110 


0400230024 Ack receipt of DES Review 
MIRANOWSKI. J A Agriculture. Dept 
SCHWENCER.A Licensing Dranch 2 
Fiche 50-410, 84/00/ 1 7. 0400230024 


produced no con-ments 
of. Research Center 
Ip 26209 035 24 X 


84/00/17 
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E WRC Safety Eviiluabion Report (5ER> suppls it c urrespondenc s 


0400030164 Summary of 040320-22 meetings ui/ut j 1 in Bethe«id9, tID ro draft 
SER apen items 

HAUGJIEV* K f licensing Uranch 2 04/07/30 Licensing Branch S 

9pp 2597S 353 24X Fiche 50-410-04/07/30.0408000164 


0408200148 Summary of 040705 4- 06 meetings w/util m Bathosda.MD re 
open items in draft SER Summary of items discussed end 
HAUGHEY, M F Licensing Branch ? 84/00/03 Licensing Branch 2 

3pp 26142 330 24X Fiche 50-410-84/00/02-8409200140 


0407250229 lE Info Notice 04-57. "Opeiatiny Eiperlence re Moisture 
Intrusion in Safety ^He lated Electrical Etluipment at 
Commercial Poi-jer Plants " Svc list end 

JORDAN. E U Division of Emergency Preparedness & Engineering 
Response (Post 0301031 04/07/27 Consolidated Edison Co of New 

York. Inc 1 19pp 23865 047 24X Fiche 50-000.84/07/27.8407250229 


C4O0O1O333 IE Info Notice 04-59. ’'Doliherate Circumventing of Station 
Healtli Physics Procedures *' Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/00/06 Consolidated Edison Co of New 

York. Inc 122pp 2606B 001 a4X Fiche 50-000.84/08/06. 8400010333 


0400260163 Forwards updated status 
meetings to dose out items Concu 
MANOAN.C V Niagara Mohawk Power 
Licensing Branch 2 20pp 26261 
Q4tia2a{ll63 


list 
rr enc 
Corp 
320 


of SER open 
e req.uested 
84/00/23 
24X Fiche 


1 terns .based on 

SCHUENCER. A 
50-410. 04/00/23. 


8400010337 IE Info Notice 84-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement '■ Svc list end 
JORDAN. E L Division of Emergency Preparedness ^ Engineering 
Response (Rost 030103) 04/08/06 Consol i dated Edison Co of New 

York, Inc I23pp 26067 1 59 24X Fiche 30-000. 04 /O0/O6. 04OBO1O337 


8400260001 Forwards responses 
included in ne*t FSAR amend 
MANGAN. C V Niagara Mohawk 
Licensing Branch 2 49pp 
3408280001 


to listed SER open items Info ui i 11 be 

Power Corp 84/00/24 SCHWENCER. A 
26261 241 24X Fiche 50-410.84/08/24. 


8400240233 Forward* Inap Rept 50-410/04-09 on 840514-0615 fc 
of Yiolatlon 

STAROSTECKl / R Division of Project I Resident Programs 
HDOFEN. W 0 Niagara Mohawk Power Corp 2p p 26236 254 
Fiche 30-410.84/08/06.8400240233 


notice 

84/00/06 

24X 


0408310351 Summary of 840719 meeting w/util re open items in draft SER 
Sc revs to format of FSAR Chapter 14. Rev 12 

HAUOHEY.M F Licensing Branch 2 04/00/27 Licensing Branch 2 

app 26350 333 24X Fiche 30-410.04/08/27,0408310331 


F Security, medical, emergency S' fire protection plans 


8406030168 Forwards IE Insp Rept 30-410/04-10 on 840521-24 No 
violations noted 

JDVNER. J H Region 1. Office of Director 84/07/13 SUN SER, J 

Niagara Mohawk power Corp 2pp 25917 273 24X 

Fiche 50-410.84/07/11,8408030180 


— 0408030192 IE Insp Rept 50-410/84-10 on 840521-24 No violations noted 
Major areas inspected evaluation of progress at site, site 
or i en tation. phy* i cal security plan 6 implamenilng procedures 
& security organliation 

DAILEY. R J , DUNLAP. J M , KEIMIO. R R Region 1. Office of 

Director 04/07/12 7pp 25917 295 24X FlChe 50-410.04/07/13, 

8408030183 


8408060409 Summary of B4060D meeting w/util & SS«l-f in gethosda«HD re 
emergency preparodness 

HAUOHEY. M F Licensing Branch 2 04/07/20 Licensing Rranch 2 

12np 25951 142 24X Fiche 50-410,84/07/20.0400060409 


8409210447 Requests that updated emergency plan & procedures be 
withheld from public disclosure due to unlisted telephone 
numbers communications radio frequencies provided. per 
Generic Ltr 01-27 

MANQAN. C V Niagara Mohawk Power Corp 84/08/17 SCHUENCER. A 
Licensing Branch 2 Ip 26177 199 24X fiche 30-410,04/08/17, 

0408210447 


B40B310292 Forwards request for addl info re 840619 revs to physical 
security plan Response to comments should he made by 
amending plan within 30 days of receipt of 1 tr Enel withhold 
Iref 10CFR73 21) 

SCHWENCER. A Licensing Branch 2 04/08/17 GUNSER, J J Niagara 

Mohawk Power CorP ip 26303 296 24X Fiche 30-410. 04/O0/i7. 

8408310292 


K Utility Final Safety Analysis Report (FSAR) t« amends 


8407070312 Amend 12 to fGAR W/840621 1 tr 

MAMOANi C V Niagara Mohawk Power Corp 04/06/30 EISeNHUT. D O 
Di vie ion of Licensing t034pp 25446 001 24X 

FlchB 50-410.84/06/30,0407090212 


Q Inepaction reports. IE Bulletins Ia correspondence 


8408030180 Forwards IE Insp Rept 50-410/84-10 on 840521-24 No 
vialatians noted 

JOYNER. J H Region 1. Office of Director 84/07/13 SUNSER. J' 
Niagara Mohawk pouer Corp 2pp 25917 293 24X 

Fiche &0-4 10. 84/07/13. 0408030180 


'-0409030192 IE Insp Rept 50-410/84-10 on 840321-24 No violations noted- 
Major areas inspected evaluation of progress at site. site 
or ififi tat i on. physical security plan i. implementing procedures 
Jb security organization 

bailey, R J , DUNLAP. J M . KEIMIO. R H Region 1. Office of 
Director 04/07/12 7pp 23917 295 24X Fiche 30-410,84/07/13. 

8400030108 


—0409240237 Notice of violation from insp on 840314-0615 

« Region U Office of Director 04/08/06 2pp 26236 256 S4X 
Fiche 30-410,84/08/06,0406240233 


— 8400240233 Insp Rept 30-410/84-07 on 940314-0615 None omp 1 1 anc e noted 
Inadequate corrective action for QC-ident if 1 ed deficiencies 
6 failure to perfortn requisite NOE of electrical penetration 
welds 

GRAHM.R A . CHAUDHARV, S K , COLLINS, 8 J Region 1, Office of 
Director 04/06/03 13pp 26236 230 24X Fiche 30-410.04/00/06. 

0408240233 


8400070120 IE Info Notice 94-61. "Overexposure of Diver In PWR 
Refueling Cavity ” Svc list end 

JORDAN. E L Division of Emergency Preparedness S< Engineering 
Response (Post B30103> 04/00/09 Consolidated Edison Co of New 

York. Inc I20pp 26129 1 18 24X Fiche 90-000.94/00/08.8408070120 


8409270234 Forwards Insp Rept 5O-41O/84-0B on 840430-0525 t* notice of 
violation 

MARTEN, T T Division of Engineering 6 Technical Programs 94/09/00 

HOOTEN. D G Niagara Mohawk Power Corp 2pp 26259 036 24X 

Fiche 50-410.64/09/00.8409270234 


— 8400370237 Notice o# violation from insp on 040514-25 

* Region I, Office of Oirectnr 04/09/OS 2pp 26259 OSB 24X 
FI c bo SO-4 to. 04/09/08, 0403270234 


— 8409270243 Insp Rept 30-410/84-09 on 940430-0525 Viol at Ians noted 
unacceptable radiographs & min weld thickness requirements 
KERCH. H U . KARRIS, R H . CAMPBELL. R M Reg inn 1. Office of 
Director 84 / 09/02 26pp 26259 060 24X Fiche 90-410.94/09/09. 

0400270234 


8400070376 IE Info Notice 64-62. "Therapy Misadmin istra t ions to 
Patients Undergoing Co-60 Teletherapy Treatments ♦' Svc 
list one 1 

grace. J N Divlslan of QA. Safeguards & Inspection Programs (Post 
830103) 84/00/10 Consolidated Edison Co of New York. Inc 

laSpp 26130 001 24X Fiche 30-0 0 0,04/08/10.0408070 376 


8408100009 IE Info Notice 04-63, "Defective RHR Replacement Piping " 
Svc list end 

KTaRDAN, E L Division of Emergency Preparednes* 6 Engineering 
Response (Post 830i03) 04/08/13 Consolidated Edison Co of New 

York. Inc ll9pp 26197 218 24 X Fi che 50-000. 84/00/ 13, 0408100009 


8400100038 IE Info Notice 84-64, "BWR HPCI Initiation Seal-In ft 
Indication “ 8vc list end 

JORDAN. E L Division of Emergency Preparednea* & Engineering 
Response (Post 830103) B4/08/15 Consolidated Edison Co of New 

York. Inc I04pp 26198 093 24X Fiche 50-000.94/03/15.9409100030 


B40B100021 IE Info Notice 84-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essontial Electrical Equipment Bve 
list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 930103) 84/08/16 Consolidated Edison Co of New 

York, Inc llOpp 26190 001 24X Fiche 50-000. 84/09/16. B4DB100021 


8400100055 IE Info Notice 04-66, "Undetoctod Unavailability of 
Turhlne-Drl ven Auxiliary! Feedwater Train " five list end 
JORDAN. E L Division of Emergency Preparedness i Engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co of NeW 

Vork, Inc iSOpP 26276 001 24X Fiche 50-000194/09/17.0408100055 
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640S14OSOB tf! Info Notice 04-67* “Recent Snubber Inservice TeBting W/ 
High Failure Ra^es Svc list end 

JQRUANj E L Division of Emergency Preparednes's L Engineering 
Reapoinse <Po5t B3010'3) 04/03/17 Cqh'boI idated Edison Co of Neu 

Vork. Inc 122pp 3^276 1^2 24X Plchc 30 - 000 , 64 / 08 / 17 . 6408140*^00 


e40B310?35 Provides addl mfo to Item 4 at tE Bulletin 83-07 re 
apperentli^ fraudulent products sold by Ray Hiller Inc 
Approved vendor list fr sui veil lance program reduce 
probability of receipt of fraudulent product 

MANOAN.C V Niagara Mohawk Pouer Corp B4/OB/I7 STAR09TECKI . R 
Division of Project i Resident Ptagrams 2 rp 26320 328 24X 

Fiche 30-410*84/08/17.0408310233 


8408210142 IE Info Notice 84-66. "Potential Deficiency in Inproperly 
Rated Field Miring to Solenoid Valves '■ Svc list end 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post B301031 84/06/21 Consolidated Edison Co of New 

yoTli« Inc llSpp 26329 003 24X Fiche 30-000,64/08/21.8408210142 


8 Reportable accurrencfl&. leRs & related correspondence 


8408100071 Final Deficiency Rcpt 35(e)“B4-i6 re sfcd suing check valve 
In nciC turbine exhaust Valves will be replaced u/special 
design lift check \alve prior to preoperat i one 1 testing 
MANOAM.C V Niagara Mohawk Power Corp 04/07/30 STAROSTECKI, R 
Division of Project b Resident Programs 2pp 25989 308 24X 

Fiche 50-410,84/07/30.0408100071 


8408100118 Final deficiency rept re excessive uear on Pacific Air 
Products linear converters Tnitially reported on Q40213 
Design of converters satisfactory for dampers Also 
reportable per Part 21 Not reportable per 10CFR50 S3(e) 

HANOAN, C V Niagara Mohawk Pouer Corp 34/07/30 STAROSTECK I , R 
Division of Project & Resident Programs Spp 259BS 233 24X 

Fiche 50-410.84/07/30,8408100110 


B40B210439 Final deficiency rept re qualification of 40 mil 1, 000-volt 
fire resistant control cable supplied by Kerite Initially 
reported on 6G0B29 Use of control cable prohibited for 
safety-related circuits in primary containment 

MANOAN, C V Niagara Mohawk Power Corp 34/08/02 STAROSTECKI, B 
Division of Project Si Resident Programs 2pp 26181 295 24X 

Fiche 50-410,84/09/02.0408210439 


8408300365 Final Deficiency Rept (S3(e 1-84-24 ) re ailing of RHR sys 
safety valves Initially reported on 840706 Pressure control 
valve internals will be nodified Mod will be completed by 
841203 

MANOAN, C V Niagara Mohawk Power Cnrp 34/06/06 STAROSTECKI, R 
Division of Project 6 Resident Programs 2pp 26308 193 24X 

Fiche 50-410. 84/08/06, 0408300365 


8400300345 Pinal Deficiency Rept (S5le )-B4-l 4 1 re poiuer generation 
central complex separation Initially reported on 640323 
86M will rework panel wiring Corrective actions expected to 
be completed by 841231 

MANOAN. C V Niagara Mohawk Power Corp 84/08/0? STAROSTECK I , R 
Division of Project i Resident Programs 3pp 26308 347 24X 

Fiche 30-410.84/08/09.0408300345 


8408300362 Final Deficiency Rept CJSI e)-34-2! I re svc life of relays in 
safety-related sys Initially reported on 340613 Replacement 
parts program uiU be developed to replace relays in 
interval based on svc Ufa determined by CE & Amerace 
MANOAN, C U Niagara Mohawk Power Corp 34/08/(0 STAROSTECKI, R 
Division of Project 6 Resident Programs 2pp 26308 8i4 24X 

Fiche 50-4 iOi 84/08/ iO. B40B3O0362 


X Onsite Storage of Lou Level (Caste 


8408230237 Forwards certificate re pollution control facilities for 
NRC signature per Internal Revenue 8vc requirements Info re 
radwaste solidification 6 storage bldg, rad ioac tive solid 
waste & spent fuel storage end for approval 

MANOAN, C V Niagara Mohawk Power Corp 64/03/21 DENTON, H R 
Office of Nuclear Reacter Regulation, Director 7pp 26207 270 
24X Fiche 90-220.84/08/21,6403230237 


DOCKET 50-412 BEAVER VALLEV POWER STATION, UNIT 2 


A App 1 Ication/c anstruc tion stage documents & c ot respondence 


8408090497 Summary of 840717 meeting w/Mesblngh ouse Owners Steam 
Oenerator Tube Rupture Subgroup in Oethesda,MD re proposed 
steam generator tube rupture generic program List of 
attendees S< vi ewgraphs end 

SINGH, B R Licensing Branch 3 04/07/31 Licensing Branch 3 

iSpp* 25903 130 24)( Fiche 50-000,04/07/31,8408090497 


0408070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs L holders or CPs re availability of 
Buppl 1 to NLJREC-0933* "Pri oi 1 1 1 lat i on of Generic Safety 
Issues '' Svc list one 1 

EISENHUT.D G Division or Litensing 84/00/06 Consolidated 

Edison Co of New York, Inc I8pp 26129 238 24X 

Fiche 50-000.84/08/06*8408070110 


6408090317 Forwards monthly status rrpt re plant-specific backfltting 
activities for operating rcactois t license applicants for 
Jul 1984 

TREMBLAY, P P Operating Reactors Assessment Branch 84/08/06 
HOLAHAN* G M Dpcratlng Reactors Assessment Branch 13pp 
25991 330 24X Fiche 50-000 84/08/06,0408090317 


B406230373 Notification or 040616 meeting u/utll in BethesdarMD to 
discuss seismology open items 

LEV.M Licensing Branch 3 84/08/06 KNIGHTON, G IJ Licensing 

Branch 3 4pp 26230 344 24X Fiche 50-412,84/08/06.8408230373 


6400210437 Forwards State of PA Dept of Environ Resources permits for 
facility effective Jul i9S4 6 various permits issued for 
ennst activities M/threc oversize drawings Aperture cards 
in PDR 

WOQLEVEft.E J Duquesne Light Co 84/08/13 KNIOHTQN. 0 W 
Licensing Branch 3 134pp 26148 026 24X Fiche 50-412,84/08/13. 

840B210437 


6408230377 Forwards request for addl info re internally generated 
missile protection inside & outside conta i nment, per 830310 
application for QL Info requested within 30 days of 1 tr 
receip t 

KNIGHTON. 0 U Licensing Branch 3 84/08/14 WOGLEVER.E J 

Duquesne Light Co 4pp 26230 336 24X Fiche 50-412,84/08/14. 

8400230377 


8408200275 Generic Ltr 84-20 to all licensees of operating reactors b 
applicants for QLs re scheduling guidance for licensee 
submittals of reloads that involve unrcviewed safety 
questions Svc list end 

ElSENKUr.DG Division of Licensing 84/08/20 Consolidated 
Edison Co of New York, Inc 17pp 262/6 244 24X 

Fiche 50-000.04/08/20,8400200273 


B40B230246 Roconmends thai- NRC formally submit specifically defined 
concerns in order to receive equally defined responses I< to 
facilitate proiductive meetings Lack of communication cited 
as cause for NRC dissatisfaction w/FSAR Amends 617 
MOOLEVER.E J Duqgesna Light Go 04/06/20 KNIGHTON, G M 
Licensing Branch 3 3pp 26207 285 24X Fiche 50-412,84/08/20, 

8408230246 


6408290336 Forwards agenda for 840330 meeting at site w/NRR, IE 6 S&N 
Engineering Co re electrical separation 6 Rev 2 to Reg Guide 
1 73 implementation program 

UaaLEVER.E J Duquesne Light Co 84/08/24 KNIOHTQN, 0 M 
Licensing Branch 3 2pp 262S9 234 24X Fiche 50-412,84/08/24, 

8408290336 


E. NRC Safety Evaluation Report (SER). suppls t< correspondence 


6400020011 Forwards responses to draft SER Outstanding Issues 65.72,115 
120 re IE Bulletins 00-06 6 79-27, reg ional climatology 
containment vacuum sys exhaust, respec tively 
WaOLEVCR.E J Duquesne Light Co 84/07/27 KNIGHTON. 0 W 
Licensing Branch 3 12pp 23883 080 24X Fiche 30-412,04/07/27. 

B4O0O2OO11 


8400020019 Forwards responses to outstanding draft SER Issues 65,72, 
IIS It 120 Ltr originally issued on 040727 w/o date or ltr 
numbers 

HQDLEVER.E J Duquesne Light Co 04/07/30 KNIGHTON, 0 W 
Licensing Branch 3 I2pp 25803 136 24X Fiche 50-412,84/07/30, 

8408020019 


0408070432 Forwards responses to Geotechnical Engineering Section draft 
SER Open Items 180 6 101 re soils effective strength 
parameters 6 accuracy of SIDES program, respec t ivel y 
WQQLEVER, E J Duquesne Light Co 84/06/01 KNIGHTON, G U 
Licensing Branch 3 4pp 25939 217 24X Fiche 30-4 12, 84/08/01, 

8408070432 


B40B130005 Forwards responses to Geotechnical Engineering Section draft 
SER Open Item 177 re settlement monitoring program 8< FSAR 
Section 254 13 re surface & subsurface instrumentation 
WODLEVER,E J Duquesne Light Co 84/08/08 KNIGHTON, G M 
Licensing Branch 3 7pp 26010 049 24X Fiche 50-412,84/00/08, 

8400130003 
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B^OG1JOJ12 Foi iJdi rt’^poii'sc to dieirt bEF? Dpen I tern 1^0, ’'Beisfnic t< 
Diijn<3rnjt. Oud ) i f i g4 1 1 on ' l>, Qperi Item iti, 'Hump L V.ilvc 

□perabllittj AssuranCf? " 

WDQLEVER r J DuqilP&no Light To Bl/OB'Oa DErlTCN.H R D#fiCC of 
Nuclear Reat tor Regul^^ioiij Director UNIGHFON G W Liceneing 
Branjch 3 bpp <lhOlO 1 IG C'tX Fitht 50^412, a4/0e/O8 B40G130312 


B4O0i4OOBa FijiuJards atJdl info »n draft SLRj Out stand trig Issue 56 on TMI 
Item II 3 12 Issue 58 to undetected failure of on-line ESF 
relays t Issue 77 on control sys failuree caused dy 
md 1 Func 1 1 on of instrument Jme 

WDGUEVLR, E ) Duquesne Light Co d 1709/09 ttNiGHTON. G U 
Licensing Or ant h 3 5p p P4iO>l5 354 24 X Fiche 50-412.94/09/0*?- 

0408140090 


F Security, •medical, emergincij *' fire protection plans 


0408010151 roriL'ards "PioceiJores Gereiation Package For Heaver Valley 
Fouer Station. Unit H ‘ m resporisp to Generic Ltr 02-33. 
describing methods *-or developing function oriented 
energencij (ipeiating proce d ures . P sr WUREG-0737- Item II C 1 
UaOLEVER. E J Ruquesne Light fQ 84/07/26 EISEfJWUT.DG Division 
of Licensing jpp 25955 184 24 ^ Fiche 50-412.84/07/26. 

0408010154 


— 0409010156 "Procedures Oenercitiori Package For Denver Valley Ppuer 
Station. Unit 2 " 

CLEHENTS. n H , JONES. 0 T Duquosne Light Co 94/09/01 ll6pp 
25055 18/ 21 X Fiche 50-4 12,84/07/26.9400010154 


B4O014O127 Forwards responses to drsft Matls Engineering Branch SER 
□pen Item 156 re weld cladding of ferritic steel components 
Sc Conf 1 rmattit y Iten 22 re fU PH components of austenitic 
steel 

WDOUEVER.E J DuqijGSne Light lO 94/00/10 KNIGHTON. G N 
Licensing Dranch 3 3p p -*6045 359 2VX Fiche 50-412.94/00/10. 
8408140127 


9409020011 ForuardS responses to draft SER Outstanding Issues 65^72.115 
St 120 re IE Bulletins 90-06 8. 79-27, reg lona I climatoiogy 
it containment vacuum sijs e ihau st. respet ti ve 1 y 
WaQLEVER.EJ Duquesne Light CO 84/07/27 HNl<3HTaN,0W 
Licensing Branch 3 I2pp 25083 OflB 24X Fiche 50-412,84/07/27, 
8409020011 


0408150199 Forwards responses to draft SER Open Items 103. lOG-lll. 
150-163 t> 200-203. per Reactor Sy s Branch Q40530 J- 0600 Itrs 
WQDuEVER, E J Duquesno Light Co fM/OQ/lO KNIGNTON.G W 
Licensing Branch 3 9pp 26066 2 17 24X Fiche 50-412,84/00/10, 

8400150199 


04(18160333 Foi wards resporises to Parts 2 f 3 of Accident Evaluation 
Branch draft SER Open Ii-cm 53 re control room habitability 
WaOuEVER,E J Duquosne Light Co 0*1/09/13 KNI{5MroN. G W 
Licensing Bianch 3 3pp 26095 339 24X Fiche SO-4I2. 94/00/ 13. 

0408160333 


8400160399 Forwards tusponses to Auiiliary bys Branch draft SER Open 
Items 125.127-130.133.135.139 6 149 

MDauEVEH.E J Duquesno Light Co 04/08/13 KNIGHION, G W 
Licensing Branch 3 7pp 26092 l36 24X Ficho 90-412, 84/08/13. 

8400160399 


0408230329 Forwards current list of outstanding h confirmatory issues 
Identified in Tables 1 2 J* 1 3 of draft SER Requests any 
differing opinion of status described on attached list 
WDDLEVER.E J Duquesne light Co 84/00/1/ KNIGHTON. G U 
Licensing Branch 3 lOpp 26206 GOD 24X Fiche 50-412,84/09/17- 
9408230329 


8400270165 Forwards responses to draft 3ER Outstanding Issues 3 t( 165. 
list of emergency plan changes instructions L evacuation 
maps for public Responses to FSAR questions will he 
incorporated in fijtui e anend 

WOOLEVEHiE J Duquesne Light to 94/08/21 KNIGHTON, G W 
Licensing Branch 3 I9pp 26242 186 24X Fiche 50-412, 04/00/21 . 

8408270165 


8400290200 Forwards '*AS'1E Cnde Basel tne Document*' re NRC Unrosolvod 
Item G3-07-02 ♦, draft SER Open Item 42, presented to NRC 
at G40726 mooting in BethesdatHD Document will be referenced 
in aactions of future FbAR amend 

WOOLEVER,C J Duquesne Light Co 84/00/21 KNIGHTON, 0 M 
Licensing Ih anch 3 2pp 26275 248 24X Fiche 90-412,84/08/21. 

0409580200 


--B4O02GO2O3 "AGME Gudo Baseline Docu.aent " 

BLAKE,R . CHANDERLAIN. D . FIORENTA.a j Stone h Webster 
Engineering Corp 20VM~17*? 04/08/21 76pp 26275 290 24X 

Fiche 50-412,84/00/21,8408280200 


□408270141 Forwards responses to Containment Sys Branch draft BER Open 
Items 166-171 All draft open items addressed 
WOOlEVER.E j Duquesne Light Co 84/00/22 KNIGHTON, G W 
Licensing Branch 3 17pp 26243 345 24X Fiche 50-412,04/00/22. 

8400270141 


— 8400270147 "Experimental Evaluation of Reactor Containment Sump " 
p CNN I NO, B J , HECKER,0 C Alden Research Laboratory 83/00/31 
02PP 26244 001 24X Fiche 50-412.04/08/22,8408270141 


8400290222 Forwards response to Geotechnical Engineering Bectlan draft 
BER Open Item 179 rd soil damping values Variations of soil 
properties 6 dampings discussed 

WDOLEVER.E j Duquesne Light Co 84/00/24 KNIGHTON. G W 
Licensing Branch 3 2pp 26290 344 24X Fiche 50-412,94/08/24, 

8409290222 


04OBO7O414 Forwards nonproprietary Rev 0 to WCAP-1017G, “Key Bafaty 
Parameter Selection '■ fc pioprietary Rev 1 to WCAP-10170i 
"•Key bafety Parameter Selection ' ^Generic Ltr 02-33) 

Proprietary rept withheld (ref lOCFRP 790) 

WOOLEVER,E 3 Duquesne La gh t Co 84/00/01 EISENILIT, D <3 Division 
of Licensing 4 pp 25938 001 24y Ficho 50-412.84/00/01, 

84000 704 14 


— 04080/0419 r^tonpropr 1 etary Rev 0 to App C to Suppl 1 to “Key Safety 
Parameter Salectiun for Ueaver ValleyiOnit 2 Safety 
Paiameter Display Sys C6PDS) '* 

MORLEV.R C Hflstlnghouse Electric Cqrp WCAP-10170 APC SI RO 
84/07/30 Upp 25933 003 24X Fiche 50-412.84/00/01.0400070414 


0408270165 Forwards responses to draft SER Outstanding Issues 3 tt 165. 
list of emergency plan changes t instructions t evacuation 
maps for public Responses to FBAR questions will be 
incorporated in future amend 

WOQLEVCR.e J Duquesne Light Co 84/08/21 KNIGHTON, 0 W 
Licensing Branch 3 I9pp 26242 10 6 24X Fiche 50-412,04/03/21. 

0400270165 


0400310208 Forwards Anend 2 to 'Fire Protcctian Evaluation Kept for 
Dcaver Valley Power Btaticn. Unit 2 “ 

WaOLCVER. E J Duquesne Light Co 04/08/27 KNIGHTON, 0 Ul 
Licensing Branch 3 2pp 26324 206 24X Fiche 50-412.84/00/27. 

□408310208 


— 04-00310213 Amend 2 to 'Fire Protection Evaluation Kept for Beaver 
Valley Pnujor sta 1 1 on, Un 1 1 2 ' 

■s 8tone it (Vebstcr Engineering Coi p 94/03/31 209pp 26324 208 

24X Fiche 30-412. 84/09/2/. 8409310200 


p Operating license stage documents !* correspondence 


□408270071 Forwards responses to Action I terns 1.2. 3, 4,6 & 7, per environ 
site visit meeting summary ltr 

HOOLCVER.E J Duquesne Light Co 04/00/21 KNIGHTON, 0 W 
Licensing Branch 3 I7pp 26247 150 24X Ficfia 50-412,04/09/21, 

0400270071 


Q Inspection reports, IE Bulletins !, correspqnder ce 


8400240275 tnfariTis that add 1 info re pipe-to-f 1 tt ing wolds requested at 
□40522 moctinq re Violation 02 - 01-01 will be provided by 
040706 Clarification of Item 5 provided 

WDaLEVEn,E J Duquesne Light Co 94/06/27 STAROSTECKI, R 
division of Project L Resident Programs 3pp 26223 t87 34X 

Fiche 30-412.84/06/27,0408240275 


0407250229 IE Info Notice 94-57, ''Operating Cupcriente ro MotBtur& 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Sve list end 

vIPRDAMtE L DivisiOTj of Emergency Preparedness 6c Engineering 
Response (Post 030103) 04/07/27 Consolidated Edison Co df New 

York. Inc ll9pp 25065 047 24X Fiche 50-000,84/07/27,0407250229 


8408020011 Forwards responses to draft SER Outstanding Issues 63,72.113 
U 120 ro IE Bulletins 00-06 «t 79-27. reg iona 1 climatology 
& containment vacuum sys e rha usti respec ti ve 1 y 
MODLEVEB.E J Ouque^ne Light Cd 94/07/27 KNIGHTON. O.W 
Licensing Branch 3 I2pp 25003 000 24X Fiche 50-412,84/07/27, 

0400020011 


84-0BO703a3 Ack receipt Of 8406S5 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-412/04-04 
MARTIN, T T Division of Engineering t> Technical Programs 04/00/01 
WODLEVER.E J Duquesne Light Co Hpp 23944 199 24X 

riche 50-412.04/08/01.8409070333 
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--0403070335 Re^p-onds to NRC 340531 Ifcr re violatiovis rusted » rv IE Tnsp 
Rept SO'4l2/'a4-04 Corrective attions completion of 
electrical end /t> arr i e r scheduled for Fourth Quarter 1905 
WODLEVEfi, E J Duquesne Light Cn 34/06/25 STAROSTECH I , H 
Division of Project b Resident Programs 6p p 23944 20 1 24X 

Fichc 30-4l2< 04/00/01. 0408070353 


840B010333 [E Info Notice 84-59. Deliberate Circumventing o if Station 
Health Phgsics Procedures, " Svc list end 

JORDAN, E U Division of Ernergenty Preparedness t Engineering 
Response (Post 0301031 04/08/06 Consolidated Edison Co of Meur 

york, Inc l2Spp 2A069 001 24X Fiche 50-000,04/00/06.0400010333 


04OBO1O337 IE Info Notice 04-60, "Failure of Air Puiifging Respirator 
Filters to Meet Efficiency Requirement Svc list entl 
JDRDAN^E L Division of Emergency Preparedness t Engineering 
Response (Post 830103) 04/00/06 Consolidated Edison Co of Weu 

York. Inc I23pp 24067 150 24X Fiche 50-000. 04 /OB/06. 0400010337 


0406070120 IE Info Notice 04-61. ' (Dvere ipoeure of Diver in PMR 
Refueling Cavity ” Svc list end 

JQRDAN,^E t Division of Emergency Preparedness Engineering 
Response (Post 030103) B4/08/08 Consolidated Edison Co of Neu 

York. Inc ISOpp 26129 liQ 24X Fiche 50-000, 04/00/08, 0408070120 


8408070376 IE Info Notice 84-62, "Therapy Ml sadmin i strations te 
Patients Undergoing Co-60 Teletherapy Treatments ” Svc 
list enc 1 

GRACE, J N Division of Q-A, Safeguards t* Inspection Programs (Post 
03{)1O3> 04/08/10 Consolidated Edison Co of Neu York, Inc 

tsspp 26130 001 24X Fiche 50-000,04/08/10,0408 070376 


8400100009 IE Info Notice 04-63, "Defective RKR Replacement Piping " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post BSOIOT) 04/03/13 Consolidated Edison Co of Neu 

York. Inc ll9pp 26l97 218 24X Fiche 50-000,04/03/13,0400100009 


B40B10003B IE Info Notice 64-64. "BUR HPCI Initiation Seal-ln tt 
Indication " 3vc list encl 

JORDAN, E L Division of Emergency Preparedness 6. Engineering 
Response (Post 030103) 04/06/15 Consolidated Edison Co of Neu 

York, Inc 104pp 26198 093 24X Fiche 50-000,04/08/15*8400100038 


G40B100021 IE Info Notice 84-65, ’'Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) B4/0S/I6 Consolidated Edison Co of Neu 

York, Inc ll0pp 26190 OOl 24X Fiche 50-000,04/08/16*8409100021 


8408100055 lE Info Notice 84-66* "’Undetected Unavailability of 
Turt Ine-Drl ven Auxiliary Feeduater Train "■ Svc list enc I 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Ca of Neu 

York. Inc I20pp 26276 OOl 24X Fiche 50-0 00.04/08/17,8 4001000 5 5 


)B14020S IE Info Notice 84-67, "Recent Snubber Inservice Testing W/ 
High Failure Rates " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
tesponse (Post 030103) 84/08/17 Consolidated Edison Co of Neui 

fori, Inc L23pp 26276 122 24X Fiche 30-000.04/00/17,0400140200 


)8S10142 IE Info Notice 04-68, "Potential Deficiency! in Improperly 
lated Field Wiring to Solenaid Valves " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
(Bsponse (Past 030103) 84/00/21 Consolidated Edison Co of Neu 

fori, fnc llSpp 26329 OOB 24X Fiche 50-000.04/08/21,8400210142 


>8270335 Discusses 040612 meeting u/uttl re encl GALP Repts 
iO-334/B4-l3 ti 50-4SB/84-06 Overall assessment of 
erfornance far Unit 1 acceptable Lack of mgt control for 
Inlt 3 Identified List of meeting attendees encl 
1URLEY, T E Region 1. Office of Director 84/08/21 CAREV/J J 
Juquesne Light Co 6pp 26244 203 24X Fiche 30-334, B4/0B/21, 

8408270333 


-9400270341 Summarlies discussion at B40612 meeting re BAtP Repfcs 
50-334/84-13 6 50-412/B4-06 Constructability revieui group 
for reviewing engineering output fi. organ i lati onal change* 
estsbl i shed 

CAREY, J J Duquesne Ll ght Co 04/06/29 BTARQBTECK I , R Division 
of Project b Resident Programs 22p p 26244 205 24X 

Fiche 50-334,04/08/21,8 408270335 


B Reportable o i l ur r enc e 5 , LERs / lelctad correspondence 


8400060259 Interim Bignificnt Defik.iency Rept 81-06 re i emoved, 
dismantled or paitially dismantled pipe supports Rework 
ccintfcil program under development to assure QC insp status 
reflects most recent changes Addl rept expected by 840831 
WODLEVER.E J Duquesne Light Co E14/07/12 MURLEY. T E Region 1. 
Office of Directoi 3pp 25935 153 24X Fiche 50-412,84/07/12, 

8408060359 


0400210476 Final Deficiency Dept 62-04 re potential for undetectable 
failure of inghou se solid state protection sys Hardware 

changes described in encl Westinghouse technical bulletin 
uill be incorporated prior to 040701 

WaULEVER.E J Duquesne Light Co 84/08/13 MUfiLEV, T E Region 1, 
Office of Director lOpp 26191 127 24/ Fiche 50-412,84/00/13, 

B40B2I0476 


DOCKET 50-413 CATAWBA NUCLEAR STATION. UNIT I 


A App 1 lea t lon/consti uc 1 1 on stage documents f coi respandence 


84D831042B Forwards summary of NRC 840418 meeting w/util In Region II 
ofc 6 840419 meeting at facility re followup to 840313 
meeting concerning welding irregularity findings 
LEWIS* R C Region 2, Office of Director 84/05/01 TUCKER, H D 
Duke Power Co 5pp 26335 0?9 24X Fiche 50-413,84/05/01, 

0400310428 


8408300440 Confirms 840517 arrangements between JU Hampton, YL Drownlee 
6 NA Rutherford re 840524 mgt meeting w/util in Region H 
ofc to discuss readiness for operation of facility Proposed 
agenda end 

LEWES. R C Region 2, Office of Director 84/05/22 TUCKER, H B 
Duke Power Co 3pp 26314 £44 24X Fiche 50-413,04/03/22. 

8400300440 


8400060072 Requests exenip*^ion from ODC 4 re fuel load t precritlcal 
testing activities Exempt Ion would allow completion of RHR 
pump/mobor analyses t seismic qualification of electrical 
isolation sys prior to initial criticality 

THIEB. A C Duke Power Co 84/07/11 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 3pp 23922 012 24X 

Fiche 50-413,04/07/11.8406060072 


E NRC Safety Evaluation Report CSER), suppls b correspondence 


B40B090275 Forwards proprietary b nonproprietary *'Ub sti ng house Setpoint 
Methodology for Protection Sys, Catawba Station," in response 
to Section 7 3 24 of SER Application for withholding 
proprietary rept end 

TUCKER. H B Duke Power Co B4/07/30 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 

4 app 25964 22B a4X Fiche 50-413.04/07/30,8408030275 


--84O8D0OS6O Requests withholding of pioprietary "Nesti nghouse Setpoint 
Methodology- for Profrection Gy^< Catawba Station" 

<ref 10CFR2 790) 

NIESCMANN, R A Wes tmghouse Eloc if I c Corp 84/07/20 DENTON* H 
Office of Nuclear Reactor Regulation. Director Spp 25964 230 
24X Fiche 50-413.04/07/30,8400080273 


— B403-08,')2a4 Nonprop ri etary "Wes 1 1 nghoose Setpoint Methodology for 
Protection Sys. Catawba Station " Two oversize tables end 
Aperture cards available In FOR 

JANSEN, R L , TULEY.C R Westinghouse Electric Corp 84/06/30 
71 PP 2396 4 233 a4X Fiche 30-413,04/07/30,8408080275 


0408070009 SAFETY EVAH»ATIOM REPORT FtELATED TO THE OPERATION OF 
CATAWBA NUCLEAR STATION. UNITS 1 AND 2 DOCKET Nos 50-413 And 
30-414 (Duke Pouer Company, et al) 

e Division of Licensing NUrtEO-09b4 303 84/07/31 I40pp 

Available at NRC »5 30 £5954 334 24X Fiche 30-413.84/07/31. 

8400070009 


F Security, medical, emergen-cy b fire protection plans 


B40B3003S6 Forwards FEMA "Exorcise Rept, Catawba Nuclear Station, 
0402 I 5- J 6 " 

DANCE, H C Region 2, Office of Director 04/06/25 TUCKER. K0 
Duke Power Co Ip 26300 264 24X Fiche 50-413,84/06/25, 

0408300350 


0408070407 Forwards Rev I to storage in-translt security plan for 
SN(i of law strategic significance Rov withheld 
(ref 10CFR73 21 > 

TUCKER, H D Duke Power Co 84/07/02 O'REILLY, J P Region 2, 

□ fPtcc of Director Ip 25941 193 24X Fiche 30-413,04/07/02, 

0400070407 



DOCKETED ITEMS 


315 


B<30a27036'’ Foru/^dtds fnsp Repts 5:)-4lJ^d4-77 • 50-414/94-33 on 

S40ii3^“29 Nj deviations or viDlacioti« nnted 

0/^NCE>H C Uivisifin of Project I Resident Programs 84/07/17 
TUCKER- H B Cu-te Power Co 2pp 2t>25 ^ 2^!'^ S4x 

Fiche “iO 413- 84/07/ 17. fl40827O3i»7 


— 0400.2/0371 Insp Pepts 50-413/84-77 •- 50-414 'Q4-33 on 940i25-29 No 
vxolatiane or deviations noted Major areas inspected fire 
protec t ion 

WISEMAN, G R , LOrJLON* T E Region 2, Qrfice of Director 04/07/13 
6pp r6?57 399 a4X FlChe 50-413,84/07/17.8408270367 


9400090042 Foru^ards States of NC f Sf responses to regional assistance 
committee findings on offiiitt radiological emergency 
response preparedness t exercise on 840215-16 State h local 
energeneg plans ade^luate 

KRIMM. R W Federal Emergency Management Agency 04/07/27 
JORDAN. E L Division of CmeTgency Preparedness Engineering 
flpsponse (Post 030103) 0pp 25992 324 24X Fiche 50-413.04/07/27. 

8408090042 


B40BOS0060 Motion for changes tt> transcript of emergency planning 
hearing to correct matl errors ASLD requested to issue order 
directing that evidentiary record be ametided. incorporating 
end changes 

MCOARftV, J M Duke Power Co DSD 702 04/07/30 Atomic Safety 

and Licensing Board Panel Ip 25092 271 24^ 

Ficho 50-413.04/07/30.0408020060 


0400090007 Forwards safeguard^ implementation ] trs Ltrs withheld 
C ref 10CFR73 2t ) 

TUCKER. H D Dute Power Co 04/07/30 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 2pp B5973 005 a4X 
Fiche 50-413.04/07/30.0408090007 


0408070322 Respond 
gonorator PDRVs 
Mod uill be inpl 
Mad e 3 

TUCKCR.H D Dut 
Nuc leer Reactor 
4 Ip 25945 i 


s to Nnc concern re false opening of MSlVs 
for Stean Generators A. B 8< D due to fire 
emented on Unit 1 prior to entry into 


e Power Co 04/00/02 DENTON. H R Offic 
Regulation. Director ADFNBAM. E G Llcon 
29 24X riche 50-413,04/00/02.0400070322 


or steam 


e of 

sing Branch 


04OBO7O3S1 Advises that sufficient manpo'wer available onsite to perform 
required manual operations in timely manner to achieve 
safe hot standby conditions u/o reliance on fire brigade 
mamba r s . p er NRC request during App R review 

TUCKER. H □ Duke Power Co 84/00^03 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E 0 Licensing Branch 
4 ip 25944 149 24X Fiche 50-413,04/08/03.0400070351 


0408280372 forwards public version of revised efnargancy plan 
inplementing proc edures. 1 nc 1 up mg MP/O/D/1009/07 re 
iri-plant pjiticulate it iodine monitaring under accident 
c&ndifcions HP/0 'B/1009x05 ie personnel monifeoTing 
TUCKER. H D Duke Power Co 04/00/06 Record Services Dranch 
(Document Control Desk) 2p p 26293 049 24 X Fiche 50-4J3, 

04/00/06. 0400280172 


■-Q4O320O377 Public version of revised emergency plan implementing 
p rocedures. i nc lud i ng hP/O/B/ 1009/07 re in-plant particulate 
indine monitoring under accident conditions *a 
HP/O/B/ 1 009/05 re personnel monitoring W/Folton 640821 memo 
TUCKER- H B Duke Power Co 04/00/06 74pp 26293 051 34X 

Fiche 50-413.84/00/06.0400280372 


640930035/ Confirms 040006 telcon u/JP O'Roilly re 640015 meeting in 
Region II ofc to disc-uss design S. operation of standby 
shutdown facility concerning App R to lOCFRSO.fire 
protection It 10CFR73. phy s ica 1 protectian Agenda end 
Lewia-R C Region 2. Office of Director 04/00/00 TUCKER. H D 
Duf(e Power Co 3pp 26314 222 24X Fiche 50-000.84/00/00. 

0400300357 


0408300014 ffiTuards public version of Rev 13 to crisis mg fc 
revised emergency plan Inp 1 emerit i ng procedures 
TUCKER. H □ puke Power Co G4/0B/J0 Record Berwic® 
(Document Control Desk) 2ipp 26332 353 24X 

Fiche 50-000. 04/00/10. 8400300014 


plan t< 
s Qranch 


— 0408300021 Public version of Rev 13 to "Crisis Mg t Plan for Nuclear 
Btations " 

a Duke Power Co 04/00/15 30pp 26333 010 24X 

Fiche 50-000,04/08/10.0408300014 


— 8409300020 Public version of revised crisis mgt plan implementing 
p roc Bdures. 1 nc 1 ud i ng 5 3 1 re recovery manager U immediate 
staff group plan 8. 5 3 4 re schedu 1 ing/p lann f ng support 
gmup W /Felton Q40B23 nemo 

*- Duke Power Co 04/00/15 170pp 26333 040 24X 

Fiche 50-000. 84/08/10, 8400300014 


0409290041 Board Notification 94-151 forwards FCMA interim findings on 
offsite radialoqicai emergency respDn$e pre p aredn e s s. 5 tate 
of SC 040424 Iti ’ State of fJC 940522 Ur 
NOVAK. T M Assistant Director for Litansing 84/00/29 
NA4GULIES.M , LA7D. R , HOOPER. F Atomic Safety and Licensing Board 
Panel 4pp 26322 115 24X Fiche 50-413-84/00/29.8400290041 


'--0 40614 0090 Requests addl info !> supplemental interim findings re status 
of offsite rad i 0 1 og 1 ca 1 plans V preparedness Statement 
indicating adequacy of state local emergency plane should 
be provided by 040615 

JORDAN, E L Division of Emergency Preparedness Zi Englneorlns 
Response CPost 030103) 04/06/07 KRIMM.R W Federal Emergency 

Management Agency Ip 26322 127 24X Fiche SO-4 1 3. 04/00/29. 

0408290041 


0 Adjudicatory correspondence 


0408150524 Forwards applicant Erhibits EP 10-20. i n tervenor Exhibits 
EP 42.43,44.45,46.47.50.40 t 49 fc NRC Exhibit EP 5 re 
enorgency planning Related correspondence 

EYSTERfR Tayloe Associates 04/05/31 PLEASANT. E Administrative 
6 Logistical Support Branch IP 261'05 363 24X 

Fiche 50-413.84/05/31.0400150524 


0408160109 Forwards tntervenor Exhibits 91-54 it 19. NRC staff Exhibit 
3A 6 applicant Exhibits 21A & 2l Reliated correspondence 
RILEY. BL Taylne Aasoclates 04/06/13 PLEASANT. E 
Administrative 6 Logistical Support Branch ip 861S6 326 24X 

Fiche 50-413.04/06/15.8408160109 


0400010211 Responds to Judge Kelley 040716 request for applicant 
640222 responses to NRC questions on emergency diesel 
generators W/o ends Related correspondence 

JOHNHON. 0 E Hearing Branch 4 08B 676 84/07/27 KELLY. J L . 

PURQOri, P W . FOSTER. R F Atomic Safety and Licensing Board Panel 
Ip 25056 092 24X Fiche 50-4 13, 84/07/27. 840001021 1 


8400020062 Forwards Ofc pf Investigation Rept 2-03-038, "Catawba 
Nuclear Station Alleged Harassment C< intimidation of QC 
Welding Inspectors “ 

KELI.EV. j L Atomic Safety and Licensing Board Panel DSB 693 

04/07/27 Office of the Executive Legal Directar Jp 25G96 201 

24X Fiche 30-413,84/07/27,6408020062 


—0400020060 Investigation Rept 2-03-038. "Duke Power Co Catawba Nuclear 
Station Harassment V Intimidation of QC Helding Inspectors " 
WILLIAMSON. E L Office of Investigation 84/07/11 SOBpp 
25096 202 24X Fiche 50-413,04/07/27.8400020062 


0408070443 Joint proposed findings of fact tt conclusions of law in 
form of partial initial decision re emergency planning 
contentions Certificate of Sve encl 

GUILD. R palmetto A1 1 lance GUILD. R Guild, R GUILD. R Carolina 
Environmental S+udy Group DS8 776 04/07/27 195pp 2S943 206 

24X FUho 50-413.04/07/27.0400070443 


84G0D2OO6O Motiqn for changes to transcript of emergency planning 
hearing to correct matt errors A5LB requested to issue order 
directing that evidentiary record be amended. inc orpora ting 
encl changes 

(1CQARRY* J M Duke Power Co MCGARRY. j M Bishop. Liberman. Caak. 

Purcell I Reynolds DBB 703 94/07/30 Atomic Safety and 

Licensing Board Panel l o 25092 271 24X Fiche 50-413.94/07/30. 

0408020060 


— 8408050066 Errata to transcript of S40501-060B eenergency planning 
hear 1 ng . cor r ec 1 1 ng matt errors Certificate of 8vc encl 
» Duke Power Cq 04/07/30 a3pp 2909S 272 24X 

Fiche SO-413. 84/07/30. 0408020060 


0408020013 Order extending time until 840904 for Commission to act to 
review Director ’’s Decision [>D-B4-!6 Served on 040801 
CHILKiS J Office of the Secretary of the Commission DSD 692 
04/07/31 Commissioners Ip S5883 115 24X 

Fiche 50-413.64/07/31.0409020013 


8406060035 Response to f^almftto Alliance t Carolina Environ Study Group 
seven 1 nterroga tori e s far uhicfi A8LD granted motion to 
conip^el Certificate of Sve encl Related correspondence 
CARR. A V puke Power Co D90 746 84/00/01 Palmetto Alliance 

53pp 25920 007 24X FI Che 50-413,64/00/01.0408060033 


0408200548 Expresses opinion that ASL0 040720 order imposes burdens on 
Palmetto Alliance ^ Carolina Environ Study Group solely 
as consequence of util 6 staff tardiness In discovery of 
safety problems w/dlese) generators Related correspondence 
GUILD.R Guild. R GUILD. R Palmetto Alliance GUILD.R Carolina 
Environmental Study Group D3B 159 04/00/01 KELLEY* J L . 

FQSTERi R F . PURDDM. P U Atomic Safety and Licensing Board Panel 
Spp 26137 026 24X Fiche 30-413.04/09/01.0406200540 
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B408D7C<I Sc' SiifTiTior 1 ■, 8 1053^ ^iree'-ertt <: L~i-tn titenRisn to ser^re 

diesBl generator tsrhniLisl t slu^ticii lept Rel-ited 
corrf?'". pondt’Ticc 

JOH'JSDfi- G C Keanng Pi ar t 4 05H 11& f 1 'ufl 03 kELLE/, J L 

Atonic Safety and Licensiiig Puard *^aru I IP e.'‘''?42 025 24X 

Eiche 50-413- 84/03/03, S*10QO'»0422 


□400000339 Foriuards util ' It'v*? st igat ion of I^,S'je% Peii^cd b ij NRC in 
Inap Ropts 50- 13/B4-31 I H4'0l“l’’. in itJSponse to NRC 
concerns re allegations or UeldPi U Related i-or respond enc e 
CARR. A V Duke Pouer Co [>SB 826 84/08.03 PELL/- J L . 

FCSfER.R F . PURDOil, P Atomic SjPotij <jnd licensing Board Panel 
t20pp 25963 311 ^4^ Fiche 50- U3 04/00 01,3409000339 


□408090191 Forwards ♦■echnscal (‘valuation itpt.fjer ASi G 040720 order 
establishing schedule leading to Q40827 hearing on diesol 
generator contention W/o cnc 1 Related cot res p and ence 
JOHNSON. G E hearing Branch 4 DSD 063 84/00/07 1*ELLEY,J L 

PURDQH, P w , rOSTEH.R F Atomic Safety and Licensing Board Panel 
iSOpp 26J30 199 Fiche '>0-413-34/00/07,8400090191 


8408130270 Proposed findings or ract f k.onc lui> i ons of Ijw in form uf 
supplemental partial ini^-iil decision on emergency planning 
Certificate of Sve encl 

hCGURREN-H J Hearing Branch 1 JOHNSHN, G E fleaimg Branch 4 
DSB 910 B.l/OB/08 I49pp 26009 001 2U Flche 30-413.94/00-^00, 

0408130270 


0408140103 Supplemental i esponse to joint interr ogatorids requests to 
produce documents on dtcsel generator contentions V to 
Carolina Environ Study Group interrogatories Prof 
qua 1 If 1 cations end Related correspondence 

CARR. A V Duke Power Co D8D 957 Q4/OS/IO Palmetto AM lance 

17pp 26048 334 24X Flche 50-413/ 84/08/10- 9409140103 


--0408140110 Forwards interrogator i es to Pal.TiettiD Alliance & Carolina 
Environ Study Group re identity of oipert witness on 
diesel gertPi ator problem^ 

CARR. A y Duke Power Co 04/00/10 KELLEV, J L , PURDDH. P h - 
FOSTER. R r ntomc Safety and Licensing Board Panel Ip 
26040 351 24X Fiche 50-413 84/08/10.0406140103 


—0400140115 Interrogatories re identi f icat ion> qua 1 i f icat I pns h roie of 
expert on diesel generator contention Certificate of S/c 
encl Related correspondence 

CARR, A y Duke Power Co P4'09/10 Palmetto Alliance 7pp 
26040 352 24X FlChe 30-113.84/00/10.8400140103 


□400160121 Forwards Attachnont A to Section VII. "Repair of Drill 
Hples- ’■ of 810003 transmttal Corrections to eirors 1 1 s teil 
Related correspondence 

CARR/ A V Duke Power Co DSD 069 84/08/13 MELLEV.J L . 

FOSTER. R F . PURDDK. R Atomic Safety and Licensing Hoard Panel 
4pp 26085 180 24/ Flche 50-413-84/00/13.9409160121 


G408200481 Forwards SER re reliability of diesel generators Related 
corresp ondence 

JOHNSON- G E Hoaritig Branch •! DSD 175 04/00/14 GUILD/ R 

Palmetto AMiancc RlLEV, J L Carolina Environmental Study Group 
llpp 26136 307 24X Flche 50-413.84/00/14,8 4092 00481 


0920050B Forwards SER re reliability of diesel generators Technical 
evaluation rept-uh(ch forms part of SER. prev> ously 
forwarded W/o encl Related correspondence 

JOHNSON. G E Hearing Branch 4 DSB 176 0/1/00/14 llELLY. J L - 
FOSTER- R F , PUROQN. P N Atomic Safety and LKensing Board Panel 
Ip 26136 360 34X Flche 50-413-84/00/14,0408200900 


10B200499 Forwards addl info re NRC witnesses on mtervonor diesel 
generator contention V two addl comments Related 
c orresp ondence 

JOHNSOri, G e: Hearing Bianch 4 DSB 172 04/08/15 QUILD. R 

Palmetto Alliance RIlEY-J L Carolina Environmental Study Group 
Ip 36137 OGI 24X Fiche 50-413,84/08/15/0408200499 


-G4GB2O051 1 Supplemental responses to Palmetto Alliance & Carolina 
Environ Study Group B40318 general interrogatories 
CertiFicato of Sve encl Related correspondence 

JOHNSON, G E Hearing Branch 4 84/00/15 Palmetto Alliance 

I5pp 26137 002 24X Fiche 50-413,04/00/15,0400200499 


D40B310205 Expresses disagreement w/conc lusi ons expressed in util.BNWU 
l( NRC staff repts re reliability of TdI emergency diesel 
generators Pattern of deficiencies exists which preclude* 
findings Related correspondence 

GUILD.R Guild, R GUILD, R Palmetto Alliance GUILD.R Carolina 
Environmental Study Group DSD 430 84/00/16 KELLEV* J L , 

PLRD0M/P W , FOSTER. R F Atomic Safety and Licensing Board Panel 
193PP 26317 228 24X Fiche 50-413.94/00/16/8 408310205 


84002^011*.' L'lscuabes intcrvcnCTi interUiun tu rely un fctfiled 
teit’imofiy js -f de*.. iled technical position per 

AwLD aiO'JO order * 04031'-’ If Icon P i louiccky t/dded to staff 
panel Related coi i esponden, e 

JOHNSON, w E Hearing Branch 4 DbB 303 94/00/17 GUILD- R 

Pal.nettn nili«ince RILEY, v< I Caiolina Environmental Study Group 
4pp 26247 3 10 JH fiche 50-4 1 3- 84/ 00 M 7, S40a2''0 1 1 9 


S4O022OJ4"’ Reply to propcied i-mdings of ract h conclusions of law of 
Palnefcto AL 1 lanc e, car o 1 1 n.q ErivUUTi Study Group ♦ NRC 
Certificate of Svt encl 

MCOARRY- J f1 Duke Power Lo [.uGARRf, ' M Bishop, Liberman, Cook. 

Pu((.ell V Reynolds DSQ 180 04/00/20 Atomic Safety and 

Licensing Roar d Panel i25pp 26192 001 «34X Fiche 50-413, 

04/00/20. 8 400220347 


8408370092 Fwrwards transcript or NRC staff testimony of CH Beriinger- 
BJ Kirkwood, PJ Louiecky JF Net.bltt re operability 6 
reliability of facility emergency diesel generators 
Certificate of S' c encl Related v or? espondenc e 

JOHNSON, G E Hearing Bianch 4 DSD 309 04/00/20 KELLY, J L - 

FOSTER, R F , PURDDM. P li Atomic Safety and Licensing Board Panel 
46pp P6247 004 24X Fiche 90 413-84/00/20.9400270092 


8400370109 Forwards SER re TDI Diesel Generator Qwnei s Group program 
plan U/o encl Related correspondence 

JOHNBUN-G E Hearing Branch 4 DSD 310 D4/0G/20 KELLEY, J L / 
PURDDM/ P U , foster, R F Atomic Safety and Licensing Hoard Panel 
Ip 26247 325 24X Picho 50-413.84/08/20.9408270109 


8408230280 Order dismissing diesel yeneratoi contention *< canceling 
040827 evidentiary hearing Intervener submission */ staff 
t* applicant testimony accepted as pi oof of positions had 
contention gone to hearing Served un 840022 

KELLEY, J L Atomic Safety and Licensing Hoard Panel DSQ 229 
84/00/23 Palmetto Alliance 2pp 2620b 360 24X 

Fiche 50-413.84/08/22, 0408230230 


Q40B26045S Forwards License NPr-24 * SSCR 3. including pertinent FR 
not ice- env'ii on protoctian p I an- Amend i to Indemnity 
Agreement P— iOil I* antitrust conditions U/o encls Related 
c orrespondonc o 

JOHNSON. G E Hearing Branch 4 USB 341 04/0B/24 ROSENTHAL, A S 

MOORt. 1 S , UIUBER- H A Atomic Safety and Licensing Appeal Panel 
2pp 26280 33* JA/FiChO 50-413,84/08/24/0400280493 


I FiTianrial inf ormat ion 


9*108240224 Forwards Duke Power Co * No? th Carolina Municipal Power 
Agency I 1903 e*nnual repts 

TUCKETR/ H 0 Duke Power Co 84/08/16 DENTON. H R Office of 

Nucleor Reactor Regulation- Diiecfof ADCNSAM, C 0 Licensing Branch 

4 2pp 26237 137 24X Fiche 50-000.84/00/16-8400240524 


— B409J40239 ”4983 Annual Rep t ' 

FLAY. G N . SHAW R W North Cai o 1 1 na Municipal Powei Agencies 
03/12/31 27pp 26237 I3t Fiche 50-000.04/00/16.0400240224 


— 8403240242 '1983 Annual Rept ' 

LCb.W h / DOOIH, D W Duke Power Co 03/12/dl 47pp 26837 16? 
24 X Fiche 50-000.04/00/16,8400240224 


J Insurance 6 indemnity information 


8406060218 Unerpected Amend I to Indemnity Agreement B-lOO 

SALTZMAN. J Assistant Director for State ^ Licensee Relations 
84/0//06 2pp 259S0 253 24X Fiche SO -4 13/ 84/07/06, 0400060210 


8400130164 Forwards License NPF-24, not! ce of i ssuance, Amend 1 to 
Indemnity Agroenent H-iOO, SSER 3 I environ protoetton plan 
( nonrod lol og ical 1 W/o SSER 3 

EISEWHUT. D G Division of Uiccniing 84/07/18 TUCKFR, H B Duke 
Power Co 4pp 26059 3l4 ?4X Fiche 50-4 J3- 84/07/18, 8408130164 


Q40BI6034-1 Forwards Endorsement 1 to NELIA Certificate N-97 6 MAELU 
Certificate M-97 

HOFFMAN, J Marsh ^ McLennan. Inc 84/00/13 DINITZ, I Assistant 
Director for State i Licensee Relations 3pp 26092 l9l 24X 
Fiche 50-413,04/09/13,0408160344 


F Opeiatki.g licertso stage documents * correspondence 


840813016* Forwartls Liconse NPF-24, not i c e of i s suanc e, Amend 1 to 
Indemnity Agreement Q^lOO, 99&R 3 7, environ protection plan 
Inonratl lolog leal ) W/o eSER 3 

EIBENHUT, D G Division or Ltceni.ing 04/07/18 TUCKER, H B Duka 
Power Cn 4pp 26059 314 24/ Fiche 50-413,84/07/10.8408130164 
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— B4OGiJOl60 License NPF’24 foi i-aLility 

DENIuNjH h Office of rjucie.3r Reautoi Regulation Director 
84/07/18 10pp t*tj039 Jl ' £4^ Tjche 30-4 13 84/0^ ' 1 B. 0400 1 301 64 


— 040013017/ Notice of issuance of License NPf 34 

4 Oil NS AM i E G Uirensing Qr^r.ch 1 04/07 MS 5pp 36059 335 24 X 

Fichu 50-413,04/07/10 840Sl30l<34 


' — B4O013O179 Environ protection plan (nonrad i o log lal 3 for facilities 
» Office of Nuclear Reactor Re j u lat i oti, Director 04/07/10 
2app 26059 340 24 X Fiche 50- U 3, 84/0**/ 18 B40B130164 


8400060117 Foruiards Rev 5 <-o pump vaKe inservice testing program 
TljCKER. H B Duie Pouer Co 84 / 07 '27 DENTON. H H Office of 

Nuclear Reactor Regulation. Director ADENSAM. E G Licensing Branch 

4 Ip 25933 05J 24/ Fiche 50-413,04/07/27.8408060117 


— 8409060119 Rev 5 tu inbervive testing piogram for pumps 6 valves 
« Duke Power Co 04/07/2/ 3p p 25933 054 a4X 
Fiche 50-413.04/07/27.8403060117 


0406160425 Summarg of B4072O meeting w/utils 6 Ueatinghouse re 
containment analysis 5 superheat effects on environ 
qual ification 

WIOOINTON, D L Operating Reactors Branch 1 04/07/30 Operating 

Reactors Branch 1 4pp 26143 265 247 Fiche 50-000(04/07/30. 

8408160425 


8400060097 Application for amend to License NPF-24i ch ang 1 ng Tech Specs 
to revise surveillance requirement & acceptance criteria for 
auxiliary feeduatei pumps 

TUCKER. H Q Duke Power Co 34/07/31 UCNTON. H R Office of 
Nucleai Reactor Regulation. Directoi ADENSAM. E 6 Licensing Branch 
4 Jpp 25925 309 24X Fl c he 50-413. 84/07/31 , 0400060097 


— 8408060104 Proposed Tech Spec s. chang i ng surveillance requirement 
acceptance criteria for auxiliary feedwater pumps 
« Duke Power Co 84/07/31 3pp 25925 312 24X 

Fiche 50-413,04/07/31.040806009/ 


8408090497 Summary of 840717 meeting w/t^est mg house Owners Steam 
■Ocnerator Tube Rupture Subgroup in Oethosda.MD re proposed 
steam generator tube rupture generic program List of 
attendees 6- vieugraphs end 

SINGH. D K Licensing Dranch 3 84/07/31 Licensing Branch 3 

IBpp 25903 130 24X Fiche 50-000. 84/07/31. 0408090497 


8408130011 TECHNICAL SPECIFICATIONS FOR CATAWBA NUCLEAR STATION. Unit i 
OocJfot No 50-41J 

ANDEH&DN. F D Division of Licensing NUREO-1072 84/07/31 525pp 

Available at NRC $10 00 26039 001 24X Fiche 50-413.84/07/31, 

8400130011 


8406070263 Tpruarda addl changes to 840625 revised FSAR Chapter 14 tost 
ab s trac tsi cons 1 st Ing of auxiliary feedwater sys functional 
tost rod control sys alignment test Changes will appear in 
Rev 12 to FSAR 

TUCKER. H D Duke Power Co 04/08/01 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADCNBAN, E 0 Licensing Branch 

4 4pp 35949 240 24X Fiche 50-413,84/00/01.8400070263 


8^408140430 Submits info re load history associated w/operation of 
Diesel Engine IB 

TUCKER. H B, Duke Power Co 84/08/03 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADFN8AM. E 0 Licensing Branch 
4 3pp 26051 J04 24X Fiche 50-413.84/08/03.0408140430 


0400070110 Generic Ltr aq.*!? to all licensees of operating reactors, 
applirants for OLs 6 holders or CPs re availability of 
Buppl 1 to NUREO-O9a3. "Prior 1 ti i at ion of Generic Safety 
Isfiuos " Sve list end 

EISENHUT.D 0 Division of Licensing 84/00/06 Consolidated 

Edison Co of New york, Inc I8pp 26129 238 24X 

Fiche 50-000.04/08/06.0400070110 


0400310016 Forwards listed documents re fac 1 1 1 ties, per 040515 
stipulation of parties in proceeding N/o end 

LEWIS. R C Region 2. Office of Director 04/00/06 PURDOM. P W 
Atonic Safety and Licensing Board Panel 2pp 26335 012 24X 

Fiche 50-413.84/00/06.6400310016 


640B310026 Forwards listed documents re fad 1 i t i es. per 840515 
stipulation of parties in proceeding W/o ends 

LEWIS. R C Region 2. Office of Director 04/08/06 RILEY. J L, 

Carolina Environmental Study Group 2pp 26335 015 24X 

Fiche 50-413.04/09/06.0400310028 


Q40B3l0.r'*4 1 Advises of decision to include individuals who receive copy 
undei 040 St? aCiputdtion on cc list Documents covered by 
stipulatioTh one 1 W/ a enc 1 

LEWJis. ft C F'^egijn Or f ice or Director 04/08/06 FOSTER. R F 
Affiliation Not A-^signed 2pp 2ei333 334 24X 

Fiche 50-41 J. a4/0B'06, a',C)'83i02U 


8400310242 r«dvises of decision to include individuals who receive copy 
undei 840515 sripulation on cc list Documents covered by 
stipulation enc 1 W/o encl 

LEWIS R C Region 2, Office of Director 04/00/06 KELLEY. J U 
Atomic Safety and Licensing Board Panel 2pp 26333 336 24X 

Fiche 50-413,04/00/06.8400310242 


8400230051 Forwards response to TDJ emergency diesel generator issues 
r.alsed bij NRC r Battello personnel during 640726 visit 
Idcn 1 1 f i cat I on of cylinder heads addressed 

TUCKER. H 0 Duke Power Co B4/OQ/OQ DENTON. H R Office of 
Nuclear Reactor Regulation. Director aDENSAM. E G Licensing Dranfh 
4 4pp 26204 014 2i.X Fiche 50-413, 04/00/08, 8400230051 


040821036b Forwards "Torsiog raph Tost of Einergeticy Diesel OcneTator lA 
at Catawba Nuclear Power Station," In TBsponse to 040009 
telcon request Start 6i should show run duration of 35 h 
rather than 43 

TUCKER. H 8 Duke Power Co 04/08/14 DEriTON. H ft Office of 
Nuclear Reactor Regulation. Director ADENSAM. E G Licensing Branch 
4 3pp 26178 175 24X Fiche 50-413.84/00/14.8400210365 


— 840B210370 "Torsiograph Test of Emergency Diesel Generator lA at 
Catawba Nuclear Pauer Station " 

» Failure Analysis Associates FAAA-04‘-5~23 84/05/29 i9pp 

26178 17B 247 Fiche 50-413.84/08/14.0400210365 


B408220303 Forwards Rev 12 to FSAR Table 14 2 12-1. "Heat Tracing Sys 
Tost " Test mothod 6 acceptance criteria revised to verify 
proper operation df heat tracing sys under current 
c ond 1 i i ons 

TUCKER. H D Duke Power Co 84/08/14 DENTON- H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E G Licensing Branch 
4 3pp 26194 069 24X Fiche 50-413,84/00/14.8400220303 


8400270160 Forwards Rev 4 to "Offsite Dose Calculation Manual. <’ 
incorporating Catawba calculation info Rev submitted prior 
to submittal of senlannual radioactive effluent release rept 
for Jiil-Dec 1964 

TUCKER. H B Duke Power Co 04/00/16 DENTON, H R Office of 
Nuclear Reactor Regulation. Director Spp 26279 112 24X 

Fiche 50*000,04/03/16,0408270160 


'0409270169 Rev 4 to "Offsite Dose Calculation Manual " 

OIHCH.ML Duke Pouer Co 04 / 07/18 39pp 26279 114 24X 

Fiche 30-000.04/08/16.8400270160 


0408210362 Application for amend to License NPF-24. revis Ing Tech Specs 
4622(46562 re containment pressure control sys 
Marked-up Tech Specs end 

TUCKErt.H B Duke Power Co 04/08/17 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E G Licensing Branch 
4 I4pp 26100 227 24 X Fiche 50-413. 84/00/17, 8400210362 


8400200301 Requests that amend to License NPr-24 re Tech Spec 
surveillance requirements for auxiliary feedwater pumps be 
granted by 840905 Delay nay result in startup schedule for 
facility h have substantial financial impact 

TUCKER. H B Duke Power Co 84/08/17 DENTON. H R Office of 

Nuclear Reac tor Regu Ja tlon. Director ADENSAM, E 0 Licensing Branch 

4 5pp 36274 327 24X Fiche 50-413.04/08/17.0400280281 


84'OB200375 Generic Ltr 84-20 to all licensees of operating reactors 8( 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevlewed safety 
questions Sve list encl 

E18ENHUT, DO Division of Licensing 04/00/20 Consolidated 
Erfisofi Co of New York. Inc I7pp 26276 244 24X 

Fiche 50-000. 04/08/20, 8408200275 


Q Inspection reports. lE Bulletins 6 c orre sp on danc e 


8400270184 Forwards Insp Repts 50-413/84-71 L 50-414/84-31 on 
B40612-I5 No violations or deviations Identified 
DANCE. H C Region 2. Office of Director 04/07/09 TUCKER. H D 
Duke power Co Ppp 262S7 322 24X Fiche 50-413,84/07/09, 

0400270104 


— B4O027O191 insp Repts 50-413/04-71 h 50-414/04-31 on 840612-15. No 
violations or deviations noted Major areas inspected action 
on previously identified enforcement matters L lOCFRSO 55 (b) 

1 tem*i 

RUFF, A B . CONLDNiT E Region 2, Office of Director 04/07/03 
5pp 26357 324 24X FIthe 90- 413.04/07 /09 . 0400270184 
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a^oaasojafe Foriirards ]nsp Rept^a 50-113/BH-73 50-414/84-32 Ofi 840619-20 

h 28 No violations c>r deviations noted 

DAMCE. H C Region 3, Office of Director 84/07/11 TUCKER- H D 
Duke Power Co 2pp 26294 353 24X Fiche 50-413. 34/07/1 1 i 

8408280386 


—8408200393 Insp Repts 50-413/84-73 ^ 30-414/84-32 on a406l9'20 & 20 tia 
violations or deviations noted Major areas inspected 
corrective actions re worker concerns on socket ueld 
fabrication 6 unauthoriied removal of ai c strikes 
ECONDMOS. N , OLAKE, J J Region 2. Office of Director 04/07/10 
3pp 26294 355 24X Fiche 50-413* 64/07/ 11 . a4OQae'0-3B6 


8408270367 Forwards Insp Repts 50-4i3/B4-77 ft 50-414/84-33 on 
840423-29 No deviatlonf or violations noted 

DANCE* H C Division of Project 8c Resident Programs 04/07/17 
TUCKER. H P Duke Power Co 2pp 26257 227 24X 

Fiche 50-413.84/07/17*8408270367 


— 0409270371 Insp Repts S0-413/B4-77 t 50-414/64-33 on 640623-29 No 
violations or deviations noted Major areas Lnspected fire 
protec tton 

WISEMAN. G R , CONUON, T E Region 2, Office of Director 84/07/13 
6pp S6257 229 24X Fithc 50-413, 04/07/ 17. B408270367 


0408270474 Forwards Insp Rapt 50-413/84-73 on 040625-29 Wo violations 
or deviations identified 

DANCE. H C Region 2, Office ot Director 04/07/17 TUCKER* H B 
Duke Power Co 2pp 26256 211 2AX Fiche 30-413.84/07/17* 
8400270474 


"“8408370480 Insp Rept 30-413/84-75 or 840625-29 No viola tions or 
deviations noted Major area% inspected licensee action on 
previous insp findings 6 p reoperational test results 
evaluation for solid-state protection sys functional test 
TAVLGR.P A , JAPE. F Region 2* Office of Director 04/07/12 
4pp 26256 313 24X Fiche 50-413*04/07/17.0400270474 


8400280327 Forwards Insp Rept 50-413/04-76 on 040626-28 No violations 
or deviations identified 

DANCE* H C Region 2. Office of Director 84/07/19 TUCKER. H D 
Duke Power Co 2pp 26282 261 24X Fiche S0"4t3* 84/07/ 19* 

8408280327 


— 8408200329 Insp Rept 50-413/84-76 on 840626-29 No violations or 
deviations noted Major areas inspected review of counting 
room & chemistry proced ures* revt ew of chemlstrg lab 
facilities 6 results of capability tests 
KUZQ. 0 a . HQMrGDMERY.D M Region 8. Office of Director 
04/07/16 lOpp 26232 263 24X Fiche 50-413*04/07/19.8408280327 


8408270404 Forwards Insp Rept 50-413/84-72 on 840610-22 No violations 
or deviations identified 

DANCE. H C Region 2. Office of Director B4/07/23 TUCKER, H D 
Duke Power Co 3pp 26256 IBS 24X Fiche 50-413,84/07/23* 
8409270404 


-8408270492 Insp Rept 50-413/84-72 on 840618-22 NO violations or 
deviations Identified Major areas inspected actions on 
previous enforcement natters U previously identified tnsp 
findings 

DELtgLE.O A * FOSTER* U E . UPRIGHT. C M Region 2. Office of 

Director 84/07/10 12pp 26256 191 S4X Fiche SO-41 3, 04/07/23. 

0408270404 


07250829 IE Info Notice 04-57, "Dperating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Cominercial Power Plants " Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/07/27 Consdl Jdated Edison Co of New 

York. Inc I19pp 25865 047 24X Fiche SO-DOO, 84/07/27. 0407250227 


00020062 Forwards Ofc of Investigation Rept 2-03-O3B. “Catawba 
Nuclear Station Alleged Harassment 6 Intimidation of QC 
Welding Inspoctors " 

KELLEV, J L Atomic Safety and Licensing Board Panel DSB 693 

04/D7/27 Office or the Executive Legal Director Ip 25098 201 

Z4X Fiche 50-413. 84/07/27. B4O0O2OO62 


--840B02006B Investigation Rept 2-03-030. "Duke Power Co Catawba Nuclear 
Station Harassment f ntiml dation of OC tfelding Inspectors " 
WILLIAMSON. E L Office of Investigation 04/07/11 SOBpp 
25890' 202 24X Fiche 50-413.84/07/27.0408020062 


0408090339 Forwarifs util " I nvest Igatipn of Issues Raised by NRC In 
Imp Repts 30-4I3/B4-31 6 50-414/B4-I7, " in respattse to NRC 
concerns re allegations of Welder D Related correspondence 
CARR. A </ Duke Power Co DBD 826 a4/08/<}3 KELLY. J,. L . 

FOSTER. R F . PURBOri. P Atomic Safety and Licensing Board Panel 
I20pp 25963 311 24X Fiche 50-413.04/08/03.8409000339 


8408010333 IE Info Notice 04-59, 'Deliberate Circumventing of Statu 
Health Physics Procedures Sve list end ^ 

JORDAN. E L Division of Emergency Preparedness *< Engineering 
Response iPost 03010-3) 04/00/06 Consol i d.ited Edison Co of f 

York, Inc 122pp 26069 OOl 24X Fiche 50-000.04/08/06.8400010: 


8408010337 IE Info Notice 94-60. "Failure of Air Purifying Resplrato 
Filteis to Meet Et-ficiency Requirement '' Sve list end 
JORDAN. E L Division of Emergency Preparedness h Engineering 
Rrsponae (Post 930103) 04/00/06 Consolidated Edison Co of K 

York. Inc 123pp 26067 158 24X Fiche 50-000,04/00/06.94080103 


0408300408 Forwards listed insp repts t related correspondence per 
040313 stipulation of parties in proceeding Vi/o ends 
LEWlfa.R C Region 2- Office of Director 04/00/06 GUILD. R 
Palmetto Alliance 2pp 26314 242 24X Fiche 50-413*84/00/06* 

8409300400 


3409070120 IE Info Notice 94-61, "Overexposure of Diver in PWR 
Refueling Cavity “ Sve list end 

JORDAN* E L Division of Emergency Preparedness *. Engineering 
Response (Post B30103> 94/00/08 Consolidated Edison Co of N 

York, Inc laOpp 26139 I IB 24X Fiche 50-000, B4/0Q/0B> 04080701 


8 408070376 IE Info Notice 84-62. "Therapy Ml sadminlstrat i ons to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
List end 

GRACE. J N Division of QA, Safeguards h Inspection Programs (Post 
030103) 04/oa/iO Consolidated Edison Co of New York* Inc 
laSpp 26130001 24X Fiche 50-000*94/08/10*8408070376 


8408100009 IE Info Notice 84-63. "Defective RHR Roplacemont Piping " 
8vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Enginecilng 
Response (Post 830103) 84/00/13 Consolidated Edison Co of N( 

York. Inc I19pp 26197 21Q S4X Fiche 50-000. 84/00/13. e4O0lOOO( 


B40B100030 IE Info Notice 84-64, "BWH HPCI Initiation Seal-In & 
Indication " Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/00/15 Consolidated Edison Co of Ni 

York. Inc I04pp 26199 093 24X Fiche 50-000.04/09/15.84081000: 


8408100021 !£ Info Notice 84-65, ''Underrated Fuses Which May Adverse! 
Affact Operation of Essential Electrical Equipment " 8vc 
1 1st one 1 

JGRDAN.E L Dlvistnn of Emeigency Prepai edness it Engineering 
Response (Post 830103) 64/08/16 Consolidated Edison Co of Ng 

York, Inc iiBpp 26190 001 a4X Fiche 30-000,04/00/16*040810002 


0408100055 IE Info Notice 04-66. "Undetected Unavailability of 
Turbine-Driven Auxiliary Fcoduater Train " Sve list end 
JORDAN* E L Division of Emergency Preparedness it Engineering 
Rssponse (Post 030103) B4/0S/17 Consolidated Edison Co of Ne 

York, Inc 120pp 26276 00 i 24X Fiche 50-000.04/08/17*840810003 


0400140300 1C Info Notice 04-67. "Recent Snubber Inservice Testing W/ 
High Failure Rates " Sve list end 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co of Ne 

York, Inc I 22 pp 26276 122 24X Fiche 30-000. 04/00/ 17. 840814020 


8400270391 Provides status of actions taken re Diesel Engine lA 
component revalidatlon insp 

TUCKER, H B Duke Power Co 04/08/17 DENTON* H R Office of 
Nuclear Reactor Regulation. Director ADEN SAM * E 0 Licensing Bran 

4 5pp 26238202 24X FI che 50-413, 04/08/17, 8400270391 


6400210142 IE Info Notice 04-60. "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Sve list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 03OIO1I 04/00/21 Consolidated Edison Co of Nei 

York, Inc U5pp 26329,000 24X Fi the 50 - 000 . 04/00/21. 840921014. 


R Periodic operating reports 6 related correspondence 


8408300406 Monthly operating rept for Jul 1984 W/B40B23 Itr 

REAVia, J A , TUCKER, H B Duke Power Co 84/07/31 3pp 26313 30! 
24X Fiche 50-413.04/07/31.9408300406 


S Reportable occurrences, LEfts & related correspondence 


0405290062 Forwards ** Investigation of Types AF & AE Piston Skirts “ 
Rept supercedes 040227 submittal 

RAY, C L TDI (Transafneri ca Delaval, Inc ) Owners Group 04/03/24 
DENTON. K R Office of Nuclear Reactor Regulation. Director 2pp 
24690045 24X Fiche 50-000,04/03/24.9405290062 
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— 0^O52*?OO75 " [n i^estigat ton o^ Types AF t AE Piston Skirts “ 

# Failure Analysis Associates FAAA-a4-2'- 1 4 04/05/23 ISOpp 

24J{ Fiche 50-000-04/05/24.3405290062 


04052901/9 For«/ar(}5 “Evaluation oF Emergency Diesel Generator 
Crankshafts at Shoreham f> Grand Oulf Nuclear Power 
Stations ■* 

RAV. C L TDI ( TransaTier 1 ca Pelaval. Inc ) Ouners Group 84/03/24 
DENTON. H R Oftice of Nuclear Reactor Regulation. Director 2pp 
24692 090 24X Fiche 50-000. Q4/05 '24. 0405290179 


S408060405 Forwards repts received by DNNL 4. consultants directly from 
FaAA It TO! Owners Group at 840622 meeting Dr^ft “Oserview of 
R e p ta « Ana 1 y a 1 s t< Recommendations re Main Propulsion Engines 
M/V Columbia" eric t 

ALZHEIMER. J M Dattelle Memorial Institute. Pacific Northwest 
La b OT at or 1 a a 84/06/20 lllLLER.M Division of Licensing I58pp 
25926 173 24X Fiche 50-000. Q4/O6/20. 04OBO6O4O5 


8400060050 Forwards info addressing open items identified in NRC/^NNL/ 
TDI Diesel Generator Owners Group 840622 meeting 

HA/, C L TDI (Transaitep I ca Delaval. Inc J Owners Group 84/07/10 
DERLINGER. C Director's Office. Office of Inspection and 

Enforcement 43pp 25933 133 24X Fiche 50-000.04/07/10, 

0403060050 


0400090278 Final significant deficiency rept re seismic design 
criteria not applied to fire protection piping serving E5F 
filters Initially reported on 040620 Fire protection spray 
water piping upgraded to Class F piping 

TUCKER. H □ Duke Power Co 04/07/10 O'REILLY, U P Region 2. 
Office of Director 3pp 26030 200 24X Fiche 50-413.84/07/10, 

3400090278 


B40B160159 Interln deficiency rept re testing of valves modified by 
Sorg~Worner Testing temporarily halted until electric 
motor operated valves nodified Corrective action will be 
completed by 041001 

TUCKER, H D Duke Power Co 04/07/25 O'REILLY, J P Region 2. 
Office of Director ip 26106 342 24X Fiche 50-413.04/07/23, 

0400160159 


34OS16O460 Interim Deficiency Rept SD 413/04-01 re addl vibration 
teabihg Next rept will be provided fay 041101 

TUCKER. H B Duke Power Co 04/07/26 O'RCILLY. J P Region 2. 
Office of Director Ip 26107 285 24X Fiche 50-413.84/07/26, 
84 00160468 


8406060102 Forwards "Emergency Diesel Generator Auxiliary Module 
Control Wiring 6 Termination Oua 1 i f i ca tlon Review " Adcfl 
copies sent to DNWL 

RAY, G L TDI ITransamer i ca Delaval, Inc ) Owners Group 04/07/27 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
23932 137 24X Fiche 50-000,84/07/27,8400060102 


*—8400060138 "Emergency Diesel Generator Auxiliary Module Control Wiring 
& Termination Oual i f 1 ca tion Review " 

» Stone & Webster Engineering Corp 04/07/31 36pp 25732 139 
a4X Fiche SO-OOO. 04/07/27. 0408060102 


B40B160429 Interln deficiency rept re cracking of two cast Iron 
subcovers in pedestal at junctlen of Intake rocker arm shaft 
& eubcover Initially reported on 840624 Cracked subcovers 
replaced Final report will be provided on 050115 
TUCKER, H 0 Duke Power Co 84/07/27 D'REILLY, J P Region 2, 
Office of Director 3pp 26106 066 24X Fiche 50-413, 84/07/27. 

8408160429 


04OB16OS17 Significant Deficiency Rept SD 413-414/04-lB re residual 
stress in Type AN piston skirts of TDI diesels Initially 
reported on 040620 Skirt cracks being evaluated Next rept 
by 030115 

TUCKER, H D Duke Power Co 04/07/27 0 ^REILLY, UP Region 2. 

Office of Director 3pp 26108 012 24X Fiche 50-413. 84/07/27, 

0400160317 


840SD60324 Forwards "Design Review of Elliott Model 650 Turbocharger 
Used on TDI DSRV-12-4 & D6RV-20-4 Emergency Diesel Generator 
Sets " 

RAY, C L TDI ITransamer i ca Delaval, Inc > Owners Group 84/00/01 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
aS 927 064 24X Fiche 50-000,04/00/01,0408060324 


0400070445 Forwards response to several TDI emergency diesel engine 
issues raised during NRC L Dettelle 840726 visit Jacket 
water sys parameters show no evidence of flow 
resistance increase 

TUCKER, K D Duke Power Co 84/00/01 DENTON, N R Office of 
Nuclear Reactor Regulation, Director ADEN B AM, E <3 Licensing Branch 

4 5pp 25942 263 24X Fiche 30-413.84/08/01,8400070445 


B4001601B3 Supplemental deficiency rept re evaluation of const flushing 
program Flush boundary for upper head Inioction pipe 
incorporated into c ons flushing program 

TUCKER. H D Duke Power Co 04/08/03 O'REILLY, J P Region 2. 
Office of Director 3pp 26106 3 1 6 24X Fiche 50-413,84/08/03. 

0408160103 


0408160394 Forwards ''Design Review of Engine Base it Bearing Caps for 
TDI PSRV-16 Diesel Engines " 

RAV.C L TDI (Tran samer tea Delaval. Inc 1 Owners Group 04/00/10 
DENTON, H R Office of Nuclear Reactor Regulation. Director 2pp 
26091 147 24X Fiche SO-DOO, 04/08/ 1 O, 04001 60394 


— 04OBI6O4O3 "Design Review of Engine Base 6 Bearing Caps for TDI 
DSRV-16 Diesel Engines '' 

e Failure Analysis Associates FAAA-84-6-33 84/08/31 44pp 

26091 149 24X Fiche 50-000,04/00/10.8408160394 


B4O024O115 Forwards SER re TDl Owners Group program plan 8ER addresses 
design review/quality revalldafcion pr o gram, te s 1 1 ng & insp, 
maint tt surveillance it sets forth requirements for operation 
prior to CDinpletlan of program plan 

EISEMHUT.DO Divls I on o f Licensing 04/00/13 GEOROE. J B TDI 
( Transameri-ca Delaval, Jnc ) Owners Group Ip 26253 194 24X 

Fichtf 50-000. 04/00/ IT, 8400240113 


— 0409340157 Safety evaluation of TDI Owners Group program plan Based on 
BNkIL evaluation, plan incorporates essential elements needed 
to resolve outstanding concerns re reliability of TDI 
engines for nuclear avc 

» NRC - No Detailed Affiliation Given 04/00/13 31pp 
26399 175 24X Fiche 50-000,04/08/13.8400240115 


B40B16O393 Forwards "Design Review of Elliott Model 900 TurbochaTger 
Used an TOl DSR-4B it D0RY-16 Emergency Diesfl Generator 
Sets," representing final QA verified rept Addl copy 
forwarded to DNWL. per NRC request 

RAY, C L TDI (Transame r 4ca Delaval, Inc ) Owners Group 04/OG/14 
DENTON, H R Office Of Nuclear Reactor Regulation. Director Spp 
26088 163 34X Flcha 50-000,04/08/14,0403160395 


“0408160397 "Design Review of Elliott Model 70fl Turbocharger Used on 
TDI DSR-40 a, DSRV-IA Energency Diesel Generator Sets." 
a Failure Analysis Associates FAAA-84-5-7 64/07/31 6lpp 

26O0B 165 24X Fiche 50-000.84/00/14.8408160395 


0400300501 LER 04-001-00 on 040721. bor 1 c acid transfer pumps lA 8< IB 
discovered danaged -Sc inoperable due to extended operation 
ui/o suction or discharge flow path Caused by improper valve 
lineup Procedure will be revised (y/840822 Itr 
OUELLETTE, R W . TUCKER. K D Duke Pouer Go 84/08/22 4pp 
26314 064 24X Fiche 50-413, 04/08/22, 0408300301 


8408290179 Forwards response bo 840723 request for addl info on repts 
submitted by TDI Diesel Generator awners Group 

RAY, C L TDI (Transamer I ca Delaval. Inc ) Owners Group 04/OB/23 
□ERLINOER.C Office of Nuclear Reactor Regulation, Director 12pp 
26209 221 24X Fiche 50 - 000 , 04/00/23, 84082901 79 


T Hearing transcripts on n on-antl trust matters 


0400020060 Motion for changes to transcript of emergency planning 
hearing to correct matl errors ASLB requested to issue order 
directing that evidentiary record be amended, inc orporat ing 
encl changes 

iMCQARRy.JM Duke Power Go MCOARRY. J M Bishop, Liberman, Cook, 

Furcell ^ Reynolds DSD 702 84/07/30 Atomic Safety and 

Llcenttlng Hoard Panel Ip 25092 271 24X Fiche 50-413,04/07/30, 

0408020060 


— 0408020066 Errata to transcript of 940501-0608 emergency planning 
hearing, correcting matl errors Certificate of Sve encl 
* Duke Power Co 84/07/30 23p p 25092 272 24X 

Flcha 50-413,04/07/3010408020060 


8408130360 Transcript of 04OBO8 telcon conference In BethBsda,MD 
Pp 12.771-12,007 

-tt Atomic Safety and Licensing Board Panel 84/08/00 41pp, 

26010 074 24X Fiche 50-413,04/08/00.0408130360. 


0400140243 Transcript of 040010 teUon in Bethesda, MD Pp 12,008- 
12. 036 

« Atumic Safety and Licensing Board Panel 04/00/10 31pp 
26055*353 24X Fiche 50-413,04/08/10,0400140243 


84002.80205 Testimony of OU Hallman, RP Muschick,SR Nerd, JA Gorman, 

CA Hells, LA SwangenSK Chen, JO Barbour. x/M Curtis b 
RC Oamb erg re problems encountered in diesel generator 
quallf icatian program, Re lated correspondence 

HALLMAN, G If , HU8CHICK. R P , MARD, 0 R Duke Power Co D8B 322 
04/00/18 444pp 26371 316 24X F 1 che 30-413, 04/08/ i 8, 0 400280205 
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U Congr&ssional/Ei ecut ive Corresp-andence 


B40B0?050B Responds to 040706 Itr ro NRC reply to R Guildiatty for 
Palmetto A1 1 lanc e . 0<^O637 Itr concenung mod or suspension of 
facility CP 

DIRCHS^lil J Office of the E’necutive Director for apeTations 
B4/07/31 MARTIN- J G House of Rep 2pp 239B2 334 24X 
Ftche 30-413, 04/07/31 '8408090508 


“-B407100397 Informs of R Guild cf Palmetto Alliance re-quest urging tlRC 
to provide Alliance u/e i pud 1 tlous response to B40627 Itr 
Progress update Sc response requested 

HARTINi J C House of Rep , Nays and Means 64 /07/06 

DCYOUNG.R C Director's tjfficei Office of Inspection and 
Enfercement 4pp 25962 341 24X Fiche 5Q-4 13, 84/07/31 » 

0408090508 


V DperatOT Exaninations 


6406300375 Faruards summary of 840416 meeting u/utll in Region II ofc 
re Info developed by NRC re conduct of reactor/senlor 
aperabor training Ia recent lentten license exam Attendance 
list also end 

□ 'REILLY' J P Region 2, Office of Director 64/03/09 TLPCKER.H » 
Duke Power Co 3pp 26306 167 24X Fiche 90-413,64/05/09, 

B4O03OO375 


DOCKET SO-414 CATAHDA NUCLEAR STATION. UNIT 2 


A App licat ion/construction stage documents 6 correspondence 


B406310426 Foruards summary of MRC 640416 meeting w/uti 1 in Region II 
ofc & 640419 meeting at facility re followup to 040313 
meeting concerning uelding irregularity findings 

LEUI5^R C Region 2> Office of Director B4/09/OL TUCKER, H D 
Duke Power Co Spp 26335 029 24X Fiche 50-413,84/03/01. 

8408310436 


B4QQ130164 Forwards License NPr-24, notice of i ssuanc e, Amend 1 to 
Indemnity Agreement Q'lDO, S5ER 3 t environ protection plan 
(nonrad lolog leal ) N/o SSER 3 

EISENHUT'D G Division of Licensing 64/07/10 TUCKER-H B Duke 
Power Co 4pp 26059 314 24X Fiche 50-413, 64/07/16, 0406130164 


— 840913017? Environ protection plan (nonradio 1 agial) for facilities 
» Office of Nuclear Reactor Regulation, Director 84/07/18 
22pp 26059 340 24X Fithe 50-413,84/07/10.8408130164 


8409160425 Summary of 840720 meeting w/utils L Most 1 nghouse re 
containment analysis & supetheat effects on environ 
qualifi cation 

WlGSINTOM'D L Operating Reactors Branch i 64/07/30 Operating 
Reactors Branth 1 4pp 26143 269 24X Fiche 50-000,04/07/30. 

8408160425 


09090497 Summarij of 840717 meeting u/Nestlngti ouse Owners Steam 
Generator Tube Rupture Subgroup in Bethesda. HD re proposed 
steam generator tube rupture generic program List of 
attendees & vUugraphs end 

BlNGHi S K Licensing Branch 3 84/07/31 Licensing Branch 3 

IBpp 29?a3 lao a4X Fiche 50-000,84/07/31,84060 90497 


09070263 Forwards addl changes to 840623 revised F8AR Chapter 14 test 
abstrac tsr consisting of aukUiary feedwater sys functional 
test Si rod control sys alignment test Changes will appear in 
Rev 12 to FSAR 

TUCKER. H B Duke Power Co 84/08/01 DENTDM.HR Office of 
Nuclear Reactor Regulation. Director ADEN6AM, E 0 Licensing Branch 
4 4pp 25949 240 24X Fiche 30-413184/08/01.04(39070263 


6409140430 Submits info re load histery associated w/operotlon of 
Diesel Engine IB 

TUCKER, H B Duke Power Co 84/08/03 DENTON. H H Office of 
Nuclear Reactor Regulation. Director ADENSAM.E 0 Licensing Branch 
4 3pp 26051 184 24X Fiche 50-413.64/08/03.8400140430 


8409070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs L holders of CPs re availability of 
Buppl 1 to Nl/ReG-0933. "Prior Ifcliatlon of Generic Safety 
Issuee '* Sve list end 

ElSENHUTiD 0 Division of Licensing 64/08/06 Consol Idated 
Edison Co of Neu York, Inc iBpp 2612? 238 24X 

Fiche 50-000.64/08/06.8408070110 


0409310016 Forwards listed documents re facU 1 ties, per 040515 
stipulation of parties in proceeding N/o end 

Lewi8. R C Region 2. Office of Director 64/06/06 PURDOM. P H 
Atomic Safety and Licensing Board Panel 2pp 26333 012 B4X 
^Jehe, 90-413.84/08/06, 6406310016 


B4OB31O02B Forwards listed documents re f aci I i t i es , p u r Q4051S 
stipulation of partios in pioceeding N/o ends 

LEUIS.R C Region 2. Office of Director 04/00/06 RILEY. J L 

Carolina Environnen ♦■a 1 9*-udy Group 3pp 26335 OlS 24X 

Fiche 50-413.84/00/06.6408310028 


G40B310241 Advises of decision to include individuals who receive copy 
under 640515 i pula t ion on cc list Documents covered by 
stipulation encl H/n end 

LEWIS.R C Region 2. Office of Director 64/06/06 FOSTER. R F 
Affiliation No*- Assigned 2pp 26333 334 24X 

Fiche 50-413.84/06/06,0406310241 


8409310242 Advises of decision to include Individuals u^ho receive copy 
under 6405(5 stipulation on cc list Documents covered by 
stipulation end W/o end 

LEWIS, R C Region 2, Office of Director 84/06/06 KELLEY. J L 
Atomic Safety and Licensing Doard Panel 2pp 26333 336 24X 

riche 50-413,84/06/06,0406310242 


8406230051 Forwards response to TDI emergency diesel generator issues 
raised by NRC 6 Dattelle personnel during B40726 visit 
Identification of cylinder heads addi essed 

TUCKER, H Q Duke Power Co 04/08/06 DENTON. H R Office of 
Nuclear Reactor Reg ula*-ion, Director ADENSAM.E G Licensing Branch 
4 4pp 26204 014 24X Fiche 50-413.64/00/08,9408230051 


8408210365 Forwards "Torsiograph Test of Emergency Diesel Generator lA 
at Catawba Nuclear Power Station, " In response to 840809 
belcon request Start 61 should show run duration of 35 h 
rather than 43 

TUCKER. H B Duke Power Co 84/09/14 dENTDN. H R Office of 
Nuclear Reactor Regulation, Director ADENSAM.E 0 Licensing Branch 
4 3pp 26179 175 24X Fiche 50-413.04/08/14.0400210365 


— '8408210370 "Torsiograph Tost of Emergency Diesel Generator lA at 
Catawba Nuclear Power Station “ 

* Failure Analysis Associates FAAA-04-5-23 04/05/29 19pp 

26178 170 24X Fiche 30-413.04/00/14,6408210365 


3406220303 Forwards Rev 12 to FSAR Table 14 2 12-1. "Heat Tracing Sgs 
Test " Test method * acceptance criteria revised to verify 
proper operation of heat tracing sys under current 
conditl ons 

TUCKER. H B Duke Power Co 04/06/14 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENSAM.E G Licensing Branch 
4 3pp 26194 069 24X Fiche 50-413.04/06/14.6400220303 


B40B270160 Forwards Rev 4 to "Dffsita Dose Calculation Manual." 
Incorporating Catawba calculation info Rev submitted prior 
bo submittal of seniannual radioactive effluent release rapt 
for Jul-Dec 1994 

TUCKER. H 0 Duke Power Co 84/00/16 DENTDN. H R Office of 
Nuclear Reactor Regulation. Director 2 pp 26279 US 24X 
Fiche 30-000.04/00/16.8406270160 


— 8408270169 Rev 4 to "Offsite Dose Calculation Manual " 

BIRCH. M L Duke Power Co 04/07/16 3?pp 26279 114 24X 

Fiche 50-000,84/00/16.6406570160 


8400200273 Generic Ltr 04-20 to all licensees of operating reactors fc 
applicants for oLs re scheduling guidance for licensee 
submittals of reloads that Involve unrevlewed safety 
questions 5vc List encl 

EI8ENHUT. D G Division of Licensing 84/00/20 Consolidated 
Edison Co of New York. Inc I7pp 26276 244 24X 

Fiche 50-000.04/08/20.0408200275 


E NRC Safety Evaluation Report <SER). suppls Bt correspondence 


84060B0275 Forwards proprietary L nonpropr lotary "Ueslinghouse Betpoint 
Methodology for Protection Sys.Catawba Station." in response 
to Bection 7 3 24 of 8ER Application for withholding 
proprietary rept encl 

TUCKER. H B Duke Puuier Co 04/07/30 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM.E 0 Licensing Branch 
4 2pp 25964 228 24X Fiche 50-413.04/07/30,9400080275 


— 840B0602B0 Requests withholding of proprietary "Westinghouse Setpoint 
Methodology far Protection Sys, Catawba Station" 

(ref lOCFRS 790) 

HIESEMANNiR A Wostlnghouse Electric Corp 64/07/20 DENTON. H 
Office of Nuclear Reactor Regulation. Director Bpp 25964 230 
24X Fiche 50-413,84/07/30.8406060275 


— 8400000264 Nonpropr ietary "Uestinghouse Setpoint Methodology for 
Protection Sys. Catawba Station " Two oversize tables end 
Aperture cards available in PDR 

JANSEN. R L . TULEY, C R Westlnghouse Electric Corp 04/06/30 
71pp 23964 238 24X Fiche 50-413,04/07/30.6406000275 
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8408070009 SArtTV EVALUATION REPORT RELATED TO THE OPERATION OF 
CATAWBA nuclear S TAT I ON. UN 1 TS 1 AND 2 DOCKET Nob 50-413 And 
50-414 (Duke Pouiei Compontjiel oi > 

* Division of Licensing NUREG-075 1 S03 04/07/31 I40pp 

AvaiUble at NRC *5 30 2595'1 334 24X Fiche 30-413*84/07/31* 

0408070009 


8400300014 Forwards public version of Rev 13 to crisis mg 
revised emergency plan inplcmenting procedures 
TUCKER* K D Duke Pouer Co 04/08/10 Record Servic 
(Document Control Desk} 2lpp 26332 333 24X 

Fiche 50-000.04/08/10.0408300014 


t plan & 
es Branch 


F Becurltg. medical, emergency V fire protection plans 


8408300358 Forwards FEMA "Exercise Rep t. Catauiba Nuclear Station* 
040215-16 “ 

dance* H C Region 3, Office of Director 84/06/25 TUCKER. H Q 
Duke Power Co Ip 2630Q 264 Fiche 50-413.84/06/23. 

0408300338 


B40B270367 Forwards Insp Repts 50-413/04-7'^ 50-414/04-33 on 

840635-29 No deviations oi violations noted 

DANCE*H C Division of Project V Heeidont Programs 84/07/17 
ruCKERj H B Duke Power Co 2pp 26257 227 24X 

Flthe 50-413* 84/07/17* 8400270367 


— 8400270371 Insp Repts S0-413/B4-77 N 50-414/84-33 on 840625-29 No 
vioilations or deNlations noted Major areas inspected fire 
pr Qtcc tion 

WISEMAN. G R Region 2* Office of Director 04/07/13 6pp 
26257 229 24X Fiche 50-413.04/07/17*0400270367 


84OBQ9D042 Forwards States of NC t BC responses to regional assistance 
comnittce findings on offsite radiological emergency 
response preparedness U exercise on 040215-16 State it local 
emergency plans adequate 

KRIHMIrR W Federal Emergencij Management Agoncy 04/07/27 
«fon0ANi £ L Division of Emergency Preparedness it Engineering 
Response (Post 8301031 Bpp 23992 324 Q4X Fiche 30-4i3» 04/07/27* 
8406070042 


— 8408300021 Public version of Rev 13 to "Crisis Mgt Plan for Nuclear 
Stations " 

« Duke Power Co 84/00/15 30pp 26333 010 24X 

Fiche 50-000*84/08/10,8408300014 


— 8408300028 Public verajon of revised crisis mgt plan implementing 
proced ures . incl ud ing S 3 1 re recovery manager & Immediate 
staff group plan t 5 3 4 re sc hedu 1 ing/p 1 ann i rig support 
group W/Felton 040623 memo 

a Duke Power Co 84/00/ 15 I70pp 26333 040 24X 

Fiche 50-000.84/08/10,8408300014 


8400290041 Board Notification 84-131 forwards FEMA interim findings on 
offsite radiological emergency response pr e par e dnes s* 8ta t e 
of eC 840424 I*-r 6 State of NC 040522 1 tr 
NOVAK. T M Assistant Director for Licensing 84/08/29 
MAROULIES.M , LAZO, R . HOOPCR, F Atomic Safety and Licensing Board 
Panel 4pp 36322 115 24X Fiche 30-413.04/08/29.8408290041 


— 8406140090 Requests addl info I* supplemental Interim findings re status 
of offsite radiological plans £c preparedness Statement 
indicating adequacy of state & local emergency plans should 
be provided by 040615 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/06/07 KRIMM* R « Federal Emergency 

Management Agency Ip 26323 127 24X Fiche 50-413*84/08/29* 

0408290041 


6 Adjudicatory correspondence 


Q4O0OSOD6O Motion for changes to transcript of emergency planning 
bearing to correct mat! errors ASLB requested to issue order 
directing that evidentiary recoid be amended, Incorporat Ing 
end changes 

MCOARRY. J M Duke Power Co OSD 702 84/07/30 Atomic Safety 

and Licensing Board Panel Ip 25892 271 34X 

Fiche 50-413.04/07/30*8480020060 


— 0400020066 Errata to transcript of 040501-0600 emergency planning 
hearing. correcting matl errors Certificate of Bve end 
* Duke Power Co 84/07/30 23pp 25092 272 24X 

Fiche 30-413*84/07/30*0408020060 


04OB1SOS24 Forwards applicant Exhibits EP 16-20* 1 ntervenor Exhibits 
EP 42.43*44*45*46*47*50*40 & 49 & NRC Exhibit EP 5 re 
emergency planning Related correspondence 

EYBTER.R Tayloc Associates 04/05/31 PLEASANT* E Administrative 
Logistical Support Branch Ip 26103 363 24X 

Fiche 50-413,84/05/31.0408150324 


0400160109 Forwards Intervenor Exhibits 31-54 It 1 5* NRC staff Exhibit 
3A & applicant Exhibits 21A 6 21 Related correspondence. 

RILEY* S L Tayloe Associates 84/06/15 PLEA3ANT.E 

Admi nis tratl ve t* Logistical Support Branch Ip 26126 326 24X 

Fiche 50-413*84/06/15.0408160109 


B408090007 Forwards safeguards implementation 1 trs Lire withheld 
(ref 10CrR73 21) 

TUCKER* H 0 Duke Power Co 84/07/30 DENTON* H R Office of 
Nuclear Reactor Regulation* Director 2pp 25973 OOS 24X 
Fiche 30-413. 04/07/30* B40B090007 


540Q0703S2 Responds to NRC concern re false opening of MSIVs or steam 
generator PQRVs for Stean Generators A* D S< 0 due to fire 
Mod will bo inplemonted on Unit 1 prior to entry into 
Mode 3 

TUCKER* H B Duke Power Co 04/08/02 DENTON* H R Office of 
Nuclear Reactor Regulation. Director ADEN8AM. E 0 Licensing Branch 
4 Ip 23945 129 24X Fiche 30-413*84/00/02*8408070322 


6408010211 Responds to Judge Kelley 640716 request for applicant 
S40222 responses to NRC questions on emergency diesel 
generators W/o ends Related correspondence 

JOHNSON* 0 E Hearing Branch 4 DQB 670 04/07/27 KELLY* J L * 
PURDOM* P W * FOSTER* R F Atomic Safety and Licensing Board Panel 
Ip 25856032 24X Fiche 30-413* 04/07/27* 0400010211 


6408020062 Forwards Ofc of Investigation Rept 2-03-036* "Catawba 
Nuclear Station Alleged Harassment & Intimidation of QC 
Melding Inspectors ■' 

KELLEY, J L Atomic Safety and Licensing Board Panel DaS 693 

84/07/27 Office of the Executive Legal Director If 23098 201 

243( Fiche 30-413*04/07/27.8400020062 


04OBO7O3S1 Advises that sufficient manpower available onsite to perform 
required manual operations in timely manner to achieve 
safe hot standby conditions w/o reliance on fire brigade 
members, per NRC request during App R review 

TUCKER* H B Duke Power Co 64/00/03 DENTON, H R Office of 
Nuclear Reactor Regulation* Director ADEN9AM. E 0 Licensing Branch 
4. Ip. 23944 149 24X Fiche 50-413,84/00/03*0400070331 


B4O820O3/2 Forwards public version of revised emergency plan 
implementing procedures, ind ud ing HP/O/D/ 1009/07 re 
in'-plant particulate & iodine monitoring under accident 
conditions t- HP/O/D/1009/03 re personnel monitoring 
TUCKER. H B Duke Power Co 84/00/06 Record Services Branch 
IDocument Control Desk) 2pp 26293 049 24X Fiche 30-413* 

G4/00/06* 8408280372 


— B4082G0377 Public version of revised emergency plan implementing 
p rocedures, Including HP/O/D/1007/07 re in-plant particulate 
h iodine monitoring under accident conditions & 

HP/O/B/1009/03 re personnel monitoring W/Felton 840821 memo 
TUCKER, H B Duke Power Co 84/00/06 74pp 26293 051 24X 

Fiche 50-413.04/06/06*0408200372 


8408300337 Confirns 040006 teUon w/JP O'RelUy re 040815 meeting In 
Region El ofc to discuss design t operation of standby 
shutdown facility concerning App R to lOCFRSO* f Ire 
protection it 10CrR73* phy s i cal protection Agenda end 
LEMia.R C Region 2* Office of Director 84/08/08 TUCKER.H B 
Duka Power Co 3pp 26314 222 24X Fiche 30-000.04/08/00* 

8400300357 


8400070443 Joint proposed findings of fact 6 conclusions of law in 
form of partial initial decision re emergency planning 
contentions Cartiflcate of 8vc end 

GUILD.R Palmetto Alliance GUILD* R Guild* R GUILD* R Carolina 
Environmental study Group DSB 776 84/07/27 193pp 25943 206 

24X Fiche 30-413.84/07/27*0400070443 


B4O0O2OO6D Motion for changes to transcript of emergency planning 
hearing to correct matl errors ASLB requested to issue order 
directing that evidentiary record be amended, Incorporat ing 
end changes 

MCOARRY, J M Duke Power Co MCOARRY. J M Dishop, Liberman, Cook* 

Purcell it Reynolds DSD 702 04/07/30 Atomic Safety and 

Licensing Board Panel Ip 23092 271 24X Fiche 50-413.84/07/30* 

0400020060 


— 0400020066 Errata to transcript of B40501-060B emergency planning 
hearing* correc ting matl errors Certificate of Sve enc 1 
* Duke Power Co 84/07/30 23pp 25092 272 24X 

Fiche’ 50-413,04/07/30. 0408020060 


8408020013 Order extending time until 040904 for Commission to act to 
review Director's Decision DD-B4-16 Served on 040601 
CHlLK.a J Office of the Secretary of the Commission DSB 692 
04/07/31 Commissioners Ip 25083 115 24X 

Fiche 50-410,04/07/31. 8408020013 
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8406060033 Response to Palnetto Alliance K Carol tna Environ Stu[ly Group 
iBvan interrogatories for uih i c h ASLR granted motion to 
compel Certificate of Svc enc I fislafced corre spontfenc e 
CARR' A V Duke Pouer Co DBD 746 B4/Q8/01 Palmetto Alliance 

33pp 23920 067 24XFiche 30-'4 13' 04 /OB/0 1 < 8408060035 


04OB2OOS48 Expresses opinion that A5L0 040720 order imposes burdens ofi 
Palmetto Alliance t Carolina Environ Study Croup solely 
as consequence of util i staff tardiness in discovery of 
safety problens u/diesel generators Related correspondence 
CUIUDiR Guild. R GUILD. R Palmetto Alliance GUIUDfR Carolina 
Environmental Study Group DSQ 139 SA/OB/Ol KELLEY. J L * 

FOSTER. R F . PUHDOM. P W Atomic Safety and Licensing Doard Panel 
2pp 26137 020 24XFlche 50-413.84/00/01,0400200548 


04OQO7O422 Summarlies 840302 agreement to 2-day extension to serve 
diesal generator technical evaluation rept Related 
corr aapondenc e 

JOHNSDN, G E Hearing Qranch 4 DSD 910 84/08/03 KELLEY. J L 

Atomic Safety and Licensing Soard Panel Ip 2S94S 025 24X 

Flcbe 50-413, 04/03/03. 0400070423 


8406000339 Foruards util "Investigation of Issues Raised by NRC in 
Insp Rapts 50-413/04-31 6 50-414/94-17,"' in response to NRC 
concerns re allegations of Uelder 0 Related correspondence 
CARRi A U Duke Paujer Co DBB 836 S4/0B/03 KELL.Y, J L . 

FOBTERiR F , PURDQM.P Atomic Safety and Licensing Board Panel 
120pp 25963 311 Fiche 50-413.84/08/03.0400030339 


8400090191 Forwards technical evaluation rept. per ASLD B40720 order 
ectab 1 i siring schedule leading to 040827 hearing on diesel 
generator contention Vi/o one 1 Related correspondence 
JOHNSOh^.G E Hearing Qranch 4 DSB 863 94/03/07 KELLEY. J L . 

PURODM. P U . FOSTER. R F Atomic Safety and Licensing Board Panel 
ISOpp 26130109 24X Fiche 50-413,84/08/07.8408090191 


8408130270 Proposed findings of fact L concluslon-e of law in form of 
supplemental partial initial decision on emergency planning 
Certificate of Svc end 

MCOURREN. H J Hearing Branch 1 JOHNS ON, G E Keating Branch 4 
DSB 910 04/06/08 I49pp 26009 001 24X FlChe 50-413^64/09/08, 

8400100270 


640B140103 Supplenental response to joint interrogatories & requests to 
produce documents on diesel generator contentions i* to 
Carolina Environ Study Group Interrogatories Prof 
qualifications end Rented correspondence 

CARR. A V Duke Pouer Co DSB 957 84/08/10 Palmetto Alliance 

i7pp 26046 334 24X Fiche 50-413.84/08/10.9408140103 


— 0400140110 Foruards interrogatories tp Palmetto Alliance & Carolina 
Environ 5tudy Group re identity of expert witness on 
diesel generator problems 

CARR, A V Duke PoLer Co 84/08/10 KELLEY, J L , PURDOM, P U , 
POBTERi R F Atomic Safety and Licensing Board Panel ip 
26040 351 24X Fiche 50-4 13.84/08/10.0400140103 


—0409140115 Interrogatories re identi f Ic ati on. qual if icat i ons & role of 
expert on diessl generator contention Certificate of Svc 
end Related correspondence 

CARR, A V Duke Power Co 94/08/10 Palmetto Alliance 7pp 

26040 352 24X Fiche 50-413.04/08/10,8409140103 


108160121 Forwards Attachnent A to Section Vll. "Repair of Drill 
MoliSi " of 040803 transnittal Corrections to errors listed 
Related correspondence 

CARRj A V Duke Power Co DSB 069 84/08/13 KELLEY, J i* . 

FOSTER, R F . PilRDOli. R Atomic Safety and Licensing Board Panel 
4pp 26065 100 24X Fiche 50-413,84/03/13.8408160121 


f082004Bl Forwards SER re reliability of diesel generators Related 
correspondence 

JOHMaDN, 0 E Hearing Branch 4 DSB 175 84/08/14 GUILD, R 

Palmetto Alliance RILEY, J L Carolina Environmental Study Group 
llpp 26136 307 24X Fiche 50-413.84/00/14, 8408200481 


08200508 Forwards SER re reliability of diesel generators Technical 
evaluation rept.which forms part of SER. previous ly 
forwarded W/o end Related correspondence 

JDHNSDNiG E Hearing Qranch 4 BBC 176 04/08/14 KELLVi J L , 

FOSTER, R F , PURDOHiP H Atomic Safety aJid Licensing Board Panel 
ip 26136 360 24X Fiche 30-413, 04/00/14, 8408200509 


'400200499 Forwards addl info re NRC witnesses nn Intervenor diesel 
generator contention 2< two addl comments Related 
correspondence 

JDHNSCJNfO E Hearing Branch 4 D80 172 94/00/15 GUILD, R 

Palmetto Alliance RILEY, J L Carolina Environmental Study Grnup 
Ip 26137 001 24X Fiche 30-413,94/08/15.9408200499 


-'-8408200511 Supplemental responses to Palmetto Alliance 6 Carolina 
Environ Study Group 040318 general interrogatories 
Certificate of Svc end Related correspondence 

JOHNSQN'O E Hearing Branch 4 01/08/15 Palmetto Alliance 

15pp 26137 002 24X Fiche 50-413,04/00/15.0400200499 


0400310205 Expresses disagreement w/c one 1 us i ens expressed In util.DNWL 
S. NRC staff lepts re reliability of TDI emergency diesel 
generators Pattern of deficiencies exists which precludes 
Findings Related correspondence 

GUILD.R Guild, R guild, R Palmet to Ai Uance GUILD. R Carolina 
Environmental Study Group DSB 430 B4/O0/16 KELLEY. J L , 

PURODM. P W i FOSTER, R F Atomic Safety and Licensing Board Panel 
193pp 26317 220 34X Fiche 50-413.94/08/16,0408310203 


0406270119 Oi&cusses intervenors intention to rely on profiled 
testimony as statement of detailed technical position, per 
A8LB Q40720 order h 040810 telcon PJ Louxecky added to etaff 
panel Related correspondence 

JOHNSON, G E Hearing Branch 4 DSD 303 04/00/17 GUILD.R 

Palmetto Alliance RILEY, J L Carolina Environmental Study Group 
4pp 26247 340 24X Fiche 50-413,04/00/17.0408270119 


Q40B220347 Reply to proposed findings of fact 6 conclusions of law Of 
Palnetto Al 1 iance, Carol ina Environ Study Group !, NRC 
Certificate of Svc encl 

MCGARRY, J M Duke Power Co MCGARRY, J M Dishop, Liberman, Cook- 

Purcell ir Reynolds DBD 180 04/00/20 Atomic Safety and 

Licensing Board Panel I25pp 26192 001 24X Fiche 50-413, 

04/00/20, 0408220347 


040B270092 Forwards transcript of NRC staff testimony of CH Depllnger, 
BJ Kirkwood, PJ Louzecky t JF Nesbitt re operability L 
reliability of facility emergency diesel generators 
Certificate of Svc end Related correspondence 

JOHNSON, 0 E Hearing Branch 4 DSB 309 84/00/20 KELLY. J L . 

FOSTER, R F , PURDDM, P U Atomic Safety and Licensing Board Panel 
46pp 26247 004 24X Fiche 50-413,04/08/20,8408270092 


B40B270109 Forwards 8EK re TO! Diesel Generator Owners Group program 
plan k/o end Related correspondence 

JOHNBDN.O e Hearing Branch 4 DSB 310 84/00/20 KELLEY. J L . 
PURDOM. P W , FOSTER, R F Atomic Safety and Licensing Board Panel 
Ip 26247 323 24X Fiche 50-413,84/08/20,8408270109 


B4OB23O20O Order dismissing diesel generator contention 6 canceling 
040027 evidentiary hearing Intervenor submission 6 staff 
6 applicant testimony accepted as proof of positions had 
contention gone to hearing Served on 840822 

KELLEY. J L Atomic Safety and Licensing Board Panel DSQ 225 
04/00/22 Palmetto Alliance 2pp 26203 360 24X 

Fiche 50-413,84/00/22,0400230280 


8408280433 Forwards License NPF-24 6 S5ER 3. including pertinent Fft 
notice. environ protection plan, Amend I to indemnity 
Agreement Q-lOO U antitrust conditions W/o ends Related 
correspondence 

JOHNSON, O E Hearing Branch 4 DSB 341 04/00/24 ROSENTHAL, A S 

MOORE, T 8 , MILDER, H A Atomic Safety and Licensing Appeal Panel 
2pp 26200 334 24X Fiche 50-413.04/08/24,8408280455 


1 Financial information 


8409240224 Forwards Duke Power Co & North Carolina Municipal Power 
Agency i 1983 annual repts 

TUCKER, H B Duke Power Co 84/00/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM. £ G Licensing Branch 
4 2pp 26237 137 24X Fiche 50-000,04/00/16,0400240224 


- -8400240239 "1903 Annual Rept " 

CLAY, 0 W , 6HAU, n W North Carolina Municipal Power Agencies 
03/13/31 a7pp 26237 139 24X Fiche 50-000,84/08/16,0409340224 


—0408240242 "1903 Annual Rept " 

LEE. H 8 , BOOTH, D W Duke Power Co 83/12/31 47pp 26237 167 
24X Fiche 50-000.84/08/16,8408240224 


■J Insurance & Indennlty information 


0408160344 Forwards Endorsement 1 to NELIA Certificate N-*?/ t* MAELU 
Certificate M-97 

HOFFMAN, J Marsh 6 McLennan, Inc 04/08/13 DINITZ, 1 Assistant 
Director for State «< Licensee Relations 3pp 26092 iBl 24X 
Fiche, 50-413,04/08/13, 0400160344 


r 
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<J Inspection reports- IE Qullctms ♦ correspondency 


0408270194 Forwards Insp flepfcs 50-413/84-71 I 50-414/04-31 on 
040612-15 Mo violations or deviations identified 

DANCE. H C Region 2. Office of Director 84/07/09 TUCKER, H B 
Du1(e Power Co 2pp 2625'!' 322 24X Fiche 50-413,84/07/09, 

8408^70104 


— 0400270191 Insp Repts 50-413/84-71 f 50-414/84-31 on 840612-19 No 
violations or deviations noted Major ai eas inspected action 
on previously identified enforcement matters t 10CFR50 55(e]i 
i terns 

ruff, A D , CONLON. T E Region 2, Office of Director B4/07/D3 
5pp 26257 324 24X Fiche 50-413,04/07/09,8406270104 


8400200306 Forwards Insp Repts 50-413/04-73 r. 50-414/84-32 on 840619-20 
fc 20 Mo violations or deviations noted 

dance, H C Region 2, Office or Director 84/07/11 TUCKER, H 0 
Duke Pouer Co 2pp 26294 393 24X Fiche 30-413.84/07/11, 

0408280386 


—6409290393 Insp Repts 90-413/84-73 8 30-414/84-32 on 840619-20 << 20 No 
violations or deviations noted Major areas inspected 
corrective actions re uorker concerns on socket weld 
fabrication t, unauthorlied removal of arc strikes 
ECOMaNDS.N . BLAKE, J J Region 2. Office of Director 04/07/10 
app 26294 355 24X Fiche 50-413,04/07/11.6400200306 


8400370367 Forwards Insp Repts SO-413/04-77 e- 90-414/84-33 on 
040625-29 No deviations or violations noted 

DANCE. H C Division of Project I Resident Programs 84/07/17 
tucker, H D Duke Pouer Co 2pp 26257 227 24X 

Fiche 50-413,84/07/17,8408270367 


— 8408270371 Insp Repts 50-413/84-77 50-414/84-33 on 840625-29 No 

violations or deviations noted Major areas inspected fire 
protection 

WISEMAN, 0 R , CDNUON, T C Region 2, Office of Director 04/07/13 
6pp 26297 239 24X FI the 50-413,04/07/17,8408270367 


3407250229 IE Info Notice 84-97. “Qperating Experience re Moisture 
Intrusion in Sa fotg-Re lated Electrical Equipment at 
Commercial Power Plants " Sve list end 

s/ORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 930103) 04/07/27 Consolidated Edison Co of Neu 

Yorlr, Inc 119pP 25865 047 24X Fiche 90-000,04/07/27,8407290229 


6408020(362 Forwards Ofc of Investigation Rept 2-B3-038, "Catawba 
Nuclear Station Alleged Harassment A Intimidation of QC 
Weldins Inspectors " 

KELLEVi j L Atomic Safety and Licensing Board Panel DB0 693 

84/07/27 Office of the Executive Legal Olractor Ip 29890 201 

24 X Fiche 50-413.04/07/27,0408020062 


--B4DQO2OO60 Investigation Repi 2-03-038, "Duke Power Co Catawba Nuclear 
Station Harassment 8< intimidation of QC Welding Inspectors '* 
WILLIAMSQN.E L Office of Investigation 84/07/11 BOSpp 
29890 202 24X Fiche 50-413,84/07/27.8408020062 


8400080339 Forwards util "Investigation of Issues Raised by NRC In 
Inap Repts 90-413/84-31 tt 50-414/04-17," In response to NRC 
concerns re allegations of Welder B Related correspondence 
CARR. A V Duke Pouer Co P6B 826 84/00/03 KELLY, J L Atomic 

Safety! and Licensing Board panel 120pp 29963 311 24X 

Fiche 50-413. 04/08/03. 0400000339 


8400010333 IE Info Notice 04-99, "Deliberate Circumventing of Station 
Health Physics Procedures " 8vc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 04/08/06 Consolidated Edison Co of New 

Yorlfj Inc iggpp 26068 OOl 24X Fiche 30-000.84/08/06,0400010333 


04OBO1O337 IE Info Notice 04-60, "Failure af Air Purifying Respirator 
Filtar-a to Meet Efficiency Requirement " Sve list end 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 04/08/06 Consolidated Edison Co of New 

Yarki Inc I23pp 26067 190 24X Fiche 90-000,04/08/06,8408010337 


0400300408 Forwards listed insp repts & related correspondence per 
840515 stipulation of parties in proceeding W/o ends. 

LEWI0|F1 C Region 2. Office of Director 84/08/06 GUILD, R 
Palmetto Alliance 2pp 26314 242 24X Fiche 90-413,84/08/06. 

8408300400 


8408070120 IE Info Notice 84-61. "Overexposure of Diver In PWR 
Refueling Cavity " 9vc list end 

JORDAN. E L Division of Emergency Preparedness 8< Engineering 
Response (Post 030103) 84/00/00 Consolidated Edison Co of Mew 

York, Inc 120pp 26129 110 24X Fiche 90-000,84/00/08.8408070120 


040B070376 IE Info Notice 84-62, "Therapy Ml sadm inistra t ions to 
Patients Undergoing Co-60 Teletherapy Tfaatmentj " Sve 
list enc I 

GRACE, J N Division of (3A, Bareguards i' Inspection Programs (Post 
830103) aq-'Oa/JO Consolidated Edison Co of New York, Inc 

123pp 26130 091 24X Fiche 50-000,04/00/10.8408070376 


0408100009 IE Info No*^ice 84-63. "Defective RHR Replacement Piping " 
8vc list enc 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/08/13 Consol (dated Edison Co of New 

York. Inc ll^pp 26197 218 24X Fiche 30-000.84/00/13.8400100009 


8408100030 IE Info Notice 84-64, "BNR HPC I Initiation Sea 1-In 
Indication " Sve Hst end 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 84/03/13 Ct)n s o 1 idated Edison C<s of New 

York. Inc t04pp 26190 093 24X Fiche 90-000,84/08/15.0408100030 


8408100021 IE Info Notice 84-65. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical equipment " Sve 
list end 

JORDAN. E L Division of Emergency Preparedness S. Engineering 
Response (Post 830103) B4/0S/16 Consolidated Edison Co of New 

York. Inc USpp 2619B 001 24XFtcbe 50-000, 84/08/ 16, 0400100021 


0408100055 f£ Info Notice 04-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co of New 

York, Inc I20pp 26276 001 24X Fiche 90-000, 84/08/ 17, B40S10009S 


0408140206 IE Info Notice 04-67. “Recent Snubber Inservlce Testlnp W/ 
High Failure Rates “ Sve list and 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 84/00/17 Consolidated Edison Co of New 

York, Inc I22pp 26276 122 24X Fiche 90-000.04/00/17.0400140200 


8408270391 Provides status of actions taken re Diesel Engine lA 
component revalidatlon insp 

TUCKER, H Q Duke Power Co 84/00/17 DENTON. H R Office of 
Nuclear Reactor Regulation. Director aDENSAM. £ 0 Licensing Branch 
4 5pp 26230 282 24X Fi cfte 90-413, 84/08/17. 8408270391 


6408210142 IE Info Notice 04-68, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Sve list end 
JORDAN, E L Division of Emergency Preparsdness it Engineering 
Response (Post 830103) 64/06/21 Consolidated Edison Co of New 

York. Inc llSpp 26329 006 24X Fiche 50-000,84/08/21.8408210142 


0 Reportable occurrences, LERs & related correspondence 


0409290062 Forwards "Investigation of Types AF it AE Piston Skirts " 
Rept supercedes 040277 submittal 

RAY, C L TDl (Transamerica Deiaval. Inc ) Owners Group 04/09/24 
DENTON. H R Office of Nuclear Reactor Regulation, Director 2pp 
24690 049 24X Fiche 30-000,64/05/24,0405290062 


—84 09290079 "Investigation of Types AF t< AE Piston Skirts “ 

♦ Failure Analysis Associates FAAA-B4-2-14 84/09/23 120pp 

24X Fiche 90-000,04/09/24,8405290062 


8403290179 Forwards "Evaluatiort of Emergency Diesel Generator 
Crankshafts at Shorehan 6 Grand Gulf Nuclear Power 
Stations " 

RAY.C L TOI (Transamerica Delaval, Inc ) Owners Group 84/09/24 
DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 
24692 090 24X Fiche 50-000.84/09/24,0405290179 


840B060405 Forwards repts received by BNtVL U. consultants directly from 
FaAA Ik TDI Owners Ornup at 340622 meetini) Draft "Overview of 
Rep ts. Analy s Is U Recumnenda tl uns re Main Propulsion Engines 
M/V Columbia" end 

ALZHEIMER. J H Sattetie Memorial Institute, Pacific Northwest 
Laboratories B4/O6/20 MILLER. M Division of Licensing 19Bpp 
29926 173 24X Fiche 30-000,84/06/20,8408060409 


8406060090 Forwards info addressing open items identified in NIRC/BNNL/ 
TOI Diesel Osnerator Owners Group B4D622 meeting 

RAYjC L TDI ( rraniamerica Delaval. Inc > Owners Group 04/07/10 
DERLINOER.C Director's Office. Office Of Inspection and 

Enforcement 43pp 29933 133 24X Fiche 90-000,84/07/10. 

0406060090 


0406090276 Final signlfLcant deficiency rept re seismic design 
criteria not applied to fire protection piping serving E8F 
filters. Initially reported on 840620 Fire pretection spray 
water piping upgraded to Class F piping 

TUCKER. H B Duke Power Co, 04/07/10 O'REILLY, J P Region 2i 
Office af Director 3pp. 26030 200 24X Fiche 90-413. 04/07/ia. 

0400090270 
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B406160159 Inte-rxn dofitiency rept re testj 
aorg-Warmer Tes + ii^g teffporarily halted *j-n 

cnotar operate^d \al>es nodified carrecti\« 
cajTipleted bij 541001 

a Dulie Poujci Co 04/07/25 0 

Q-Pfice of Director Ip 2610^ 342 243< 


t»9 -of valves 
til electric 
action till U 

REILLY, J P 
Fichc 50-413 


crtod 1 f 1 ed bij 
to e 

Region 5, 
B4/07/a5. 


540916013'? 


5409060102 Forwards "EciergBncy Diesel Generator Aunliarg Module 
Control L*tring fi lermitidtion Qualification Rev i eiu " Arfdl 
copies sent to DNC'JL 

RAYi C L TDI (Tranaafrer ica Delaval, Inc 1 auJners Group 94/07/27 
DENTONi H /? Office of Nuclear Reactor Regulation, Director 2pp 
25932 137 24}(Fiche 50-000.04/07/27.8400060102 


--B40B06013Q ''Emergency Oie-sel Generator Auxiliary hodule Control Wiring 
& Termination Qualification Review '' 

« Stone a< Webster Engineering Carp 84/07/31 36pp 25932 139 
24X Fit ha 50-000.84/07/27,8409060102 


0409160429 I nter in d ef i c i en c y rept re cracVlng of tuo cast iron 
subcovers in pedestal at junction of intake rocker am shaft 
U subcover Initially reported on Q40624 Cracked subcovers 
replaced Final report uill be provided on 858115 

TUCKER, H B Duke Power Co 84/07/27 O'REILLV.^ P Region 2, 
Office of Director 3pp 2610'6 066 24)C Flche 50-413; 84 /07/27. 

8408160429 


8409160517 Significant Deri 
stress in type AN piston 
reported on 840623 Skirt 
by 890115 

TUCKER. H D Duke Pouer C 
Office of Director 3pp 
6408160517 


ciency Rept SD 413-414/84-19 re residual 
skirts of TDt diesels Initially 
cracks being evaluated Next rept 

Q 84/07/27 a 'REILLY, J P Region B» 
26108 012 24X Ficbe 50-413194/07/27. 


B408060324 Forwards "Design Review of Elliott Model 6S0 Turbocharger 
Used on TDI OSRV-lS-4 6 DSRV-20-4 Emergency Diesel Generator 
Bete '' 

RAY, C L T£>1 fTransamerl ca Delaval, Inc } •Owners Group 64/09/01 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
2S927 064 24X Ficbe SO-* 000, 84/06/01. 9406060324 


940G07044S Forwards response to several TDI emergency diesel engine 
issues raised during NRC 6 Battel le Q40726 visit Jacket 
water sys para^ieters show no evidence of flow 
resistance increase 

rUCKER,H8 Duke Power Co 84/09/01 DENTON, H R Office of 

Nuclear Reactor Regiilatipn, Director ADENSAM, E G Licensing Drench 

4 5pp 25942 263 24)( Fiche 50-413,64/09/01.9408070445 


8409160183 Supplemental deficiency rept re evaluation of const flushing 
program Flush boundary for upper head injection pipe 
incorporated into const flushing program 

TUCKE-RrH B Puke Power Co 84/08/03 O'REILLY, U p Region 2. 
Office of Director 3pp 26106 316 24X Ficbe 50-413,94/03/03, 

8408160183 


8408160394 Forwards "Design Review of Engine Base l« Bearing Capa for 
TDI DSRV-16 Diesel Engines " 

RAYiC L TDI CTransamerica Delaval, Inc 1 Owners Group 84/09/10 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
26091 147 24X Fiche 50-000.84/00/10.9408160394 


— 8409160403 "Design Revleu of Engine Base 8( Bearing Caps for TDT 
DSRU-16 Diesel Engines ’* 

« Failure Analysis Associates FAAA-a4-6-53 64/08/31 44pp 

26091 149 24X Fiche 50-000,84/09/10, 8406160394 


8406240115 Forwards SER re TDI Owners Group program plan SER addresses 
design review/quality reval i datlon program, testing & Jnsp, 
maint tt surveillance 6 sets forth requirements for operation 
prior to completion of program plan 

EI8ENHUT, D 0 Division of Licensing 84/08/13 GEORGE, J D TDI 
i Transamerica Delaval. Inc > Owners Group Ip 26255. 194 24X 

Fiche 50-000,84/00/13.8400240115 


-B40B160397 "Design Review of Elliott ffodel 90G Tuibocharger Used on 
TDI OSR-48 L DhRV-16 Energency Diesel Generator Sets " 

* Failure Analysis Associate!, rAAA-B4-5-7 fl4/0//31 6lpp 

26088 165 24X Fiche 50-000,84,00/14,8408160395 


840B290179 Forwards response to 840723 request for addl info on TDpli 
submitted bij TDI Diesel Generator Owners Group 

RAY, C L TDI ( Trans atreri ca Delaval, Inc J Owners Group 64/08/23 
BERLINGER, C office of Nuclear Reactor Regulation, Director 12pp 
26299 321 24X Fiche 50-000, B4/0B '23, 04002901 79 


T Hearing transcripts on non-anti tr us t matters 


6406020060 Motion fer changes to transcript of emergency planning 
hearing to correct matl en ors A6LQ requested to issue order 
directing that e^ » dent lai y record be amended, incorporat ing 
end changes 

MCOARRV, J M Duke Power Co DSB 702 84/07/30 Atomic Safety 

and Licensing Board Panel Ip 25092 271 24X 

Ficha 30-413,84/07/30.9408020060 


— 0406020066 Errata to transcript of 040301-0608 emergency planning 
hear ing , c orrect irig matl errors Certificate of Sve enc 1 
* Duke Power Cd 84/07/30 23pp 25892 272 24X 

Ftche 50-413.94/07/30,8406020060 


840B130360 Transcript of 840809 telcon conference in Betheada.MD 
Pp 12,771-12.807 

a Atomic Safett; and Licensing Board Panel 64/08/08 41 pp 

26010 074 24X Fiche 50-413,64/08/08,8400130360 


9406140243 Transcript of 840810 telcon m Bethcsda.Mp Pp 12,608- 
12, 636 

« Atomic Safety and Licensing Board Panel 64/08/10 31 pp 

26055 355 24X Fiche 50-413.84/08/10,8406140243 


94092-90205 Testimony of OU Hal]n>an>RP KusChick,SR Nard. JA Gorman, 

CA ikTells.LA Suanger. 5K Chen, JO Barbour, JH Curtis L 
RC Oamberg re probleins encountered in diesel generator 
qualification program Related correspondence 

HALLHAN. 0 W , MUSCHICK, R P , WARD, S R Duke Power Co DSD 322 
84/09/10 444pp 2-6271 316 24X Fiche 50-413,84/08/10,8409200208 


U Gongres sional/Execut ive Correspondence 


8409090508 
Palme tto 
facility 
DIRCKS, W 
B4/07/31 
Fiche 50 


Responds to 840706 Itr re NRc reply to R Guild 
Al 1 lance , 040627 Itr concerning mod or suspcnsi 
CP 

J Office of the Executive Director for Opera 
martin. J O House of Rep 2pp 25982 334 
-4 1 3, 64/07/3 1 . 9408090500 


, atty 
on of 

tions 

24X 


for 


— B407100397 Informs of R Ouild of Palmetto Alliance request urging P-JRC 
to provide Alliance u/e xped i tious lesponse to 840627 Itr 
Progress update 2* response requested 

MARTIN, J 0 House- of Rsp , Ways and Means 64/07/06 
DEVOUNOiR C Director's Office, Office of Inspection and 
Enforcement 4pp 25982 341 24X Fiche 50-413.84/07/31. 

B408090506 


V Operator Cxaminationo 


8406300375 Forwards summary of 840416 meeting w/util in Region II ofc 
re info developed by NRC re conduct of raac tor/semor 
operator training recent written license exam Attendance 
list also end 

O'RCILLY, J P Region 2. Office of Director 84/05/09 Tl/CKER^H D 
Duke Power Co 5pp 26308 167 24X Fiche 50-413,64/05/09, 

0408300375 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 
F, Becurity, medical, emergency *< fire protection plans 


■ 840824D157 Safety evaluation of TOI Owners Group program plan Dased on 
BNWL evaluation, p Ian incorporates essential elements needed 
to resolve outstanding concerns re roliabllity of TDI 
ertglties for nuclear sve 

* NRC - No Detailed Affiliation Given 94/08/13 2lpp 
26255 195 34K Fiche 50-000,84/06/13,6408240115 


G408160395 Forwards "Design Review of Elliott Model 9CX) Turbocharger 
Used on TDI DSR-4a fc OSRV-16 Emergency Diesel Generator 
Sets." representina final QA verified rept,Addl ^opy 
forwarded to DNML, per NRC request 

RAY. C L TDI < Transaitierica Delaval, Inc > Owners Group 64/09/14 
DENTON. H R Office of Nuclear Reactor flegulatloit. Director 3pp 
260ae 163 24X Ficbe 50-000, 84/00/ I 4. 9409160395 


6408380143 Revised emergency plan procedures, inc lud ing 10-8-01-23 re 
emergency plan training {< drills safety-related, 6 2 re alert 
nonsafety-related 8c 6 3 ro site emergency nonsafety-related 
w/a4oe2o Ur 

HURLEY, J Mississippi Power 6 Light Co 04/07/27 O'REILLY, JP 
Raglan 2, Office of Director 27pp 26279 153 24X 

Fiche. 50-416. 84/07/27. 6400200143 


9408080139 Forwards "Grand Gulf Nuclear Power Station Exerclsej" of 
offsite radiological emergency conducted on 840411 Meeting 
held on 840531 u/util & State of MB to discuss deficiency re 
coordination of issuance of public info 

KRIHM.R M Federal Emergency Management Agency 84/07/30 
JORDAN. E L Division of Emergency Preparedness h Engineering 
Response CPost B30t035 3pp 25960 266 24X Fiche 50-416,64/07/35, 

8409080138 
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S ^ O 1 ‘1 1 f'»T aiiJ Cu I f Nuclear rt'ucr Tt^tion Exertlse*" conducted on 

10 40^1 1 

-» rrudcral t-ncrgency flanijgeren* Agency 04. OA/24 6‘?p p 

54X Ficho 50-4 16 JO. 8409000 1 .IB 


O e 1 30C3'35 Advisee that 940511 Re. 10 to physical security plan 
c: On'S 1 Siten-t u/ pr ov i s ions of lOCrnSO 51(p) */ acceptable 
L_iEujlS ^ Pegion 2' Ot-fice or Oiipctoi 04/00^07 DALE.L F 
♦^1 5 -s I'fi-sippi Power *< Light Co 2PP e^6010 323 24 X 

*50 416 84/08/07,0408130335 


S O Q S 1 L> I ^ ^ ^ to V'ol 10 to Procelme lO-S-Ol-'SS. "Onsite Personnel 

■Respcirse ' W '040013 

OAUE-L F Mississippi Pomei 1 Light Co 04/09/13 O'REILLY, JP 
Reg], DU 2, Office of Director 9pp 26181 307 24 X 

F" 1 c n ci 30-116 84/08/13-0408210151 


S-^Ogg^j.OAQA i>L(bmi*a revised comffi laments 6 pioposed changes to Tech Spe-cs 
C< onriPTgercy procedures re mo teoro 1 og i c al sgs.psr NUREG-0634. 
i/N p p 2 Ouorteriy me toor o 1 og t c a 1 sonsor calihr should bo 
P e -r F semiannually 

T>AL_Ej. L F riississippi Power 6 Light To 84/00/14 DENTON, M R 
OiF^ice Qt Nucioar Reactor Regulation. Diioctor 2p p 26177 3S0 
SnX l^ithe 50-416.94/00/14 8400210484 


d j ciri 1 ca tory correspondence 


1 30 1 50 Forwards addl info le Commission Q40717 responses to 
CSuB-gbi'dris 1(G) *, 1 (F> of EJ llarkeij 0403 13 1 tr Addl info on 
■d €eN,r «* 1 oflmen t of Tech Specs enc I 

f» r CI-fftiJD' J il Mississippi Power A Light Lo DSG 929 84/07/23 

F* ^ t_ 1 _ [!,{□■ N J Lommissl o-ners clOpp 26010 339 S4X 
F^lch-e 50-416,84/07/23.8408130150 


3-i.obo 101^6 Expresses Official position of State of LA that decision to 
1 i c ‘Cfi'ise facility should be made by NRC based on safety, rules 
T'lOigi illations t> scientific findingii Representations by 
att;y general should be distcgarded 
ET [9 (*|/^ R PS , E U Louisiana, State ot DSR 683 04/07/2/ 

F* A LL. AD-1 NO, N J Commissioners Jp 25854 353 24X 

F'l^che 50-416,84/07/27,8400010196 


=14100020027 First set of int errogatot i c>s to Jacksontans United for 
l_i>/-^bie Energy Policies Cortificdtp of Sve end Related 
c o r" T* i? &p<Jtidcnce 

9 riississippl Powei 6 Light Co DSO 703 D4/07/30 

kao-nians Unl*^ed far Livable Energy Policies 12pp 2560S 272 
F-'lche 50-416,04/07/30.8408020027 


3403030001 Infor.’is that discovery requests not received frpm 
•J,ac l< Bopians United for Livable Eiiorgy Policies, per A8LQ 
04O42'’3 Older Intertenor uithdiawing request for 6oaring 
FI «)' 1 -£ 1 . t: ed correspondence 

G 'i/MDLDS. N S Dishop, liberman, Cook, Purcell U Reynolds 

REVNOLDS.N 5 riisslssippi Power 5 Light To DSB 723 84/08/01 

GROSSMAN, H , CARPENTbR.J H , tiGRRlSiP A Atomic Safety and Licensing 
U^askrtM Panel 2pp 25906 361 24 X riche 50-416.04/00/01,8408030081 


4HOaO'70477 Status ropt advising ASLP of all unresolved matters 
p ir HB p « r nfc nry to hearing 6 suggesting date for scheduling 
€ X OhEI 1 prehuanng conference 6 hearing, in response to 040423 
csircleT’ Cortiflccito of S\c end Related cert espondenc e 
VOUMG.fl A Hearing Branch 4 DSD 812 04/00/01 6pp 25941 200 

24-X F-iChe 30-416,84/00/01.04030704// 


40£3 0'9 0 145 Responds td 840630 Itr indicating decision against filing 
Foi^maj petition in proceeding Commission authorited issuance 
o iP -Fuli power license for otil at Commission 040731 meeting 
£3 ST' veil on 040808 

MAL-SCH.M O Office Of tho Gencr,il Counsel DBG 862 04/00/07 

OUSnrE.N J Louisiana, State of Ip 23972 292 24X 

F" i c h H SO 416. 04/00/07. 0408090145 


— 0^4000*90154 Informs of decision not to file formal petition until 
s'ecevlpt of NRC docu.menfcati on of licensee resolution of all 
safety items Response to MK Udall 040726 Itr requested 
GL;sTC,W j Louisiana. State of 84/07/30 PALLADINQ. N J 
Commissioners 2pP 23972 293 24X Fiche 50-416,84/00/07, 

e^oao70l45 


Oenoial correspondence 


14 CFQ 0'7'004 I Discusses NRC actions taken to resolve concerns exprassad 
in c d ns ti tuent WC Smith 340518 Itr re NRC licensing 
p -r-n c. o duroB, in response to 840531 inquiry Licensing 
p c: e^od 1 ng as e ipod i tious ly as possible 

OIRCKS, W J Office of the Executive Director for Operations 
jaHNSTON, xJ B Senate 5pp 25955 340 24 X 

R i c: ri e 50-416, 04/07/26, 0408070041 


--0400(170040 FurwardB constituent GC Smith 940510 Itr urging expeditious 
licensing of facility Response t, cortinents requested by 
840036 

JOHNS TON J D Senate 84^05 -'3 1 KAMMERER, C Office of 

Cangr uss 1 ona I Affairs Vp p 25955 314 24X Fiche 50-4 16, 

04/07/26. «40a07004 I 


P Operating license stage doromenta t correspondence 


0400300413 Cnnfirns 043503 telcon re 040310 mgt meeting in Region II 
□ fc to discuss depth I' scape of OA audit If nuclear plant 
engineering review o*’ safety issues 

LEWIS, R C Region 2, Office or Directai 04/05/04 RICHARD, J B 
tlissiBBippi Power C<Llght Co Ifl 26308 206 24/ 

riche 50-416,04/03/040400300413 


040830Q371 Forwards aummar ij of 040510 mgt meeting u/uti 1 in Region II 
oft re depth scope of QA audita saf sty-reiatod 
engineering evaluations by nuclear plant engineering 
Attendance list ond 

D'REILLV,J P Region 3, Office of Director 04/05/23 RICHARD, J □ 
Mississippi Power 6 Light Co 4pp 36308 340 24X 

richo 50-416,84/05/25,8400300371 


0408300435 Confirms 040606 talc on w/SH Hobbs re 840608 mgt meeting in 
Region II ofc to discuss resolution of Tech Spec questions 
LEWI3.R C Region. 3, Office of Director 84/06/07 RICHARD, JD 
Mississippi Power ** Light Co IP 26314 307 24X 

Fiche 30-416,04/06/07,0408300435 


B408060174 Forwards results of RUA tost 6 detailed comparison of GE 
Nine Mile Point qualification rsqu iroments vs requirements 
for util GE safety relief valve solenoid failure 
inapplicable to Grand Gulf 

DALE, L F Mississippi Power 6 Light Co 04/07/30 ElSENHUt, D 0 
Division of Licensing 7pp 23932 185 24X Fiche 50-416,04/07/30, 

0408060174 


8408080^16 Staff requirements mema ru 840731 d i sCussion/pQss kb le vote 
on full power OL in Mashing ton, DC Commission voted 4-0 to 
author lie staff to issue full power Ql amend 

CHILK, B J Office ot the Secretary of the Commission 04/00/01 

DIRCKS.M J Office ot the Executive Director for Operations ip 
85970 326 24 X Fiche 50-416.04/00/01,8408000216 


8408030075 Submits supplemental info in support Of util 340720 request 
for schedular exemption from 10CFR50, App A, GDC 17 for Items 
II C, D Xf E re Divs t,II h HI diesel generators 

DALE, L F Mississippi Power f< Light Co 84/00/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 25904 355 
24 X Fiche 50-416,84/00/02,0400030075 


04OaO3OO95 Provides schedule for submittal of turbocharger inlst temp 
info Installation of temp measuring instrumentation b data 
retrieval ft evaluation will be completed by Aug 1984 Results 
will submitted uithin 30 days 

DALE.L F Mississippi Power h Light Co 04/08/02 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 25904 358 
24X Fiche 50-416,84/08/02.040803(3093 


0408030103 Forwards addl info re design of combustion air intake t« 
exhaust sys for standby diesel gt^nerators Design provides 
assurance that sys capoble of performing function 
DALE.L F Mississippi Power & Light Co 94/00/02 DENTON, K R 
Office of Nuclear Reactor Regulation, Director 3pp 25904 339 
24X Fiche 50-416,84/08/02,0400030103 


0408060249 Ferwards supplemental info re standby diesel generator 
Combustion air intake 6 exhaust sys, per 840802 dlscussians, 
superseding info in 040802 Itr <AECM-04/O3S9) 

DALE.L F Mississippi Power & Light Co 04/00/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 25933 3S0 
□4X Fiche 30-416, 84/00/03, 84 (XS060249 


8400070404 Forwards supplemental info re qual If icabion of safety relief 
valves (SRVl.Seiti solennld valves Interim eporatlon 
justified until SRV solenoid valves fully quail fled, per 
NUREG-OSaO :»< 10CFR30 49 

DALE.L F Mississippi Power 6 Light Cc 04/09/05 DENTON, HR 
Office of Nuclear Reactor Regulation, Director 5pp 25942 177 
a4X Fiche 50-416,04/08/03,8408070404 


0400070436 Submits clarification re procedural changes concerning 
diessi generator loading Standby diesel generators will be 
loaded in nxcoss of 5, 740/ttW only if action necessary to 
achieve or maintain plant in safe shutdown condition 
0ALC,L F HlsBissippi Power ^ Light Co 84/00/05 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 2pp 23942 339 
a4X riche 30-416,04/00/05,0408070436 
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B40B0704B£> Foruiard-s comments on draft Amend 13 to Tech Specs re 
principal gamma e/hitters- in response to B40Q03 request for 
revicLii Amend acceptable 

RICHARD. J D Mississippi Pouer t« Light Co 34/08/05 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 4pp 35^40 327 
24X Fi-cKe SO-41A. Q4/OR/Q5, B40BO'^04B& 


3408070110 Generic Lfcr BA*-!? to all licensees of operating reactors, 
applicants for OLs & holders ot CPs re aval 1 ab 1 1 i tij of 
Buppl 1 to NURE0-0'?3a. "Pr lor 1 1 1 rat i on of Generic Safety 
Issues " Svc list enc I 

EISENHliTrD G Division of Licensing B4/OB/0& Consolidated 

Edison Co of Neui VorV, Inc I8pp 2A129 238 24X 

Fiche 50-000. B4/OB/OA. 34080701 lO 


8408070430 Submits addl inro requested in NRC B40604 Itr re review 
assignments tk responsibilities for senior reactor operators 
It description of stops ^alten during Tech Spec review 
p rogratn 

DALE^L F Mississippi Power I Light Co 84/08/06 OENTON. H R 
□fflcfi of Nuclear Reactor Regulation. Director 4pp 25^40 033 
a4K Fiche 30-416.04/09/06.8409070430 


04OB14D116 Forwards “Potential Environ Impact Associated U/Requested 
Elfemp t ions" re 040723 tt 0902 App J It diesel generator 
electrical protection exemptian requests 

BALE. L F Mississippi Power i< Light Co 34/08/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 1 Ipp 2606S 134 
24X Fiche 50-416,34/03/07,8409140116 


8408230097 Forwards draft Industry Degraded Core Rulemaking Program 
Technical Rept 23 1« “Sequoyah Nuclear Plant Containment 
Analysis! “ for Meeting 3B Rept inconsistent w/four end 
repts previously sent 

FONTANA. M H Technology for Energy Corp 84/00/07 DENTONi H tt 
Office of Nuclear Reactor Regulation. Director 2pp 26234 001 
a4X Fiche 50-000, B4/0 8/07 , 0409 2300»?7 


— '04082301 12 Draft "Evaluation of Containment Bypass & Failure tu 
Isolate Sequences for Industry Degraded Core Rulemaking 
Program Ref Plants.'* technical rept 

a Industry Degraded Core Rulemaking Program FAI/64-9 BRFT 
04/07/31 It^pp 26334 231 34X Fiche 50-000,84/00/07, 

0408230097 


--8408230119 Draft "Grand Gulf Nuclear Station Integrated Containment 
Analysis," technical rept 

# Industry Degradetf Core Rulemaking program 84/08/07 l7Spp 
26235 094 24){ Fiche 50-000,84/08/07.3406230097 


8400310322 Uithdraws 840813 request foi eiemptian from requirements of 
App J to 10CFR50 Updated feedwater isolation valve leak 
rate test results neet i equ 1 1 ements of App J for Types 0 ^ C 
testing Exemption unnecessary 

DALE, L F Mississippi Pouei V Light Co 84/00/30 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Spp 36319 257 
24X Fiche 50-416.84/00/30,3408310222 


0 Inspection reports. IE Dolletms t< correspondence 


9407250929 IE Info Notice 94-57. "Opoi atlng Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Svc list one I 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 330103) 34/07/27 Consolidated Edison Co of Neu 

York, Inc U9pp 25865 047 24X Fiche 50-000,94/07/27.0407230229 


9408200137 Responds to lE Bulletin 84-02 re failures of GE Type HFA 
relays in Class lE safety sys All normally energized 
safety-related HFA relays w/Lexan coil spools replaced 
w/Teficl spools 

MCOAUGHY.J P Mississippi Power A Light Co 84/07/27 

0*REILLY,J P Region 3, Office of Director 3pp 26273 184 34X 

Fiche 50-416,84/07/27,8403300137 


8400270257 Ack receipt of 940706 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 30-417/84-04 
LEWIS.R C Region 2r Office of Director 84/OG/Ol DALE, U F 
Mississippi Power t Light Co Ip 262S8 143 24X 

Fiche 50-417. 84/08/01, 9403270257 


— 9408270266 Forwards Insp Repts 50-416/84-19 t 30-417/04-04 on 040515-16 
& notice of violation 

LEMIS/R C Region 2. Office of Director 84/06/00 RICHARD, J 
Mississippi Power t Light Co 2pp 26230 146 24X 

Fiche 30-417,04/00/01,8 4 0 0270257 


—9408270275 Insp Repts 30-416/84-19 t 50-417/84-04 on 84031 5-iB 
Violation noted failure to control welding in accordance 
w/applicable specs, cr i ter la other special requirements 
CROWLEY. D R , BLAHE, J J Region 2. Office of Director 04/06/04 
lOpp 26250 149 24X Fiche 30-417,04/00/01,0403270257 


6400270313 Ack receipt of 040713 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 30-416/84-16 
LEWIS, R C Division of Project U Resident Programs 04/00/02 
DALE, L r Mississippi Power & Light Co Ip 26257 233 24X 

Fiche 50-416,84/00/02,0408270313 


6400300420 Grants 040727 request for extension to 841029 for 
correction of improper use of words should & must in plant 
administrative procedures 

LEWIS, R C Region 2, Office of Director 84/00/10 DALE.L F 
Mississippi Power b Light Co 2pp S6314 333 24X 

Fiche 50-416,34/00/10,0400300420 


9409150160 Responds to 840800 request for review of proposed Amend 13 
to License NPF-13 Schedules consistent w/previous 
eammitments Lists three addl comments 

RICHARD. J B Mississippi Pouer b Light Co 34/08/11 NOVAK. T M 
Assistant Director for Licensing 2pp 26066 314 24X 

Flcha 30-416.34/00/11.3408150160 


—8400270321 Responds to NRC 840614 Itr re violations noted in Insp Rept 
30-416/84-16 Corrective actions safety b environ evaluation 
performed, procedures for work control to be revised & site 
QA audit rept reviewed 

DALE, L F Mississippi Power b Light Co 04/07/13 O'REILLY, J ? 
Region 2. Office of Director lOpp 26237 236 24X 

Fiche 50-416,84/08/02,0400270313 


— 8408270326 Forwards Insp Rept 30-416/04-16 on 040326-0427 h noticei 
of violation b deviation 

LEWIS, R C Olvislon of Project b Resident Pi ograms 04/06/14 

RICHARD, J D Mississippi Power b Light Co 2pp 26257 246 24X 

Fiche 50-416,84/00/02,0400270313 


6408150201 Requests schedular exemption from IDCFRSO, App J 
Jui 1 1 f lea 1 1 an & environ assessment end 

DALE.L F Mississippi Power b Light Co 34/08/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 17pp 26066 119 
24X Fiche 50-416, 34/09/13. 04OBI 50201 


840B150151 Forwards additions to Tech Spec Table 384 1-1 re primary 
containment penetration conductar overcurrent protective 
devices, per B40B05 final draft of Amend 13 to License 
NPF-ia 

DALE.L F Migslsslppi Power b Light Co 04/03/14 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip 26066 316 24X 

FUhe 30-416,84/03/14, 8408150151 


— 0403150154 Additions to Tech Spec Table 384 1-1 re primary 
CQFita inment penetration conductor evercurrent protective 
dev ic »s 

« Mississippi Power b Light Co a4/0B/]4 2pp 26066 317 S4X 
Ficha 30-416,84/03/14,8408150151 


0400200275 Generic Ltr 04-20 to all licensees of operating reactors L 
appll cants for OLs re scheduling guidance for licensee 
submittals of reloads that involve urtrevlewed safety 
questions Svc list encJ 

EISENHUT.D 0 Diviiion of Licensing B4/0B/20' Consolidated 

Edison Co of New York. Inc 17pp 26276 244 24X 

FlchB‘ 50-000,94/03/20, 0403200275 


—0400270333 Notice of violation from insp on 040326-0427 

s Region 2, Office of Director 04/06/14 2pp 26257 240 24X 

Fiche 50-416,34/00/02.8400270313 


— B409270340 Notice of deviation from insp on 040326-0427. 

» Region 2, Office of Director 04/06/14 IP 26257 250 24X 

Fiche 00-416,04/00/02.8400270313 


— B40B270347 Insp Rept 50-416/84-16 on 840326-0427 Violations noted 
failure to perform procedure change safety eval uatl on, to 
fellow proc ed ures, to provide implementing procedure, to 
conduct audit b to train technician 

WAGNER, A 0 , CALDWELL, J L , CARROLL, R Region 2, Office of 

Director 84/03/31 I2pp 26257 251 24X Fiche 50-416,84/08/02. 

8400270313 


8400010333 IE Info Notice 84-59, ''Deliberate Circumventing of Station 
Health Physics Proceduree “ Bve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response iPost 330103) ^4/03/06 Consolidated Edison Co of New 

Yorlt, Inc I22pp 26068 001 24X Fiche 50-000.84/08/06,8400010333 


8400010337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response {Post 830103) 94/00/06 Consolidated Edison Co of Rev 

York, Inc I23pp 26067 150 24X Fiche 30-000104/08/06,9408010337 
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8408070120 IE Info Notice ''Ov.^’i e /p osur e of Diver in PWP? 

Refueling Cavity ' Svc list end 

JOIROANj E L Div/ision of Emeigency Pioparedness It Engineering 
Response (Post BBOtOB) B0/OE3/OQ Consolidated Edison Co of -Neuf 

york. Inc Jl’Opp 26127 1 18 24 X Fi che 90-000.84/08/08.0405070120 


8403070376 IE Info Notice 04-62. "Theiapy Ml sad/n ini strat i ons to 
Patients Undergoing Co-60 Teletherapg Treatments 6 vc 
I *5 t en c J 

OflACEi J N Division of QA. Safeguards & Inspection Programs (Post 
830103) 04/00/10 Consolidated Edison Co of New Vopfc, Inc 

I25pp 26130 001 24X Flche 50-000.04/00/10.0400070376 


0400200223 Discusses Tech Spec errors discovered subsequent to NRC 
approval Susquehanna Tech Spec amends had no safety 
significance McGuire Tech Specs still under review w/no 
identified safety significance thus far 

ASSELSriNE. J K Comtnl ss 1 onei s 04/08/10 MARKEy. E J House of 
Rep f Interior It Insular Affairs 4pp 26141 244 24X 

Fiche 50-000.04/00/10.8409200223 


— 0400200263 Forwards IE Insp Rept 50-416/84-JJ on 040328-30 t, notice o^ 
devi a tion 

LEWIS. R C Division of Project t Resident Programs 04/04/24 
RICHARD'J Q Mississippi Power «< Light Co 2 pp 26141 330 24X 

Ftche 90-000,04/08/10.0408200223 


— B40B20O267 Notice of deviation from insp on 040320-30 

♦ Region 2. Office of Director 84/04/24 Ip 26141 333 24X 

Flche 50-000.04/08/10.0408200225 


— 0400200271 IE insp Rept 50-416/84-11 on 840328-30 Deviation noted no 
surveillance procedure established to periodically test 
remote shutdown control components 5 . components not tested 
since preoperat i onal testing 

CALDWELL. J L . HEHL. C U . JULIAN. C A Region 2, Office of 
Director 04/04/24 7pp 26141 333 24X FI Che 30-000.04/08/10. 

0408200225 


040820019^} Provides supplemental response to IE Bulletin 81-01 Six 
snubbers reported as having excessive noise during streke 
or requiring above average force to complete stroke 
functionally tested on Dergen-Paterson tost machine 

RICHARD* J B Mississippi Power It Light Co 04/00/10 O'REILLY. J P 

Region 2. Office of Director 5pp 26275 S3t 24X 
Fiche 30-416.04/08/10,8408280196 


840BJ00009 IE Infd Notice 04-63. "Defective RHR Replacement Piping " 
8 vc: list end 

JORDAN, E L Division pf Emergency Preparedness S. Engineering 
Response (Post 030103) 04/00/13 Consolidated Edison Co of New 

York. Inc 119pP 26197 210 24X Tlche 50-000. 84/08/ 13, 8408100009 


8408100030 IE Info Notice 04-64. "BWR HPC I Initiation 8 eal-In 
Indication '■ Sve list end 

JORDAN. E L Division of Emergency Preparedness h Engineering 
Response (Post 030103 ) 84/08/15 Cnnsplidated Edison Co of New 

York. Inc l04pP 26198 093 34X Fiche 90-000. 04/08/ 1 3. B4O01OOO30 


B408100021 IE Info Notice 04-65. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Efluipment " Sve 
list enc 1 

JORDAN. E U Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/08/16 Consolidated Edison Co Of New 

yorki Inc llBpP 26190 001 24X Ficho 50-000,04/00/16.8408100021 


0400240021 Forwards Grand Gulf 1904 IC insp repts. per 840705 request 
NRC repts on allegations of falsification of training 
records forwarded to DOJ Rept contents withheld from public 
disclosure W/o end 

OEVDUNOj R D Director's OffltB. Office of Inspection and 
Enforcement 04/08/16 WALDRUM. R L Alaska. State of 4pp 
36255 383 24X Fiche 50-000,84/08/16,8400240021 


— B4O024OO26 Requests NRC safety investigation repts for past 0 months tn 
notification of current investigations Info needed to 
determine possible financial effect on State of AK. which may 
need to fund U buy energy from facilities 
WALDRUM. R L Alaska. State of 84/07/09 PALLADINO. N 
Commissioners Ip 26255 354 S4X Fiche 30-000.84/08/16, 
B4DS2400S1 


04D81OOO95 IE Info Notice 84-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " 8 vc list enc 1 
JORDAN. E L Division of Emergency Preparedness ?« Engineering 
Response (Post 830103) 84/0S/I7 Consolidated Edison Co of New 

Vork^ Inc l 20 pp 26276 001 a4X Fiche 50-000.84/08/17.8408100039 

B40814030G lE Info Notice 84-67, "Recent Snubber Inservlce Testing W/ 
High Failure Rates " Sve list end 

JORDAN, e L Division of Emergency Preparedness Engineering 
Response (Post 030103) 04/08/17 Consolidated Edison Co of New 

York- Inc I22pp 26276 128 24X Fiche 50-000.84/00/17.0403140208 


8400210142 IE Info Notice 04-60. “Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves “ Bve list end 
JORDAN. E L Division of Emergency Preparedness i. Engineering 
Response (Post 030103) B4/0B/21 Consolidated Edison Co of New 

York. Inc lISpp 26329 OOB 24X Fjche 50-000.04/08/21.0408210142 


R Perladic operating reports i, related correspondence 


0400210105 Monthly oparating rept for Jul 1984 W/04OQ13 I tr 

CESARE, J G , DALE. L F Mlasjasippl Power Light Co S4/07/3i 
DEYOUNG. R C Director's Office. Office of Inspection and 
Enforcement 7pp 26101 302 24X Fiche 50-416.04/07/31,0408210109 


3 Reportable occurrences, LERa related correspondence 


0405290062 Forwards "Investigation of Types AF i, AE Piston Skirts " 
Rapt supercedes 040227 submittal 

RAV. C L TDI (f ransamerica Delaval. Inc ) Owners Group RAY, C L 
Duke Power Co 04/05/24 DEN TON. H R Office of Nuclear Reactor 
Regulation. Director 3pp 24690 045 24X Fiche 50-000.84/03/24, 

8409290062 


— B405290075 " Investigat i on of Types AF AE Piston Skirts " 

If Failure Analysis Associates FAAA-04-2-1 4 84/09/23 IROpp 

24X Fiche 50-000.84/09/24.8409290062 


0409290179 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shorehan it Grand Gulf Nuclear Power 
Stations " 

RAY. C L TDI ( Transamer 1 ca Delaval. Inc ) Owners Group RAY. C. L 
Duke Power Co 84/05/24 DENTON, H R Office of Nuclear Reactor 
Regulation. Director 2pp 24692 090 24X Fiche 50-000< 04/05/24, 

8409290179 


— 0405290271 "Evaluation of Emergency Diesel Generator Crankshafts at 
Shoreham 2. Grand Gulf Nuclear Power Stations " 

» Failure Analysis Associates FAAA-04-3-16 04/09/22 B9pp 

24692 092 24X Fiche 50-000,04/03/24.8405290179 


0408060409 Forwards repts received by DNWL i> consultants directly from 
FaAA 6 TDI Owners Group at 040622 meeting Draft “Overview of 
Rep ts, Ana lys i s g. Recommendations re Main Propulsion Engines 
M/V Columbia" enc 1 

ALZHEIMER, JM Dattelle Memorial Institute, Pacific Northwest 
Laborator les 04/06/20 MILLER, M Division of Licensing iSRpp 
29926 173 24X Fiche 50-000.04/06/28.8408060409 


6408060050 Forwards info addressing open Items identified in NRC/DNNL/ 
TDI Diesel Generator Ouners Group 040622 meeting 

RAY. C L TDI < Transamer ica Delaval. Inc ) awners Group RAY. C L 
Duke Power Co 04/07/10 OERLINOER.C Director's Office. Office of 
Inspection and Enforcenent 4app 25933 133 24X 

Fiche 30-000.84/07/10.8400060050 


6408090163 Special Rept 84-026/0 on 840613 it 0616-0703. up p er control 
roam temp exceeded Tech Spec liihlt of 77 F for 8 h Control 
room equipment suffered no effects 

DALE, L F Misatsslppi Power i< tight Co 84/07/12 O'REILLY. J P 
Region 2 . Office of Director Spp 29994 324 24X 

Fiche 30-416.64/07/12.8408090163 


8408090137 Special Rept 84-027/0 on 840615. fire-rated penetrations 
AE-250 Oi AE-257D AE~ 6 D opened to implement design change 
package Seven-day limiting condition for operation time 
limit exceeded Fire watch established 

DALE, L F Mississippi Power U Light Co 84/07/10 O'RErLLy, J P 
Region 2 . Office of Director Ip 23993 162 24X 

Fiche 50-416.04/07/18.8408090137 


8408060030 LER 04-032-00 on S4062B. during reactor vessel nuclear 
heatup, data taken to determine condensate pot movement on 
vessel level Instrumentation Revised callbr procedures found 
three transmitters outside Tech Spec limits N/840727 Itr 
BYRD. R W I DALE.L F Mississippi Power & Light Co 04/07/27 3pp 
25935 272 24X Fiche 50-416*84/07/27,0408060030 


0408060102 Forwards "Emergency Diesel Generator Auxiliary Module 
Control Mxrlng Zt Termination oua 1 i fi cation Review *' Addl 
copies sent to DNNL 

RAY. C L TDI <Transa.nerica Delaval. Inc ) Owners Group RAV, C L 
Duke Power Co 04/07/27 DENTON, H P Office of Nuclear Reactor 
Regulation, Director Spp 25932 137 24X Fiche 90-000i, 84/07/27. 

8406060102 


— 8406060130 "Emergency Diesel Generator Auxiliary Module Control Wiring 
8 { Termination Qualification Review “ 

* 8 tone & Webster Engineering Corp 84/07/31 36pp 29932 139 
24X Fiche 90-000.84/07/27.0408060102 
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840B0&01B5 Fcrwards LER 01 i Rept on Investigation Performed 

to Determine Unit 1 Dependence on Unit 2 Sg 6 • Stt oc •'ur es t« 
Components '' 

DALE# L F riissiasippi Power ' Light Co 9A/0^/2'' Record 

Services Di^nch {Document Control Desk) ip 2S‘?35 170 24X 

Flche 50' 41A, 04/07/27, SdOSOiOlBS 


— 840B060193 L£R 84-03t-oi on S4O601, plant shutdouin commented following 
notification to NRC or deficientg re lou flow rate m 
standbg svc uater sgs due to higher than anticipated 
frict-icjnal pressure drops through ccmponent loop 
syRD, n U Mississippi Power t Light Co 04/07/27 2pp 
25933 179 34/ FlChe 50-4l6i 04/07/27. 0400060185 


--8408060200 Res 2 to '‘Rep*' on In/^st igatiun Performed to Determine Unit 
1 Dependence on Unit 2 Sy s. Stt uc tur es 6 Components ‘ 

BLACK, K n Mississippi Power I Light Co B4-M-004 R02 84/07/17 

6pp 25933 IQI 24X Flche 30-416,84/07/27 8408060185 


8408130371 Special Rapt 04-023/0 on 040627, Dlv I diesel generator 
tripped of 50/. load Caused bg grounding of Phase H linear 
reactor of voltage transformer Div 1 diesel generator A, D t, 

C phase reactors replaced 

DALE.U F Mississippi Power 6 Light Co 84/07/27 O'REILLY.J P 
Region 2, Office of Director 2pp 26005 300 24X 

Flche 50-416,84/07/27.8403130371 


Q40B030120 Supplenentai Rq on 840726, while porforminj) routine maint on 
Div 1 TDI diesel engine, water observed coning from open 
cylinder cock on left bank cylinder head 7 Caused by 2-inch 
crack in right exhaust port casting I'tead replaced 
DALEr L F Mississippi Power 6 Light Co 04/07/30 DENTON, H R 
Office Of Nuclear Reactor Regulation, Director 2pp 23916 110 
24X Flche 30-416,84/07/30.8408030120 


3408130363 Updated Sperial Rept 84-022/1 on 040429, auxi 1 larij main steam 
tunnel temps exceeded 1S5 F Unit of Tech Spec 3 7 8 
Task cards will be issued to track new qualified life of 
each affected component 

DALE, L F Mississippi Power 6 Light Co 84/07/30 O'REILLY. J P 
Region 2. Office of Director 2pp 26011 089 24X 

Flche 50-416.84/07/30.8400130365 


Q4080BOS38 LER 84-033-00 on 040702. reactor scram secondary 
containment isolation occurred Caused by closed air dryer 
outlet valve P53-F496 Instructions will be revised to 
require locked open valve W/B40731 itr 

DYRDiR U , DALE.L F Mississippi Power 6 Light Co 04/07/31 3pp 
2S97S 313 24X Fiche 50-416, 04/07/31. 0408000533 


B40B160421 Final Deficiency Rept PRD-81/17 re flow rate in standby svc 
water sys loops A t< B 6 loss of standby svc watei basin 
transfer capability Initially reported on 810303 Also 
reportable per Part Si 

RICHARD. J B Mississippi Power ^ Light Co 84/07/31 O'REILLY* J P 
Region 2. Office of Director Spp 26106 076 24X 

Fiche 50-416.84/07/31,8408160421 


040B060324 Forwards "Design Review of Elliott Model 650 Turbocharger 
Used on TDI D5RV-12-4 & DSRV-20-4 Emergency Diesel Generator 
Bets ■* 

RAY, C L TDI ( Transamerica Delaval, Inc ) Owners Group RAY, C L 
Duke Power Co 04/08/01 DEN ION. H R Office of Nuclear Reactor 
Regulation, Director 2p p 23927 064 24X Fiche 50-000. B4/0B/O1. 

840BQ60324 


8408060139 Confirms completion of listed 840720 t* 26 commitments re TDI 
diesel generators Correction of deficiencies noted during 
confirnatory walkdown of engine fuel oil lines completed 
OALEiL F Mississippi Power L Light Co 04/03/03 DENTON. H R 
Office Of Nuclear Reactor Regulation. Director 2pp 25932 286 
24X Fii;he 50-416.04/00/03.8400060109 


8408160C61 Final Deficiency Rept PRD-B4/10 re possible swelling of 
OH Bettis valve actuator ethylene propylene rubber elastomer 
seals in contact u/hydrocarbon lubricant Initially reported 
on 040730 Reportable under Part 21 for Unit l 

RICHARD, J B Mississippi Power t Light Co 04/08/ 03 O'REILLY, J P 
Region 2. Office of Director Spp 96108 2i9 a4X 
Fiche 30-416.84/08/03,8408160061 


B40B16017S LER 04-024-01 on 040302, shutdown occurred Caused by 
i noparab I i 1 ty of both independent containment spray loops of 
RHR sys Operating procedures changed tt two pipe supports 
reworked U/B40808 Itr 

DYRD.R W , DALG,L F Mississippi Power 6 Light Co B4/0S/O8 4pp 
26100 OSJ 24X Flche 30-416-84/08/08,8408160175 


8408160394 Forwards "Design Review of Engine Base ?< Bearing Caps for 
TDI DSRV-16 Diesel Engines " 

RAY, C L TDI (Transameri ca Delaval, Inc ) Qwners Group RAY< C L 
Duke Power Co 84/08/10 DENTON, H R Office of Nuclear Reactor 
Regulation, Director app 26091 147 24X Fiche 50-000,84/08/10. 

0400160394 


—0403160403 'Design Re/teu u* Engine Bo-c Uewi ing taps foi TDl 
DSRV-16 Diesel Engines 

« Tflilure Analysis .•»? sot i r«‘'es f .»AA-34-6-53 8-1/08/31 44pp 

26091 149 24 1 Fiche "jo i TO. 04 <'3.10,0400160394 


B4O024O115 Forurards SEk to TDI Dwners i,i oup prugiam plan SER addresses 
design r evi ew/qual i ty rovaltdation piogram testing •- insp. 
maint It siiTveiiianco ' Sets rorth r equ i reinen ts foi operation 
prior to compie*'ion of piogram plan 

EISCNHUT, 1; G Division of UicBniinq 04/08/13 t?EORGE, O D TDI 
( Transacner I ta Delaval, Inc ) Owners Gt oup GEORGE, J U lexas 
Utilities Electtic Co iKirmnly Irxas titilitiea Geneiating Co ) 
ip 26255 194 24 k Tithe '•'O -000, Q4/OD M 'J, 84t)02hn l l !> 


— 8403P40157 Safe ♦‘ij evoluution of TOT Qunoi s Group program plan Based un 
BNWL eval uat 1 on, p lari i nc or pora t es essential elements nondpd 
to resolve outstanding ioncotns re icliability of TDI 
engines for nuclear svt 

« NRC - No Detailed Arfiliation \ iven 04/00/13 .'Mpp 
26255 195 24/ Fiche 50-000.34/00/13.0408340115 


8400160395 Forwards Design Review of El) inti Hudrl 90G Tur b ocharyei 
Used on TDI DSR-40 f PSRV-l* Fmergoncij Diesel Generator 
Sets," representing final QA verified i opt Addl copy 
forwarded to bnuL, per NRC request 

RAY. C L TDI ( Transamer 1 c*i Dnlaval Inc ) Owrtei s Group RAY. C L 

Duke Power Co 04/00/14 DENrOW, H R Office of Nuclear Reactor 
Regulation. Director app 260BB 163 24X Fiche 50-000,34/00/14. 

8408160395 


—8409160397 “Design Revi^iu of Elliott Model 900 Turbocharger Used on 
TDI DSn-48 6 D5RV-16 Emergency Diesel Generator Sets ' 
e Failure Analysis Associates FAAA 04-5-7 H4/07/31 61pp 

26008 165 24X Fiche 30-000,84/08/14.0408160395 


0400240210 LER 04-034-00 on 8407 19. d ur I rig nonroutlno teat, reactor 
protection $ys motor generator set A output breaker tripped, 
resulting in isolation of both shutdown cooling loops Caused 
by personnel clumsiness power rootorod W/840020 Hr 
DYRD.R Is* . DALG.L F Mississippi Rowel V Light Ln 04/08/20 3pp 
26236 294 24X Fiche 50-4ld„ Q4/O0/2O, 04OEJ24O21O 


0408290179 Forwards response to 040733 request for addl info on repts 
submitted by TDI Diesel Oenorator Ownors Group 

RAY, C L TOl t Transamer i ca Delaval. inc ) Owners Group RAV-C L 
Duke Power Co 84/09/23 UFRLiNGFR.c nffico of Nor I ear Reactor 
Regulation. Director l2pp 26209 221 24X Ficiiw 50-000.04/00/23. 

0400290179 


0400300490 LER 04-035-00 un 040519, arial y srs porfnimed on radioactive 
gaseous waste samples discovered tg be inadequate, caus ing 
survei 1 iarice test frequency *-0 be exceeded Caused by 
personnel error Software to b« modified W/Q4O024 1 ti 
DALE. L F , nVRD.n W Mississippi Power t Light Co 04/00/24 Spp 
26314 006 24X Fiche 50-416,04/00/24,8409300490 


T Hearing transcripts on non-anti trus t matters 


8406220259 Board Notification 04-t20 forwards transcripts of 040426. 
0502 8c 24 meetings w/TDl Owners Croup re status of program 
to establish diesel generator reliability 

EISENHUT.O 0 Division of Licensitig 0,1/06/20 PALLADlNQ, 
OILINSKY, ROBERTS Commissioners 54pp 25206 099 ?4X 

Fiche 30-000. 84/06/20, 0406220259 


B40813D013 Transcript of 040731 open meeting in Wash i ng ton, DC re 
discussion \ vote on full power OL Pp 1-114 Supporting 
documentation end 

e Commissioners 84/07/31 I29pp 26059 102 24X 

Fiche 30-416.04/07/31,8408130013 


U Congress lonal /Executive Correspondence 


840B080430 Responds to 840531 Itr raising concerns re NRC 040522 ordar 
R< continued low power operation in spite of outstanding 
issues af compliance w/GDC 17 Assoistlne opinion end 
PALLADTNO. N J Commissioners 04/07/23 MARKEY, E J House of 
Rep . Interior Insular Affairs 3pp 25977 184 24X 

Fiche 30-416.84/07/23,8408080430 


— 0400080432 Expresses concern re NRC apparent abandonment of agency 
regulations o/licensing of plant averwhelming weight of 
evidence creates impression that operation of plant 
constitutes violation of NRC regulations 

MARKEY.E 0 House of Rep Interior & Insular Affairs 84/05/31 
PALLADlNQ. N J Conmias loners 2pp 23977 187 24X 

Fiche 50-416,84/07/23,8408000430 
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a408070?01 Rf'^poniJ'i <-o 0405^2 Jtt re plant problems ostimoto of 
when plant fully operatjonal LommiLSion meeting for briefing 
t possible vote on full'-power QL suheOuIed on B40731 
DinCKSi W J Office Of the Eiecutl^e Diiector for Operations 
84/07/27 UETHUNE- E House or Rep 3pp 25997 066 24X 

Fiche 50-416,04/07/27 8408070201 


■'-0400070207 Requests cncl Insert A ic minor plant problems not delaying 
full power licensing be placed in Dircks B40727 1 tr draft 
SCINTO.vl NRC - Mo Detailed Affiliation Given 84/07/02 
ADENSAM, E HRC - No Detailed Affiliation Given 3pp 23997 071 
24X Fiche 90-416,84/07/27,8408070201 


— 840B0702J5 Requests info re spec ir surveillance problems at plant 8, 
estimate of when plant will be fully opetational 

DETMUNE, E House of Rep 84/03/22 PALLADlNOiN Commissioners 
Ip 29997 075 24X Fiche 50-4 1 6, 04/07/27, B40B070201 


B4DB130302 Responds to 640330 1 tf re deficiencies at facility MRC 
unacjare of serious defects at plant Enforcement action 
still pending re mafel false statements in operator records 
DIRCFS, W J Office of the Executive Director for Operations 
84/07/31 ANTHONY,!} House of Rep 46pp 26060 166 24X 

Fiche 90-416,84/07/31.8408130202 


—8408130210 Requests info re deficiencies in design const of plant 
in qualification f training of staff Raises concerns on 
possibility of higher costs being passed on to constituents 
ANTHONY, B House of Rep 84/03/30 PALLADIND, N J 
Comnissianers 4pp 26060 213 24X Fiche 90-416,04/07/31, 

B40Q 130202 


S408200225 Discusses Tech Spec en ors discovered subsequent to NRC 
approval Susquehanna Tech Spec amends had no safety 
significance NcCuire Tech Specs still under review w/no 
Identified safety significance thus fai 

ASSEL8TINE, J K Commissioners 84/00/10 MARKEY, C J House of 
Rep r Interior V Insular Affairs 4pp 26141 244 24X 

Fiche 50-000,84/08/10,0400200229 


DOCKET 30-417 GRAND OULF NUCLEAR STATION, UNIT 2 


A Appl ication/construc t ion stage documents i> correspondence 


0406030106 Forwards summary of enviroti protection program re const of 
station for 2-nonth period ending 040630, per Exhibit 2-A 
referenced in Subsection 3 C 1 of CPPR-119 

DALE, L r Klssissippi Power U Light Co 64/07/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 25916 064 
24X Fiche 50-417,64/07/30,6408030106 


□4060601/4 Forwards results of DDA test detailed comparison of OE 
Nine htile Point qualification requirements vs requirements 
for util GF safety relief valve solenoid failure 
inapplicable to Grand Culf 

DALEiL r Mississippi Power S, Light Co 84/07/30 EISENHUT,D0 
Division of Licensing 7pp 29932 105 24X Fiche 90-416,84/07/30, 

8408060174 


G40B030D75 Submits supplemental info in support of util B4072B request 
for schedular exemption from lOCFROO.App A, GDC 17 fop Items 
ir Cr D L E re Divs I, II L III diesel genorators 
DALE. L F Mississippi Power 6 Light Co B4/OB/D2 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 25904 395 
24X Fiche 90-416,04/08/02.8408030075 


B40B030095 Provides schedule for submittal of turbocharger inlet temp 
info Installation of temp measuring 1 ns trumeniaiion t data 
retrieval 6 evaluation will be completed by Aug I9B4 Results 
will be submitted within 30 days 

DALEiL F Mississippi Power Light Co 84/08/02 DENTPN, H R 
Office of Nuclear Reactor Regulation. Director Spp 29904 358 
24X Fiche 90-416,84/08/02.8408030099 


B40B030103 Forwards addl info re design of combustion air intake It 
exhaust sys for standby diesel generators Design provides 
assurance that sys capable of performing function 
DALE, L F Mississippi Power %t Light Co 64/08/02 DENTON, N R 
Office of Nuclear Reactor Regulation, Director 3pp 29904 339 
24X Fiche 50-416.84/08/02,0408030103 


8406060249 Forwards supplemental info re standby diesel generator 
combustion air intake 6 exhaust sys. per B40602 discussions, 
superseding info in 840002 1 tr iAECM-04/O389> 

DALEiL F Mississippi Power L Light Co 84/00/03 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 3pp 29933 350 
24X Fiche 50-416,04/06/03,8400060249 


B408070404 Foiwaids supplemental ini -0 le qualification of safety relief 
valves <ERVl.5eiti solenoid v-al-es Interim operation 
justified until SRV solenoid valves ful Ig qual 1 f l ed, per 
NUREG-OSaa f* I 0 CFR 50 49 

DALE.L F Mississippi Power ' Light Co 04/09/09 DENTON, H R 
Office ot Nuclear Reactor Regulation, Director Spp 25942 177 
24X Fiche 50-416,04/08/05,8408070404 


8408070436 Submits clarification re procedural changes concerning 
diesel generator loading Standby diesel generators will be 
loaded in excess of 9, 740/kW only if action necessary to 
achieve or maintain plant in safe shutdown condition 
DALE.L F Mississippi Power h Light Co 84/08/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 29942 359 
24X Fiche 90-4 16- 84/08/09, B40B070436 


8406070486 Forwards commen^-s on draft Amend 13 to Tech Specs ro 
principal gamma enitters, in response to 040803 request For 
review Amend acceptable 

RICHARD, J D Mississippi Power Light Co 84/08/05 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 29940 327 
24X Fiche 50-416,84/08/05,0408070466 


8408070110 Generic Ltr 84-19 to ail licensees of operating reactors, 
applicants for OLs L holders of CPs re availability of 
auppl 1 to NI;rE 0-0933, ’'Prlorlti latlon of Generic Safety 
Issues " Sve list end 

EIBEMHUT.D G Division of Licensing 84/08/06 Consolidated 
Edison Co of Ncu York, Inc IBpp 26129 230 24X 

Fiche 50-000,84/08/06.8408070110 


8408070430 Submits addl info requested in tJRC 840604 ltr re review 
assignments U responsibilities for senior reactor oporaiors 
& description of steps taken during Tech Spec review 
program 

DALE.L r Mississippi Power & Light Co 84/08/06 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 25940 052 
24X Fiche 50-416,84/08/06,0408070430 


B40B1401 16 Forwards ’‘Potential Environ Impact Associated W/Requested 
Exemptions*' re B4072B h 0802 App J tt diesel generator 
electrical protection exemption requests 

DALE.L F Mississippi Power 6 Light Co B4/0Bi/O7 DENTON, H R 
Office of Nuclear Reactor Regulation, Director iipp 26065 134 
24X Fiche 50-416.84/08/07.8408140116 


8400230097 Forwards draft Industry Degraded Core Rulemaking Program 
Technical Rept 23 1, “Sequoyah Nuclear Plant Containment 
Analysis,” for Meeting 3B Rept inconsistent u/four end 
repts previously sent 

FONTANA. M M Technology for Energy Corp 84/00/07 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 26234 031 
24X Fiche 30-000,84/08/07,8406230097 


— 8408230112 Draft "Evaluation of Containment Bypass it Failure to 
Isolate Sequences for Industry Degraded Core Rulemaking 
Program Ref Plants, “ technical rept 

* Industry Degraded Core Rulemaking Program FAI/a4-‘9 DRFT 
84/07/31 llApp 26234 231 a4X Fiche 90-000,04/09/07, 
0408230097 


—8408230119 Draft "Grand Oolf Nuclear Station Integrated Containment 
Analysis,” technical rept 

* Industry Degraded Core Rulemaking Program 84/08/07 175pp 

26235 094 24X Fiche 50-000,04/08/07,0408230097 


0400300428 Grants 840727 request for extension to B410S9 for 
correction of Inproper use of words should L must in plant 
administratl ve procedures 

LEWIS, R C Region 2. Office of Director 04/08/10 DALE, L F 
Mississippi Powex' A Light Co 2pp 26314 333 ?4X 

Fiche 50-416,04/00/10,8408300428 


B40B150201 Requests scheduler exemption from lOCFRSO.App J 
Justl f lc«ition t environ assessment end 

DALC,L F Mississippi Power tc Light Co 84/08/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director I7pp 26066 119 
24X Firhe 50-416, 84/08/13, 84081 90201 


0408200127 Application to amend CPPR-n9r ex tend i ng latest const 
completion date to 910430 Fee for Class II CP amend end 
RICHARD, J B Mississippi Power U Light Co B4/0B/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 2613S 305 
24X Fiche 30-417.84/08/19,0408200127 


04082002/5 Generic Ltr 64-20 to all licensees of O'peratlng reactors ?, 
applicants for OLs re scheduling guidance for llcensoc 
submittals of reloads that involve unrevlewed safety 
questions Sve list end 

EI9ENHUT,DG Division of Licensing 84/08/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 a4X 
Fiche 50-000, 84/00/20, 8408200275 
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B40Q3i0322 Uithdra^s 040613 request fcr eie>nptiaii #rofP re qui remen ts af 
App J to lOtFRso Updated feed(4.ater isolation valve leak 
rate test results nepfc requirements o p App J for Types 1? l« C 
testing Exemption unnecessary 

DALE. L F Mississippi Power & Light Co 94/09/30 DEWTON- H R 
Office of Nuclear n«ac tor Regulations Director 2p p 5631*? 557 
24X Fiche 50-4 J 6, 04/OB/3O, 0403310255 


Q4O05QO137 Responds IF Bulletin 04-O£ re r<ji lures of GE T'ype HFA 
relays in Clas^ lE safety sys All norinally energized 
safety-related hFa relays u/Le*an toil spools leplaccd 
ui/Tefzel spools 

MCGAUOHT-J P Mississippi Pnuer t Light Co 04/07/27 

O'HEILL’^. 3 P Region 2. Office of Director 3pp 26275 104 24X 

Fltlie 50-416,04/07/27. 8408280137 


F Security, medical, emergency t* fire protection plans 


840S280143 Revised emergency plan proc edures* i nc lud i ng 10— S-01—23 re 
eimergoncy plan training h drills saf ety-rela tedi 6 5 re alert 
non sa f a ty-re 1 a ted Xc 6 3 re site emergency nonsaf etg-re 1 ated 
W/a40850 Itr 

HURLEY, 3 Mississippi Pau/er r. Light Co 04/07/57 O'SEILLY. J P 
Region 2, Office of Director 27pp 26279 133 24X 

FicljB 50-416. 8/}/07/a7> 8400200143 


0408080138 Foruards "Grand Gulr Kluciear Pouer Station Exer cl se« of 
offsite radiological emergency conducted on 840411 Meeting 
held on 040331 u/util i State of MS to discuss deficiency re 
coordination of issuance of public info 

KHlMMiR W Federal Emergency Management Agency 04/07/30 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 830101) 3pp 25960 266 24X Flche 30-416.84/07/30, 

0400080138 


B408370257 Aci receipt of 840706 Itr informing NRC of steps talten bo 
correct violations noted In Insp Rept 90-417/04-04 
LEWIS-R C RegiPn 2, Office of Director 04/00/01 DALE, L F 
Mississippi Power t Light Co Jp 26250 143 24X 

Flche 50-417, 94/08/01. 9400270257 


— 0400270263 Responds to NRC 840608 Itr re violations noted i n Insp 
Rijpt 3O-4I7/04-O4 Corrective actions Oechtel Field Welding 
Engineering 7, Oc halted work on Field Weld 31 Nonconformance 
Rept NRC 6794 initiated to track cited condition 

dale L F Mississippi Power Light Co 04/07/06 D'REILLV.J P 

Region 3. Office op Director 2pp 26250 144 24X 

Fiche 30-417, 84/OG/Ol, 0400270257 


— 84082/0260 Koruards Jnsp Ropts 50-416/04-19 V 30-417/04-04 on 940515-10 
tt notice of violation 

LEWIS, R C Region 2. Office of Director 04/06/00 RICHARD, J D 
Mississippi Power V Light Co 2pp 26258 146 24/ 

Flche 50-417, 04/09/01, 8408270257 


—8400000141 "(Jrand Oulf Nuclear Power Station Exercise,” conducted ori 
04041 1 

» Federal Eraergencq Management Agency 64/04/24 69pp 
23960 269 24X Flche 50-416,04/07/30,8408000139 


0406310151 Rev 4 to Vol 10 to Procedure J0-8’-01-25, "Onsite Personnel 
Response " W/B4D813 Itr 

DALE. L F Mississippi Power & Light Co 84/08/43 D'RElLLY, J P 
Region 2, Office of Director 9pp 26101 307 24X 

Fiche 50-416, 84/08/13 i 8400310151 


0^ Adjudicatory correspondence 


8400130150 Forwards addl info re Commission 840717 responses to 
Questions KB) U 1(F) of EJ Markey 040313 Itr Addl info on 
development of Tech Specs end 

RICHARD. J D Mississippi Power t* Light Co DSC 9S9 B4/07/23 

PALLADIND.N J Commissioners 20pp 26010 33B 24 Y 

Fiche 50-416,04/07/23,0409130150 


8400010196 Expresses official position of State of LA that decision to 
license facility should be made by NRC based on safety, rules 
li regulations 6 scientific findings Representations by 
State atty general should be disregarded 
EDWARDS, E W Louisiana, State of DSD 603 84/07/27 

PALLADIN0,N J Conml^sioners Ip 25654 353 24X 

Fiche 30-416. 04/07/27.9400010196 


0409070477 Status rept advising ASLP of all unresolved matters 
preparatory to hearing 6 suggesting date for scheduling 
final prebearing conference & hearing, in response to 840423 
order Certificate of Sve enc 1 Related correspondence 
YOUhf(?, M A Hearing Branch 4 DSD 012 94/08/01 6pp 25?4l 200 

24X Fiche 50-416.04/08/01,8408070477 


— 0408270272 Notice of violation from losp on 040515-18 

e Region 2, Office of Director 84/06/08 Ip 2625S 148 24X 

Fiche 90-4i7, 04/08/01. 0408270257 


— 84082 70275 Insp Repts 50-416/01-19 f, 50*417/84-04 un 04051 5~10 
Violation noted failure to control welding in accordance 
w/Jpplltahle specs, cr I ter la otner special requirement* 

CROWLEV, □ R , DLAKE. J J Region 2, Office of Director 84/06/04 
lOpp 26258 149 24X Fiche *50-417*04/00/01,8409270257 


8400010333 IE Info Notice 34-59, "Deliberate Circumventing Of Station 
Health Physics Procedures " Sve list encl 

JORDAN. E L Division of Emei gency Preparedness P Engineering 
Response (Post 830103) 04/00/06 Consolidated Edison Co of New 

York, Inc 122pp 26068 OOl 24X Fiche 50-000,84/00/06,0408010333 


0400010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requii oment " Sve list encl 
JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post B3010T) 84/00/06 Consolidated Edison Co of New 

York, Inc 123pp 26067 158 24X Fiche 50-000,04/08/06,8408010337 


0400070120 IE Info Notice 04-61, "Ovei e xtjosur e of Diver in PWR 
Refueling Cavity <■ Svq list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/00/00 Consol idated Edison Co of New 

York. Inc I20pp 26129 110 24X Fiche 50-000,84/08/00,8408070120 


0408070376 JE Info Notice 81-62, "Thei apy Mi sadmini strati ons to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
list enc 1 

GRACE, J N Division of QA, Safeguards 6 Inspection Programs (Post 
930103) 04/00/ io Consolidated Edison Co of New York, Inc 

I25pp 26130 001 24X Fiche 50-000,04/08/10.0408070376 


Served on 64O0QB 

MALSCH.M 0 Office of the General Counsel DSB 
GOSTE-W J Louisiana, State of Ip 25972 292 
Fiche 50-416,84/08/07,9400090145 


1 against fll Ing 
i issuance 

8408100009 

IE 

1 meeting 

Sve list 

enc 

JORDAN, E 

L 

hS 04/08/07 

Response 

(Po 

24 X 

York, Inc 



8408100030 

IE 


--04O0O9OJS4 InPprms of decision nut 
receipt of NRC documentation of 1 
safety items Response to MK Udell 
QUSTE, W J Louisiana* State of 
Commissioners 2pp 25972 £93 
8409090145 


to file formal petition unti 
icensee resolution of all 
040756 Itr request* d 
04/07/30 PAtUAOINCi, N J 
24X Fiche 50-416,04/08/07, 


1 


Indication " 
JORDAN, E L 
Responso (Po 
York, Inc 


Info Notice 04-63* "Defective 
I 

Division of Emergency PPepar 
st 030103) 04/00/13 Con 
U9pp 26197 218 24X Flche 


Info Notice 84-64, "nUR HPCl 
Sve list encl 

Division of Emergency Pr^par 
St 830103) 84/00/15 Con 
104PP 26198 093 24X Flche 


RHR Replacement Piping " 

edness P Engineering 
soHdaied Edison Co of New 
50-000, 04/00/13, 0408 1 00009 


Initiation Seal-In l< 

edness tf. Engineering 
solidated Edison Co af New 
50-000. 84/00/15. 0408100038 


O Inspdction reports, IE Bulletins L correspondence 


9407250229 IE Info Notice 04-57, "Operating Experience re Moisture 
Intrusion tn Safety-Related Electrical Equipment at 
Commercial Pouer Plants " Sve list encl 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 84/07/27 Consolidated Edison Co of New 

York. Inc tl9pp 25065 047 24X Fiche 30-000,84/07/27,8407250229 


8400100021 lE Infq Notice 84-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list end 

JORDAN, E L Division qf Emergency Preparedness P Engineering 
Response (Pest 630103) 04/08/16 Consolidated Edison Co of New 

York, Inc llBpp 26193 001 24X Fiche 50-000, 84/00/16, 0408100021 


8409240021 Forwards Grand Oulf 1984 IE insp repts.por 840705 request 
NRC repts on allegations of fals i f i cati on of training 
records forwarded to DQJ Rept contents withheld from public 
disclosure W/q end 

OEVDUNOi R D Director's Office, Office of Inspection and 
Enforcement 84/08/16 WALDRUM, R L Alaska, State of 4pp 
26255 353 24X Fiche 50-000.84/08/16,8408240021 
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-“0408240026 Requests ^*r^C i n 1 1 gat » on repts for past 0 months *« 

notification of cui rent investigations Info needed tc 
determine possible financial effect on State of AK^uihich may 
need to fond t buy energy From facilities 
WALtlRUM, R L Alaska State of 04/07 -'OS PALI ADJ fv'G. N 

( ornmi ssioners Ip 26*:?35 354 24X Fiche 50-000-84/00/16, 

0408^40021 


8400100035 IE Inro Notice 04-66, Undetected Unavailability of 
Turb ine-Or j ven Auxiliary Feeduiater Train " Sve list enc 1 
JORDAN, C L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 04/00/17 Consolidated Edison Co qf New 

York. Inc 120pp 262/6001 24X Fiche 50-000,84/08/17,0408100055 


0400140308 IE Info Notice 04-67. "Recent Snubber Inservice Testing W/ 
High Failure Rates ” Sve list enc I 

JORDAN, E L Division of Eniergency Preparedness I Engineering 
Response (Post 0301031 04/00/17 Consolidated Edison Co of New 

York, Inc I22pp 26276 122 a4X Fiche 50-000,04/00/17.0400140209 


0409210142 IE Info Notice 01-60, “Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves '■ Sve list end 
JORDAN. E L Division of Emergency Preparedness S. Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc ll5pP 2632? 000 24X Fjche 50-000,84/00/21.0408210142 


S Reportable occurrences. UERs t related correspondence 


8405290062 Forwards ’Investigation of Types AF 8. AE Piston Skirts " 
Rept supercedes 040227 submittal 

RAY, C L TDI (Transamer i ca Delaval, Inc 1 Owners Group 04/05/24 
DENTON, H R Office or Nuclear Reactor Regulation, Director 2pp 
24690 045 24X Fiche 50-000,04/05/24,8405290062 


— 8405290075 ” Inve 5 t i g a t i on of Types AF ^ AE Piston Skirts " 

» Failure Analysis Associates FAAA-B4-2-14 84/05/23 I20pp 

24X Eiche 50-000,84/05/24.8405290062 


0405290179 Forwards "Evaluation of Emergency Diesel Ocnerator 
Crankshafts at Shorehar t Grand Gulf Nuclear Power 
Etatlons " 

RAY. C i. TOI ( Transa'ier 1 ca Delaval, Inc > Owners Group 04/05/24 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
24692 090 24X Fiche 50-000.84/05/24.0405290179 


— 0403990271 “Evaluation of Emergency Diesel Generator Crankshafts at 
Shorcham Grand Gulf Nuclear Power Stations " 

* Failure Analysis Associates FAAA-84-3-16 04/05/22 B9pp 

24692 092 24X Fiche 50-000,04/05/24,0405290179 


8400060405 Forwards repts received by DNWL t. consultants directly from 
FaAA tt TDI Owners Group at 840622 meeting Draft "Overview of 
Rep ts, Analyst s 6 Recomnendat i ons re Nam Propulsion Engines 
M/V Colombia" end 

AUZHEINER.J M Dattelle Memorial Institute, Pacific Northwest 
Laboratories 84/06/20 MILLER. M Division of Licensing lS0pp 
25926 173 24X Fiche 50-000.84/06/28,8408060403 


0400060030 Forwards mfo addiessing open items identified in NRC/DNWL/ 
TDI Diesel Generator Owners Group 040622 meeting 

RAY, C L TDI ( Tranaaimer 1 c a Delaval, Inc ) Owners Group B4/O7/i0 
DERLINOER,C Director's Office. Office of Inspection and 

Enforcement 43pp 23933 133 24X Fiche 50-000,84/07/10. 

0400060050 


0408060102 Forwards "Emergency Diesel Generator Auxiliary Module 
Control Wiring Zt Termination Qua 1 1 f l cation Review " Addl 
copies sent tq DNNL 

RAY.C L TDI ( Transa.neri ca Delaval. Inc ) Owners Group 04/07/27 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
25932 137 24X Fiche 50-000, 84/07/27, 0408060102 


—0400060130 "Emergency Diesel Generator Auxiliary Module Control Hiring 
L Termination Dual i f i ca ti on Review " 

* stone t Uebster Engineering Carp 84/07/31 36pp 23932 139 
24X riche 50-000.84/07/37.0400060102 


8400060185 Forwards LER 84-031-Oi S' "Rept on Investigation Performed 
to Determine Unit 1 Dependence on Unit 2 Sy s. Struc tures & 
Components " 

DALE, L F Mississippi Power U Light Co 84/07/27 Record 

Services Qianch (Document Control Desk) Ip 25933 170 24X 

Fiche 30-416.04/07/27,0408060183 


'8409060200 Rev 2 to "Rept on Investigation Perfor,T»ed to Determine Unit 
1 Dependence on Unit 3 Sys, Struc tures 4 Components " 

DLACK.K M Mississippi Power & Light Co a4-M-004 R02 84/07/17 

6pp 23935 101 24X Fiche 50-416.04/07/27,0408060185 


8400330130 Supp 1 ementa 1 RO on 840726 while performing routine raaint on 
Div 1 TDI diesel engine, water observed coming from open 
cylinder cock on left bank cylinder head 7 Caused by 2-lnch 
crack in right exhaust poi t casting Head replaced 
DALE, L F Mississippi Power I Light Co 84/07/30 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 25916 UO 
34X Fiche 50-416,84/07/33,8400030120 


8400160421 Final Deficiency Rept PRD-81/17 re Plow rate in standby *vc 
water sys loops A ^ 0 t, loss of standby sve wqter basin 
transfer capability Initially reported on 010303 Also 
reportable per Part 21 

RICHARD. J D Mississippi Power b Light Co 04/07/31 O'REILLY, J P 

Region 2, Office of Director 5pp 26106 076 34X 

Fiche 50-416, B4/0//31, 04OB16O421 


8408060324 Forwards “Design Review of Elliott Model 65G Turbocharger 
Used on TOI 0SRV-I2-4 b 0SRV-2O-4 Emergency Diesel Generator 
Bets " 

ray, C L TOI (Transa.meri ca Delaval, Inc I Owners Group B4/0B/01 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
2592? 064 34X Fiche 50-000,04/00/01.0408060324 


04OBO6O1B9 Confirms completion of listed 840720 26 commitments re TDI 

diesel generators Correction of deficiencies noted during 
confirmatory ualkdown of engine fuel oil lines completed 
DALE, L F Mississippi Power i, Light Co 84/08/03 DENTON, K R 
Office of Nuclear Reactor Regulation, Director 2pp 23932 2B6 
24X Fiche 30-416,04/08/03.0400060189 


8400160061 Final Deficiency Rept PRO‘'04/1O re possible swelling of 
GK Dettis valve actuator ethylene propylene rubber elastomer 
seals in contact u/hydrocarbon lubricant Initially reported 
on 040730 Reportable under Part 21 for Unit 1 

RICHARD, J D Mississippi Power U Light Co 94/08/03 O'RElLLYi J P 

Region 2, Office of Director 5pp 26108 819 24X 

Fiche 30-416,84/08/03.0408160061 


B4OB160394 Forwards "Design Review of Engine Base Sc Bearing Caps for 
TDI DSRV-16 Diesel Engines “ 

RAYiC L TDI (Transamerl ca Delaval, Inc ) Owners Group 04/06/10 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
36091 i47 24X Fiche 50-000, B4/0B/ 10, 8400160394 


—8400160403 "Design Review of Engine Base fit Bearing Caps for TDI 
DSBV-16 Diesol Engines " 

» Failure Analysis Associates FAAA-a4-6-53 04/00/31 44pp 

26091 149 24X Fiche 50-000,84/00/10,8400160394 


8400240115 Forwards SER re TDI Owners Group program plan 6ER addresses 
design review/quality revalidation program, testing & Insp, 
maint l« surveillance sets forth requirements for pperafelon 
prior to completion of program plan 

EISENHUT.DG Division of Licensing 64/00/13 GEORGE, J B TDI 
(Transamerlca Delaval. Inc ) Owners Group ip 26255 194 24X 

Fiche 30-000,84/08/13.0400240115 


—0400240157 Safety evaluation of TDI Owners Group program plan Based on 
DNWL evaluati on, plan incorporates essential elements needed 
to resolve outstanding concerns re reliability of TDI 
engines for nuclear sve 

e NRC - No Detailed Affiliation Given 04/08/13 2lpp 
36335 193 24X Fiche 50-000,04/00/13,8400240115 


B40D16039S Forwards "Design Review of Elliott Model 900 TUrbochargAT 
Used on TDI DSR-40 L DSRV-16 Emergency Diesel Generator 
Sets," representing final QA verified rept Addl copy 
forwarded to DNWL, per NRC request 

RAY, C L TDI (Transamerica Delaval. Inc ) Owners Group 04/08/14, 
DENTON. H n Office of Nuclear Reactor Regulation, Director 2pp 
36000 163 24X Fiche 50-000,64/00/14,0400160395 


— 8400160397 "Design Review of Elliott Model 90G Turbocharger Used on 
TDI DSR-48 it DSRV-16 Emergency Diesel Generator Set* " 
e Failure Analysis Associates FAAA-84-5-7 84/07/31 61pp< 

26000 165 24X Fiche 50-000,84/08/14,0408160395 


0400290179 Forwards response to 040723 request for addl info on repts 
submitted by TDI Diesel Oenerator Owners Group 

RAY.C L TOI (Transamerica Delaval, Inc ) Owners Group B4/0Q/23 
BERLIN0ER,C Office of Nuclear Reactor Regulation, Director I2pp 
26389 221 24X Fiche 50-000,04/00/23,0400 290179 


U Congressionai/Execut i ve Correspondence 


B40BD90430 Responds to 840531 Itr raising concerns re NRC 640532 order 
b continued low power operation in spite of outstanding 
issues of compliance w/ODC 17 Asselstlne opinion and 
PALLADINO, N J Commissioners 04/07/33 MARKEY, E j House of 
Rep , Interior it Insular Affairs 3pp 25777 194 a4X 
FUhe 50-416,84/07/23.8400000430 



332 


DOCKETED ITEMS 


~-04OaQ8O432 Express*;'* corc^rn re NSC appatent abandonment of agency 
regulations u/licensmg of plant Ov oi iiihelming bJoight of 
evidence creates impression that operation of plant 
constitutes violation of NRC regulations 

MARkEY-E J House of Rep Interior t Insular Affairs 04/05/31 
PALLADIND.N J Commissioners 2pp i’5977 107 24X 

Fxcho SO-416. B4/07/23. 8400090430 


04OBO7O2OI Responds +0 840522 llr re plant problems tt estimate of 
bihen plant fully operarjona] Commission meeting for briefing 
t/ possible vote on full-poiuer OL scheduled on 040731 
DlRCKSi U J Office of the Executive Director for Operations 
04/07/27 BETHUNE.E House or Rep 3pp 25957 066 24X 

Fiche 30'-4l6i a4/07/27> 0408070201 


'-8400070215 Requests info re spec 1/ suiveillance problems at plant t( 
estimate of uhen plant u>i 1 1 be fully operational 

0ETHUNE.E House of Rep 84/03/22 PALLADINO. N Commissioners 
Ip 25957 075 24X Fiche 50-416.04/07/27.0400070201 


DOCKET 50-423 MIULSTQNE NUCLEAR POWER STATION. UNIT 3 


A AppI Ication/construction stage documents f correspondence 


8400070220 Forwards FSAR Table 3 9B-9Q re loading conbinations for 
ASME III Class 1.2 i< 3 component supports. per 840713 telcon 
CQmnitnent to provide addl info Table uill be incorporated 
in FSAR amend 

COUNSILi U 0 . OPEKAi J F Northeast Nuclear Energy Co isubs of 
Northeast Utilities) C0UN8IL.W C Nortneast Utilities Service Co 
(subs of Northeast Utilities) 04/07/20 YQUNGDLDOD. B U 
Licensing Branch I 3pp 2574B 323 24X Fiche 50-423.04/07/20. 

0400070220 


840B090002 Forwards addl Info in response to NRC 040619 request re 
Amend 2 to probabilistic safety study 

COUNSIL.N G . SEARS. C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIU.W 0 Northeast Utilities 84/07/31 
yOUNGQLOQD. B U Licensing Branch 1 SOpp 25973 017 24X 

Fiche 30-423.04/07/31.0408090032 


--B408090092 "Sensitivity of Seismic Hazard Results at Millstone to LLL 
Study Assumptions on Attenuation !< Seismicity Final Rept to 
Northeast Utils “ 

» Dames & Moore B4/06/15 45pp 25973 067 24X 

Fiche 50-423. 84/07/31. B4080900B2 


8408090497 Summary of 840717 meeting u/Nestinghouse Owners Steam 
Generator Tube Rupture Subgroup in Bethesda.hD re proposed 
steam generator tube rupture generic program List of 
attendees tr vieugraphs end 

SINGH. B K Licensing Branch 3 04/07/31 Licensing Branch 3 

IBpp 239B3 130 24X FlChe 30-000.84/07/31.8408090497 


6408090438 Notification of 840007 meeting ui/util SMA in Bethesda.Mo 
to discuss confirmatory program status re seismic capability 
beyond design basis 

DQQLITrLE, e L Licensing Branch I 84/00/02 YOUNGBLOOD. B J 
Licensing Branch I 4pp 25902 356 24X Fiche 50-423.84/08/02. 

8408090438 


840S070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for QLs holders of CPs re availability of 
Buppl 1 to NURE0-0933 j "Pr i or i tl I at i on of Generic Safety 
I ssuBs " Svc 1 Ist enc I 

EISENHUT, D G Division of Licensing 04/08/06 Consolidated 
Edison Co of New York. Inc IBpp 26129 230 24X 

Fiche 50-000.04/08/06.8408070110 


8408200533 Forwards request fur addl info p® equipment qualification 
program Completed master equipment list should be submitted 
6 (Jis before audit 6 BS7. of all sa f e ty-re la ted equipment 
installed L qualified 

YOUNGBLOOD. 0 J Licensing Branch 1 04/00/07 COUNSILilf G 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 29pp 
26143 291 24X Fiche 30-423.84/00/07.0400200333 


1400200306 Requests plans for assuring that facility designed It 
constructed In accordance u/FSAR commitments Response 
requested within 60 days of ltr date 

EISENHUT, 0 G Division of Licensing 04/08/13 CCXJNSIL. U O 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 2pp 
26141 242 24X Fiche 50-423.04/08/13,0400200306 


0408240229 Forwards request for info to be included in program to 
determine capability of facility to withstand seismic 
excitation above design SEE 

YOUNGQLIJDD. B J Licensing Branch I 04/08/15 C0UN81L. W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) S2pp 
26251 233 24X Fiche 50-423,04/00/15,0400240223 


040B200275 Gci.orij. Llr Q4-0<j tn all 1 1 c t n t. s nf operating reactors b 
applicanti toi OLs re schcduimii guidance tcii licenser 
Gubmittols of reloads Miat involve unrcviewcd safety 
questions 0 c list ein. 1 

EISENHUT. D G Oivisiort or Licei.!.)rig Q4.tiB/=:0 Consul (dated 

Ed 1 soil Co or Ne<j vorii inc l^pn 262''6 244 2 IX 

Ficho 50-000, B4 '08/20 0 loa20C3'’^ 


04083000)/ Request's addl irito ie .lesign uf AgtlE Lode. Class 1.2 6 3 
component supports Cnr 1 evaluation describes rc' lew of 
cornponent support design b clarifies staff position on 
issues that require fuither justification 

YQUNGauOOD, n J Licensing Hianch i 84 '00/23 COUNSIL. W 0 
Northeast Nuclear Energy Co (subs of Northeast Uiilitios) I3pp 
26331 327 24X Flihe 50-423 G'l '08/23. QhCdJOOOl 7 


O NRC Drcft^Final Environmental Statements, suppls b correspondence 


8408010129 Forwards DES (fJJREG-1064 * notice of availability for 
hillstcine 3 Comments due uiithin A*} days after publication of 
FR notice of issuance N/o NUREG 

YOUNQQLOOD. B J Licensing Branch 1 04/07/34 Connecticut. State 

of &PP 25873313 ?4X Fiche 50-433.04/07/24.0400010129 


— 0400010131 Notice of availability of DES (NUREG-1064> for Millstone 3 
YOUNG DLOOD. D j Licensing Qranth l 04/07/24 2pp 25873 315 
34X Fiche 50-423.84/07/24.8408010129 


□408010197 Forwards DE6 (NURE 0-1064* b FR notice of issuance bJ/o 
NUREC 

VOUNGBLOaO. B J Licensing Branch ! G4/07/24 COUNSIL. W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) Gpp 
25073 272 24X Fiche 50-423 04/0//34, 84080 1 0 1 97 


6400010352 forwards DES (NURCO-1064) b FR notice of a Va 1 1 ab 1 1 1 ty . f or 
review & comment' Oomments due within 45 days after 
publication in FR W/o NUREG 

YOUNGBLOaO. B J Licensing Branch 1 84/07/24 uaQ]). J K Commerce. 

Dept of. Natl Oceanographic * Atmospheric Administration 6pp 
25072 331 24X Fiche 50-423,81/07/24,8400010252 


8400020140 Forwards FR notice of issuance b DEB (NUREC-1064 >W/o DE8 
YOUNGDLODD. D J Licensing Branch 1 84/07/24 HJRSCH, A 

Environmental Protection Agency 3pp 25090 091 24X 

Fiche 50-423, 04/07/24, 0400020140 


8408010140 DRAFT ENYlRQNhi-NTAl STATEMENj RELATED TO THE OPERATIDN OF 
MILLSTONE nuclear POWFR STATION. UNIT 3 DOCKET NO 50-423 
(NORTHEAST NUCLEAR ENERGY COh'-ANY. et al) 

e Division of Licensing NUREG-1064 84/07/31 335pp Available 

at NRC 00 25071 0i2 S4X Fiche 50-423. 84 /O //3 1 . 04080 lOl 40 


8400230109 Otfers no comments on DES re OL issuance 

MIRANOSWKl. U A Agriculture, Dept of 04/00/17 VOUNOBLDOD. I? J 
Licensing Branch I Ip 262092)4 24X Fiche 50-423,84/08/17. 

0400230109 


E NRC Safety Evaluation Report (SER). suppls b correspondence 


0400160262 SAFETY FYAlUATltlN REPORT RCLATtl) TO THE OPERATION OF 
MILLS lore NUCIEAR POWER STATION. UNIT NO 3 Docket No 
50-42d (Northeast Nuclear Energy Company) 

* Division of Licensing NUKEO-1031 04/07/31 S91pp Available 
at NRC 4-U 00 2612) 001 24X Fiche 50-423.84/07/31,0400160262 


04O0O9OJ23 Forwards 8ER re util application for OL Fewer than 20 open 
i terns. summer 1 zed in SER. remain unresolved W/o one 1 
NOVAK. T M Assistant Directui for Liceiisirig 04/08/01 
EBERSQlE. J C aCRS - Advisory Committee on Reactor Safeguards 3pp 
25981 344 24X Fiche 50-423,04/08/01.8400090323 


8408150526 Forwards NUflFO-1031. "SCR re Operotion of Millstone Nuclear 
Power Station, Unit 3 " 

YOUNGQLODD, B J Licensing Blanch I 04/08/02 CDUNGIL. W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 4S4pp 
26094,167 24X Fiche 50-4f 3, 84/00/02, 84081 50526 


0406200469 Forwards SEN (NUREG 1031) re operation b FR notice of 
availability W/o 8bR 

YOUNGBLOOD. D J Licensing Branch 1 84/00/13 COUNSIL, W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 3pp 
26143 326 24X Fiche 50-423.04/08/13,8400200469 


— 0400200471 Notice of availability of SER (NURC0-I03n 

YOUNGBLOOD. D J Licensing Branch 1 04/08/13 2pp 26143 359 

24X Fiche 50'42J, 84/03/ 1 3 , 8400200469 



DOCKETED ITEMS 


ifr 


Fi^0iaJi033V f-iJrworJ itfcpur-ai t Fl^ wp«.ji iWni re generated 

missile from , jns ei ^ 1 -i e i I . d cquipm^fit; * e + feft on 
‘.af eti| ’re I Jled equ ipmetit, p ^ i S-ilOLiO? Itr 

COJ^SILj W b NoWftea^t Nucl.-^r £neiqq bs (-sob^i of Northeast 
Utilities) rajNSU W G Nui theast uHliMes fl‘J/08/14 
YOUNC^LOOD H J Licensing liianch 1 Spp ?&1 77 ?5B 2^ X 

FichL* 50“n?'i 840831 03 3*? 


84083002^8 Fotuiatos p 1 an t -s p p c I » I r pioredurts tOT estimating core 
damage as required hg Nl/f?EG-0737. I tom IT H 3 Criterion 2» 
per SEF^ c on P 1 1 ma torg it eh 

C8UNSIL W C i FEE. IJ F Noi theas' Nuclear Friergg Co rsuhs of 
Northeast Utilities) CUUNblL W G Northeast Utilities 84/00/16 
VaUNCULODD. 0 J Licensing Branch 1 rpp 26. AS' 0/0 24 X 

Fiche 50’42a. 04/03/16. 940Q3a''2 '•>0 


--8403200262 0b» 0 to tirergorn.g Flan Irop 1 ement i ng F^ioLOdure EPIP 4226. 
•'Unit 3 Core Damage Estlnati^ Procedure ’ 

HRDCZltAi C J Northeast Nuclear Energy Co (subs nf Northeast 
Utilities) B4/0S/16 26pp 26263 0^2 24 X 

riche 50-423 04/08/16.8408280230 


0400280159 Forwards response to 3EK Operi Item 2 re adequacy of tornado 
missile protection for emergency diesel geneiator stack?/ 
per NRL 840802 submittal 

COUNCIL. W G r^ortheas* Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL.W 0 No t thea 5 1 Ut 1 1 I 1 1 e s 84/08/20 
YOUNGBLOOD/ a J Licensing Branch I 7pp 262/5 001 24X 

Fiche 50-423.84 03/20.8108280159 


F Security/ medical, emergency I fire protection plans 


B4082G0258 Foluiards p lant-sprc i r ic procedures foi estimating core 
damagr* as lequired by NUSE0~0737. Iter^i ii r 3»Ltitorlon 2< 
per GfcR corif irnak ory item 

COUNSIL W 0 . FEE, W F Noitheast Nuclear Energy Co tsubs of 
Northeast Utilities) COUNSIL W G Northeast Utilities 04/00/16 
VaUNOBLOOO. B J Licensing Branch ) 2pp 26262 070 24X 

Fiche 50-423/ 84/00/16/ 04OB2QO2 58 


--D4O920O262 Be 0 to Emergency Plan Implementing Procedure EPiP 4226. 
"Unit 3 Core Damage Estimate Procedure " 

MROrZKAi E J Northeast Nuclear Energy To (subs of Northeast 
Utilities) 84/00/16 26pp 26262 072 24X 

Fiche 50-423.84/00/16 8408280258 


D Ads isory Committee on Reac tot Safeguards reports ft correspondence 


04O03lO.i27 TransLripf of Ar^r, Subcommittee on Reliability tc 
Probabilistic Assessment 040827 rrieeling in Nindsor Locks, CT 
Pp 1-230 Supporting docuneniat ion enc 1 

♦ ALR8 - Advisory Commttee on Reactoi Safeguards 04/00/20 
321 pp 26319 201 24X Firhe 30-423, Q4/(?8/ 20, 8400310227 


Q Inspection reports. IE Bnll^rms *< c<m respondonce 


8407250229 IE Into Notice 0 1-57, '‘Opeiating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Pouer Plants " 8vt list enc I 

JCRDANi E L Division of Cmeigency Preparedness ^/ Engineering 
Response (Post 030103) f>q 0^ 27 Consolidated Edison Co of Neui 

York, Inc lt9pp 25063 04? 24X Fiche 30-000,84/07/27,0407250229 


04OB1OO116 Responds to IC Bulletin 03-07/ "Apparently Fiaudutent 
Products Sold by Ray Mitter, Inc " Entry N engineering 
Bvaluation for Milletopo unit 2 ui 11 be done by Feb 1903 
refueling outage No Ray Miller products supplied at Haddam 
COUNSIL/ N G , SCARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) SEARG, C F Connecticut Yankee Atomic Power 
Co 84/07/31 MURUCY, T E Region 1, Office of Director 3pp 
25980 247 24X Fiche 50-000.94/07/31,8400100116 


0400010333 IE Info Notice 04-59. ‘Deliberate Circumventing of Station 
Health Physics Procedures * &vc list oncl 

JORDAN/ r L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 04/U8/O6 Consolidated Edison Co of New 

York. Inc lEc’pp 26068 001 24X Fiche 50-000,84/08/06,8400010333 


0408310337 IE Info Notice 01-60, ‘Failure of Air Purifying Respirator 
FiltBr^l to Meet Efficiency P^'qulrement ” sve list enc I 
JORDAN. E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 84/00/06 Consolidated Edison Co of New 

York, Inc I23pp 26067 150 24X Fiche 50-000,04/08/06.0400010337 


0400070120 IE Info Notice 04-61. “Overeieposur e of Diver in PWR 
Refueling Cavity " Sve list end 

JORDAN, E L nivlslon uf Emci gency Preparedness ft Engineering 
Response (Posf 830103) e4/09''0a Consolidated Edison Co of New 

York. Inc l^Opp 2612? ne 24X Fithe 50-000,84/08/08.8400070120 


840fl7'01/fe IC Info Notice 04-6? Therapy Mi sadmin i s trat i ons to 
Patients Undeigoinq C[>-60 Teletherapy Treatments ‘ Sve 
list t*tic ) 

GfiACL. J ri Division of 0,^ Sareguards ft Inspection Programs (Post 
030103) 84^087101 Consolidated Edison Co of New fork. Inc 

I25pp ^6130 031 24X PiLhe 50-000. D4 /OB/ I 0, B4O0O7O376 


0408290003 ForuJards Insp Rept 50-423/84-08 on 040520-0707 No violations 
noted 

STARQbrECF I , P Division of Pioject f Resident Pi ograms 94/00/10 

COUNSIL. k' Ncrrheaat Nuclear Energy Co (subs of Nartheast 
Utilities) 2pp 26293 241 24 X Fiche 50-423.84/00/10,0 4092900(33 


— S40ai?90007 Jnsp Repl 50-423/04-03 on 840520-0707 Nd violations noted 
Major areas inspected document c ontro I . p lank ma 1 n t, t r a 1 n 1 ng 
of test personne I , obser va t ion of electrical ft hydrostatic 
testing ?< flushing program b unautharlxed duct mod 
REDELoUSKI.T a . ROBERTSON. J Region 1, Office of Director 
ELSA8GER, T Division of Project £ Resident Programs 84/00/07 
I3pp 26290 243 3, IX Fiche 50-423,94/09/10,0409290003 


8400100009 IE Info Notice 04-63. "Defective RHR Replacement Piping " 
Sve list end 

JDRDAN, £ L Division of Emergency Preparedness ftc Engineering 
Response (Post Q3QI03) 84/09/13 Consolidated Edison Co of Ndw 

York. Inc i 19pp 26197 210 24X Fiche 50-000.84/00/13.8400100009 


e40B1000'3a IE info Notice 04-64. "OidR HPCI Initiation 5«al-ln ft 
Indication " Sve List enc 1 

JORDAN. E L Division of Emergency Preparedness ft. Enginoerlng 
Response (Post 830103) 94/03/15 Consol idated Edison Co of N«u 

York. Inc I04pp 2619Q 093 24X Flcha 50-000,84/00/13,8409100030 


Q4O01OOD21 IE Info Notice 84-65. "Underratad Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list end 

JORDAN. E L Division of Emergency Preparedness ft Engineering 
Response (Post 630103) 94/08/16 Consolidated Edison Co of Neui 

York. Inc llOpp 26198 001 24X Fiche 50-000.84/06/16.0400100021 


8408100055 IE Info Notice 04-66. "Undetected Unava i labi U ty of 
Turbine-Driven Auxiliary Feedwater Train " Sve list encl 
JDRDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 03OIO3> 84/03/17 Consolidated Ed i i on Co Of New 

York. Inc iSOpp 26276 001 24X Fiche 50-000. 94/00/17. 8406 100033 


8400140200 IE Info Notice 34-6/. "Recent Snubber Inservice Testing W/ 
High Failure Rates ■" Sve list enc 1 

JORDAN, C L Division of Emergency Preparedness ft Engineering 
Response (Post 030101)1 B4/OS/17 Consolidated Edison Co of New 

York, Inc 122pp 26276 122 24X Fiche 50-000,04/08/17.8408140200 


8400210142 IE Inro Notice 84-60. "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves “ Svt list enc 1 
JORDAN, E L Division of Emergency Pr spared ness ft Engineering 
Response (Post 030103) 04/00/21 Consolidated Edison Co of New 

York, Inc 113pp 26327 003 24X Fiche 50-000.94/08/21,0406210142 


3 Reportable occurrences. LERs ft related correspondence 


0408100064 Potential significant deficiency rept re NAMCQ Model EA-160 
limit suitches provided as accessaries on valves supplied by 
Pacific Valves ft Fisher Controls Initially reported on 
840131 Nait ropt expected by 041023 

COUNBIL.M G . GEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL, NO Northeast UbilitLes 04/07/17 
HURLEY. T E Region 1» Office of Director 3pp 25990 172 a4X 
Fiche 50-423,84/07/17*6400100064 


T Hearing transcripts on non-antl trust matters 


B4O031O227 Transcript of ACRS Subcommittee on Reliability ft 
Probabilistic Assessment 040027 meeting in Windsor Locks. CT 
Pp 1-230 Supporting documentation end 

» ACRs - Advisory Committee on Reactor Safeguards 84/O0/S8 
a2lpp 26319 281 24X Fiche 50-423,94/03/20.9400310227 


DOCKET 50-424 VOOTLE ElECTRIC GENERATING PLANT 


A Appl ication/c onstruc 1 1 on stage documents ft c orr ospondenco 


6400300366 Forwards summary of 040627 meeting w/vtll In Atlanta* OA ra 
program to acquire operating experience for cold license 
candidates Attendance list ft agenda enc I 

LEWISrR C Region 2* Office of Director 04/07/23 KELLY, R J 
Consuiftors Pouer Co lOpp 26309 220 24X Fiche 6 4/07/23. 

0400300366 


334 
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0403090497 Sumrary of 04071’^ fTieeting u/^esf t nghouse Curner^ Steam 
GeneraLar Tube Rupture Subgroup iri DetbesdaiMP re proposed 
steam generator tube ruptuie generic program List of 
attendees tr vieugr^ipha encl 

SINGH- a Licensing Branch 1 04/07/31 Licensing Branch 3 

lapp 3S«B3 130 24X Fichn 50-000.04/07/31.0408090497 


0400130412 Responds to request for info re archaeological tt historical 
resources Repts identify sites which may be eligible for 
nomination foi irclusion In Natl Register of Historic 
Places Rept withheld (ref 10CFR2 790> 

FOSTEH. D 0 Georgia Pouer Co 84/00/03 ADENSAMi E G Licensing 
□ ranch 4 2pp StOll 097 24X Fithe 50-424.84/00/03.8408130412 


0400070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for DLs t holders of CPs re availability of 
Suppi 1 to NUREC-0 t 33. "Pr lor i tl lation of Generic Safety 
Issues " Svc list end 

ElSENHUT.f) G Division of Licensing 84/00/06 Consolidated 
Edison Co of New York, Inc 10pp 26129 230 24X 

Fiche 50-000,04/08/06.0400070110 


8400150494 Advises that util in process of developing evaluation of 
environ impact of routing transmission line across 
Ebenezer Creek area Evaluation will be submitted by 840823 
Clearing in area will not he done until evaluation reviewed 
FOSTER. D 0 Georgia Pooer Co 04/00/06 ADENSAM, E G Licensing 
Branch 4 2pp 26079 186 24X Ficho 30-424,84/00/06.0400130494 


0406170301 Forwards results of confirmatory lab testing program for 
Category I back f i U. descr ibed in util B40613 ltr i 
results of onsite soil testing 

FOSTER. D 0 Georgia Power Co 04/00/10 ADENSAM, E G Licensing 
Branch 4 106pp 26115 130 24X Fiche 50-424.64/08/10,0400170301 


8408200275 Generic Ltr 04-20 to all licensees of operating reactors & 
applicants for DLs re scheduling guidance for licensee 
submittals of reloads fhat involve unrevleuied safety 
questions Svc list end 

EISENHJTiD G Division of Licensing 04/00/20 Consolidated 
Edison Co of New York, Inc I7pp 26376 244 24X 

Fiche 50-000.04/09/20,0400200275 


840B2S0206 Forwards "Vogtle Electric Generating Plant Units 1 & 2. 
Ebenezer Creek Swamp - Evaluation of Transmission Line 
Crossing NRC review of evaluation requested within 30 
days 

FOSTER. D a Oeorgia Power Co 04/08/24 ADENSAM, E 0 Licensing 
Branch 4 2pp 36264 037 24X Fiche 50-424.04/00/24,0400280208 


.0409280313 "Vogtle Electric Generating Plant Units 1 1 2. Ebenezer Creek 
Swamp - Evaluation of Transmission Line Crossing " 

* Oeorgia Power Co 04/00/24 27pp 26264 039 ?4X 

Fiche 50-424.84/00/24.0400280208 


E NRC Safety Evaluation Report IBER), suppls 6 correspondence 


0406310440 Advises that draft SER input due to project manager by 
641001 as indicated in review schedule attached to 
D Elsenhut B31129 neno Input to project manager must include 
vehicle for CRESS to access SER matl 

ADENSAM. EO Licensing Branch 4 04/08/24 DOSNAK, R Mechanical 

Engineering Branch REITER, L Geosciences Branch BALLARDrR 
Environmental 6 Hydrologic Engineering Branch 2pp 36346 35B 24X 

Fiche 50-424.04/00/24,0400310448 


F Security, medical, emergency fire protection plans 


8408300376 Forwards summary or 040530 meeting u/utiks It INPO re 
selected emergency preparedness issues Attendance list also 
enc 1 

O'REILLV, J P Region 2. Office of Director 04/06/08 KELLY. R J 
Oeorgia Power Co 4pp 2630B 257 24X Fiche 50-000,04/06/06. 

8408300376 


8408300344 Ack receipt of 040703 ltr Informing NRC of steps taken to 
correct violations noted In Insp Repts 50-424/04-09 8t 
50-425/B4-09 

DANCE. H c Division of Project Resident Programs 84/07/19 
kelly. R j Georgia Power Co Ip 2630B 343 24X 

Fiche 50-424. 84/07/19. 840B300344 


— 840B300346 Responds to NRC B40611 Hr re violations noted In Insp 
Repts SO-424/B4-09 t- 50-425/84-09 Corrective actions 
procedure for documentation of surveillance insp on fire 
water protection sys will be revl«ed/imp lemented by B40BOI 
FOSTER. D 0 Georgia Power Co 04/07/03 LEWIS.R C Region 2, 
Office of Director 3pp 2630B 344 24X Fiche 50-424,84/07/19, 

8400300344 


8408060003 Forwards Ainend 1 to physical security plan 8< nuclear 
training f- qualification plan Amends withheld 
(lef 10CFR2 770) 

FOSTER, D a Georgia Pouer Co 04/07/31 ADENSAM. E G Licensing 
□ ranch 4 tp 25933 185 24X Fiche 50-424. 04/07/31 , 0408060003 


G Adjudicatory correspondence 


S40B0101B9 Forwards Enel 2 to staff response to ASLD 640712 ltr 
entitled. "Interim Position on Charleston Earthquake for 
Licensing Proceeding " accidentally omitted from original 
submittal Related correspondence 

PERLI5. R 0 Hearing Branch 3 DSB 606 04/07/26 HARQULIES, M Q , 

LlNENDERGERr G , PARIS. O H Atomic Safety and Licensing Board Panel 
4pp 25055 159 24X Fiche 50-424,04/07/26.8400010109 


8408010253 Response to ASLD 840712 inquiry whether NUREO/CR-3756 
constitutes substantial new info to lead to redetermlna tion 
of adequacy of seismic design Inquiry fully warranted 
Certificate of Svc end 

JOHNSON. T Campaign for Prosperous Georgia DSD 664 04/07/26 

17pp 25054 324 24X Fiche 50-424.84/07/26,0408010253 


6400010267 Informs of withdrawal of Contention CPO-9, based upon 
review of Westinghouse proprietary rept re mod of primary 
loop sys Related correspondence 

FOULER. L Legal Environmental Assistance Foundation FOULER, L 
Campaign for prosperous Oeorgia DSD 657 04/07/26 

MARGULIES.M D . LINENBEROER, O , PARIS, D H Atomic Safety and 
Licensing Board Panel 2pp 25854 069 24X Fiche 50-424,84/07/26. 

040001026? 


H General correspondence 


6406010336 Authorizes UT Nickerson to sign future NRC correspondence 
which does not require signature of duly authorized util 
officer 

FOSTER. DO Oeorgia Power Co 84/07/23 ADERSAM, E G Licensing 
Branch 4 Ip 25866 074 24X Fiche 50-424,04/07/23,0400010336 


Q Inspection reports, IE Bulletins & correspondence 


B40B310419 Confirms 840507 telcon re 840510 meeting to discuss status 
of insp program for diesel generators 

LEUIS.R C Region 2, Office of Director 84/05/16 KELLY. R J 
Oeorgia Power Co Ip 26335 023 24X Fiche 50-424,84/05/16, 

8400310419 


6409310405 Forwards summary of 840916 meeting re insp program for 
diesel generators Meeting beneficial L provided better 
understand Ing of issues 

UEUISiR C Region 2. Office of Director 04/06/12 KELLY. R J 
Oeorgia Power Co 3pp 26333 315 24X Fiche 50-424,84/06/12, 

0400310405 


8408270408 Forwards Insp Repts 50-424/04-15 50-425/04-15 on 

840619-22 No violations or deviations 

DANCE.H C Division of Project & Resident Programs 84/07/12 

KELLY, R J Georgia Power Co 2pp 26256 295 24X 

riche 50-424.04/07/12,8400270408 


—0400270414 Insp Repts 50-424/04-15 6 50-425/04-15 on 040619-22 No 
violations or deviations noted Major areas inspected 
unresolved i terns, 1 ic ensce identified Items, IE bulletin, 
electrical components L sys work S* work activities 
QIDDQN8. T D , CONLDN, T E Region 2, Office of Director 64/07/10 
5pp 26256 297 24X Fiche 50-424,64/07/12.0400270400 


0400270342 Forwards Insp Repts 50-424/04-16 6 50-425/04-16 on 
840514-0625 No violations or deviations noted 

DANCE, H C Division of Project 6 Resident Programs 84/07/17 

KELLY. R J Georgia Power Co 2pp 26257 214 24X 

richo 50-424.64/07/17,8408270342 


—8400270351 Insp Repts 90-424/04-16 Rc 50-425/04-16 on B4051 4-0625 No 
violations or deviations noted Major areas inspected diesel 
generator verification program, HVAC support program Unit 2 
primary containment V Unit J containment 

BANDERS, U F . PANCIERA, V Region 2. Office of Director 04/07/16 
5pp 26257 216 24X Fiche 50-424.84/07/17.0408270342 


6408300344 Ack receipt of 040703 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-424/84-09 $« 

90-425/84-09 

DANCE.H C Division of Project 6 Residant Programs 84/07/19. 

KELLY. R J Georgia Power Co Ip 26308 343 24X 

Fiche 50-424,04/07/19,8400300344 
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335 


--*8403300346 Responds to NRC B4061 1 Itr re violations noted in Inap 
Repta 30-424/04-09 50-423/84-09 Corrective actions 

procedure for doci/nenta 1 1 qr of surveillance insp on fire 
itiater protection sys uill be revi sed/ i/np 1 emented by B40801 
FOSTER I D 0 Georgia Power Co 84/07/03 LEUIS>R C Region 2* 
Office of Director 3p p 2630B 344 24X Fiche 50-424,84/07/19, 

B4O03OO344 


0400340365 Aci receipt of 040711 Itr informing NRC of steps taken to 
Correct violations noted in Insp Repts 3O~424/04-ll V 
50-425/04-1 1 

LEWIS, R C Region 2, Office of Director 84/07/24 KELLY. R J 
OwDrgla Power Co Ip 26237 094 24X Fichc 50-424,84/07/24, 

0408240365 


— &4OS240367 Responds to fJRC Itr re violations noted in Insp Repts 
50-424/84-11 h 50-425/84-11 Corrective actions sys being 
developed for areas of plant which will provide controls as 
implemented in control room area 

FOSTER, D 0 Georgia Power Co 84/07/11 LE14I9,R C Region 2, 
Office of Director 2pp 26237 095 24X Fiche 50-424 , 84/07/24, 

0408240365 


— 0408240360 Forwards Insp Repts SO-424/84-11 & 50-425/84-11 on 
040413-0514 it notice of violation 

LEUISiR C Region 2, Office of Director 04/06/14 KELLY, R J 
Oaorgia Power Co 2pp 26237 097 a4X Fiche 50-424,04/07/24, 
0400240365 


— 0400240370 Notice of violation from insp on 040413-0314 

» Region 2, Office of Director 04/06/14 Ip 26237 099, 24X 

Fiche 50-424.84/07/24,8408240365 


—0408240371 Insp Repts 50-424/84-11 h 50-425/84-11 on 840413-0314 
Violation noted failure to protect electrical equipment 
during installation 

SANDERS, U F , PANCIERA, V W Region 2, Office of Director 

Q4/06/07 5pp 26237 100 24X Fiche 50-424,84/07/24.0400240365 


84O0£7O429 Aek receipt of B40710 Itr informing NRC of steps taken to 
corrert violations noted In Insp Repts 50-424/84-iO 
50-423/04-10 

DANCE. H C Region 2, Office of Director 84/07/25 KELLY. R J 
Georgia Power Co Ip 26237 031 24X Fiche 50-424,84/07/23. 

04OB27O429 


—8400270430 Responds to NRC 840611 Itr re violations noted In Insp Repts 
30-424/84-10 It 50-425/84-10 Corrective actions formal 
training program for contract OC inspectors developed & 
implemented In Apr 1984 

FOSTER, D □ Georgia Power Co 04/07/10 LEWIS, R C Region 2. 
Office of Director 3pp 26257 032 24X Fiche 30-424.84/07/25, 

0400270429 


—0400270433 Forwards Insp Repts 50-424/04-10 tt 50-423/04-10 on 040301-04 
tt notice of violation 

DANCE. H C Division of Project S< Resident Programs 84/06/11 

KELLY. R J Georgia Power Co 2pp 26257 035 24X 

Fiche 50-424.04/07/25.0408270429 


— 0400270436 Notice of violation from Insp on 840501-04 

* Region 2, Office of Director 84/06/11 2pp 26257 037 24X 

Fiche 50-424, 84/07/23. 0400270429 


—8400270440 Insp Repts 50-424/84-10 6 30-425/B4-i0 on 040301-04 
Violation noted training provided electrical contract QD 
inspectors informal It did not assure that suitable 
proficiency achieved on site procedures 

RUFF, A D . MERRIWEATHER.N , CONLON. T E Region 2, Office of 
Director 04/06/07 9pp 26257 039 24X Fiche 50-424.04/07/25. 

0408270429 


8407290229 IE Info Notice 04-57. '‘Operating Experience re Moisture 
Intrueion in Saf ety-Re lated Electrical Equipment at 
Comnnercial Power Plants " Svc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 8301031 B4/07/27 Consolidated Edison Co of New 

York* Inc lt9pp 25863047 24X Fiche 50-000,04/07/27.8407230229 


G40B010333 IE Info Notice 04-39. “Deliberate Circumventing of Station 
Health Physics Procedures ” Svc list end 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Reaponee (Post e30l03> 84/08/06 Consolidated Edison Co of New 

York* Inc I22pp 26068001 24X Fiche 30-000.84/08/06,8408010333 


04OSO1O337 IE Info Notice 84-60. “Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement “ Bvc list end 
JORDAN. E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/08/06 Consolidated Edison Co of New 

YorV. Inc I23pp 26067 158 24X Fiche 50-000,84/08/06,8400010337 


84080701P0 IE Info Notice 84-61, "Ov/eroitposure of Diver in PWR 
Refueling Cavity ' Svc list end 

JORDAN, E L Division of Lmeigenry Preparedness S, Engineering 
Response (Post 830103) 84/08/08 Consolidated Edison Co of New 

York, Inc I20pp 26129 IIB 24X Fiche 50-000,84/08/08.8408070120 


8400070376 IC Info Notice 84-62, "Therapy Mi sadni n i s tra 1 1 ons to 
Patients Undergoing Co-60 Toletherapy Treatments " Svc 
list end 

GRACE. J N Division of QA. Safeguards 8. Inspection Programs (Post 
830103) 84/09/10 Consolidated Edison Co of New York, Inc 

I23pp 26130 ODl 24X Fiche 30-000,84/00/10.84 09070376 


8408100009 IE Info Notice 84-63. “Defective RHR Replacement Piping " 
9vc list enc 1 

JORDAN, E L Division of Emergency Preparedness ?, Engineering 
Response (Post 830103) 84/0B/13 Cnnsolldated Edison Co aP New 

York, Inc I19pp 26197 210 24X Fiche 50-000,04/08/13.8400100009 


0400100038 IE Info Notice 04-64, "BWR HPCI Initiation Beal-In & 
Indication " Bvc list end 

JORDAN, e L Division of Emergency Preparedness Engineering 
Response (Post 830103) B4/OB/15 Consolidated Edison Co of New 

York, Inc I04pp 26193093 24 X Fiche 50-000, 84/08/15, 8408100030 


B40B10002I IE Info Notice 04-65, “Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment “ Svc 
list end ' 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 930103) 84/08/16 Consolidated Edison Co of New 

York, Inc I18pp 26198 001 24X Fiche 50-000.84/08/16.8409100021 


9408100055 IE Info Notice 84-66. "Undetected Unavailability of 
Turbina-Driven Auxiliary Feedwater Train " Svc list ercl 
JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Co of Now 

York. Inc 120pA 26276 001 24X Fiche 50-000,04/08/17.9409100038 


9408140200 IE Info Notice 04-67. “Recent Snubber Inservice Testing N/ 
High Failure Ratos " Svc list end 

JQRDAN.E L Division of Emergency Preparedness S- Engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co, of New 

York, Inc 122pp 26276 122 24X Fiche 50-000*84/09/17.8409140200 


8400210142 IE Info Notice 84-68. "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves “ Svc list end 
JORDAN. E U Division of Emergency Preparedness 4. Engineering 
Response (Post 030103) 04/00/21 ConBolldated Edison Co of New 

York. Inc llSpp 26329 008 24X Fiche 50-000*04/09/21.0409210143 


8 Reportable occurrences. LERs i. related correspondence 


8403290062 Forwards “Investigation of Typos AF E. AE Piston Skirts “ 
Rept supercedes 040227 submittal 

RAY. C L TDI (Transamerica Oelaval. Inc ) Owner* Group 04/05/24 
DENTON. H R Office of Nuclear Reactor Regulation. Director 3pp 
24690 045 24X Fiche 50-000.84/05/24.0403290062 


—0405290075 "Investigation of Types AF & AE Piston Skirt* ” 

» Failure Analysis Associates FAAA-B4-2-14 84/03/23 i20pp 

24X Fiche 30-000.04/05/24.8405290062 


0403290179 Forwards "Evaluation of Emergency Diesal Generator 
Crankshafts at Bhoreham C. Grand Gulf Nuclear Power 
Stations “ 

RAYiC.L TDI (Transamer i ca Delaval, Inc > Owner* Group 04/05/24 
DENTON. H R Office of Nuclear Reactor Regulation, Director 2pp 
24692 090 24X Fiche 50-000.84/05/24,8405290179 


8408060405 Forwards repts received by DNWL j? consultant* directly Prom 
FaAA & TDI Owners Oroup at 840622 meeting Draft “Overview of 
Repts. Analysis i. Recomnendatlons re Main Propulsion Engines 
M/V Columbia" end 

ALZHEIMER, J M Dattelle Memorial Institute. Pacific Northwast 
Laboratories 84/06/38 MILLER. M Division of Licensing ISapp 
25926 173 24X Fiche, 50-000, 84/06/20, 84O0O6O4OS 


8400060050 Forwards info addressing open Items Identified In NRC/BNWL/ 
TDX Diesel Generator Qunirs Group 040622 meeting 

RAY. C,L TDI (Transamer 1 ca Delaval. Inc ) Owners Group 84/07/10 
BERLINOERtC Director^* Office. Office of Inspection and 

Enforcement 43pp 25933 133 24X Fiche 50-000,84/07/10. 

B40806005D 


9408090023 Interim significant deficiency rept re lack of full 
penetration welds on Pullman Const Industries duct supports 
Initially reported on 040614 Next rept will be submitted by 
940829 

FOSTER. D 0 Georgia Power Co 84/07/13 0 'REILLY* J P Region 2. 

Office of Director 2pp 23992 094 24X Fiche 30-424,04/07/13* 

B409090023 
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B40Q >60 J U2 FftrwijrJs Eii^Mgemi, i^.nefatfif ^tuiilicirv Module 

Con*fol t'lring ' Terruna'-icii QlciI Fical-ium Revicut " Add! 
rcpie!) shtU to ONlJI 

RAV.C L TTI ( Ti ^n'<».i>er j L a ’ Jtii. * Lionel s Group 04/07/27 

DEMTON, H R Dftn e or r’uuloai Peac Lor Pegjlation, Dttector 2pp 
25932 117 Firhe 50“Lt‘'- ?4 07 > 2 R4i jC'.'t.0 1 0;‘ 


-“0403060138 'Energency r>ie«t.J 'jen^fator Hunillary Module Control Uiiing 
h rpimindtion Q«ial 1 1- i ca 1 1 or, Pev.i£o^ ' 

-» Stone *• Uol>ster Eng i nc er i rig LOrp &4 O’* '31 3App 23932 139 
24X Tichd 50-000 04/07.2? 8400060102 


8408060324 Foruatdb ‘Design Re i etj or EJliott Model 65G Turbocharger 
Used on TOI 05HV-I3-4 ' D5f?V-r0'4 Emergency Diesel Generator 
Bets ' 

RAY.C L TDI < Transa.ngr » La Deiavali Inc ) Quners Group 84/00/01 
DENTGM.H H OrriLO or Nuclear Re*iCtor Regulation. Director 2pp 
33927 064 24X Firhe 30-000 84/08/01.0408060324 


B40B160394 Fpruiards “Design Review of Engine Base f Bearing Caps for 
TDI DSRV-16 Diesel Engines " 

RAYiC L TDI ( TransaTen ca Dela>.al Inc ) Owners Group B4/0B/1O 
DENTON. H R Office or Nuclear Reactor Regulation, Director 2pp 
26091 147 2AX Flche 50-000,84/00/10.8400160394 


— 6409160403 Design Re''iau of Engine Base A Bearing Caps for TO! 
DSRV-16 Diesel Engines ' 

* Failure Analysis Associates FAaA- 04-6-53 04/00/31 44pp 

26091 149 24X Flthe 50-000.04/08/10,0408160394 


0408240115 Forwards SEW re TDI Djjners Group program plan SER addresses 
design rev i c<J/qual i ty revalidation program, testing insp. 
malnt 6 surveillance * sets forth requirenents for operation 
prior to completion of program plan 

EISENHUT, D 0 Division of Licensing 84/08/13 GEORGE. J D TDI 
ITransameri ca Oelaval, Inc > Owners Group Ip 26255 194 24X 

Flche 50-Cuu. 84/08/11. 84082401 15 


— 6409240157 Safpi-y evaluation of TDI Owners Group program plan Based on 
BNML e /a 1 uat ion, p Ian incorporates essential elements needed 
to resolve ou*‘Si-and i ng concerns re reliability of TDI 
engines for nuclear svc 

« NRC - No Detailed Affiliation Given 64/08/13 21pp 
26255 195 24X Fiche 50-003,84/00/13,0400240115 


8400160395 Forwards “Design Review of Elliott Model 90G Turbocharger 
Used on TDI DSR-40 i DSRV-16 Emergency Diesel Generator 
Sets.*' representing final QA verified rept Addl copy 
forwarded to QNWL, per NRC request 

RAY.C L TDI ( Transamer I ca Delaval. Inc ) Owners Group 04/08/14 
DENTON. H R Office of Nuclear Reactor Regulation, Director 2pp 
26OB0 163 24X Fiche 50“000. 04/00/ 1 4, 0408 160393 


— 0408160397 “Desigr, Review of Elliott Model 900 Turbocharger Used on 
TDI OSR-48 !v DSRV-16 Energency Diesel Generator Sets '* 

* Failure Analysis Associates FAAA-B4-5-7 04/07/31 d>lpp 

26000 165 24X Fiche 50-000.64^00/14.0400160395 


8408290179 Forwards response to 040723 request for addl info on repts 
submitted by TDI Diesel Generator Owners Group 

RAY.C L TDI (Transaneri ca Delaval. Inc J Owners Group 04/08/23 
BERLINGER. C Office Of Nuclear Reactor Regulation. Director 12pp 
26209 221 24X Fiche 50-000,84/00/23,8406270179 


840B2B01S2 PNO-1 1-84-055 on 040023 , uti) announced that seven employees 
dismissed due to alleged unauthonred bid disclosures in 
procurement of small tools f expendable const supplies 
Dealings w/one vendor terminated 

PANCIERA.V . DANCE. H C Region 2, Office of Director 84/00/24 
Ip 26274 309 24X Fiche 50-424. B4/08/24, 840B2B0 152 


DCFET 50-425 VDGTLE ELECTRIC GENERATING PLANT 


App 1 Ication/construc t ion stage documents 4 correspondence 


8400090497 Summary of B40717 meeting ui/Uestinghouse Owners Steam 
Generator Tube Rupture Subgroup In Dethesda.MO re proposed 
steam generator tube rupture generic program List of 
attendees 6 vieugraphs end 

31NCH, D K Licensing Branch 3 84/07/31 Licensing Branch 3 

IBpp 25983 130 24 X Fiche 50-000.04/07/31,6400090497 


0400130412 Responds to request for Info re archaeolog ical historical 
resources Repts identify sites which may be eligible fur 
nomination for inclusion in Natl Register of Historic 
Places Rept withheld (rer 10CFR2 ■^90) 

FOSTER. D □ Georgia Power Co 04/00/03 ADENSAM, E G Licensing 
Branch 4 2pp 26011 037 24 X Fiche 50-424. 04/00/03, 8400130412 


OIO0J/QM" '.uneiit U I » ^ all of operating reactors, 

appllcan's I or OL * hold.is it it a ailabllity o t- 

Suppl 1 Ij f.'JKEL "0932 r'r j L I 1 t i /a I i on of Gcneiic Safety 
Issui' ' - . lij*" eH'l 

EISENHUT :■ iT Di'»5iQn .f Licensing a<l.'O0.O6 Consolidated 

Edison I'c 0 1 New Turn I n*. 10pp 261^9 230 2'»X 

Flche Sn i-OO 84 -'uU W6, 84000 '0 l 10 


0400150491 Ad.iseb That uMl i» prnce=«- ot devtloping evaluation of 
environ impacf oi i^'iiting transmission line across 
Ebeneiet Ci eel ai da E^^alu^lion will be submitted by 040022 
Cleaiing in area uill no? bv done until evaluation reviewed 
FOSTER. D G Georgia Power lu 04/00,06 ADENSAM. E G Licensing 
Branch 4 ^pp ^LO?? 18/i Fiche 50-42 1, 0.1 '00/06. 8400150494 


B40ei7OJ0l Ffirwards resuMs of c on f i rra t ury lab testing program for 
Categot y i b ac h f i 1 t . desc r i p e J m util 040613 Itr *, 
results of orisite soil rp^tiny 

FOSTER, D O Georgia Powei fo 8‘1/00/lU ADENSAM. E G Licensing 
□ ranch 4 1U6PP Doll 5 130 24X Fiche 50-424.04/08/10,0400170301 


B4082002/5 (ii.noric L tr 84-2u to all liuensees of opetating reactors 8 . 
applicants for OLs re scheduling guid<<r)ce ror licensee 
submittals of leloads that irivolye unreviewed safety 
questions Svc list encl 

EISENHUT, D G Division of Licen^iing 84/00/20 Consolidated 

Edison Co of Mew Yori, Inc I'^PP 26276 244 24X 

Fiche 50-000 04 '00/20 840B200275 


840B2B0200 Forwards "Vogile Electric Generating Plant Units 1 2. 

Ebeneiet Creel. Swamp - Evaluation of Tr ansml ss ion Line 
Crossing ' NRC review nf evaluation requested within 30 
days 

FOSTER, D O &eoiqi 4 Pouei Cu 04/OO'24 ADCN5AH. E 0 Licensing 
Branch 4 2pp 26264 03/ Fiche 50-424, 04/08/24. 0400200208 


— B408?eC213 “Voqtle Electiic Generating Plant Units I 1 2.£benezer Creek 
Swamp “ Evaluation of Tiansmission Line Crossing " 

« Georgia Pouei Co 84/00 '24 2/pp 26264 039 24X 

Fiche 50-421. 04/08 '24. 0408200208 


E NRC Safety Evaluation Report iSER), suppls *. carrespondence 


6408310448 Ad* ises that draft PER input due to project manager by 
041001 as indicated in review schedule attached to 
D Eisenhut 031129 nemo Input to project manager must include 
vehicle for CREbS to access 5ER matl 

ADENSAM. E G Licensing Branch 4 04/08/24 DOSNAK. R Mechanical 

Engineering Branch REITER, L Geosciences Branch BALLARD. R 
Environmental t Hydrologic Engineering Branch 2pp 26340 338 24X 

Fiche 50-424, 04/08/24, 0408310440 


F Security, medical, emergency ^ fire protection plaris 


0408300376 Forwards sunmary of 040530 meeting u/utils i INPO re 
selected emergency preparedness issues Attendance list also 
etic 1 

O'REILLY. J P Region ?, Office of Dii actor 84/06/08 KELLY, R 3 
Georgia Power Co 4pp 26300 257 a4X Fiche 50-000, B4/06/0Bi 
B40B3D03'?6 


0408300344 Ac k receipt of 040703 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-424/84-09 f< 

50-425/84-09 

DANCL. N C Divisiiin of Project *. Resident Programs 84/07/19 

KELLY. R J Georgia Power Co Ip 36308 343 34X 

Fiche 50-424,04/07/19.8408300344 


— 8403300346 Responds to NRC 040611 Itr re violations noted In Insp 
Repts 50 424 / 04-09 fy 50-425/84-09 Corrective actions 
procedure for documentation of surveillance insp on fire 
water protection sys will be rev i sed / imp lemented by G40B01 
FOSTER, D D Georgia Power Co 84/07/03 LEWIS. R C Region 2. 
Office of Director Gpp 26308 344 24X Fiche 50-424.04/07/19, 

B40030O344 


0406060003 Forwards Amend i to physical security plan & nuclear 
training A qualification plan Amends withheld 
(ref I0CFR2 790) 

FOSTCRi D O Georgia Power Co 84/07/31 ADENSAM. E 0 Licensing 
Branch 4 Ip 25933 103 24X Fiche 50-424.84/07/31.8400060003 


0 Adjudicatory correspondence 


0408010189 Forwards End 2 to staff response to ASLB 040712 Itr 
entitled, "Interim Position on Charleston Earthquake for 
Licensing Proceeding." accidentally omitted from original 
submittal Related correspondence 

PERLISiR G Hearing Branch 3 DSD 686 04/07/26 MARGULIE9- M D 

LINENBERGER. G . PARIS * 0 H Atomic Safety and Licensing Board Panel 
4pp 25055 IS9 24 X Flche 30-424.04/07/26.8408010109 
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a<^OaOt0^5J Response to AEiLH 640/1? mquirg whether NUREG/CR- 3756 
constitutes subsi>antiel neui info to leod to redetermination 
of adequacy of seismic design Inquiry fully uarra^nted 
Certificate of S c encl 

JOltNSClN. T Campaign for Piospcrous. Georgia DSO 664 B4/07/26 

I7pp 25B54 324 24KFiche 50-424. 04/07/26, B40B010233 


8400010267 Intorns of uithdramal oF Contention CPG-9, based upon 
revieu of Westinghause proprie^-ary rept re mod of primary 
loop sys Related correspondence 

rOWLER. L Legal Environmental Assistance Foundation FDMLER* L 
Campaign for Prosperous Georgia USE 657 04/07/26 

MARGULIES.M B , LINENQERGER 0 . PAR 1 0,0 H Atomic Safety and 
Licensing Board Panel ^pp 25854 067 24X Fit he SO- 424. 04/07/26* 

0400010267 


H General correspondence 


0400010336 Authoriies Wf llickerson bo sign future NRC correspondence 
uhleh does not require signature of dulyi authorised util 

of f ICET 

FOSTER. D 0 Georgia Poucr Co 04/07/23 ADERSAM. E G Licensing 
Branch 4 ip 25B66 074 24X Ficho 30-424.84/07/23.8400010336 


0 Inspection reports. IE Bulletins «< correspondence 


0400310419 Confirns 040307 telcon re 840318 meeting to discuss status 
of insp program for diesel generators 

LEWIS. H C Region 2. Office of Oirector 04/05/16 KEtLY.fi J 
Georgia Pouier Co Ip 26335 023 24X Fichc 30-424.04/09/16. 

8400310419 


0408310405 Foruards summary of 040518 meeting re Insp program for 
diesel generators Meeting hcneficlal 6 provided better 
understanding of issues 

LEWIS. R C Region 2. Office of Director 84/06/12 KELLY. R J 
Georgia Power Co 3pp 26333 315 24X Tithe 50-424.84/06/12, 

0400310405 


8408270408 Toruards I nap fiepts 50-424/04-15 50-425/B4-15 on 

84061*?-2S Wo violations or deviations 

DANCE. H C Division of Project t Resident Programs 04/07/12 

KELLY. R J Georgia Pouer Co 2pp 26256 275 24X 

Flche 50-424.04/07/12.8400270408 


— B40B3704J4 Insp Repfcs 50-424/84-15 50-425/84-15 on 040619-22 No 

Violations or deviations noted Major areas inspected 
unresolved i terns. 1 i censce identified items. IE bulletin, 
electrical components {< sys work t work activities 
GinOaNB. T D . CONLON, T E Region 2, Office of Director 84/07/10 
5pp 26256 297 24X Fiche 50-424.84/07/12.8408270400 


8408270342 Forwards Insp Repts 50-424/04-16 6 30-425/94-16 on 
840514-0625 No violations or deviations noted 
DANCE. H C Division of Project t« Resident Programs 04/07/17 

KELLY. R J Georgia Pouer Co Bp p 26257 214 24X 

Flche 50-424.84/07/17.0408270342 


—0408270351 Insp Repta 50-424/84-16 t 50-425/04-16 on 940514-0625 No 
violations or deviations noted Major areas Inspectad diesel 
generator verification pr ograrti. IIVAC support pragram 6 Unit 2 
primary containment 6 Unit 1 containmont 

SANDERS. WF . PANCIERA. V Region 2, Office of Director 84/07/16 
3pp 26257 216 24X Fiche 50-424.04/07/17,8408270342 


04OB3OO344 Ack receipt of 840703 I tr informing NRC of steps taken to 
correct violations noted in Insp fiepts 50-424/84-09 
50-423/04-09 

DANCCi M C Division of Piajcct 6 Resident Programs 04/07/19 

KEuLYpR j Georgia Pouer Co Ip 26300 343 24X 

Fiche 50-424.84/07/19.0408300344 


— ^8408300346 Responds to NRC 840611 I tr re violations noted in Insp 
Repts 30-424/84-09 & 30-425/84-09 Corrective actions 
procedure for docu.Ttenta t i on of surveillance insp on fire 
water protection sgs u>i 11 be revi sed/lmp temented bij 840B01 
FOSTER, D 0 Georgia Power Co 04/07/03 UEW18.R C Region 2. 
Office of Director 3pp 26309 344 24X Fiche 50-424,04/07/19* 

0408300344 


0408240365 Ack receipt of 940711 1 tr informing NRC of steps taken to 
correct vialations noted in Insp Repts 50-424/04-11 «« 

30-425/84- I i 

LEWIS, R C Region 2, Office of Director 84/07/24 KELLY, R J 
Georgia Power Co Ip 26237 094 24X Tiche 30-424,94/07/24. 

0400240365 


i 


I 

I 

li 


— B40B240367 Responds to NRC 1 tr re violations noted in Insp Repts 
30-434/84-11 h 50-425/34-11 Corrective actions sys being 
developed for areas of plant which uiill provide controls as 
implemented in control room area 

FOSTER. D □ Georgia Po-wer Co 84/07/11 LEWIS. R C Region 2. 
OFflCB of Director 2pp 26237 095 24X Fiche 50-424*84/07/24. 

8400240365 


—9409240360 Forwards Insp Repts 50-424/Q4-U 50-425/64-11 on 
040413-0314 tt notice of violation 

LEWIS. RC Region 2. Office of Director 84/06/14 KELLV.R J 
Georgia Pouer Co 2pp 26237 097 24X Flche 50-424.94/07/24, 
0408240365 


—0400240371 Insp Repts 50-424/04-11 & 50-425/04-11 on B404 13-0514 
Violation noted failure to protect electrical equipment 
during installation 

SANDERS. W F . PANCIERA.V W Region 2. Office of Director 

04/06/07 5pp 26237 i 00 24X Flche 50-424,04/07/24,8408240365 


8400270429 Ack receipt of B407J0 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-424/94-10 & 

50-425/04-10 

DANCE, H C Region 2. Office of Director B4/07/2S KELLY. R J 
Georgia Power Co Ip 26257 D31 24X Flche 50-424,94/07/25. 

0400270429 


— 0408270430 Responds to NRC 040611 Itr re violations noted in. Imp Reptk 
50-424/84-10 t, 30-425/84-10 Corrective actions formal 
training program For contract GC inspectors developed tc 
implemented In Apr 1994 

FOSTER, D 0 Georgia Power Co 04/07/10 LEWIS, R C Region 2, 
Office of Director 3pp 26297 032 24X Flche 90-42 4, 04/07/23, 

8400270439 


—0408270433 Forwards Insp Repts 50-424/84-10 fc 90“425/84~lO on B40S01-04 
& notice of violation 

DANCE, H C Division of Project 8< Resident Program* 04/06/H 
KELLY* R J Georgia Power Co 2pp 26257.035 24X 

FIcho 50-424,94/07/29,9408270429 


— 9408270436 Notice of violation from insp on 040501-04 

« Region 2, Office of Director 04/06/11. 2pp 26297 037 24X 

Ficbo 30-424,94/07/25,8408270429 


—8408270440 Insp Repts 50-424/04-10 4c 50-429/04-10 on 040501-04 
Violation noted training provided electrical contract GC 
inspectors Informal 6 did not assure that suitable 
proficiency achieved on site procedures 

RUFF. A a , MERRIWEATHER. N . CONLON, T E Reg i on 2. Of f 1 c e o f 
Director 04/06/07 9pp 26237 039 a4X Flche 90-424.04/07/23. 
9408270429 


B4G7230229 IE Info Notice 94-97* "Operating Experience re Moisture 
Intrusion In Safety-Related Electrical Equipment at 
Commercial Power Plants Sve list end 

•JORDAN. £ L Division of Emergsncij Preparedness i* Engineering 
Responte <Post 0301031 04/07/27 Consolidated Edison Co of New 

York. Inc n9pp 25863 047 24X Flche 30-000.94/07/27.8407290229 


0400010333 IE Info Notice 84-59, "Deliberate Circumventing of Station 
ffsalth Physics Procedures " Sve list and 

•JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 930103} 94/09/06 Consolidated Edison Co. of New 

York. Inc I52pp 26063 ODl 24X Fiche 90-000.04/00/06.9408010333 


8409010337 IE Info Notice 84-60, '^Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement “ Sve list end 
JORDAN. E L Division of Emergency Preparedness l« Engineering 
Response (Post B30103J 94/03/06 Cons o 1 1 d ateil Edison Co of New 

York* Inc I23pp 26067 153 a4X Flche 90-000.84/08/06.0403010337 


3400070120 IE Info Notice 04-61, '‘Overexposure of Diver in PWR 
Refueling Cavity " Sve list end, 

JORDAN. E L Divielon of Emergency Preparedness Engineering 
Response (Post B30103J 94/00/03 Consolidated Edison Co of New 

York. Inc 120pp 26129 110 24X Fiche 90-000,84/08/02,0408070120 


0400070376 IE Info Notice 84-62, "Therapy M 1 sadm 1 n t stra ti on s to 
Patients Undergoing Ca-60 Telctherapy Treatments " Sve 
list enc I 

GRACE. J N Dlvlsign of QA. Safeguards J5< Inspection Program* (Post 
03010-31 04/03/10 Consol Ida tad Edison Co of New York* Inc 

I25pp 26130 001 24X Fiche 50-000. 04/08/10, 8408070376 


840BIOOQ09 IE Info Notice 04-63, "Defective RHR Replacement Piping " 
Bve list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 8301031 84/00/13 Consolidated Edison Co of -New 

York* Inc n9pp 26197 218 a4X Fiche 90-000.94/08/1319408100009. 
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B40B100038 IE Info Notice “KWR MPC I Initiation Seal-In U 

tnilicdtion " Svc list end 

JORDAN. E L Division of Efuergenty Preparedness Engineering 
Response (Post 830103> 84/03/15 Consolidated Edison Co of New 

Vork. Inc 104pp 2*193 093 24X Ftche 50-000,84/00/15. 0400100030 


0408160094 Torujards 'Design Review of Engine Base * Dealing Caps for 
TDI DSRV-16 Diesel Engines " 

RAY. C L TDI ( Transaner i Cii Dola^al. Inc ) Owners Gi ciup B4/08/10 
DENTON, H R Office of Nuclear Reactor Regulation. Director 2pp 
26091 147 24X Ticho 50-000.84/00/10.8400160394 


840BiQ0021 IE Info Notice 04-65, "Underrated Fuses Which Mag Adversely 


Affect Operation of Essential Electrical Equipment 


Svc 


1 ist end 

JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post 030103) 04/03/16 Consolidated Edison Co of New 

York, Inc U8pp 26193 001 24X Fiche 50-000, 04/00/16, 0400100021 


8408100055 IE Info Notice 04-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Svc list end 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response {Post 030103) B4/03/17 Consolidated Edison Co of New 

York, Inc l2Qpp 26276 001 24X Fiche 50-000.04/00/17,0400100055 


— 0400160403 ‘Design Review of Engine Uase t- Hearing Caps for TDI 
DSRU-16 Diesel Engines " 

» Failure Analysis Associates FAAA-S4-6-53 04''O8/31 44pp 

26091 149 24X Fiche 30-000.84/08/10,0408160394 


8408240115 Forwards SER re TDI Qwnei s Group pi ogram plan SER addresses 
design r e .^l ew/qua I 1 ty revalldation pi ogram. tes 1 1 ng S, insp. 
maint 6 surveillance I sets forth lequirements for operation 
prior to completion of program plan 

EISENHUT. D 0 Division of Licensing 84/08/13 GEGROEp J D TDI 
(Transameri ca Delaval. Inc ) Owners Group Ip 26255 194 24X 

Fiche 50-000,84/08/13.0408240115 


8408140208 IE Info Notice 84-67, "Recent Snubber Inservice Testing W/ 
High Failure Hate* " Svc list end 

JORDAN, E L Division of Emergency Preparedness I Engineering 
Response {Post 8301031 84/09/17 Consolidated Edison Co of Now 

Yorki Inc I22pp 26276 122 24X Fiche 50-000.84/00/17.8400140200 


0408210142 IE Info Notice 04-68. "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Svc list end 
JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response (Post 830103) 84/00/21 Consolidated Edison Co of New 

York, Inc !15pp 26329 OOB S4X Fiche 50-000, 04/08/21. B4O0210 142 


8 Reportable occurrences, LERs 6 related correspondence 


--B4O024O157 Safety evaluation of TDI Owners Group program plan Based on 
ONWL Bvalua fcion. p Ian incorpoiatos essential elements needed 
to resolve outstanding concerns re reliability of TDI 
engines for nuclear svc 

* NRC - No Detailed Affiliation Given 84/08/13 21pp 
262S5 193 24X Fiche 50-000,04/08/13,8408240115 


8408160395 Forwards "Design Review of Elliott Model 90G Turbocharger 
Used on TDI DSn-48 6 DSRV-16 Emergency Diesel Generator 
Sets," representing final QA verified rept Addl copy 
forwarded bo BNWL, per NRC request 

RAY.C L TDI (Transamenca Delaval. Inc ) Ownei s Group 84/00/14 
OENTON.KR Office of Nuclear Reactor Regulation, Director 2pp 
26000 163 24X Fiche 50-000,84/08/14,8408160395 


8405290062 Forwards "Investigation of Types AF AE Piston Skirts " 
Rapt supercedes 840227 submittal 

RAY.C L TDI (Transameri ca Delaval, Inc ) Owners Group 84/05/24 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
24690 045 24X Fiche 50-000,04/05/24,8405290062 


'0403290075 "Investigation of Types AF tt AE Piston Skirts " 

* Failure Analysis Associates FAAA-84-2-14 04/05/23 120pp 

24X Fiche 30-000,84/05/24,8405290062 


8405290179 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham h Grand Gulf Nuclear Power 
Stations " 

RAY, C L TDI (Transamer ica Delaval, Inc > Owners Group 04/05/24 
DENTON. H R Office of Nuclear Reactor Regulation, Director 2pp 
24692 090 24X Fiche 50-000.84/05/24,8405290179 


8406060405 Forwards repts received by BNWL 6 consultants directly from 
FaAA b TDI Owners Oroup at 040622 meeting Draft "Overview of 
R«pts, Analysi s & Recommendations re Main Propulsion Engines 
H/V Columbia" end 

ALZHEIMER, J M Sattelle Memorial Institute, Pacific Northwest 
Laboratories 84/06/20 MILLER, H Division of Licensing 158pp 
S9926 173 24X Fiche 50-000,84/06/20,0400060405 


84OB060DS0 Forwards info addressing open items identified in NRC/DNWL/ 
TDI Diesel Generator Owners Group 040622 meeting 

RAY.C L TDI (Transa.nerica Delaval, Inc > Owners Group 04/07/10 
BERLINGER.C Director's Office, Office of Inspection and 

Hnforcement 43pp 25933 133 24X Fiche 50-000,84/07/10, 

0408060090 


B4'a9090023 Interim significant deficiency rept re lack of full 
panetration welds on Pullman Const Industries duct supports 
Initially reported on 640614 Next rept will be submitted by 
040029 

FOSTER, D 0 Georgia Power Co 04/07/13 O'REILLY, J P Region 2, 
OFfice of Director 2pp 25992 094 24X Fiche 50-424,84/07/13, 

0408090023 


— 0400160397 "Design Review of Elliott Model 90G Turbocharger Used on 
TO! DaR-48 & OSRV-16 Emergency Diesel Generator Sets " 

« Failure Analysis Associates FAAA-84-5-7 04/07/31 6lpp 

26000 165 24X Fiche 50-000,84/00/14,8408160395 


0400290177 Forwards response to 040723 request for addl info on repts 
submitted by TDI Diesel Generator Owners Group 

RAY.C L TOI {Transamenca Delaval, Inc ) Owners Group 04/00/23 
BERLINQERiC Office of Nuclear Reactor Regulation, Director I2pp 
26289 221 24X Flche 50-000.84/00/23,8400270179 


8400200152 PNO-1 1-64-055 on 840823, util announced that seven employees 
dismissed due to alleged unauthorized bid disclosures in 
procurement of small tools b expendable const supplies 
Dealings w/one vendor terminated 

PANCIFRA.V , DANCE, H C Region 2. Office of Director 04/00/24 
Ip 26274 309 24X Fiche 50-424.84/00/24,8400200152 


DOCKET 50-433 UC-BANTA BARBARA RESEARCH REACTOR 


{1 Inspection reports, IE Bulletins f< correspondence 


6406130091 Ack receipt of 840713 Itr informing NRC of steps taken to 
correct violations noted in IE insp rept 

WENSLANSKI.F A Region 5, Office of Director 64/00/07 KROES, R J 

California, Univ of. Santa Darbara. CA Ip 26010 040 24X 

Fiche 50-433,04/08/07.8400130091 


— 8408130094 Responds to NRC 040706 Itr re violations noted in IE Insp 
rept Corrective actions application for operator 
requalif icalioo sub.ritted i. written b operating exam will be 
administered in Aug 

KROES.R J California. Univ of, Santa Barbara, CA 04/07/13 
YUHA3.G P Region 5, Office of Director Ip 26010 041 84X 
Fiche 50-433,04/00/07.8400130091 


V Operator Examinations 


8408060102 Forwards "Emergency Diesel Generator Auxiliary hndule 
Cpntrol Wiring & Termination Dual i f ication Review " Addl 
copies sent to BNWL 

RAY, C L TDI (Transanerica Delaval, Inc > Owners Group 04/07/27 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
a3'932 137 24X Fiche 50-000,84/07/27,8408060102 


■6400060138 "Emergency Diesel Generator Auxiliary Module Control Hiring 
& Termination Qualification Review ’* 

e Stone S Webster Engineering Cgrp 84/07/31 36pp 25932 139 
24X Fiche 30-000,04/07/27,0408060102 


9409060324 Forwards "Design Review of Elliott Model 65G Turbocharger 
U»ad on TOI 09RY-12-4 & D3RV-20-4 Emergency Diesel Generator 
Sets '• 

RAYtC L TOI (Transamerica Delaval. Inc ) Owners Group 84/00/01 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
2S927 064 24X Fiche 50-000.84/00/01,0408060324 


8408130091 Ack receipt of 840713 Itr informing NRC of steps taken to 
correct violations noted in IE insp rept 

WENSLAMSKl.F A Region 5. Office of Director 84/00/07 KROES* R J 

California, Univ of. Santa Barbara. CA Ip 26010 040 24X 

Fiche 50-433,84/00/07.0400130091 


— 0400130094 Responds to NRC 040706 Itr re violations noted in IE insp 
rept Corrective actions application for operator 
requalification submitted A written 8, operating exam will be 
administered in Aug 

KROES, R J California, Univ of, Santa Barbara, CA 64/07/13 
YUHA0,O P Region 5, Office of Director Ip 26010 041 24X 
Fiche 30-433,04/08/07,8400130091 



DOCKETED ITEMS 
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DOChET STN'So 437 FLOATIf^J NULLE/Nf^ PLAr'I 


A Application consLructijin ^.taQD document^ ^ correspondence 


B40QD70110 Generic Ltr 04-19 to all licensees of opeiating reactors, 
applicants for GLs - holders or- CPs rg availability of 
Suppl 1 to NURtO-0933- P r i ot 1 1 1 i a 1 1 on of Generic Safety 
Issues " Svc list oncl 

EISENHUT.D G Division of Hcensino 04^00/06 Consolidated 

Edison Co of New vork. Inc iSpp 26129 230 24X 

Fiche JiO’OOO BA/OQ/OL 0400070110 


6400200275 Generic Ltr 04-20 to all licensees of operating reactors Zt 
applicants for OLs re scheduling gi/idance for licensee 
submittals of reloads that involve unrevioiued safety 
questions Svc list ^nc 1 

EISENHUT.D G Division of Licensing 84/00/30 Consolidated 

Edison Co of New >ork. Inc I7pp 2637& 244 34'I 

Fiche 50 - 000 , 84/08/20. 04Oa2OO27& 


Q Inspection reports. IE Xiuiletins t> correspondence 


6407250229 IE Info Notice 84-37, “Operating Ciperience re Moisture 
Intrusion m Safety-Re la ted Electrical Equipment at 
Commercial Pouer Plants ” Svc list end 

JORDAN. E L Division of Emei gencq Fi eparedness 8 . Engineering 
Response (Post 830103) 84/07/27 Consolidated Edison Co of Mew 

York, Inc ll9pp 25863 047 a4X Fiche 50-000,84/07/27,8407390229 


84080-10333 lE Info Notice 64-37, '’Deliberate Circumventing of Station 
Health Physics Proceduras “ Svc Hat encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/08/06 Consolidated Edison Co of Now 

York, Inc I22pp 2606Q 001 a4X Fiche 5-0-000,84/08/06,0408010333 


8406010337 IE Info Notice 64-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc list end 
JOROAN, E L Division of Emergency Preparedness Z Engineering 
Response (Post 030103) 04/00/06 Consolidated Edison Co of Nsu 

York. Inc I23pp 26067 IbS 24X Fiche 50-000.84/00/06,0408010337 


8408070120 IE Info Notice 64-61, "Overexposure of Diver in PWR 
Refueling Cavity '' Svc list encl 

JORDAN, E L Division of Emergency Preparedness I Engineering 
Response (Post 030103) 84/08/00 Consolidated Edison Co of New 

YorS(i Inc laopp 26129 1 18 24X Fiche 90-000,84/08/00,8408070120 


8409070376 IE Info Notice 04-6Zi "Therapy Ml sadministrati one to 
Patients Undergoing Co-60 Teletherapy Treatments " Svc 
list end 

GRACE, J N Division of QA, Safeguards t Inspection Programs (Post 
830103) 84/08/10 Consolidated Edison Co of New York, Inc 

129pp 26130001 24X Flthe 50-000. 84/08/10, 0408070376 


8400100009 IE Info Notice 84-63. "Defective RHR Replacement Piping " 
Svc list enc 1 

JORDAN, E L Division pf Emergency Preparedness it Engineering 
Response (Post 030103) 04/08/13 Consolidated Edison Cq of New 

York* Inc 119pp 36197 218 24X Fiche 50-000.84/00/13,0408100009 


8406100038 IE Info Notice 84-64. "BUR HPCI Initiation 8 eal-In h 
Indication " Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness I. Engineering 
Response (Post 830103) 04/08/15 Consolidated Edison Co of Neu 

York, Inc 104pp 26198 093 24X Fiche 50-000, 84/00/ 15, 0408100036 


0406100021 IE Ini-o Notice 04-65, "Underrated Fuses Which May Adversely 
Affect Operation of essential Electrical Equipment " Svc 
List end 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 84/00/16 Consolidated Edison Co of Notu 

York. Inc ll 8 pp 26198 001 24X Fiche 50-000,84/08/16,8408100021 


8408100055 IE Info Notice 84-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 64/08/17 Consolidated Edison Co of New 

York, Inc iZOpp 26276 001 24X Fiche 90-000,04/00/17,8408100053 


8406140200 IE Info Notice 04-67, "Recent Snubber Inservice Testing W/ 
High Failure Rates " Svc list enc I 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 64/08/17 Consolidated Edison Co of New 

York, Inc I 22 pp 26276 122 24X Fiche 50-000,04/00/17,8408140208 


8408210142 IE Info Notice 04-66, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 04/08/21. Conselidated Edison Co of Neui 

York. Inc U3pp 36339 006 a4X Fiche 50-000,84/00/21,8408210142 


DOCPET 50-430 BELLEFGNTE NUCLEAR PLANT. UNIT 1 


A App 1 1 c at i ji./con 5tr uc t ] on stage documents !< correspondence 


8408030155 Documents K Mali G40628 te)con w/C Stable advising that 
review of tube rupture analysis using RELAP 5 computer code, 
per TMI Action Iter- I I K 3 5. "Automatic Trip of Reactor 
Coolant Pump." uill be delayed (nfo expected by 641115 
M1LL6, L M Tennessee Valley Authority 84/07/27 ADEN3AM. E 
Operating Reactors Rranch 1 Ip 25912 015 a4X 
Fiche 50-438.84/07/27,8408030155 


840803(5208 Summary of 840712 meeting w/0«,W Owners Group re non-nuclear 
instrumentation sya status Attendance list h vlom'graphs 
enc I 

KADAMRX.P Operating Reactors Branch 4 84/07/27 Operating 

Reactors Oranch 4 36pp 2597B 228 24X Fiche 50-000.84/07/27, 

8408000288 


0408070110 Generic Ltr B4-19 to all licensees of operating reactors, 
applicants for OLs L holders of CPs re availability of 
Suppl 1 to NUREG~0933, '"Pr i or i ti i at 1 on of Generic Safety 
Issues " Svc list end 

EISENHUT.D G Division of Licensing 84/08/06 Consolidated 

Edison Co of Ndiu York, lr»c 10pp 26129 238 24X 

Ficha 50-000,64/06/06,8408070110 


0400270096 Forwards response to NRC 031239 ltr re TDI emergency diesel 
generators Includes procurement 6 performance specs tt in«p 
resul ts 

SHELL. « H Tennessee Valley Authority 84/00/17 A DENS A M, E 0 
Licensing Branch 4 I67p p 26340 092 24X Fiche 50 - 4 38, 84/06/1 Z,- 

8408270098 


0406200275 Generic Ltr 64-20 to all licensees of cperatlng reactor* b 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevlewed safety 
questions Svc list end 

EISENHUT.D 0 Division of Licensing 64/08/20 Consol Idated 

Edison Co of New York, inc I7pp 26276 344 24X 

Fiche 50-000. 04/06/20, 0408200275 


Q Inspection reports* IE Bulletins it correspondence 


8400300100 Forwards supplqnental response to IE Bulletin 81-03 re floui 
blockage of cooling water to safety sys components by 
Corbicula Sp (Asiatic clam) L Mytllus 8 p (mussel) 

MILLS* L M Tennessee Valley Authority 64/07/23 □ 'REILLY, J P 

Region 2 , Office of Director 2pp 26261 305 84X 

Fiche 50-430,84/07/23,0400300100 


8400270232 Forwards Insp Repts 50-438/64-13 it 90-439/04-13 on 
040709-10 No violations oi deviations noted 

VERRELLI,OM Division of Project it Resident Programs 84/07/26 
PARRIS. H 0 Tennessee Valley Authority 3pp 26256 048 24X 

richo 50-438,84/07/26*0406270233 


— 0400270240 Insp Repts 50-436/84-13 it 90-439/64-13 No violations or 
deviations noted Major areas inspected licensee action on 
previous enforcement nat tars, saf et y-re 1 ated components 
licensee identified items 

OIRARD, C H , OLAHErJ J Region 2, Office of Director 84/07/20 
5pp 26398 030 24X Fiche 50-438,64/07/26,8408270232 


B4OB270460 Ac k receipt of 640713 ltr informing NR(; of steps taken to 
correct violations noted in Insp Repts 50-438/83-05 L 
50-439/63-05 Rqsponse neets requirements of 10CFR2 201 
Corrective actions will be examined during future imps 
VERRELLI.DM Region 2, Office of Director 64/07/26 PARRI9,H0 
Tennessee Valley Authority Ip 262S6 239 24X 

Fiche 50-430. 04/07/26*8406270460 


— 8408370468 Forward s supplemental response ta NRC 630412 ItT* re 
violations noted in Insp Repts 90-439/03-09 b 9O-439/03-O9 
Corrective actions BnP-OCP -6 3 revised to clarify listing of 
attributes inspected on thermal expansion devices, 
mills* L M Tennessee Valley Authority 04/07/13 O^REILLY, J P 
Region 2, Office of Director 3pp 26256 236 24X 

Fiche 50-438*84/07/26,8400270460 


— 0400270475 8 upp 1 e.nental response to violations noted in Imp Repts 
90-438/83-05 it 50-439/83-05 Corrective action const QC unit 
waiting for computer printout to verify insp of all affected 
equipment under Revs 0 L 1 tq QCP 6 3, 

MILLS, L M Tennessee Valley Authority 84/01/04 Q'RErLLY,JP 
Region 2. Office of Director Ip 26256 239 S4X 
Fiche 50-438,94/07/26,0400270460 
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DOCKETED ITEMS 


— B40827D4B3 Sgpp lej^enta 1 response to violations noted in Insp Repts 
50-43B/Q3-03 t 50-439^03-05 Corrective actions will be 
completed bg 031S16 

HILLS, L M Tennessee Valley Aothoritg 83/09/12 O'REILLY, J P 
Region 2, Office nf Director Ip 262S& 240 24X 

Fiche 50-438, B4/07/afc, 0403270460 


0407230229 lE Info Notice 04-57, “Operating Eiperience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Comnercial Poujer Plants ' Svc list enc I 

JORDAN, E L Division of Emergency Preparedness ^ Engineering 
Response (Post B30103J 04/07/27 Consolidated Edison Co of New 

York. Inc I19pp 25065047 24X F i c he 50-000, 04/07/27* 0407250229 


0400010333 IE Info Notice 04-59, "Deliberate Circumventing of Station 
Health Physics Procedures " Svc list end 

JORDAN# E L Division of Emergency Preparedness t Engineering 
Response (Post 0301031 04/00/06 Consolidated Edison Go of New 

York# Inc 122pp 26060 001 24X Fiche 50-000,04/00/06.0400010333 


0400010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Reiiuirement ” Svc list end 
JORDAN, E L Division of Emergency Preparedness «i Engineering 
Response (Post 030103) 84/00/06 Consolidated Edison Co of New 

York* Inc I23pp 26067 158 24X Fiche 50-000104/00/06,0400010337 


— 0405290075 1 rw es i t y ^ r I q#, Types AF ) AE Piston 5Viit5 " 

* r a 1 I ui c Analysis Associates FAAA'-84-2- 14 04/05/23 120pp 

24X Fiche 50-000, 8 I '05/24. 8405290062 


0405290179 Foiwards Evaluation of Emergency Diesel Generator 
Crankshat-ts at Shoreham Grand (Julf Nuclear Power 
S ta 1 1 on s ” 

RAY, C L TDI ( Transa.ner I ca Delaval, Int ) Owners Group 04/05/24 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
24692 090 24X Fiche 50-000.84/05/24,0405290179 


04OBO6O4O5 Forwards repts received by DNWL i consultants directly from 
FaAA ?« TDI Owners Group at 040622 meeting Draft ‘'Dverview of 
Rep ts, Ana ly s 1 s tt Recomnendat l tins re Ham Propulsion Engines 
M/V Columbia" enc I 

ALZHEIMER. JM Hattelle Memorial Institute, Pacific Northwest 
Laboratories 04/06/20 MILLER. M Division of Licensing 158pp 
25926 i73 24X Fiche 50 - 000,0 4/06^28,8400060405 


3400060050 Forwards info addressing open items identified in NRC/DNNL/ 
TDI Diesel Generator Owners Group 040622 meeting 

RAY, C L TDI (Transamer I ca Delaval. Inc ) Owners Group 84/07/10 
DERLINQER.C Director s Office, Office of Inspection and 

Enforcement 43pp 25933 133 24X Fiche 50-000,84/07/10, 

0400060050 


0400070120 IE Info Notice 04-61, "Overexposure of Diver in PWR 
Refueling Cavity “ Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 04/00/06 Consolidated Edison Co of New 

York, Inc laOpp 26129 110 24X Fiche 50-000,04/08/00.8400070120 


8408090025 Third interim deficiency ropk re backflow not considered for 
ERCM sys booster pump shutoff Initially reported on 821230 
Engineering change notice issued Next rept by 850215 
MILLS, L M Tennessee Valley Authority 04/07/16 O'REILLY, JP 
Region 2, Office of Director 2pp 25992 264 24X 

Fiche 50-430, 84/07/1 6, 8408090025 


04OBO7O376 IE Info Notice 04-62, "Therapy Mi sadministrati ons to 
Patients Undergoing Co-60 Teletherapy Treatments '* Svc 
list end 

ORACE, J N Division of QA, Safeguards & Inspection Programs (Post 
030103) B4/03/10 Consolidated Edison Co of New York, Inc 

I25pp 26130 001 24X Fiche 50-000.84/08/10,0408070376 


0400100009 

IE 

Svc list 

enc 

JORDAN, E 

L 

Response 

(Po 

York, Inc 



Info Notice B4-63, "Defective RHR Replacement 
1 

Division of Emergency Preparedness it Engineer 
St 030103) 04/00/13 Consolidated Edison 

ll9pp 26197 210 24X Fiche 50-000,04/08/13, 


Piping ■’ 
ing 

Co of New 
0408100009 


0400100030 IE Infa Notice 04-64, "0NR HPCI Initiation Seal-In 6 
Indication " sve list end 

JORDAN, E L Division of Emergency Preparedness t/ Engineering 
Response (Post 630103) 64/00/15 Consolidated Edison Co of New 

York, Inc I04pp 26199 093 24X Fiche 50-000,04/00/15,0400100030 


0408100021 IE Info Notice 04-65, "Underrated Fuses Nhich May Adversely 
Affect Qperation of Essential Electrical Equipment " 8vc 
list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 04/03/16 Consolidated Edison Co of New 

York, Inc 110pp 26190 001 24X Fi che 50-000, 04/00/ 16, 0408100031 


0400100055 IE Info Notice 04-66, "Undetected Unavai labi 1 i tg of 
Turbine-Drlveri Auxiliary Feedwater Train," Bve list end 
JORDAN, E L Division of Emergency Preparedness ic Engineering 
Response (Po«t 030103) 04/00/17 Consolidated Edison Co of New 

York, Inc I20pp 26276 001 24X Fl che 50-000, 04/08/ 17, B40B100053 


0400090020 Third interim deficiency rept re DLW reactor bldg sump pH 
values not considering dead vol Initially reported an 
030621 Analysts underway Next rept will be submitted by 
051127 

MILLS, L M Tennessee Valley Authority 04/07/16 O'REILLY, J P 
Region 2, Office of Director 2pp 25992 255 24X 

Fiche 50-430,04/07/16.0408090023 


B4O0O9O268 Final deficiency rept re contaminated makeup purlficatian 
piping Initially reported on 840405 Caused by water flushed 
into auxiliary bldg 2-lnch diameter equipment drain piping 
sys NV sys piping will be reflushed by 840912 

MILLS, L M Tennessee Valley Authority 04/07/16 O'REILLY. J P 
Region 2, Office of Director 2pp 25994 040 24X 

Fiche 50-430. 04/07/16, 8408090268 


8400090024 Supplemental deficiency rept re defect in steam generator 
support bolts Inltlallg reported on 820723 Thirty-six bolts 
still need to be pulled out L shims rcmachlned Corrective 
actions will be completed by 840829 

MILLS, L M Tennessee Valley Authority S4/07/17 O'REILLY, J P 
Region 2. Office of Oiiector Ip 2599? 096 2, IX 

Fiche 30-430,04/07/17,8400090024 


8408090057 Fifth interim deficiency rept le incorrect installation of 
pressure relief & safety valves Initially reported on 
030305 Caused by waste disposal header not sited to 
accommodate both relief valves Next rept expected by 060114 
M1LL9,L K Tennessee Valley Authoritij 04/07/18 D'REILLY.JP 
Region 2, Office of Director 2pp 23992 139 84X 

Fiche 50-430,04/07/10,8408090057 


0408140208 IE Info Notice 04-67, "Recent Snubber Inservice Testing N/ 
High Failure Rates " Svc list end 

JORDAN, E L Division of Emergency Preparedness t( Engineering 
Response (Poat 0301031 04/00/17 Consolidated Edison Co of New 

York. Inc I22pp 26276 122 24X FLch* 50-000.04/00/17,8400140200 


8400210142 IE Info Notice 84-60, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves ■’ Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/00/21 Consolidated Edison Co of New 

York, Inc U5pp 26329 000 24X Fiche 50-000,04/00/21,0400210142 


8 Reportable occurrences, LER s & related correspondence 


B408090033 Fifth interim deficiency rept re environ qualification of 
safety-related electrical components Initially reported on 
011021 Caused by util failure bo develop procedural controls 
on qualification program Next rept expected by 850621 
MILLS, L M Tennessee Valley Authority 04/07/20 O'REILLY. J P 
Region 2, Office of Director 2tpp 25992 102 24X 

Fiche 30-438, 84/07/20. 8408090033 


0400090279 Fourth interim deficiency rept re makeup HPI pump vibration 
Initially reported on 030622 Cause not stated Pumps balanced 
vibration level measured Next rcpl expected by 841119 Also 
reportable per Part 21 

MILLS, L M Tennessee Valley Authority 04/07/20 Q 'REILLY, J P 
Region 2. Office of Director 2pp 23994 161 24X 

Fiche 50-430,84/07/20,0408090279 


0400220317 Part 21 rept re failure of ITE-27N undervoltage relay to 
drop out on listed undervoltage conditions Problem due to 
excessive feedback around operational amplifier U2 Clamping 
diode must be added Affected units listed 

DUVALL, D 0 Brown Boveri Corp (subs of Broun Boveri & Co , Ltd ) 
04/03/13 DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 3pp 26191 337 24X Fiche 30-000.04/03/13,0408220317 


B405290062 Forwards "Investigation of Types AF & AE Piston Skirts " 
Rept supercedes 840227 submittal 

RAY, C L TDi (Transameri ca Delaval, Inc.) Owners Group 04/05/24 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
24690 045 84X Fiche 50-000,84/05/24.8405290062 


04OBO9O416 First interim deficiency rept re incomplete review of design 
change requests for piping analyses Initially reported on 
840622 Investigation continuing Next rept will be submitted 
hy 050419 

MILLS, L M Tennessee Valley Authority 04/07/20 O'REILLY, J P 
Region 2. Office of Director 2pp 25993 261 24X 

Fiche 50-430, 84/07/20, 84000904 16 



DOCKETED ITEMS 


3 


S''»0816017J Final Jef i r i enr y ru*,< re generiL implu-ation revieuB for 
const projects Rev *1 to QAP 16 1 issued to inore clearly 
define intra-orc re spons i b i 1 i > y for de’ermining generic 
I Tip J iCd 1 1 ons ot- none onformance 

IIILLBfL t1 Tennessee I 1 e y Authority Q4/07/24 O'REILLY. J P 
Region 2. Office of Director 2pp 2610B Od5 24X 
Fiche 50-000 dA/07/24. QdOSl 601 73 


0^00160434 First interifn deficiency rept re control room pressurization 
boundary loss through diain * venf lines Initially reported 
on 840625 Seismic support- mods luill ho made Next rept ulll 
he provided on or about 830215 

MILLS. L K Tennessee t'a 1 1 e y Authority B'l/07/23 O'REILLY. J P 
Region 2, Office of Oirectoi app 26106 352 24X 

Fiche 30-138.84/07/25.0400160434 


0408060102 Forwards ‘Emergency Diesel Generator Auxiliary Module 
Control Wiring Ter isi nation Qu^Hf leal ion Review " Addl 

copies sent to QNWL 

RAY. C L TDI ( Ti ansamer I «. a Delaval. Inc ) Duners Group 84/07/27 
DENTON. H R Office Of Nuclear Reactor Regulation, Director 2pp 
83932 137 24X Fiche 50-000.84/07/27,0408060102 


— B40B060130 "Emergency Diesel Generator Auxiliary Module Control Wiring 
&« Termination Qua 1 if i c a 1 1 on Review " 

* Stone 6 Webster Engineering Coip 84/07/31 36pp 25932 139 
24X Fiche 50-000. 84/07/27. 0400060102 


0408160200 Final deficiency rept re field cables not terminated In 
pencttations properly Initially lepoited on 830614 Personnel 
trained to splice cables per manufacturer instructions 
Corrective actions ui 1 1 be completed by 041001 

MILLS. L K Tennessee Valley Authority 04/07/30 O'REILLY, J 
Region 2. Office of Director 3pp 26106 303 24X 

Fiche 50-438.84/07/30,8400160200 


0408060324 Forurards "Design Revieux of Elliott Model 650 Turbocharger 
Used on TDI DSRV-12-4 6 DSRV-20-4 Emergency Diesel Generator 
Sets " 

RAY, C L TDI (Transamer I Cd Delaval, Inc ) Ounei s Group 84/03/01 
DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 
25927 064 24X Flche 50-000.84/08/01,8400060324 


0400160058 Final deficiency rept re water damage to reactor bldg normal 
sump isolation valve motor operator Initially reported on 
B3O609 Motor operator shipped to vendor for repair 
Re Lnsta Hat ion expected by 050419 

MILLS. L M Tennessee Valley Authority 04/08/01 O'REILLY.JP 
Region 2. Office of Director 2pp 26100 217 24X 

Fiche 50-430.04/00/01,0400160050 


0408160179 Final deficiency rept re rctr i ovab i 1 1 ty of OA records 
Initially reported on 040301 Q.> procedures revised on 
04O6QB to incorporate handling re^uiiements for supplier 
QC records 

MlLLbiL M Tennessee Valley Authority 04/03/Oi O'REILLY. J P 
Region 2, Office of Director 2pp 26100 042 24X 

Fiche 50-000.04/08^01.8408160179 


04OB16OO66 Final deficiency rept re loose drive hubs on overspoed 
governor drive shaft on TDJ diesel engines Initially 
reported on 040203 Hubs acceptable Also reportable under 
Part 21 

MILLS, L M Tennessee Valley Authority 84/00/03 O'REILLY, J P 
Region 2. Office of Director 2pp 26100 224 24X 

Fiche 50-438. 04/08/03. 8408160066 


3400160394 Forwards "Design Review of Engine Dase 6 Gearing Caps for 
TDI DSRV-I6 Diesel Engines " 

RAYj C L TDI (Transamer i ra Delaval, Inc ) Owners Group 04/03/10 
DEWTONi H R Office of Nuclear Reactor Regulation, Director 2pp 
26091 147 24X Fiche 50-000,84/08/10.8400160394 


— B4OB1604D3 "Design Revicu of Engine Base ti Bearing Caps for TDI 
DSRV-16 Diesel Engines " 

► Failure Analysis Associates rAAA-84-6-53 04/08/31 44pp 

26091 149 24X Fiche 50-000,04/00/10.8400160394 


0406240115 Forwards SEW re TDI Owners Group program plan SER addresses 
design revi ew/qual i ty revalidatlon program, testing 4c insp, 
maint 6 surveillance 6 sets forth requirements for operation 
prior to completion of program plan 

EI5ENHUT, D G Division of Licensing 04/00/13 GEORGE, J □ TDI 
f Transamerl ca Delaval, Inc ) Owners Group Ip 26255 194 24X 

Fiche 50-000,94/08/13,0400240115 


--S4O024O157 Safety evaluation of TDI Owners Group program plan Based on 
DNWL eval uation, p Ian incorporates essential elements needed 
to resolve outstanding concerns re reU€-ib 1 1 1 ty of TDI 
engines for nuclear sve 

« NRC - No Detailed Affiliation Given 04/00/13 2lpp 
26255 195 24X Fiche 50-000,84/00/13,8400240115 


8400160395 Foiweids Design Re/jew of EUiott Model 90S Turbocharger 
Used on TDI DSR-40 6 DSRV-16 Emorgcnicy Diesel Geneiator 
Sets.' representing final QA verified rept AddL copy 
foruiariJed to DNWL per NRC t equest 

RAY. C L TDI < Transampri la Delaval. Inc > Owners Group 84/08/14 
DENTON, H R Office oi^ Nuclear Reactai Regulation, Director app 
26000 J63 24X Fiche 5Q-000. 04/06/ 1 4 , 04001 60393 


— 840B160397 "Design Review of Elliott Model 90G Turbocharger Vsed on 
TDI DSR-4B 6 DSHV-16 Emergency Diesel Generator Sets " 

* Failure Analysis Associates FAAA-BA-S-? 04/07/31 6lpp 
26088 163 24X Fiche 50-000. B4/09/14. 0400160395 


840B290179 Forwards response to 840723 request for addl Info on repts 
submitted by TDI Diesel Conoiator Owners Group 

RAY. C L TDI (Transamenca Delaval. Inc > QuinerH Group 04/00/23 
DERLINGER.C Office of Nuclear Reactor Regulation. Director 12pp 
26209 221 24X Fiche 30-000.84/03/23,8400290179 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A Appl ica t lon/cons truct I on stage documents It c orre spond enc a 


O4O0O3O15S Documents K Malt 840628 telcon w/C Stable advising that 
review of tube rupture analysis using RELAP 3 computer code, 
per TMI Action Item II K 3 5. "Automatic Trip of Reactor 
Coolant Pump." will be delayed Info expected by B41115 
MILLS, L M Tennessee Valley Authority 84/07/27 ADENSAM, E 
Operating Reactors Branch 4 Ip 25912 015 24X 

Fiche 30-430,64/07/27^0400030155 


04OBO7OIIO Generic Ctr 84-19 to all Ucenaeet of opurating reactors, 
applicants for OLs U holders of CPs re availability of 
suppl 1 to NUREO-0933, "Prioritization of Generic Safety 
Issues " 8vc list end 

EISENHUT.DG Division of Licensing 84/0B/06 Consolidated 

Edison Co of New York, Inc iBpp 26129 233 34X 

Flcho 50-000, B4/08/06, 84030701 10 


040B27009B Forwards response to NRC 831229 1 tr re TDI omcrg«hcy diesel 
generators Includes procurement performance specs 6 insp 
resul ts 

SHELL, R H Tonnessee Valley Authority 84/08/17 ADENSAM, E 0 
Licensing Branch 4 i67pp 8624B 052 24X Fiche 50-438.04/011/17, 

□408270098 


0400200275 Generic Ltr 04-20 to all licensees of operating reactors & 
applicants for QLs re scheduling guidance for licensee 
submittals of reloads that involve unrcvieuied safety 
questions Sve list end 

EISENHUT.DG Division of Licensing 04/08/20 Consolidated 

Edison Co of Now York, Inc i7pp 26276 244 24X 

Fiche 30-000.04/08/2010 406200275 


0 Inspection reports, IE Bulletins 6 correspondence 


8400200100 Forwards supplenentol response to IE Bulletin Bl-OS re Pleu 
blockage of cooling water to safety sys components by 
Corbicuia 8p (Asiatic clam) it Mytitus Sp (mussell 
MILLS. L M Tennessee Valley Authority 84/07/23 Q'RCILLYjJ P 
Region 2, Office of Director 2p p 26261 305 24X 

Fiche 30-430,84/07/23.9400280100 


0408270232 Forwards Insp Repts 50-430/04-13 i> 50-439/94-13 on 
6407D9'-I0 No violations or deviations noted 

VERRELLliD II Division of Project 6 Resident Programs 04/07/26 
PARRIS. H G Tennessee Valley Authority 2pp 26258 046 24X 

Fiche 50-438, 04/07/26. 0400270232 


— B40B2702<10 Insp Repts 50-430/0^-13 U 50-439/04-13 No violations or 
dev'iatlons noted Major areas inspected licensee action an 
previous enforcenont natt ers, saf e ty -re lated components 
licensee Identified items 

GIRARD, E H , GLAKE, J J Region 2, Office of Director. 04/07/20 
5pp 26258 050 24X Fiche 50-438.04/07/26.8400270232 


8408270460 Ac k receipt of 040713 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-438/03-03 It 
50-439/83-05 Response nee ts i equirements of 10CFR2 201 
Corrective actions will be examined during future insps 
VERRElLI.DM Region 2. Office of Director 84/07/26 PARRIB.H 0 
Tennessee Valley Authority Ip 26236 235 S4X 
Fiche 50-438,04/07/26.0400270460 


— 8408270468 Forwards supplemental response to NRC 630412 ltr re 
vialations noted in Jnsp Repts 50-438/93-03 50-439/03-05 

Corrective actions BNP-OCP-6 3 revised to clarify listing of 
attributes inspected on thermal expansion devices 
MILLS. L M Tennessee Valley Authority 64/07/13 O'REILLY. V P 
Region 2, Office of Director 3p p 26256 236 24X 

Fiche 50-43Br 64/07/26. 0 4 0 0270^60 
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DOCKETED ITEMS 


8408370475 Supplemental response to violations noted jti Insp Rcpts 
5O-43B/03-O5 U 50^437/03-05 Corrective action const QC unit 
uaitmg for computer printout to verify inap of all affected 
equipnient under Revs 0 h I to QCP 6 3 

MILLS. L M Tennessee Valley Authority 04/01/04 O'REILLY. J P 
Roglon 2. Office of Director ip 26256 237 24X 

Fi c h e 50-438. 84/07/26. 8408270460 


-8408270483 Supplemental response to violations noted in Insp Repts 
50-438/83-05 6 50-437/83-05 Corrective actions will be 
completed by 631216 

MILLS. L M Tennessee Valley Authority 83/07/12 O'REILLY. JP 
Region 2. Office of Director Ip 26256 240 24X 

Ft Che 50-430,84/07/26.8408270460 


107250229 IE Info Notice 84-37, •Operating Eiperlence re Moisture 
Intrusion in Saf ety-Re lated Electrical Equipment at 
Commercial Pouer Plants *' Svc list end 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 84/07/27 Consolidated Edison Co of New 

York. Inc lIPpp 25865 047 24X Fiche 30-000.84/07/27.8407250227 


106010333 IE Info Notice 84-57, "Deliberate Circumventing of Station 
Health Physics Procedures ’ Svc list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/06 Consolidated Edison Co of New 

York* Inc I22pp 26068 001 34X Fiche 50-000*04/08/06.8408010333 


108010337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement “ Svc List end 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/06 Consolidated Edison Co of New 

York* Inc I23pp 26067 15B 24X Fiche 30-000*84/08/06*0408010337 


408070120 IE Info Notice 84-61, 'Overexposure of Diver in PWR 
Refueling Cavity " Svc list end 

JORDAN* E L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) 84/08/08 Consolidated Edison Co of New 

York. Inc 120pp 26127 IIS 24X Fiche 90-000,84/08/08*8408070120 


408070376 IE Info Notice 84-62, "Therapy Hisadministra ti ons to 
Patients Undergoing Cq- 60 Teletherapy Treatments " &vc 
list end 

GRACE, J N Division of QA, Safeguards it Inspection Programs (Post 
830103) 84/OB/lO Consolidated Edison Co of New York* Inc 
123pp 26130 091 24X Fiche 50-000*84/08/10.8408070376 


408100007 IE Info Notice 84-63* "Defective RHR Replacement Piping " 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 4* Engineering 
Response (Post 830103) 84/08/13 Consolidated Edison Co of New 

York. Inc li9pp 26197 218 24X Fiche 50-000*84/00/13.0400100009 


40B10003B IE Info Notice 04-64* “BNR HPCI Initiation 8eal-In & 
Indication " Bve list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post B30101) 84/08/15 Consolidated Edison Co of New 

York. Inc 104pp 26198 093 24X Fiche 50-000.04/08/15,8403100038 


400100021 IE Info Notice 04-65* "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 84/06/16 Consolidated Edison Co of New 

York* Inc UBpp 26193 001 a4X Fiche 50-000,84/08/16*8408100021 


408100039 IE Info Notice 64-66. "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Svc list end 
JORDAN. E L Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 84/09/17 Consolidated Edison Co of New 

York* Inc I20pp 26276 001 24X Fiche 50-000* 84/08/17, 8400100059 


408140206 IE Info Notice 84-67, ‘’Recent Snubber fnservice Testing W/ 
High Failure Rates " Svc list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 6301031 84/00/17 Consolidated Edison Co of New 

York* Inc I22pp 26276 123 24X Fiche 50-000* 04/08/17. 0408140200 


108210142 IE Info Notice 84-66, "Potential Deficiency In Improperly 
Rated Field Wiring to Solenoid Valves Svc list end 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 630103) 84/03/21 Consolidated Edison Co of New 

Vork, Inc 11 5pp 26329 008 24X Fiche 90-000,84/08/21.0400210142 


S Reportable occurrences, uER" * correspondence 


8400220317 Part 21 rept re faiiui** of ITE-27N undervolbage relay to 
drop out on lir»ed undervoltage conditions Problem due to 
excessive feedback around operational amplifier U2 Clamping 
diode must be added Arfected units listed 

DUVALL. D D Brown Dover i Corp (subs of Drown Boven 2, Co * Ltd > 
84/03/13 DCVOUNG.R L Dvieclor s Office. Office of Inspection and 
Cnforvement 3pp 26191 357 24X Fiche 50-000.84/03/13,8400220317 


6405290062 Forwards Investigation of Tijpes AT 6 AE Piston Skirts " 
Rept supercedes 04022? submittal 

RAY. C L TUI ( TTansa.meT l ca Deiaval. Inc ) Owners Group 04/05/24 
DENTON. H R Office or Nuclear Reactor Regulation, Director 2pp 
24690 045 24X Fiche 50-000.04/05/24.0405290062 


—8405290075 "Investigation of Types AF t, AE Piston Shirts " 

« Failure Analysis Associates FAAA-e4“2-14 04/05/23 120pp 

24X Fiche 50-000,84/05/24 8405290062 


8405290179 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts a*- Shurehan S. Grand Gulf Nuclear Power 
Stations " 

RAY, C L TDl ( Transamer i ca Delaval. Inc ) Owne? s Group 84/05/24 
DENTON, N R Office of Nuclear Reactor Regulation, Director 2pp 
24692 090 24X Fiche 50-000. 84/05/24, 8405290179 


8408060409 Forwards repts leccivod by BKNL i consultants directly from 
FaAA 8c TDI Owners Croup at 840622 meeting Draft "Overview of 
Repts, Analysis tt Recomnendat i ons re Mam Propulsion Engines 
M/V Columbia" end 

ALZHEIMER, J M BattelJe Memorial Institute, Pacific Northwest 
Laboratories 84/06/28 MILLFR,M Division of Licensing 150pp 
25926 173 24X Fiche 90-000,84/06/28,8408060405 


8408060090 Forwards info addressing open items identified in NRC/DNWL/ 
TDI Diesel Generator Owners QruUp 040622 meeting 

RAY. C L TDI (Transaimer 1 ca Delaval, Inc ) Owners Group 84/07/10 
OERLINOER.C Director's Office, Office of Inspection and 

Enforcement 43pp 25933 133 24X Fiche 50-000,64/07/10, 

8408060090 


8408090025 Third interim deficiency rept re backflow not considered for 
ERCN sys booster pump shutoff Initially reported on 021230 
Engineer ihg change notice issued Next rept by 090215 
HILLS, L M Tennessee Valley Authority 84/07/16 O'REILLY, J P 
Region 2. Office of Director Spp 25992 264 24X 

Fiche 50-438*84/07/16.8408090025 


0408090028 Third interim deficiency rept re BLN reactor bldg sump pH 
values not considering dead vol Initially reported on 
830623 Analysis underway Next rept will be submitted by 
051127 

MILLS* L M Tennessee Valley Authority 84/07/16 0 'REILLY, J P 

Region 2. Office of Director 2pp 29992 255 24X 

Fiche 50-430.84/07/16,8408090028 


0408090024 Supplenentai deficiency rept re defect in steam generator 
support bolts Initially reported on 820723 Thirty-six bolts 
still need to be pulled out !< shims remachined Corrective 
actions will be completed by 84002? 

MILLS, U M Tennessee Valley Authority 84/07/17 O'REILLY. J P 
Region 2, Office of Director Ip 29992 096 24X 

Fiche 50-430, 84/07 M 7. B40Q090024 


8400090057 Fifth interim deficiency rept re incorrect installation of 
pressure relief V safety val'es Initially reported on 
830309 Caused by waste disposal lioader not sized to 
accqramodato both relief valves Next rept expected by 060114 
MILLS, L M Tennessee Valley Authority 04/07/18 O'REILLY, J P 
Region 2, Office of Director app 29992 139 a4X 
Fiche 50-438,04/07/18.0408090057 


0400090033 Fifth interim deficiency rept re environ qua 1 i f ic ation of 
safety-re latod electrical components Initially reported on 
011021 Caused by util failure to develop procedural controls 
on qualification program Next rept expected by 890621 
MILLS. U M Tennessee Valley Authority 04/07/20 0 'REILLY, J P 

Region 2, Office of Director 2lpp 25992 102 24X 

Fiche 50-438,04/07/20,0408090033 


8400090416 First interim deficiency rept re incomplete review of design 
change ^eques^s fur piping analyses Initially reported an 
840622 Investigation continuing Next rept will be submitted 
by 050419 

MILLS, L M Tennessee Valley Authority 04/07/20 O'REILLY, JP 

Region 2, Office of Directoi 2pp 25993 261 24X 

Fiche 90-430, 84/07/20, 04000904 16 


DOCKETED ITEMS 


343 


84001601/3 Final deFicienctj rt?p^ re generic implication revleus for 
const projects Rev 4 to QAP 16 1 issued to more clearlij 
define inria-ofc respons i b i 1 i tg for determining generic 
implications of nonconformance 

MILLS. L K Tennessee Valley Authority 04/07/24 Q'REILLV. J P 
Region 2i Office of Director 2pp 26100 045 24X 

Fiche 50-000.04/07/24.8400160173 


840B160434 Fust interim deficiency rept re control room pr e ssuri i^t ion 
boundary loss through dram 1 vent lines Initially reported 
on 040625 Seisnic support mods will be made Next rept will 
be provided on or about 850215 

MILLS. L M Tennessee Valley Authority 04/07/25 D^REILLV, J P 
Region 2- Office of Director 2pp 26106 352 24X 

Fiche 50-430.04/07/25 8408160434 


— 0408160397 "Design Revipu of Elliott Model 900 Turbocharger Used on 
TDI PSR-48 *< OSRV-16 Energency Diesel Generator Sets " 

« Failure Analysis Associates FAAA-Bd-S"? 04/07/31 61pp 
26088 165 24X Fiche 50-000.04/08/14.0408160395 


8400290179 Forwards response to 840723 request for addl info on repta 
submitted by TDI Diesel Generator Owners Group 

RAY. C L TDI (Transa.Tter 1 ca Deiaval. Inc > Owners Group 84/08/23 
BERLINGER.C Office of Nuclear Reactor Regulation. Director t2pp 
26209 221 24X Fiche 50-000.04/00/23.0408290179 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A Application/construction stage documents 8c correspondence 


8408060102 Forwards "Energency Diesel Generator Auxiliary Module 
Conti til Wiring 6 Termination Qualification Review " Addl 
copies sent to BNWL 

RAV. C L TDI (Transaner i ca Deiaval. Inc 1 Owners Group 04/07/27 
DENTON. H P Office of Nuclear Reactor Regulation, Director 2pp 
25932 137 24X Fiche 50-000,84/07/27.0400060102 


— 0408060130 "Emergency Diesel Generator Auxiliary Module Control Wiring 
tt Termination Qual i f icati on Review " 

» Stone V Webster Engineering Carp 84/07/31 36pp 23932 139 
24X Fiche 50-000.84/07/27,0400060102 


0408160200 Final deficiency rept re field cables not terminated in 
penetrations properly Initially reported on 830614 Personnel 
trained to splice cables per manufacturer instructions 
Corrective actions will be completed by 841001 
MILLS. L M Tennessee Valley Authority 84/07/30 0 'REILLY, J 

Region 2. Office of Director 5pp 26106 303 24 X 

F i c h 0 50-438. 04/07/30. 8408160200 


0400060324 Forwards "Design Review of Elliott Model 650 Turbocharger 
Used on TDI DSRV-12-4 6 DSRV-20-4 Emergency Diesel Qenerator 
Sets " 

RAYiC L TDI (Transamer i ca Deiaval. Inc > Owners Group 84/00/01 
DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 
25987 064 24X Fiche 50-000.84/08/01,0400060324 


8408160179 Final deficiency rept re retr i evab i I i ty of OA records 
Initially reported on 040301 OA procedures revised on 
840608 to incorporate handling requirements for supplier 
QC roLords 

MILLS. L M Tennessee Valley Authority 84/08/01 O'REILLY, JP 
Region 2, Office of Director 2pp 26100 042 24X 

Fiche 50-000.04/08/01.8408160179 


0400160066 Final deficiency rept re loose drive hubs on overspeed 
governor drive shaft on TDI diesel engines Initially 
reported on 040203 Hubs acceptable Also reportable under 
Part 21 

MILLS. L M Tennessee Valley Authority 04/08/03 O'REILLY, J P 
Region 2. Office of Director 2pp 26100 224 24X 

Ficho 50-430,04/09/03.8408160066 


0400160394 Forwards "Design Review of Engine Dase h Dearlng Caps for 
TDI DSRV-16 Diesel Engines " 

RAV,C L TDI ( Transamer i ca Deiaval, Inc > Owners Group 04/00/10 
DENTON. H R Office of Nuclear Reactor Regulation, Director 2pp 
26091 147 24X Fiche 50-000.84/08/10.0400160394 


— 8400160403 "Design Review of Engine Base t Bearing Caps for TDI 
D8RV-16 Diesel Engines " 

* Failure Analysis Associates FAAA~84-6-53 34/00/31 44pp 

26091 149 24X Fiche 50-000.04/00/10.8408160394 


B4O0O3O14S Forwards summary forms on equipment for SORT ^ pump 9< valve 
operability review team audits by Equipment Oual i f icati on 
Branch Floor response spectra & valve qualification program 
description end 

EDELMAN.H R Cleveland Electric Illuminating Co 84/07/25 
YOUNGBLDDD. D J Licensing Branch 1 400pp 25912 061 a4X 

Fiche 50-440. 04/07/25, 8400030 1 49 


8408070137 Forwards request for addl info 6 forms for use In 
preparation for 840813-17 audits by pump & valve operability 
review team U SORT Opening k closeout meetings open to 
public 

YQUNODLOOD. 0 J Licensing Branch 1 04/07/29 EOELMAN^ M R 

Cleveland Electric Illuminating Co IBpp 25957 130 24X 

Fiche 50-440.84/07/29,0408070137 


6400070184 Forwards summary forms fot* one NSSS k one balanc i-of-p lent 
item identified for upcoming SORT audit Form* provide 
supplemental info to 840725 Itr 

eOELMAN. M R Cleveland Electric Illuminating Co 04/08/02 
YOUNGBLOOD. B U Licensing Branch 1 i9pp 25990 001 «24X 

Fiche 90-440.04/08/02.0408070184 


8400070110 Generic Ltr 04-19 to all licensees Of operating reactors, 
applicants for QLs k holders of CPs re availability of 
SuppI I to NUREO-0933. "Pr ior i ti *ation of Generic Safety 
Issues " Sve list end 

ElSENNUTiDO Division of Licensing 84/09/06 Consolidated 
Edison Co of New York. Inc iBpp 2612? 23B 24X 

Ficho 50-000,84/00/06.8400070110 


B40B100009 Requests rev to OA program submitted on 830602. to fully 
comply w/reqoirements of Paragraph (3}(iii) of 
10CFR90 5S(f> Response requested within 30 days of Ur 
receipt 

8PESSARD. R L Region 3, Office of Director B4/O0/O6 EDELMAN. M R 
Cleveland Electric Illuminating Co 2pp 29990 101 34 X 

Fiche 90-440.64/00/06.8406100005 


8400130492 Forwards lists of equipment selected for onsite audit of 
pump 6 valve operability assurance t, seismic qual i flea t ion 
of mechanical 6 electrical equip^ient programs scheduled foT 
wk of 040013 Forms requested by 640800 

YOUNGBLOOD. D J Licensing Branch 1 04/08/07 EDELMANi M R 

Cleveland Electric Illuninating Co 6pp 26050 346 24X 

Fiche 50-440.84/00/07,0408130492 


0400200275 Generic Ltr 04-20 to all licensees of operating reactors k 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevieued safety 
questions &vc list encl 

EISENKUT. D 0 Division of Licensing 04/00/20 Consolidated 
Edison Co of New York. Inc I7pp 26276 244 24X 

Fiche 50-000, 84/08/20, 8408200279 


8400240115 Forwards SER re TDI Owners Group program plan 8ER addresses 
design review/qual i ty revalidation program, tes t ing 6 insp, 
maint 6 surveillance i sets forth requirements for operation 
prior to completion of program plan 

EISENHUT.O G Division of Licensing 04/00/13 GEORGE. J B TDI 
( Transamer ica Deiaval, Inc > Owners Group ip 26255 194 24X 

Fiche 50-000.84/00/13,0400240115 


— 0408240157 Safety evaluation of TDI Owners Group program plan Based on 
BNWL evaluation, p Ian incorporates essential elements needed 
to resolve outstanding concerns re reliability of TDI 
engines for nuclear sve 

^ NRC - No Detailed Affiliation Given 84/00/13 21pp 
26299 195 24X Fiche 90-000.84/08/13,8400240115 


0408160395 Forwards "Design Review of Elliott Model 900 Turbocharger 
Used on TDI Dsn-40 k D8R9-16 Emergency Diesel Generator 
Sets." representing final OA verified rept Addl copy 
forwarded to DNKU. per NRC request 

RAY.C L TDI fTnansameri ca Deiaval. Inc 1 Owners Group 04/00/14 
DENTON. H R Office of Nuclear Reactor Regulation, Director 2pp 
26000 163 24X Fiche 50-000.84/00/14,0408160395 


E NRC Safety Evaluation Report (SER>. suppU k correspondence 


0400270320 Forwards addl clarifications to Rev 3 to Emergency Plan 
0I1-19A submitted an 840420 C larif icati ons include changes to 
plan per 9SER 4 k will be Incorporated Into Rev 4 
EDELMAN.M R Cleveland Electric Illuminating Co 84/08/20 
DENTON.K R Office of Nuclear Reactor Regulation. Director, I2pp 
26243 266 24X Fiche 90-440,84/08/20,8400270320 


8408290396 Summary of 040619 meetif^sr w/uti I , TERA, 1 1 1 1 nois Power Co &< 
Govt Accountability Project in Bethesda.MD re plant-specific 
responses to hydrogen control SER License Condition 9 List 
of attendees l> vieugraphs encl 

STEFANO, J J Licensing Branch I 04/08/20 YOUNGBLOOD. B J 


Licensing Branch 
8408290396 


I3pp 26310 001 24X Fiche; 50-440. 04/08/20, 
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p Securitiji medicals energency * fire protection plans 


04OB15O3BO Forwards IE Insp ftept 50-440/04-13 on 840709-12 No 
nc nr (imp 1 1 an c e noted 

p^PERIELLO*C J Region 3. Ornce of Director B4/07/27 
EDELMAN.M R Cleveland Electric Illuminating Co 2p p 2*070 002 
24X Fiche 50-440.84/07/27,8408150380 


8408150381 [E Insp Rept 50-440/04-13 on 840709-12 No violations or 

deviations noted Major areas inspected radiation protection 
program, 1 nc lud mg organiiation staffing, tra i ning I 
procedures * radiography incident on 840*1* 

MILLER. D E , OREGER, L R Region 3, Office of Director 84/07/27 
*pp 26070 004 24X Fiche 50-440,84/07/27.8408150380 


8408270320 Forwards addl clarifications to Rev 3 to Emergency Plan 
□M-ISA submitted on B4042B Clarifications include changes to 
plan per S6ER 4 * will be incorporated Into Rev 4 
EDELMAN,M R Cleveland Electric Illuminating Co B4/O8/20 
DEMTGN.H R Office of Nuclear Reactor Regulation, Director 12pp 
2*243 2*6 24X Fiche 30-440.04/08/20,0408270320 


8408310171 Forwards IV Haven, NDAA. comments re emergency rneteorolog ical 
capabilities Comments based on review of NUS-433*, 

"Description of Perry Nuclear Power Plant Emergency Offsite 
Dose Calculations " Connents should be reviewed 
YOUfNOBLQQD, B J Licensing Branch 1 FIN D~7527 84/08/22 

EDELMAN, M R Cleveland Electric Illuminating Co lOpp 2*351 340 
24X Fiche 30-440,84/08/22,8408310171 


<3 Adi judicatory correspondence 


S4081404B2 Informs that Jefferson Township Trustees request & support 
installation * namt of independent monitoring facilities * 
procedures at * around facility Served on 840814 

UISE, C L Ashtabula County. OH DSB 028 B4/07/IB NRC - No 

Detailed Affiliation Given Ip 2*0*0 279 24X 

Fiche 50-440.04/07/18,8408140402 


8408010229 Forwards State of OH emergency response plan •& attached 
Itr from governor Ltr pertains to 840716 opposition to 
partlculari lation of Issue 1 N/o ends N/svc list Related 
c orrespondence 

SILBEROiJ E Shaw, Pitf-nan, Potts t Trowbridge SILDERO, J E 
Sunflower Alliance DSB 653 84/07/25 BLOCH. P 0 , KLINE, J R , 

BRIGHT, 0 0 Atomic Safety and Licensing Board Panel 3pp 
25B56 019 24X Fiche £0-4 40,84/07/25,0408010229 


8408010214 Answer in opposition to Ohio Citiiens for Responsible 
Energy B4O7-0* mation for summary disposition of Issue A re 
installation of automated standby liquid control sys 
Related correspondence 

SILBERO, J E Cleveland Electric Illuminating Co SILDERO, J E 
Sbaw, Pittman, Potts i> Troubildge DSB *72 84/07/30 Atomic 

Safety and Licensing Board Panel 5pp 2585* 032 S4X 
Fiche 50-440.04/07/30,0408010214 


—8408010217 Statement of natl facts as to which there Is no genuine 
issue Certificate of Svc end 

» Cleveland Electric Illuminating Co 84/07/30 Atomic Safety 
and Licensing Board Panel 3pp 2585* 037 24X 

Fiche 50-440.84/07/30,8400010214 


Q40807049B Response opposing Ohio Citizens for Responsible Energy 
04070* motion for summary disposition of Issue * Motion 
based on misinterpretation of 10CFR50 62(c)<4> Certificate 
of S\c end Related correspondence 

NDCIDKEAD, C P Hearing Branch 4 DSB 80* 84/07/30 Atomic 

Safety and Licensing Board Panel *pp 25941 185 24X 

Fiche 50-440,84/07/3018408070470 


84080-90211 Thirteenth set of interrogatories pertaining to Issue 8 re 
hydrogen control Interrogatories concern generation, rel ease 
Sf combustion of hydrogen gas in degraded core accident 
Certificate of Svc end Related correspondence 
HlATTrS L Ohio Citizens for Responsible Energy DSB B55 
04/07/30 Cleveland Electric Illuminating Co 20pp 25971 170 
24X Fiche 50-440,04/07/30,8406090231 


S40B090245 Motion to reopen cilscovery on Issue 0 re hydrogen control 
Certificate of Svc end Related correspondence 
MlATTxS L Ohio Citizens for Responsible Energy DSB 654 
94/07/30 Atomic Safety and Licensing Board Panel 15pp 
25972 170 24X Fiche 50-440,84/07/30,8400090245 


6408090196 Motion for leave to reply to applicant & NRC responses to 
Ohio Citizens for Responsible Energy 040706 motion fo-r 
summary disposition of Issue * Related correspondence 
HlATTiS L Ohio Citizens for Responsible Energy D3fl 851 
64/00/03 AtoiDic Safety and Licensing Board Panel Ip 
25972 020 24X Fiche 50-440,84/08/03,840809019* 


— 8408090202 Reply to applicant * NRC t esponses to Ohio Citiions for 
Responsible Energy 84070* motion for summary disposition 
of Issue 6 re automated liquid control sys W/svc list 
HIATT, S L Ohio Citizens for Re^>pon5ible Energy 84/08/03 
Atomic Safety and Licensing Board Panel 9pp 35972 029 24X 

Fiche 50-440,84/08/03.8400090196 


04081504*7 Answer opposing Oh i 3 Citizens for Responsible Energy 040730 
motion to reopen discovery on Issue 8 re hydrogen control 
Applicant will discuss specitic discovery needs at 840905 
meeting Certificate of Ss c enc I Related ton espondenc e 
BWIGER, M A Cleveland Electric Illuminating Co SNIOER. M A 8haw> 
Pittman, Potts b Trowbridge DSB 066 04/08/14 Atomc Safety 

and Licensing Board Panel 5pp 26060 249 24X 

Fiche 50-440,04/00/14.04001504*7 


0400270057 Response opposing Ohio Citizens for Responsible Energy 
840730 motion to reopen discovery on Issue 0 Motion should 
bo denied in light of applicant duty to suppl responses to 
requests W/Cert i f ica+e of Svc Related correspondence 
WOODHEAD, C P Hearing Branch 4 DSB 300 04/08/20 Atomic 

Safety and Licensing Board Panel 4pp 2*247 0*4 24X 

Fiche 50-440,04/08/20.8408270057 


0408280437 Parti cular i z ed objections to proposed emergency plan 
supporting Issue I* per ASLB 040726 memorandum ** order ASLO 
urged to waylay action on emergency preparations as 
contention * dismiss application for DU Svc list cncl 
LODGE, T J Sunflower Alliance D&D 3*1 84/08/20 30pp 

2*280 103 24X Fiche 50-440,84/08/20,0400280437 


I Financial information 


8400020110 Forwards Annual Financial Repts 1983 for Uuquosne Light Co, 
Ohio Edison Co, Pennsy I van la Power Co. Toledo Edison Co * 

Cleveland Electric Illuminating Co 

EDELMAN.M R Cleveland Electric Illuminating Co 04/07/27 
DENTON. H Office of Nuclear Reactor Regulation, Director Ip 
25886 041 24X Fiche 50-440,81/07/20.8408020118 


— 840802012* Annual Financial Rept 1903 

ROGERS, J T , COLE, A N Pennsylvania Power Co 03/12/31 27pp 
25006 170 24X Fiche 50-440,84/07/20.0408020110 


Q Inspection reports. IE Bulletins * correspondence 


8408090293 Forwards IE Insp Repts 50-440/84-09 t< 50-441/04-09 on 
040501-0630 it notice of violation 

MARNICK.R F Region 3, Office of Director 04/07/10 EDELMAN.M ft 
Cleveland Electric Illuminating Co 2pp 25994 173 24X 

Fiche 50-440,84/07/10.8400090293 


— 8408090298 Notice of violation from insp on 840501-0630 

WARWICK, R F Region 3, Office of Director Q4/07/iQ Ip 
23994 175 24X Fiche 50-440.84/07/10.0408090293 


—0408090304 IE Insp Repts 50-440/04-09 h 50-441/84-09 on 040501-0*30 
Noncomp 1 lance noted failure to follow tagging proccduro 
KNOPiR C Region 3. Office of Director 84/07/10 0pp 
25994 17* 24X Fiche 50-440,04/07/10,0400090293 


0407250229 IE Info Notice 84-57. "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Cammercial Power Plants “ 8vc list enc I 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/07/27 Consolidated Edison Co of New 

York, Inc ll9pp 250*5 047 24X Fiche 50-000,84/07/27,8407230229 


0408150300 Forwards IE Insp Rept 50-440/84-13 on 040709-12 No 
noncompliance noted 

PAPERIELLO. C J Region 3. Office of Director 64/07/27 
EDELMAN.M R Cleveland Electric Illuminating Co 2pp 86078 002 

24X Fiche 30-440.84/07/87.0408150380 


—8408150381 IE Insp Rept 50-440/04-13 on 840709-12 No violations or 
deviations noted Major areas inspected radiation protection 
pragram. Including organization h s taf f i ng. tra i nlng & 
procedures V radiography incident on 840*16 

MILLER, D E . GREOER, L R Region 3. Office of Di lector 04/07/27 
6pp 26078 004 24X Fiche 50-440.84/07/27,0408150300 


0400070401 Informs that new sys of acknowledging receipt of licensee 
correspondence re nonconp 1 iance found during insp 
instituted, effective 040820 Preprinted form will be used 
rather than ltr 

KEPPLER.J 0 Region 3, Office of Director 84/00/03 

Comnonwealth Edison Co :^pp 25942 160 24X Fiche 50-000,04/08/03. 

6400070401 
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9406010333 IE Info Notice Bl-'5'9, Deliberate Circumventing of Station 
Health Phtjtiics Pruccduros ’ Svc list end 

JDHDANi E L Division of Emcigencij Preparedness & Engineering 
Response (Post Q30103> 34/06/06 Consolidated Edison Co of New 

Vorlf. Inc IS^pp 26069 00 1 24X Fiche 50-000-94/09/06,9400010333 


9400010337 IE Info Notice 94-60, ‘Failure of Air Purifying Respirator 
Filters to Meet Efficiericy Requirement ” Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response IPost B3J10’1) 94/OB/06 Consol idatpd Edison Co of Nauj 

York, Inc I23pp 26067 159 24/ Fiche 50-000.94/09/06,9400010337 


840G0701SO IE Info Notice 94-61, ' □ /er e * p osur e- of Diver in PWR 
Refueling Cavity " Svc list end 

JORDAN, E L Division of Emergency Pi eparedness 5- Engineering 
Response (Host 030103) 94/08/09 Consolidated Edison Co of Neu 

York, Inc 120pp 26129 IJB 24X Fiche 50-000.84/00/00.0408070120 


0408070376 IE Info Notice 04-62, "Theiapy Mi sa-dmi m s trat i ons to 
Patients Undergoing Co-60 Teletherapy Treatments ** Bvc 
list one) 

GRACE, J N Division of OA, Eiafcguaids S< Inspection Programs (Post 
830103) 84/00/10 Consolidated Edison Co of Neui York, Inc 

12Spp 26130 001 24X Fiche 50-000. 84/08/ 1 0> 9409070376 


9400270270 Forwards Insp Hepts 50-440/84-16 f 50-441/94-13 on 
840717-20 No nonconp I lane e noted 

PAPERIELLO.C J Region 3, Office of Director 94/09/(0 
EDELMAN.Ii R Cleveland Electric Illuminating Co 2pp 26258 159 
24X Fiche 50-440,04/08/10,0400270279 


—0408270288 Insp Repta 50-440/84-16 I 50-441/84-15 on 940717-20 No 
violations or devlotlona no^eU Major areas inspected 
preoperati onal radiological onvlron monitoring program ?< 
review of chemistry 6 rad i ochemi s try program 

OESTMANN. M J , SCHUMACHER, f1 C Region 3, Office of Director 
84/09/10 App 26253 161 24 X Tlcho 50-440,94/09/10.8400270270 


0400100009 I£ Info Notice 04-63, 'Defective RHR Replacement Piping " 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 94/08/13 Consolidated Edison Co of New 

York. Inc U9pp 26197 219 24X Fiche 50-000,04/00/13,0408100009 


9408300179 Forwards Insp Ropta 50-440/84-07 & 50-441/04-07 on 
040409-12 6 0604-07 6 notice of violation Requests audit of 
records to assure insp repts contain adequate info re 
identl f Icatl on of item inspected 6 results of insp 
LITTLE, W fi Region 3, Office of Director 84/00/ i4 EDELMAN. M R 
Cleveland Electric llluninating Co 2pp 26313 271 S4X 
Ficho 30-440.84/08/14,8400300179 


— 84083D0186 Notice of violation from insp on 040409-12 0604-07 

LITILE,W S Region 3, Office of Directoi 04/08/14 2pp 
26313 273 24X Fiche 50-440,04/00/14,8400300179 


—0403300196 Insp Repta 50-440/84-07 50-441/84-07 on 840409-12 & 

0604-07 Nonconp 1 lance noted failure to assure that Gilbert 
Assoc adequately reviewed A verified safety-related 
schematic Si wiring diagrams re standby liquid control 
NAIOU. K R r CHRISTNDT, E . TALEVITS, Z Region 3, Office of 
Director 84/08/14 2Spp 26313 275 24X Fiche 90-440.84/08/14. 

8400300179 


9400100030 IE Info Notice 04-64, '‘DHR HPCI Initiation Seal-Iti S* 
Indication " Svc list end 

JORDAN, E L Division of Emergency Preparedness &< Engineering 
Response (Post 0301031 94/08/19 Consolidated Edison Co of New 

York, Inc 104pp 26190 093 24X Fiche 50-000.04/08/19,8408100030 


8408100021 IE Info Notice 04-65, "Underrated Fuses Hhlch May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDAN, E L Divisioin of Emergency Preparedness it Engineering 
Response (Post 830103) 84/00/16 Consolidated Edison Co of New 

York, Inc llBpp 26J98 001 24X Fiche 50-000, 04/08/ 16, 0400100021 


0400100055 IE Into Notice 04-66, '“Undetectod Unaval tab i 1 1 ty of 
Turblne-Ori van Auxiliary Feedwater Train " Svc list one 1 
JORDAN, £ L Division nf Eniorgency Preparedness 6 Engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co of New 

York, Inc I20pp 26376 001 24X Fiche 50-000,84/09/17,0408100055 


0400140208 IE Info Notice 94-67, “Recent Snubbor Inservice Testing W/ 
High Failure Rates " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co of New 

York, Inc i33pp 36376 123 24X Fiche 50-000,04/08/17.8400140208 


8400210142 It Info No*ice 04-69. Potontial Deficiency in Improperly 
Rated Field Hiring tn Solenoid Valves “ Svc list end 
JORDAN). E L Division of Emeigencij Pi eparedness h Engineering 
Respo-nse (Past 030103) 94/00/21 Consolidated Edison Co of New 

York. Inc USpp 26329 008 24X Fjche 50-000.84/09/21,0408210142 


8409200129 Ac k receipt of B40B17 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-440/94-09 & 
50-441/B4-09 

# Region 3, OFrlce of Director 04/08/23 Cleveland Electric 

Illuminating Co Ip 26274 343 24X Fiche 30-440,84/00/23, 

8400200129 


— 9408200131 Responds NRC 940710 1 tr re violations noted in IE Insp 

Repts 30-440/94-09 6 50-441/04-09 Corrective actions 
mechanical foreign Items identified w/property initiated tag 
6 placement of tag documented in log book 

EDELMAN, M R Cleveland Electric Illuminating Ca 04/08/17 

WARNICK.R F Region 3> Office of Director 3pp 26274 344 24X 

Fi c he 50-440, 94/00/23, 0408200) 29 


5 Reportable occurrences, LERs & reloted correspondence 


8403290062 Forwards "Investigation of Typss AF 6 AE Piston Skirts ’* 
Rapt supercedes B40227 submittal 

RAV, C L TDI { Transameric a Deldvai, Inc ) Owners Croup 94/09/24 
DENTOM, H R Office of Nuclear Reactor Regulation. Director 2pp 
24690 049 24X Fiche 90-000. 04/03/24. 9405290062 


—9405290079 "Investigation of Types AF & AE Piston Skirts “ 

* Failure Analysis Associates FAAA-B4-2-14 84/05/23 ISOpp 

24X Fiche 30-000,94/03/24,0403290062 


8403290179 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham & Grand Gulf Nuclear Power 
Stations " 

RAY, C L TDI ( Transamer i ca Delaval, Inc ) Ownei s Group 04/05/24 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
24692 090 24X Fiche 90-000,04/03/24,0405290179 


0409060405 Forwards repts received by DNHL 6 consultants directly from 
FaAA Cc TDI Owners Group at 840652 mooting Draft "OverviOtJ of 
Repts, Ana lysi s 6 Recamnenda t ions re Main Propulsion Engines 
ri/V Calumbia" end 

ALZHEIMER, J Cl Dattelle Memorial Institute, Pacific Northwest 
Labora tor 1 es 94/06/28 MILLER, M Division of Licensing 158pp 
23926 173 24X Fiche 30-000,04/06/23,0400060403 


8400060090 Forwards info addressing open items identified in NRC/DKHL/ 
TDI Diesel Generator Owners Group 040622 meeting 

RAYiC L TDI ( Transamerica Delaval. fnc ) Owners Group 04/07/10 
SERLlNOERiC Director's Office, Office of Inspection and 

Enforcement 43pp 29933 133 24X Fiche 50-000,04/07/101 

9400060050 


8400090261 Final Deficiency Rept CROC 01(83)3 re Nestlnghouse Class IE 
penetrations (iR72) Initially reported on 930824 Engineering 
Change Notice 21902-363-03 initiated to revise procurement 
spec to permit use of ASHE Code Case N242 

EOELMANiM R Cleveland Electric Illuminating Co 84/07/26 

KEPP6GR. J G Region 3, Office of Director 2pp 23994 203 24X 

Ficha 50-440,84/07/26,8409090261 


8400060102 Forwards "Emergency Diesel Generator Auxiliary Module 
Cantral (firing tt Termination Qualification Review " Add 1 
copies sent to SNWU 

RAV.C L TDI ( Transamar 1 ca Delaval, Inc ) Owners Group 94/07/27 
DENTON, H R Office of Nuclear Reactor Regulation. Director 2pp 
33932 137 24X Fiche 50-000,94/07/27,0400060102 


— 8408060136 "Emergency Diesel Oeneratnr Auxiliary Module Control Hiring 
8c Termination Qualification Review “ 

« Stone tc (febster Engineering Corp 84/07/31 36pp 25938 139 
24X Fiche SG-OOO, 84/07/27. 8400060102 


04OBO9O148 Final Deficiency Rept IRDC 92(84)1 re potential problem 
u/etandhy diesel generator loose fleclble coupling drive 
hubs supplied by TDI Initially reported on 940120 
Also reported per Part 21 

EDELMAN. M R Cleveland Electric Illuminating Cg 04/07/27 

KEPPLER, J O Region 3, Office of Director 2pp 23993 176 24X 

Fiche 50-440, 84 /07 /274 0408090148 


0408060324 Forwards "Design Review of Elliett Model 63G Turboehargor 
VSEd on TOI DSR\/-i3-4 6 DSRV-20-4 Emergency Diesel Generator 
Bets " 

RAY, C L TDI (Transanieri ca Delaval, Inc Y Owners Groufl 64/08/01 
DENTON. M R Office of Nuclear Reactor Regulation, Director 2pp 
23927 064 24X Flclie 50-000,84/09/01,8400060324 
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B4OB130393 Final Deficienci/ Rept CRDC 49(02)3 re GE water level 
transmitters of incorrect range in reactor pressure vessels 
fnitiallg reported on B20312 OF issued field disposition 
instructions to charge to narrow-range transmitters 
EDELHANi H R Cleveland Electric Clluminating Co 04/OB/Ol 

KEPPLERj J G Region 3, Office of Director 2pp 26011 106 24X 

Fiche 50-440, 04/00/01 < BdOD 130393 


B40BS2049B Final deficiency repfr re condition of Div 1 Class lE bus 
during loss of offsite power Initially reported on 940709 
Design change providing contacts closed in remote position 6 
open in local position Initiated 

EDELMAN, M R Cleveland Electric Illuminating Co 94/0B/07 

KEi’PLER.vi G Region 3, Office of Director 2pp 26196 0 13 24X 

Flche 50-440,04/00/07,0400220490 


0400220502 Supplemental final deficiency rept re poor wor timanship in 
two HPCS diesel generator local panels Discrepancies in 
notlconf ormance ropts will be resolved by 040030 
EDELMAN, « R Cleveland Electric I 1 1 uai inatlng Co B‘4/OB/09 

KEPPLERiJ Q Region 3, Office of Director Ip 26196 012 24X 

Ficho 50-440.04/08/09,0400220302 


0400160394 Forwards "Design Review of Engine Base Bearing Caps for 
TDI DSRV-16 Diesel Engines " 

RAY.C L TDI (Transa.'ierlca Dolaval, Inc ) Owners Group 04/00/10 
DENTON, H fi Office of Nuclear Reactor Regulation. Director 2pp 
26091 147 24X Fiche 30-000,04/00/10, 0400160394 


— 840B160403 "Design Review of Engine Base 6 Bearing Caps for TDI 
DSRV-16 Diesel Engines " 

* Failure Analysis Associates FAAA-S4-6-53 B4/OB/31 44pp 

26091 149 24X Fiche 50-000.84/00/10.0400160394 


9400240115 Forwards SER re TDI Owners Group program plan SER addresses 
design review/quality revalldation program, testing 6 insp, 
maint b surveillance b sets forth requirements for operation 
prior to completion of program plan 

EISENHUT, D 0 Division of Licensing 04/08/13 GEORGE, J B TDI 
( Transamerica Delaval, Inc ) Dinners Group Ip 26235 194 24X 

Ficho 30-000. 04/08/ 13. B4O024OI 13 


•*-8409240137 Safety evaluation of TDI Owners Group program plan Based on 
BNWL eval uation, p Ian incorporates essential elements needed 
to resolve outstanding concerns re reliability of TDI 
engines for nuclear svc 

e NRC - No Detailed Affiliation Given 04/00/13 21pp 
26235 193 24X Fiche 30-000,04/00/13.8400240113 


0400160395 Forwards "Design Review of Elliott Model 900 Turbocharger 
Used on TDI DSR-4B 5 OBRV-16 Emergency Diesel Generator 
Bets," representing final QA verified rept Addl copy 
forwarded to BNWL, per NRC request 

RAY. C L TDI (Transa.ner ica Delaval, Inc > Owners Group 84/0B/14 
DENTON. H R Office of Nuclear Reactor Regulation, Director 2pp 
260B6 163 24X Fiche 50-000.04/00/14,8408160395 


--B408160397 "Design Review of Elliott Model 900 Turbocharger Used an 
TDI DSR-48 ti DSRV-16 Emergency Diesel Generator Sets " 

» Failure Analysis Associates FAAA-04-5~7 B4/07/31 6tpp 

26000 I6S 24X Fiche 50-000.04/08/14,0400160393 


8400300054 Interim deficiency rept re concave 2 1 unequal leg filler 
welds installed in reactor bldg by Johnson Controlsrlnc 
Initially reported on 040710 Indoctrination b training given 
to personnel Final rept eipected by 050111 

EDELMAN, M R Cleveland Electric Illuminating Co 04/08/17 

KEPPLER.J G Region 3, Office of Director 2pp 26307 238 24X 

Fiche 50-440,04/00/17,8408300034 


8408290179 Forwards response to 040723 request for addl info on repts 
submitted by TDI Diesel Generator Owners Group 

RAV.C L TDI (Transamerica Delaval, Inc 1 Owners Group 04/08/23 
SERLINGER.C Office of Nuclear Reactor Regulation# Director 12pp 
26289 221 24X Fiche 50-000,84/08/23.0408290179 


V Operator Enaninations 


0408140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc, except info for examiners 
WALKER, R 0 Region 3, Office of Director 04/00/10 Michigan, 

Unlv of, Ann Arbor, MI 2pp 26051 198 24X Fiche 50-000, 

04/00/10, 8408140426 
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B40B030145 Forwards summary forms on equipment for SORT K pump h valve 
operability review team audits by Equipment Qualification 
Branch Floot response spectra X. valve qualification program 
description end 

EDELMAN. M R Cleveland Elecliic Illuminating Co 04/07/25 
YDUNGULOBD, B J Licensing Branch 1 dOOpp 25912 Q6l 24X 
Fiche 50-440, 04/07/25. 0108030145 


0408070184 Forwards summai y forms for one NSSS U one ba lane e-of-p]ant 
item Identified for upcoming SORT audit Forms provide 
supplemental info to 040725 Itr 

EDELMAN, M R Cleveland Electric Illuminating Co 84/08/02 
Y8LtNCDLQ0D, D J Licensing Branch 1 J5pp 25950 001 24X 

Fiche 30-440,04/08/02.8408070104 


8400070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re availability of 
Suppl 1 to NUREC-0933. "pr v or i t I t a t 1 On of Generic Safety 
Issues " Svc list end 

EISENHUT, 0 G Division of Licensing 84/08/06 Consolidated 
Edison Co of New York, Inc I8pp 26129 238 24X 

Fiche 50-000,84/08/06,8408070110 


0408100005 Requests rev to QA pioQiam submitted on 030602, to fully 
comply w/requirements of Paragraph (3)(iii} of 
lOCFRSO 55(f> Response requested within 30 days of ltr 
receipt 

SPESaARD.R L Region 3, Office of Director 84/00/06 EDELMAN, MR 
Cleveland Electric Illuninating Co 2pp 25990 loi 24X 
Fiche 50-440,84/00/06,8400100005 


0400200275 Generic Ltr 84-20 to all licensees of operating reactors & 
applicants for OLs ro scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Svc list enc 1 

EISENHUT. D G Division Of Licensing 84/08/20 Consolidated 
Edison Co of New York, Inc 17pp 26276 244 24X 

Fiche 50-000,84/08/20,8400200275 


E NRC Safety Evaluation Report (SER), suppls 6 correspondence 


8408270320 Forwards addl clarifications to Rev 3 to Emergency Plan 
0M-15A submitted on 040428 Clarifications Include changes to 
plan per SSER 4 6 will be Incorporated Into Rev 4 
EDELMAN, M R Cleveland Electric Illuminating Co 84/08/20 
DENTON, H R Office of Nuclear Reactor Regulation, Director 12pp 
26343 266 24X Fiche 50-440.84/08/20,0400270320 


0408290396 Summary of B40619 meeting w/util,TERAi Illinois Power Co 6 
Oovt Accountability Project in Oethesda.MD re plant-specific 
responses to hydrogen control SER License Condition 5 List 
of attendees l« vieugraphs end 

8TEFAN0, J J Licensing Branch I 04/00/20 YOUNGBLOOD, D d 
Ll-ce-nslng Branch 1 I3pp 263 i 0 OOt 24X Fiche 50-4 40,84/00/20, 
8400290396 


F Security, medical, emergency Sc fire protection plans 


0400270320 Forwards addl clarifications to Rav 3 to Emergency Plan 
0M-15A submitted on 010420 C lari f i cati ons include changes to 
plan per SSER 4 8c will be incorporated Into Rev 4 
EDELMAN, « R Cleveland Electric Illuminating Co 84/00/20 
DENTON, H R Office of Nuclear Reactor Regulation, Director 12pp 
26343 266 24X Fiche 50-440,84/00/20,8408270320 


0408310171 Forwards IV Hoven* NOAA, comments re emergency meteorological 
capabilities Comments based on review of NUS-4336, 

"Description of Perry Nuclear Power Plant Emergency Offsite 
Dose Calculations " Connents should be reviewed 
YOUNGBLOOD, 0 J Licensing Branch 1 TIN D-7527 84/00/22 

, EDELMAN. M R Claveland Electric Illuminating Co lOpp 26351 340 
24K Fiche 50-440.84/00/22,8400310171 


0. Adjudicatory correspondence 


B4O8I4D402 Informs that Jefferson Township Trustees request 8, support 
installation ti natnt of independent monitoring facilities & 
procedures at 6 around facility Served on 840014 

WISE#C L Ashtabula County, OH DS0 028 84/07/18 NRC - No 

Detailed Affiliation Given Ip 26060 279 24X 

Fiche 50-440,04/07/18,0400140482 
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'“0400020 1 Annu.al Financial Kept 1903 

RDGERSp J T , CpL£< ^ N Petmsgl vania Paujer Co 03/12/31 37pp 
25006 170 24 X Fiche 50-440- 04/07/20, 940B0201 18 


0 Inspection reports. [£ Dulletins t correspontfon-c e 


S40B090293 Forwards IF Insp Repts 50-440/04-09 S- 50-44J/B4-09 nn 
040301-0630 notice of violation 

MA9NIC/.R F Region 3. Office of Olrector 04/07/10 EDELMAN, K R 
Cleveland Electric tlLuninating Co 2pp 25994 173 a4X 
F I c h e 30-440 , 84/07/ 1 0. 0400090293 


—0408090304 IE ln«P Rep ts 50-440/84-09 8 - 30-441/04-09 on 040301-0630 
Noncomp I lane e noted failure to fallow tagging procedui'e 
KNOP.R C Region 3, Office of Director 04/07/10 Bpp 
25994 176 a4X Fiche 50-440,84/07/10,0400090293 


0407250329 IC Info Notice 04-57, "OpeTating E»pBrience re Npisture 
Intrusion in Saf atg-Re 1 ate d EioctrlcaJ Equipment at 
Commercial Power Plants " Sve list end 

JORDAN/ E L Division of Einergcncy Preparedness & Eng ineer ing 
Response (Post 830103) 84/07/27 Consolidated Edison Co of New 

York, Inc Il9pp 23869047 24X Fiche 30-000,04/07/27/0407290229 


0400070401 Informs t 6 at neu sgs of ac Icnowledg ing receipt of licensee 
correspondence ro nonconp 1 1 ance found during insp 
1 nstl tuted/ ef f ec tl ve 840820 Preprinted form will bp used 
rather than Itr 

KEPPLEft/J G Region 3. Office of Director 04/00/03 

Cofmonwealkh Edison Co 3 pp 25742 100 S4X Fiche 90-00 0» 04/08/03, 

0408070401 


0400010333 IE Infn Notice 84-59/ "Deliberate Circumventing of Station 
Health Ph(|slcs procedures Sve list end 

JORDAN, E L Division of Emergency Freparedneas 4* Engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co of Nbu 

York. Inc L 22 pp 26060 001 24X Fiche 50-000/04/08/06/8400010333 


0408010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement '* Sve list eiic 1 
JORDAN/ E L Division of Emergency Preparedness 4, Engineering 
Response (Post 030103 ) 04/08/06 Consolidated Edison Co of Neu 

York/ Inc I23pp 26067 150 24X Fiche 50-000/ 04/O0/O6» 8408010337 


6406070120 IE Info Notice 04-61, "Over exposure of Diver in PUR 
Refueling Cavity *’ Bve list end 

JORDAN/ E L Division of Emergency Preparedness 4t Engineering 
Response (Post 030103) 04/08/05 Consolidated Edison Co of New 

York. Inc 120 pi> 26129 110 24X Fiche 90-000.84/08/08,0408070120 


0406070376 IC Info Notice 84—62, “Therapy tllsadmini s trat i ons to 
Patients Undergoing Co-60 Teletherapy Treatments “ Sve 
list end 

GRACE/ J N Division of QA, Safeguards 4c Inspection Programs IPost 
030103) 84/OB/tO Consolidated Edison Co of New Vorki Inc. 

l2Spp 26130 001 24X Fiche 90-000.04/08/10,8400070376 


04O027O27B Forwards Insp Repts 50-440/84-16 t 50-441/04-15 on 
040717-20 No none ompl lane e noted 

PAPERIELLa,C J Region 3. Office of Director 84/00/10 

EDELMAN/N R Cleveland Electric Illuminating Co 2 pp 26298 159 

24X ricbo 50-440.04/08/10/8403270270 


'-8408270288 Insp Repts 30-440/04-16 «< 30-441/04-13 on 040717-20 No 
Violations or deviations noted Major areas Inspected' 
preoporat ional radiological environ monitoring program 
review of chemistry tx rad 1 ochemls tr y program 
QESTMANN/M J , SCHUMACHER/ M C Region 3/ Office of Director 
04/08/10 6 pp 26258 161 24X Fiche 90-440/04/00/10,8400270270 


0400100009 IE Info Notice 04-63. “Defective RHR Replacement Piping '* 
Sve list end 

JORDAN/ E L Division of Emergency Preparedness ^ Engineering 
Response (Post 8301031 04/08/13 Consolidated Edison Co of New 

York, Inc ll9pp 26197.218 a4X Fiche 50-000, 04/00/ 13/ 8400100009 


8400300179 Forwards Insp Repts 30-440/84-07 V 90-441/84-07 on 
840409-12 0604-07 4< notice of Violation Requests audit of 

records to assure insp repts contain adequate info re 
identification of item inspected e< results of insp 
LITTLE/ W B Region 3. Office of Director 84/08/14 EDELMAN.M ft 
Cleveland Electric Illuninatlng Co 2pp 26313 271 24X 

Fiche 50-440/04/08/14,8408300179 


— 8400300186 Notice of violation from Insp on 840409-13 i 0604-07 
LITTLE, U S Region 3, Office of Director 84/08/14 2pp 
26313 273 24X Fiche 50-440, /O0/ 1 4. 0400300179 
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0409300196 Jrisp Hep*-:. fJ-440 '04-07 < 5u-4U '04-07 on 940409-12 L 

Oi04-07 Hone onp 1 1 30'- e njted failuie to assure that Gilbert 
/Sssoc ad&qua^-ely revieued * vOnPieij gaf etg-i ela ted 
schematic ^ uiring diagramv re standby liquid control 
NAIDU H R , CHRISTf'JT E FALEVITS Z Region 3 Office of 
Director QA/OB/\A 2 = pp 2«-3t3 2'5 24 X F i c h e 30-440, 84/08/ 14- 

0400300 1*»9 


8400090261 Final Deficiency Rept le lie*, t inq holis e Class IT 

penetrations 11R72) Initially reported oti 8308*4 Engineering 
Change Notice 21B02-36J-03 initiated fo ru^'ise piDCutement 
spec to pel mi t use of ASUL Code Case 11242 

EDELMAN M R Cleveland Electric 11 i uflimfit i ng Co 84/07/26 

KEPPLER/ J 0 Region 3, Office of Director I'pp 23994 203 24^ 

riche 50-440, 84/07/26. 8408090P61 


84O01OOO3B IE Info Notice B4-64, QWR HPC I Initiation Scal-In ?. 
Indication " S\.c list end 

JORDAN. E L Division of Emergency Preparedness » Engineering 
Response (Post 0331031 G4/03/13 Consolidated Edison Co of Hew 

York. Inc I04pp 26193 093 24/ Fiche 50-000,04/00/15,0408100038 


8400060102 Furuiards "Emergent ij Diesel Geneiator Auiiliat'y Module 
Conti ol Wiring t Tef m i na 1 1 on Qua I i f i c =»t i on Reviesj " Adril 
copies sent to UNWL 

RAY.C L Till ( Tr^rsamer i ca Delaval, Inc > Oumpi s Oioup 84/0//2/ 
DENTON. H R Office of Nuclear Reactor Regulatioti. Diioctnr 2pp 
25932 137 34/ Fiche 50-000 94 ^07 /?/, 0400060 1 02 


0400100021 IE Info Notice 04-65, Ondeirated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment ' Sve 
list enc 1 

JORDAN E L Division of Emergency Preparedness Z, Engineering 
Response (Post 030103) 84/03/16 Consolidated Edison Co of New 

Yorl, Int liapp 26193 001 34X Fiche 50-000,84/08/16.8400400021 


— 0408060130 “Energenty Diesel Generator Atuillaiy Module Control Wiring 
fi Termination Qua 1 i f i ca 1 1 on Reviow " 

* Stone t Webstei Engineoring Corp 04/07/31 36pp 2593r? 139 
24X Fiche 50-000,84/07/27 010006010? 


0400100055 IE Info Notice 04-66, Undetected Unavailability of 
Turbine-Driven Aunliary Feeduater Train Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness f Engineering 
Response (Post 0301031 84/03/17 Consolidated Edison Co of New 

York, Inc 120pp 26276 001 a4X Fiche 50-000,84/08/17,8400100055 


0400090140 Final Deriviencg Rept CRDC 93 <q.i)J 
u/standby diesel generatoi loose flexibin c 
hubs supplied by TDI Initially reported on 
Also reported per pat t 21 

EDELMAN. M R Cleveland Electric Illumhuiti 
KEPPUEft. J G Region 3, Office of Ditoctoi 
Fiche 50-440,84/07/27,8400070140 


le potential problem 
oupling drive 
840 1 JO 

ng Co 04/07/27 

app P5993 176 L>4X 


0400140200 IE Info Notice 84-67, "Recent Snubber Inservice Testing W/ 
High Failure Rates " Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness Z, Engineering 
Response (Post B30103) 84/03/17 Consolidated Edison Co of New 

York, Inc 122pp 26276 122 SdX Fiche 50-000.04/00/17,0400140200 


8400210142 IE Info Notice 84-60, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " S’'c list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) Q4/0B/21 Consolidated Edison Co of New 

York, Inc llSpp 26329 008 24X Fiche 50-000.84/08/21,0408210142 


04O82BO129 Ac k receipt or S40B17 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rents 50-440/84-09 6 
50-441/84-09 

* Region 3, Office of Director 84/00/23 Cleveland Electric 
Illuminating Co Ip 26274 343 24X Fiche 50-440.04/00/23, 

040020012? 


0403200131 Respmds ♦o NRC 040710 Itr re violations noted in IE Insp 
Repts 50-440/84-0° & 50-441/34-09 Corrective actions 
mechanical foreign items identified w/properly initiated tag 
t placement of tag documented in log book 

EDELMANi M R Cleveland Electric Illuminating Co 84/00/17 

WARNICH.R F Region 3, Of rice of Director 3pp 26274 344 24X 

Fiche 50-440,84/00/23.0408230129 


S Reportable occurrences. LERs \ related correspondence 


6400060324 Forwards * Design Review of Elliott Model 650 Turbochargor 
Used on TOl DSKV-12-4 ? DSRV 20-4 imergcncy Diesel Generator 
Sets " 

RAY.C L TDI ( Transa.rer 1 ca Dclaval, Inc ) Owners Group 84/08/01 
DENTON, H R Office of Nuclear Reactor Regulation. Director 2pp 
25927 064 24X Fiche 50-000.84/08/01,0408060324 


8408130393 Final Deficiency Rept CROC 49(02)3 re GC water level 
transmitters of incorrect range in reactoi pressure vessels 
Initially reported on 020312 OE issued field disposition 
instructions to change to natrow-range transmitters 
EDELMAN, fl R Cleveland Electric Illuminating Co 04/08/01 

KEPPLER.J G Region 3, Office of Director 2pp 26011 106 24X 

Fiche 50-440.84/08/01.8400130393 


0400220498 Final deficiency rept re 
during loss of offsite power Init 
Design change providing contacts 
open in local position initiated 
EDELMAN. M R Cleveland Electric 

KEPPLER.J G Region 3, Office of 

Fiche 50-440,04/08/07,0408220498 


condition of Div 1 Class 
lally loportod on D40Z09 
closed in remote position 

Illuminating Co G4/0B/O 
Director 2pp 26196 0 


IE 

6 


/ 

13 


b us 


24X 


8408220502 Bupplenontal final deficiency lept re poor woikmanship in 
two HPCS diesel generator local panels Discrepancies in 
nonconformance repts will be resolved by Q4OQ30 
EDELMAN, M R Cleveland Electric Illuminatlriq Co 04/00/09 
KEPPLER.J G Region 3, Office of Director Ip 26196 012 24X 

Fiche 50-440,04/08/09,0406220502 


0403290062 Forwards "Investigation of Types AF i, AE 
Rept supercedes D40R27 submittal 

RAY.C L TOl ( T^ansameri ca Delavai, inc > Owners 
DENTON, M R Office of Nuclear Reactor Regulation. 
24690 045 24/ *-lc*,e 50-000,04/05/24,8405290062 


Piston Skirts " 

Group 84/05/24 
Director 2pp 


"0403290075 '“Investigation of Types AF t AE Piston Skirts " 
* Failure Analysis Associates FAAA-84-2-14 04/05/23 

24X Fiche 30-000.04/05/24.0405290062 


120pp 


0405290179 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shorehan L Grand Gulf Nuclear Power 
Stations " 


RAVi C L 
DENTON, H R 
24692 090 


TDI (Transa.rer 1 c a Delaval. Inc ) Owners Group 84/03/24 
Office of Nuclear Reactor Regulation. Director Sop 
24X Fiche 50-000.04/05/24,8405290179 


>>1 SNyu t consultant, Olr.ctlu fro 
FaAA t. TDI Ounors Sroup at 840622 maettnj Draft "Dvarvieu of 
Repts. Analysis 6 Recomnendat ions re Main Propulsion Engines 
H/V Columbia" «ncl 


ALZHEIMER. J 
Lab oratories 
25926 173 24/ Fiche 


Battelle Memorial Institute. Pacific Northwest 
04/06/20 MILLER. M Division of Licensing 
0-000. 84/06/28, 0400060405 


I 50pp 


8408060050 Forwards Infq addressing open it 
TDI Diesel Generator Owners Group 840622 
RAY.C L TDl (Transa.nerica Delaval. Inc 
SERLINGER.C Director's Office. Office o 

Enforcement 43pp 23933 133 a 4 X Fich 

0400060050 


ems identified in NRC/DNWL/ 
meeting 

) Owners Group 04/07/10 
f Inspection and 
e 30-000,84/07/10, 


840B160394 Forwards "Design Review of Engine Hasp f 
TDI DSUV-16 Diesel Engines " 

RAY.C L TDI (Transameri ca Delaval, Inc ) Ownei s 
DENTON. H R Office of Nuclcat Reactor Regulation, 
26091 147 24X Fiche 50-000,84/08/10.0400160394 


Hearing Caps for 

Group 84/00/10 
Director 2pp 


•0400160403 "Design Review of Engine Rase t IleaTlnn 
DaRV-16 Diesel Engines " 

« Failure Analysis Associates FAAA-HA 6-53 
26091 149 24X Fiche 50-000,04/00/10.8408)60394 


Caps for TDI 
04/08/31 44pp 


8408240115 Forwards 8EH re TDI OwneT s Group pi ogram plan UER addresses 
design review/quality revalidation program, test ing 6 insp, 
maint ^ surveillance » sots forth requuoments for operation 
prior to coinplotiDn of progtaf^ plan 

EISENHUT, D G Division of Licensing 64/00/13 GEORGF. J □ TDI 
i Traiitiamer i c a Delaval. Inc ) Duners Groua le 26255 194 
Fiche 50-000,04/08/13.8400240115 ^ i.ac'J5W4 24X 

eyalua»ion of TDI Owners Group program plan Dasetl o 
DNWL evaluation, plan incorporates essential elements needed 
to resolve outstanding concerns re reliability of TDI 
engines for nuclear sve 

# NRC - No Detailed Affiliation Given 84/00/13 21pp 
26255 195 24X Fiche 50-000,04/00/13,8408240115 


0408160393 Forwards "Design Review of Elliott Model 90G Turbocharnar 
Used on TDI DSfl-4B ^ DSRV-16 Emergency Diesel Generator 
Sets. representing final QA verified rept Add! CODU 
forwarded to BNWL. per NRC request 

Dolaval, Inc ) Ownei s Group 04/00/14 
26009 Reactor RogulatloM, Director 2pp 

96068 163 24K Fiche 50-000.84/08/14,6408160395 
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--64Q31603t 7 'Design lou r f t i 1 1 cl 1 1 Model I urboc ha rge r Used on 

TDI DSFl-4fl ♦. DSR\/”16 Eme i g enc nj Die^uJ Generalor Sets " 

# failurt< Knalcj^^^ Assot lutes FAAm-B< 1-5-7 B4''07/3l Alpp 

26008 I6‘5 24X Tithe 50-OOu e4'0H/14 B40B160395 


8408290)79 Foruards response to 0^0723 lequest for add) info on repts 
submitted by TDt Diesel t>eneia»-or Duinei *, Group 

RAV# C L TDI I Transamer i i.a Dol=jvalr Inc ) Owners Group 04/OS/23 
BERLiNGCRrC OFfic® ot Wuclnai Reactor Regulaticini Director I2pp 
26209 221 24X ficho 00-000-84 08/33,8400290179 


V Operator Eianinations 


Q408140426 Provides address foi transmitting all operator licensing 
correspondence to Region 111 orL-eicept into for examiners 
WALKERiR D Region 3. Otflcc ot Director 84/00/10 Michigan* 

Univ of- Ann Arbor* MI 2pp 26051 198 24^ Ticho 90-000. 

64/08/10, 8400140426 


docket 50-443 SEADRDOK NUCLEAR STATlOl', UNIT 1 


A App i 1 ca t lon/cons true 1 1 on stage documents 7* correspondence 


6408070332 Forwards correspondence from two cable manufac turers re 
apparent devia^’ion from FSAR concerning cable liay loading 
criteria foi heavy pojer cables Effect on ampacity 
insignificant Proposed FSAR change end 

DEVINCENTIS. J Nankee Atomic Electric Co DEVlNCENTIS. U Public 
Service Co of Neu Ha-mpshire 84/07/12 KNIGHTON. 0 W Licensing 
Branch 3 lOpp 25945 179 24X Fiche 50-443,04/07/12.0408070332 


0408130217 Accepts conditionally util 040622 request to use A8ME Code 
Case N-360 for application in pressure testing of piping 
associated u)/discharge side of Code Classes 2 t* 3 
centrifugal pumps Case should be documented in FSAR 

KNIGHTON* G W Licensing Branch 3 04/07/30 HARRISON^R J Public 

Service Co of Ncu Hampshire 5pp 26050 325 24X 

Fiche 50-443,04/07/30*0408130217 


04OBO9O497 Summary of 840717 meeting w/West i nghouse Owners Steam 
Generator Tube Rupture Subgroup in nethesda*MD re proposed 
steam generator tube rupture generic program List of 
attendees t vleugraphs enc 1 

SINGH* a K Licensing Branch »1 04/07/31 Licensing Branch 3 

I8pp 20903 130 24X Fiche 50-000,04/07/31,0408090497 


0400070110 Generic Ltr 84-19 to all licensees of operating reactors* 
applicants for OL 5 t holders of CPs ro availability of 
Suppl 1 to NURCC-0933- "Pr i or i 1 1 liiti on of Generic Safety 
Issues " Sve list enc I 

EISENHUT.D G Division of Licensing 84/06/06 Consolidated 
Edison Co of Now York* Inc iQpp 26129 238 24X 

Ficho 50-000.04/03/06*8400070110 


04001603/1 Forwards nonpi op i ie tary WCAP-10566 !* proprietary MCAP-10967. 
"Technical Bases for Elininating Laige Primary Loop Pipe 
Rupture <" per Generic Ltr B4-04 *t application for 
withholding info Proprietary rapt withheld (ref 10CFR2 790) 

DE VINCENTIS.J Yankee Atomic Electric Co DE VINCENTIS* J Public 
Service Co of New Hampshire 84/08/09 KNIGHTON, 0 W Licensing 
□ ranch 3 2pp 26091 099 24X Fiche 30-443,04/00/09.0408160371 


— 0408160373 Requests withholding of stated proprietary rept from public 
disclosure \rof lOCFRa 790) Atfidavlt CAH-B3~60 end 
NIESEMANN*R A Resting house Electric Corp 84/06/07 DENTON* H R 
Office of Nuclear Reactor Regulation* Director 6pp 26091 101 
24X Fiche 50-443.84/03/09,0400160371 


— 8400160378 Nonproprietary "Technical Bases For Eliminating Large 
Primary Loop Pipe Rupture as Structural Design Oasis for 
Seabrook Units 162" info deleted (ref 10CFR2 790) 

SWAMY, S A * CLARK, H F , LEE. Y S Westinghouso Electric Corp 
WCAP- 10566 84/06/30 40pip 26091 107 24X 

Fiche 50-443* 84/08/09* 8408160371 


0400230301 Summary of 040339 mg t meeting w/util in DethesdaiMD re 
status of facility eng ineer i ng, c ons t 1 1 cons ing* star tup, 
operations It QA Viewgraphs ?* attendence list end 
NERSES* V Licensing Branch 3 04/00/16 Licensing Branch 3 

67pp 26230 269 24X Fiche 50-443*84/08/16*0400330301 


0400200275 Generic Ltr 84-30 to all licensees of operating reactors & 
applicants for OLa re scheduling guidance for licensee 
submittals of reloads that involve unrevaewed safety 
questions Sve list end 

EISENHUT.D G Division of Licensing B4/O0/2O Consolidated 
Edison Co of New lork, Inc I7pp 26276 244 34X 

Fiche 50-000. 04/00/20* 8400200275 


E NRl Evaluation Report (6ER', suppls f correspondence 


0400070361 f>t)Sf>wrd£ •'O NRC review of util confoimancp to NUREG-0737. 
Suppl 1 3ER Outt*- .and ing Issue 19 NRC concerns re sys 
f unc t lort, ias k analysis t con*ro-l room inventory addressed 
Emergency lesponse procedure piogiam eiic] 

DEVlNCErn l&, J Vjnkee Atomic Electric Co DEVINCENT IB. J Public 
Service Co of New Hampshire 04/0 7/30 KNIGHTON, 0 W Licensing 

Branch 3 202pp 25944 234 24X Fiche 50-443*04/07/30.8400070362 


F Security, medical* emergency ' fire protection plan-s 


0407300009 Summary of 840711 meeting u/utll in Bethesda.MD re revs to 
fire protertion rept Meeting notice i attendance roster 
end 

SlNOHiB K Licensing Brarich 3 84/07/19 Licersing Branch 3 

5pp 25816 333 24/ Fiche 50-443,84/07/19*8407300089 


0408070362 Responds to NRC review of util conformance to NUR'EO-0737. 
Suppl l.SER Outstanding Issue 19 NRC concerns re sys 
function, task analysis 6 control room inventory addressed 
Emergency response procedure program encl 

DE'/INCentis, d Vankee Atomic Electric Co DEVINCENf 1 B* J Public 
Service Co of Neu Hampshire 84/07/30 KNIGHTON* G M Licensing 

Branch 3 203pp 25944 204 24X Fiche 50-443.84/07/30.0400070363 


— 0400070365 fle\ I to Emergency Response Procedure 031300* ^^Reactor Tr 
or Safety Injection " 

• Yankee Atonic Electric Co 04/06/05 25pp 25943 1 OO 24X 
Fiche 30-443.04/07/30-0 4 08070362 


G Adjudicatory correspondence 


8406010201 Ac k receipt of 040723 ltr inviting comments on rept 
describing visit to facility Staff will not file comments on 
rept 

PERLIS, R G Hearing Dranch 3 DSD 6B4 84/07/31 ASSEL9TINE, J K 

Comm saioners 2pp 25S34 354 24X Fiche 50-443*04/07/31* 

8400010201 


8400070403 Informs that NRC will not be filing any comments on rept 
describing Asselstlne visit to uttl 

PERLIS. R G Hearing Branch 3 DSD BOB 04/07/0! AS5EL8TINe*J K 
Commissioners 2pp 25942 102 a4X Fiche 50-443. 04/07/31, 
8400070403 


8400140-436 Informs that Town of Durham ujill not file commont* or 
rept describing visit to facility Related correspondence 
STILES* N W Durham. NH DSfl022 04/08/06 ASSELSTINE* J K 
Comnl ssioners ]p 26060 360 24X Fiche 30-443,84/08/06. 

8400140436 


0408240234 Petition for enforcement t* m6,tion fni suspension of const 
Commission cannot find that const at plant can be conducted 
w/reasonablc assurance of safety must suspend authority 
for const until owners obtain amend bo CP 

CURRAN* D . JORDAti* (J S liew England Coalition on Nuclear Fatlution 
JORDAN* W S Harmon L Weiss DSB 262 84/08/22 Office of 

Nuclear Reactor Regulation* Director 23pp 26227 331 24X 

Fiche 30-443.84/00/22.8408240234 


0 inspection reports' IE Bulletins t< c or resp ondcnc e 


0400170109 Forwards l£ Const Appraisal Team Insp Rept 50-443/84-07 an 
040423-0304 t 14-23 Conmuniic atlon deficiencies resulting 
fron ineffective mgt of interfaces demons trafced Exeegtivo 
summary t list of potential enforcement actions end 
DEYQUNQ.R C Director's Office. Office of Inspection and 

Enforcement 84/07/18 NARRISONjR J Public Service Co of New 

Hampshire 9pp 26130 078 24X Fiche 50-443.84/07/18*04 0817010'? 


— Q40B170117 FE Const Appraisal Team Insp Rept 30-443/84-07 on 
040423-0304 6 14-23 Violations noted failure to identify 
nonconformances t< take corrective action for control of 
cable i dcntl f Icatlon t mai kings 

PEACH* A P . 0E0RGIEV*0 » . R8HRBACHER*R A Heactor Construction 
Dranch 94/06/28 lOlpp 26130 087 24X Fiche 30-443.84/07/10. 

0400170109 


— 8400170117 IE Const Appraisal Team Insp Rept 30-443/84-07 on 
840423-0504 h 14-25 Violations noted failure to identify 
nonconformances take corrective action for control of 
cable identification ^ markings 

BEACH* A B . PHILLIPS, H H , WONG. H J Reactor Construction Branch 
04/06/20 lOlpp 26130 0B7 24X Fiche 30-443,94/07/18. 

8400170109 
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— 840Bi70n7 IE Const Appraisal Team Insp Itep t 50^443/04 -0"^ on 
840423^0504 ? 14-25 s'l o I 1 1 r>ns noted failure to identiTtj 
noncon Porinarlc es t tale utiiettive action for control ot 
cable Identification t' mai^ing^ 

BEACHi A B Reactor Construction Branch GRAVi E H Region 1» 
Office of Direci^or NIGHT INCAl E. E Region 3, Office df Director 
84/06/20 iOlpp 26130 087 215( Fjche- 50-143-04/07/10. 

8408170109 


0408130256 Forwards IE Insp ftepts 50-443/04-08 t< 50-444/G4-03 on 
040529-0625 *i notice of violation 

STASaSPECKl I R Division of Project f Resident Pi ograms 04/07/24 
HARRIBGN.R J Public Service Co of New Hampshire 2 pp 26076 352 
a4X FlChe 50-443. 04/07/24. 8400150256 


— 0409150250 Notice of /jolation from insp on Q40529-062S 

# Region 1. Office or Director B4/07/2'4 Ip 26076 354 24X 

Fiche 50-443.84/07/24.0408150256 


”0403150262 IE Insp Rep ts 50-443/84-00 t 50-444/84-03 on 040529-0623 
Violation noted inadecioato storage f preservation of NSBS 
components at Unit 2 

CERNE. A C . WESCOTT. H M Region 1. Office of Director GALLO. R M 
Division of Project 6 Resident Programs 04/07/11 9pp 
26076 355 24X Fiche 50-443.84/07/24.0400150256 


8407250229 IE Info Notice 04-57, ''Operatina Eipeiience re Moisture 
Intrusion iti Safety-Related Eleitncal Equipment at 
Comnercial Pouer Plants " 3vc list encl 

JORDAN. E L Division of Emergency Preparedness f< Engineering 
Response (Post 0301031 04/07/27 Consolidated Edison Co of New 

York. Inc ll9pp 23065047 24X Fiche 50-000.84/07/27.8407250239 


04OBOIO333 IE Info Notice 04-59. "Deliberate Circumventing Of Station 
Health Physics Procedures " Bve list encJ 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 84/00/06 Consolidated Edison Co of Neu 

York. Inc I22pp 26069 001 24X Fiche 50-000.84/00/06,0408010333 


9400010337 IE Info Notice 84-60. 'Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 84/00/06 Consolidated Edison Co of Neu 

York. Inc 123pp 26067 ! SS 24X FlchC 90-000.84/08/06.0408010337 


B40a070t?0 IE Info Notice 04-61. "Overoipneure of Diver in PWR 
Refueling Cavity " Sve list end 

JORDAN. E L Division of Emergency Preparedness Zi Engineering 
Response (Post 830103) 84/00/00 Consolidated Edison Co of New 

York, Inc I20pp 26l29 118 24X Fiche 50-000,04/00/00,8408070120 


8409070376 IE Info Notice 04-62. "Therapy Hi sadministrat ions to 
Patients Undergoing Co-60 Teletherapy Treatments " 8 vc 
list end 

GRACE. J N Division of QA. Safeguards & Inspection Programs (Post 
030103) 84/03/10 Consolidated Edison Co of Neu York. Iric 

I25pp 26130 001 24X Fiche 50-000,04/00/10,8409070376 


9400100009 IE Info Notice 84-63. "Defective RHR Replacement Piping " 
Bve list end 

JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response (Post 630103) 04/08/13 Consolidated Edison Co of Neu 

York. Inc lj9pp 26197 218 24XFicho 50-000,04/00/13,0408100009 


0408100039 IE Info Notice 04-64. "BUR HPCI Initiatipn Seal-In U 
Indication " Sve list end 

JORDAN, E L Division of Emergency Prepared,') es 5 & Engineering 
Response (Post 830103) 84/08/15 Consolidated Edison Co of Neu 

York, Inc i04pp 26193 093 24X Fiche 50-000.04/08/15,0408100038 


408100021 IE Info Notice 04-65, "Und en a ted Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list end 

JORDAN, E U Division of Emergency Preparedness & Engineering 
Response (Post 630103) 04/00/16 Consolidated Ediso-n Co of Net<* 

York, Inc 1 10 pp 26193 001 24X Fiche 50-000.04/08/16,0408100021 


6400100055 IE Info Notice 84-66. "Undetected Unavailability pf 
Turbine-Driven Auiiliary Feedwater Train " Sve list enc 1 
JORDAN; E L Division uf Emergency Preparedness A Engineering 
Response (Post 030103 ) 04/00/17 Consolidated Edison Co of New 

York, Inc isopp 26276 001 34X Fiche 30-000.84/08/17,0400100055 


8408140208 IE Info Notice 01-67. "Recent Snubber Inservlce Testing M/ 
High Failure Rates " Sve list and 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 030103) 04/00/17 Consul 1 dated Edison Co of New 

York, Inc iSSpP 26276 122 24X Fiche 50-000,84/00/17,0400140200 


84002 1 01 4 J If Jdo Ni,»'ice 04-60 Potei'li-il Ddiciency in Improperly 
Rated field Wiring *^0 Solenoid Valves Bvr list end 
JORDAN. F L Division of Emergency Prepai edness V Engineering 
Raspanse (Post □3J1C'3> 01/00 21 C on s o ) i d a ted Edison Co of Neu 

York. Int ll^pp 26327 0 'K 24 < Firhe 50-000,04/00/21.0400210142 


S Reportable oc c uf ( tne es. ILR- ' relatcO u or respondenc e 


8400240332 Submits annotated lequests for followup on potentially 
generic prublen in enc 1 Part 21 rept from Baslet Electric re 
SfRs on nuclear etcitors mounted u/tdo .nuch presBure 
NCRELIOB, C C Ilivisinn of project I Resident Programs B4/04/25 
JORDAN, E 1. Director s Office. Office o( Inspection and Enforcement 
ip 26225 303 24 X FicNt 50-000. 84 '04 25.040024033? 


8408100013 Interim detlcienty t rpt re ciacked concrete pedestals 
supporting diesel genera*' or exhaust silencer tank Initially 
repoi ted on 84070*:! Support t.ye tor exhaust silencers e< 
diesel generator trams redesigned 

DEViNrtNTIS. J fankee Atomic EJettiic. Co DtVlNCENTlS. J Public 
Service Co of New Hampshire 84/07/30 STAROSTECKI, R Division nf 
Project t, Resident Programs 3pp 25990 105 24X 

Fiche 50-443. B4/07/30. 8108100013 


8408100136 Interim dericienuy lept re Limltorque motor operators 
Initially repor*-ed on 040525 Limitorque improved design by 
repl< 3 dng fibei shims u/neta) shims Next rept will he 
submitted by 041031 

DEVINCENTIS, J lankeo Atomic Electric Co DEVINCENTIS, J Public 
Service Co of Neu Hampshire 84/07/30 STAROSTECKI. R Division of 
Project I Resident Programs 4pp 25996 344 24X 

Fiche 50-443. 94/07/30, 8408100136 


0400100003 Interim deficiency rept ic cracked capstan springs in 
Pacific Scientific mechanical shock arresters Initially 
reported an 831024 Caused by improper forming of spring 
tangs during nfg Suspect stiovk ai pesters returned for exam 
DEVINCENTIS, J Public Service Co of New Hampshire 04/07/31 
STAROSTECKI . R Division or Pioject V Resident Programs 4pp 
25990 104 24X Fiche 50 - 443 . 84/0//31 . 0408100003 


DOCKET 50-444 SEADROQK NUCLEAR STATION. UNIT 2 


A Appl ication/cnnstruc tion stage documents t/ c ori espondence 


8408370332 Forwards corr esp ondeni. e fi om two cable manuf ac turers re 
apparent deviation from FSAR concerning cable tray loading 
criteria for heavy power cables Effect on ampacity 
Insignificant Proposed FSAR change end 

DEVINCENTIS. J >ari'<ee Afcumic Electru Co DEVINCENTIS, J Public 
Service Co of Neu Hampshire 84/07/12 KNIGHTON, 0 W Licensing 
□ ranch 3 lOpp 25945 179 24X Fiche 50-443, 84/07/ 12, 0400070332 


0408130217 Accepts conditionally util 840622 i equest to use A9ME Code 
Case N-360 for application in pressure testing of piping 
associated ui/discharge side of Code Clds<^es 2 t 3 
centrifugal punps Case should bo docui<)cntcd in FSAR 

KNICHT0N, G M Licensing Drench 3 04/07/30 HARRISON, R J Public 

Service Co of Neu Hampshire 5pp 26058 325 24X 

Fiche 50-443,04/07/30.8400130217 


0408090-497 Summary of 840717 meeting lu/Wost in g house Owners Steam 
Oencrabor Tube Rupture Subgroup in OethesdsiMD re proposed 
steam generator tube rupture generic program List of 
attendees Z> vieugraphs end 

SINOH.O K Licensing Drench 3 84/07/31 Licensing Branch 3 

18pp 25983 130 24X Fiche 50-000,84/07/31,040009049/ 


8400070110 Generic I tr 04-19 to all licensees of operating reactors, 
applicants for OLs 4c holders pf CPs re availability of 
Suppl I to NURFO-0933, * Pr iorl ti lat ion of Generic Safety 

Issues " Sve list end 

EI 8 eNHUT,DG Division of Licensing 04/08/06 Consolidated 
Edison Co of New >ork, Inc IBpp 26129 230 24X 

Fiche 50-000, 84 /03/06, 8400070 i 10 


8400160371 Forwards nonpropi ietary WCAP-J0566 e< proprietary WCAP-10567. 
"Technical Bases for Eliminating Large Primanj Loop Pipe 
Rupture per Generic Ltr 04-04 h application for 

withholding info Proprietary lept withheld (ref tOCFR2 790) 

OE VINCENTIS. J Yankee Atomic Electric Co DE VINCENT IS. J Public 

Service Co of Neu Hampshire 84/00/09 KNIGHTON. 0 W Licensing 
Branch 3 2pp 26091 099 24X Fiche 50-443,04/08/09.6408160371 


— 8400160373 Requests withholding of stated proprietary ropt from public 
disclosure (ref IOCFfl2 790) Affidavit CAW-83 -80 end 
NIFSEMANN, R A Nestinghousc Electric Corp 84/06/07 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 6 pp B6091 lOi 
24X Fiche 50-443.04/03/09,8408160371 
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— )9i6037fl rionpr Op I I e *-^1 ij TPLhnii.<»l Fot« Eliminating Large 

Primaig loop Pipe Pup'urt' as Sttnttuial Design tJasis for 
SeabloQk Uni*^s 1*2" line Jeletod (ref IOCFR2 790i 
SWAMY S A Ll rtHK H F . S We t *• i ng li du s e Electric Corp 

WCAP- 10566 0-;/O6/3O 'l.jpp 26091 10^ 24X 

Fiche 50-441 P4 /Oa/09, e40fl 1 603 ^ 1 


0408200275 Oener i Itr 84-20 all liCb-nsees of opetafcing rcoctora £< 
applicants for OLs re £chrj<j})iig guidance for licensee 
subnittals of reloads that involve unrevieiiied safety 
questions Sve list end 

EISENHUT, D 0 Division ot Licensing 84/08/20 Consolidated 

Edison Co of tfeu York. Inc I7pp 262/6 241 24X 

Fiche 50-000.84/09/20,8408200275 


E NRC Safety E\al'jation Report (SER), suppls t correspondence 


84080/0362 Responds to NRC review of util confornance to NUREG-0737. 
Suppl 1 I SCR Outstanding Issue 19 NRC concerns le sgs 
f one ti oni task analysis e< control room inventory addressed 
Emergency response procedure program oncl 

DEVINCENTIS. J Yankee Atomic Electric Co 84/07/30 KNIOHTON.OM 
Licensing Oranch 3 202p p 25944 284 24 X Fiche 50-443.04/07/301 

8400070362 


F Secuntyi medical, emergency fn Fire protection plans 


Q4073000B9 Summary of 040711 meeting ui/util in Bethesda.MD re revs to 
fire protection rept Meeting notice t. attendance roster 
enc 1 

SINOHi 8 K Licensing Branch 3 04/07/19 Licensing Branch 3 

5pp 23816 333 24X Fiche 50-443.0.1/07/19.8407300009 


8408070362 Responds to NRC review of util conformance to NUREO-0737. 
Suppl li 8ER Outstanding Issue )9 NRC concerns re sys 
f unc 1 1 on. tas k analy.«is 6 control loom inventory addressed 
Emergency response procedure progi am end 

DEVINC ENTfS. J Nankee Atomic Electric Co DEVINCENTIS. J Public 
Service Co of N«u Ha.rpshire 84/07/30 KNIGHTON. 0 M Licensing 

Branch 3 202pp 25944 284 24X Kiche 50-443.8.1/07/30.8408070362 


—8408070365 Re\ 1 <-o Emergency Response Procedure 0S1300. "Reactor Trip 
or Safety Injection " 

!i Yankee Atonic Electric Co 04/06/05 25pp 23945 10-0 24X 

Fichu 50-443, 04/07/30. 3400070362 


Q Adjudicatory correspondence 


94O0O1O^’O1 Ack receipt or 040723 Jtr inviting comments on rept 
describing visit to taclllti| Staff mill not file comments on 
rep t 

PERLIS. R 0 Hearing Branch 3 DSD 604 04/07/31 A8SELSTINE. J K 

Comnisn loners Yp 25914 354 PAX Firhe 50-443.04/07/31. 
8408010201 


8400070103 In for ns *hat NRC will not tie filing any coabnents on ropl 
describing Asseisiine visit to uti) 

PERLIS. n G Healing Branch 3 DSD 800 84/07/31 ASGELSTINE. J K 

Commissioners Ppp 25943 182 24X Fiche 50-443,84/07/31. 

84080/0403 


B40B140456 Infor.ms that Toun of Durham will not file comments on 
rept describing vi^it to facility Related correspondence 
STILES. N W Durham. NH DSB 022 84/08/06 ASSELSTINE. J K 

ComnihS ionors Jp 26060 360 24X Flche 50-443,84/00/06. 

8400140456 


8408240234 Petition for enforcement t motion for suspension of ennst 
Commission cannot find that const at plant can be conducted 
u/r easonab 1 e assuiance of safety i< must suspend authority 
For const until ounets obtain amend to CP 

CURRAN. D . JORDAN. U 5 New England Coalition on Nuclear Pollution 
JORDAN. W S Harmon *. Weiss DRD 262 04/00/22 Office of 

Nuclear Reactor Regulation, Director 23pp 26227331 24X 

Fiche 30-443. 84/00/22. 04OQ24O234 


■Q Inspection reporfs IE Bulletins 6 correspondence 


8408150356 Forwards IE Insp Rofts Sf'-443/04-Oa 50-444/84-03 on 

840539-0623 h. notice of violation 

STAR05TECKI. R Division of Project 5. Resident Programs 84/07/34 
HARRI90N. R J Public gervlce Co of New Hampshire 2pp 26076 352 
24X Fiche 50-443.04/07/34.8408150256 


— 8400150258 Notice of violation from insp on 840529-0625 

♦ Region 1, OFtice of Director 84/07/24 Ip 36076 334 34X 

Fiche 50 443-84/07/34,8 408150256 


—8403150262 IE Insp Repts 50-443/04-00 b 50-444/04-03 on B40529-0625 
Violation noted inadequate scorage *. preservation of NSES 
components at Unit 2 

CERNi-.AC weCL'JT I H n Region 1. OFfice of Director GALLD. R M 
Division of Project 6 Resident Programs &4/07/U 9p p 
26076 353 34Y Fithe 50 -443 04 '07/24 . 8400 1 50356 


8407250229 IE Info Notice 04-57. ‘'Operating Experience re Moisture 
Intrusion in Safety Related Electrical Equipment at 
Commercial Po-jer Plants " Sve list encl 

JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post B30103) 04/07/37 Consolidated Edison Co of New 

York. Inc ti9pp 2S065 047 34X Fiche 30-000.04/07/27,0407350229 


8408010133 IE Info Notice 04-59, ‘'Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Repponsp (Post 830103} 84/00/06 Consolidated Edison Co of New 

York, Inc I33pp 26069 001 24X Fiche 50-000.84/00/06.0408010333 


8406010337 IE Inrti Notice 84-60, ‘Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list enc I 
JORDAN, E L Division of Emergency Pr epar-o if ness 4< Engineering 
Rosponsfl (Post 0301031 04/00/06 Consolidated Edison Co Of New 

York. Inc 123pp 26067 1 5S 24X Fiche 50-000,04/09/06.0408010337 


0400070120 IE Infe Notice 04-61. "Overo i poaur e of Diver in PMR 
Refueling Cavity " Sve list end 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (Post 030103) 04/00/06 Consolidated Edison Co of Nsu 

York. Inc 120pp 26129 il0 34X Fiche 50-000.34/08/08.0409070120 


84080703/6 IE Info Notice 64-63. "Therapy Ml s a dmtn I s tra 1 1 ons to 
Patients Undergoing Co-AO Teletherapy Treatments " Sve 
list enc 1 

ORACLf J N Division of QA. Safeguards & Inspection Programs (Post 
630103) 84/05/10 Consolidated Edison Co of New Yarki Inc 

I25pp 26130 001 34X Fiche 50-000^64/00/10,0408070376 


8408100009 IE Info Notice 64-63, "Defective RHR Replacement Piping " 
Sve list end 

JORDAN. E L Dlvisicm of Emergency Preparedness b Engineering 
Response (Post 630103) 04/00/13 Consolidated Edison Co of New 

York, Inc ll9pp 26)97 216 24X Fiche 90-000.04/08/13.6408100009 


8408100030 IE Info Notice 04-64, "DWR HPCI Initiation Seal-In b 
Indication " Sve list enc I 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 64/08/15 Consolidated Edison Co of Mew 

York. Inc I04pp 26193 093 24X Fiche 90-000.64/08/13.0400100030 


6408100021 IC Info Notice 34-65. ‘‘Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/08/16 Consolidated Edison Co of New 

York, Inc 118pp 26190 001 24X Fiche 50-000.04/06/16.8400100021 


8408100055 IE Info Notice 84-66. "Undetected Una va 1 la b i I i ty of 
Turbine-Driven Auxiliary Feedwater Train '* Sve list enc 1 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/00/17 Consolidated Edison Co of New 

York, Inc I20pp 36376 OOl 34X Fiche 90-000,84/08/17.0408100055 


8408140308 IE Info Notice 04-67* "Recent Snubber Inservice Testing H/ 
High Failure Rates " 8\c list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/00/17 Consolidated Edison Co of New 

York. Inc I22pp 36376 122 34M Fiche 90-000,04/00/17.8400140200 


6408210143 IE Info Notice 04-60, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Sve list end 
JORDAN, C L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/00^31 Consolidated Edison Co of New 

York. Inc USpp 26329 OO0 24X Fiche 50-000,04/08/21.0408210143 


B Reportable occurrences. LERs L related correspondence 


840B2403J2 Submits annotated requests for followup on potentially 
genorir problen in end Part 21 rept from Daslcr Electric re 
SCRs fin nuclear enciters mounted w/too much pressure 
NDRELlUSiC E Division of Project L Resident Programs 84/04/25 
JORDAN. E L Director's Pffice. Office of Inspection and Enforcement 
Ip 26225303 24/ Fiche 50-000,84/04/29.8408240332 
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040B100013 Interin denciency TE-pt rt‘ ci^clieJ concrete pedestals 
supporting dieeel generatoT eihaust silencer tank Initially 
reported on aflO’^02 Siypporl sys for eihaust silencers 4- 
diesel generator trams Tedesigncd 

DE\^INtL«rib. J Vanliee Atomic Electric Co DEVJHCEN1 ISi J Public 
ServirG Co of Neu Hampshire '07/30 STARQSTECKl* n Division ot 

Project ' Resident Programs 3pp 12*1990 105 29X 

riche 50-443, 84/07/30. Q4OJ'Ou0l3 


B40810013ti Interir deficiency rept re Uimitorque motor operators 
initially reported on B40525 Limitoiquc improved design by 
replacing fiber shims u/netal shims Neit rept uiill be 
submitted by 941031 

□E\/lNCEhJTIS. J Yankee Atomic Electric Co DEVIHCENnS* J Public 
Service Co □i' Neu Hampshire 04/07,30 &TAROS7ECKI* R Division of 
Project 4 Resident Programs 4pp ^5996 344 24X 

Fiche 50-443.84/07/30.8400100136 


0408100003 Interim deficiency i ept re cracked capstan springs in 
Pacific Scientific mechanical shock ai Testers Initially 
reported on 031024 Caused by improper forming of spring 
tang4 during nfg Suspect shocii arresters returned for eiam 
□EVINCENTIS. J Public Service Co of New Hampshire 04/07/31 
STAROSTECKI. R Division of Project A Resident Programs 4pp 
25990 104 24X Fiche 50-443.84/07/31.8400100083 


DOCHET 50-443 COnANCHE PEAK SFEAn ELECTRIC STA , UNIT 1 


A AppI 1 cation/cnns ♦‘ruction stage documents * correspondence 


8309130110 Forwards FR notice L Director's Decision DD-83-11 denying 
CASE 030128 lOCFR? 20i petition for show cause order re ITT 
Orinnell V NPS Industries. Inc design criteria for pipe 
supports 

DEVOUNOiR C Director's Office. Office of Inspection and 
Enforcement 03/00/10 ELLIS. Citiiens Association for Sound 
Energy 2pp 25773 323 24X Fiche 50-445.03/00/10,8309130110 


—8309130112 Notice of denial of CASE 10CFR2 206 petition requesting util 
be required to provide documents re ITT Brmnel 4- nPA 
Industries, Inc design criteria for pipe s^upports 
DEVOUNGi n C Director's Q-ffite, Office of Inspection and 

Enforcement 03/00/19 Ip 25975 325 24X Fiche 50-445, 

03/00/10. 0309150110 


—0309130117 Director's Decision DD-a3-l 1, deny mg CASE 03O12B 10CFfl2 206 
petition for show cause ordei re production of ITT Grinnell 
Sc NPS Indus tries, Inc design criteria for pipe supports 
DEVOUNG, R C Director's Office, Office of Inspection and 
Enforcement 93/00/19 app 25975 326 24X 

Fiche 50-445,03/00/10,8309130110 


0311020513 Ack receipt Of 630928 response to notice of violation b 
proposed imposition of civil penalty dtd 030029 Final 
determination re inposition of civil penalty deferred until 
resolution of DDL Case 02 ERA-9 

OEVOUNOiR Director's Office, □fflce of Inspection and Enforcement 
83/10/17 GARV, R J Texas Utilities Electric Co (formerly Texas 
Utilities Generating Co ) 3pp 25975 334 24X 

Fiche 50-445,03/10/17,0311020513 


0303300734 Ack receipt of Citiiene Assoc for Bound Energy petition for 
shQU cause order or, in al terra bive, why util should not 
provide requested documents re component design 
DEyaUN0,fl C Director's Office. Office of Inspection and 
Enforcement 03/03/03 ELUS, J Citlicns Association for Sound 
Energy Ip 25951 358 24/ Fiche 50-445, 64/03/03^ 0303300734 


— 0303300736 Notice of receipt of petition under 10CFR2 206 For order to 
shou cause or, in al ternat tve, why util should not provide 
requested documents re component design 

DEYDUNGjR C Director's Officor Office of Inspection and 
Enforcement 83/03/03 2pp 25951 359 24X 

Fiche 50-443,84/03/03.0303330734 


6400010070 Infor.is that licensee responses to NUnEG- 0737 , Item II F 2, 
"Instrumentation for Detection of Inadequate Core Cooling," 
acceptable SSER input b milestones enc 1 

YOUNGPLOOD, B j Licensing Branch 1 84/07/19 SPENCE. N 8 Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co > 
ISpp 25897 325 24X Fiche 50-445.04/07/19,8408010078 


0400010112 Informs ♦~hat licensee updates to OA organliatinn documented 
In FEAR Amends 42-49 acceptable Evaluation rept for 
inclusion in BSER, prior tp Unit 1 1 icensing, enc 1 

YQUNGdLODDi D j Licensing Branch I 04/07/19 SPENCE, M D Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 

3pp 25873 336 24X Fiche 30-445,04/07/19.0408010112 


040B56G155 No r i f j i. a M on ot- iJ40 r' .nf.etmg w-'iitil in Oethesda, MD tn 
discu^’^ studies It protective Luating^ inside containment 8, 
impact ut- Lujtiu] failures ur. -jump peiformance undOT 
accidiiit conditions 

aURWLLL SB LiLtnsjny Rian.li 1 04 /O**/?* YUUNGflUUOD, D J 

Licent.iny UivSnth 1 Ipp ^3 VIA 24Si Fiche 50-445.84/07/26, 

B4O0O6O15S 


840013044*, Fill wards "ConMol of Heavy Loads (Phase 1 1 -rJUnEQ-06 12 ) for 
Cnmmartche Peak. Units t ?. 2 " draft technical evaluation 
rept 

VO'JNGULaOD. U J Licensing Biar.ch I 84 '0V/2tj SPENCE, M D Texas 
Utilities rieciiii Co (ftirmeily Te.as Utilities Generating Co ) 

3pp 26059 271 24X Fiche 50-445.84/07/26.0408130449 


— 0408130455 C,in*-rol ot Heavy Loads (Phase 1 1 -NUREG- 06 1 2 1 , C omman c b e 
Peak, Units i * 2. ‘ draft technical o.aluation rept 
YEN,! C Inc FlM A-643/ S4/04/30 NRC - No Detailed 

Affiliation Given 40pp 26059 274 24X Flche 30-445,84/07/26. 

0400130449 


0400560165 Responds »-o Generic L tr 83-lOF re resolution of NUREC-0737, 
Item 1 1 K 3 5, 'Auton^tic Trip of Reactor Coolant Pumps " 

Facilities bound by results of Hestinghouse (Dwriers Group 
manual pump trip justification rept 

SCHHIOT.H C Texas Utilities Electiic Co (formerly Texas Utilities 
Generating Co ) 84/07/27 YOUNOOLDOD. D J Licensing Oranch 1 

Ip 25932 197 2TX Flche 50 445,04/07/27,8408060165 


8408090479 Not i f ica** ion of Q40Q03 meeting w/ONL in Glen Rose.TX to 
discuss util responses to allegations re protective 
coating practices 

VIEFTI.A Licensing Branch 3 84/07/27 IPPQLlTD.T A Division of 

Licensing 14pp 25903 160 24X Fiche 30-443,04/07/27,0406090479 


6400030133 Responds to agenda for 840808 meeting at site re pratcctlve 
coatings practices Requests permission to respond to NRC 
questions in writing by 040813 

GEORGE, J □ Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 04/07/31 IPPOLITO, J A Division of Licensing 

Ip 25912 014 24k Flchc 50-443, 04/07/3 1 , 84080301 53 


8408090497 Summary of 040717 meeting w/Westinghouse Owners Steam 
Generator Tube Rupture Subgroup in 0ethesda,hD re proposed 
steam generator tube rupture generic program List of 
attendees & vieugraphs end 

SINGH, 0 K Licensing dranch 3 04/07/31 Llconsing Branch 3 

lepp 25903 130 24X Fiche 50-000,04/07/31.0408090497 


6400090445 Noti f iratinn of canceliafion of 040008 meeting w/BNL in 
Bethesda.ND to discuss util responses to allegations re 
protective coating practices 

VIETlIiA Licensing Branch 3 04/00/01 IPPDLlTD.T A Division of 

Licensing 3pp 23903215 24X Fiche 30-445.04/00/01,0400090445 


8406090503 Ack receipt of 840/31 request for opportunity to respond" to 
840727 meeting notice pn 040003 meeting w/util re protective 
coating practices in writing by 040013 Meeting schedule 
canceled 

IPPOLtro. r A Division of Licensing 04/00/02 GEORGE. J D Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 
ip 25983 127 24X Fiche 50-445.04/00/02,0408090305 


8408070453 Beard Notification 04-124 forwards info re allegations of 
improper const practices on main condensers 
EI5ENHUT, D G Division of Licensing 84/00/03 BLOCH. P , 

JORDAN, N i MCCQLLOii, K Atomic Safety and Licensing Board Panel 
2pp 25971 001 24X Fiche 30-445.04/08/03,8406070455 


— 6408090105 Responds to NRC 040619 1 tr re alleged improper const 
practices involving main condensers OA program not invoked 
because main condenser not safety-re I ated, but activities 
menitored closely Leakage testing b detection discussed 
CLEMENTS, B R Texas Utilities Electric Co (formerly Texas 
Utilities Generating Co » 04/07/09 BANOART, R L Region 4, 

Office of Director 2p p 23971 032 24X Fiche 30-445.84/00/03, 

8400070435 


0400140363 Discusses confirmatory measurements performed by util 
radiochemis try lab on liquid "unknown" samp 1 e supplied to 
NRC ref lab w/knoii,n isotopic activities Isotopic activities 
in liquid sample traceable to NBS lab intercomparl son 
BANOART. R L Region 4, Office of Director 04/00/04 SPENCE. M D 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 3pp 26052 343 24X Fiche 50-445.04/08/04,8400140383 


B40B070110 Generic Ltr 84-19 to ati licensees of operating . eactqrsr 
applicants for OLs 1 holders of CPs re availability of 
Buppl 1 to NURCO-0933. "Priot i ti zatl on of Generic Safety 
Issues " 8vc list end 

EI8ENHUT, 0 G Division of Licensing 84/00/06 Consolidated 
Edison Co of New York, Inc I8pp 26t29 230 24X 

Fiche 50-000,04/00/06.8400070110 



DOCKETED ITEMS 


3S3 


8400330451 Boeird Mo^incatior. SA-i32 tran,ni*:5 tJRC Special Revieu Team 
rept TO 840403-1!^ re i ej of tugt control of consti insp 

S« test pro^ramti 

EISENHUT D C Division ot Licensing 84^00/06 PALLADINO 
Consol ilated Edison Co at fiohj ifork !nc RDDFRTSj ASSELSTINE 
Comini'isj oners 72p p 26031 214 24v Fiche 50-445,84/08/06, 

84080/0495 


8409100050 Informs that docunents re Mai 1984 T-shirt incident 
returned to T Vega on 340720 folloiuing reproduction 
BAMOART.R L Region 4, Of Fife of Director 84/09/06 SPENCE, M D 
Texas Utilities Electric Co (tormorly Texas Utilities Oencrating 
Co > 2pp 25990 038 24X Flche 50-445.84/08/06,0409100050 


B40B1601S7 Forwards table providing desciiption of Amend 51 to FBAR 
MARBHALLiJ S Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > 84/08/08 flURWELL, S 8 Office of Nuclear Reactor 

Ragulationi Director 3pp 260B5 169 24X Fiche 50-445,94/08/08, 

840B160157 


8408170138 Forwards evalua*-ion le resolution of SER Confirmatory 
Issue 5, TMt action plan items t status of review of steam 
generator tube rupture event 

YOUNGBLOOD, B J Licensing Branch I 04/06/09 SPENCE, M D Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 
lOpp 26134 335 24X Fiche 50-443,84/08/09,6408170138 


8408160335 Responds to 040909 request for addl Info re environ 
qoalif ication concerning FSAR data for M&-70, h5-76. ESE-fi7 fc 
ESE-40 & forwards ''Radiation Analysis of Barton Model 286A 
Differential Pressure Indicating Switch test rept 

SCHMIDT, HC Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > 04/00/iO YQUNGDLDOD, B J Licensing Branch 1 

2pp 26005341 24X Fiche 50-445,04/08/10,8400160335 


— 0408160340 "Radiation Analysis of Darton Model S60A Differential 
Pressure Indicating Switch for Texas Utils Oenerating Co " 

RIEDLrT J Texas Utilities Electric Ca (formerly Texas Utilities 
Generating Co 1 EO/i ES( 04 )-l64 04/00/10 7pp 26085 343 24X 

Fiche 50-‘449, 84 /OS/ 10, 0400160335 


6400160412 Submits list of items for which cable splicing in raceways 
justl f 1 Bd, per requirement of Rev 1 to Reg Guide I 79 

SCHMIDT, H C Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Co ) 84/08/10 YOUNGBLOOD, B J Licensing Branch 1 

3pp 26089 336 24X Fiche 50-445,84/00/10,0400160412 


0400200156 Notification of 840014 t( 15 meetings u/utll in New Yorl(>NV 
to conduct audit review of structural analysis on upper 
lateral restraint beam prepared for motions for summary 
disposition 

BUnWEl,L,S B Licensing Branch 1 04/00/13 YOUNGBLOOD, D J 

Licensing Branch 1 3pp 26142 322 24X Fiche 90-443,04/08/13, 

0400200156 


8400200342 Forwards SSER re deferral of listed preoperationa 1 tests 
Proposed deferrals acceptable 

VCUNOQLOODrD J UUensing Diane h 1 84/00/17 BPENCE.M D Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 

3pp 26294031 84X Fiche 50-445,04/08/17,0408200342 


—0408280346 08ER re deferral of listed preoperationa! tests Proposed 
deferrals acceptable 

a NRC - No Detailed Affiliation Given 04/08/17 Spp 
26294 034 24X Fiche 90-443,04/08/17,8400200342 


04002002/9 Generic Ulr 04-20 to all licensees of operating reactors it 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involvo unreviewed safety 
questions 8vc list end 

EISEKKUTrDG Division of Licensing 04/00/20 Consolidated 
Edison Co of New York, Inc 17pp 26276 244 24X 

Fiche 50-000. 84/00/20, 8400200273 


8400270030 Advises of adoption of Wesfcinghoose generic core damage 
assessnent methodology, in response to NUREO-0737, Item 
II B 3, "Post-Accident Sampling Capability " 

SCHIilDTiH C Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Co > 04/00/20 YOUNGBLOOD, D J Licensing Branch 1 

Ip 26245 098 24X Fiche 50-449, 04/08/20, 0408270030 


0408270075 Application to amend CPPR- 126, ref 1 ec t ing partial exemption 
from 10CFR50, App A requirements <GDC-4| Fee paid Affidavit 
end 

aPENCEiM D Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Co ) 04/00/20 YOUNGBLOOD, Q U Licensing Branch 1 

3pp 26247' IBS 24X Fiche 50-443,04/08/20.8400270075 


8408270565 No*^ i f i c at - 1 on or 84-0023 I 24 meetings w/utl 1 in Glen Rose, TX 
to discuss detailed technical data supporting motions For 
summary dispositions 

aURWEuL.SD Licensing flranch 1 84/00/20 YOUNGBLOOD, B J 

Licensing Bianch 1 5pp 26277 240 24X Fiche 50-445,04/00/20, 

0408270365 


8408270067 Informs that qua 1 1 f i cat i on maint program described In F3AR 
Section 2 4, App 3A will be fully implemented prior to Unit I 
fuel load 

SCHMIDT, HC Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > 84/09/21 VOUNGBLaaD. B J Licensing Branch 1 

Ip 26247 149 24X Fiche 50-445,84/00/21,9409270067 


6406270123 Forwards response to NRC 840613 question* re reactor vessel 
heatup cooldown Tech Specs 

SCHMIDT. HC Texas Utilities Electric Co (formerly Texas Utllltlss 
Oeneiating Co i 84/09/22 vaUNOOLOOD, B J Licensing Branch I 
llpp 26247 344 24X Fiche 90-445, 84/(50/22, 0400270123 


6400270132 lnfor,-»js that steam generator tube rupture reevaluatlon will 
Include calculations to determine margin to overfill & 
equilibrium hreakflou showing time to overfill i> greater 
than time to equa I i sa t ion, per NRC 840409 request 

SCHMIDT, HC Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > 84/00/22 YOUNOQ LQQD, D J Licensing Branch 1 

2pp 26245059 24X Fiche 50-445,84/00/22,0400370132 


0400280210 Forwards 830216 memo of telcon between util.NRB It 6NL r< 
action required to close out Speclfit Item 12, MS34 
concerning diesel generator control panel 

SCHMIDT, Jf C Texas Utilities Electric Co (formerly Texas Utilities 
Oanerating Co > 04/09/22 YOUNGBLOOD, B J Licensing Branch 1 

3pp 26279 180 24X Fiche 50-445,94/00/23,0409200218 


9400280461 Notifies that CAW-84-9 re setpoint methodology for reactor 
protection sys is proprietary will be withheld from public 
disclosure per 10CFn2 790 

YOUNGBLDQD, Q U Licensing Branch 1 04/00/32 WIESEKANN, R A. 

Westlngbouse Electric Corp 3pp 26292 397 24X 

Fiche 50-449,04/00/23.8400200461 


8408270124 Requests exemption from Section III D 3 b 11 of App J to 
lOCFRSO requiring leakage testing of airlock Overall 
airlock leakage rate wilt be measured every 6 months 
regardless of airlock operating or malnt history 

SCHM1DT,H C Texas Utilities Electric Co (formerly Texas Utilttles 
Oenerating Co ) 04/00/23 YOUNGDLOOD.D J Licensing Branch 1 

2pp 26246397 24K Fiche 50-449.84/00/23,0400270124 


0400200142 Advises that concerns re radiation of QIW silicone insulated 
cable resolved calculations examined show lower postulated 
dose acceptable FSAR will be updated to reflect new valves 
in next amend 

SCHMIDT.H C Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 04/08/23 YOUNGBLOOD, B J Licensing Branch 1 

Ip 26299077 24X Fiche 50-449,04/00/23,0408260142 


8408200190 Forwards response to NRC 040807 request for addl info re 
safety parameter display sys List of parameters available In 
each mode of operation (normal, heat up/cool down S</er cold 
shutdown! end 

SCHMIDTiH C Texas Utilities Electric Co (formerly Texas Utilities 
Goncrating Co I 04/08/24 YOUNGBLOOD, fl O' Licensing Branch I 
24pp 26379 197 24X Fiche 90-449,04/00/34,8400280190 


8408300239 Forwards response to 040827 request For Info re status of 
human engineering deficiencies 1 clarifications to control 
roam design review inp lemon tatlon audit 

5CHMIDT,H C Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Co ) 84/00/34 YOUN 0 BLOOD, D J Licensing Branch i 

6pp 26300 123 24X Fiche 90-449,84/00/24,8408300239 


E NRC Safety Evaluation Report (SERI, suppls b correspondence 


0400140066 Advises of delay in schedule for submitting 89ER»per plan 
for completion o-f nutstanding regulatory actions SSER 
addresses resolution of outstanding const quality- issues 
from late Aug te end of Sept 1904 

IPPOLITO,TA Division of Licensing 84/07/27 BLOCH, P D t 
JORDAN, W H • MCCOLLDM, K A Atomic Safety and Licensing Board Panel. 
9pp 26061 276 24X Fiche 90-449,84/07/37,0408140066 


0400170136 Forwards evaluation re resolution of SER Confirmatory 
Issue 5, TMI action plan Items It status of review of steam 
generator tuba rupture evant 

YOUNODLOOO, B J Licensing Branch 1 84/08/09 8PENCE, M D Texas 

Utilities Electric Co (formerly Texas Utilities Oenerating Co > 
tOpp 26134339 24X Fiche 90-449,04/00/09,0400170130 
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DOCKETED ITEMS 


F Sec Lin tij j m^dLcalj ern&r-gency »< fire proteclioik pl^i^s 


640G2302S7 Foriu^ards Oibbs Cc Hill.lnc “E t; ion of Paint It Insulation 

Debris Effects on Containment Emergencg Sotnp Performance " 

Related correspondence 

REYNQLDSj N S Dishopi Libermani Cook, Purcell ti Regnolds 
REYNOLDS* N S Teias Utilities Electric Co (formerlg Tenas Utilities 
Generating Co I DSD 222 04/07/05 DLOCH^P B . NCCOULOei. « A * 

JORDAN* tJ H Atomic Safety and Licensing Board Pane] ISOpp 
26206 166 24K Fithe 50-445, 84/07/05, 6400330257 


B408S30147 Foruards IE Safeguards Insp Rapt 50-445/94-19 on 
040529-0606 No violations oi deviations noted 

DANOART.R U Region 4. Office of Director 04/07/20 SPENCE.HD 
Texas Utilities Electric Co fformerlg Texas Utilities Generating 
Co > 2pp 263J3 359 24X Fiche 30-445,04/07/20*8400230147 


9400230152 IE Safeguards Insp Rept 50-445/04-19 on B4Q529-O606 Ko 
violations noted Major areas inspected security plan & 
inp lement mg proc edure s, mg t effectiveness & security 
organi lation Details uitbbeld frcf 10CFR2 7901 
CALDWELL,r A , MALI . R E * HUIMNICUTT, D Region 4. Office of 
Director 04/07/19 Ip 96213 361 2454 Fiche 50-445,04/07/20, 

8409230147 


B40B090451 Notification of □40903 meeting ta/util in Bethesda, MD to 
discuss fire protection program 

□UR WELL, 5 0 Licensing Ilranch 1 04/09/02 YaUKQBLOOD, B J 

LUensing Oranch 1 4pp 25933 209 24X Flc/ie 50-445,04/08/02, 

9400090451 


0409130267 Foruards request for add! info re Suppl 1 to NUREO-0737 
concerning safety parameter display sys Project manager 
should be prepared to address info request uiithin 5 days of 
Itr receipt 

VaUNODLOOD, D J Licensing Dranch 1 S4/0B/07 SPENCE, M D Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 

Spp 26040345 244 Fithe 50-445,94/00/07,0408130267 


0409210158 Foruards status rept re control mam design revieu, per 
Suppl i to NUREO-0737 If plan not fully resolved by fuel 
load, li c ensing uill be accomplished on PDA basis 

Y9UNODLOGD. 9 J Licensing Branch 1 04/00/13 SPENCE, M D Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co > 
20j)p 26199 207 24K Fiche 50-445. 04/09/13, 8403210)50 


0409210148 Foruards exercise rept for joint offsite radiological 
emergency preparedness 931214 exercise Cooperation u/state 
Si local officials to correct deficiencies requested 
BANOARTrR L Region 4, Office of Director 04/08/16 SPENCE. M D 
Texas Utilities Electiic Co (formerly Texas Utilities Generating 
Co 1 Ip 26147 077 24X Fiche 80-445,94/00/16,9400210140 


0409230390 Foruards "Conanche Peak Sbeam Electric Station Fire 
Protection Program Deviationsj" Rev l to ’’Design Basis 
Doc umen t, Comanche Fire Hazard Analysis” * FSAR Section 
991 W/40 oversiie drauings Aperture cards in PDR 

SCHNIDT.H C Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > 94/08/16 YOUNGDLODD, 9 J Licensing Branch 1 

2pp 26204 069 24X Fiche 50-445.94/09/16,9409230390 


— 0409230397 "Conanche Peak 3team Electric Station Fire Protection 
Program Deviations ” 

» Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 64/08/15 248pp 26204 071 a4X 

Fiche 30-445*04/08/16,8409230390 


— 9408230400 Rev 1 to "Design Basis Document, Comanche Peak Steam Electric 
Station Fire Hazard Analysis 

« Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) DDO-SV-l ROl 04/08/15 2a7pp 26204 319 24X 

Fiche 50-445. 04/09/ 16< 0409230390 


9408270369 Foruards marked-up proposed Tech Spec changes re remote 
ehutdoun instrUiCie-ntation, f 1 re detection ins trumentation, fire 
suppression sys tc liquid effluents 

CLEMENTS* D R Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 04/Oa/2O YOUNGBLOOD. 9 J Licensing Branch 1 

S21pp 26241 025 24X Fiche 50-445.04/09/20.0408270360 


G Adjudicatory correspondence 


9400230257 Foruards Gibbs & Kill, Inc "Evaluation of Paint Insulation 
Debris Effects on Containment Emergency Gump Performance " 

Related correspondence 

REYNOLDS, NS Bishop, Liberman, Cook, Purcell 1, Reynolds 
REYNOLDS.N S Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > DSD 222 94/07/05 BLOCH. P B , MCCDLLOM, K A , 

JORDAN, W H Atomic Safety and Licensing Board Panel ISOpp 
26206:166 24X Fiche 30-445,04/07/05.8406230257 


840B090200 Forujitrils d40J0l Iti re- bi t'eirh ui c on n d en t la 1 1 ty involving 
CASE ubo gave depusition m proceedings under 

protective older Name of i,ntness openly available bo 
public in F'DR for at least b dsijs Related correspondence 
RQISMAW.A Z Trial Lauyers to, Public Justice RQISriAN, A Z 
Citiiens Asso,. Lation for Sound Energy DGH 852 84/08/01 

BLOCH, P D Atomi*^ Sare*^y and Licensing Board Panel Ip 25971 190 
24)C riche 50-445.84/08/01.8403090200 


— 0400090206 Requefitt, info re breach of confidentiality involving CASE 
ultness who gave deposition m proceedings under protective 
order Name of uitncss openly available to public in PDR 
far at least 6 days Related correspondence 

ROrSMAN. A Z Trial Lauyer* ror Public Justice ROIBMAN. A Z 
Citizens Association for Sound Energy 64/09/01 CHILK Office of 

the Secretary ot the Commission 2pp 25971 19J 24X 

F I c ho 50-445, S4/0B/01 . 04OBO9O2OO 


D408090433 Notification of 840003 09 meetings u/util in Bethesda, MD 

to discuss detailed technical data in motions for summary 
disposition filed by applicant 

BURWELL.S B Licensing Branch 1 04/08/02 YDUNGBLOOD, D J 

Licensing Btanch 1 4pp 25934 295 24X Fiche 50-445,84/09/02, 

B40G090435 


6409130093 Forwards sixth biweekly update on status of important 
schedule related issues for fuel leading Related 
correspondence 

REYNOLDS, N 5 Bishop. Liberman, Cook, Purcell 6 Reynolds 
flEYNOLDSiN S Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) DSQ 094 8<l/0B/03 BLOCH, P D , MCCDLLQM, K A , 

JORDAN, U H Atomic Safety and Licensing Board Panel 12pp 
26007 317 24X Fiche 50-445,04/00/03.8408130093 


0400130305 Submits info in response to discovery i equests re applicant 
motinn for sunmary disposition Pertinent documentation 
re A500 steel pleading end N/n enc 1 Related correspondence 
KORIN, U A Bishop, Liberman, Cook, Purcell & Reynolds HORZN,W A 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) DSD 895 04/08/04 ELLIS, J Citizens Association for Sound 

Energy 2pp 26010 257 24X Fithe 50-445, 04/00/04, 0409130305 


B409090409 Forwards answei s to applicant motion for summary 
disposition re alleged errors made in determining damping 
factors, al legations re AWS ** ASME Code provisions & friction 
force in pipe design Related correspondence 

ELLIS, J Citizens Association for Sound Energy DSB 877 94/09/06 

DLDCH, P B , MCCOLLOM, K A , JORDAN, W H Atomic Safety and Licensing 
Board Panel Ip 25992 231 24X Fiche 50-445,04/08/06,9408090409 


—0408090420 Answer opposing applicant 940516 motion for summary 
disposition re alleged erroi s made in determining damping 
factors for ODE 6 SSE loading conditions Related 
c orrespondence 

ELLIS, J Citizens Association for Sound Energy 84/08/06 
Atomic Safety and Lirensing Board Panel 2pp 25982 232 24X 

Fiche 50-445, 84/09/06, 8408090400 


— 8400090426 Affidavit of M Walsh in support of CASE answer to applicant 
statement of nail facts as to which no genuine issue exists 
re consideration of damping factors for QBE & 8SF loading 
conditions 

WAL6H, M Citizens Association for Sound Energy 04/00/04 13pp 
23992 234 24 X Fiche 30-445.04/08/06.0409090400 


—0408090434 Foruards M WaUh affidavit on CASE 840806 answer to 
applicant motion for summary disposition re alleged errors 
made in determining damping factors for QBE l< SSE loading 
conditions W/o end Certificate of Sve end 
ELLIS, J Citizens Association for Sound Energy 04/00/06 
Docketing 6 Services Branch 3pp 25782 247 24X 

Fi che 30-445* 04/09/06, 8400090408 


— 0408070463 Answer opposing applicant 840517 motion for summary 
disposition of certain CASE allegations on AHS U ASME Code 
provisions re design issues Related correspondence 
ELLIS, J Citizens Association for Sound Energy 84/06/06 
Atomic Safety and Licensing Board Panel 2pp 25982 250 24X 

Fiche 50-445, 84/08/06, 8408090408 


— 9408090471 Affidavit of M Walsh in support of CASE answer to applicant 
statement of natl facts as to which no genuine Issue exists 
on certain CASE allegations re AWS 6 ASME Code provisions 
related to design issues 

WAL&K, h Citizens Association for Sound Energy 04/00/04 35pp 
25982 252 24X Fiche 50-445,84/09/06,9408090400 


■0409090400 Foruards II Walsh affidavit on CASE 040806 answer to 
applicant motion for summary disposition of certain CASE 
allegations on AWS 6 ASME Code provisions re design issues 
W/a enci Certificato of Sve end 

ELLIS, J Citizens Association for Sound Energy 94/09/06 
Docketing 4- Services Branch 3pp 23982 207 24X 

Fiche 50-445,84/00/06,8400090409 


DOCKETED ITEMS 


3 ^ 


Ansutfi Dpposing L»fpllCtsfit (Tkotjon foi summarij disposifcton re 
^ gi 1 derat 1 on of friction toice^ in design of pipe supports 
thermal novenent^ Related correspondence 
J Citizens Association for Sound Ener-gy B<)/Oa/Ofi 
' ^ic Safety and Licensing Hoard Panel 3 pp 35-982 290 24 X 

\^t%e 50-443 04/08/06, 3400090408 


^^€p0503 Affidavit of J ragle I M Walsh in support qiF CASE ansuer to 
plicant sLaterient or matl facts as to which no genuine 
^ exists re cons id ei a t ion of filction forces in design 
pipe supports u/analS thermal movements 

' WALGH, M Citizens Association for Sound Energy 
yO9/0A 39 pp 259G2 292 24 X Tiche 30-445- B4/0B/06. 040B09040B 


I^'C70512 Foruards J Doylo f 11 Walsh affidavit re CASE 840806 ansuer 
^ppHcanr notion for surrmary disposition re consideration 
function forces in design of pipe supports u/small 
^Tj-mal movement U/o end Certificate of Sve end 

I S, J Citizens Association for Sound Energy 84/08/06 

^i.ce of the Secretary of the Commission 3pp 25902 331 24X 

50-445.04/00/06-8408090408 


Motion for aoth or i i at l on to issue license lo load fuel l< 
uC t certain precritical testing 

IQL-DSiN S Texas Utilities Electric Co iformerly Texas Utilities 
T^-^ting Co ) REYNOLDS- N S Dishop, Liberman, Caatj Purcell & 
olds D9D 025 84/08/07 Atomic Safety and Licensing Qoard 

1 I2pp 25960 20B 24X Fiche 50-445.04/08/07.8409000162 


(;}^O160 Affidavit of E Alarcon in support of applicant motion for 
t; li or 1 zation to issue license to load fuel & conduct 
T-frain precritical testing Prof quo 1 i f 1 cat Ians 6 
i^^ificatc of Qvc enc 1 

^rCDN-E Tcias Utilities Electric Co iformorly Texas Utilities 
derating Co 1 04/03/03 1 0p P 2576 0 220 a4X 

ChB 50-445,94/08/07. 0400000162 


0^13 Forttiards correction sheet to affidavit of JC Flnnaran, 
otrti i( RP Doubler re design of Richmond insortfi i!< 

A cation to support design Related correspondence 
InI, N a Bishop. Liberman, Cook, PurcolL L Reynolds HPRIN-N A 
ss Utilities Electric Co iformerly Texas Utilities Generating 
DSn 846 84/00/07 DLOCH-P D , HCCOLLOM, K A , ODRDAN, W H 

, i c Safety and Licensing Board Panel 2pp 25974 052 24X 

30-443. 84/08/07. B4O8OO04 13 


0^75 Forwards copy of list re CASE requests for documents arising 
oP depositions taken in Olen Rose, TX Related 
& pondence 

MiAN, A Z Trial Lawyers for Public Justice DBB 026 94/00/13 

IER,L Dishapr Libernan. Coo-k- Purcell & Reynolds 3pp 
O 246 24X Fiche 50-445,04/08/13,9400140479 


0 106 Forwards affidavit of hi Halsh 840013 answer to applicant 
on for sunmary dlsposillon le effects of gaps on 
c-fcural behavior under seismic loading conditions Related 
B % pondenCB 

J Citizens Association for Sound Energy DBD 074 84/08/13 

dckcting 6 Services Branch Ip 26005 197 24X 

e: 30-449,84/03/13.0400160106 


1.4aOn3 Answer to applicant motion for summary disposition re 
f’eicts of gaps on structural behavior under seismic loading 
nditions Relatod correspondence 

Citizens Association for Sound Energy, 84/08/13 
■ornlc Safety and Licensing Board Panel 2pp 26083 170 24X 

C h 0 30-445, 04/08/ 1 3. 84 08 160 106 


1-6x0131 Affidavit of M U’alsh in support of ans-wer to applicant 
^tement of natl facts re effects of gaps on structural 
l^avlor under seismic loading conditions N/Ccr tl f icate of 
c Related correspondence 

I— QH,M Citizens Association for Sound Energy 84/08/13 
cimte Eafety and Licensing Board Panel 114pp 26089 200 24X 

Che 30-449,04/08/13.8400160106 


Otl 4 Confirms recent discussions re info requested by CA&E fo-r 
i »» answering various applicant motions for summary 
*^sitian Telcon exchanges were in response to A5LD 840726 
Related corraspondence 

d Citizens Association for Sound Energy DSD 071 84/08/13 

A Oishopr Liberman. Cook, Purcell Reynold* 13pp 
184 24X Fiche 50-4 45,04/08/13,8408160114. 


^^^41 Forwards answers to applicant 840318 motion for summary 
**sitlon of CASE allegations re section property values b 
affidavit Related correspondence 
J Citizens Association for fiound Energy DBB 072 B4/0B/13 

keting 6 Services Branch Ip 26071 243 24X 

•SI 50-443,04/08/13,8408160141 


— B40B160153 An-swer to applicant B4D51B motion For summary disposition o 
CASE allegations re section property values ASLB should 
decide in CASE favor Related correspondence 

Ei-LIS, J Citizens Association for Sound Energy 04/08/13 
Atomic Safety and Licensing Board Panel 2pp 2609i 244 24X 

Fiche 50-445.84/08/13,8408160141 


— 8408160158 Affidavit of H Ualsh in support oF CASE answer to applicant 
statement of natl facts as to- which no genuine Issue exists 
on CASE allegations re section property values Certificate 
of Sve end Related c orTOspond enc e 

UALBH, M Citizens Association for Sound Energy 84/08/12 13pp 
26071 246 24X Fiche 50-445,84/08/13,8400160141 


B40B16017* Farwards CABS 840813 motion for add 1 time to respond to 
applicant fliotions for sunmary dispositiDii on des i g n/d e s Ign 
8A issues K Ualsh affidavit end Related correspondence 
ELLIS. J Citizens Association for Sound Energy DSD 073 84/08/13 

Docketing 6 Services Dranch Ip 26072 013 24X 

Fiche 50-443.84/08/13,8408160171 


— B40B160178 Motion fo-r addi time to respond to applicant motions for 
summary disposition of design/design <IA issues Related 
correspondence 

ELLIS, J Citizens Association for Sound Energy 84/08/13, 

Atomic Safety and Licensing Board Panel iOpp 26072 t 016 24X 

Fiche 50-443,94/08/13,8408160171 


— 6409160187 Affidavit of M Ualsh in support of CASE motion for addl time 
to respond to applicant motions for summary disposlllon on 
deel gn/deslgn OA issues Certificate of Sve encl Related 
correspondence 

UALSH. M Citizens Assoc lotion for Bound Energy 84/08/12, 0pp 
26072 026 24X Fiche 30-443.84/08/13-0400160171 


8408310102 Provides promised info re applicant motion for summary 
disposition on gaps Related correspondence 

ELLIS. J Citizens Association for Sound Energy DSD 406 84/09/14 

HIZUNO, O 5 Hearing Dranch 1 2pp 26322,281 24X 

Fiche 30-445.84/08/14,8408310102 


--B40B31OIO5 Motion for admission of end AMI documents into record of 
proceedings Certificate of Sve end Related correspondence 
ELLIQ.J Citizens Association for Bound Energy, 84/08/14 
Atomic Safety and Licensing Doard Panel 276pp, 26322,283. 24X 

Fiche 50-445.84/08/14,8408310102 


8408200605 Forwards list of documents necessary for adequate ansuar to 
840703 motion for summary disposition re allegations 
concerning QA program for design of piping It piping 
supports. per B40B06 telcon Related correspondence, 

ELLIS. J Citizens Association for Sound Energy DSD 144 64/09/15 

HORIN, U A Qlshop. Liberman. Cook, Purcell 8c Reynolds iOpp. 

26137 161 24X Fiche 90-445.84/08/15,8409200605 


8408210561 Forwards transcripts of 640806,09 It 07 meetings re motions 
for summary dl spos i tions. per request U/o end 

BURNELL, B D Licensing Branch 1 84/00/13 ELLI8.J Cltlxins 

Association for Sound Energy ip 26175 256 24X 

Fiche 50-443.04/00/19,0400210561 


8408220331 Respotids to 040913 Itr re CADE document requests. R Tolsan 
800131 memo to T Vega Ir R Kllmlst 800206 Itr to R Tolsan 
forwarded Transcript of meeting between uttl ic JJ UlpinsVy 
expected shortly U/o- ends Related correspondence 

BELTER. LN Dlshop, Liberman. Cook, Purcell t. Reynolds BELTER, L U 
Texas Utilities Electric Co iformerly Texas Utilities Generating 
Co > DSD 197 84/00/16 ROIDMAN, A Z Trial Lawyers for Public 

Justice 2pp 26174 060 24X Fiche 50-445.84/08/16.8408280331 


8408230187 Forwards seventh biweekly update of Important schedule- 
related iesues for fuel load Related correspondence 
REVNOlDG-N 8 Bishop, Liberman. Cooic, Purcell I( Reynolds, 

REYHOLOB.N S Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Go ) D9D 215 84/oa/J6 DLOCH, P E , JORDAN. M H r 

MCCDLLQH. K A Atonic Safety and Licensing Board Panel, i8pp< 

26207 232 24X Fiche 50-443,04/08/16,8408230187 


8408270065 Forwards Insp Repts 30-445/04-17 re dl sassemb 1 y. 1 nsp it 
reassembly of TDI emergency diesel generator r 90-443/04-05 re 
allegation* on fabrication of pipe supports L restraints 6 
30-445/84-10 re walidown Related correspondence. 

MIZUNQ. 0 8 Hearing Branch 1 D8B 304 84/05/16 BLOCH, P D , 

JORDAN, N H , ftCCQLl OM, K A Atomic Safety and Licensing Board Panel. 
3p 26247 067 24X Fiche 30-445.84/08/16.8400270065 


840B270097 Forwards 840621 Insp Repts 50-445/04-11 U SO-446/84-09, 
consisting of title page t summary portion of Ofc of 
Investigation Rapt 4-04-006 Related correspondence, 

MIZUNO, 0. 5 Hearizig Branch 1 DSB 302 04/08/16 BLOCH, P.D., 

OROSSMANtH , JORDAN, H H Atomic Safety and LUensItig Board Panel, 
Ip 26247 358 24X Fiche 50-445.04/00/16.8405270077 
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DOCKETED ITEMS 


840022033^ Forwards 79i:rie me.Tiu re lt«J-r 3 of list of items due 
□ mitted fron 8dCBt6 pdctdge if/o end Related f ® 

0ELTeR> L W ai^hop Ulbertr-<n. Caok Purcell I Reynolds DSB 190 
04700/17 ROlSMi^N.A Z Trial Lawyers for Public ^Justice Ip 
2A194 0^3 24X Fitbe 50 - 44 5 < B4/O0 M 7, 040322033b 

8400230311 Irforns of 040317 docketing t in camera filing of 
ML Speckter 040813 Itf to ^• Davidson re documents request 
from Witness F u/aihiuit containing 15 documents 

CLEMeMTS.W L Docketing * Services Branch DSB 251 B4/OB/17 

Docketing fii Services Branch 1P ?6209 335 24X 

Fichi? 30-445. 34/09/17> 0400230311 

0408230232 Foruards Insp Repts 50-445/04-12 «« 50-446/34-06 on 
040320-0510 TB status of I0CFR50 53(6) repts 6 50-443/04-00 
ti 50-446/84-04 on 031114-B4O331 re polar crane sMm gaps 
Related correspondence _ ^ 

MIZUND-O S Hearing Branch 1 DSB 310 84/00/17 BLOCH, P», 

MCCDLLDK, K A . JORDAN. W H Atomic Safety and Licensing Board Panel 
62pp 26262 237 24X Fiche 50-445,84/08/17*8408200232 

0400240244 Partial answer in opposition to applicant 040007 motion for 
a uthor 1 la i L on to issue license to load fuel U conduct 
certain precritical testing Insp repts Certificate of Sve 

EULISiJ Cl ti lens Association for Sound Energy DSB 267 84/08/18 

Atomic Safety and Licensing Board Panel 54pp 26222 277 24X 

Fiche 50-445,84/08/18.8400240244 

0408230319 Submits matl re cincbmg of u-bol ts. ai lal restraints. 
Richmond inserts Z< slab! 1 1 ty ■ per 040806 telcon betuieen util* 

CASE it NRC staff ^ 

KORIN* W A Qishop. Liberman. Cook. Purcell Reynolds HQRIN. M A 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) DSB 213 84/09/20 ELLlS. J Citliens Association for Sound 

Energy 2pp 26205 357 24X Fiche 50-445,04/08/20,8408230319 


040 B 230 J 0 5 Informs or 1140322 in came, a Uling af ML bpecktpr 840tWO 
response to M Davidson 840320 H' nc^n •*«■,■» 04/08/22 

CLEMENTS, WL S-t/OS/- 

Docketing » Services Branch IP e6e.09 33 
Fiche 50-445*04/08/2^ 0400230305 

B40B270094 Bespons. »^pPor^.l,9 Pt>l “''O*'"' J “"I H ‘ 

.„„p nc.n,. .0 conduc. Pup. Ato.U 0 *.E.t 9 

KIZUNQ. G 3 Hearing Branch 1 ™ '.ai 

and Licensing Bndi d Panel 9pp 262 17 305 
Fiche 50-445* B4/08/2S>. 04OQ27OO94 

-a«8270.03 ne,pon» ,.,pport..„ ut.l BIOBW 

certification of A&LB 840723 order ruling on util motions 
SSrsummafy disposition of Phases I ll Certificate of Sve 

PERLIS.R G Hearing Branch 3 8<;/00/l/ Commissioners lOpp 

26247314 24X Fiche 50-445,04/08/22*0400270094 

8400230003 Forurards na 1 1 requea«^ed in 

applicant motions for summary disposition Mall Idontifiod as 
Item 3 in 840020 Itr re drauiing ^ calculations for Support 

M 0 RlN,‘rr'''”Jhopf°UibeJLn* Cook, Purcell J* Reynolds HOR IN. W A 
Texas Utilities Electric Co (formerly Texas ^ ^ ^ ‘ . 

Co 1 DSB 205 04/08/22 ElLIS, J Citiions Association for bound 

Eneigy 2pp 26261 197 24X riche SO-445. G 4 /O 0 / 22 . 0408200003 

0400970134 roruiards response to item 6 of things due re transcript of 
plant personnel .meeting u/JJ LipmsVy Travelers requested 
during S Neumeyer deposition expected shortly W/o end 

Related correspondence 

BELTER* L W Dishop, Liberman. Cook, purcell «< Reynolds BELTCU* i- M 
Texas Utilities Electric Co (formerly Texas Utilities Gonemting 
Co > DSD 282 04/O0/2J ROlStlAN, A Z Trial Lawyers far Public 

Justice Ip 26245 145 24X Fiche 50-445,04/00/23,0408270154 


040 9 270179 Forwards testimony of D Hunnicukt re T-shirt incident 
Hunnicutt testimony pro\ided,by agreement of counsel, to 
ouppl deppsifexan of Cufimns Related correspondence 
THEBY.S A Hearing Branch l DSB 30l 84/08/20 DUOCH. P B . 

JORDAN, W H , G« 0 SSMAN,H Atomic Safety and Licensing Board Panel 
23 ] 1 P 26243 317 24X Fiche 50-445,04/00/20.8408270179 


— 9408270106 Motion to strike testimony of D Hunnicutt U JE Cummins as 
being beyond scope of harassment ti intimidation Issue tt 
therefore not relevant to proceeding Certificate of Sve 
end Related correspondence 

BACHMANN.R o Hearing Branch 1 84/00/20 Atomic Safety and 

Licensing Board Panel 5pp 26243 340 24X Fiche 50-443, 

04/00/20. 9400270179 


8409280136 Foruards M Walsh 040819 statement & CASE G40B20 answer to 
applicant motion for syrnary disposition of CASE allegations 
re U-bolts acting as tuo-way restraints Related 
corresp ondence 

ELLIS, J Citizens Association for Sound Energy DSB 295 04/00/20 

Docketing t Services Branch Ip 26275 146 24X 

Fiche 50-445,84/09/20.0408200136 


— 9409280141 Answer to applicant 840523 motion for summary disposition 
of CASE allegations re U-bolts acting as two-way restraints 
Applicant state/nents should be considered as mail false 
statements 

ELLIS, J Citizens Association for Sound Energy 84/00/20 
Atomic Safety and Licensing Board Panel 2pp 26275 147 24X 

Fiche 50-445,94/00/20*0400280136 


— 84O92B0146 Answer to applicant statement of matl facts as to which 
there is no genuine issue re CASE allegations regarding 
U-bolts acting as two-way restraints Statement in form of 
affidavit of M Walsh Certificate of Sve end 
MALSHrM Citizens Association for Sound Energy 64/0B/19 
Atomic Safety and Licensing Board Panel 35pp 26275 149 24X 

Fiche 50-445, 04/08/20. 8408280136 


0406230173 Requests Hartnan be informed of error in Interpretation re 
filing of docufients in proceeding Documents should be filed 
per procedures established by ASLB Related correspondence 
RDISMAN. A Z Trial Lawyers for Public Justice ROISKAN* A Z 
Citizens Association for Sound Energy DSB 223 B4/0B/21 

CLEMENTS, W L Docketing I. Services Branch 2pp 26209 271 24X 

Fiche 90-443,04/08/21,0400230173 


B4O027OO9B Documents receipt & docketing on 840020 of in camera 
■laposltion taken on 04(3015 

CLEMENTS, W L Docketing L Services Branch DSD 072 04/00/21 

Docteting £< Services Branch tp 26230 141 24X 

Fiche 30-445,84/08/21,0408270058 


0408230221 Exhibit to G Purdy deposition re QC porsonnol Intorvltfu 
PURDV.Q Tetas UfetlltiQs Electric Co (formerly Texas Utilities 
Oenorating Ce ) DSD 299 0*1/09/23 I2pp 26269 342 34X 

Fiche 50-449. 04/00/23. 8400280221 


8408200157 Motion to strike listed portions of applicant testimony at 
impermissible redirect of uiitnoasos Certificate of Sve »nc 1 
Related correspondenco 

ROISMAN, A Z Trial Lawyers for Public Justice DSD 336 04/O8/.24 

Atomic Safety and Licensing Board Panel 6 pp 26279 075 24X 

FldhO 50-445,04/08/24.0408200157 


0408200255 Memorandt/n directing util to supply requested evidence to 
facilitate further consideration of 840807 motion for 
author i lat 1 on to issue license to load fuel f< conduct 
certain precritical testing Served on 040027 

BLOCH, P B Atonic Safety and Licensing Doard Panel DSB 327 

04/00/24 Texas Utilities Electric Co (formerly Toxfls Utlljlio* 
Generating Co ) 3pp 26261 342 24X Fiche 50-44 9,04/00/24. 

0408200255 


0400260265 Response to ASLB 040615 request for addl info re TDI die so I 
generators ASLB should conclude that TDI OA program adequate 
at all times Related correspondence 

REYNOLDS, N S Texas Utilities Electric Co (formorly Toxas Utilities 
Generating Co ) REYNOLDS, N S Bishop. Liberman, Cook* PurcnH *- 
Reynolds DSD 334 04/08/25 29pp 26262 000 24X 

Fiche 50-44 9,04/00/25,0400280265 


— 0400200260 Affidavit of EJ Kreh re evaluation of TDI QA program TDI (lA 
program acceptable prior to Jul 1980 discovery of auxiliary 
skid deficiency Prof qualifications it Certificate of Bve 
end Related correspondence 

KREH, E J O'DonneU 6 Associates* loc 84/00/24 lOpp 
26262 037 24X FI che, 50-445. 04/00/29, 0400980265 


8400280156 Motion to strike testimony of IL Goldstein Testimony 
unrel lab 1 e, inc onpetent 6 w/o foundation to resolve issues 
Certificate of Sve end Related correspondence 

DOWNEY, B L Texas Utilities Electric Co (formerly Texas Utilltlas 
Generating Co ' OaWNEY. B L Bishop, Liberman* Cook, Purcell U 
Reynolds DBB 331 94/00/27 Atomic Bafety and Licensing Board 

Panel 9pp 26275 066 24X Fiche 90-445. 04/00/27, 04002001 56 


0408260165 Motion to open record to receive Into evidenc e* ma tl s re 
reasons for t circumstances surioundlng termination of 
R Hamilton employment Certificate of Sve end 

UATKIN&iH Texas Utilities Electric Co (formerly Texa* Utilitl*« 
Generating Co ) HATKINS.M Bishop, Liberman, Cook, Purcell it 
Reynolds DBB 332 04/00/27 Atomic Safety and Licensing Board 

Panel lOpp 26262 351 24X FI che 50-449, 04/08/57* 0400280165 



DOCKETED ITEMS 


84082Q0i;?5t Hy^pciTioe opposing ttaff '020 motion to strike testinioni| of 
D Hunnicuti T JE Cortimins Testimony relevant to i^uestions re 
T-shirt inuidcnt * intervenor contentions concernin-g 
incident Certificate of S/c end Related correspondence 
t)OigNCY> t) L leias Utilities Electric Co iformerjg Teias Utilities 
Generating Co ) DDl'^iNEY. II L Oishop, Llbernian> Cook, Purcell & 
Reynolds I)SR 32 ^ 8^/00/27 Atomic Safety and Licensing Board 

Panel Bpp 2t2Ct% 3*18 SAX Fiche 50-44 5,0^/08/27.0-108280331 


04082803^8 Lists docurien*^s redoc<Bted m Docketing & Bvc Branch on 
040021 Served on 040827 

CHILI'. S J Office of the Secretary of the Commission DSD 349 
04/00/27 Atomic Safety and Licensing Roard Panel Lp 

26200 031 24X Fiche 50-415.04/00/27,3400200398 


0408290319 notion to strike listed portions of applicant testimony 
Certificate of SvC end Relaterf c a r respgnrfenc e 

ROISMAN. A Z Citizens Association for Sound Energy ROI5MAN.A Z 
Trial Lawyers for Public ^Justice DSB 377 04/00/27 Atomic 

Safety and Licensing Board Panel 6pp 26209 349 24X 

Fiche 30-445.04/00/27.8400290319 


B40B300139 Foruaids original ^ Rev 2 to Reg Guide i 75, per Q Berry 
comnitment Rev 1 to Reg Guide I 75 bound in Disposition 
Exhibit Disclosure r-9a W/o end Related correspondence 
MIZUNO. G S Hearing Branch 1 DSB 302 84/00/27 SPEKTER, M L 

Affiliation Not Assigned tp 26304 362 24X Fiche 50-445, 

04/08/27, 0400300139 


B40B310216 Foruaids transcript of 83lll0-lt meetings at facility re 
protective coatings A Lipinsky memorandum W/o end Related 
correspondence 

HQRIN/W A Bishop* Liberman Cook, Purcell Sc Reynolds HORINiW A 
Texas Utilities Electric Co (forinorly Texas Utilities Generating 
Co } DSB 420 04/00/29 BLOCH, P B Atomic Safety and Hceneing 

Board Panel lp 26318 1 16 24X Fiche 50-445,04/08/29,0400310216 


K Utility Final Safety Analysis Report <FSAR> ^ amends 


0408140393 Amend 51 to FSAR for Comanche Peak M/e40B10 Itr 

SPENCE, h D Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > 04/08/00 DENTON, H R Office of Nuclear Reactor 
Regulation. Director 60pp 26040 019 24X Fiche 50-445,04/00/08, 
0408140393 


8400290200 Forwards Amend 52 to FSAR Affidavit end 

CLEMENTS, D R Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > 34/00/2/ DENTON, H R Office of Nuclear Reactor 

Regulation, Direefor 4pp 2620/ 254 24X Fiche 50-4 45,84/00/27, 

8408290208 


—8400290211 Amend 02 to FSAR 

tt lexas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 84/08/27 ABlpp 26207 260 24X 

Fiche 30-445, 84/08/27, 8400290208 


0 Inspection reports, IE Bu-lletins 6 correspondence 


0400010090 Discusses 830027-0902 insp of OIW Cable Sys, Inc <DIW) 
equipment qualification tosting program Environ 
qualification of silicone insulated cable Inadequate 
Requests verification of DIW qualification matl 

VOUNOBLDOD, B U Licensing Bianch I 84/07/19 SPENCE. M D Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 

4pp 25097 060 24X Fiche 50-445,84/07/19.0408010098 


8400230147 Forwards IE Safeguards Insp Rept 30-445/04-19 on 
040529-0606 No violations or deviations noted 

DANOART.R L Region 4, Office of Director 84/07/20 SPENCE, M 0 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co > 2pp 26213 359 24X Fiche SO-445, 84/07/20. 8408230147 


—8408230152 IE Safeguards Insp Rept 50-445/84-19 on 840529-0606 No 
violations noted Major areas inspected security plan 6 
implementing procedures, mg t effectiveness 4i security 
organiiation Details withheld (ref 10CFR2 790) 

CALDWELL, R A . HALL, R E , H'JNNICUTT, D Region 4, Off ice of 
Director 04/07/19 Ip 26213 361. 24X Fiche 50-4 45*04/07/20, 

B40B230147 


0400150649 Forwards IE Insp Roptv 50-445/84—12 6 50-446/84-06 on 
640320-0510 No violations or deviations noted 

DANDART. R L Region 4, Office of Director 84/07/23 SPENCE, M D 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co } 2pp 26079 100 24X Fiche 50-445,84/07/23,8408150649 


3408150655 IE Insp flepts 30-445/B4-12 t 50-446/04-06 on 840320-0510 N 
violations noted Major areas inspected plant status, 1 icensee 
action on pros/ioixs findings, I0CFR50 S5(e) rept followup, IE 
bulletin followup ?/ plant tours 

CUNMINS.J E . MCNEIL!-. W N , TOHLINSDN.O P Region 4, Office of 
Director 84/06/21 iBpp 26079 190 24X Fiche 50-445,04/07/23, 

B4O01 50649 


0400160201 Ac k receipt of 840529 response to 840430 1 tr re Insp 
tBchniquas for assessing extent of unauthorized ueld 
repairs Response inadequate Requests detailed sampling plan 
& prctcBdure within 20 dags 

DANOART.R L Region 4. Office of Director 04/07/23 SPENCE* M D 
Texas Utilities Electric Co (fo-rmerlg Texas Utilities Generating 
Co > 2pp 26106 300 24X Ficho 50-445.04/07/23,8400160 201 


— B408160204 Responds to 840430 Itr re plug welds in spread room Visual 
insp will be performed using methods similar to those 
described m addendi/n to 040424 testimony Program requiring 
repair instructions Ic QC insp followed 

CLEMENTS, B R Texas Utilities Electric Co (formerly Texas 
Utilities Ganaratlng Co I 84/05/29 DANGART*R L Region 4. 
Office of Director lp 26l06 302 24X Fiche 50-445,04/07/23, 

8408160201 


8408150091 Forwards IE Insp Repts 50-445/84-08 6 30-446/84-04 on 
831114-840331 U notices of violation t, deviation llajar areas 
inspected Part 21 fo-llouup t- training of protective 
coatings inspectors 

BANOART, R L fiogiait 4, Office of Director 04/07/26 BPENCE, M D 
Texas Utilities Electric Co (formerly Texas Utilities Genarating 
Co » 3pp 26073 306 24 X Fiche 50-445,84/07/26,9408150091 


— 8408150094 Notice of violation from insp on 031114-840331 

« Region 4, Office of Director 34/07/26 2pp 26073:309 24X 

Fiche 50-445,04/07/2610409150071 


— 840B150077 Notice of deviation from insp on 031114-840331 

* Region 4, Office of Dii actor 04/07/26 2pp 26073.311 24X 

Fiche 50-445,84/07/26,0408150091 


— 8409150102 IE Insp Repts 50-445/84-00 £* 50-446/04-04 on 831114-840331 
Vl-Qlatxons deviations noted unshimmed gaps exceed 1/16 
inch on polar crane bracket b seismic connections (t licensee 
did not incorporate objectives of ANSI M45 2 t 1 lafco design 
CUMMINS, JE , SMITH.W F , MARTIN, L E Region 4, Office of 
Dtiector B4/07/26 lOpp 26073 313 24X Fiche 50-445*84/07/26, 

0408150091 


84081504L4 Forwards IE Insp Rept 50-445/84-18 on 040501-31 6 notice 
of violation Areas inspected include preopera t i ana I test 
witnessing, fol 1 owup of TDI diesel generator Insp & plant 
tours 

BANOART, R L Region. 4, Office of Director 84/07/26 SPENCE, M D 
Texas Utilities Electric Co (formerly Texas Utilltia-s Generating 
Co 1 2pp 26077 252 a4X Fiche 50-445.84/07/26,8400150414 


— 0400150417 Notice of violation from insp on 040501-31 

# Region 4, Office of Director 84/07/36 2pp 26077 254 24X 

Fiche 50-445,04/07/26,0408150414 


— 8409150440 lE Insp Rept SO-445/04-lS on 040501-31 Violations noted 
failure to follow procedure during Train A emergency dlasel 
generator auxiliary sys retest It hold tags Improperly 
rsmoved from Train A diesel engine 

KELLEY.DL * SMITH.W F . HUNNICUTT. D N Region 4. Office of 

DlTBCtor 84/07/06 lOpp 26077 256 24X Fiche 50-445,84/07/26, 

6408150414 


0400160026 Forwards IE Insp Rept 50-445/84-20 on 840503-0619 No 
violations or deviations identified 

BANOART, R L Region 4, Office of Director 84/07/26 SPENCE, M D 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co I 2pp 26100 150 24X Fl-che 30-445,04/07/26,9400160026 


—840816003/ IE Insp Rep ^ 50-^45/64-20 on 840503-0619 No violations ori 
deviations noted Major areas inspected work 4. documentation ' 

associated w/site partLon of recertification progr-am ; 

loplemented on Train I) TDI emergency diesel generator 
SMITH, W F , HUNNICUTT, D 11 Region 4, Office pf Director. 

04/07/03 9pp 36108 152 a4X Fiche 50-44 5, 04/07/26, 8408160026 ' 


8407230229 IE Info Notice 84-57* ’’Operating Experience re Moisture 

Intrusion In Safety-Related Electrical Equipment at • 

Commercial Power Plants Syq list end I 

x/ORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 0301W3) 04/07/27 Consolidated Edison Co of New' 

York, Inc H9pp S586S 047 24X Fiche 30-000.04/07/27,0407230229, 

f 

f 


t 
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T Hearing transcripts on nor-anti matters 


8407310203 Transcript of 0'»O723 teUon in Oleti flose.TX PP 

♦ Atomic Safety and Licensing floard Panel 84/07/23 
25830 173 24K Fiche 50^445.81/0^/23.8407310303 


3B. 5&7- 
9lpp 


8408080027 Transcript or L Barnps 840728 Rose. T^. re 

harassment V inMnldation at PaciUty Pp 59.000-59.^46 
Supportina doc umentatt an enc 1 . o 

♦ safety and Licensing Qoard Panel L Broun t< Root. 

Inc Csubs Pf Hall morion Co ) 84/07/28 2i>9pp 25969 066 a4X 

Fiche 50'445. 94/07/28. 0408080027 


0408070273 Transcript of M Rhodes. W Sims.M Todd !« S Burns B40730 
deposition Pp 72 . 000-72. 1 60 , r-t 

» Atomic safety and Licensing Board Panel RHODES. t1 L Ebasco 
Seri,ices. inc (suhs of Enserch Corp ) SIMS.W T Broun 6 Root, 

Of Hauthurton Co 1 84/07/30 I75pp 25949 024 24X 

Fiche 50-445.84/07/30.8400070273 


□400080237 Transcript af C Diggs. 0 Fanning. R Whitman S. J Uehlain 840730 
depositions In Clen Rose.TX Pp 71.500-71,659 Supporting 

documentation end „ cJ^KlAttA,r^ n 
♦ Atomic safety and Licensing Board Panel BIGG8.C , FANNING. 0 
Brown U Root. Inc (subs of Halliburton Co 1 84/07/30 I70pp 
23967 237 24X Flthe 30-445,84/07/30.0408080237 


B-4Q8070105 VdI II of transcript of H Gregory 040731 deposition in Glen 
Rose.TX Pp 54,559-54.710 Supporting documentation end 
4 Atomic safety and Licensing Board Panel GREGORY. H Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 
GREGORY. H Broun h Root. Int («ubs of Halliburton CO ) 04/07/31 

204pp 23950 045 24X Fiche S0--443, 84/07/31. 8408070105 


8400160501 foiUoTj. ♦unscfipt ■* f' 
c onla itunent Jl,^p peTrQirar.ct 
BURWifL.S n I iCPnsWKi Hr I 

Association hui .uuTid rriciyy 1 P 
Fiche 50-445 81 C > O. 8-13016' '01 


H3/27 rnerniiil i" Ht-thesciJ MO re 

H.WOU 'OJ l!LIS. vl Citlieris 
-‘6124 I^jV c‘4X 


— BAOal605U2 TrifistTin* of 840 ’J,’ nn-Cting 
sump p er f or-'- inr n Pp I'lli Jrupportlng d 
* Commi 5s I nnoi s 04''O//t‘^ l^Tpp 
Fiche 50 14 5.84 08 . 02. 84 00 1 605'J1 


in lie Hit .da. MP i e 
Ol uitu'ri to 1 1 on enc I 
26124 160 2AX 


conta iruneiit 


0408080036 TransLtiP^ or fV teats .34u803 depend lon in Glon Rose.TX 
Pd 77, 500-7/. 550 5upP0i*'H>q rtocu.i»entat i on enc I 

» Atomic Safety and Licensing Boat d Panel t OATS. tl L Texas 

iJi-iiitiDs Electric Co ifurmeily lc*.»5 Utilities Geneiating Co / 
Utilities tiectnc r h „ Lo-il/l6, 04/00/03. 0.108000026 


0400000294 Transcript of K Kell or 840H03 deposition m GleO Rosu.TX 
Po 7Q. 000-78. 026 8uppoT^lng 0 oc umen ( .) 1 1 on utn ( 

« Atomic Safety and Liceitsirtg Doai d Panal KLLUCR.J C Teiao 
Utilities Electric Lu (formerly lens Utilities Genoiating Co ) 
KELLER. J C Wes tinp bouse Electric imp 84 '00 03 36pp 


8400220173 Board Not i r icati on 04 - 1 J 7 forwards transcript of 840607 
meeting ui/applicanf re 040604 proposed TSAR amend on 
protective coatings 

CIGENNUT.D G Division uf Licensing 04/00/1/ BLCICH, P . 
JORDAN, W . NCCOLLOM. U Atomic Safety and 1. icen*. mg Board Panel 
oi-iAr, nr,a :?Ait F,rh« 50 44 5. 04 /OG/ 1 / . 8400^20 1 73 


--8400200266 Tr.in-,cripf of 040607 moDtiiig u/npplicant m ncthesda.ND re 
protective coating inside containment Pp l-lOO 
* Lommissionei 3 04/06/07 120pp 26262 lOl 24X 

Fiche S0-44!» 04/00/1 /< Q4O02a'Ol /'• 


8400000051 Transcript of J Pitts 840731 deposition in Glen Rose.TX 
Pp 73. 500-73. 533 

* Atomic Safety and Licensing Board Panel PITTS.J Texas 
Utilities Electric Co (formerly Texas Utilities Oeneratlng Co ) 
pITTS, U Ebasco Services. Inc (subs of Enserch Corp 1 84/07/31 

S3pp 25960 333 24X Fiche 50-443,84/07/31.0406000031 


0400230432 Notice of filing in Docketing f. bvc Branch of 0 Purdy in 
camera deposition i '• Glen Rase, IX 

PURDY. B Texas Utilities Electric Co (formerly lexns Utilities 
Generating Co ) Dfi6 207 G-I/O0/1U 2pp 26^04 00/ 24X 

Fiche 50-445, 84/08 HQ, 04 002304 JJ 


a40BODOlOO Transcript of DL Anderson 840/31 deposition in Glen Rose.TX 
re intimidation by OA parsonnel Pp 73,000-73.042 Supporting 
documentation encl 

* Atomic Safety and Licensing Board Panel ANDERSON, D L Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 
04/07/31 48pp 23965 Ji7 24X Fiche 50-445.84/07/31.8406080100 


□408060245 Transcript or D Anderson. S Spencer 6 A Doren 840731 
depositions in Glen Rose.TX Pp 72*300-72.601 Supporting 
documentation encl 

4 Atomic Safety and Licensing Board Panel SPENCER. S . DOREN. A 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co } 04/07/31 iBSpp 2S967 065 24X Fiche 50-445,84/07/31. 

0406080245 


B40B090023 Transcript of ST Hoggard 840001 deposition in 0\«n RosbiTX 
Pp 74.000-74,016 Supporting documentation encl 

4 Atomic Safety and Licensing Board Panel HOGGARD, S T Qrouin U 
Root. Inc (subs of Halliburton Co ) 64/00/01 24pf 25961 339 

24X Fiche 50-445.94/08/01,0400000023 


0406000032 Transcript of HF Gunn 840GD1 deposition in Glen Rose.TX 
Pp 73.000-75.000 

# Atomic safety and Licensing Board Panel GUNN. H F Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co > 
GUNN.H F Braun h Root. Inc (subs of Halliburton Co > 84 / 00/01 

llpp 25967 023 24X Fich-e 50-445,84/00/01.0400000032 


8409080099 Transcript of JN Scarbrough t. D Ethridge depositions in Glen 
Rtjsa.TX Pp 74, 500-74r 52i Supporting dgeumentation encl 
4 Atomic Safety and Licensing Board Panel SCARBROUGH. 3 N . 
ETHRIDGE. D Broun & Roo*-. Inc (subs of Halliburton Co ) 

04/OB/OJ ?6pp 25965 t67 24 X Fiche 50-445,64/08/01.8400080089 


0408080272 Transcript of S4 Neumeyer 84 oqoi deposition in Glen Rose.TX 
Pp 59, 500-39. 6S3 Supporting documentation end 

e Atomic Safety and Licensing Board Panel NEUMEYER.S A Texas 
Utilities Electric Co (formerly Texa% Utilities Generating Co ) 
04/08/01 207pp 25966 OBO 24X Fiche 50-445. B4/0B/0i. 6400000272 


840&090146 Transcript of DN Chapman 840S02 deposition in (Jlen Rose.TX 
Pp 76.500-76.631 Supporting documentation end 

4 Atomic Safety and Licensing Board Panel CHAPMAN. D N Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co > 
04/00/02 gsOpp 23959 270 24X Fiche 50-445,84/06/02,6400000146 


84O0OGO296 Trctnecrip*- of 040602 tclcon in Glen Rose.TX Pp 36,690- 
38. 726 

• Atomic Safety and Licensing Board panel 84/OB/oa 39pp 
25964 321 24X Fiche 50-445,04/08/02,0400060296 


0400220367 Foi wards profiled ttutimomj of RM Pune an. RD HtDoo. 

R Simpson. DR Wright, je Zuiahr.DT Wi I Lei ding f< if Blown, 
depositions of jN btarbough <t al ^ .itfldavif of 
DK Egbert Certificate of Sve eru 1 

HARTtlAN.S L Di'-hop. Liberman. Cook. PuicuU Reynolds 

HARTMAN. B L Texas Utilities Electiic ( o (foifhoily Texas Utilities 

Generating Co > D^lB TOft 84/00/20 (lEMtNT&.Wt Docketing L 

Services Btanth Ipp 26192 126 24/ Fiche 50-445, 114/00/20. 

0408230367 


-'•8408220371 Pre filed tustimony of AD Justice on 040016 in Olon rtosoiTX 
Pp 1'20 

JUQTlcr.A D Texas Utilitits Electric Co (formerly Teias 
Utilities Generating Co ) JUSTICE. A D Brown L Root. Inc (subs 
of Hall ibur ton Co ) 94/00/16 2Cpp .‘6192 130 24X 

Ft the 30-44 5. 04/00/20, RdOfK’J’O <6' 


— 0408520374 Prefilod teaHmony of RM Duhtan on 040815 in 01 en flPtto, TX 
l‘p l-i? 

DUNCAN, R N To*as ULiUtlos Eiectfic Co (foimerly Texas Utilitits 
Generating Co ) DUNCAN, R H Oroun f Roof, inc (subs of 
Halliburton Co l 04/O0''l5 23pp 26192 150 24X 

Fiche 50-44 5.84/00/20.040022036/ 


— 0408220300 Prcfi led tcstlmr.mj of Rl> ncBue on 040016 in Glen Rose.TX 
Pp 1-24 

MCncE.R D Texas Utilities Elct.it it. Lo (formerly Texas Utilities 
Generating Co 1 MCQEE. R D Qi own 6 Root. InC (subs of 

Halliburton Co J 84/08.16 35pp 26193 173 24X 

Fiche 50-445, 04/00 ,' 20.0 40822036 ' 


— 0408220361 Profiled testimony of RW Simpson on 840015 in Olon Rose.TX 
Pp 1-30 

SIMPSQN.R W Texas Utilities Cloctilc Co (Purmorly Texas 
Utilities Generating Co ) SIMPSON, R W Brown 6 Root. Inc (subs 
of Halliburton Cn ) 84/09/ J5 42pj) 26192 P08 24X 

Fiche 50-445, 04/00/20. 040022036*/ 


— 0406220303 Prefiied testimony uf DR Wt ighl on 840816 in Glen Rqsb.TX 
Pp 1-9 

MRIGHT.DR Texas UiiUlirs Electiic Co (formerly Texas Utilities 
Generating Co ) URIGHl.P R Brown I Root, Inc (cuts of 
Halliburton Co > 04/00/16 9pp 2619? 260 24X 

Fiche 50-445,84/00/20.840622036/ 


—0403220300 Prer I led testimony of JE Zwahr > QT Wilterrfing on 940015 in 
Glen ftosorTX Pp 1—21 

ZWAHR. J E , WILTCRDINQ.D T Te*ms Utilities Electric Co (Formerlv 
Texas Utilities Generating Co ) ilJAHR.v/ E Brown t/ Root. Inc 
(subs of Halliburton Co i 04/00/15 29pp 26192 269 24X 

Fiche 30-445. 04 '09/20, 04OU?2O36^ 
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■0409220393 Prefiled testimang of JE Brown on 840815 in Olen Roeei TX 
Pp 1-21 

BROWN. J E Tenaa Uttlltlea Electric Co (formerlij Texas Utilities 
Osneratlng Co > BROUN. J E Brown *. Root, Inc (sobs of 

Halliburton Co ) 84/08/15 29pp 26192 298 24X 

Fiche 50-445^04/08/20.0408220367 


— 0408220396 Deposition nf ST on 040801 in Olen Ro3b<TX 

Pp 74(000-74.016 Personal reau«ie end 

HDQGAnDiS T Texas Utilities Electric Co (formerly Texas 
Utilities Generating Co > 04/08/01 23pp 26192 327 24X 

Fiche 30“445, 04/08/20. 0400230367 


— 0408220399 Affidavit of DK Egbert re discussion u/DK Stiner in 
□ct 1982 concerning enplogee benefits 

EGBERT. D K Broun Sc Root. Inc (subs of Halliburton Co ) 
84/08/01 7pp 26192 350 24X Fiche 50-445.84/08/20.0408220367 


■8400220403 Deposition of JN Scarbrough h D Ethridge on 040801 in 
OJen Rosa.TX Pp 74.500-74.521 

SCARBROUGH. J N . EIHRIDGE.D Texas Utilities Electric Co 
(formerly Texas Utilities Generating Co > SCARBROUGH. J N Brown 
6 Root. Inc (subs of Halliburton Co ) 84/00/01 27pp 

26193 357 24^ Fiche 50-445.04/08/30.8408220367 


— 8408320405 Deposition of HF Gunn on 840801 in Glen Roso.TX Pp 75.000- 
75. 008 

OUNN. H F Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) GUNN. H F Brown S< Root. Int (subs of 

Halliburton Co > 04/08/01 lOpp 26193 022 24X 

Fiche 50-445.04/08/20.8408220367 


8408240247 Forwards CASE 840820 prefiled testimony of IL Goldstein re 
harassment & In tlmida tlon 

ROISMAN.A Z Trial Lawyers for Public Justice flOISHAN. A Z 
Cltlions Association for Sound Energy D8B 257 84/00/20 

BLOCH. P B . GROSSMAN. H , JORDAN. W H Atomic Safety and Li tens In® 
Board Panel Ip 26223 119 24X Fiche 50-445.84/00/20.0400240247 


■B4O824O240 Written testimony of IL Goldstein re harassment & 
intimidation 

GOLDSTEIN.! L Citizens Association for Sound Energy 
GOLDSTEIN. 1 L Maryland. Unlv of. College Park. MD 04/09/20 
45pp 26223 120 24X Fiche 50-445.84/08/30.0408240247 


8400240302 Transcript of 040022 hearing in Bethesda. MD Pp 13.969- 
14. 014 

a Atomic Safety and Licensing Board Panel 84/08/82 Dlpp 
26225 321 24X Fiche 50-445.84/03/32.0408840302 


8400300103 Transcript of B40827 hearing in Bethesda. MD Pp 14.013- 
14. 180 

* Atomic Safety antf Licensing Board Panel 04/08/27 I68pp 
26305 001 84X Fiche 50-443.84/00/27,0400300103 


V Operator Exaninatlons 


0408140266 Lists ref matl required for administrat Ion of written exams 
scheduled for 04O91O $- operator exams scheduled for wks of 
040909 St 16 Mail should be submitted by 840819 

HUNTER. D R Region 4. Office of Director 04/08/00 CLEMENTS. D R 
Texas Utilities Electric Co (formerly Texas Utilities Oeneratlng 
Co J 6pp 26055 333 24X Fiche SO-445 . 04/00/00 . 0408140 266 


X Onsite Storage of Low Level Waste 


8408270271 Advises of executed Contract DE-CROl-04RWOOOi2 w/DQE for 
disposal of spent nuclear fuel from facilities Related info 
end 

8CHMIDT.H C Texas Utilities Electric Co (formerly Texas Utilities 
Generating Go ) 84/08/21 Y(3UNGBL0QD. D N Licensing Branch 1 

3pp 26241 015 24X Fiche 50-445.84/08/21.8400270271 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STA . UNIT 2 


A Appl Icatlon/cons tructl on stage documents ^ correspondence 


8309130110 Forwards FR notice Director's Decision 00-83-11 denying 
CASE B3D128 10CFR2 206 petition for show cause order re ITT 
Grinnell NP8 Indus trl es. In c design criteria for pipe 
supports 

DEYOUNG. R C Director's Office. Office of Inspection and 
Enforcement 83/08/18 ELL18<J Citizens Associatiiin for Bound 
Energy 2pp 25975 323 24X Fiche 50-445.83/08/18,8309130110 


— 6309130112 Notice of denial of CASE 10CFR2 206 petition requesting utd 
be requii ed to provide docuirents t* e JTT Grlnnol & NPA 
tndustr 1 D-s, I nc design ci i tei la ror pipe supports 
DEYOUNG R C Director's Ofrlce. Office of Inspection and 

Enforcement 03/09/19 Ip 25975 325 24X Fiche 50-445. 

83/00/18. 83091301 10 


— 8309130117 Director's Decision DO-BO-l i , deny in g CASE 830128 10CFR2 206 
petition for shnu cause order le production of ITT Grirtncli 
St NFS Ind ustr lee. 1 nc design criteria for pipe supports 
DEYOUNG. R C Director's Office, Office of Inspection and 
Enforcement 03/09/19 0pp 25975 326 24X 

Fiche 50-445. 83/00/18, 8309130110 


0311020513 Ack receip* of 030928 response to notice of violation & 
proposed imposition of civil penalty dtd 630029 Final 
determination re inposjtion of civil penalty deforred until 
resolution of DDL Case 82 ERA-9 

DEYOUNO. R Director's Office, Offic-e of Inspection and Enforcement 
83/10/17 GARV.R J Texas Utilities Electric Co (formerly Texas 
Utilities Ooneratlny Co ) 3pp 25975 334 24X 

Fiche 50-445. 03/10/17. 031 1020513 


8303300734 Ack receipt of Citiiens Assoc for Sound Energy petitior for 
show cause order or. in al ter native. why util should not 
provida requested documents re coinponent design 
DEYOUNO. R C Directory's Office. Office of Inspection and 
Enforcement 03/03/03 ELLIS, J Citirens Association for Sound 
Energy Ip 25951 339 24X Ficho 50-445.04/03/03.8303300734 


— 8303300736 Notice of receipt o-f petition under lOCrRS 206 for order to 
show cause ori In a 1 terna tl ve . why util should not provide 
requested docu^hents re component dosign 

DEYOUNO.R C Director's Office. Office of Inspection and 
Enforcement 83/03/03 2pp 25951 359 24X 

Ficho 50-445.04/03/03.0303300734 


0408010070 Informs that licensee responses to NUREG-0737. Item II F 2. 
"Instrumentation for Detection of Inadequate Core Cooling." 
acceptable SEER input 6 nilestoncs enc i 

YOUNODLOOD.il J Licensing Branch 1 84/07/19 SPENCE. H D Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co > 
12pp 25997 225 S4X Fiche 50-445,04/07/19,8408010078 


6406010112 Informs that licensee updates to QA organltatian documentod 
In FSAR Amends 42-49 acceptable Evaluation rept for 
Inclusion in SSER. prior to Unit 1 1 1 dens itig. enc 1 

YaUNOBLODD. □ J Llconslng Branch i 84/07/19 SPENCE. M D Texas 
Utilities Electric Co (formerly Texas Utilities Oeneratlng Co ) 

Spp 25873 33 6 24X Fiche 50-445. 04/07/ I 9. 840B010U2 


0408130449 Forwards "Control of Heavy Loads (Phase 1 1-NUR1E(J-0612) for 
Commanche Peak. Units i 6 2." draft technical evaluation 
rept 

YaUNODLOOD.D J Licensing Branch 1 84/07/26 EPENCE. M D Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 

3pp 26059 271 24X r I che 50-445, 04/07/26, 8406130449 


— 0406130455 "Control of Heavy Loads (Phase I 1-NUREO-O6ia ) . Ooirmanth e 
Peak. Units 1 ^ 2." diaft technical evaluation rept 
YEN. T C EGiO. Inc FIN A *6457 84/04/30 NRC - No Detail B if 

Affiliation Oivon 40pp 26059 274 24X Fiche 50-445.04/07/26. 

8400130449 


B40B060163 Responds to Generic Ltr B3-10C re resolution of NURE0-0737i 
Item II K 3 5. "Automatic Trip of Reactor Coolant Pumps " 

Facilities bound by results of t<lD8 1 1 nghouse Owners Group 
manual pump trip justification rept 

SCHMIDT. H C Texas Utilities Electric Co (formerly Texas Utilities 
Oeneratlng Co 1 64/07/27 YaUNOaLOOD, B J Licensing Branch I 

Ip 29932 197 a4X Fiche 50-445.84/07/27.8400060165 


0400090479 Notification o# 840008 meeting ui/DNU in Olen Rose.TX to 
discuss util responses t-o allegations re protective 
coating practices 

VIETTI.A Licensing Branch 3 84/07/27 IPPOLl TO. T A Division of 

Licensing I4pp 25983 160 24X Ficho 30-445.84/07/27^9408090479 


0406030153 Responds to agenda for 640600 meeting at site re protective 
coatings practices Requests permission to respond to NRC 
questions in writing by 840013 

GEORGE. J 0 Texas Utilities Electric Co (formerly Texas Utilities 
Oeneratlng Co } 84/07/31 IPPDHTQ.J A Division of Licensing 

Ip 25918 014 24X Fiche 50-445. □4/Q7/31* 04080301 53 


0406090497 Summary of 640717 meeting w/Hesting hous e Owners Steam 
Generator Tube Rupture Subgroup in Bethesda.MD re proposed 
steam generator tube rupture generic program List of 
attendees ft vieujiraphs end 

SINGH. 6 K Licensing Bronch 3 04/07/31 Licensing Branch 3 

iBpp 25983 130 24X Fiche 50-000.84/07/31,840009049/ 


i 

i 
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840809044*^ Notification of canceHatton qF S40S0B ineetirt9 u/QNL kn 
Dethe-sdaj fID to jiscuas util Tespoos:*^ ts allegations re 
piotccfcive coaling practices 

VIETTI.A Licensing Branch 3 SA^OB'Gl iPPOLETOiT A Division of 
Licensing 3pp 25983 215 2A H Fiche 50-445i 04/OB/Ol . 0408090445 


9408090905 Ac 1 lecPipt of 840''3l request for opportunity to respond to 
040727 mesting notice On 040003 meeting ui/u>tll re protective 
coating practices in wnring bg 840013 Meeting schedule 
cance led 

IPPQLITQ.T A Division of Licensing Q4/OB/02 GEORGF. J B Texas 
Utilities Electric Co (formerlij Teitas Utilities Generating Co ) 

Ip 25903 127 24!' Fiche 50-44 5i B4/ 08/02- 8400090505 


8408070455 Board Not if ica *- 1 on 04-124 forwards info re allegations of 
improper const practices on mom condensers 

EISEMHUT,D G Division of Licensing ai'OB/03 BLOCH i P • 

JORDAN. W . MCCGLLOM-M Atomic Safety and Licensing Qaar-d Panel 
2pp 25971 001 24X Fiche 50-4 45> 64/00 '03. 8400070455 


— 8403090105 Responds to NRC 840^19 Jtr re alleged improper const 
practices involving naln condensers QA program not invoked 
because main condenser not saf ety**ro ] ated* b ut activities 
monitored closely Leakage testing N detection discussed 
CLENEMTSi D R Trias Utilities Electric Co (formerly Texas 
Utilities Genera' ing Co ) 84/07/09 DANGART* R L Region 4. 

Office of Diie to. 2pp 25971 032 24X Fiche 50-443,04/09/03. 

8400070455 


\ 


B40B200275 Generic. Ltr 04-20 td all licensees of operating reactors & , 

applicants for QLa re scheduling guidance for licensee | 

submittals of reloads that involve unrevieued safety 1 

questions Sve list end ' 

EISENKUT 0 G Division of Licensing 84/00/20 Consolidated ' 

Edison Co of Neu York, Inc I7pp 26276 244 24X 

Fiche 50-000- 04/09/20. 840 B200275 I 

J 

0400270030 Advises of adoption of t^est inghouse generic core damage r 

assessment methodol ogg- in response to NUREG-0737. I tem > 

I I 0 3i ’'Post-Accident Sampling Capability " | 

SCHMIDT. H C Texas Utilities Electric Co (formerly Texas Utilities ' 

Generating Co ) 04/08/20 YOUNOBLOQD. B J Licensing Branch 1 | 

Ip 26243 038 24X Fiche 30-445.84/00/20.0408270030 / 


8408270565 Notification or 840823 S< 24 meetings ui/utll in Glen Rose.TX 
to discuss detailed technical data supporting motions for 
summary dispositions 

BURUELL.S B Licensing Branch 1 84/08/20 YOUNOBLDOD. B J 

Licensing Branch J 5pp 26277 248 a4X Fiche 50-445.84/09/20, 
8403270365 


0403270(367 Informs that qua 1 1 f i c at i on matnt program described In FQAR 
Section 2 4. App 3A will be fully implemented prior to Unit 1 
fuel load 

SCHMIDT.H C Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Co > 04/08/21 YOUNGBLOOD. B J Licensing Branch 1 

Ip 26247 149 24X Fiche 50-445.84/08/21.8408270067 


B4O0O7O11O Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for GLs ’< holders of CPs re availability of 
Suppl 1 to NUREO-OYSS. “Prior i 1 1 la t i on of Generic Safety 
Issues ” Sve list enc 1 

EISENKUT. D G Division of Licensing 04/08/06 Consolidated 

Edison Co of Neu York, inc iSpp 26129 238 24X 

Fiche 30-000.04/00/06.8400070110 


0408000454 Board IJoti f I cati on 84-132 transmits NRC Special Review Team 
rapt re 040403-13 si^e revlou of mgt control of canstiinsp 
6 test programs 

rrSENKUT.DG Division of Licensing 84/09/06 PALLAOINO 
Consolidated Ediscn C; of New York, inc ROBERTS. ASSELSTINE 
Comnnis' loners 26031 214 24X Fiche 50-445,84/08/06, 

840F07U455 


8408100050 Informs that documents re Mar 1984 T-shirt incident 
returned to T Yega cn 040720 following reproduction 
BANOART,ft L Region 4, Office of Director 04/09/06 SPENCE. M 0 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) Spp 25990 030 247 Fiche 50-445.84/08/06.8400100050 


5408160157 Forwards tabU providing description of Amend 51 to FSAR 
MARSHALL. JS Texas Utilities Electric Co Iformerly Texas Utilities 
Generating Co ' 84/0B/09 BURNELL. S B Office of Nuclear Reactor 

Regulation. Director 3pp 26085 169 24X Fiche 50-445,84/00/08. 

8408160157 


8408270123 Forwards response to NRC S40619 questions re reactor vessel 
heatup cooldown Tech Specs 

SCHMIDT.H C Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 84/08/22 YOUNGBLOOD, D J Licensing Branch 1 

llpp 26247 344 24X Fiche 30-443.84/08/22.0408270123 


8400270132 Infor.Tis that steam generator tube rupture reevaluation will 
include calculations to determine margin to overfill St 
equilibrium breakftou showing time to overfill is greater 
then time to equal i lation, per NRC 840409 request 

SCHMIDT.H C Texas Utilities Electric Co (formerly Texas Utilities 
Oenoratlng Co i 04/08/22 YOUNGBLOOD. D J Licensing Branch 1 
2pp 26245 039 2Ai Fiche 30-443.04/09/22.6408270132 


8408280218 Forwards 630216 memo of telcon between util.NRR BNL re 
action required to close out Specific Item 12, MS34 
concerning diesel generator control panel 

SCHMIDT.H C Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Co ) B4/O0/22 YOUNGBLOOD. D J Licensing Branch 1 

3pp 26279 168 24X Fiche 50-445.64/08/22.8406260216 


640626046) Notifies that CAH-84-9 re setpoint methodology for reactor 
protection sys is proprietary S. will be withheld from public 
disclosure per 10CFR2 790 

YOUNGBLOOD. B J Licensing Branch 1 84/00/22 NIESEMANN.R A 

Nestinghouse Electric Corp 3pp 26292 357 24X 

Fiche 50-445.64/08/22.8408200461 


8400170138 Forwards evaluation re resolution of SER Confirmatory 
Issue 5, TMI action plan items ^ status of review of steain 
generator tube rupture event 

YOUNGBLODD, Q J Licensing Branch 1 94/08/09 SPENCE, M D Texas 

Utilities Electric Co (foimerly Texas Utilities Generating Co > 
lOpp 26134 315 24X Fiche 30-4451.84/06/09,8409170130 


8409160335 Responds to 040809 request for addl info re environ 
qualification concerning FSAR data for MS~70. M5-76, ESe-27 8, 

ESE-40 t' forwards "Radiation Analysis of Barton Model 28 Ba 
D ifferential Pressure Indicating Switch ." test rept 
SCHMIDT.H C Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co } 84 / 00/10 YDUNGBLOaD, D J Licensing Branch 1 

2pp 26083 341 24K Fiche 30-443.04/08/10.6408160333 


— 8408160340 "Radiation Analysis of Barton Model 200A Differential 
Pressure Indicating Switch for Texas Utils Oenerating Co *■ 

RIEDL.T J Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > EO/iES( B4> -1 64 04/08/10 7pp 26005 343 24X 

Fiche 50-443,94/00/10.0400160335 


8406160412 Submits list of items for which cable splicing In raceways 
justi f 1 ed. per requirement of Rev 1 fro Reg Guide 1 75 

SCHMIDT.H C Texas UtiUfrie.^ Electric Co (formerly Texag Utilities 
Generating Co > B4/Oa/10 rDUNGDLDQD.B J Licensing Branch 1 

2pp 26003 356 24X Fiche 50-445. 84/00/ lO. B40S I 604 1 2 


8400900156 Nofc If Ication of 940814 Z< 15 meetings w/vti 1 in New YorkrNY 
fro cunduct audit review of structural analysis on upper 
lateral restraint beam prepared for niDtioms for summary 
d i sposi ti on 

BURMElL.S fl Licensing Branch 1 04/08/13 VOUNGBLODD. B O 

Licensing Branch i 3pp 26142 322 247 Fiche 50-443t 84/00/13, 

0409200156 


6406200142 Advises that concerns re radiation of DIN silicone insulated 
cable resolved Calculations examined show lower postulated 
dose acceptable FSAR will be updated to reflect new valves 
in next amend 

SCHMIDT.H C Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 04/08/23 YOUNGBLOOD. B J Licensing Branch I 

Ip 26259 077 24X Fiche 50-445.84/00/23,0408280142 


840B28O190 Forwards response to NRC 840807 request for addl info re 
safety parameter display sys List of parameters available in 
each mode of operation (normal. heat up/cool down Sc/or cold 
shutdown) end 

SCHMIDT^H C Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 84/08/24 YI^NCBLOOD, B J Licensing Branch 1 

24pp 26275 197 24X Fiche 50-443.84/08/24.8400200190 


a408300239 Forwards response to 840827 request for info re status of 
human engineering deficiencies t< c lari f icafrions to control 
room design review implementation audit 

SCHMIDT#H C Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 84/08/24 YOUNGBLOOD. B J Licensing Branch 1 

6pp 26300 123 a4X Fiche 50-445.04/08/24.8408300239 


E NRC Safety Evaluation Report (SER), suppls tt correspondence 


6408140066 Advises of delay in schedule for submitting SBER. per plan 
for completion of outstanding regulatory actions SSER 
addresses resolution of outstanding const quality issues 
from late Aug to end of Bept 1984 

IPPOLITO. T A Division of Licensing 84/07/27 BLOCH. P fl . 
JORDAN. N H . HcCGLLOh. K A Atomic Safety and Licensing Board Panel 
3pp 26061 276 24X Fiche 50-445,04/07/27.8408140066 
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363 


B40Si70i3& Foruiarrts svaluat-iOT) re i 3 J ut is N of SfcP C on f j rma 1 0 ry 
J ftfiuB b TMI al.^^un plan iteina ^ stcitus of r t v i eijj ci steam 
generator tube ruptire e\etit 

VOUNGDlOOD B J L i censing Hrarith 1 04 'OB ''09 SPCIJCEjM D Teras 

Utilities tJeLt<ic To (foimcTly Tt*»a5 Utilities Generating Co ) 
lOpp .^6 134 33 5 c’4* Fiuhe S,0-ni'ra-l OW/C? 840B17013Q 


F Sacuntg mecticul. emergency * t-jrc p t ot ec 1 1 ori plans 


040t3230<?!}'^ Forwrirds Cibbs ♦- Hill, Inc "EvaKalion of Paint ^ Insulation 
Debris Effects on Containnent Emergency Sump Perfonmance " 

Related c orrespondonc 

REYNOLDS, N h Bishop, Libernan. Look Puicell !, Reynolds DSB 222 
84/07/03 DLOCHi P I? Atomic Salety and Licensing Board Panel 
iSOpp 2620A 1*6 24y Fiche 3 O- MS, 54 /0'^/05, 6408230257 


B4O0O9O451 NotlflcaMon or B4O0O3 meeting- si/util in Bethe5da»HJ> to 
discuss fire protection progi^m 

DU’RNfLL, S B Licensing Branch 1 84 / OQ, i>3 YDUNGBLn-ODi B J 

Licensing Dl onch 1 4pp i*S983 509 24J< Fiche 30-443,04/00/02, 

8405090451 


8400130267 Foruai ds re<iU65t fai addl info- le Suppl 1 to NURE0-O737 
concerning safety pdrdJreter display sys Pioject manager 
should be pi spared to sd-dreas info requ-est uiithin 5 days of 
Itr receipt 

yOUNGBLOQO, 11 J Licensing Branch 1 04/08/07 SPENCE, M D Texas 

Utilities Electric Co fforeneily Texas Utilities Generating Co. } 

3pp 26040 343 24X Fiche 50-445,04/08/07,0400130267 


8400210158 Foiuards status rep t re control room design revieuiipor 
Suppl 1 lo NUREO-0737 If plan, not fully lesolved by fuel 
1 oad I 1 1 c ens 1 ng ui 1 ] b? accomplished on PPA basis 

YQUNODLDOD, a J Licensing Branch J 04/00/13 8PENCC/ M D Texas 
Utilities Electric Co (foimerly Texas Utilities Generating Co 1 
20pp 26195 28/ 24X Firhr 50''445, 84/00/ I 3> 0400210158 


0400210148 Foruiards ciercise rept fur joint offsite radiological 
emergency preparedness 031214 exercise Cooperation u/state 
local officials to correct deficiencies requested 
BANGART.R L Region 4, Office Of Director 04/00/16 gPerJCE,M D 
Texas Utilities Electric Co (formei ly Texas Utilities Oonerdting 
Co ) Ip 26147 07/ ?4X Tiche 50-445,04/00/16.0408210146 


B408270368 Foriuards marked-up proposed Tech Spec changes re remote 
shutdown ms trmentdt ton. fire dateclion ins trumenta tton. f i re 
supprojsion sys t liquid effluents 

CLEMENTS,!} K Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > 04/08/20 VOUNOBLOon. 0 U Licensing Branch I 

52lpp 26211 023 24}( Fiche 30-145,84/08/20,8408270360 


0 Adjudicatoiy correspondence 


640823055/ Forwards Gibbs l< Hill, fur "Evaluation of Faint fc Insulation 
Debris Effects on Containment Efoergency Sump Performance *' 

Related correspondence 

REYNGLDG.NS Bishop, Liberman. Coot, Purcell l< Rev^oldg 

REVNDLDa, N S Texas Utllllirs Electric Co (formerly Texas Utilities 

Genet ating Co > USB 223 a*}/07/05 BLOCH, P D , nCCOLLOM,K A , 

JQRBAN, U H Atomiic Safety and Licensing Board Panel ISOpp 

26206 166 24X Fiche 50-445,84/07/05.0403230257 


84O0O9O2OO Forwards 840001 Itr re breach of confidentiality involving 
CASE witness who gave deposition in proceedings -under 
protective pider Name of witness openly available to 
public in POR foi at least 6 days Rolated correspondence 
ROISHAN.A Z Trial Lawyers for Public Justice ROISKAN, A 2 
Citiiens Association for Sound Energy OSB 852 04/00/01 

BLOCH. P D Atonic Safety and Licensing Board Panel Ip 25971 190 
a4X Fiche 50-443,84/08/01,8408090200 


—8406090206 Requests info re breach of confidentiality involving CASE 
witness who gave deppsition in proceedings -under protective 
order Name of witness openly available to public ifi PI)R 
for at least 6 days Related correspondence 

ROISNAN, A Z Trial Lawyers fot Public Justice ROISMAN. A 2 
Citiiens Association for Hound Energy 84/Q8/0] CHlLK Office of 

the Secretary of the Commission 2pp 35971 19'1 34X 

Fiche 50-445,84/08/01,0 100090200 


8400130093 Forwards sixth biweekly update on status of important 
schedule related issues for fuel loading Related 
correspondence 

REYNOLDS, N S Bishop, Liberman* Cook, Purcell & Reynolds 

REYNOLDS. N S Texas Utilities Electric Co (formerly Texas Utilities 

Generating Co > OSD 094 Q4/O0/O3 BLOCH.P B . MCCOLLOM, F A . 

JORDAN W H Atomic Safety and Licensing Board Panel iSpp 

26007 317 24X Fiche 50-445, 04/00/03, 0400130093 


840B13030S Submits info ir TpsPufiae to disco/ery requests re applicant 
motion for sumnary dispoBition Pertinent documentat Lon 
re A5CJ0 steel pleading ancl U'o enc 1 Related correspondence 
HORINjW a Bishop. Liberman. Cook, Pprcell ?. Reynolds HORIN. N A 
Texas Utilities Electric Co (turmcrlg Texas Utilities Generating 
Co ) D&B B95 04/00/04 ELLIS- J C 1 1 1 1 er s Association for Sound 

Energy 2pp 260i0 257 24X Fiche 30-445,84/08/04,0408130303 


8403090400 Forwards answers to applicant motion for summary 
disposition re alleged errors made in determining damping 
factors allegations re AUS I ASHE Code provisions & friction 
force in pipe design Related correspondence 

ELLIS, J Citizens Association for Sound Energy DSfl 877 84/08/06 

BLOCH, P 0 . MCCOLLOn. h A , >J0PDAN. W H Atomic Safety and Licensing 
Board Panel ip 259B2 331 24 X Fiche 50-445,04/08/06,3408090403 


—0400090420 Answer dpposing applicant 340516 motion for summary 
dispoaition re alleged errors made m determining damping 
factors far CBE V SSE loading conditions Related 
corresp ondenc e 

ELLIS. J Citlrens Assoc la ► lan for Sound Energy 84/08/06 
Atomic Safety and Licencing Board Panel 2pp 25932 332 34X 

Fiche 50-445,34/08/06,8400390403 


—8408090426 Affidavit of H Ua i sh in support of CASE answer to applicant 
statement of natl facts as to which no genuine issue exists 
re consideration of damping factors for QBE & SSE loading 
cond i t i one 

WALSH, M Citiians Aas-oclation for Sound Energy 84/08/04 I3pp 
25982 234 24X Fiche 30-44 5,84/00/06.9408090400 


— 0403090434 Forwards H Walab affidavit on CASE B40BO6 answer to 
applicant motion for summary disposition re alleged errors 
made in deternlning danplng factors for QBE S< SSE loading 
conditions ly/o and Certificate of Sve end 

ELLIS. J Citizens Association for Sound Energy 04/00/06 
Docketing !* Services Branch 3pp 259S2 347 a4X 
riche 30-445.84/00/06,8408090100 


— 8408090463 Answer opposing applicant 040517 motion for summary 
disposition of certain CASE allegations on ANS & ASHE Code 
provisions re design issues delated cofrespondenc e 
ELLIS, J Citizens Association for Sound Energy S4/O0/C6 
Atomic Safety and Licensing Board Panel Spp 25902 350 34X 

Fiche 50-44 5. 04/00/06, 0408090400 


--3408090471 Affidavit of H tTaleh in support of CASE answer to applicant 
statement of natl facts as to which no genuine issue exists 
on certain CASE allegations re AN& % ASME Code provisions 
related to design Issues 

WAL0H* H Cltixend Association for Sound Energy 84/00/04 35pp 
25902 252 24X Fiche 50-445,04/00/06.0400090400 


--3408090480 Forwards M Walsh affidavit on CASE 840006 answer to 
applicant motion for summary disposition of certain CASE 
allegations on AN'S t ASME Code provisions re design issues 
W/o end Certificate of Sve end 

ELLIS. J Citixens Association for Sound Energy 04/08/06 
Docketing ?. Services Branch 3pp 23903 387 24X 

Fiche 50-445,04/03/06.0408090408 


— 04O8O9O1B3 Answer opposing applicant motion for summary disposition re 
consideration of friction forces in design of pipe supports 
u/small thermae novenents Related correspondence 
ELLIS, J Citizens Association for Sound Energy 04/00/06 
Atomic Safety and Licensing Dcard Panel 3pp 53982 290 34X 

Fiche 50-443,34/08/06,3400090403 


— 0400090503 Affidavit of J Doyle M Walsh in support of CASE answer to 
applicant sta^-enent of matt facts as to which no genuine 
iSBiie exists re cans iderat 1 on of friction forces in design 
of pipe supports w/small thermal movements 
ODYLC. J UAL8H, M Citizens Association for Sound Energy 
34/03/04 39pp 23982 292 24 X Fiche 50-445,04/08/06,8408070400 


— 0400090512 forwards J Deyie t M Wa 1 sh affidavit re CASE 840006 answer 
to applicant notion for summary disposition ie consideration 
of friction forces in design of pipe supports w/smali 
thermal movement W/o encl Certificate of Sve end 
ELUB.J Citizens Association for Sound Energy 04/08/06 

Office of the Secretary of the Commission 3pp 25902 331 24X 

Fiche 50-445*84/08/06.84(30090400 


8408080162 Motion for authorization to issue license to load fuel L 
conduct certain precritical testing 

REYNOLDS, M S Texas -Utilities Electric Co (formerly Texas Utilities 
Generating Co ) REYNOLDS, N S Bishop, Liberman. Cook. Purcell St 
Reynolds D&D 025 84/0B/07 Atomic Safety and Licensing Board 

panel I2pp 25960 209 24/ Fiche 30-445. 84/08/07* 04OBOSO16H 



-"0AOaoaO168 Affidavit of E Alarcon in support of applicant ^notion for 
authori lat ion to issue license to load fuel !< conduct 
certain precritlcal testing Prof qualifications U 
Certificate of &vc end 

ALARCQMi E Teitas Utilities Electric Co Iformerlij Texas Utilities 
Generating Co ) 64/03/03 iBpp 23960 220 24X 

Piche 50-445, 64/08/07- 04O8OaOJA3 


8408060413 Forurards correction sheet to affidavit of JC Finneraxip 
RC lotti RP Deubler re design of Richnond inserts t< 
application tq support design Related correspondence 
HQRlNiW A Slshop, Liberman, Cook, Purcell 8, Reynolds HORIN>U A 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co > DSD 846 04/08/07 BLOCH. P D , MCCOLLQM. K A , JOnOAN, W H 

Atomic Safety and Licensing Board Panel 2pp 23974 032 24X 

Fiche 30-443,84/08/07.0406080413 


8408140495 Foruards copy of list re CASE requests for documents arising 
out of depositions taken in Olen Rose.TX Related 
correspondence 

ROISMANj A 2 Trial Lauyers ror Public Justice D8D 026 84/08/13 

BELTER. L Bishop. Libernan, Cook, Purcell ic Reynolds 3pp 
26060 246 24x Fiche 50-443.84/08/13,8403140495 


8408160106 Forwards affidavit of M l^alsh 6408 1 3 answer to applicant 
motion for tummary disposition rc effects of gaps on 
structural behavior under seismic loading cotidltions Related 
correspondence 

ELLIS, J Citiiens Association for Sound Energy 088 074 84/08/13 

Docketing 6 services Branch Ip 26005 197 24X 

Fiche 30-443.04/08/13.8408160106 


— 8400160113 Answer to applicant motion for summari| disposition re 
effects of gaps on structural behavior under seismic loading 
conditions Related correspondence 

ELH6,J Citiiens Association for Bound Energy 04/00/13 
Atomic Safety and Licensing Board Panel 2pp 26005 198 24X 

riche 30-443,64/08/13,0400160106 


— 8408160131 Affidavit of Ml Ualsh in support of answer to applicant 
statement of natl facts re effects of gaps on structural 
behavior under seismic loading conditions U/Certl f i cate of 
8vc Related correspondence 

WALSH, M Citiiens Association for Sound Energy 84/00/13 
Atomic Safety and Licensing Board Panel Il4pp 2*6003 200 24X 

Fiche 50-445,84/08/13.0 400160106 


8408160114 Confirns recent discussions re info requested by CASE for 
us* in answering various applicant motions for summary 
disposition Telcon exchanges were in response to AELD 040726 
order Related correspondence 

ELUSjJ Citiiens Association for Sound Energy DSD 071 04/08/13 

HQRINiW A Bishop. Liberman, Cook. Purcell & Reynolds ISpp 
26085 184 24X Fiche 50-445.04/00/13.8408160114 


8408160141 Forwards answers to applicant 040310 motion for summary 
disposition of CASE allegations re section property values it 
N Walsh affidavit Related correspondence 

ELL.IS, J Citiiens Association for Sound Energy DSD 072 04/00/13 

Docketing 6 Services Branch ip 26091 243. 24X 

Fiche 30-443.04/00/13,0400160141 


'0400160153 Ansuer to applicant 040516 motion for summary disposition of 
CABE allegations re section property values ASLB should 
decide in CASE favor Related correspondence 
ELLI9.J Citiiens Association for Sound Energy 04/00/13 
Atomic Safety and Licensing Board Panel 2pp 26091 244 24X 

Fiche 30-445.04/00/13,0400160141 


—0400160158 Affidavit of M Walsh in support of CASE answer to applicant 
statement of netl facts as to which no genuine issue exists 
On CASE allegations re section property values Certificate 
of Svc end Related correspondence 

WALSH, M Citiiens Association for Sound Energy 04/00/12 13pp 
26091 246 24X Fiche 30-443.04/00/13,0408160141 


8400160171 Forwards CASE 010013 motion for addl time to respond to 
applicant motion* fur summary disposition on deplgn/de-sign 
QA Issues M Walsh affidavit end Related correspondence. 

ELLIS.J Citijtons Association for Bound Energy D8D 073 B4/0B/I3 

Docketing U Services Branch Ip 26092 013 24X 

Fiche, 30-445. 84/08/13. B40BI60171 


““0408160170 Motion for addl time to respond to applicant motions for 
summary disposition of design/design QA issues R«lated 
correspondence 

ELLIS, J Citiiens Association for sound Energy 84/O0/J3 
Atomic Safety and Licensing Board Panel !Opp 26092 016 24X 

Fiche 30-443,04/00/13,0400160171 


— B4OB16O107 Affidavit of M Walsh In suppoti of CASE motion for addl time 
to ro&pond to applicant motions for summary disposition on 
design/design QA issues Coitificate of S/c cncl Related 
cor respond ent e 

igALSH. M Cttuena Assoriaiion foi Sound Energy 84/00/12 8pp 
26092 026 24X Fiche 50-44 5, S I '08/ I 3, 84001601 71 


04OB31O1O2 Provides proinlsed inrq ie applicant motion for Bummary 
diEpo&ition on gaps Related correspondence 

ELLIS. J Citizens Association for Sound Energy DSd 406 04/00/14 

HIZUNU. G S Hearing Branch 1 2pp 26322 201 24X 

Fiche 30-445,04/08/14.0400310102 


—8400310103 Motion ror adnlssion of end ANI documents into record of 
proceedings Certificate of Svc enc 1 Related correspondence 
ELL10, u! Citiiens Association fox Bound Energy 04/08/14 
Atomic Safety and Licensing Board Panel 276pp 26322 283 24X 

Fiche 50-443,04^00/14 0400310102 


0400200605 Forwards list of documents necessary for adequate answer to 
840703 motion for summary disposition rc allegations 
concerning QA progran for design of piping A piping 
supports, per 040006 telcon Related correspondence 

ELLI8, J Citiiens Aanociaticn for Sound Energy DOB 1 44 04/00/13 

HORIN. W A Bishop. Liberman. Cook. Purcell i Reynolds lOpp 
26137 161 24X Fiche 50-445.04/08/15.8400200603 


0400220331 Responds to 040913 Itr re CASE document requests R Tolson 
B0013L memo to T Vega h R Klimist 800206 Itr to R Tolson 
foruavderf Transcript of nceting beluicon util A JJ Lipinsky 
expected shortly W/o encls Related correspondence 

BELTER. L W Bishop, Liberman. Cook, Purcell A Reynolds BELTER. L W 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co J DSQ 197 04/09/16 ROJSMAN, A Z Trial Lawyers for Public 

vluetlce 2pp 26194 060 24X Fiche 30-445,84/00/16,8400220331 


B4O823O107 Forwards seventh biweekly update of Important schedule- 
related issues for fuel load Related cormspondenc e 
REYNOLDS, N 8 Bishop, Liberman. Cook, Purcell A Reynolds 
REYNOLDS. N S Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) DSu 215 84/00/16 BLOCH. P B , JORDAN, W H . 

KCCOLLOM, K A Atomic Safety and Licensing Board Panel 12pp 

26309 232 24X Fiche 50-449,04/08/16,8408230187 


0408370065 Forwards Insp Repts 50-449/04-17 re disassembly. Insp (< 
reassembly of TDI emergency diesel generator . 50-445/04-05 re 
allegations on fabrication of pipe supports it restraints A 
30-449/04-10 re walkdown Related correspondence 

MIZUNO. 0 8 Hearing Branch 1 DSD 304 04/08/16 DLOCH, P D , 

JORDAN. W H , MCCQLLOM, K A Atomic Safety and Licensing Board Panel 
Ip 26247 069 24X Fiche 90-445,94/00/16.8408270063 


0400270097 Forwards 040621 Insp Repts 50-449/04-11 A 30-446/84-05, 
consisting of title page A summary portion of Ofc of 
Investigation Rept 4-04-006 Related correspondence 
MIZUNO, 0 S Hearing Branch 1 DSB 302 04/00/16 DLQCH, P B , 

GROSSHANi H , JQROAN, W H Atomic Safety and Licensing Board Panel 
Ip 26247 330 24X Fiche 30-443,04/08/16,8400270097 


8400220336 Forwards 79121Q memo re Item 3 of list of items due 
omitted from 840016 package W/o end Related correspondence 
BELTER. L W Bishop, Liberman, Cook, Purcell A Reynolds OSD 198 
84/08/17 ROISMANiA Z Trial Lawyers for* Public Justice Ip 
26194 063 24X Fiche 50-443,04/00/17,8400220336 


0400230311 Informs of 040017 docketing A in camera filing of 
ML Bpeckter 040019 Itr to M Davidson re documents request 
from Witness F w/exhiblt containing 15 documents 
CLEMENTS, W L Docketing A Services Branch D8B 291 04/00/17 

Docketing A Services Branch Ip 26209 333 24X 

Fiche 50-443,84/00/17.8400230311 


8400280232 Forwards Insp Repts 50-449/04-12 90-446/04-06 on 

a4032(}-03ie re status of 10CFR90 S5(e) repts it 50-445/04-00 
Ic 30-446/84-04 on 031114-840331 re polar crane shim gaps 
Related correspondence 

MIZUNO. 0 8 Hearing Branch 1 DSD 310 04/00/17 DLOCH, P fl , 

MCCQLLOM, K A , JORDAN, W H Atomic Safety and Licensing Board Panel 
62pp 26262 287 24X Fiche 30-445104/08/17,0400200232 


8408240244 Partial answer in opposition to applicant 840007 motion for 
authorization to issue license to load fuel 6 conduct 
certain procrltical testing Insp lepts ^ Certificate of Svc 
end 

ELLIS, J Citizens Association for Sound Energy DSfl 267 04/00/10 

Atomic Safety and Licensing Board Panel 34pp 26222 877 24X 

Fiche 50-449,84/00/10. B40B240244 
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0400^30:^1? SiibiTij •'tj lua 1 1 re tiruhing j-t U-Dultb a*icil reettamts. 
Richmnnd iri&ei*-s "stability pet 0rluQO£> telcon t)ctu>een util, 

CASE Si «RC ttaFf 

HORINi A Dis'icp libeim^n ■LiIok fuicell Si Reynolds HORIN.W A 
Teias Utilities Electric Co iFormeilij Teias Utilities Generating 
Co > DSR cl3 0^/03/30 F'-LIS, J Citizens Association for bound 
Energy 3pp 2*205 357 r4jt Ficne 50-445, B4/O0/2O, 84O823031 9 


84002701/9 Forwards ♦■estiiionij or D HuTimcutt re T-shirt incident 
Hunnlcutt tes^-inony pro>ided,by agreement of counsel, to 
suppl deposition of Cumiris Related correspondence 
TREBYi S A Hearing Branch 1 DSfi 301 B4/OB/20 DLOCHi P fl , 

JORUAN, W H , OROSSriAN. H Atomic Safety and Licensing Board Panel 
23pp 26243 317 24 < Fiche 50-445 0.1/00/20,0400270179 


<8400270186 Motion to strike testimony pf D Kunnicutt I JE Cummins as 
being beynnd scope of hai^ssment { intimidation issue f* 
therefore not rele/ant to proceeding Ceitificate of Svc 
end Related correspondence 

BACHMANMi R C Healing Branch 1 84/00/20 Atomic Safety and 

Licensing Board Panel 5pp ?6?43 340 24X Fiche 50-445, 

04/00/20. 0400270179 


0400200136 Forwards h Ualsh 040019 statement t CASE 340820 answer to 
applicant motion for symnary disposition of LASF allegations 
re U-bolts acting as tuo-way restraints Related 
correspondenc e 

ELLIS, J Citizens Association for Sound Energy DSB 295 B4/08/20 

Docketing ♦ Services Branch Ip 26275 146 24X 

Fiche 50-445.84/00/20.3400260136 


640BJ70154 Porwarrls response to Item 6 of things due re transcript of 
plant personnel meeting u/UJ Lipinsky Travelers requested 
during S NeumeyoiP deposition expected shortly W/o encl 
Related c on esp ond enc b 

BELTER I If Bishop. Liberman, Cook. Purcell !< Reynolds HELTERi L W 
Tesas Utilities Electric Co {formerly Texas Utilities Generating 
Co J DSB 202 04/06/23 RO ISM AN. A I Trial Lawyers far Public 

Justice Ip 26249 145 24X Fiche 50-445,04/08/23.3400270194 


8403200221 Exhibit to 0 Purdy deposition re OC personnel intarview 
PURDY, G Teids Utilities Electric Co Ifonnerly Texas Utilities 
Generating Co ) DSQ 299 B4/OQ/23 iHpp 26269 343 a4X 

Fiche 30-449. Q4 '00/23. 6400200221 


040620015/ rtntiDn to strike listed portions of applicant tostlmo-ny ai 
impermissible redirect of witnesses Certificate of Svc encl 
Related correspondence 

ROISMAN.A Z Trial Lawyers for Public Justice DBD 336 64/00/24 

Atomic Safe+y and Licensing Board Panel 6p p 26379 075 24X 

Fiche 50-’449> 34/06/24. 3406260157 


0406260299 Homorandun directing util to supply requestod evidence to 
facilitate further consideration of 040007 motion for 
authorization to issue license to load fuel conduct 
certain precntical testing Served on 340827 

BLOCH. P D Atomic Safety and Licensing Board PaiioJ DSD 327 

64/06/24 Texas Utilities Electric Co {formerly Texas Utilities 

Generating Co > 3p p 26261 342 24X Fiche 50-445, B4/O0/24> 

6406200335 


'B4OB20O141 Answer tu applicarit 640523 motion for summary disposition 
of CASE allegations re U-tolts acting as two-way restraints 
Applicant statenents should be considered as matl False 
statements 

ELLISr J Citiiens Association for Sound Energy 04/08/20 
Atomic Safely and Licensing Board Panel 2pp 26275 147 24X 

Fiche 50-445, 64/06/20, 3400280136 


84062B0265 Response to ASLO B40615 request for addl info re TDI dloie) 
generators ASLO should conclude that TDI QA program adequate 
at all times Related cott esp ondenc p 

REYNOLDS, N 8 Texas Utilities Electric Co {formerly Texas Utilities 
Generating Co ) REYNOLDS, N 9 Bishop, Liberman, Cook. Purcell 
Reynolds DSQ 334 64/06/25 29pp 26262 006 24 X 

Ficho 50-445,04/00/25. 6406260265 


—8409280146 Answer to applicant statement of matl facts as to which 
there is no genuine Issue re CASE allegations regarding 
U-bolts acting as two-way restraints Statement in form of 
affidavit of M Walsh Certificate of Svc encl 
WAl SHi M Citizens Association foi Sound Energy 84/08/19 
Atomic Safety and licensing Board Panel 39pp 26375 149 24X 

Fiche 90-445,84/08/20.8408280136 


0408230173 Requests Haitman be Informed pf error in 1 ntcr protati on re 
filing of documents in proceeding Documents should bo filed 
per procedure^ established by ASLB Related c orrospondonce 
ROISMAN.A Z Trial Lawyers for Public Justice RQISMAN, A Z 
Citizens Association for Sound Energy DSB 223 04/06/21 

CLEMENTS, W L Docketing it Services Branch 2pp 26309 271 24X 

Fiche 50-445,04/08/21,0400330173 


8400270050 Documents receipt docketing on 040030 of In camera 
deposition taken on 840615 

CLEMENT Si W L Docketing ^ Services Branch DSD 272 84/08/21 

Docketing V Services Branch Ip 26338 141 ?4X 

Fiche 50-445. 04/03/21, 8400370058 


— 04OB2BO369 Affidavit of EJ Kreh re evaluation of TDI QA prograri TDI Of 
program acceptable prior to Jul 1930 discovery aP auilliarv 
skid deficiency Prof qualifications i. Certificate of Svc 
encl Related correspondence 

KREH, C J O'Donnell ^ Associates, inc 84/08/24 iOpp 
26262 037 24X Fiche 50-445. 64/06/25. 8408260265 


8406360156 Motion tp strike testimony of IL Goldstein Testimony 
unrel lab 1 e, i nconp eient {i w/o foundation to resolve iasuoa 
Certificate of Svc encl Related corrosp ondcnc o 

DOWNEY, B L Texas Utilities Electric Co {formerly Texas UtHitlea 
Generating Co T OOWNEV* B L Bishop. Liberman. Cook. Purcell ti 
Reynolds DSD 331 34/06/27 Atomic Bafoty and Liconslng Board 

Panel 9pp 26275 066 24Y Fiche 90-445, 84/06/27, 64062601 96 


840Q260165 Motion to open recoid to rccei 
reasons for b circumstances surrounding 
R Hamilton omployment Certificate of 8v 
WATKINS, M Texas Utilities Electric Co 
Oanorating Co 1 WATKINS. M Bishop, L 
Reynolds DSB 332 94/08/27 Atomi 

Panel lOpp 26362 351 24X Ftche 50 


VC Into evl dene 0 1 ira tl s re 
termination of 
c enc 1 

Cformorly Texas Utilities 
Iberman, Coek, Purcell & 
c Safety ontf Licensing Board 
-445* 84/00/27, 6406260165 


0408230305 Infoms oi 640032 in camera filing o f Ml Speck ter B40820 
response to M Davidson 040830 U?> 

CLEMENTS, W L Docketing f Services Branch DSB 232 S4/0B/22 

Docketing t- Services Branch Ip 26307 334 34X 

Fiche 90-445,04/08/22 0408330335 


8408270094 Response supporting util 840807 motion for author 1 lat Ion to 
issue license to conduc*- fuel load t precntical testing 
HIZUNO, G S Hearing Branch 1 DBB 306 64/08/23 Atomic Safety 

and Licensing Board Panel 9pp 26247 305 24X 

Fiche 50-449. 64/08/2S3. 0400270094 


8406260251 Response oppositig staff 64G620 motion tn strike teftlfflony 
D Huniiicult JE Cummins Testimony relevant to questions re 
T-shirt incident f< intervener contentions cdncernlng 
incident Certificate of Svc encl Related corTOSpondcnco 
DQWNEYi B L Texas Utilities Electric Co (formerly Texas Utllir 
Generating Co > DOWNEY, IJ L Bishop, Liberman, Cook. Purcell I 
Reynolds DSB 333 34/08/27 Atomic Safety and Licensing Be 

Panel Spp 26261 340 24/ Fiche 50-449, 04/06/27, 0406260231 


A 


— 8408270103 Response supporting util 840802 motion for directed 
certification of ASLB 040723 order ruling on util motions 
for summary disposition of Phases I * II Certificate of 8vc 
enc 1 

PERLIS, R G Wearing Hranch 3 04/OB/I7 Commissioners lOpp 

26247 314 24X Ficho 50-449,84/00/22,0400270094 


8408200063 Forwards maftl requested in 04OGO6 conference call re 
applicant motions for summary disposition Matl identified as 
Item 3 in 04O02O Itr re drawing calculations for Supoort 
FW-1-I0-7O3-C52K W/o ends 

HOrtINrW A Qishop, Liberman. Cook, Purcell L Reynolds HORIN, W A 
Texas Utilities Electric Co {formerly Texas Utilities Generating 
Co J DSB 305 64/08/22 ElLl&.J Citizens Association for Sound 

Energy 2pp 26^61 197 24X Fiche 90-449,04/06/22,8408280083 
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840a3l02lfc transcript ot 031110-11 .Tieelings at facility re 

prot&c^i.e coatiT) 9 « f Lipins-'^ tnemo r and un* W/o cncl delated 
Carrel'S!) on dene a 

HOf?IM*U A Dishop Llber-an COGOi Purcell •/ Reynolds HORIN» W A 
Texas Utilitlts Eleutnc. Zo -ifornerly Teias Utilities Generating 
Co ) DSB 430 B4/oa/'29 BLOCH P D Atomic Safety and Licensing 

Board Panel Ip 2l:3l9 116 Fiche SO-445 84/08/29*0400310216 


Utility Final Safety Analysis Report (FSAR) L ariends 


0408140393 Amend 51 to FSAR for Comanche Peak W/B40aiO Itr 

SPENCF M D Tejas Utilities Electric Co tformeriy Texas Utilities 
Generating Co ) 04/OQ/O8 DENTQN, H R Office of Nuclear Reactor 
Regulation. Director 6Gpp 26048 0i9 24X Fiche 50-445.84/00/09. 
04OB14Q393 


8408290300 Forwards Amend 52 to F3AR Affidavit end 

CLEMENTS. a R Texas Utilities Electric Co iformerly Texas Utilities 
Generating Co ' 04/08/27 DENTON. H R Office of Nuclear Reactor 

Regulation. Director 4pp 26207 254 24X Fiche 50-445.04/00/27. 

0408290300 


—0400290211 Amend 52 to FSAR 

* Texas Utilities Electric Co iformerly Texas Utilities 
Oeneratmg Co > 04/08/27 601pp 36207 260 24X 

Fiche 50-445. B4/0a/&7. 8400290308 


Q Inspection reports. IE Bulletins I correspondence 


0400010090 Discusses 830829-0903 insp of BIW Cable Sys. Inc <Dltl) 
equipment qualification testing program Environ 
qualification of silicone insulated Cable inadequate 
Requests verification of BIW qua 1 1 f i cation mail 

YQUNGBLOQO. Q J Licensing Branch 1 84/07/19 SPENCE. M D Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 

4pp 25097 060 24X Fithe 50-445.84/07/19.0408010090 


8408130649 Forwards lE Trisp Repts 50-445/84-12 h 50-446/84-06 on 
840350-0510 No violations or deviations noted 

BANOART. R L Region 4, Office of Director 04/07/23 SPENCE. M D 
Texas Utilities Flectrlc Co (formerly Texas Utilities Generating 
Co ) 2pp 26079 lae 247 Fiche 30-445.04/07/23.0400150649 


--9400150655 IE Insp Repts 50-445/84-12 S. 50-446/84-06 on 040320-0518 No 
violations noted Major areas inspected plant status. 1 icensee 
action on previous f i nd ings. lOCFRSO 33(e) rept followup. IE 
bulletin followup plant tours 

cummins. J E . MCNEILL. (J M . TOMLINSON. D P Region 4. Office of 
Director 84/06/21 IBpp 26079 190 24X Fiche 50-445.84/07/23. 

8400150649 


6408160201 Ack receipt of 840329 response to 040430 Itr re insp 
techniques for assessing extent of unauthorized weld 
repairs Response inadequate Requests detailed sampling plan 
procedure within 20 days 

BANQART.R L Region 4, Office of Director B4/07/S3 SPENCE. M D 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 2pp 26106 300 24X Fiche 30-445.84/07/23*0400160201 


B4Q8150091 Forwards IE Insp Repts 50-445/04-08 t< 50-446/84-04 on 
031114-840331 6 notices of violation s. deviation Major areas 
inspected Part 21 follouup T training of protective 
coatings inspectors 

BANQART.R L Region 4. Office of Director 84/07/26 SPENCE. M D 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co » 3pp 26073 306 24X Fiche 50-445.84/07/26.0400150091 


— 8409150102 le Insp Repts 50-445/84-00 6 30-446/B4-04 on 031114-040331 
Vtolations i, deviations noted unshimmed gaps exceed t/16 
inch on polar crane bracket 6 seismic connections 6 licensee 
did not incorporate objectives of ANSI N43 2 11 into design 
CUMMINS. J E , SMITH. W F . MARTIN, L E Region 4. Office of 
Director 84/07/26 lOpp 26073 313 24X Fiche 30-443,84/07/26, 

S4O015OG9f 


6407250229 IE Info Notice 04-57. "'Operating Experience re Moisture 
Intrusion in Safety 'Related Electrical Equipment at 
ComaiBrcial Fouer Plants Sve list end 

jafifDAW, E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 04/07/27 Consolidated Edison Co of New 

York. Inc 119pp 23065 04/ 24X Fiche 50-000*64/07/27,0407250229 


0400100042 Advises that IE Xnsp Repts 50^445/83-42 & 50-446/93-20 
canceled No insp rept will be issued for listed numbers 
BANOART. R L Region 4, Office of Director 84/OS/Ol SPENCE, M D 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co > 2pp 25990 060 24)( Fiche 50-445.04/00/01.8408100042 


0400100097 Forwards OA Program Insp Repts 999Q03B7/Q4-01 i. 
99900404/84-02 Requests e'aluation of significance of 
rE*ported findings re quality i> ate ep tab 1 1 1 ty of product or 
SVC provided by vendor U/o encl 

HUNTER. D R Region 4, Office of Director 04/00/03 SPENCE. M D 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 2pp 25991 014 24X Fiche 50-443. 84/00/03. 840B 1 00097 


0400010333 IE Into Notice 04-59. "Deliberate Circumventing of Station 
Health Physics Procedures Sve list encl 

JORDAN. E L Di/lalon of Emergency Preparedness b Engineering 
Response (Post 03DIO3) Q4/0B/06 Consolidated Edison Co of Now 

York. Inc I22pp 26069 OOl ?4X Fiche 30-000,04/00/06.0400010333 


8408010337 IE Info Notice 04-60, "Tailurp of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " 9vc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post S30103) 04/00/06 Consolidated Edison Co of New 

York, Inc l?3pp 2606? 1 50 24X Fiche 50-000. 04/00/06. B40Q010337 


B4OG090454 Board Not i h i cat i on 04-132 transmits NRC Special Review Team 
rept re 040403-13 site review of mgt control of const, insp 
8t test programs 

eiSENHUT, DG Division of Licensing 04/08/06 PAULAOINO 

Consolidated Edison Co of New York, Inc 72pp 26031 214 24X 

Riche 30-445.04/08/06,0408070435 


8400160313 Board Notification 04-136 forwards util B40622 responses to 
protective coating. 0NL 840613 Itr forwarding draft “Status 
Rept on Protective Coatings Allegations" 940624 itr 
forwarding IE Insp Repts 30-445/S4-O3 6 30-446/84-01 
EISENHUT, DG Division of Licensing 04/08/07 DLDCH. P . 

JORDAN. W , MCCOLLOMi K Atomic Safety and Licensing Board Panel 
2pp 26190001 24X Fiche 50-445,84/08/07.8400160313 


— 0400220412 Forwards responses to 640319 b 23 1 trs re 60 allegations 
concerning protective coating practices at facility 
Responses based on technical knowledge review of existing 
documentation Supporting documentation end 

FIKAR.L F Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 04/06/22 DANGART, R L Region 4, Office of 

Director 320pp 26190 003 24X Fiche 50-443,84/09/07. 

0408160313 


— 0400220415 Forwards draft ’"Status Rept on Protective Coatings 
Allegations '' 

TAYLOR, JH Brookhaven National Laboratory 84/06/13 

BANQART.R L Region 4. Office of Director 50pp 26190 323 24X 

Fiche 50-443. 84/08/07, 8408160313, 


—0400220419 Forwards IE Insp Repts 90-443/84-03 I 30-446/Q4-01 on 
040130-0203 

LETTIERI.V Brookhaven National Laboratory 64/02/24 

HUNNICUTT, DM Region 4, Office of Director ip S6191 010 24X 

Fiche 50-443,84/00/07,0400160313 


-'8400220424 IC In^p Repts 30-443/84-03 b 50-446/84-01 on 940130-0203 
No violations or deviation Identified Major areas inspected 
protective coatings programs 

HIOGINB. J C , LETTIERI.V Region 4, Office of Director 84/02/23 
t2pp 26191 OH 24X Fiche 50-445.04/00/07,8400160313 


0400070120 IG Info Notice 04-61. '"Overexposure of Diver in PWR 
Refueling Cavity " Sve list end 

JORDAN, E L Division of Emergency Preparedness IS, Engineering 
Response (Post 030103) 04/00/08 Consolidated Edison Go of New 

"/orki Inc lOOpp 2612? 118 24X Fiche 50-000,04/08/08.0400070120 


0400070376 IE Info Notice 04-63, "Therapy Ml sadmi n Istratl ons to 
Patients Undergoing Co-60 Teletherapy Treatments " 6vc 
list end 

GRACE. J N Division Of OA. Safeguards 8< Inspection Programs (Post 
030103) 94/08/10 Consolidated Edison Co of New York, inc 

125pp 26130 001 24X Fiche 50-000.04/00/10,8400070376 


0408160330 Forwards summaries of two addl BIW cable environ 
qualification repts.per 040719 request to address concerns 
resulting from NRC insp Cable adequately qualified 

SCHMIDTiH C Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) S4/0B/1O YDUNOBLODD. D J Licensing Branch 1. 

16pp 26083 322 24X Fiche 30-445. 04/08/ 10, 0400160330 


0408100009 IE Info Notice 04-63. "Defective RHR Replacement Piping •' 
Bve list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/00/13 Consolidated Edison Co of New 

York. Inc ll9pp 26197 210 a4X Fiche 50-000. 84/00/ 13i 6400100009 


0408100030 IE Info Notice 84-64. "0WR HPCl Initiation Beal-In b 
Indication " Qvc list encl 

JPRDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/08/15 Consolidated Edison Co of New 

York, Inc lC4pp 26190 093 24X Fiche 50-000,04/00/13.0400100038 
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Q40B100031 IE Info Notice 84-65- 'Underrated Fu^es Which Adversely 

Affect Qperation of Essential Electrical equipment " Sv c 
list enc 1 

JORDAN* E L Division of Emergency Prepaiedness » Engineering 
Response (Post 030101) Q4/03-16 Consolidated Edison Co of New 

'i'ork* Inc llBpp 26198 001 24X Fjche 50-000,04/00/16,0408100021 


B4QB270065 Eorwards Insp Repts 50-445/04-17 re disassembly, tnsp & 
reassembly of TDI emergency diesel genera tor, 50-445/84-03 re 
allegations on fabrication or pipe soppoi ts «. restraints 
S0-445/84-I0 re wandown Related c oi r espond enc e 
MIZUNO, G S Hearing Branch 1 DSD 304 34/08/16 BLOCH, P □ 

Atomic Safety and Licensing Board Panel tp 26247 069 24X 

Fiche 50-445,84/00/16,0408270065 


0408270097 Forwards 040621 Insp Repts 50-445/04-11 6 50-446/04-05, 
consisting of title page sunmary portion of Ofc of 
Investigation Rept 4-84-006 Related correspondence 
HIZUNO, G S Hearing Branch I DSB 302 04/00/16 BLOCH, P B 

Atonic Safety and Licensing Board Panel Ip 26247 350 24X 

Fiche 50-445,04/00/16,0408270097 


6408100055 JE Info Notice 84-66, “Undetected Unava i 1 ab i 1 i t y of 
Turbine-Driven Auxiliary Feedwater Train '' Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response {Post 030103) 84/08/17 Consolidated Edison Co of New 

York, Inc I20pp 26276 001 24X Fiche 30-000,04/08/17,8408100055 


04OB14O2OB IE Info Notice 84-67, “Recent Snubber Jnservice Testing W/ 
High Failure Rates " Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 630103) 64/09/17 Consolidated Edison Co of Neiii 

York, Inc I23pp 26276 122 24X fiche 50-000,84/08/17,8400140200 


8400200232 Forwards Insp Repts 50-445/04-12 ^ 50-446/84-06 on 
040320-0510 re status of 10CFR50 55(e) repts «* 50-443/04-00 
Sc 50-446/04-04 on 031 1 14-S40331 re polar crane shim gaps 
Related correspondence 

MIZUNO, Q S Hearing Branch 1 DSB 313 84/08/17 BLOCH, P B 

Atomic Safety and Licensing Board Panel 62pp 26262 207 24X 

Fiche 30-445,84/08/17,8400200332 


8408240244 Partial answer in opposition to applicant 040007 motion for 
a uth or i I a t i on to issue license to load fuel S< conduct 
certain precritjeai testing Insp repts e< Certificate of Sve 
enc I 

ELLIS, J Citiiens Assciclation for Sound Energy DSD 267 64/06/18 

Atomic Safety and Licensing Board Pane) 54pp 26222 277 24X 

Fiche 50-445. 04/08/18, 0408240344 


8408310142 IE Info Notice 04-68, “Potential Deficiency in Improperly 
Rated Field Wiring to Bolenold Valves “ Sve list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) B4/0B/21 Consolidated Edison Co of New 

York, Inc liSpp 26339 000 24X FUhe 50-000,84/00/21,8400210142 


R Periodic operating reports 8< related correspondence 


84080601B4 Submits sixth biweekly update on s tatus, through 040721, af 
important schedule-related Issues for fuel load in late 
Sept 1904 Control room HVAC testing incomplete Schedule 
slippage of 3 uks cannot he recovered 

GEORGE, J D Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > 04/07/30 EISENHUT, D 0 Division of Licensing 

COLLINS, J T Region 4, Office of Director llpp 25923 334 24X 

Fiche 30-445,84/07/30,8400060104 


8406170065 Provides seventh biweekly status rept re scheduler Issues 
for fuel load Info current through 640004 Project approx 3 
wks behind schedule 

GEORGE, J B Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 84/08/13 EISENHUT, D 0 Division of Licensing 

COLLINSiJ T Region 4. Office of Director llpp 26119- 112 a4X 
Fiche 50-445,84/08/13,8408170065 


8 Reportable occurrences, LERs & related correspondence 


G405S90062 Forwards "Investigation of Types AF Xc AE Piston Skirts “ 
Rept supercedes 8402P7 submittal 

RAY, C L TDI (Transa.Tter 1 ca Oelaval. Inc ) Owners Group 04/O5/J24 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
24690 045 24X Fiche 50-000,04/05/24,8405290062 


— 8405290075 “Investigation of Types AF AE Piston Skirts “ 

S Failure Analysis Associates FAAA-04-2-i4 04/05/23 120pp 

24X Fiche 50-000.84/03/24,8405290062 


B405J901 *^7 f (*' r war d ' r/alua'iuTi o'- t r q s> nc y nie^.t?l Oeneiator 

Crank she, f jf jhiipcha* ♦ , i ind (ro 1 fVivlEai Fouer 
Qta ti OPT- 

RAVrC L IDI 1 Tr ,>r)sairi‘r i a Ilolaval. Inc i Dwnei s Group 84/05/24 
DENTON, H R Office of Noflt-iir Reactov R^gulaMcjn, Director 2pp 
2469? 070 24 ^ Fi(hc 50-nn,> 04 ' 05 •'24 , m405,''90 1 


640636040*^ Foruiards repts Tccei ed by BNNL * corsullants directly from 
FaAA L TDI Owners Group at D4062ei? meetiriy Dtaft "Dvorvieui of 
Rep tSi Ana ] gs i s 5 Rec 0 'rtnen d a 1 1 ons re ftain Propulsion Engines 
M/V Columbia'' eru. 1 

ALZHEIMER. J n Pattelle Mcrunal In^litute, Pacific Northwest 
Laboratories □4,06/28 f)ILlFR,M Divisio-n of Licensing l5Spp 
25926 i’’3 Fiche 50 -OOO, 84/06 ^?0 8400060405 


8408060050 Forwards into addrrtsing opei, items identified in NRC/BJMNL/ 
TDI Diesel Generator Ounei s Group 940622 rneetmg 

RAY, C L TDI ( Tran saner i c a Delaval, Inr 9 Owners Group 04/07/10 
OERLINOER.C Director's I)f f i r i Office of Inspection and 

Enforcement 43pp 2593 j 1 3 J 24XFifhe 50-000.84/07/10, 

Q40B060030 


6408030115 Responds to 840529 Itr r& problems identified at Qahnson Co, 
Winston-Salem facili*-y No HVAC equipment jeceived from- subj 
facility Bahnson Co solicited *^0 assess or to take any 
needed actions to improve GA program 

CLEMENTS.O R Texas U«-itltie» Cloctric Co (formerly Texas Utilities 
Genorating Co > 04/07/23 DEYDUNG-R C Director's Offico, DFflco 

of Inspection and Enforcomen* 3pp ?59l6 t 04 24X 

Fiche 50-443, 04/07/33, 04000301 15 


0406060103 Forwards “Emergency Diesel Oenorutor Auxiliary Motfule 
Contiol Wiring ♦, Termination Oua 1 t f 1 cat 1 nn Review " Ad d 1 
copies sent to DWNL 

RAY,C L TDI ( Tranaamer I ca Delaval, Inir ) Owners Group 04/07/27 
DENTON, H R Offire of Nuclear Reactor Regulation, Director 2pp 
25932 137 24X Fiche 50-000 04/07/27,8400060102 


— 6403060138 “Emergency Diesel Generator Auxiliary Module Control Hiring 
tt Tormlnatlon Qualification Review '' 

* Btone / Webster Engineering Gorp 84/07/31 36pp 23932 139 
24X Fiche 50-000,84/07/27, 8400060102 


0400090044 Interim Significant Deficiency Rept SDAR-129 re error in 
tolerances used in calibr of adhesion tester Evaluation 
continuing Completion anticipated by 040901 

CLEMENTS. I) R Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Co ) 84/07/31 JOHNSON, E H Region 4, Ufflce of 

Director Ip 23992 132 24X Fiche 30-445,04/07/31,0400090044 


0406060324 Forwards “Design Review of Elliott Model 650 Turbocharger 
Used on TDI 03RV— 12-4 £< D'3RV*20-4 Emergency Diesel Generator 
Sets " 

RAY, C U TDI CTransamer 1 c a Delaval, Inc ) (liiiners Group 04/00/01 
DENTON, H R Office of Nuc Icai Reactor Regulation, Dlroctor 2pp 
20927 064 24X FiChe 50-000, 04/08/01 , a40Q06{5324 


0400160510 Final Deficiency Rept SDAR-i29 re error in tolerances used 
in calibr of adhesion tester Initially reported on 840116 
Investigation complete Matter not reportable under 
10CFR30 55(e) 

CLEMENTS, D R Texas Utilities Electric Co fformorly Texas Utilities 
Generating Co ) 04/00/06 JOHNSON, E H Region 4, Office of 

Director Ip 26107 360 24X Fiche 50-445,84/00/06,8403160510 


0408160)05 Interim Deficiency Rept BDAR -140 re qua 1 i f i c a t ion of main 
steam relief valves for actual loading conditions Initially 
reported on B4071O Evaluatlou in progress f should be 
completed by 840031 

CLEMEN! S, B R Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 04/O0/OB JOHNSON, C H Roginn 4, Office of 

Director Ip 26106 320 24X Fiche 50-445,04/00/08,0400160105 


8406160394 Forwards “Design Review of Engine Base flearlFig Caps for 
TDI DERV-16 Diesel Engines 

RAY, C L TDI ( Transamor i c a Delaval, Inc ) Owners Group 04/08/10 
DENTON, H R Office of Nuclear Reactor Rogul a tion. Director Spp 
26093 147 S4X Fiche 50-000,64/00/10,0400160394 


— 8400160403 “Design Review of Engine Base 5 Bearing Caps for TDI 
DBRV-16 Diesel Engines '• 

# Failure Analysis Associates FAAA-a4-6-53 04/00/31 44pp 

26091 149 24X Fiche 50-000, 84/00/ JO, 04001 60394 


0406200295 Interim Significant Deficiency Rept SDAR‘133 re installation 
of curtain fire dangers u/q proper provisions for thermal 
expansion Initially reported on 040330 Review revealed! 50 
dampers required rawork or mod Next rept by 840017 

FIKAR.U F Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > 04/OB/13 JOHNSON, E H Region 4. Office of 

Director 5pp 26140 lOi 24X Fiche 30-445. 04/00/ 1 3, 0400200295 
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S408310aii Ft)ruj«Td6 transcript of BJlllO-U meetings at facility re 
protett'iv.e coatings f Lipms'ty memorandum W/o end Related 
correspondence 

HqRIMjU a Bishop Liberman. Coo^. Purcell *t Reynolds HQRIMiVl A 
Texas Utilities Llectric Co ifornerly Texas Utilities Generating 
Co > DSB 420 B4/O0/2V BLOCH. P B Atomic Safety and Licensing 

Board Panel Ip 26318 116 24H Fiche 50~44&, 84/00/27. 8408310216 


K Utility Final Safety Analysis Report (PSAR ' amends 


8408140393 Amend 51 to FSAR for Comanche Peak W/840810 Itr 

9PENCF.M D Teias Utilities Electric co (formerly Texas Utilities 
Generating Co > 04/08/08 deNTQN. H R Office of Nuclear Reactor 
Regulation. Director 60pp 26048 019 24X Fiche 50-445.84/08/08. 
Q4O014O393 


8400290208 Forwards Amend 52 to FSAR Affidavit end 

CLENENTSiD R Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Co ) 84/08/27 DENTON. H R Office of Nuclear Reactor 

Regulation, Director 4pp 26287 254 24X Fithe 30-445,84/08/27. 

0408290208 


—840829021 1 Amend 52 to FSAR 

* Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 84/08/27 681 pp 26207 260 24X 

Fiche 50-445,84/09/27.8408390208 


8400100(397 Forwards QA Program Insp Repts 99900387/84-01 h 
99900404/84-02 Req^uests evaluation of significance of 
repoi ted findings re quality 6 acceptability of product or 
SVC provided by "vendor U/o encl 

HUNTER, D R Region 4. Office of Director 04/08/03 SPENCE, M D 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 2pp 25991 014 24^^ Fiche 50-445,84/08/03,8408100097 


0408010333 IE Info Notice 04-59. "Deliberate Circumventing of Station 
Health Physics Procedures " Svc list encl 

JORDAN, E L Division of Emergency Prepaiedness Engineering 
Response (Post 03D1O3> 84/00/06 Consolidated Edison Co of New 

York. Inc 122pp 26069 001 ?4X Fiche 50-000.04/08/06,8408010333 


8408010337 IE Info Notice 84-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc list encl 
JORDAN, E L Division of Emergency Preparedness ii Engineering 
Response (Post 830103) 04/08/06 Consoildatod Edison Co of New 

York, Inc J?3pp 26067 158 24X Fiche 50-000,84/08/06,8408010337 


8406080494 Board Notification 84-132 transmits NRC Special Review Team 
rept re 040403-13 site review of mg t control of const, Insp 
«c tost programs 

E18ENHUT,D 0 Division of Licensing 84/08/06 PALLADINO 

Consolidated Edison Co pf New York, Inc 72pp 26031 214 a4X 

Fich® 90-449,04/08/06.0400070499 


Q Inspection reports, IE Qulletihs t correspondence 


8408010098 Discusses 830829-0902 insp pf OIH Cable Sys, Inc (QIU) 
equipment qualification testing program Environ 
qualification of silicone insulated cable inadequate 
Requests verification of DIN qualification mail 

YOUNGBLOOD, Q J Licensing Branch 1 04/07/19 SPENCE, M D Texas 

Utilities Electric Co (Formerly Texas Utilities Generating Co ) 

4pp 29897 060 24X Fiche 50-449.84/07/19.8408010098 


B40B190649 Forwards IE Insp Repts 50-445/64-12 S. 90-446/84-06 on 
040320-0918 No violations or deviations noted 

BANGART, R L Region 4, Office of Director 84/07/23 SPENCE, M D 
Texas Utilities Electric Co (Formerly Texas Utilities Generating 
Co ) 2pp 26079 188 24X FlChe 50-449,84/07/23,8408130649 


--840B15069S IE Insp Repts 50-445/04-12 h 50-446/84-06 on 840320-0918 No 
violations noted Major areas inspected plant status, 1 icensee 
action on previous f ind ings, 10CFR90 55(e) rept followup, IE 
bulletin followup V plant tours 

CUMMINS, J E . MCNEILL. (^ N . TOMLINSQN. D P Region 4, Office of 
Director 84/06/21 I8pp 26079 190 24X Fiche 90-449,04/07/23, 

0400190649 


400160201 Ack receipt of 840529 response to 840430 Itr re insp 
techniques for assessing extent of unauthorized weld 
repairs Response Inadequate Requests detailed sampling plan 
S( procedure within 20 days 

8AN0ART, R L Region 4, Office of Director 84/07/23 SPENCE, M 0 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 2pp 26106 300 24X Fiche 50-445,84/07/23.8408160201 


8408190091 Forwards IE Insp Repts 50-445/04-00 f, 90-446/04-04 on 
831114-640331 6 notices of violation t, deviation Major areas 
inspected Part 21 followup k training of protective 
coatings inspec^-ors 

DANOART, R L Region 4, Office of Director 04/07/26 SPENCE, M D 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 3pp 26073 306 24X Fiche 90-445,04/07/26.8400 1 50091 


—8408150102 IE Insp Repts 90-445/84-08 h 50-446/04-04 on 031114-840331 
Violations 6 deviations noted unshimmed gaps exceed 1/16 
Inch on polar crane bracket 8, selsmjc connections U licensee 
did not incorporate objectives of ANSI N49 2 11 into design 
CUMMINS, J E , SMITH. W F , MARTIN, L E Region 4, Office of 
Director 04/07/26 lOpp 26073 3J3 24X Fiche 50-449,04/07/26, 

840BI 50091 


0407250229 IE Info Notice 04-57, '’Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Svc list encl 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 84/07/27 Consolidated Edison Co of New 

York, Inc I i9pp 29865 047 24X Fiche 50-000,84/07/27,8407250229 


0408100042 Advises that IE Insp Repts 90-445/03-42 U 50-446/03-20 
canceled No insp rept will be issued for listed numbers 
BANOART.R L Region 4, Office of Director 84/08/01 SPENCE, M D 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co > 2pp 25990 068 24K Fiche 50-445,84/00/01,8408100042 


8408160313 Board Notification 84-136 forwards util B40622 responses to 
protective coating, BNL 010613 Itr forwarding draft "Status 
Rept on Protective Coatings Allegations" 8< 040624 Itr 
forwarding IE Insp Repts 90-449/84-03 fc, 90-446/84-01 
EISENHUT.D G Division of Licensing 84/08/07 BLGCH, P , 

JORDAN, W , MCCOLLOh, K Atomic Safety and Licensing Board Panel 
2pp 26190001 24X Fiche 90-445,84/00/07,8406160313 


-8408220412 Forwards responses to 040916 & 23 Itrs re 60 allegations 
concerning protective coating practices at facility 
Responses based on tuchnlcal knowledge t, review of existing 
documentation Supporting documentation encl 

FlKAfttL F Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 04/06/22 BANOART.R L Region 4, Office of 

Director 320pp 26190 003 24X Fiche 90-445,04/08/07, 

0400160313 


-8400220419 Forwards draft "Status Rept on Protective Coatings 
A1 1 cgations 


TAYLOR, J H Qrookhavcn National Laboratory 
BANOART.R L Region 4, Office of Director 
Fiche 50-449.84/00/07,0408160313 


04/06/13 

SOpp 26190 323. 


-8400220419 Forwards IE Insp Repts 90-445/84-03 J< 50-446/04-01 on 
840130-0203 

LElTIERIrV Qrookhaven Nationai Laboratory 
HUNNICUTT, 0 M Region 4, Office of Director 
Fiche 50-445,84/00/07,8400160313 


84/02/24 
ip 26191 010 


—0400220424 IE Insp Repts 90-445/84-03 i, 50-446/84-01 on 040130-0203 
No violations or deviation Identified Major areas inspected 
protective coatings programs 

HIGOINB, JC , LEfTIERI.V Region 4, Office of Director 84/02/23 
12pp 26191 011 24X Fiche 50-445,64/08/07,8408160313 


8408070120 IE Info Notice 84-61, "Overexposure of Diver in PWR 
Refueling Cavity " Svc list encl 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/08/08 Consolidated Edison Co. of New 

Yorl, Inc I20pp 26l2? 118 24X Fiche 50-000,84/08/08,8400070120 


8400070376 IE Info Notice 84-62, "Therapy Misadministrat 1 ons to 
Patients Undergoing Co-60 Teletherapy Treatments " Svc 
list encl 

grace, J N Division of QA, Safeguards Inspection Programs (Post 
830103) 84/08/10 Consolidated Edison Co of New York, Inc 

125pp 26130 001 24X Fiche 50-000.04/08/10.8408070376 


8406160330 Forwards summaries of two addl BIN cable environ 
qualification repts, per 840719 request to address concerns 
resulting from NRC insp Gable adequately qualified 

SCHMIDT, H C Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 04/08/10 YOUNGBLOOD, D J Licensing Branch 1 

i6pp 26085 322 24X Fiche 90-449164/08/10,8408160330 


B40B100009 
Svc list 
JORDAN, E 
Response 
York, Inc 


IE Info Notice 84-63, "Defective RHR Replacement Piping. '* 
enc 1 

L Division of Emergency Preparedness (k Engineering 
(Post 830103) 84/08/13 Consolidated Edison Co of New 

U9pp 26197 218 24X Fiche 30-000,84/08/13,8408100009 


B409100C3B IE Info Notice 04-64, "BWR HPCI Initiation Seal-In 
Indication " Svc list end 

JORDAN, E L Division of Emergency Preparedness &< Engineering 
Response (Post 030103} 84/08/19 Consolidated Edison Co of New 

York, Inc I04pp 26190 093 24X Fiche 50-000, 84/00/ 15, 0408100030 
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^ I ri f D ^jollCe '’Underrated Tuse-s I4h}ch May Adversely 

► i on of EssentiaJ Electrical Equipment " SvC 

rit^ision of Emergency Preparedness i Engineering 
F*o« t a30l03> 8^/08/16 Consolidated Edison Co oP New 

t iSpp 26193 001 24X Flche 30-000- S4/0B/ 16. 840BI 00021 


onui^^ds tnsp Rapts 50-445/84-17 re d i sa ssemb 1 y. 1 nsp 6 
^ ■F' TDI emergency diesel gene ra t or < 50-445/84-05 re 
on fabrication of pipe supparti V restraints &t 
lO tualVdoun Related correspondence 

'' Hi&arlng Branch 1 OSO 304 31/08/16 OLOCH* P C 

fc y ^nd Licensing Board Pane 1 Ip 26247 069 a4X 
S-t/0B/J6, B40B2700A5 


Qt'txJ^T'ds 340621 Insp Rapts 50-445/04-11 h 30-446/84-09, 
^ title page ft sunmary portion of Ofc of 
1 o-n R«pt 4-04-006 Related correspondence 

M'earing Dranch 1 05B 302 84/00/16 BLOCH. P Q 
sty Licensing Board Panel Ip 36247 356 24X 

■^5, 0 4/00/16.3408270097 


^ lnf=o Notice 04-66. ''Undetected Una va i lab 1 1 i tg of 
* V e n Auxiliary Feeduiater Train " Svc list end 

I>ivl 5 ion of Emergency Preparedness i* Engineering 

830103 1 04/00/17 Consolidated Edison Co of Mew 

i 20pp 26276 001 34X Fjche 30-000r 64/00/ 17. 0400100035 


E Irkf’o Notice 64-67. 'Recent Snubber Inservlce Testing W/ 
r* e F7jates " Svc list end 

Division of Emergency Preparedness ?< Engineering 
Post; e30l03> 84/00/17 Consolidated Edison Co of Nom 

iSSpp 26276 122 24XFicha 50-000. 84/00/17* 8406140208 


oriuj^T-ds Insp Repts 50-443/84-12 & 90-446/84-06 on 
3 r^e status of iOCFRSO 53Ce) repts t* 50-443/04-03 
on 831114-840331 re polar crane shim gaps 
r r e s p -onilence 

Meaning Branch 1 083 316 84/06/17 DLOCH. P D 

at:y ^inij Licensing Board Panel 62pp 26262 207 24X 

Q ^/08/ 17. 84 00230232 


answer In opposition to applicant 840607 motion for 
i OT> t;o Issue license to load fuel tc conduct 
a c: S' A t;ical testing Insp repts 8 < Certificate of Bvc 

i i -fc * sens Association for Sound Energy DSD 267 04/00/10 

S.a-Fe^'fcg and Licensing Board Panel S4pp 26222 2’77 24X 

J S , 0 -<1 /Oa/ 1 01 840824 024 4 


: I n P -D Notice 64-66. "Potential Deficiency in Improperly 
I Ml-ning to Solenoid Valves " Svc list end 

Division of Emergency Preparedness tt Engineering 
'os-fc S30103> 04/06/Sl Consolidated Edison Co of New 

1 ISpp 26329 008 24X Flche 90-000. 04/00/2 1, 6406210142 


ipo'^'^ting reports related c orr e«p o^ndonc e 


Ibmi b s sixth biueekly update on s ta tus* through 040721. of 
c h 0 u le-re late d issues for fuel load in late 
cDFifci-ol room HVAC testing incomplete Schedule 
3 t^jks cannot be recovered 

X 0 xas Utilities Electric Co (formerly Texas Utilities 
C cs } B4/07/3O ElSENHUTiD Q Division of Licensing 

Region 4. Office of Director lipp 23923 324 24X 

3 . S -4-/ 07/ 30, 8408060184 


o-v i d 0 S seventh biueekly status rept re schedular Issues 
4 d. I-nfo current through e40B0-4 Project approx 3 
s « fi 0 .dul e 

Xexas Utilities Electric Co (formerly Texas Utilities 
Co, >_ 84/00/13 EIQENHUT. D 0 Division of Licensing 

Rwglon 4i Office of Director !ipp 26119 112 24X 

13. 8400170069 


occurrences. LERs it related correspondence 


e-u««T'cJs "Investigation of Types AF fit AE Piston Skirts " 
e d 0 E40227 submittal 

DI i Trans a.Tier 1 ca Delaval. Inc } Oujoers Oroup 64/09/24 
C^ftf^lce of Nuclear Reactor Regulation, Director 2pp 
Fiche 30-000,84/05/24.8409290062 


'■* I ti on of Types AF |« A 6 Piston Skirts " 

s /liT-iAiysis Associates FAAA-84-2-t4 64/05/23 120pp 

OOO. 64/09/24. 0409290062 


B405-"’90179 r.fuardi F./aJlla^ jot. Emergency Diesel Generator 
C rank Ehiti*- • ^ at 3hur eha i .'rand Golt- f'utleas Pouioi 

6t:itaoti>- ' 

RAV.C L TDI (Transafl'eri - a Delaval. Inc * Owners Group 04/05/24 
DENrONi M P Office o* Nuclear Reactoi R.>Qgl at i on, Director 2pp 
24692 O'50 2a r FirKo ^o-nnn 04/05/24 0405290179 


040606040'^ ForuiSTds repts rccei ed by BN'JL * consultants directly from 
FaAA ti TDJ Owners Group at B40A22 meeting Draft "Overview of 
Rep ts, Afia ly s i s i Recomnenda 1 1 ons re Mam Propulsion Engines 
M/V Co 1 umbi J" ein. 1 

ALZKEJMERiJ M Battelle Menuiial Institute. Pacific Northwest 
Laboratorips 34^06/20 MIlLERrM Pi'islon of Licensing 150pp 
25926 173 2,tA Fiche 50 'ODO. 84/0b/28, S40H060405 


6400060050 Forwards info addressing open ttema identified in NHC/DNWU/ 
TDJ Diesel Generator Ounei s Group 840622 meeting 

RAY.C L TDI ( Tr ansaner ica Delaval. Inc ) Owners Group 84/07/10 
BEBLINOER.C Director's Office. Office of Inspection and 

Enfortement 43pp 2593 j 1j 3 24X firhe 50-000.84/07/10. 

0400060050 


6400030113 Responds to 840529 Itr re problems Identified at Dahnson Co, 
Uine ton-Sal em facility No HVAC equipment received from subj 
facility Dahnsan Co solicited <'0 assess or to take any 
needed actions to improve OA program 

CLEMENTS, 0 R Texas Utilities Electric Co (formerly Texas Utilities 
(Sonerating Co I 84/07/23 DEVOUNO, R C Director's Office. Office 
of Inspection and Entorcemen* 2pp 25916 104 24X 

Fiche 50-449, 64/07/23. 8403030115 


8400060102 Forwards "Emergency Diesel Generator Auxiliary Module 
Control Wiring h Termination Oual i fi cation Review " Add! 
copies sent to DNNL 

RAV', C L TDI ( Transamer ic a DeUval. Inc ) Owners Group 84/07/27 
DENTON, H B Office of Nuclear Reactor Regulation. Director 2pp 
25932 137 24X Fiche 50-000,84/07/27,8403060102 


— 3408060138 "Energency Diesel Generator Auxiliary Module Control Wiring 
fic Termination Qualification Review " 

s Stone fi Webster Engineering Corp 84/07/31 36pp 25932 139 
24X Fiche 50-000.64/07/27,3408060102 


8400090044 Interim Significant Deficiency Rept SDAR-129 re error in 
tolerances used in caltbr of adhesion tester Evaluation 
continuing Conpletion anticipated by 840901 

CLENENrs.D R Texas Utilities Electric Co (formerly Texas Utilities 
Oenerating Co I 84/07/31 JOHNSON. E H Region 4. Office of 
Director Ip 2 5 992 1 33 24X Fiche 50-445.04/07/31.8408090044 


6400060324 Forwards "Design Review of Elliott Model 650 Turbocharger 
Used on TDI DiSRV-l2-4 U OSRV-20-4 Emergency Diesel Generator 
Setfl '■ 

RAy«C L TDI { Transameric a Delaval. Inc I Owners Group 84/OB/Ol 
DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 
29927 064 24 < FiChe 50-000.84/08/01,5408060324 


0403160910 Final Deficiency Rept SDAR-129 re error In tolerances used 
in callbr of adhesion tester Initially reported on 840116 
Investigation complete Matter not reportable under 
10CFR50 59(e) 

CLEMENTS, 0 R Texas Utilities Electric Co (formerly Texas Utilities 
OencrAtlng Co ) 04/00/06 JOHNSON, E H Region 4. Office of 

Director Ip 26107 360 24X Fiche 30-445.64/08/06.8406160310 


0400160109 Interim Deficiency Rept SDAR~140 re qualification of main 
steam relief valves for actual loading conditions Initially 
reported on 840710 Evaluation In progress fi should be 
completed by 840631 

CLEMENia.D R Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 84/08/08 JOHNSON. £ H Region 4. Office of 

Director Ip 26106 323 24X Flche SO-445. 64/06/00. 8408160185 


0406160394 Forwards "Design Review of Engine Dase V Bearing Caps for 
TDI DERV-16 Diesel Engines " 

RAY.C L TDI (Transamerica Delaval, Inc } Owners Group B4/0B/10 
DENTON. H R Office at Nuclear Reactor Regulation. Director 2pp 
26091 i47 24X Fiche 50-000,84/08/10,0400160394 


■B4081A0403 "Design Review of Engine Dose L Bearing Caps for TDI 
DaRV-16 Diesel Engines. " 

« Failure Analysis Associates FAAA-84-6-53 04/09/31 44pp 

26091 149 a4X Fiche 50-000.34/08/10.3408160394 


840B200S95 Interim Significant Deficiency Rept SDAR-132 re installation 
of curtain fire dampers u/o proper provisions for thermal 
expansion Initially reported on 040330 Rovieu revealed 90 
dampers required reuorl or mod Next rept by 340817 
FlKARrL F Texas Utilities Electric Co (formerly Texas UtlUtfcs 
Oeneratlng Co ) 04/00/13 JOHNSON. E K Region 4, Office of 

Director 5pp 26140 101 24X Fiche 50-449,84/08/13,6408200295 
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a40a2'l0ll? Forwai d'j “StP re TL'I O^inprs (irou? (^ra^ram pl^n SER addressee 
design T P' i euf 'quiS I ity rcvd i i ti on pr ogran> ies t mg *< insp. 
maint V tur v'e i I ’ sc^s torth i eq^ui roff'ent^ for operation 

prior to compl^+ion of progran plan 

EISENKUTpDG Division of Licensing 84/03/13 GEORGE- J B TDI 
ITransamer 1 c a Dela^-al* Inc ) Quiners Group Ip 26259 194 24X 

Fjcho 90-000- 84/05/13- 84032401 15 


—9403240157 Safery evalua*^ion of TDl Owners Croup program plan Based on 
□NWL ovaluar 1 on- p Ian incorporates essential elements needed 
to resolve outstanding eoncerns re reliability of TD! 
engines for nuclear svc 

» N-'^C - Na Detailed Affiliation Given 84/08/13 2lpp 

26255 193 24X Ficbe 50 500- 04 '03/ 1 3- 84092401 I 5 


8408160395 ForiDards “Design Review of Elliott Model 900 Turbocharger 
Used on TDI DSR-4B t DSRV-16 Emergency Diesel Generator 
Sets." representing rlnal 04 verified rept Add 1 copy 
forwarded to QiJxjL-per NRC request 

Ray, C L TDI ( Transaren ca Oelaval, Inc ) Owners Gi oup 04/00/14 
DENTON, H R Office of Nuclear Reactor Regulation, Director 3pp 
26080 163 24X Fiche 50-000,84/03/14.8403160395 


—8408160397 "Design Review of Elliott Model 90G Turbocharger Used on 
TDI DSR-4S ti DSRV-16 Emergency Diesel Generator Sets “ 
e Tailure Analysis Associates FAAA-S4-5-7 84/07/31 6lpp 

26008 165 24Sf Fiche 50-000,84/08/14,8400160395 


8403280463 Final deficiency rapt re flooding levels in electrical 
control bldg resulting from fire suppression Inltidlly 
reported on 340717 Eng meoring resdlotions to Isolate 
/•ffected drains will be implemented by 840830 

CLEMENTS. Q R Texas Utilities Electric Co (Formerly Texas Utilities 
Generating Co ) Q4/0B/16 JOHNSON, E H Region 4i Office of 

Director 2pp 26282 093 24X Fiche 50-445,34/03/16,3403280468 


940B29012S Interim Deficiency Rept SDAR-142 re unqualified Limltorque 
eUctiic motors Initially reported on 84072D Evaluation will 
be completed by 840921 

CLEMENTS, 13 R Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 84/08/16 JOHNSON, E H Region 4i Office of 

Director Ip 26277 343 ?4X Fiche 90-445.04/08/16,8400290135 


403280375 Final deficiency rapt re defective diesel generator VaWe 
springs Initially reported on 840720 Condition not 
reportabie under 10CFR90 55(b) 

CLEMENTS, Q R Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) Q4/OB/20 JOHNSON, B H Region 4. Office of 

Director ip 26^82 278 24 < Fiche 50-449,84/08/20,0408280375 


8408280304 Inter ir deficiency repf re matl defect in diesel generator 
fuel Injection pump dellsery valve holder initially reported 
on B40720 Evaluation uiill be completed by 040921 

CLEMENTS'S R Texas Utilities Electric Co fformeriy Texas Utilities 
Generating Co > 64/08/20 JOHNSON, F H Region 4, Office of 

Oirector ]p 26282 103 24X Fiche 50-445,84/08/20.8408 280304 


3400290179 Forwards response to 840723 request for addl Info on repts 
submitted by TOI Diesel Generator Owners Group 

RAV, C L TDI ( Transaner 1 ca Delaval, Inc ) Owners Orogp 84/08/23 
GERLINOBR.C Office of Nuclear Reactor Regulation, Director 12pp 
56239 221 24X Fiche 50-000,94/08/53,8408290179 


T Hearing transertots on non-anti trust matters 


0407310333 Transcrip ► of 840723 teUoh in Glen Rose.TX Pp 30,567- 
30, 651 

* Atomic Safety and Licensing Board Panel 34/07/23 9lpp 
29330 173 24X Fiche 50-445 84/07/53,0407310333 


840BGS0027 Transcript of L Sanies 84072 b deposition in Glen Rqse.TXjre 
harassment j intimidation at racility Pp 59,000-59,246 
Supporting docuimentat ion enc I 

ft Atomic Safety and Licensing Board Panel BARNES,L Broun & Root^ 
Inc (subs of Halliburton Co ) 84/07/28 269pp 29969 066 24X 

Fiche 50-449, 04/07 '23. 0400000027 


0408070273 Transcript c# H Rhodes W Sims, M Todd S Burns 840730 
deposition Pp 72,000-72,160 

* Atomic Safety and Licensing Board Panel RHODES.M L Ebasco 
Services, Inc (subs of Enserch Corp ) SiMS, W T Drown 6 Root, 
Inc (subs of HaSllburton Co ) 84/07/30 175pp 29949 024 24X 

Fiche 50-44 5,84/07/30.8408070273 


0403030257 franscrlpt of C Biggs, 0 Fanning, R Whitman & J Uehlein 840730 
depositions in Olen Rose, TX Pp 71,500-71,659 Supporting 
documentation end 

« AtenU Safety and Licensing Board Panel BIGGS, C , FANNIN(», 0 
Brown I, Root, Inc (subs oF Halliburton Co j 84/07/30 I70pp 
35967 297 24X Ftthe 50-445,84/07/30,8400080257 


B40B070105 Vo I II of tTanscript of M Gregory 84073J deposition in Glen 
Rose.TX Pp 94,959-54,710 Supporting documentation end 
* Atomic Safety and Licensing Board Panel OREGQRY, M Texas 
Utilities Electric Co (formeTly Texas Utilities Generating Co ) 
GREGORY, M Broun *> Roo», Inc (subs of Halliburton Co ) 04/07/31 

204pp 25950 045 24X Fiche 50-449,04/07/31,8408070105 


8408000051 Transcript of J Pitts 840731 deposition in Glen Rose,TX 
Pp 73-500-73.553 

Atomic Safety and Licensing Board Panel PITTS, J Texas 
Utilities Clectrir Co (formerly Texas Utilities Generating Co > 
PlFTStJ Ebasco Services, Inc (subs of Enserch Corp ) 04/07/31 

S5pp 29960 333 24X Fiche 55-445.04/07/31,0400080051 


8408080100 Transcript of Dl. Anderson 840731 deposition In Glen Rose, TX 
re Intimidation by QA personnel Pp 73,000-73,042 Supporting 
documentation end 

* Atomic Safety and Licensing Board Panel ANDERSON, D L Texas 
Utilities Flectric Co (formerly Texas Utilities Generating Co > 
04/07/31 40PP 25965 117 24 < Fiche 90-445,84/07/31.8408080100 


8400080245 Transcript of D Anderson. S Spencer b A Dorsn B40731 
depositions in Olen Rose. TX Pp 72,500-72,601 Supporting 
documentation end 

4 Atomic Safety and Licensing Board Panel SPENCER, 9 , DOREN, A 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 84/07/31 1B0PP 29967 069 24X Fiche 90-445.94/07/31. 

0408080249 


840B090023 Transcript of ST Hoggard 040801 deposition in Olen Rose, TX 
Pp 74,000-74,016 Supporting documentation end 

e Atomic Safety and Licensing Board Panel HDGGARD, 8 T Broun h 
Root. Inc (subs of Halliburton Co } 84/08/01 24pp 25961 339 

a4X fiche 90-445.04/08/01,8408080023 


B4O0OBOO32 Transcript of HF Gunn 640001 deposition in Olen Rose.TX 
Pp 79.000-79,008 

« Atomic Safety and Licensing Board Panel GUNN, H F Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 
GUNN, H F Brown h Root. Inc (subs of Halliburton Co > 04/08/01 

llpp 29967 023 24X Fiche 90-445.84/08/01,8408080032 


8408080089 Transcript of JN Scarbrough ?< D Ethridge depositions In Glen 
Rose.TX Pp 74,500-74,921 Supporting documentation end 
e Atomic Safety and Licensing Board Panel SCARBROUGH. U N . 

ETHRIDGE, D Broun S- Root, Inc (subs of Halliburton Co ) 

64/00/01 26pp 25965 167 24X Fiche 90-449.84/00/01.6408080089 


0408030372 Transcript of 84 Neumeyer 840801 deposition in Olen Rose, TX 
Pp 59,500-59.683 Supporting documentation end 

♦ Atomic Safety and Licensing Board Panel NEUMEYER. 8 A Texas 
Utilities Electric Co (formerly Texas Utilities Generating Go ) 
84/08/01 207PP 25966 080 a4X Fiche 50-445.04/08/01.8400080272 


8408030146 Transcript of DN Chapman 340802 deposition in Glen Rose.TX 
Pp 76.500-76,631 Supporting documentation end 

* Atomic Safety and Licensing Board Panel CHAPMAN. D N, Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 
84/08/02 2a0pp 25959 278 24X Fiche 90-445.04/00/02,0400000146 


8408080296 Transcript of 8408(}2 telcon in Glen Rose.TX Pp 38.690- 
30. 726 

# Atomic Safety and Licensing Board Panel 64/00/02 39pp 
25964 321 24X Fiche 50-445,84/00/02,8400080296 


0408000026 Transcript of Ml. Coats 840803 deposition in Olen Roie.TX 
Pp 77.500-77,590 Supporting documentation and 
* Atomic Safety and Licensing Board Panel COATS, h L Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 
84/03/03 81 pp 25966 302 24X Fiche 50-445,04/08/03.6408080026 


8400080294 Transcript of JC Keller 040003 deposition in Olen Rose.TX 
pp 78, 000-78. 026 Supporting documentation end 

e Atomic Safety and Licensing Board Panel KELLER, j C Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 
KELLER, JC Westlnghouie Electric Corp 84/08/03 36pp 
25963 270 24X Fiche 50-445,04/00/03,8400080294 


04OB22O173 Board Notification 84-139 forwards transcript of 040607 
meeting u/applicant re B40604 proposed FSAR amend on 
protective coatings 

EISENHUT.DG Division of Licensing 84/08/17 BLGCH, P . 
JORDAN. W . KCCDLLOMrU Atomic Safety and Licensing Board Panel 
3pp 26262 096 24X Fiche 50-445,04/08/17,8408220173 


— 8408280266 Transcript o# B40607 meeting ui/appllcant In Dethesda.MD r# 
protective coating inside containment Pp 1-100 
a Commissioners 84/06/07 I20pp 26262 101 24X 

Fiche 90-445.84/00/17,0408220173 
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84062:30432 Notice ot filing in Docketing t Svt Branch of G Purrfy in 
camera deposit-ion m Glen Ro&eiT;< 

PURDY> G Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > DSB 207 84/00/10 2p p 26204 007 24X 

Fiche 50-445.04/00/16.8400230432 


0400220367 Forwards prefiled lesiimong of RM Duncan, RD McBee. 

R Slmpsoni DR NnghtiJE Zuahr DT Nilterdmg !> JE Droiijn. 
depositions of JN Scarbough el al V affidavit of 
DK Egbert Certificate of Sve enc I 

HARTMAN. S L Bishop. Liberman^ Cook> Purcell & Reynolds 

HARTMAN. S L Texas Utilities Electric Co (formerly Texas Utilities 

Generating Co > DSB 206 64/00/20 CLEMENTS. U L Docketing 6 

Services Branch 4pp 26192 126 24X Fiche 50-443.64/00/20, 

0400220367 


— 0400220371 Preriled testimony of AD Justice on 040016 in Glen Rose. TX 
Pp 1-20 

JUSTICE A D Texas Utilities Electric Co (formerly Texas 
Utilities Generating Co ) JUSTICE.A D Brown h Root. Inc {subs 
of Halliburton Co ) 04 / 00/16 20pp 26192 130 24X 

Fiche 50-443,04/08/20,0406220367 


— 8400220374 Prefiled testimony of RM Duncan on 040015 in Glen Rose. TX 
Pp 1-17 

DUNCAN.R M Texas Utilities Electric Co {formerly Texas Utilities 
Generating Co > DUNCAN, R M Drown ^ Root. Int {subs of 
Halliburton Co ) 04/08/13 23pp 2619S ISO 24X 

Fiche 30-445,04/00/20.0408220367 


— 04OB22O3BO Prefiled testimony of RD McDce on 840016 In Glen Rose.TX 
Pp 1-24 

MCBEE. R 0 Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) MCBEE, R D Brown i. Root. Inc {subs of 

Halliburton Co ) 84/00/16 35pp 26192 173 24X 

Fiche 50-445,84/00/20.8400220367 


— 8400220381 Prefiled testimony of RW Simpson on 840813 in Glen Roae.TX 
Pp 1-38 

SIMPSON. R W Texas Utilities Electric Co (formerly Texas 
Utilities Generating Co > SIMP8DN,R U Broun St Root, Inc (subs 
of Halliburton Co > 84/08/15 42pp 26192 200 24X 

Fiche 50-443.04/08/20.0400220367 


— 8408220385 Prefiled testimony of DR Nrlght on 840B16 in Glen Rose.TX 
Pp 1-9 

WRIGHT. D R Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) WRIGHT. D R Broun Root, Inc (subs of 
Halliburton Co > 04/08/16 9pp 26192 260 24X 

Fiche 50-445,04/08/20.0408220367 


'8408220308 Prefiled testimony of JE Zuahr V DT Wlltfirding on 640815 in 
Glen Rose. TX Pp 1-21 

ZWAHR. J E , WILTERDING, D T Texas Utilities Electric Co (formerly 
Texas Utilities Generating Co > ZWAHR. U E Broun & Root, Inc 
(subs of Halliburton Co ) 64/00/15 29pp 26192 269 24X 

Fiche 50-445.84/00/20.8400220367 


— 0400220393 Prefiled testimony of JE Brown on 640815 in Glen Rose.TX 
Pp 1-21 

DROWN. J E Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co } DROWN, J E Brown & Root. Inc (subs of 

Halliburton Co ) 84/08/13 29pp 26192 290 24X 

Fiche 50-445.84/00/20.0408220367 


— 8400220396 Deposition of ST Hoggard on 840801 in Glen Rose.TX 
Pp 74,000-74,016 Personal resume end 

HQGOARD. 0 T Texas Utilities Electric Co (formerly Texas 
Utilities Generating Co ) 04/OB/O! 23pp 26192 327 24X 

Fiche 50-445.84/00/20,0408220367 


. — 0408220399 Affidavit of DK Egbert re discussion w/DK Stiner in 
Oct 1982 concerning employee benefits 

EODERT.D K Broun V Root. Inc (subs of Halliburton Co ) 
84/09/01 7pp 26192 350 24X Fiche 50-445,04/08/20.8400220367 


— 0400220403 Deposition of JN Scarbrough D Ethridge on 840801 In 
Olen Rose.TX Pp 74. 300-74. S21 

SCARBROUGH. J N . EIHRIOGE.D Texas Utilities Electric Co 
(formerly Texas Utilities Generating Co ) SCARBROUGH. J N Broun 
t Root. Inc (subs of Halliburton Co ) 84/00/01 27pp 

26192 357 24X Fiche 50-445,84/00/20.8406220367 


— 0400220403 Deposition of HF Gunn on 640601 in Glen Rose.TX Pp 75.000- 
75. 000 

GUNN, H F Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > GUNN. H F Broun ^ Root, Inc (subs of 

Halliburton Co ) 04/00/01 lOpp 26193 022 24X 

Fiche 50-443,04/08/20.0408220367 


B4O024O247 Forwards CASE 0403^0 prefiled testimony of IL Goldstein re 
harassment ^ intimidation 

ROlSMANrA Z Trial Lawyers for Public ./us tic e ROlSriAN. A 2 
Citixen^ Association fpr bound Energy DSB 257 04/00/20 

BLOCH, P B GPOa&MANr H , JORDAN W H Atomic Safety and Licensing 
Board Panel Ip 2622 j 119 24X Fiche 50-445*04/08/20.0400240247 


—8400240240 Wiit^-en tes»inony or IL Goldstein re harassment 1, 
intimidation 

GOLDSTEIN, I L Citiiens Association for Sound Energy 
ODlDSTElNrl L Maryland, Univ of. College Park. MD 04/00/20 
43pp 26223 120 24X Fiche 50-445.64/08/20,0400240247 


0406240302 Transcript of 040022 hearing in Bethosda.MD Pp 13.963- 
14.014 

* Atomic Safety and Licensuig Board Panel 04/08/22 51pp 
26223 321 24X Fiche 53-445 04/00/22,0408240302 


0406300103 TranscTipt of 840027 hearing in llethesda.MD Pp 14.015- 
14. 100 

* Atomir Safety and Licensing Beard Panel 84/00/27 I60pp 
26305 001 24X Fiche 30-445.84/08/27,0408300103 


X ansito Storage of Lou Level Was^e 


0408270271 Advises of executed Contract DE-CROl-a4RWOOOl2 u/DDE for 
disposal of spent nuclear fuel from facilities Related info 
enc I 

SCHMIDT, HC Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 84/08/21 fOUNODUQDD.G N Licensing Branch 1 

3pp 26241 015 24X Fiche 50-443.04/00/21,6400270271 


DOCKET SrN-30-417 GESSAR-230 


A App 1 Icatlon/construc tlon stage documents f/ correspondence 


0406010324 Notification of 640001 meeting w/OE In Bethesda.MD to 
discuss status of GE8SAR M severe accident revieu S< to 
focus attention on remaining issues re revieu 

SCALEITI.D C Standard 1 lat i on 6 Special Projects Branch 84/07/26 
THOMAS. C 0 Standard 1 lat i on Special Projects Branch 3pp 
25872 314 24X Fiche 30-447,04/07/26,0408010324 


0400090203 Notification of 040803 meeting w/GE in San Jose.CA to 
discuss seismic hazard analysis for GE5SAR II 

SCALETTliD C Standard! z at i on 6 Special Projects Branch 64/06/02 
THOMAS. C O Standard 1 zat 1 on t. Special Projects Branch 3pp 
25991 200 24X Fiche 50-447,04/08/02,0408090203 


0408090429 Reissued notificailon of 040809 meeting u/GE St JDA in 
Bethesda.MD to discuss seismic hazard analysis of GESSAR II 
SCALEITI.D C Standardization t< Special Projects Branch 84/00/02 
THOMAS. C 0 Standardization f Special Projects Branch 3pp 
23984 299 24X FI Che 30-447.04/00/02,0408090429 


8400160339 Forwards DNL 030727 review of GESSAR PRA W/o end 

NIEMCZVK. 6 J Union of Concerned Scientists 04/08/06 QUIRK.J 
General Electric Co ip 260S9 361 24X Fiche 50-447. 84/0B/06. 
6400160339 


0400230209 Forwards draft amend to GESSAR II Sections IG 12 16 21. in 

response to 10CFR30 34{f)i Items (il(xli) Sc (2)(lx> re 
evaluation of alternate hydrogen control sys (HCSl HCS 
preliminary design, respec tlvely 

SHERWOOD. 0 0 General Electric Co 04/08/20 EISENHUT. D 0. 
Division of Licensing lOpp 26209 218 24X Fiche 30-447,04/00/20, 

6408230209 


H General correspondence 


8400070023 Responds to 04O7O5 Itr to W Dlrcks requesting info re 
GEB8AR-II meeting notifications Practice identified (n OH 
Cunningham 840620 Itr remains intact GESSAR-Il mooting 
notices will be posted shortly after receipt by PDR 
DENT8N, H R Office of Nuclear Reactor Regulation, Director 
04/07/25 NIEMCZYK. S J Union of Concerned Scientists 2pp 
25956 IBB 24X Fiche 50-447,04/07/25.8400070025 


— 0400070027 Informs of difficulty in obtaining scheduling info re 
OE/NRC meetings concerning 0ES6AR-II Alt appllcant/NRC 
meetings should be announced 10 days in advance by posting 
notices in PDR D including notices in NRC tapes 

NIEMCZYK. 0 J Union of Concerned Scientists 04/07/05 DlRCKS. W 
Office of the Executive Director for Operations 4pp 23956 190, 
24X Fiche 50-447. 84/07/25. 0400070025 
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"-94080700*'? Re^pand- tn 840514 * D604 Hrs re timely notice of GE/NftC 
meetings concerning CESSAR-II mil meetings will be noticed 
at least 10 days in adsance For riRC to convince GE to share 
proprietary data uould be inappropriate 

CUNNINGHAM. G H Office or the Executive Legal Director 84/06/20 
MIEMCZVKrS U Union of Concerned ticientlsts 3pp 25956 194 
24X riche SO-447. B4/07/*I5. 8408070025 


P Operating license stage documents ' correspondence 


8408270155 Requests exemption to revise 10CFH170 license fee schedule 
re O^SSAR 11 revieu Exemption to schedule appropriate since 
revieui of GES5AR II design conmilfced tinder regulations i< 
policies in existence in early I°92 

BVlERUnOD. G G General Electric Co 84/08/10 DIRCKS. W J Office 

of the Executive Director for Operations 2pp 26245 222 a4X 

Fiche 50-447.94/09/10.8408270155 


DOCHET SrN-50-454 DVRON STATION. UNIT 1 


A Appl icat lon/construv t ion stage documents b correspondence 


8408130409 Foruiards. for review L comment, mark edi-up preliminary test 
procedure re functional 6 spring rate testing of steam 
generator snubbers, in response to 840300 concerns in IE Insp 
Repta 50-434/84-09 6 S0-435/Q4-O6 

SWARTZ. E □ Comnonuealth Edison Co 64/04/26 KEPPLER. J 0 Region 
3. Office of Director 23pp 26010 192 a4X Fiche 90-434.84/04/26. 
8409130409 


8400010116 Forwards request for eddl info re Tech Specs on relief 
valves t ESF response time Response requested within 7 days 
of lti date 

YGUNOQLOOO. D J Licensing Branch 1 64/07/19 FARRAR. D L 

Commonuealth Edison Co 7pp 25873 327 24X Fiche 90-494.04/07/19. 

8408010116 


840B070034 Requests addl info to support rescheduled fuel load date of 
B40919 Response requested within 10 days of Itr receipt 
YOUNGBLOOD, D J Licensing Branch I 84/07/25 FARRAR. 0 L 
Commonuealth Edison Co .ipp 25955 336 24X Fiche 50-494.04/07/35. 

8408070034 


840B060136 Forwards response to B40719 request for addl info re Tech 
Specs Complete package of comments b suggestions to Section 
3/4 8 of proof t< review version of Unit 1 Tech Specs also 
encl 

SWARTZ. E D Commonwealth Edison lo 84/07/26 DENTON. H R Office 

Of Nuclear Reactor Regulation. Director Z»9pp 25934 013 24X 

Fiche 50-454,04/07/26.0408060136 


8408220239 Discusses pos+^-ac c i dent sampling sys being installed to 
address NRC requirements in NUREG-0737. Item 110 3 High 
radiation <^ampiing sys described in FSAR will be 
operational on each unit prior to initial criticality 
TRAHM. T R Commonuealth Edison Co 84/08/13 DENTON. H R Dffi 
of Nuclear Reactor Regulation. Director Ip 26193 139 24X 

Fiche 50-000.04/08/13,8408220239 


8408220368 8 uppls 831216 comments re proof t* review Tech Specs Rofi 
three loop operation during Modes 1-4 should be removed due 
to lack of Nestmghouse analyses 

SWARTZ. E D Commonwealth Edison Co 84/00/15 DENTON. H R Off 
of Nuclear Reactor Regulation. Director Ip 26191 346 24X 

Fiche 50 494.04/08/15,8408220366 


8408270113 Informs of schedule for resolving concerns re provision! 
for sampling gaseous radioiodine OL should be conditioned 
to require resolution of NUREG-0737 requirements for 
sampling gaseous effluent steam prior to refueling outage 
TRAMM.T R Commonwealth Edison Co 04/08/17 DENTON, H R Off’ 
of Nuclear Reactor Regulation. Director Ip 26247 329 24X 

Fiche 50-434.84/08/17.8408270113 


8408200275 Generic Ltr 84-20 to all licensees of operating reacton 
applicants for QLs re scheduling guidance for licensee 
submittals of reloads that Involve unrevlewed safety 
questions Sve list encl 

EISFNHUT.DG Division of Licensing 04/00/20 Consolidated 
Edison Co of New York. Inc I7pp 26276 244 24X 

Fiche 50-060,84/08/20.8400200279 


8408270118 Submits addl inro re basis for proposed Tech Spec 
requirements on availability of Diesel Generator 2A during 
time Unit 2 under const 

TRAMM.T R Commonuealth Edison Co 84/09/21 DENTON. H R Off 
of Nuclear Reactor Regulation, Director 2 pp 26247 330 24X 

Fiche 50-000.84/08/21.0408270118 


B40B290365 Forwards request for addl info re answer to Quasi ion 12 
concerning reactor sys areas Duo to lack of clarity in 
original response, response should be revised Revised 
response requested within 19 days of ltr receipt 
YQUNGOLOOD, B J Licensing Branch t 84/08/22 FARRAR. D L 
Conmonuealth Edison Co 2 pp 26310 359 24X Fiche 90-494.04/0 

8400290365 


8408310163 Provides addl info to support proposed Tech 8 pec chang# 
diesel oil sampling containment pressure Mi -1 & detector 
plateau curves, per NRC/utll 840013-16 meetings 

TRAMM.T R Commonwealth Edison Co 84/00/23 DENTON, H R Off 
of Nuclear Reactor Regulation, Director 3pp 26319 173 24X 

Fiche 90-454,84/00/23.0408310163 


840B1403B0 Forwards responses to FSAR Questions iO 97.10 63, 10 64. 

10 65 6 10 66 Revised response to Question 10 57 based on 
revised safe shutdown analysis Info will be included in nest 
FSAR amend 

SWARTZ. E D Conffionweal th Edlsqn Co 84/08/02 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 32pp 26041 132 24X 

Fiche 50-000.04/08/02.8400140360 


0408070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for OLs 6 holders of CFs re availability of 
Buppl 1 to NURE0"0933. "Pr lor 1 ti lation of Generic Safety 
Issues '* Sve list end 

EISENHUT.D G Division of Licensing 64/08/06 Consolidated 
Edison Co of New York, inc iBpp 26129 238 24X 

Fiche 50-000.84/06/06,8408070110 


8406160345 Advises that QA program applicable to all nuclear generating 
stations L satisfies provisions of 10CFR71 Fee remitted 
per 101.FR170 31 

FARRAR, D L Commonuealth Edison Co 84/00/06 Office of Nuclear 
Material Safety & Baf eguards. Director ip 26092 104 24X 

Fiche 50-000.84/08/06.8400160349 


E NRC Safety Evaluation Report <SER>» suppls correspondence 


8408010105 Forwards request for addl info for review of vd reduct 
sys (Outstanding Item 15 of Byron 8 ER > Response requested 
within 30 days of ltr date 

OLSHAN.L N Licensing Branch I 04/07/19 FARRAR. D L 
Commonwealth Edison Co lOpp 25073 292 24X Fiche SO-OOOi 

04/07/19, 8408010105 


0400140371 Forwards compliance review against GDC 91 for reactor 
containment pressure boundary components Review for 
Braidwood Station should resolve SER Outstanding item 4 
8WART2,E D Conmonwealth Edison Co 04/00/09 DENTON. H R Of 

of Nuclear Reactor Regulation, Director I7pp 26042 299 24) 

Ficho 50-000,84/08/09.8408140371 


04OB27O269 Forwards addl documentation re preliminary site work fj 
placement b composition in Area of Concern 12 Info should 
close SER Outstanding item 1 Test results end 

TRAMM.T R Commonuealth Edison Co 84/08/10 DENTON. H R Of! 
of Nuclear Reactor Regulation, Director 9pp. 26240 202 24X 

Fiche 50-454.84/00/10,0408270265 


0408160415 Advises that main hook b lower load block on fuel handling 
bldg crane will be temporarily replaced to meet requirement 
of replacing Unit 1 reactor coolant pump motor assembly, per 
B30426 commitment 

ALEXANDER. G Commonwealth Edison Co 84/00/07 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 26065’ 390 24X 

Fiche 50-454.04/08/07,8400160415 


8408170069 Application to amend CPPR-30. extend Ing permit to 090101 to 
cover time for OL hearings L issuance 

FARRAR, D L Comnonuealth Edison Co 84/00/13 DENTON. K R Office 
of Nuclear Reactor Regulation. Director 2 pp 26119 031 24X 

Fitho 50-454,04/09/13.0408170069 


‘ — -8408270276 "Field Density Test Results 

NELSON, R E HH Moines Testing Laboratories. Inc 20 
ip 26240 207 24x Fiche 90-494,04/08/1010400270269 


—0400270204 "Rept of Field Compaction Tests ” 

HOLMES, H M H H Holmes Testing Laboratories. Inc 37 
ip 26240209 24X Fiche 50-454.04/08/10.0408270269 


0400270292 "Rept of Field Compaction Tests," 

HOLMES. H H H H Holmes Testing Laborator 1 ei. Inc 01 
2pp 26240 209 24X Fiche 90-454,84/00/10.0400270269 


— 8408270296 "Rept of Field Compaction Tests " 

HOLMES. H H H H Holmes Testing Laboratories. Inc 97 73/1 

4PP 26240 211 24X Fiche 90-454, 04/00/10, 8400270269. 




DOCKETED ITEMS 


371 


8400270204 Foruards addl jnfo re monitoring of leakage from sys 
outside containment used to transport highly radioactive 
fluid gases m post-accident condition Info should close 
8ER Confirmatory Issue 20 i a ) 

TftAMMi T R Commonwealth Edison Co 04/03/11 DENTON. H R Office 
of Nuclear Reactor Regulation- Director 7pp 26243 103 24X 

FichH 30-000,84/00/11.8400270204 


0408220306 Forwards proprietary L nonpr opr i etary responses to NRC 1 tr 
re Improved thermal design procedure Response should 
close Byron SER Outstanding Item 0 Info deleted Proprietary 
response withheld (ref 10CFR2 770) 

TRAMN. T R Commonwealth Edison Co 84/00 M3 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 20pp 26193 033 24X 

Flthe 50-000.04/00/13,8400220306 


—.0408220321 Requests withholding proprietary response to NRC questions 
on improved thermal design procedures rod bow. per 
10CFn2 790 Affidavit AW-76-60 end 

HIESEMANN, R A Westlnghouse Electric Corp B3/12/27 DENTON. H R 
Office of Nuclear Reactor Regulation, Director ADCNSAM. E 0 
Licensing Branch 4 Bpp 26193 073 24X Flche 30-000.84/00/13, 

8408220306 


8400270373 Forwards add! info re instrumentation being Installed for 
detection of inadequate core cooling Info should close 
SER Outstanding Item 9 u/o any license conditions 

TRAMM. T R Commonweal th Edison Co 04/00/20 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 4pp 26240 254 24X 

Fiche 50-000,04/00/20,0408270373 


6408200301 Requests add! info to complete review of environ 
qual if 1 cat ion of equipment (SER Outstanding Item 7) Response 
expected within 10 days of 1 tr date 

YDUNOBLDOD. D J Licensing Branch 1 04/08/22 FARRAR. D L 

Commonwealth Edison Co 3pp 26294 083 S4X Flche 30-434,84/08/22, 
0406280301 


8400310226 Forwards addl info re vo 1 reduction sys. in response to 
B40710 request NRC review of Info necessary to close SER 
Outstanding Item 13 

TRAMM. T R Commonwealth Edison Co 84/08/24 DENTON, H R Office 
Of Nuclear Reactor Regulation. Director 27pp 26322 130 24X 

Fiche 30-000,84/00/24.8408310226 


F Security, medical, emergency & fire protection plans 


0400150306 Forwards IE Insp Repts 50-454/84-46 tc 50-453/04-31 on 
840711-13 No noncomp 1 lane B noted 

PAPERIELLO. C J Region 3. Office of Director 84/07/27 RECD. C 
Commonwealth Edison Co 2pp 26077 337 24X Fiche 50-454.84/07/27. 

0408150386 


—8408150394 IE Insp Repts 50-454/84-46 50-433/84-31 on 040711-13 No 

noncompliance or deviations identified Major areas 
Inspected selected open & improvement items Identified 
during emergency preparedness implementation appraisal 
PLOSKI.T J , CHRISTOFFER, 0 . SMITH. M J Region 3, Office of 
Director 84/07/27 3pp 26077 359 24X Flche 30-454,04/07/27. 

8408150386 


8400220243 Summary of 840731 meeting w/util in Silver Spring. MD re 
security plan implementation 

* NRC - No Detailed Affiliation Given 84/07/31 NRC - No 
Detailed Affiliation Given 2pp 26203 311 24X 

Fiche 50-000.84/07/31.0408220243 


8400080190 Forwards Amend 4 to "Fire Protection Rept," Including 
detailed comparison of design, const, testing Zt maint 
practices against NFPA stds 

SWARTZ. E D Commonwealth Edison Co 84/08/02 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 3pp 25985 001 24X 

Flche, 50-000, 04/08/02, 0408080198 


■6400060205 Amend 4 to ’'Fire Protection Rept " 

e Commonwealth Edison Co 84/07/31 123pp 23985 004 24X 

Flche 30-000, 84/08/02. 84080801 90 


6408140234 Revised emergency plan implementing procedures, including 
B2P 100-T2i "Operations OIrec tor-Chec h I ist. " DZP 100-T3, 
''Technical Director-Checklist" DZP 100-T4. "Maint 
Direc tor-ChocJc I ist " W/fcransmi ttal & receipt form 
* Commonwealth Edison Co 84/08/03 252pp 26036 077 24X 

Fiche 50-454,84/08/03.0408140234 


8400130401 Responds to 840705 clarification of Info re util means of 
satisfying annual regulatory requirement to review emergency 
action levels u/offsite emergency support organ! lat ions Info 
accep table 

PAPERIELLO, C J Region 3. Office of Director 04/00/07 REED, C 
Commonwealth Edison Co Ip 26010 lao 24X Flche 50-000.04/00/07. 
8400130401 


8408130413 Responds to 840604 Itr re means for satisfying requirements 
of 10CFR50, App El Paragraph IV B Proposal for satisfying 
requi renents to review emergency action levels by offsite 
agencies clarified 

FARRAR, D L Corrnonwea 1 1 h Edison Co 84^07/05 PAPEfI lELLO, C J 
Region 3, Office of Director 8pp 26010 131 
Fiche 30-000, 84/08/07, 8408133401 


8400240139 Rev 1 to Emergency Plan Implementing Procedure BZP 500-T7, 
■'Checklist - Operational Support Ctr " U/840S17 
transmittal form 

* Conmonwsalth Edison Co 84/08/15 6pp 26228 168 24X 

Fiche 50-454, 84/08/15. 8400240139 


8408220106 Forwards evacuation time estimates incorporating changes re 
employ-nont ctr shutdown times, per ASLQ 040113 initial 
decision Review of addl info should obviate need for license 
c ondi ti ons 

TRAMM, T R Connonuealth Edison Co 84/08/16 DENTON. H R Office 
of Nuclear Reactor Regulation, Director Ip 26191 194 24X 

Flche 50-494,04/08/16.8408220106 


‘0408220112 '■Evacuation Time Estimates Within Plume Exposure Pathway 
Emergency Planning Zone foi Byron Nuclear Generating 
Station " 

* Commonwealth Edison Co 84/06/30 ll3pp 26191 193 24X 

Fiche 90-454.84/00/16,8408220106 


8408240173 Rev 1 to Procedure DZP 3S0-A3. "Locations of Fixed Environ 
Radiological Monitoring Station Air Samplers " W/a40907 
transmittal memo 

* Commonwealth Edison Co 84/08/17 3p p 26220 165 24X 

Flche 30-454,84/00/17.0400240173 


0400270216 Forwards advanced revs to fire protection rept included in 
Amend 5 <« addl info re other tire protection Issues for 
station Resumes of fire protection engineers involved in 
program will be included in Amend 5 

TRAMM. T R Connonuealth Edison Co 64/00/20 DENTON. H R Office 

of Nuclear Reactor Regulation, Director 39pp 26245 llO 24X 

Ficho 50-434,84/08/20,8408270218 


0 Adjudicatory correspondence 


8405250241 First set of interrogatories to 1 ntervenors, re que sting list 
of witnesses to be presented on Intervenors behalf at 
reopened hearings U summary of testimony Certificate of Sve 
end Related correspondence 

BECKER, B D Commonwealth Edison Co DECKER, D D Isham, Lincoln, 
□ealo DSB 311 84/05/10 3pp 24636 202 24X 

Fiche 50-454, 04/05/10, 8405230241 


0406260276 Submits partial response to 840619 Itr Transparent effort 
not being made to stall proceeding Method of responding to 
discovery request prohibits orderly discovery of case 
Certificate of Sve end Related correspondence 

WHiCMERiJ M Businessmen for the Public Interest WHICHER, J M 
Whicher. J M DSB 862 84/06/20 MILLER, M 1 Isham, Lincoln fc 

Beale MILLER. M I Commonwealth Edison Co 3pp 25130 041 24X 

Flche 30-454.84/06/20,8406260276 


0400010177 Notice of appearance in proceeding Certificate of Sve end 
LEARNER, H A League of Nomen Voters of Rnckford, IL LEARNER. H A 
DeKalb Area Alliance for Responsible Energy LEARNER. H A 
Slnnlsslppi Alliance for the Environment (SAFE) DSB 6A'? 04/07/24 

4pp 23853 322 24X Flche 30-454,04/07/24.0408010177 


8408010181 Notices of appearance In proceeding Certificate- of 0vc encl 
JUDSONi V A f NRIGHT, T N League of Women Voters of Rockford. IL 
JUDSON, V A DeKalb Area Alliance for Responsible Energy D3D 660 
04/07/24 6pp 29054 356 24X Fiche 50-454.04/07/24.0400010101 


0400070463 Order extending time until 84 OBIO for Commission to act to 
review ALA9-770 Served on 840806 

CHlLKi B J Office of the Secretary of the Commission DSD 793 
84/00/03 Commissioners Ip 25940 331 24X 

Flche 50-454.84/00/03.0408070463 


0400080390 Request for supple to util amended responses to 
Interrogatories It Z 12 Certificate of Sve end Related 
correspondence 

JUDSGN. V A DeKalb Area Alliance for Responsible Energy 

JUDSONi V A Slnnlsslppi Alliance for tha Environment (SAFE) 

JUDSON, V A League of Women Voters of Rockford, IL DSD 040 
04/00/06 Atomic Safety and Licensing Board Panel 4pp 
29973 284 24X Flche, 50-454, 84/08/06. 0400080390 


8408000395 Forwards request for suppls to util amended responses to 
Interrogatories ll tc 12 of Intervenor first set of 
Interrogatories W/o end Related correspondence 
JUDSON. V A Businessmen for the Public Interest DSD B41 
84/08/06 MILLER. M I Isham. Lincoln 6 Geale 2pp 25974 101 
24X Fiche 90-494,84/08/06.8408000395 
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8^08090164 Forwaijb P'l'jssi dtpoiitiun of I'D Uard W/o entl Related 
correspond ence 

WILCOVC^ri N Hearing Branch 2 DSQ 870 04/00/07 WEST HALL, M 

Tagloe As-sociti^es Ip 128 24< Fiche 50-454.84/08/07, 

0408090164 


0400270163 notion to t'lulude portions of prefiled Icstimong of 
CC Stfik es. 1 1 ed on 84081,^ Related c oi t espondence 

GALLO. J f omnon' lea 1 th Edison Co GriLLO* J Ishan. Lincoln 8< fieale 

DSU 286 84 Od/19 Alo.Tiir Safetg and Licencing Doard Panel 9pp 

26245 263 24 x Fir he 5u 154 «4. OEJ/ 19. 8400270162 


8408130299 Forwards six documents for proposed inclusion w/board 
notification Docunents mclnde RL Spess^^rd Q40723 I tr to 
C Reed W/o enrl Related correspondence 

LEWIS. S H Hearing Blanch 2 DSB 908 84/00/08 DLSHAN, L N 

Licensing Dianch 1 2pp 26010 279 24X Fiche 50-454.84/08/00. 

8408130299 


8408290303 Expresses concern 6 opposition to licensing of plant ASLO 
should listen to concern of workers Facilities not needed 
ti being put on line fop convenience *< profit of util 

SCHRADER. D Affiliation Not Assigned DSB 372 84/00/09 SMITH,! 

Atomic Safety and Licensing Board Panel 2pp 26209 360 24X 

Flche 50-434,84/08/09.8408290303 


8408290308 Requests HRC re\iew of outstanding items re licensing of 
plant 

PETERSON,! Affiliation Not Assigned DSD 365 B4/0B/H SMITH 

Atomic Safety and Licensing Board Panel ip 26289 362 24X 

Ficha 50-454,84/08/11,0408290308 


8408140454 Infor’is that Commission declined to review ALAB-770 Time 
within which Commission nag art to review has expired 6 
decision becore final agency action on 040810 Served on 
840013 

CHILK, S J Office of the Secretary of the Commission DSB Oil 
84/08/13 Atomic Safetg and Licensing Appeal Panel Ip 
26060 361 24X Fiche 50-434,04/06/13.8408140454 


B4081703B2 Forwards corrections A attachments to CC Stokes written 
testimony W/o ends Related correspondence 
WftlOHT, T W Businessmen for the PublU Interest DSQ 101 
84/08/15 SMITH. 1 W , COLE, R F . CALLIHAN.A D Atomic Safety and 
Licensintj Board Panel ip 26128 257 24X Fiche 50-454,04/00/15, 

8400170382 


--8400270172 Affidavit Of Hi l^oetal re prefiled testimony of C Stokes 
Cettifjcate of S\ c eptl Related correspondence 

KQbrAL.f T Conmonwea 1 th Edison Co POSTAL. K T Sargent A Lundg. 
Inc 04/08/10 Atomic Saiotg and Licensing Doard Panel 3pp 

26245 2 72 2;x Fiche 50 154,04.00/17.840027014)3 


8400290305 Ouestions sanii-y *, political pet suasion of members of 
Sinnissippi Alliance for k,pp using start up of facilities 
Delays cost miiliuns Uiges gfartup 

LIGHICAP J B Affiliation Not Assigned DSB 3/1 84/00/20 

SMITH. I Atorsic Safety and Licensing Dciai d Panel 2pp 26290 339 
24X Fiche 5 G-'» 34 . 04/08/20. 04 0G290305 


8400290358 Expresses coniern re licensing of plant Urges NRC to review 
outstanding Pi,in*s of rontcntiori about safety 6 make sure 
reinsp evidence not meielg testimony convincing of safety 
EMMETT, J Affiliation Not As-signsd DSD 373 04/00/20 SMITH 

Atomic Safety and Licensing Board Panel 2pp 26289 347 24X 

Fiche *10-454. 04/00/20. 0408290328 


0400290309 Commends IW Snifh foi decision to withhold licensing of 
plant until safety Issues resolved Open discussion re addl 
safety concern *1 reyuested 

HOLMBERC. J Ulinois, State Of DSB 367 84/08/22 SMITH.! W 

Atomic Safety and Licensing Bo^rd Pcinel Ip 26290 360 24X 

Fiche 50-454,84/08/22. B40Q2903D9 


0406290201 Expresses concerns re licensing 6 opening of plant In 
Jan 1904, when util was denied 1 icerise. r ul i ng considered 
final NRC issuance nf license to plant so obviously 
defective as to be beyond belief 

P0ZDDL'3K1,A Affiliation No* Assigned DSQ 374 04/OB/2B 

SMITH, r Atonir Safety and Licensing Board Panel 4pp 26290 329 
24X Fiche 50-454.04/08/28,8408290281 


8409290310 Expresses concern that plant will go on line before proven 
safe Performance of NRC has caused puitlement A 
disappointment NRC supports ufil position even in face of 
serious allegations re plant safety 

PEWBLC, J A Affiliation Not Assigned DSD 366 84/00/15 

SMITH, I W Atomic Safety and Licensing Board Panel 2pp 
26309 355 a4X Fiche 50-454,84/08/15.8408290310 


G406210336 Memorandum opposing intervenor 840813 motion for leave to 
file testimony of WH Bleuel Bleuel qualifications not of 
expert caliber to assist ASLD Related correspondence 
MlULERi M Connonwealth Edison Co MILLER. M I sham, Lincoln t 
Beale DSD 162 04/00/16 Atomic Safety and Licensing Board 

Panel Bpp 26179 342 24X Fiche 50-454, 04 /OB/ 16, B4O021 0336 


-640021034'* Affidavi* of QT Klopp re WH Bleuel proposed testimony 
concerning need for failure modes I- effects analysis 
Certificate of Sve it sve list end Related correspondence 
KLQPP.G T commonuealth Edison Co 04/00/16 Bpp 26179 350 
24X Fiche 30-454.04/09/16.8408210336 


0408280443 Forwards 040718 Ofc of Investigation <DI) Rept 3-83-006. 
transmitted for placement in PDR 01 reviewed document 6 made 
deletions to protect conf identla 1 1 ty (, privacy Related 
correspondence 

LEWIS. S H Office of the Executive Legal Director DSD 337 
04/08/16 CLEMENTS, W U Docketing 6 Services Branch 138pp 

26280 347 24X Fiche 30-454,84/00/16,8408280443 


8408290307 Expresses concern re licensing of plant t 6,000 
discrepancies in bldg of plant labeled nonsigni f leant Review 
of NRC outstanding items requested 

ORUMLEY. J E Affiliation Not Assigned DSD 364 84/08/16 

SMITH, I W Atonic Safety and Licensing Board Panel ip 26290 341 

24X Fiche 50-454.84/08/16,8408290307 


8408290313 Expresses concern re licensing of plant ASLD should listen 
to concerns of workers wishing to testify Facilities not 
needed t* being put on line for convenience of util 
STILES, J M Mount Morris Times, Mount Morris, IL DSD 368 

04/08/16 SMITH Atomic Safety and Licensing Doard Panel ip 
26290 336 24X Fiche 50-434.84/08/16,8400290313 


0400310201 Notice of withdrawal of appearance in proceeding Related 
c orrespohdence 

WHICHER.JM Qusincssnen foi the Public Interest DSD 421 
04/08/20 SMITH. 1 W . CDLE. R F . CALL IHAN, A D Atomic Safety and 
Licensing Board PatioJ ip 26310 3M 24X Fiche 50-454,84/00/26, 
0400310201 


H General correspondence 


0405100145 Responds to 040314 I tr to Chairman Palladino which one I 
U & V bmelser concern re Marble Hill It Dailly cancellation, 
withdrawal of util application for Zimmer f- denial of 
license foi Dyrot. facility 

D1RCK6,W J Office of the Fxociitive Director for Operations 
84/05/04 LUOAR.H 0 Senate 7pp 24524 325 24X 

Fiche 90-000.04/03/04.8405180145 


—8405180152 Requests response to end W i 9 Smelsor 040210 inquiry into 
NRC attitude t-ouard utils Concerns include Marble Hill U 
Dailly canc el lat ion, Ul thdraxral of util application for 
Zimmer t denial of license for Byron facility 

LUOAR.R C Senate 84/03/14 PALLADINO, N Commissioners 3pp 
24924 33) ?4X Fiche 50-000.84/05/04,8405180145 


K Utility Final Safety Analysis Report iFSAR) t* amends 


8408300053 Foi wards affldasit attesting to distribution of F5AR Amends 
44 6 45 

TRAMM, T n Conmonweallh Edison Co 34/08/16 DENTON, H R Office 
of Nuciea. Reactor Regulation. Director 2pp 26307 236 24X 

Fiche 30-000,81/08/16.0400300053 


Q Inspection reports, IE Bulletins 6 correspondence 


8408130415 Fatwards.for review, Rev 1 to "Evaluation of Energy 
Absorbing Natl for Pipe Whip Restraints," in response to 
IE Insp Repts 50 494/83-06 V 50-455/03-03 

SWARTZ, E D Commonuealth Edison Co 04/04/13 ILEPPLERrJ O Region 
3, Off ice of Director 2pp 26011 030 24X Fiche 50-000,84/04/13, 

8408130415 


0400290275 Expresses concerns re safety of facility l< citliens paying 
for util mi sr slculat ion 

DANIElSEN, D C Affiliation Not Assigned DSQ 370 94/00/17 

SMITH, 1 M Atomic Safety and Licensing Doard Panel Ip 26290 357 
24X Fiche 50-494,04/00/17,8408290275 


— 0409130420 Rev 1 to '’E\aluatlon of Energy 
Restraints " 

KAO, G C , YANG, n S , SU, T Y Sargent 6 
04/04/30 47pp 26011 040 24X Fiche 


Absorbing Matl for Pipe Whip 

Lundy, Inc SAD-431 ROl 
50-000, 84/04/13, 9408130419 
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3400130^0'’ Turusi d 5 » t-or ievie'*j ' commtnt m^rkcd-up piclimtnary tpst 
procedure le fuoct’iondl \ spiing rate testing of steam 
generatuT (iHubbersjin response to 3*10309 concerns in [E Inap 
Repi-s 50 ;54'04-O8 S R 1-06 

SWARTZ, E D Conmonuealth Edison Co 04/04/26 KEPPLER, J C Region 
3> Office or Director 23np 26010 192 34X Fiche 30-494,84/04/26. 

04OanO4O9 


0400010332 Forwards IE Insp Repts 50-454/04-33.50-435/84-26 «< 
30-17034/84-01 on 040521-23,29-31 » 0601 05-06 Wo 

noncnmp I I anc e noted 

PAPERIELLO, C J Region 3, Orrice of Director 04/07/10 REED, C 
Copitionwoalth Edison Co 2pp 25066 077 24X Fiche 50-454.04/07/10, 

□400010332 


— S40B010341 IE Insp nep»s 50-454/04 33,50-455/84-26 t< 30-17034/04-01 on 
040521-23.27-31 6 0601 * 05-06 No noncomp 1 lance noted Major 
areas inspected preop era t i onal radiation protection program 
6 status of preop eraii ona 1 sys demonstrations 

HUE1Cn,L J , crLL,C F , GREGER, L R Region 3, Office of Director 
04/07/10 20pp 25866 079 24X Fiche 30-454,84/07/10,8408010332 


B4O0OBO108 Forwards It Insp Repts 50-454/84-23.50-453/84-10. 
30-456/84-il fi 50-457/04-11 on 840425 & 0522-23 No 
nancomp 1 lance noted 

SPESSARD. R L Region 3. Office of Director 84/07/18 REED. C 
Conmonuiealth Edison Co 2pp 25974 327 24X Fiche 50-000,84/07/18. 

0408000188 


— 840B080195 IE Insp Repts 50-454/84-25.90-433/84-18.50-456/84-11 6 
30-457/84“* 1 1 on 040425 i 0522-23 No none omp 1 i anc e noted 
Major areas Inspected design calculations re primary shield 
wall ^ reactor pressure shield uall 

MUFFCTT, J W . KAUFMAN. P 0 . NOR TON, J F Region 3. Office of 
Director 84^07/18 4pp 29974 329 24X Fiche 30-000,84/07/10. 

0408080188 


0408090212 rorwards IE Insp Repts 50-454/84-29 50-453/84-21 on 

040514-0710 No noncomp 1 ianc e identified 

SPESSARD, R L Region 3. Office of Director 84/07/23 REED. C 
Comrianijea 1 kh Edison Co 2pp 25994 165 a4X Fiche 90-434,84/07/23, 
8408090212 


--8400090217 IE Insp Repts 30-454/04-29 L 50-459/04-21 on 840914-0710 No 
noncomp 1 i ance identified Major areas inspected licenseo 
action on 10CFR50 35le) item re butt splices in electrical 
conduc tors 

CHRISTNOT.e F . MENDEZ. R , WILLIAMS, C C Region 3, Office of 
Director 04/07/23 6pp 25994 167 24X Ficha 30-454.84/07/23. 

84080902 12 


8407290299 IE Into Notice 04-57. “Operating Experience re Moisture 
Intrusion in Saf ety-Re lated Electrical Equipment at 
Commercial Power Plants ■' Sve list end 

UORDANrC L Division of Lmei geticy Prepaiedness & Engineering 
Response (Post Q30103) 04'O7/27 Consolidated Edison Co of Now 

York, Inc ll9pp 25065 047 ?4X Fiche 90-000.04/07/27.8407250229 


8407310032 Board Notiritation 04-135 forwards SALP Repts 90-454/04-22 
& 50-499/84-13 for Jan 1983 - ApT 1904 Any util comments 
on rept will be forwarded for leview 

NOVAK, 1 M Assistant Director for Licensing 84/07/27 SMITH,! W . 
CALLIHAN, D Atomic Safety and Licensing Board Panel RD3ENTHAL. A 8 
Atomic Safety and Licensing Appeal Panel 2pp 23926 334 24X 

Fiche 50-434, 04/O//27. 8407310032 


84O015O3B6 Forwards IE Insp Repts 50-454/84-46 f- SO '493/84-31 on 
840711-13 No nonconp 1 lance noted 

PAPERIELLO, C J Region 3. Office of Director 04/07/27 REED. C 
Comnonwealth Edison Co 2pp 26077 357 24X Fiche 90-494,04/07/27, 

0408150386 


—8400130394 IE Insp Repts 50-454/84-46 U 50-453/04-31 on 040711-13 No 
nonkomp 1 lanc e or deviations identified Major areas 
inspected selected open h improvement items identified 
during emergency preparedness implementation appraisal 
PLOSKI.T J . THRISrorFEH, G . SMITH. M J Region 3. Office of 
Director 84 '07/27 5pp 26077 359 24X Fiche 50-494.84/07/27. 

8400150386 


B40B15D482 Forwards IE Insp Rept 50-494/84-48 on 940713.16 17 No 

noncomp 1 i anc e noted 

SPCSSARD, R L Region 3. Office of Director 84/07/27 REED, C 
Commonwealth Edison Co 2pp 26078 171 a4X Fiche 90-494.04/07/27. 
8408190482 


—8400150487 IE Insp Rept 50-454/84-40 on 040713. 16 ^ 17 No noncomp 1 tanc e 
or deviations noted Major areas inspected followup on 
previous insp findings te testing of pipe support Ic 
restraint sys 

KAUFMAN, P D . DANIELSON, D H Region 3, Office of Director 
84/07/27 4pp 26078 173 24X Fiche 50-494.04/07/27,8400190402 


8408070213 Forwai ds IE Insp Repts 50-43,1/84-32 6 50-453/84-25 on 
040426-0717 t notice of violation 

STREETER, J r Region 3, Office of Director 84/07/30 REED. C 
Comnonwealth Edison Ca 2pp 25948 337 34X Fiche 30-434.04/07/30. 

8400070213 


‘04OSO7O216 Notice of violation from msp on 040426-0717 

STREETER. J F Region 3, Of rice of Director 84/07/30 3pp 
25940 319 24X Fiche 50-454,84/07/30,8408070213 


—8408070221 IE Insp Rep^s 50-454/84-32 6 50-455/94-25 on 840426-0717 
Noncomp 1 1 ance noted failure to document nonconf ornil ng 
cond 1 1 ions, f ai 1 ure to control nonconf orming items & failure 
to take effective corrective actions re weld problems 
IfAVE^, D W CONNAUOHTON, K , STREETER, J F Region 3. Office of 
Director 84/07/30 lipp 25948 342 24X Fiche 50-454.84/07/30, 

8400070213 


0400160212 Forwards IE Insp Rept 50-454/84-44 on 840611-19,22 l< 25-28 
& notice of violation 

SPESSARD. R L Region 3. Office of Director 84/07/30 REED.C 
Commonwealth Edison Co 2pp 26106 240 24X Fiche 30-454.84/07/30. 

8400 J 602 12 


•0400160216 Notice of violation from insp on 040611.22 h 25-28 
BPES9AR0. R L Region 3, Office of Director 94/07/30 2pp 
26106 250 24X Fiche 50-454,84/07/30,8408160212 


—8408160217 IE Insp Rept 50-454/B4-44 on 840611-15,22 fa 29-2B 
Noncomp 1 lance noted Failure to implement corrective action 
on nonconf ornance identified during receipt Insp It failure 
to store components per supplier instructions 
KROPP.W . HAWKINS. F Region 3. Office of Director 84/07/26 
lOpp 26106 252 24X Fiche 50-454,04/07/30.8408160212 


B40B070204 Ac V receipt of 040712 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Repts 50-454/04-23 & 

50-459/04-16 

SPESSARD, R L Region 3. Office of Director 04/00/01 REED.C 
Commonwealth Edison Co 2pp 25949 262 24X Fiche 50-434.84/08/01, 

8400070204 


— 0406070212 Responds to NRC 840612 Itr re violations noted In JE Insp 
Repts 50-454/84-23 b 50-455/04-16 Corrective actions 60 
equipment installation repts w/o ref ta rev researched Rev 
dates determined fa attached to repts 

FARRAR, D L Commonwealth Edison Co 84/07/12 KEPPLER.J 0 
Region 3. Office of Director 4pp 23949 264 24X 

Fiche 90-454.64/00/01,0400070204 


6406Q70S2B Notification or B4O014 public meeting w/utll in Bethesda.MD 
to discuss util response to integrated design insp rept 
OLSHAN. LN Licensing Branch 1 04/08/02 yOUNGQLQOD. 0 J 

Licensing Branch 1 4pp 25903 336 24X Fiche 90-494.84/08/02, 

8400090520 


8406070401 Informs that new sys of acknowledging receipt of licensee 
correspondence re nonconp I lance found during insp 
Instl tutedi cf fectiN e 840820 Preprinted form will be used 
rather than Itr 

KEPPLER.J G Region 3. Office of Director 84/08/03 

Comnonwealth Edison Co 3pp 23942 108 24X Fiche 50-000. 84/08/03. 

0408070401 


840B200221 Forwards IE Insp Rept 90-454/64-37 on 840514-0713 No 
noncompliance noted 

aPESSARD. R L Region 3. Office Of Director 84/08/03 REED.C 
Comnonwealth Edison Co 2pp 26139 142 24X Fiche 50-454.84/00/03. 

8408200221 


— 84O0POO227 IE Insp Rept 50-454/84-37 on 840514-0713 No noncompliance 
noted Major areos inspected as-built program fa installation 
of electrical fa instrumentation equipment to as-built 
drawings fa review of hanger fa conduit tray installation. 

MENDEZ. R , CHRISTNOT.E . WILLIAMS. C C Region 3, Office of 
Director 04/07/31 15pp 26139 144 24X Fiche 50-454.84/08/03. 

0408200221 


8400010333 IE Info Notice 84-59. “Deliberate Circumventing of Station 
Health Physics Procedures “ Sve list mcl 

JORDAN. E L Division of Emergency Preparedness fa Engineering 
Response IPost 030103) 04/00/06 Consalidated Edison Co of New 

Vork. Inc I22pp 26068 001 24X Fiche 50-000.84/08/06. 0408010333 


8408010337 IE Info Notice 84-60, “Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement “ Sve list encl 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) S4/0B/06 Consolidated Edison Co,, of New 

York. Inc laSpp 26067 150 24X Fiche 50-000. 04/08/06,0408010337 
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B40B130103 Ac li racetpt or 8 T0B03 Hr infoiming NPC of steps taken to 
Correct opon i terva noted in IC Inap Repts 30-454/83-14, 
50-435/83-12.50-454/83-46 * 50-453/Q3-31 

PAPERieLLO.C J Region 3, Qfrirt? of Direc*^or 84/08/06 REED, C 
Comitionuealth Edison Co tp 26010 042 24> Flc^e 50-454,04/00/06. 

0408130103 


8408130108 Responds to IRC 840426 Itr re open items noted in IE Inap 
Repts 50-454/83-14, 50-455/G3-12. 50-454/83-46 L 50-455/83-34 
Revised page '’O Teledgne analytical procedures manual end 
NEAVER, K T Commtjn'jealth Edison Co B4'08/03 KePPLER.JO 
Region 3. Office of Director 4pp 26010 043 a4X 
Flche 50-454.64/06/06.8408130103 


8408230243 Foruards IE Insp Repts 50-454/04-38 5 50-455/84-33 on 
040605-0713 Np nonconp 1 isnce noted 

SPESSARD. R L Region 3, Office of Director 84/08/06 REED. C 
CommonuBAl th Edison Co 2pp 26213 2/3 24X Fiche 50-454.04/08/06. 

6400230245 


—6400230252 IE Insp Repts 30-454/84-38 I 50-455/04-33 on 840605-0713 No 
noncorrpl lanc e or deviations noted Kajor areas inspected 
action on previous insp find mgs. preoperat 1 onal test 
procedures u results t surveillance tracking 

R1N3*K . DUMLOP/A . WILLIAMS, D Region 3. Office of Director 
84/07/20 7pp 26213 275 24X Fiche 50-454.84/08/06.8400230245 


8400070120 IE Info Notice 84-61. "Overenposure of Diver in PWR 
Refueling Cavity Svc list end 

JORDAN. £ L Division of Emergency Preparedness St Engineering 
Response <Post 830103) 84/08/08 Consolidated Edison Co of Neui 

York. Inc I20pp 26129 tlB 24X Fiche 50-000.04/00/08,0400070120 


0409140344 Confirms 840003 plans to meet u/util on 040907 in 
Olen El lyn. IL to discuss regulatory improvement program 
NDRELIUS. C E Region 3. Office of Director 84/00/00 REED, C 
Commonwealth Edison Co 2pp 26041 050 24X Fiche 50-000,04/08/08, 

8408140344 


B40B15009G Suppls 040711 response to IE Bulletin 04-02 re visual insp 
during monthly functional tests to verify proper contact on 
reactor trip sys t, primary containment isolation sys relays 
Exemptions requested for listed relays 

ALEXANDER. 0 L Commonuealth Edison Co 84/00/08 KEPPLER, J 0 
Region 3. Office of Director 3pp 26067 053 24X 

Fiche 50-000.04/00/08,0408150096 


0400200331 Suppls response to IE bulletin 84-02 re failure of GE Type 
HFA relays Exemption requested from commitment for visual 
Insp verifying proper relay contact during monthly 
functional check for listed relays 

ALEXANDER. G L Cammonueaith Edison Co 04/00/08 KEPPLER, J Q 
Region 3. Office of Director 3pp S6J32 316 24X 

Fiche 50-000,04/08/00,0400200331 


0408140527 Ac k receipt of 040723 Itr informing NRC of steps taken to 
correct nonconp llance noted in IE Insp Repts 50-454/04-27 tt 
SO-45S/04-19 

gPE8SARD,R U Region 3. Office of Director 04/08/09 REED, C 
Commonuiealth Edison Co ip 26055 310 24X Fiche 50-454,84/00/09, 

040814022? 


--8400140241 Suppls response to NRC 840606 Itr re noncomp 1 lance noted in 
IE Insp Repts 50-434/04-27 !, 50-435/04-19 Changes to 
Pages 5 S, 6 of 840710 Itr re deficient hangers listed 
FARRAR. D L Commonwealth Edison Co 84/07/83 KEPPLEH.J 0 
Region 3. Office of Director 2pp 2605 5 31 1 24X 

Fiche 50-454.84/08/09.8408140229 


0408070376 IE Info Notice 04-62, "Therapy Mlsadministratl one to 
Patients Undergoing Co-60 Teletherapy Treatments " Bvc 
list end 

GRACE, J N Division of OA. Safeguards & Inspection Programs (Post 
630103) 84/08/10 Consolidated Edison Co of New York, Inc 

123pp 26130 001 24X Fiche 50-000.64/00/10,8400070376 


0400170039 Foruiarda IE insp rept on 040611-0713 No noncomp 1 lance 
identified N/o end 

9PESSARD,R L Region 3. Office of Director 04/Oa/lo REED, C 
Commonwealth Edison Co 2pp 26119 083 ?4X Fiche 90-454,04/00/10. 

8408170039 


0400270245 Forwards Insp Repts 50-454/04-53 8, 50-495/04-36 on 
040724-26 No noncomp 1 i anc e noted 

aPESSARD, R U Region 3, Office of Director 84/00/10 REED, C 
Commonwealth Edison Co 2pp 26238 lOl a4X Fiche 50-454,04/08/10, 
8408270245 


—840827027, m^p ftepts 50 454/b4-5r • 5n-4b5/B4-3b on 840724-26 No 
noncump I lanc e r.o*^efl Majur aieas irispected licensee action on 
previously idenlltied i ttin IT bulletjn<4 I lOCFRSO 55<e> 

I tc I.S 

HENDFZ.R . CHmISNsMT, E DUIlEF* D Region 3, Dfnce of Director 
84/08/09 bpp 26253 103 24X Fiche 50-434,04/08/10.8408270245 


B40B100009 IE Into Notice 84 63. "Defective RHR Replacement Piping •' 
Svc list cnc 1 

JORDAN, £ L Division of Lmergenvii Pi eparc dness fy Engineering 
Response (Past 033103) 04'OB/l3 Consolidated Edison Co of New 

York. Inc ll*»pp 26197 210 24t Fiche 50-000.84/08/13.8409100009 


0400230079 Documents schedule fjt submitting inset vice insp ( ISI ) 
programs Commit ricnt will be incurporated into F&AR in next 
amend tSi pi ogra.n will be subnutted withm 6 months after 
issuance of QLs 

TRAMM.I R Comnonweal fh Edison Co 84/08/13 DENTON. H R Office 
of Nuclear Reactor Regulation. Diiector Ip 26193 251 24X 

Fiche 50-000, 04-03 M3 0408230079 


B40B240196 Notifies of 0409)9 potential date for first use of 
respiratory protective eyuipncnt for fuel load Program 
complete ready for insp 

SWART Z,E D Commonwealth Edison Co 04/00/14 KEPPLER. J 0 Region 
3, Office of Director Ip 26220 104 24X Fiche 50-454.84/08/14, 

8400240196 


8408100021 IE Info Notice 84-65. "Undei rated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
List enc 1 

JORDAN. C L Division of Emorgoncy Preparedness t< Engineering 
Response (Post 030103) 04/08/16 Consolidated Edison Co of New 

York, Inc Uflpp 26190 OOl 24X Fiche 50-000.84/08/16.0400100021 


0400280443 Forwards 840718 Dfc or Investigation <01 ) Rept 3-83-006. 
transmitted for placement in PDR QI reviewed document fr made 
deletions to protect ronf ident la 1 \ ty f, privacy Related 
correspondenc e 

LEWIS, S H Office of the Erecutlve Log,il Director DSD 337 
94/00/16 CLEMENTS, W L Docketing f, Si>rvices Branch ISBpp 

26280 347 24X Fiche 50-454,84/06/16,0408280443 


0408100055 IE Info Na^’ico 81-66. ’’Undetected Unavai labl 1 1 ty of 
Turbine-Driven Auxiliary Feedwater Train ” Svc list one 1 
JORDAN, E U Division of Emergency F^ropiar odness tt EnginofiTing 
Response (Post Q39103) 04/00/17 Consolidated Edison Co of New 

York. Inc 120pp 26276 001 24X Fiche 50-(300. 04 /08/ 1 7. B40B100055 


B4OB14O2O0 IE Info Notice 94-67. '“Recent Snubber Inservice Testing W/ 
High Failure Rates " Svc list end 

JOFIDAN. E L Division of Emetgencij Preparedness t Engineering 
Response (Post 030103) 04/08/17 Consolidated Edison Co of New 

York, Inc 122pp 26276 122 24X Fiche 50-000,04/08/17,8409140208 


9406210142 IE Info Notice 94-68. "Potential Deficiency in Improperly 
Rated Field Wirinq to Solenoid Valves " Svc list end 
JORDAN, E L Division of Emei gency Preparedness 6 Engineering 
Response (Post 830103) 94/03/21 Consolidated Edison Co of New 

York, Inc llSpp 26329 008 24X Fiche 50-000,04/00/21.9409210142 


B40B230247 Board Notification 94-140 forwards NRC 84090! ack of 
response to Insp Repts 50-454/94-23 h, 50-455/04-16 i 
util 040712 response to insp repts 

NOVAK,! M Assistant Director for Licensing 04/00/22 SMITH, I W , 
CALLIHAN, D , COLE, R F Atomic Safety and Licensing Board Panel 
3pp 26261 307 24X Fiche 50-454,04/08/22,0408230247 


9409280274 Submits clarifying info to 840703 Itr re results of QC 
Inspector reinsp program, per Insp Repts 50-454/02-05 
50-459/92-04 Reinsps of equipment setting equip, nent mod 

c lari f 1 ed 

DELOCORGE,L O Commonwealth Edison Co 84/00/22 KEPPLR , J 0 
Region 3, Office of Director 2pp 26274 325 24X 

Fiche 50'-454. 94/03/22, 3409200274 


8408300153 Forwards Attachments 1.2,3, 4 6 emitted from Board 

Notification 04-140 

* NRC - No Detailed Affiliation (Jiven 84/08/22 NRC - No 

Detailed Affiliation Given Ip 26304 282 24X 

Fiche 90-454, 94 /09'2a, 9400300155 


8 Reportable occurrences, LtRs & lelated correspondence 


0407310030 Board Notification 34-134 forwards JF Streeter 840711 memo 
to DO Eisenhut re steam generator snubber testing failures 
Insp repts documenting results of testing & applicant 
reevaluation efforts will be forwarded to Board 

NOVAK. T M Assistant Director for Licensing 84/07/27 SMITH, I W , 
CALLIKAN, D , COLE, R F Atomic Safety and Licensing Board Panel 
2pp 25936 033 24X Fiche 50-000,84/07/27,0407310030 
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--6'10Q0603‘1 ’ I ' 1 bC steam gerierator ariubber testing Failures Snubbers 

made bg Goemg Co ‘'endar Piogram Branch uull be notified 
^^esult^^ tif tcs’^ing f, applicant roevaluation efforts will be 
dotumentod in lb insp repts 

SFRECTlP J F Region 3, Omce of Director 94/07/11 
EISi'NflUr. D G OirlSion of Licensing Ip 23936 033 a^X 
Fiche 30-000 D4/07/a7, a‘l0‘’3l0030 


0408130531 Interin Deficiencv Repts 04-03 ^ 04-11 tp unsa ti s factory 
operation during qualification testing of steam generator 
sni>bbers supplied by Boeing Co Initially reported on 040620 
Next rept etpeLted by 043901 

SW6RT/,{: D Conmoni-ea 1 th r.<lison Co 04/07/31 kEPPLERi J Q Region 
3- Gfti..e ot Director 4pp 26000 194 24X Fiche 50-000, S4/07/3ti 

0400130231 


T Hearing transcripts on non-anti trus t itatters 


8400020023 TranscTipt of 010727 hearing in noc1<eord. IL Vo 1 II Pp 9.401- 
9,430 Supporting doc umentat i on encl 

« Atomic Safety and Licensing Board Panel 84/07/27 saOpp 
2S08O 305 24X Fiche 50-434,04/07/27,0408020023 


0400020133 Transcript of 040727 healing in Raclrford,lL Vo 1 I Pp 9,226- 
9/400 Supporting doc u,tientat 1 on encl 

* Atomic Safety and Licensing Board Panel Q^/07/S7 249pp 

25091 034 24 r Fiche 50- 134/ 01/07/27. 0400020133 


B408010249 Toruardfi tcstinonij filed during 040724 hearings in Rockford/ 
IL W/o encls Related correspondence 

GAVLEV, J Ishan, Lincoln * Beale DSB 660 04/07/30 Docketing 

fc Services Branch Ip 25835 340 24X Eiche 50-454,04/07/30, 

0400010249 


0408060133 Transcript of 840730 hearing in Rockford/ IL Pp 9,439-9/674 
Supporting documentation encl 

* Atomic Safety and Licensing Board Panel 64/07/30 84pp 
25920 140 24X Fiche 50-454.84/07/30,0400060133 


0400060190 Transcript of 040731 hearing in Rockford, IL Pp 9/673-7,915 
» Atomic bafety and Licensing Hoard Panel 84/07/31 242pp 

25923 059 24X FlChe 50-454/04/07/31/0408060178 


0400080043 Transcrip*- of 840001 hearing in Rockford/ IL Pp 9.916-10,145 
Supporting documentation encl 

♦ Atomic Safety and ilccri.,ing Board Panel 04/00/01 234pp 

2596? 134 24X Fiche 50-454,84/08/01,0400000043 


0406080022 Transcript of 840002 hearing in Rockford, IL 
Pp 10,146-10.330 

* Atcmlc Safety and Li tens mg Board Panel 84/0B/02 360pp 

25960 066 24/ Fiche 50-434,04/00/02.8400000022 


0400100030 foriiJards transcript of KD Ward 940621 deposition in 
Glen EJlyn, It Related correspondence 

RIUEV/A lay 1 00 Associates DSB 090 84/08/07 PLCA8ANT, E 

Docketing 6 Ser'/icoa Branch ip 25997 086 24X 

Fiche 30-454/04/03/07,0108100330 


— 0409100040 Transcript of KD Wai d 840621 deposition in Oleii Ellyn, IL. 
Related correspondence 

i* Atomic Safety and Licensing Board panel WARD/K D 
Commonuealtn Edison Co 04/06/21 i;5pp 25997 007 24X 

riche 50-134/04/08/07,8400100030 


8408190119 Foruiards summary of testimony V testimony of NRC re 
equipment by by$ Control Corp, to be presented on 840020 
Related correspondence 

WILCDV’L/M N Hearing Branch 2 DSfl 046 04/00/13 SMITH/ I W , 

CALI,IHAN,A D . COLE, H F Atomic Safety and Licensing Board Panel 
2pp 26066 322 24X Fiche SO-434, 84/00/ i 3/ 8408150119 


— 8400150127 Summary of testimony of NRC staff re equipment supplied to 
facility by Syb Control Corp Testimony discusses info 
acquired since Aug 1933 re corrective actions & stops taken 
to establish adequacy Related correspondence 
» Office of the Executive Legal Director 84/08/13 2pp 
26066 324 24X Fiche 30-454.84/08/13,8400150119 


— 0400150132 Testimony of NRC re equipment supplied tP facility by 
8gs Control Corp Related correspondence 
e Office of the Executive Legal Director 84/0B/13 
26066 326 24X Fiche 30-454, 64/08/ 13, 84081501 19 


8400170319 Motion for leave to file testimony of UK Bleuel on 
Contention 1 re reinsp progr am Re lated correspondence 
CAS0 ELiD W DeFOlb Area Alliance for Responsible Energy DSB 085 
04/08/13 Atomic Safety and Licensing Board Panel 4pp 
26114 317 ?4X Fiche 50-434,84/08/13,8408170319 


'-8408170321 Summary of testimony h testimony of WH Bleuol on Cantentlon 
I re remsp progratn Resume encl Related correspondence 
BLEUEL, W H Af fil lation Not Assigned 84/08/13 47pp 
26il4 321 247 Fiche 50-4 54,84/00/13,0408170319 


— S40B170326 Summary or testimony !, testimony of EP Erickson on 
Co>iter\tion i re roinsp program-inspector qualification ■& 
work quality Resume tt Certificate of S^c encl Related 
correspondence 

ERICKSEN, E p Temple Unlv . Philadelphia, PA ERICKSEN.E P 
Businessmen for the Public interest 84/03/13 33pp 26113 007 
24X riche 50-454,84/03/13.8408170319 


8403170298 Forwards corrected Pages 6, U 4 17 to EP Ericlc«on testimony 
re reinsp program Related correspondence 

HUDSON, V A Businessmen for the Public Interest DSB 090 
64/00/14 SI1ITH,J W . COLE.R F . CALLIHAN/A D Atonic Safety and 
Licensing Board Panel 4pp 26U3 124 24X Fiche 50-454,84/00/14- 

8 408170298 


8408170307 Summary of testimoni, *- testimony of DS Kochhar on Contention 
1 re reinsp program Certificate of Sve end Related 
•c orrespondence 

KOCHHAR/ D B Michigan, Unlv of, Ann Arbor- Ml DSB 091 34/00/14 

24pp 26115 040 34X F i c h e 30-454. 84/00/ I 4/ 04081 70307 

0400170296 Direct testimony of CC Stokes re engineering evaluations 
performed 6 use of anginearing judgement by Sargent & Uundy 
Suggests need for independent engineering analysis of safety 
significance of reinsp program Related correspondence 
BTOKES, C C Affiliation Not Assigned DSD D04 84/03/16 36pp 

26115 073 24X Fiche 50-434, 04/00/16, 84001711296 


8408170300 Summary of testimony it direct testimony of CC Stokes on 
Toinsp program Related correspondence 

STOKES, C C . srOKES/ C C Businessmen for the Public Interest DSD 
100 84/08/17 9app S6 128 260 24X Fiche 30-434, 04/08 / I7i 

0400170380 


8408200446 Forwards Vransenpt of CC Stokes 040817 deposition Related 
■c urrospondcnce 

NESTHALL.M Ann Riley 6 Associates D3B 177 84/08/20 

PLEASANT, E DockeUng ^ Services Branch Ip 26136 114 a4X 

Ficho 30-454,84/08/20,8400200116 


—0408200430 Transcript of CC Stokes 840817 deposition in Chicago. IL 
Pp 1-173 Vol Cl Related correspondence 

STOKES, C C Coirrmanweal th Edison Co 84/08/17 17Spp 26136 115 
24X Fiche 50-4 5 4 , 04 / 08/ 20,8409200446 


0400270023 Transcript of 040820 hearing in Rockford, IL Pp 10/351- 
10/ 430 

* Atomic Safety and Licensing Board Panel 84/08/20 iOapp 
26247 195 24X Fiche 30-4 34,04/08/20,8408270023 


B40B270025 Transcript of hearing in Rockford, IL Pp 10,459-10/692 
e Atomic Safety and Licensing Board Panel B4/0B/21 266pp 

26246 093 24X Fiche 50-434,84/00/21,0408270025 


8400280220 Transcript of 840822 hearing in Rockford, IL Pp 10,603- 
10,931 Supporting documentation encl 

■e Atomic Safety and Licensing Board Panel 84/08/22 396pp 

26263 001 24X Fiche 50- 454,04/08/22/84082 80 228 


8400280153 Transcript of 840B23 hearing in Rockford, IL 
Pp 10,932-11,139 

■a Atomic Safety and Licensing Board Panel 84/08/23 263pp 

2 6270 001 24X Fiche 50-454,01/08/23,8400280133 


0408280138 Transcript of B40B24 hearing in Rockford, IL Pp 11,140- 
11,179 Supporting documentation encl 

* Atomic Safety and Licensing Board Panel 84/08/24 124pp 

2 6259 088 24X Fiche 30-434, 84/08/24, 84002801 30 


8400310192 Rebuttal tPStlmony of 0 Erler re Stokes allegations 
concerning evaluations of discrepancies in calculated actual 
stress performed by Sargent 6 Lundy Related correspondence 
ERLER, 0 Sargent tt Uundy* Inc DSB 389 04/00/30 iOpp 

26319 043 24X Fiche 50-454,84/08/30,0408310192 


— 0408310194 Summary of rebuttal testimony S* testimony of ML Somsag* 

ED Branch/ 0 DbMoss/Mr Frankel,BF Maurer & VK Duchanao re 
plant QC inspector reinsp program i C Stokes allegations re 
welds Related correspondence 

BRANCH, e B / DENOSS, 0 H Sargent i Lundy* Inc FUANI^EL, M R City 
College nf New York 04/00/30 B3pp 26319 053 24X 

Fiche 50-434/ 84/08/30, 0408310192 
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— B40B310199 Rfi)uttal ^estlmonti of RW Honks re validiti^ of info in 
Attachment 7 to Stokes testimony concerning design 
assun^ption for plent Stokes info inapplicable to plant 
Related correspondence 

HOOKE,, R N Sargent L Lundy Inc 04/08/30 Spp 26319 136 24X 

Fiche 50“45il, 84/00/30. 04OB31O192 


V Operator Exaninations 


04081403/S Foruards proposed rev to ^'Requal if 1 cat i on Program for 
Licensed Operator si Senior Operators !> Senior Operators 
(Limited)." In response ►o nUREG-0737, I tem 1 A 3 1 
MARSHALL. J 0 Connonuealth Edison Co 84/00/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Spp 26091 240 
24X Fiche 90-000.04/08/07.0400140372 


--84O014O3B9 "Requa 1 i f i ca t i on Program for Licensed Operator s . Senior 
Operators tt Senior Operators (Limited) " 

♦ Cammonueal th Edison Co 04/07/19 lOpp 26091 242 34X 

Fiche 90-000. 84/00/07,0400140372 


0406140456 Provides address for transmitting alt operator licensing 
correspondence to Region III ofc. except info for examiners 
WALKER, R D Region 3, Office of Director 04/00/10 Michigan, 
Univ pf. Ann Arbor. MI 2pp 26051 198 24X Fiche 50-000. 

04/00/ 10. 0400140426 


DOCKET STN-SO-455 QVRON STATION. UNIT 2 


A Appllr ation/c onstruc t ion stage documents 4. correspondence 


0400130409 ForuardSi for revieip Si comment, mar k ed-up preliminary test 
procedure re functional t< spring rate testing of steam 
generator snubbers, in response to 040300 concerns in IE Insp 
Repts 50-434/04-00 U 50-459/04-06 

SWARTZ. E D ConfTonwealth Edison Co 04/04/26 KEPPLER, J Q Region 
3, Office of Olrector 23pp 26Q10 192 24X Fiche 50-454.84/04/26, 

04O013Q4O9 


0408010116 Foruards request for addl info re Tech Specs on relief 
valves 6 ESF response tine Response requested uithin 7 days 
of Itr date 

YQUNOBLOOD. B J Licensing Branch 1 04/07/19 FARRAR. D L 

Commonwealth Edison Co 7pp 29973 327 24X Fiche 90-494.04/07/19, 

0400010116 


9408060136 Forward* response to 840719 request for addl info re Tech 
Specs Complete package of comments U suggestions to Section 
3/4 0 of proof 6 review version of Unit 1 Tech Specs also 
enc 1 

SWARTZ. E D Conmonuealth Edison Co 04/07/26 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 69pp 25934 013 a4X 
Fiche 50-454,04/07/36. 8408060136 


04O814O3BO Forwards responses to FSAR Questions 10 57.10 63, 10 64, 

10 69 10 66 Revised response to Question 10 57 based on 

revised safe shutdown analysis Info will be included in next 
FSAR amend 

SWARTZ, E D Conmonuealth Edison Co B4/08/02 DENTON, H R Office 

of Nuclear Reactor Regulation. Director 32pp 26041 132 24X 

Fiche 50-000,04/08/02.0400140300 


6408070110 Generic Ltr 84-19 to all licensee* of operating reactors, 
applicants for OL* ^ holders of CPs re availability of 
Suppl 1 to NUREO-0933, "Prioritization of Generic Safety 
I ssuBS " Svc list etic 1 

EJSENMUT.O G Divi'sidn of Licensing 04/08/06 Consolidated 
Edison Co of Neu, Ynrk, Inc I8pp 26129 230 24X 

Fiche 50-000. B4/0B/O6. 04080701 10 


6400160345 Advises that QA program applicable to all nuclear generating 
station* !< satisfies provisions of 10CFR71 Fee remitted 
per 10CFR170 31 

FARRAR. D L Commonwealth Edison Co 04/00/06 Office of Nuclear 
Material Safety 6 Sa f eguards. Direc tor ip 26092 184 24X 

riche 50-000.84/00/06.0408160349 


6400160419 Advises that nain hook ?< lower load block on fuel handling 
bldg crane uill be temporarily replaced to meet requirement 
of replacing Unit 1 reactor coolant pump motor assembly. per 
030426 cammitnent 

ALEXANDER. G Conmonuaalth Edison Co 84/00/07 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 2pp 26085 358 24X 

Fiche 50-494,84/00/07.0408160415 


04O822Oa>a9 Discusses post-accident sampling sys being installed to 
address NRC requirements in NUREG-0737, Item II D 3 High 
radiation sampling ays described m FSAR will be 
operational on each unit prior to Initial criticality 
TflAMM, T R Commonwealth Edison Co 04/00/13 DENTON, H R Office 
of Nuclear Reactor Regulation. Director Ip 26193 139 24X 

Fiche 50-000.84/00/13.8400220239 


0408220360 Suppl* 031316 cotiimeri*» le proof ^ re/ieu, Tech Specs Refs to 
three loop operation during Modei, 1-4 should be removed due 
to lack of Wes ► irvgh ou *e analybM* 

SWARTZ, E D Conmonuealth Edisijn fo 04/08/13 DENTON, H R Office 
of Nuclear Reactor Regulation Director Ip 26l9i 346 24X 

Fiche 50-4‘>4. 04/00/ 15. 0408220360 


8400200275 Generic Ltr 04-20 to all licensee* of oporating reactor* t/ 
applicant* for DLs re scheduling guidance for licensee 
submittal* of reloads that involve unrevicwed safety 
questions Svc list end 

eiSENHUT.DG Division of Licensing 04/00/20 Consolidated 

Edison Co of Now Yoik, jnc 17pp 26276 244 24X 

Fiche 90-000. 04/03 '20. 040820u2 »S 


0408270118 Submits addl mro re basis for proposed Tech Spec 
requirements on availability of Diesel Generator 2A during 
time Unit 2 under const 

TRAMH. T R Comnonuealth Edison Co 04/08/21 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 2pp 26247 330 24X 

Fiche 90-000. 04/00/21. 04082701 10 


0408310163 Provides addl info to support proposed Tech Spec changes re 
diesel oil sampling containment pressure Hi-i 6 detector 
plateau curves, per NRC/util 840B13-16 meetings 

TRAMH, T R Commonuealth Edison Co 04/00/23 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 3pp 26319 173 24X 

Fiche 50-454.04/08/23,8400310163 


E NRC Safety Evaluation Report (SER). suppl* 6 c orre sp ond en c e 


B4O0O1O109 Forwards request foi addl info for review of vol reduction 
sys (Outstanding Item 19 of Byron SER) Response requested 
within 30 days of ltr date 

OLBHAN. L N Licensing Branch I B4/07/19 FARRAR, DL 
Commonuiea 1 th Edison Co iOpp 25073 a92 24X Fiche 50-000, 

04/07/19, 0408010109 


8406140371 Forwards compliance review against ODC 91 for reactor 
containment pressure boundary components Review for 
Braldwood Sta*-ion should resolve SCR Outstanding Item 4 
SWARTZ, E D Commonwealth Edison Co 04/08/09 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 17pp 26042 299 24X 

Fiche 90-000.04/00/09.8408140371 


S4O027O369 Forwards addl documentation re preliminary site work fill 
placement V compositian in Area of Concern 12 Info should 
close SER Outstanding Item 1 Test results encl 

TRAMM. T R Commonwealth Edison Co 84/00/10 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 9pp 26240 DOS 24X 
Fiche 50-494,84/00/10.8400270265 


—8408270276 "Field Density Test ResultB " 

NELB0N, R E H H Holmes Testing Laboratories. Inc 20 79/05/30 

Ip 2624020? 24X Fiche 90-454.04/00/10,8408270269 


—0408870204 "Ropt of Field Compaction Tests '■ 

HOLMES, H H H \i Holmes Testing Laboratories. Jnt 37 79/06/20 

Ip 26240 208 24X Fiche 50-494, Q4/O0/ ) 0, 0400270265 


•0400270292 "Rept of Field Compact inn Tests " 

HOLMES, H H K H Holmes Testing Laboratories, Inc 81 79/07/22 

2pp 26240 209 24X Fiche 90-454,04/00/10.0400270265 


-“8400270296 "Rept nf Field Conip.iction Tests " 

HOLMCS.MH H H Holmes Testing Laboratories, Inc 97 75/00/11 

4pp 26240 21 I 24X Fiche 50-434,04/08/10,0400270269 


0400270904 Forwards addl info re monitoring nf leakage from sy* 
outside cantalnnent used to transport highly radioactive 
fluid & gases in post-accident condition Info should close 
8ER Conf limatory Issue Data) 

TRAMM, T R Comnonuealth Edison Co 04 / 00 / 1 1 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 96249 103 24X 

Fiche 90-000.04/08/11.0400270204 


0400220306 Foiwards propiietary 4. nonproprietary responses to NRC ltr 
re improved thermal design procedure Response should 
close Byron SER Outstanding Item 0 Info deleted Proprietary 
response withheld (ref lOCFRD 790) 

TRAMH, 1 R Comnonuealth Edison Co 04/00/13 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 20pp 26193 093 24X 

Fiche 50-000,04/08/13.8400220306 


' B4O022O321 Request* withholding proprietary response to NRC questions 
on improved thermal design procedures It rod bow, per 
10CFR2 790 Affidavit AW~76-60 end 

WIESEMANN. R A Wostinghouse Electric Corp 83/12/27 DENTON. H R 
Office of Nuclear Reactor Regulation. Director ADEN8AH, E Q 
Licensing Branch 4 8pp 26193 073 24x Flchq 50-000,04/00/13. 

0400220306 
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040a270J7J Toruitird^ adill info it. l n s ti u.uGntat i an being instaHe-d for 
dotcction Of inadcqudtc cure cooling Info snould close 
SER tJuts tand 1 nq Item 9 u/o an<j license conditions 

TRAMM T R fomoncjedith Fd i s-on Lo DENIOM. H R Office 

of Nuclear Hetjr*‘''r Rogulatiofir Director ‘Ipp 254 24X 

Fiche 50-000 04/00 '20 0400270373 


04Oaai'OP2t Foriuards addl info te vg I teduction ays, in reapense to 
G40/10 reniuBst NFL ravieu of i nf c necessary to close SER 
Outstanding Itt.,-* 15 

TH^hM, T R Comonc^ealth Cdisopn C^J B‘WoB 24 DENrON.MR Office 
of Nuclear ReaL*oi Regulation, Dirertoi 27pp 26322 13H 24X 

Ficho 50 -000. 04. OB '24. 040031 0226 


F Security, medical, emergency t> fire piateLtion plans 


040Q1503Q6 forwards IE Insp Repts 50-454/B4-46 t< 50-455/04-31 on 
B40/11-13 No noncomp 1 tance noted 

PAPEfUELLO, C J Region 3. Qftico of Otrector B4/07/27 REED. C 
Comnonuie a 1 til Edison Co 2pp 26077 357 24X Flchc 50-454,04/07/27, 

0408150306 


— 840aiS03'?4 IE Insp Rep^s 50-454/84-46 l< 50-455/04-31 on 04071 1**13 No 
nonciKTip I lane e or deviations identified Major areas 
inspected selected open inprovcmeii t items identified 
during emergency preparedness Imp I omenta tl on appraisal 
PLDSKI.T J , PHILLIPS, M P Region 3, Office of Director 
04/07/27 5pp 26077 35« 24X Fiche 50-454,94/07/27.0403150386 


8400220243 Sum-nary or 840731 meeting w/util in Silver SpringrMD re 
security plan mp lemen tat 1 on 

♦ NRC - No Detailed Affiliation Given 04/07/31 NRC - No 

Detailed Affiliation Given 2pp 26203 311 &4X 

Fiche 50-000,84/07/31,8400220243 


8400080190 Forwards Amend 4 to "Fire Protection Repti" including 
detailed comparison of d r s 1 gn. cons t, tc sti ng L maint 
practices against NFPA stds 

SWAR17,C D Commonueal th Edison Co 04/00/02 DENTON, H R OPFice 
of Nuclear Reactor Regulation. Director 3p p 25905 001 34X 

riche 50-000, 04/00/02, 0400000198 


— B40BCQ020D Am&.Ti 4 to Fire Protection Rept " 

* Lqmmonujeal th Edisen Co 04/07/31 12Spp 25905 004 24X 

Fiche 50-000,04/08/02,8408000190 


0408140234 Revised eneryency plan implementing procedures. inc luding 
DZP 100-T2. ''Oper,itions Di rec tor-Chec U is t, '* DZP 100-T3. 

‘Technical Director-Checklist" t BZP 100 T4, ‘'Maint 
Director-Checklist W/ transm i tta 1 i roceipi form 
* C ammo nuiea 1th Edison Co 04/08/03 25?PF 26056 077 24X 

Fiche 50-454.04/00/03.0400140231 


0408130401 Responds <■0 040705 clarification of Info re util means of 
satisfying annual regulatory requ i t ement to review emeigency 
action levels u/offsite emergency support organ i tat ions Info 
acceptab [ e 

PAPERIELLO. C J Region 3. Office of Director 84/08/07 HEED, C 
Commanujealth Edison Co Ip 26010 130 24X Fiche 50-000,84/00/07. 

0400130401 


->■84001304 13 Responds *0 040604 lti re moans for satisfying requirements 
of iOCTRSO, App E, Paragraph IV B Proposal for satisfying 
requirements to revieuj omergencij action levels by offsite 
agencies clarified 

FARRAR, D L Commonujeal th Ftfison Co 84/07/05 PAPERIELLOtC J 
Region 3, Office of Diroctur Opp 26010 131 24X 

Fiche 50-000,04/08/07,8408130401 


04OB24O139 Rev 1 to Emergency Plan Imp 1 emen i. Ing Procedure BZP 50D-T7, 
"Checklist - Gperafional Guppori Ctr ■■ W/04Oat7 
tranerni t ta t foi;. 

* Commonijoa 1 * h Edison Co 04/09/15 6pp 26220 160 24X 

Fiche 50-454,04/00/15. 0400240139 


8408230106 Forwards evacuation time estimates incorporating chatiges re 
employment ctr shutdown times, per ASUB 8401 13 initial 
decision Review of add] info should obviate need for license 
cond itlons 

THAMM, T R ComnDfiuoa J th Edison Co 84/00/16 DENTON. H R Dfrice 
of Nuclear Reactor Regulation. Director Ip 26191 194 B4X 
Ficho 50-454, g4/-0a/l6, 0408220106 


—8400220112 "Evacuation Time Estimates Hithin Plume Ecpdsure Pathway 
Emergency Planning Zone for Byron Nuclear Generating 
Station " 

* Commonwealth Edison Co 04/06/30 il3pp 2619) 195 24X 

Fiche 50-454.84/08/16,8400220106 


0400240173 Rev 1 to Procedure RZP 3BO-A3, "Locations of Fixed Environ 
Radiological Monlt'oring Station An Samplers " W/04O9O7 
transmittal memo 

* Commonwealth Edison Co 84/08/17 3p p 26238 163 24X 

Tithe 50-454.04/08/17.0438240173 


B40827021B Forwards advanced re\s to fire protection rept Included In 
Amend 5 ^ addl info re other fire protection issues for 
station Resumes of fire piotectian engineers involved in 
program will be included in Amertf 5 

TRAMM, T R Connonuea 1 th Edison Co 04/03/20 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 35pp 26245 ilO 24X 
Fiche 50-454.84/08/20.8400270218 


G Adjudicatory correspondence 


040 525024 1 First set of interrogatories to i ntervenori, requesting list 
of witnesses to be presonted on intervenors behalf at 
reopened hearings A summary of testimony Certificatp of Sve 
end Related correspondence 

BECKER, D D Commonwealth Edison Co DECKER. S D Isham, Lincoln A 
Beale DSD 31 1 64/05/10 3pp 24656 202 24X 

Fiche 50-454,84/05/18. 0405250241 


0406260276 Submits partial response to 040619 Itr Transparent effort 
not being made to stall proceeding Method of responding to 
dlsc-overy request prohibits orderly discovery of case 
Certificate of Sve enc 1 Related correspondence 
WHICHERfJM Busiressnen for the Public Interest WHICKER. 
Mhicher, JM DSD 062 04/06/20 MILLER, M 1 Ishan, Lincoln & 

Beale MtlLER.N I Commonwealth Edison Co 3pp 25150 041 24X 

riche 50-454.04/06/20.0406260276 


0408010177 Notice of appearance in proceeding Certificate of Sve end 
LEARNER, H A League of Women Voters of Rockford. IL LEARNER. H A 
BeKalb Area Alliance for Responsible Energy LEARNER, H A 
Slnnissippl Alliance for the Environment (SAFE) DGO 669 04/07/24 

4pp 25855 322 24X Fiche 50-454,84/07/24,0408010177 


8403010181 Notices of appeaiance In proceeding Certificate of Sve encl 
JUDBON, V A , WRIGHT, T U League of Women Voters of Rockford. IL 
JUDBOri, V A OeKalb Area Alliance for Responsible Energy CSB 666 
84/07/24 6pp 25854 356 24X Fiche 50-454,04/07/24,8400010101 


B40B070463 Order extending time until 840010 for Commission to act to 
rovleu ALAD-770 Served on 640906 

CHILK, S J Office of the Secretary of the Commission )>80 753 
84/08/03 Canml SSI oners Ip 25940 331 24X 

riche 00-454,84/06/03,6400070463 


6408080390 Request for suppis to util amended responses to 
Interrogatories I 1 12 Certificate of Sve end Related 

c orrespond ence 

JUDSDNi V A DeHalb Area Alliance for Responsible Energy 

vJUOSUN, V A Binnissippi Alliance for the Environment (SAFE} 
JUDSON. V A League of Women Voters of Rockford. IL DSD 040 
84/08/06 Atomic Safety and Licensing Beard Panel 4pp 
23973 264 24XFlche 50-454,04/08/06,8408000390 


G40BOB039S Forwards requ-est for soppis to util amended responses to 
Interrogatories 11 L 12 of intervener first set of 
Interrogatories W/o end Related correspondence 
JUDBDN, V A flusitiossmen for the Public Interest DSB 041 
84/0a/06 MILLER. H I Isham. Lincoln U Seale 2pp 25974 101 
24X Fiche 50-4 54.84/08/06,6400080395 


8400090164 Forwards 040621 deposition of KD Ward M/o encl Related 
correspontfence 

WlLCaVE.M N Hearing Branch 2 DSD 870 04/06/07 WESTHALLi M 

Tayloe Associates Ip 25973 120 24X Fiche 50-4 54 . 04 / 08/07, 

0408090164 


64O013O299 Forwards six documents for proposed iaduslon u/board 
notification Documents include RL Bpessard 040723 Hr to 
G Raed N/o encl Related correspondence 

LEWIS. S n Hearing Drench 2 BSD 908 B4/O8/O0 OLSHAN.L N 

Licensing Branch 1 2pp 26010 279 24X Fiche 50-4544 04/00/06. 

0406130299 


B40GS90303 Expresses concern opposition to licensing of plant A0LD 
should listen to concern of workers Facilities not needed 
S< being put on line for conveniance ii profit of util 

SCHRADER. D Affiliation Not Assigned D3D37S 04/08/09 SMITH. 1 
Atomic Safety and Licensing Doard Panel 2pp 26269 360 84X 

Fiche 30 -454, 84/00/09, 8408290303 


64-0eS9O306 Requests NRC review of outstanding Itrms re licensing of 
p lant 

PETERBQNrT Affiliation Not Assigned P0D 365 84/08/11 SMITH 

Atomic Safety and Licensing Board Panel Ip 26289 362 24X 

Fiche 90-454,84/08/11*6400290306 
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8^aSl40«;5^ Informs that ConmjsMon declined to r evieu ALAQ-770 Time 
within which Cannission. nay «3Ct to rt^view has eipired t/ 
decision becar'E' final agency action c>n 840910 Served on 
B40Bia 

CHlLKpS J Offlci? or the Seri etary of the Commission DBB Oil 
34/09/13 Atomic arid Licensing Appeal Panel Ip 

2A0t0 361 24X Fiche 50-434,64/09/13,8409140454 


6403170382 Forwards corrections 6 attachments to CC StoVes uritten 
testinony W/o ends Related torrespohdonc e 
WRIGHT, T W Dusinessmen for the Public Interest DSU lOl 
B4/oa/l3 SMITH* 1 W , COLE, ft F - CALlIHAH, A D Atomic Safety and 
Licensing Hoard Panel Ip 26129 259 ?4X Fiche 50-434,04/00/15, 

Q40B1703B2 


B408290d07 Comnends IW Sini-ti lui vie»ision • u withhold licensing of 
plant until safety issues lesQlveJ Open discussion re addl 
safety conter ns t e<|uested 

HOLMDERG, 7 Illinois State or DSH 367 04/ OB/22 SMITH, I W 

Atonic Safety and Licensmn Hoard F’anpi tp 26290 360 24X 

Fiche 50-4 54, 84/09/22, 040029(^309 


0408290281 Eiprosses concerns rp licensing * opening of plant In 
Jan 1904, when oti 1 uas denied 1 1 c ense, i ul mg considered 
final NRC issuance of license to plant so obviously 
defective as be beyond bclier 

POZDUlSPI.A Affiliation Not A-Signed 1)80 JM 04/06/28 
SMITH, I Atomic Sarety and Licencing Hoard Panel 4pp 26290 329 
24X Fiche 50-454 84 /Oa/23, 840829028 I 


0400290310 Expresses concern that plant will go on line before proven 
safe Performance of IJ9C has caused puirlement t, 
disappointment NRC supports util position even in face of 
serious allegations ro plant safety 

PEWDUE, J A Affiliation Not Assigned DSD 366 84/00/15 

SMITH, 1 M Atomic Safei-y and Licensing Board Panel 2pp 
262B9 355 24X Fiche 30-454,04/08/15.8408290310 


B4DB310336 Memorandum opposing intervenor B40B13 motian for leave to 
file testimohy of WH Dleuel Hlieuel qualifications not of 
expert caliber to asslsi- ASLD Related correspondence 
MIULERpM Commonwealth Edison Co MILLER, M Isham, Lincoln 8< 

□ eale DSD i02 84/00/16 Atomic Safety and Licensing Doard 

Panel 8pp 26179 342 24X Fiche 50-454,84/08/16.8400210336 


—8400510344 Affidavit of OT KIopp re WH Dleuel proposed testimony 
concerning need for failure nodes * effects analysis 
Certificate of Sve 4, sve list end Related correspondence 
KLQPP.O T Conmonucalth Edison Co 84/08/16 Bpp 26179 350 
24X Fiche 50-454,84/08/16,0408210336 


6408200443 Forwards 840718 Ofc or Investigation (01) Rept 3-03-006, 
transmitted for placemen^ in PDR 01 i sviewed document made 
deletions to protect c onf ident lal i ty %, privacy Related 
c orresp ond ence 

LEWIS, S H Office of the Exe'^utive Legal Director DSD 337 
04/OB/16 CLEMENTS. W L Docketing t Services Branch 13dpp 
262G0 347 24X Fiche 50-454,84/00/16,8408280443 


0400290307 Expresses concern re licensing of plant t 6,000 
discrepancies in bldg of plant labeled nonsignificant Review 
of NRC outstanding itens requested 

ORLMLEV, J E Affiliation Not Assigned DSB 36 4 04/08/16 

SMITH, I W Atomic Safety and Licensing Hoard Panel Ip 26290 341 
24X Fiche 50-454,84/00/16,0x100290307 


1400290313 Expresses concern re licensing of plant ASLB should listen 
to concerns of workers wishing to testify Facilities not 
needed 6 being put on line for convenience of uill 
STILES, J M Mount Morris Times. Mount Morris, IL DSD 368 
84/00/16 SMITH Atomic Safety and Licensing Hoard Panel Ip 
26S90 336 24X Fiche 50-454,04/00/16,8400290313 


B40B31D3Q] Notice u f iLithdtawal of appearance in proceeding Related 
c orrcspondence 

WHICHER. JM Businos^nen for the Public Interest DSB 421 
84/09/28 smith, I W - COLE R F , CALLIHAN, A D Atomic Safety and 
Licensing Hoard Panel Ip 26318 31 i 24X Fiche 50-454,84/08/20, 
B40B310201 


H General corrfespondencG 


6405100145 Responds *-0 040314 I tr to Chairman Palladmo which enc 1 
W // 9 Smelser concern re Marble Hill 6 Bailly cancellation, 
withdrawal of util application foi Zimmer ^ denial of 
license for Byron facility 

D1RCFS,N J Office of the Fiecutive Dlioctor for Opoiafcions 
04/05/04 LUGAR. R G Senate 7pp 24524 325 SAX 
Ficho 50-000,64/05/04,6405100145 


—8405160152 Requests response to enc I W f, V Smelser 640210 inquiry into 
NRC attitude toward utils Concerns include Maible Hill 6 
Oallly cancel la t ion. 4J1 thdraual of utn application for 
Zimmer L denial of license for Byron facility 

LUOAR,R G Senate 04/03/14 PALladINB, N Commissioners 3pp 
24524 331 24X Fiche 50-000.84/05/04,8405160145 


K Utility Final Safei'y Analysis Repai t (FSAR) h amends 


6408300053 Forwards amdavit attesting to distribution of TSAR Amends 
44 8. 45 

TRAMM, T R Commonuealth Edison Co 04/00/16 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 2630/ 236 24X 

Fiche 50-000,84/08/16,8400300053 


Q Inspection reports. IE Bulloiins c ot res p ond enc c 


8406130415 Forwards, fnr review, Rev 1 to ''Evaluation of Energy 
Absorbing Matj for Pipe Whip RestTainis,” in response to 
IE Insp Repts 50-454/83-06 fy 50-455/63-00 

SWARTZ, E D Commonwealth Edison Co Q4'04^13 KEPPLER, J Q Region 
3, Office of Dlroctoi ?pp 26011 038 24/ Ficho 50-000,04/04/13, 

0400130415 


8-40B290275 Expresses concerns ic safety of facility citizens paying 
for util miscalculation 

DANIELBEN, D C Affiliation Hot Assigned DSD 370 84/00/17 

SMITH. I W Atomic Safety and Licensing Hoard Panel ip 26290 357 
24X Fiche 50-454.84/06/17.64092902/5 


840D270163 MotioTi to exclude portions of prefiled testimony of 
CC Stakes. filed on 840B16 Related correspondence 

OALLO, J CQm,')oniWoal th Edison Co GALLO. J Isham, Lincoln h Beale 

DSQ 2B6 84/09/t9 Atomic Safety and Licensing Hoard Panel 9pp 

26245 263 24X FiCha 50-454.84/08/19,8400270163 


--0408270172 Affidavit of KT Kostal re profiled testimony of C Stokes 
Certificate of Sve end Related correspondence 

KQSTAL. K T Commonuealth Edison Co KOSTAL. K T Sargent Sc Lundy. 
Inc 84/06/10 Atonic Safety and Licensing Hoard Panel 5pp 
26245 272 24X Fiche 50-4 54,84/08/19,8408270163 


8400290303 Questions sanity h politicel persuasion of members of 
Sinnisslppi Alliance for opposing start up of facilities 
Delays cost millions Urges startup 

LJCHTCAP.J D Affiliation Not Assigned DSD 371 04/08/20 

SMITH, I Atomic Safety and Licensing Hoard Panel 2pp 26290 339 
24X Fiche 30-4 34.84/00/20,8408290305 


0400290320 Expresses concern re licensing of plant Urges NRC to review 
outstanding points of contention about safety t make sure 
relnsp- evidence not merely testimony convincing of safety 
EMMETT, J Affiliation Not Assigned BSD 373 04/08/20 SMITH 

Atonic Safety and Licensing Board Panel 2pp 26289 347 24X 

Fit he 50-434. 64/00/30. 8400290328 


—0408130420 Rev 1 to “Evaluation of Energy Absorbing Matl for Pipe Whip 
Restraints " 

KAO, 0 C . VaNG.M S . su, T V Sargent f Lundy. Inc SAD-431 ROl 

04/04/30 47pp 26011 040 24< Fiche 50-000,64/04/13.0400130415 


8408130409 Foiwaidsifor review I- commoiifc, mark ed-up preliminary test 
procedure re functional i spring i ate testing of steam 
generator snubbers. in response to 040308 concerns in IE Insp 
Repts 50-454/84-00 fx 50-455/04-06 

SWARTZ, C D Conmonuealth Edison To 84/04/26 KtPPLER, U 0 Region 
3, Office of Director 23pp 26010 192 24X Fiche 50-454.04/04/26, 

8400130409 


0408010332 Forwards IE Insp Rept:. 50-45,1/04-33.50-455/84-26 8* 
30-17034/84-01 on 840521-23. ?'9-31 *x 0601 05-06 No 

noncomp 1 lance noted 

PAPERIELLO, C J Reg l cm 3. DPfire of Director 84/07/10 REED. C 
Commonwealth Cdison Co 2pp 25G66 077 24X Fiche 50-454.84/07/10, 

0400010332 


— 8408010341 IE Insp Repts 50-454/04-33.90-455/04-26 f 30-17034/84-01 on 
840021-23,29-31 t> 0601 05-06 No noncamp 1 1 anc e noted Major 

areas inspected pi eoperat i onal radiation protection program 
ic status of preoperat lona 1 sys demonstrations 

HUETCR.L J , DILL. C F , GRCCER L R Region □. Office of Director 
04/07/10 SOpp 25866 079 24X Fiche 50-454, 04 /07/ 1 0. 04O0OlO33«! 


8408080188 FoiWards IE Insp Repts 50-454/84-25,50-455/84-16, 
50-456/04-11 V 50-457/04-11 on 040425 V 0522-23 No 
noncomp 1 lanc 0 noted 

SPESSARD.R L Region 3. Office of Director 84/07/ia REED, C 
Comnonwealth Edison Co ?p p 259/4 327 24X Fiche 50-000,84/07/10, 

84D0OBO10B 
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— a40aOBOl7i> IL IhSp ritp*^s 50 15'^ I -^'5, !3i) ‘J55 '0*1- IQ, 50-456/84- U 5r 
50' 4 Q4- I I an 8404^5 * 05J2-i3 No n one omp 1 J ctr c » noteiJ 

Major areag inspected design calculatioi^s re primai<j shield 
liiall * reac*-or pressure shield wall 

MUf-fLTT.J W r K^u^r.AN.P [) , NORTOrJ j F Region 3r Office of 
Director 04/07' 1 6 4pp 25974 24X Fiche 50 - 000*64/07/18, 

Q40008018B 


8400090212 rorwards [E Insp Hepts 50-454/84-29 ^ 50-455/84-21 on 
040514—0710 No nor conp 1 ianc e identified 

SPCgSARD, R L Region 3, Office Of Dirocfor 04707/23 REED-C 
Comnonuca I th Edison Co ,:ipp 25994 165 24x Fiche 50-454,84/07/23. 

□400090212 


--0400090217 le insp Rep*^^, 50-454/04-29 ♦ 50 '455/04-21 on 040514-0710 No 
none omp 1 idiice identified Mijoi areas inspected licensee 
action on 10CFR50 55 1 e 1 »ten re hutt splices ir electrical 
condiic tor s 

CHRISrNOT,E F , flENDEZ,!? , UiLt IAM3 C L Region 3, Office of 
Director 04/07^/23 6pp 25994 16/ 24/ Fiche 50-454.04/07/23- 

0400090212 


0407250229 IE Info Mot-ice 34-57, “Operating Eiperlcnce re Moisture 
Intrusion in Safe by-Re lated Electrical Equipront at 
Commercial Power Plants " Sve list end 

JORDAN, E L Division of Emergency Preparedness I Engineering 
Response (Post 0301031 64/07/27 Consolidated Edison Co of Neu 

York, Inc n9pp 25065 047 24X Fiche 50-000,84/07/27,0407250229 


0407310032 Hoard Notification 04-135 foiuiards SALF* Repts 50-434/04-22 
& 30-493/04-15 for Jan 1983 - Apr 1984 Any util comments 
on rep t will be forwarded for review 

NOVAK,! M Assistant Director for Licensing 04/07/27 SMITH, I M , 
CALLlF-IANi I) Atomic Safety and Licensing Hoard Panel ROSENTHAL, A S 
Atomic Safety and Licensing AppeaJ Panel 2pp 25926 334 24X 

Fiche 90-434, 04/07/27. 8407310032 


8400190306 Forwards IE Inap F^epts 50-454/04-46 t 50-455/84-31 on 
040711-13 No none omp 1 1 anc e noted 

PAPERICLLO, C vi Region 3, Of t ire of Director 04/07/27 REED, C 
Commonwealth Edinon Co 2pp 26077 357 24X Fiche 50-454,04/07/27, 

0400150386 


—0403150394 FC Intp Reots 90-454/84-46 8/ 50-499/04-31 on 040711-13 No 
noTicomp 1 1 ance or deviations identified Major areas 
inspected selected open ^ iinprovcment items Identified 
during emergency preparedness imp i cmenta 1 1 on appraisal 
PLOSKr,T J . CHR ISTOFFEW, 0 SMITH. M J Region 3, Office of 
Director 04/0//27 5pp 26077 359 24X Fiche 50-454,84/07/27, 

04081 50386 


8400070213 Forwards IF Insp F^epts 5w-4D,l/8 1- J2 6 50-455/84-25 on 
040426-0717 f notice of violation 

STREETER, J F Region 3, Office of Director 04/07/30 REED. C 
Conmonwealth Edison Co 2pp 25748 337 ?4X Ficho 50-434,04/07/30, 

0409070213 


— 04000/0216 Notice of Violation fi om insp on 040426-0717 

STREETER, JF Region 3, Office of Director 04/O//3O 3pp 
2S94Q 339 24X Fiche 50-454. 6?/ 07/30. 8400070213 


— B408070221 1C Insp Repts 50-454^04-32 t 50-435/04-29 on 040426-0717 
Nnneomp 1 lanc c noted failure to document nonconforming 
cand 1 1 ions, fa i lure to cotitrcl nonconf ornti ng items it failure 
to take efftctlse corrective actions re weld problems 
HAYES. D H , CQNMAUGHTCN. K , STREETER. J F Region 3. Office of 
Diroctor 84/07/30 1 Ipp 25940 342 24X Fiche 50-434. 84/07/30, 

04OUO7O2I3 


0400070204 Ark icceipt or 010712 1 ti infoimlng NRC of steps taken to 
correct violations noted in IE Insp Repts 50-454/04-23 It 
50-455/04-16 

SPEBSARU. R L F^cgion 3, Office of Director 04/08/01 REED, C 
Comnonw oa 1th Edison Co 2pp ^’5949 262 24X Fiche 50-434,84/08/01, 

84000 /0204 


--0400070212 Responds to NRC 040612 Itr le violations noted in IE Insp 
Repts 50-454, '84-23 >i SO 453/84-16 Cpirectlve actions 60 
equipment instailation repts w/q ref to rev researched Fiev 
dates dctcimined t attached to repts 

FARRAR, O L Connonwealth Edison Co 04/07/12 KEPPUER.JO 
Region 3, Office of Director 4pp 25949 364 S4X 
Fiche SO-454. 84^ 08 / 01 . 8400070204 


04080905313 Notifiration of 040814 public meeting w/util in Pethesda, MD 
to discuss util response to integrated design insp rept 
OLBHAN, L N UlLeilsing Rranch 1 84/00/02 YDUNGDLOOD, B J 

Licensing Hranrh i 4pp 25983 336 24X Fiche 50-454.84/00/02, 

0400090529 


04000^0401 Informs that new s y “ of ac k n ouj led g ing receipt of Jicensee 
correspondence re r one or>p 1 i a nc e found during insp 
I nst i totedi ef f ecti V e 04OS2O Preprinted form will be used 
rather than itx 

MEPPLEH, J 0 Region 3, Office of Director 04/00/03 

Copinonuoalth Edison Co 3pp 25942 IBS 24X Fiche 30-000, 04/08/03. 

8408070401 


8408310333 IE Info Notice 04-59, 'Deliberate Circumventing of Station 
Health Physics Procedures Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Flesporisc (Post 8301031 84/08/06 Consolidated Ed j son Co Ot New 

York, Inc I22pp 26068 001 24X Fiche 50-000,04/08/06,8400010333 


04OaDlO337 IE Info Notice 81-60, Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement ' Sve list enc I 
JORDAN. E L Division of Emergency Preparedness t' Engineering 
Response (Post 030107) 84/08/06 Cons u 1 i da tod Edison Co of New 

York, tnc 123pp 26067 ISB 24X Fiche 50-000,84/00/06,8408010337 


8408130103 Ack receipt of 840803 Itr informing NRC of steps taken to 
correct open items noted in IE Insp Repts 50-454/83-14, 
90-495/03-12,30-454/83-46 & 50-455/83-34 

PAPERIELLO, C J Region 3. Office of Director 84/08/06 REED.C 
Comnonuiea 1 th Edison Co ip 26010 0 4 2 24X Fiche 50-494,04/00/06, 

□40B130103 


--8400130108 Responds to NRC 040426 Itr re open Items noted tn IE fnsp 
Repts 9O-454/03-S4, 50-4 35/83-12, 50-454/83-46 V 50-439/03-34 
Revised page tp Teledyne analytical procedures manual end 
UEAV£R, K T Camnonwealth Edison Co 04/08/03 k(EPPLER,J 0 
Region 3, Office of Director 4pp 26010 043 24X 

Fiche 90-434, 84/08/06,8400130103 


0400230245 Forwards IE Insp Repts 50-454/04-38 «< 90-495/04-33 on 
840609-0713 No n one onp 1 i a nc c noted 

SPE80ARD. R L Region 3, Office of Director 04/O0/C6 REED, C 
C ommontjoa 1 th Edison Co 2pp 26213 273 24X Fiche 50-454,84/08/06, 

8406230245 


— 0408330252 IE Insp Rep^s SO- 454/84-3B ^ 90-453/84-33 on 04 0 605-0713 Ni 
noncomp 1 lance or deviations noted Major areas inspected 
action on previous insp f i nd ings. preopora t i onal test 
procedures 6 results & surveillance tracking 

RING.M , DUNLOP, A . WILLIAHS.O Region 3, Offtco of Director 
84/07/28 9pp 26313 279 24X Fiche 50-494,04/00/06,0 400230245 


B4O0O7O12O IE Info Notice 04-61, ''Dxerei posur e of Diver in PWR 
Refueling Cavity " Ss'c list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Raepotise (Post 230103) 64/08/00 Consolidated Edison Co of New 

York, Inc 120pp 3612? IIO 24X Fiche 50 -OOD, 84/08/00, 0400 070 120 


0400140344 Confirms 040003 plans to meet w/util on 840907 in 
Olen El lyn, )L to discuss regulatory improvoment program 
NDRELIUS, C C Region 3, Office of Director 94/OB/O0 REED, C 
Comnoinwea 1th Edison Co 2pp 26041 050 24X Fiche 90-00 0, 04 / 00/(30, 

8408140344 


0400150078 8uppls 840711 response to IE Bulletin 04-02 re visual insp 
during monthly functional tests to verify proper contact on 
reactoi trip sys L primary containment isolation sys relays 
Exemptions requested for listed relays 

ALEXANOE«,G L Conmonuealth Edison Co 04/08/08 KEPPLER. J 0 
Region 3, Office of Director Spp 26067 093 24X 

Fiche 50-000,04/08/00. 0408190090 


B40B200331 Suppls response to IE Bulletin B4-03 re failure o f OE Type 
UFA relays Exemption requested from commitment for visual 
insp verifying proper relay contact during monthly 
functional check for listed relays 

ALCXAIJDEH.G L Conmonuealth Edison Co 04/08/08 KEPPLER, J 0 
Region 3, Office of Director 3pp 26132 318 24X 

Fiche :50-000, 04/00/00. 040 0200331 


040014022? Ack receipt of 040723 itr informing NRC of steps taken tu 
correct none onp 1 1 ance noted in IE Insp Repts 50-494/04-27 it 
30-455/84-19 

SPE8BARD, R L Region 3. Office of Director 04/08/07 REED,C 
Connonwealth Edison Co Ip 26059 310 2 4X Fiche 30-454,04/00/09, 

0400140329 


— 0408140341 Suppls response to NRC 640606 Itr re noncompliance note-d i 
IE Insp Repts 50-454/04-27 i 50-455/84-19 Changes to 
Pages 5 & 6 of 040710 Itr re deficient hangers listed 
FARRAR. D L Camnonuoa I fcFi Edispn Co 04/07/23 FIPPLER.J 0 
Rcginn 3, Office uf Director 2pp 26033 3i 1 24X 

Fiche 90-454,64 /00/09,0 400 1 40229 
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a4Oe07037b IE Info Notice Iheiapij Hi sadintn i & tf at t ona to 

Patients Undergoing Co-^O Teletherapy Tre<}tments “ Svc 
ll&t oncl 

GflACE# J N Division of OAj Safeguards t Inspet-tion Programs <Post 
830103) 84/08/10 Consolidated Edison Co of New Vorl^. Inc 

125pp S>i>130 001 24X Fiche 50-000,04/00/10.8408070376 


0408270245 Forwards Insp Repts 50-454/84-53 ♦, 50-455/B4-36 on 
B40724-26 No none onp I i anc e noted 

EPESSARD.R L Region 3, Office ot lurector 64/00/10 REED* C 
Connonuealth Edison Co 2pp 2625B 101 24X Fiche SO-454, 04/08/10. 

840B270245 


—84092/0277 Insp Repts 50-454/84-53 f 50-155/84-36 on 840724-26 No 
nonenmp 1 1 anc e noted Major areas inspected licensee action on 
previously identified ttern. IE bulletins »/ 10CFR50 55(e) 

Ite-ns 

MENDEZ. R , CHRISinOT, E , DUILER, D Region 3. Office of Director 
B4/08/09 5pp 26259 103 24> Fiche 30-454.84/09/10/8408270245 


0408100009 le Info Notice B4-63, "Defective RHR Replacement Piping " 
Bve list end 

JORDAN/ E L Division of Emei gency Preparedness &t Engineering 
Response (Post 830103) 84/09/13 Consolidated Edison Co of New 

York/ Int 119pp 26197 210 24X Fiche 50-000.84/08/13.8408100009 


G4O022OO79 Docunents schedule for submitting inservice insp (ISIl 
programs Commitnent urill be incorporated into FSAR in next 
amend ISI program ul ) 1 be submitted within 6 months after 
1 ssiianc e of DLs 

TRAMH. T R Comnonuealth Edison Co 84/08/13 DENTON. H R Office 
of Nuclear Reactor Regulation. Director ip 26193 231 24X 

Fiche 50-000.84/08/13/8408220079 


8408240196 Notifies of 840915 potential date for first use Of 
respiratory protective equipment for fuel load Program 
complete t ready for insp 

SWARTZ/ E D Conmonuioalth Edison Co 04/08/14 KEPPLER/ J G Region 
3, Office of Director Ip 26228 104 24X Fiche 50-454,84/08/14* 

8408240196 


8400100021 IE Info Notice 94-65/ “Underrated Fuses Which Nag Adversely 
Affect Operation of Essential Electrical Equipment “ Svc 
list enci 

JORDAN, E L Division of Emergency Preparedness 4- Engineering 
Response (Post 830103) 84/03/16 Consolidated Edison Co of New 

York. Inc ll8pp 26199 00) 24X Fiche 30-000.84/08/16,8408100021 


8408360443 Forwards 840710 Dfc of Investigation (DI) Rept 3-83-006/ 
transmitted for placement m PDR QI reviewed document t made 
deletions to protect confidentiality privacy Related 
correspondence 

LEWIS/ 8 H Office of the Executive Legal Director DSD 337 

04/09/16 CLEMENTS, W L Docketing ^ Services Branch 130pp 

26290 347 24X Fiche 50 <454, 84/00/16/ 6405280443 


84OB1000S5 IE Info Notice 94-66/ "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Tram “ Svc list end 
JORDAN/ E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Co of N«ui 

York. Inc 120pp 26276 001 24X Fiche 50-000.84/00/17/8408100055 


B4OB14O2O0 IE Info Notice 94-67, "Recent Snubber InservUe Testing W/ 
High Failure Rales “ Svc list end 

JORDAN/ E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 84/08/17 Consolidated Edison Co of New 

York, Inc I22pp 26276 122 24X Fiche 30-000.04/08/17,0408140200 


8408210142 IE Infp Notice 04-68, “Potential Deficiency In Improperly 
Rated Field Wiring to Solenoid Valves " 8vc list encl 
JORDAN/ E L Divisson of Emergency Preparedness 8/ Engineering 
Response (Post 030103) 84/08/21 Consolidated Edison Co of New 

York/ Inc lISpp 26329 000 24X Fiche 30-000.84/08/21/8408210142 


8408230247 Doard Notification 04-140 forwards NRC 840901 ack of 
response ta Insp Ropts 50-454/84-23 4/ 50-435/84-16 
ufell 840712 response to insp repts 

NQVAKiT M Assistant Director for Licensing 84/09/22 SMITH, I W , 
CALLIHAN, D . COLE/ R F Atomic Safety and Licensing Doard Panel 
3pp 26261 307 24 X Fiche 50-454, 84/08/22/ 840B230247 


8408280274 Submits clarifying info to 840703 Ifcr re results of QC 
inspector reinsp program/ per Insp Repts 50-454/B2-0S & 
30-453/02-04 Rainsps of equipment setting ^ equipment mod 
clarified 

DELOEQROE/L 0 Conmonuealth Edison Co 04/00/22 KBPPLR. J Q 
Region 3, Office of Director 2pp 26274 323 24X 

Fiche 50-434,84/00/22/0408200274 


840030013'} Fui wards rt^rauhn^nts 1.2, J. 1 ’ 6 omitted from Board 
Natl f 1 ca t ion 84-140 

* NUC - No Detailed ,sffi)i«*ion Gi eii 81/ 08/22 HRC - No 

Detailed Affiliation Givef. Ip 2c-304 ^'82 24X 

Fiche 50-454. 84/08/2?. B40UJUO1 55 


S Reportable occuriences ITRs * related correspondence 


B4O7310030 Board tJot i i- 1 cat i on 84-134 forwards JF Streeter 840711 memo 
to DG Fisenhut re stear grneratoi snubber testing failures 
Insp repts ducunenting re.ults of testing t applicant 
reevaluatlun effoits will be torwaided to Boat d 

NOVAK/T M Assistant DirectUt for Licensing 84/07/27 SMITH.! W , 
CALLIHAN. D , CO E.R F Atomic Safely and Licensing Board Panel 
2pp 25936 033 24/ Fiche 50-000,84/07/27,0407310030 


— 8409060344 Discusses steam gcneratoi snubber testing failures Snubbers 
made by Boeing Co Vendoi Piogram Branch will be notified 
Results of testing 6 apblic^nl reevaluation efforts will be 
documented In IE insp repts 

STREETER, J F Region 3 Omce of Director 84/07/1 1 
EISCNHUT. D <3 Division of Licensing Ip 25936 035 24X 

Fiche 50-000,84/07/27,0407310030 


8400130231 interin Deficiency Repts 84-03 A 04-11 re unsa t i s fac tary 
operation during qualification testing of steam generator 
snubbers supplied by Boeing Co Initially reported on 840628 
Next ropt expected by 840901 

SWARTZ, E D Conmonuieatth Edison Co 84/07/31 KtPPLER. J 0 Region 
3, Office of Director 4pp 26008 194 24X Fiche 30-000,84/07/31. 

0409130231 


T IHearing transcripts on n on-anti trust matters 


8400020023 Transcript or 040727 hearing in Rockfoid-IL Vo 1 II Pp 9,401- 
9.438 Supporting documentation encl 

* Atomic Safety and Licensing Board Panel 84/07/27 280pp 

25BE0 303 34X Fiche 50-454.04/07/27,8403020023 


B408020135 Transcript of 840727 hearing in Rockford, IL Vol I Pp 9,226- 
9/400 Supporting doc u.rent at i on encl 

« Atomic Safety and Licensing Board Pane] 84/07/27 249pp 

25G91 034 24X Fiche 50-454.84/07/27,8408020135 


8400010249 Forwards testimony filed dining 040724 hearings in Rockford, 
IL W/o encls Related corr esp ondenuo 

GAYLEY, J Ishan, Lincoln 8. Beale DSD 660 04/07/30 Docketing 

U Services Dianch tp 25855 340 24X Fiche 50-454,84/07/30. 

0400010249 


0408060133 Transcript of 810730 hearing in Rockford, IL Pp 9/439-9,674 
Supporting documentation one 1 

e Atomic Safety and Licensing Doard Panel 84/07/30 04pp 
23920 140 S4X Fiche 50-454.84/07/30,8400060133 


8400060198 Transcript of 840/31 hearing in Rockford, IL Pp 9,675-9.915 
» Atomic Safety and Licensing Doard Panel 84/07/31 242pp 

23923059 24X Ficho 30-454 84/07/31,8408060190 


8400000043 Transcript of 840Q01 hearing in Rockford, IL Pp 9,916-10,143 
Supporting documentation encl 

* Atomic Safety and Licensing Board Panel 84/08/01 a54pp 
23962 154 24 X Fiche 30-454/84/00/01,8408080043 


0400080022 Transcript of 840802 hearing in Rockford, IL 
Pp 10,146-10*350 

» Atomic Safety and Licensing Board Panel 84/08/02 360pp 

23960 066 24X Fiche 50-434,04/08/02,8408080022 


840B100U30 Forwards transcript of KD Ward 840621 deposition in 
Glen Ellyn, IL Related correspondence 

RILEY, A Tag loo Associates DSD 890 84/08/07 PLEASANT, E 

Docketing L Services Branch Ip 23997 086 24X 

Fiche 30-434,84/08/07,8408100030 


— 8400100040 Transcript of ViO Ward 840621 depaoition in Glen Ellyn. IL 
Related correspondence 

» Atomic Safety and Licensing Board Panel WARD,H D 
Commonwealth Edison Co 84/06/21 l7Spp 23997 087 24X 

Fiche 50-454,84/08/07.8408100030 


8400130119 Forwards summary of testi.-nony testimony of NRC re 
equipment by Sys Control Corp, to be presented on 840020 
Related correspondence 

WILCOVL.M N Hearing Dianch ? D5IJ 046 84/08/13 SMITH, I W , 
CALLtHANiA D , CO^ E, R F Atomic Safety and Licensing Board Panel 
2pp 26066 322 24X Fiche 50-494,84/00/13,8408150119 
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04 I thO liV Suni-dTij ot re equipment supplied to 

faitli*q bg Sga Control Coip Testimony discusses info 
acquired sitice Aug waj re corrective actions I steps taken 
to QstoblJSh adequacy delated c or i esp ondenc e 
* Office of tbe Fiecutive Legal Director aA/OB/l3 2pp 
SitO^b 3SA ?4;« Fiche 50*4bl 81 ■'>0/13,0400150119 


— 04 og 1 ’50 1 lesMrrong of flRC te equipment supplied to facility by 

&yB Control Carp Related correspondence 

« Office of the Crecutwo Legal Director 04/08/13 SSpp 
2£»06£. 326 24X Fiche 30-4i34> B 1/ 08/ 13, 84081 50119 


Q4QB170319 notion foi lease to tile testimony of WH Bleuel on 
Contention 1 re reinsp program Related coriespondence 
CABSE,L,D W DeKalb Area Alliance for Responsible Energy DSD 085 
04/00/13 Atomic Safety and Licensing Doard Panel 4pp 
a^ltA 317 24X Fiche 50-454,84/08/13,8400170319 


— — 04OB17O321 Summai y of testimony •' testimony of IJH Dleuel on Contention 
1 re reinsp progran- Resume encl Related correspondence 
□CEUE-L, W H Affiliation Not Assigned 04/08/13 47pp 
S^114 321 24X Fiche 50-454,84/08/13,9408170319 


Q40St7O326 Su,»nary of testimony f testimony of EP Erickson on 

Contention 1 i e reinsp progi am-inspec toi qualification it 
uiork quality Resume I Certificate of Sve encl Related 
c orr e spondence 

ERICKSHN,E P Temple Umv , Ph 1 1 odel ph la. PA CRICK8EN.E P 
Dusitiessmen for the Public Interest 84/08/13 33pp 36115 007 
a4X Fiche 50-454.84/03/13,8408170319 


0400170290 Forwards corrected Pages 6.11 % 17 to EP Erickson testimony 
re reinsp piogram Related correspondence 

JUDSONj V A Qusinessmen for the Public Interest DSD 090 
S4/0S/14 ShITH. J W , COLE. R F . CALLIHAN. A D Atomic Safety and 
L keens Ing Doard Panel 4pp 26115 124 24K Fiche 00-454« 84/08/14/ 

04081 70298 


0400170307 Summary uf testimony & testimony of DS Kochhar on Contention 
1 TB roinsp program Certifica^-e of Sve encl Related 
c or reap ondence 

KDCHHARiD S Michigan, Univ of, Ann Arbor. HI DSD 091 84/08/14 

24pp 26115 040 a4X Fiche 50-454.04/00/14,8403170307 


G4O017O296 Direct testimony of CC Stokes re engineering evaluations 
performed 1 use of engineering judgement by Sargent h Lundy 
Suogests need foi independent engineering analysis of safety 
n 1-g n 1 f i cento of reinsp program Rela ted correspondence 
BTO^fzStC C AfFlilaiion Not Assigned DSQ 084 84/08/16 36pp 

26115 073 24/ Fiche 50-454,84/08/16,8408170296 


Q4C817O30O Summary of testimony i< direct testimony of CC Stokes on 
roinsp program Related correspondence 

STOKES, C C , RTQKES.C C Businessmen for the Public Interest DSD 
lOO Q4/08/1-’ 9app 26128 260 24X Fiche 50-454,84/08/17, 

0 400170300 


0400200446 Forwards ^-ranscript of CC Stokes 040817 deposition Related 
■c orre sp ondence 

UEfiTNALL M Ann Riley I Associates DSB 177 04/03/20 

PLEASANT, E Docketing 6 Services Qi anch Ip 26136 114 24X 

riche 50-454. 84/00^20, 8 1082004 46 


— 0403200438 Transcript of CC Stokes D40Q17 deposition in Chicago, IL 
Pp 1-173 Vol II Related correspondence 

STQKES. C C Commonwealth Edison Co 04/00/17 I75pp 26136 115 
24 X riche 50-454,84/08/20.8408200446 


(3400270023 Transcript of S40B20 hearing in Rockford, IL Pp lOi 351- 
lO. 450 

» Atfjirlc Safety and Licensing Board Panel 84/08/20 lOBpp 
26247 195 24X Fiche 50-454,84/08/20,3408270023 


B4O027OO2S Transcript of hearing in Rockford, IL Pp 10.459-10,632 
-» Atomic Safety and Licensing Doard Panel 84/08/21 266pp 

26246 093 24X Fiche 50-454,84/08/21,8408270025 


04OG2BO228 Transcript of 840822 hearing in Rockford, IL Pp 10.603- 
10,931 Supporting documentation end 

-« Atamlc Safety and Licensing Board Panel 34/08/22 396pp 

26263 001 24 X Fiche 50-454.84/08/22,8408280228 


04OE2SO1S3 Transcript of 640823 hearing in Rockford, IL 
Pp lO, 932-1 li 139 

Atohiic Safety and Licensing Doard Panel 01/08/23 263pp 

26270 001 24X Fiche 50-454.84/08/23,8408280153 


□ 4OB2BO130 Transcript of 040024 hearing in Rockfoi d, 1C Pp 11, 140- 
El, 17? Supporting documentation encl 

« Atomic Safety and Licensing Doard Panel 04/00/24 I24pp 
26299 008 24X Fiche 50-454. 84/08/24. 8408280130 


8408310192 Rebuttal •■cstimony at D Erler re Stokes allegations 
concerning evaluations of discrepancies m calculated actual 
stress performed by Sargent ^ Lundy Related c on espendence 
ERLER U Sargent h Lundy, Inc DSD 309 84/08/30 lOpp 

26319 043 24X Fiche 50-454.84/08/30,8408310492 


— 8409310194 Summary of rebuttal testimony t testimony of ML Somsag. 

Efi Dranch, D DcMoss.MR Frankel.UF Maurer t JK Buchanan re 
plant OC inspector reinsp program t C Stokes allegations re 
welds Related correspondence 

BRANCH. E Q , DEMOSS, D M Sargent h Lundy, Inc FRANKEL, M R City 
College of Meu York 84/08/30 03pp 26319 053 24X 

Fiche 50-434.84/08/30,8406310192 


— 8408310199 Rebuttal testimony of RW Hooks re validity of Info In 
Attachment 7 to Stokes testimony concerning design 
assumption for plant Stokes info inapplicable to plant 
Related correspondence 

HOOKS, R W Sargent 6 Lundy, Inc 64/08/30 Spp 26319 136 24X 

Fiche 50-454,84/08/30,0408310192 


V Operator Exaninations 


84001403/2 Forwards proposed rev to "Requal i f ic atlon Program for 
Licensed Operators, Sent or Operators S, Senior Operators 
(Limited!. “ in response to NUREG-0737, I tern I A 3 1 
MARSHALL, J G Commonwealth Edison Co 84/08/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 26031 240 
24X Fiche 50-000.84/08/07,8408140372 


— 340B140369 “Requal i fication Program for Licensed Operators, Senior 
□peiators St Senior Operators (Limited) “ 

* Commonwealth Edison Co 84/07/19 iOpp 26051 242 24X 

Fiche 50-000, 84/08/07, 0408 1 40372 


3403140426 Provides address for transmitting all operator licensing 
correspondence to Region 111 ofc, except info for examiners. 

WALKER, R 0 Region 3. Office of Director 84/08/10 Michigan, 
Wnlv of, Ann Arbor, MI 2pp 26051 19Q 24X Fiche 50-000, 

84/08/10. 8400140426 


DOCKET 8rN-50-456 BRAIDWDOO STATION, UNIT 1 


A App 1 Icatlon/constructi on stage documents K correspondence 


8406010185 Forwards request for addl info for review of vol reduction 
ays (Outstanding Item 15 of Byron SERI Reapomac requested 
within 30 days of ttr date 

QLSHAN.L N Licensing Dranch 1 34/07/19 FARRAR, DL 

Commonwealth Edison Co IOpp 25873 292 24X Fiche 50-000, 

04/07/19.8408010185 


8408140376 Informs that Archaeological Site llKal79 retains integrity 
expected to yield evidence sufficient for Inclusion in Natl 
Register. in response to 040713 inquiry Recommends delay 
until revised fern re std of significance received 
8CULLE, K A Illinois. State of S4/07/23 YOUNGBLaOD. B J 
Licensing Branch I Ip 26042 3)6 24X Fiche 50-456,84/07/23, 

8403140376 


8408080539 Forwards review of proposed const assessment plan Plan 
acceptable, sub J to incorporation of NRC comments Suggested 
protocol for connunicaiion between Independent Expert 
Overview Group 6 util contractors encl 

KEPPLER.J 0 Region 3, Office of Director B4/07/27 O'CONNDR.J J 
Commonwealth Edison Co Spp 25975 316 24X Fiche 50-456, 

84/07/27, 8408030539 


3408140300 Forwards responses to FSAR Questions 10 57,10 63, 10 64, 

10 65 6 10 66 Revised response to Question tO 37 based on 
revised safe shutdown analysis Info will be included in next 
FSAR amend 

SWARTZ, E D Commonwealth Edison Co 84/08/02 DENTON, H R Office 

of Nuclear Reactor Regulation, Director 32pp 26041 132 24X 

Flcho 50-000.34/08/02,8408140380 


8408070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs i. holders of CPs re availability of 
6uppl 1 to NURFO-0933, “Pr ior i tl Tatlon of Generic Safety 
Issues " Sve list end 

EISENHUT, D G Division of Licensing 84/08/06 Consolidated 
Edison Co of New York, Inc iBpp 26129 238 24X 

Fiche, 50-000, 84/08/06, 34080701 10 


3408160345 Advises that QA program applicable to all nuclear generating 
stations i> satisfies provisions of 10CFR7t Fee remitted 
per t0CFRl70 31 

FARRAR, D L Conmonuealth Edison Co 04/08/06 Office of Nuclear 
Material Safety 6 Safeguards, Director Ip 26092 184 24X 

Fiche 50-000,84/08/06,3403160345 
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640B14Q3Q£> Advices ot 'o uTgisniit? f' implo/nent project startup 

or^aniidtlon Transter of pr ccp crat l onai testing 
responsibilities ulll be jmp'tirented graduallij FSAR 
Chapters 13 * 14 u.ill be aniended 

SWARTZ, E D Cormonueal *^h Edison co 0^/00/07 DFtlTat.- H R Office 

of Nuclean Reactor Regulation. Diiector 20pp 26033 33B 24X 

Firhe 30-456. 0^/00/07. 0400140306 


B40814D335 foru^rds revised Nstl Register nomination tor Archaeological 
Site 11KA179 Cause for designating llPAl/9 based on re/ised 
noBilnation Nonination satisfies NatJ Registei evaluation 
documentation u^o end 

SCULLE. K A lUinoiSi Stale ot 84 /OB/OB VaUMGBOaOD. D J 
Licensing Branch 1 Ip 26042 3 5‘j 24X fiche 50-456.04/08/08. 

8408140335 


840d320?39 Discusses post-accident sampling sijs being installed to 
address NRC requirenents in 1JU4E0-0737. Item II B 3 High 
radiation sampling sgs described in FSAR oi 1 1 be 
operational on each unit piior to initial criticalitg 
TRAMM. T R Cor.noriuea 1th Edison Co 84/08/13 DENTON. H R Office 
of Nuclear Reactor Regulation Director Ip 26193 139 24X 

Flche 50-000.84/00/13. 8400220239 


B4D83P0306 Forwards proprietary t nonpropnctary responses to NRC Itr 
re inproved thermal design procedure Response should 
close Byron SER Outstanding Item 8 Info deleted Proprietary 
response withheld (ref 10CFR2 790) 

TRAMM. T R Comnonuea 1 th Edison Co 04/08/13 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 20pp 26193 053 24X 

Fiche 50-000.84/00/13.8408220306 


— 84082S0321 Requests withholding proprietary response to NRC questions 
on inproved thermal design procedures 6 rod bow. per 
10CFR2 790 Affidavit AW-76-60 enrl 

HIESEMANN. R A Uestinghouse Electric Corp 83/12/27 DENTDN. H R 
□fflce of Nuclear Reactor Regulation. Director ADENSAM. E 0 
Licensing Branch 4 Bpp 26193 073 24X Fichc 30-000, 04/00/1 3. 

8408220306 


8400200275 Generic Ltr 84-20 to all licensees of operating reactors if 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrevieued safety 
questions Sve list end 

EtSENHOT. D 0 Division of Licensing B4/08/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 50-000.84/08/20.8408200275 


840827011B Submits addl inro re basis for proposed Tech Spec 
requirements on availability of Diesel Generator 2A during 
time Unit 2 Under const 

TRAMM. T R Comnanuealth Edison Co 84/08/21 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 26247 338 24X 

Fiche 50-000.84/08/21.8408270118 


8408300230 Requests determination of eligibility of Site llKal79 for 
inclusion in Natl Register of Historic Places Detailed 
info provided on end Natl Register of Historic Places 
Inventory nomination forms W/o end 

YOUNGBLDDD, B J Licensing Branch I 84/00/22 ROGERS. J Interior, 
Dept of. National Park Service Spp 26330 360 24X 

Fiche 50-456.84/08/22,8408300230 


i NRC Draft/Final Environmental Statements, supple t* correspondence 


B4082201S1 Comments on FES foi facilities Spoil Islands in cooling pond 
should be revegetated if agreement between util 6 Field 
Museum of Natural History not renewed 
FRANZrW D environmental Protection Agency 84/00/14 
YOUNGBLOOD. D J Licensing Branch 1 2pp 261BB 074 24X 

Fiche 50-456,84/08/14,0408220131 


E NRC Safety Evaluation Report (SER), suppls 6 correspondence 


8400140371 Forwards compliance review against OOC 51 for reactor 
containment pressure boundary components Review for 
Braidwood Station should resolve GER Outstanding Item 4 
SWARTZ, E D Connanuealth Edison Cq 84/08/09 DENTOtf, H R Office 

of Nuclear Reactor Regulation, Director I7pp 26042 299 24X 

Fiche 50-000,84/03/09,8408140371 


8408270204 Forwards addl info re monitoring of leakage from sys 
outside containnent used to transport highly radioactive 
fluid 6 gases in post-acc ident condition Info should dose 
8ER Confirmatory Issue 2B(a) 

TRAMM, T R Connonuealth Edison Co 84/08/11 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 7pp 26245 103 S4X 
Fiche 50-000,84/08/11.8408270204 


84082703/1 Futwaidi addl into r ir. ’ i u '.e r,iH 1 1 o n being irtstalled for 
detectiuri or mudequate cui*- * .oling Info should close 
SER (Jutbtindirg I » am 9 u o JUj ItLens*? conditions 

TRAMh. 1 R CoiioPf.'jeal ( h FJi- n c OENTON, H R Office 

of Nu( le<iT Reflr*-OT Hegulatiwn Difrc«ui 4pp 26240 254 24 X 

Fiche SO'OOO. 04/ 20, 84utJ2/Oo''J 


B40B3 10236 Forwards addl info " . u I T eduction sijt, in lesponse to 

B40 710 rt-quest NR( rovicLf ,t infu lo close SER 

Outstanding lien 13 

TRAMM. 1 R Comnonuealth idison wo 04. 00 '24 DENTON MR Office 
of Nude^^ Rear'or Regulafirin, Director c.^pp 36322 130 24X 

Fiche 50-000 0 1 /OB/24. 040031 U226 


F Security, fredical. e.Tie i g e r. y ^ fiit proloi-liun plans 


8406140101 f orwii ds IE Insp l/ept- *'0-4 5f '04 00 30-4 S’’/ 84-OB on 

040401-30 notice of viol«ilion 

WARNICK. R F Region 3. Office ot Dnectoi 84/03/22 REED, C 
Commonwealth Edison Co Jpp 2492B 284 24X f icho 50-456.84/05/22. 

0406140101 


-8406140104 IE Insp Rep* 5 b3-4S6'c54 OB r 50-45 //B4-08 on 040401-30 
Nancooip 1 lane e noted failuic to perform requiicd fii-up insp 
V take corrective ac*jon le welding insp 

FORNEY. W Region 3. Office of Director 84/05/22 I5pp 
2492B 289 24X Fiche 50-456.84/05/22.8406140101 


8408060210 Notification or 840*/3l meeting u/util in Silver Spring, HD 
to discuts safeguards Info * security pi, in 

STEVENS, U A Licensing Branch 1 04/O//26 YOUNGBLOOD. D J 

Licensing Branch 1 4pp 25936 103 a4X Fiche 50-456,84/07/26. 
04080602)0 


8408220943 Summary of 040731 meeting w/uti) in Silver Spring. MD re 
security plan inp lo.mentat ion 

♦» NRC - ho Detailed Arfilia^ion Given 04/07/31 NRC - No 

Detailed Affiliation Given Tpp 26203 311 24X 

Fiche 50-000, 04/07/31, 8400220243 


0408000190 Forwards Amend 4 to "Fire FMotection Rept," including 
detailed comparison of de s i q r.. cons t. tes ti ng f‘ maint 
practices against NFPA stds 

SWARTZ. E D Con.Tionu.oa 1th Edison Lo 04/00/02 DENTON, H R Office 
of Nuclear Rcactoi Regulation, Diiector 3pp 25935 001 24X 

Ftcho 50-000, 84/00/02. 0408000)90 


>8400000205 Amend 4 to ’Fire Protection Rept " 

# Commonwealth Edison Co 84/07/31 125pp 25905 004 24X 

Fiche 50-000,84/08/02.8408080190 


6408130401 Responds to 840/05 clarification of info re util means of 
satisfying annual Tcgula*^wTy lequnemcnt to review emergency 
action levels w/otfsite emergency support organ i la t ions Info 
acceptab 1 e 

PAPERIELLO, C U Region 3. Office of Director 04/08/07 REED, C 
Commonwealth Edison Co Ip 260i0 130 24X Fiche 50-000,04/00/07, 

8408130401 


—8409130413 Responds fo 840604 ltr re means for satisfying requirements 
of lOCFRSOiApp E.Poiagraph IV B Proposal for satisfying 
requirements to review emergency action levels hy offsite 
agencies clarified 

FARRAR. D L Commonwealth Edison Co 84/07/05 PAPERIELLO, C J 
Region 3, Office of Director Spp 26010 I3l 24X 
Fiche 50-000,84/00/07,0408110401 


0 Adjudicatory uorrespondence 


8400010200 Responds *-o request ror listing of all attys not presently 
enploypd by NRC but who once worked for Commission Sc had 
responsibiii tes re facilities J Gallo was chief hearing 
counsel during CP process Related c orr e sp ond one e 
KARMAN, M Hearing Branch I OSH 609 84/07/25 aoCH, C A 

Affiliation Not Assigned Ip 25G54 352 24X Fiche 50-456. 

84/07/25. 8400010200 


8400140020 Motion foi lease to file response to Intervener □ Nelner 
Farms, Inc 040705 status rept re Contention 4 concerning 
transport of hazardous natl near facility Contention 
admissibility stltl pending before ASl B 

COPELAND, V G Con'uonuiea 1 th Edison Co COPELAND, V 0 Isham. Lincoln 
L Deale DSD 958 04/03/09 Atomic Safety and Licensing Board 

Panel Ip 26044 194 24X Fiche 50-456.84/08/09,0400140028 


--B408140034 Response to Neinei Farms 840705 status rept re Contention 4 
concerning transport of haiardous mat! near facility 
JntervenoT offers no new substantial info Contention 4 
should be dismissed 

COPELAND, V G Cummon* lea I th Edison Co COPELAND, V Q 1 sham, 

Lincoln tt Beale 64/03/09 Atomic Safety and Licensing Board 
Panel 6pp 26044 193 ?4X Fiche 30-456.84/08/09,8408140020 
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— 84O0iaO'^'JB A^ndsvi* of P feri-* re piJbSiLl- futuTp t e ic 1 1 v^ta on of 
Joliet Aiffiy r»r'iiUiii.^iori5 Plijiit a» cippeflTance • 

Ceitificate oF StC eiK 1 

D£nO*5 P Connonuealth Edison Co 04 '08^08 App 26044 201 24X 

Fiche 50-4&t; 84/0a/-0tv 04001 10020 


K Utility Final Safety Arialysis Rppoil < FSAR 1 *> amends 


84083000S2 Foruiat-ds aftlda^lt atteatma to distributior of FSAR Ani6nd& 
44 ^ 4*5 

TRAMM, 1 R ConnonueaUh FdiBo-* Co DENTON- H R Office 

of Nuclear R6ac*-or Regulatinn- Director 2pp 26307 236 24X 

Flthe 50-000- 84/08/ 16- 0408300053 


Q Inspection reports- lE Dulletins t correspondence 


0408130415 Forwards- for review- Rev 1 to "Evaluation of Energy 
Absorbing hatl for Pipe Ubip Restraints-' in response to 
IE Inap Repfcs 50“454/S3-Ob t 50-453/33-05 

SWARTZ- E D Connonueolth Edison Co 84/04^13 I^EPPLER- J G Region 
3j Office of Director 2pp 26011 038 24X FUhe 50-000,04/04/13. 

0408130415 


--0408130420 Rev 1 to "Evaluation of Energy Absorbing Mat! for Pipe Whip 
Restraints ' 

KAO. G C - VANS- M S . S'J- T Y Sargent 6 Lundy. Inc BAD-431 ROl 

04/04/30 47pp 26011 040 24X Fiche 30-000,04/04/13.3409130415 


8406140101 Forwards IE Inap Repts 50-456/84-00 5O-457/04-OB on 

040401-30 V notice or violation 

WARWICK. R F Region 3, Office of Director 04/03/22 REED. C 
comnonuealth Edison Co 3pp 24928 204 24X Fiche SO-436. 94/05/22, 

0406140101 


— 0406140102 Notice of violation from Insp on 040401-30 

WARWICK. R F Region J, Office of Director 04/05/22 2pp 
24928 207 24X Fiche 50-456.04.05/22.0406140101 


—0406140104 IE Inap Repts 50-456/04-08 K 50-437/84-00 on 840401-30 
Noncomp 1 1 ante noted failure to perform lequired fit-up Insp 
take corrective action re welding insp 
FORNEY. W Region 3. Office of Director 84/05/22 I3pp 
24928 209 24X Fiche 50-456.84/05/22.8406140101 


8400070338 Forwards IE Inap Repts 50-456/94-14 f 50-457/04-14 on 
040612.13.20 6 21 No noncompliance noted 

LITTLE. W S Region 3. Office of Director 84/07/18 REED. C 
Comnonwealth Edison Co 2pp 25933 093 24X Fiche 50—456.04/07/10. 

D4OQO7O330 


—8408070340 IE Insp Repts 50-456/04-14 h 50-437/84-14 on 040612.13,20 
21 No none Clip 1 i anc c or deviations noted Najor areas 
Inspected allegations ra deficiencies In design 6 
Installation of HVAC sys 

KEY. W J . Danielson. D H Region 3. office of Director 04/07/17 
14pp 2S953 095 24X Fiche 50-456,84/07/19.8400070330 


8400030188 Forwards IE Insp Repts 50-454/04-25.50-455/04-10, 
50-43 d/B 4-11 6 5O-457/0d-ll on 040425 b 0532-23 No 
noncomp 1 i anc e noted 

SPE8SARD. R L Region 3, Office of Director B4/O7/J0 REED, C 
Cennonwealth Edison Co 2pp 25974 3?7 24X Fiche 50-000.04/07/10. 

0400080188 


—0408000195 IE Insp Repts 30-454/04-25,30-453/04-18,50-456/04-11 
50-437/84-11 on 040425 N 0522-23 No noncomp 1 lance noted 
Major areas inspected design calculations re primary shield 
wall t< reactor pressure shield wall 

MUFFCTT, J W , KAUFMAN, P D . NORTON, J F Region 3. Office Of 
Director 84/07/10 4pp 25974 329 24X Fiche 50-000,84/07/10. 

84O0OGO1B0 


8408060302 Forwards IE Insp Repts 50-456/84-07 50-457/84-07 on 

840326-0531 b notice of violation 

WALKER. R 0 Region 3. Office of Director 84/07/20 REED. C 
Commonwealth Edison Co 2pp 25936 036 24X Fiche 50-436,04/07/20. 

8400060302 


--04O0O6O3O3 Notice of violation from insp on 040326-0531 

WALKER. R D Region 3. Office of Director 84/07/20 2pp 
25936 030 24X Fiche 50-456,84/07/20,0400060302 


— 8400060309 IE Insp Repts 50-456/84-07 6 50-457/84-07 on 040326-0531 
Noncomp 1 ianc es noted failure to establish b implemont 
personnel tra ining . fal 1 tire to provide adequate training ^ 
failure to identify U correct nonconforming conditions 
SCHULZ. R . MALLOY. J . KRaPP,W Region 3. Office of Director 
04/07/20 9pp 23936 060 24X Fiche 50-436.04/07/20.0408060302 


0407950229 IE Info Notice 04-37. "Operating Experience re Moisture 
Intrusion in 8afetg-Re 1 ated Electrical Equipment at 
Cammercial Power Plants " Sve list end 

JCRDAN. E L D-lvislon of Emergency Preparedness & Engineering 
Response (Post 830103) 04/07/27 Consolidated Edison Co of New 

York. Inc 119pp 25S6S 047 24X Fiche 50-000.04/07/27.0407250229 


0400090049 Informs that 840730 const appraisal team insp postponed N/?C 
will natiftj licensee of new insp date 

NDRELIU8, C Region 3. Office of Director 84/07/27 REED. C 
Commonwealth Edison Co Ip 25992 332 24X Fiche 50-456.04/07/27. 

0400090049 


0406070401 Informs that neu sys of acknowledging receipt of licensee 
correspondence re none omp i ianco found during inap 
1 net 1 bated, effect ive 840B20 Preprinted form will be used 
rather than Itr 

KEPPLER.J 0 Region 3, Office of Director 04/00/03 

Commonwealth Edison Co 3pp 23942 186 24 X Fiche SO-OOO. 84/00/03, 

0408070401 


0408100112 Ack receipt of 840723 Itr inforiffling HflC of steps taken to 
correct noncompllance noted In IE Insp Repts 50-456/03-09 & 
30-457/83-09 

WARNICK.R F Reg 1 an 3, Office of Director 84/08/03 REED, C 
Commonwealth Edison Co Ip 25991 030 24X Fiche 50-456.04/08/03. 

8408100112 


— 8408100119 Responds to NRC 040507 Itr r« nonconformance noted in IE 
Insp Repts 50-456/03-09 fc 50-437/03-09 Corrective actions 
nonconformance rept uill be uri tten. request i ng engineering 
disposition of Jack of flt-up insp of duct hanger welds 
SWARTZ. E D Commonuralth Edison Co 84/07/23 KEPPLER.J 0 
Region 3. Office of Director 2pp 25991,031 24X 

Fiche 50-436.84/00/03,0400100112 


0403010333 IE Info Notice 84-59. "Deliberate Circumventing of Btatlon 
Health Physics Procedures " 5vc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/08/06 Corvso J 1 datsd Edison Co of New 

York, Inc 122pp 2606B 001 24X Fiehs 50-000.04/00/06.0400010333 


0400010337 IE Info Notice 84-60, "Failure of Air Purlfglng Respirator 
Filters to Meet Efficiency Requirement " Bve list end 
JORDAN. E L Division of Emergency Preparedness fit Engineering 
Response (Post 830103) 84/09/06 Consolidated Edison Co of Neu 

York. Inc 12app 26067 150 24X Fiche 50-000,84/00/06.8408010337 


0400290549 Forwards Insp Repts 50-456/04-13 8, 50-4S7/B4-13 on 
040605-0706 it notice of violation 

WARNICK.R F Region 3, Office of Director 84/09/07 REED, C 
Commonuealth Edison Co 2pp 26296 156 S4X Fiche 50-45 6.04/08/07. 
0408290549 


—8400290553 Notice of Violation from insp on 840605-0706 

WARNICK.R F Region 3. Office of Director 84/08/07 Spp 
26296 158 24X Fiche 50-456.04/08/07,0408290549 


—8408290561 Insp Repts 50-456/04-13 U 50-457/84-13 on 840605-0706 
Noncomp 1 lance noted procurement documents did not specify 
that provisions of Part 21 apply heat shrink tutlng V 
failure to control ueld rod for cable pan welding 
F8RNEV, W L Region 3. Office of Director 04/08/06 2Bpp 
26296 160 24X Fiche 50-456.04/08/07,840029054? 


840B070120 IE Info Notice 04-61. "Overet posur e of Diver In PWR 
Refueling Cavity " Sve list end 

JORDAN. E L Division of Emergency Preparedness tc Engineering 
Response (Post 030103), B4/O0/OB Consolidated Edison Co of Ntu 
York, Inc I20pp 26129 118 24X Fiche 50-000, 84/08/08, B408Q70120 


0400140344 Confirms 040803 plans to meet u/utll on 040907 In 
Olen Ellyn. XL to discuss regulatory Improvement program 
NQRELIUS. C E Region 3. Office of Director 84/08/08 REED. C 
Commonwealth Edison Co 2pp 26041 050 24X Fiche 50-000,04/00/00. 

8408140344 


0400150098 8uppls 840711 response to lE Bulletin 84-02 re visual insp 
during monthly functional tests to verify proper contact on 
reactor trip sys S< primary containment isolation sys relays 
Exemptions rei^ueited for listed relays 

ALEXANDER.© L Commonwealth Edison Co 04/08/00 KEPPLER.J 0 
Region 3. Office of Director 3pp 26067 053 24X 

Fiche* 30-000, 04/08/08. 8408150098 


04O8SOO331 Euppls response to IE Bulletin 84-02 re failure o f OE Type 
UFA relays. EKamptioh requested from commitment for visual 
Insp verifying propsr relay contact during monthly 
functional check for Listed relays 

ALEXANDER. 0 L Commonuea 1 th Edison Co 84/08/08 KEPPLER.J 0. 
Region 3, Office of Director 3pp 26132 318 24X 

Fiche 50-000,04/00/08,8408200331 
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6406070376 IE Info NotiCG 84-62* "Therapy Mi ^adtnlrii atrat i ons tq 
Patients Undergoing Co-60 Tel&therapy Treatments " Bvc 
list enc I 

GRACEi J N Division of OA* Safeguards It Inspection Programs (Post 
BSOIOS) e4/Oa/iO consolidated Edison Co of Neu York* Inc 
laspp 26130 001 24X Flche 50-000,84/08/10.8408070376 


B40B100Q09 IE Info Notice 84-63, “Defective RHR Replacement Piping " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 04/06/13 Consolidated Edison Co of Noui 

York, Inc ll9pp 26197 218 24X Fiche 50-000. 04/08/ 13, 8408100009 


B40B220079 Documents schedule for submitting inservice insp (ISI) 
programs Commitment uitll be Incorporated into FSAR in next 
amend 181 program uill be submitted uithin 6 mpnths after 
issuance of OLs 

TRAMK. T R Commonuealth Edison Co 04/08/13 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Ip 26193 231 24X 

Fiche 30-000,84/08/1310408220079 


0409300118 Forwards Insp Repts S0-456/B4-19 & 50-457/04-19 nn 
B407li-12 No noncomp I lance noted 

SPESaARDrR L Region 3, Office of Director 84/08/14 REED, C 
Ccmmonwealth Edison Co 2pp 26307 2iS 24X Fiche 30-436,64/00/14, 
9406300110 


—9408300121 Insp Repts 30 - 436 / 84-19 30-437/84-18 on 840711-12 No 

noncomp 1 lance or deviations noted Major areas inspected 
licensee action on previously identified items 
(}AUTAM,A 8 , TANtrK , HAWKINS, F Region 3, Office of Director 
04/00/14 epp 26307 217 24X Fiche 30-456,04/00/14,0400300116 


8408100030 IE Info Notice 84-64, "BUR HPCI Initiation Seal-In 
Indication “ Svc list end 

■JORDAN, E L. Division of Emergency Preparedness S, Engineering 
Response (Post B30103) 64/00/13 Consolidated Edison Co of New 

York, Inc 104pp 26193 093 24X Fiche 50-000, 04/09/ 15, 0408100038 


B40B210342 Ack receipt Of 040731 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-436/84-09 & 
aO-437/84-09 

klARNlCK,R F Region 3, Office Of Director 84/00/13 REED.C 
Commonwealth Edison Co 2pp 26160 109 24X Fiche 50-456,84/08/13, 

8408210348 


—9400210336 Responds to NRC 840702 Itr re violations noted in IE Insp 
Repts 50-436/B4-09 & 50-457/84-07 Corrective actions util 6 
Bargent 6 Lundy developing qualitative 6 quantitative 
clearance info to be included in contractor spec 
FARRAR, DL Commonwealth Edleon Co 04/07/31 KEPpLER,JO 
Region 3, Office of Director 6pp 26100 191 24X 

Fiche 30-456,04/00/15,8406210342 


8408100021 IE Info Notice 64-63, "Underrated Fuses Uhlch May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDAN, E U Division of Emergency Preparedness & Engineering 
Response (Post B30103} 64/06/16 Consolidated Edison Co of New 

York, Inc ilBpp 26198 001 24X Fiche 30-000,84/08/16,8408100021 


6406100053 1£ Info Notice 04-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Bvc list end 
JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 630103) B4/0B/17 Consolidated Edison Co of New 

York, Inc 120pp 26276 001 24X Fiche 50-000,84/09/17,9408100053 


Q40B14D208 IE Info Notice B4-67, “Recent Bnubber Inservice Testing M/ 
High Failure Rates “ 0vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/08/17 Consolidated Edison Co of New 

York, Inc I22pp 26276 122 24X Fiche 50-000,84/00/17,0409140208 


840B210142 IE Info Notice 84-6B, "Potential Deficiency in Improperly 
Rated Field Hiring to Solenoid Valves " 8vc list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Respnnse (Post 830103) 84/00/21 Consolidated Edison Co of New 

York, Inc llSpp 26329 009 24X Fiche 50-000,04/08/21,8406210142 


S Reportable occurrences, LERs & related correspondence 


8407100002 Final Deficiency Rept 04-07 re concrete expansion anchor 
installation Initially reported on 040311 Deficiencies will 
ha reworked, per Bargent 6 Lundy requirements 8< contractors 
util contact company for installation instructions 

SWARTZ, E 0 Commonwealth Edison Cu 04/06/11 KEPPLER, J 0 Region 
3* Office of Director 2pp 23318 146 24X Fiche 30-456,84/06/11, 

9407100002 


B407310030 Board Notification 84-134 forwards JF Streeter 840711 meriQ 
to DO tisenhut re steam generator snubber testing failures 
Insp repts documenting results of testing V applicant 
reevaluation efforts will be forwarded to Board 

NOVAK, T M Assistant Director for Licensirig 84/07/27 SMITH, I H , 
CALLIHAN, D , C(3LE, R F Atomic Safety and Licensing Board Panel 
2pp 23936033 34X Fiche 50-000,94/07/27.0407310030 


— 8400060344 Discusses steam generator snubber testing failures Snubbers 
made by Doeing Co Vendor Program Branch will be notified 
Results of testing 6 applicant reevaluation efforts will be 
documented In IE insp repts 

STREETER, J F Region 3, Office of Director 94/07/11 
EISENHUT, D O Division of Licensing Ip 23936 035 24X 

Fiche 30-000.84/07/27,6407310030 


84O013O231 Interim Deficiency Repts 84-03 tt 64-11 re unsatisfactory 
operation during qualification testing of steam generator 
snubbers supplied by Doeing Co Initially reported on 840628 
Next rept expected by 840901 

SWARTZ, E D Commonwealth Edison Co 84/07/31 KEPPLER, J 0 Region 
3, Office of Director 4pp 26008 194 24X Fiche 50-000,04/07/31, 

8409130231 


8400300044 Interim Deficiency Rept 84-04 re out of tolerance 
radiographic film densities Initially reported on B40306 
Pipe welds w/radlographic film records exceeding density 
requirements are being rerad lographed & repaired 

SWARTZ, E D Commonwealth Edison Co 04/09/16 KEPPLER, J 0 Region 
3, Office of Director 3pp 26307 069 24X Fiche 50-456,94/00/16, 

8400300044 


8400300214 Final rept of Deficiency 04-06, NCR 604 re leak in recycle 
holdup tanks OAQOITA &c OADOlTD Initially reported on 840413 
Rev of tank design procedures to utlliie butt weld 
const for tank bottom underway 

SWARTZ, E D Commonwealth Edison Co 84/08/16 KEPPLER, J 0 Region 
3, Office of Director Spp 26307 052 24X Fiche 50-436,84/00/16, 

9400300214 


V Operator Examinations 


9408140372 Forwards proposed rev to "Requalification Program for 
Licensed Operators, Senl or Operators 6 Senior Operators 
(Limited)," in response to NUREO-0737, I tom 1 A 3 i 
MARSHALL, J G Commonwealth Edison Co 04/08/07 OENtON, H R 
Office of Nuclear Reactor Regulotion, Director 2pp 26051 240 
24X Fiche 30-000,94/08/07,8408140372 


—0408140309 "Requalification Program for Licensed Operator s, Senior 
Operators & Senior Operators (Limited) " 

* Commonwealth Edison Co 84/07/19 lOpp 26051 242 24X 

Fiche 50-000,84/08/07,8400140372 


8408140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc, except info for examiners 
WALKER, R D Region 3, Office of Director 84/08/10 Michigan, 
Unlv of, Ann Arbor, MI 2pp 26051 190 24X Fiche 50-000, 

B4/0B/10, 9408140426 


DOCKET 8rN-50-437 DRAIDWOQD STATION, UNIT 2 


A Applicatlon/construc tion stage documents 6 correspondence 


8400010195 Forwards request for addl info for review of vol reduction 
sys (Outstanding Item 15 of Byron BER) Response requested 
within 30 days of Itr date 

OLBHAN, L N Licensing Branch I 94/07/19 FARRAR, D L 
Commonwealth Edison Co lOpp 23973 292 24X Fiche 30-000, 

04/07/19, 8408010105 


8409140376 Informs that Archaeolog leal site ilKal79 retains integrity tt 
expected to yield evidence sufficient Per inclusion in Natl 
Register, in response to 040713 inquiry Rocommencfi delay 
until revised form re std of significance received. 

SCULLC, K, A Illinois, State of 84/07/23 YOUNGBLOOD, D J 
Licensing Branch 1 Ip 26042 3t6 24X Fiche 50-456,84/07/23, 

9408140376 


8408080539 Forwards review of proposed const assessment plan Plan 
acceptable, subj to incorporation of NRC comments Suggested 
protocol for communication between Independent Expert 
□verview Group &t util contractors encl 

KEPPLER, J 0 Region 3, Office of Director 04/07/27 Q'CDNNaR.J J 
Commonwealth Edison Co 3pp 25973 316 a4X Fiche 30-436, 
94/07/27, 9408000339 



DOCKETED ITEMS 


3t 


B40Qi403QO Forwards responisos to FSAR Questions 10 57, 10 63, 10, 6-4i 
10 6S & 10 66 Revised response to Question 10 57 based on 
revised safe shutdown analijsis Info ufill be included in next 
FEAR amend 

SWARTZrE D Commonwealth Edison Co 84/00/02 DENTON, H R Office 
of Nuclear Reactor Re^ulationr Director 32pp 26041 138 24X 

Flch? 50-000r 84 / 08 / 08 , 8408140380 


8408070110 Generic Ltr 94-19 to all licensees of operating reactors, 
applicants for QLs ti holders of CPs re availability of 
Suppl 1 to NUREO-0933, ‘'Prioritization of Generic Safety 
Issues " Sve list end 

EISENHUT, D G Division of Licensing 84/08/06 Consolidated 

Edison Co of New York, Inc IBpp 36189 238 a4X 
Fithe 50-000, 04/O0/O6( 8408070110 


B4DB160345 Advises that QA program applicable to all nuclear generating 
stations & satisfies provisions of 10CFR71 Fee remitted 
per i0CFR170 31 

FARRARp D L Commonwealth Edison Co 84/00/06 Office of Nuclear 
Material Safety & 8a f eg uards . D Ir ec tor ip 86092 104 24X 

F 1 C h B 90-000, 84/08/06, 8408160345 


8408140386 Advises of decison to organize fit Implement project startup 
organization Transfer of preoperaticnal testing 
responsibilities will be implemented gradually F9AR 
Chapters 13 &, 14 will be amended 

SUARTZ, E D Commonuealth Edison Co 84/08/07 DENTON, H R Office 

of Nuclear Reactor Regulation, Director SOpp 26053 329 24x 

FI Che 50-456,04/08/07,0408140386 


8408140335 Forwards revised Natl Register nomination for Archaeological 
Site liKA179 Cause for designating 11KA179 based on revised 
nomination Nomination satisfies Natl Register avaluatlon 
documentation W/o end 

SCULLEi K A Illinois, State of 84/08/08 YDUNOOLOOD, Q J 
Licensing Branch 1 Ip 86048 355 24X Flche 50-496, 04/00/00, 

0408140335 


B4082S03D6 Forwards proprietary fit nonpropri etary responses to NRC ltr 
re improved thermal design procedure Response should 
close Byron SER Outstanding Item 8 Info deleted Proprietary 
response withheld iref 10CFR2, 790) 

TRAMM, T R Commonwealth Edison Co 84/08/13 DENTON, H R Office 
of Nuclear Reactor Regulatlonj Director SOpp 26193 053 24X 

F i c h e 50-000 . 84 /08/ 1 3, S409220306 


E NRC Safety Evaluation Report f SER J , suppfcs h cor rospon den co 


B40B140371 Fortvards compliance review against ODC 31 for reactor 
con tainment pressure boundary components Review for 
Braiduood Station should resolve SER Outstanding Item 4 
SWARTZ,. E D Commonwealth Edison Co 84/00/09 DENTON, H R Office 
of Kuclear Reactor Regulation, Director 17pp 26042 899 24J( 

FI Che- 50-000. 04/00/09. B40B 140371 


8400270304 Forwards add 1 info re monitoring of leakage from sys 
outside containment used to transport highly radioactive 
fluid & gases In post-accident condition Info should close 
SER Confirmatory Issue 28(a) 

TRAMM, T R Commonwealth Edison Co 04/08/11 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 26243 t03 24X 

Flche 30-000,84/00/11,0408270204 


0400270373 Forwards addl Inf a re instrumentation being installed for 
detection of Inadeq^uate core cooling Info should close 
6ER outstanding Item 9 ui/o any license conditions, 

TRAMM, TR Commonwealth Edison Co. 04/08/20 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 4pp 26S'10 234 24X 

Flch e 30-000, 04/00/20, 0408270373 


0400310226 Forwards addl Info re vol rsductlon sys, in response to 
040710' request NRC review of info necesiary to doss SEFl 
Outstanding Item 13 

TRAMM, TR Commonutalth Ed I son Co 04/00/84 DENTON, H R Office 
of Nuclear Reactor Regulation. Director S7pp 26322,130 24X 

Fiche 90-000,04/00/24,0400310826 


F Gecurity. medical, emergency & fire protection plans 


0406140101 Forwards IE Imp Repts 50-436/04-00 fc 50-497/84-00 on 
040401-30 fic notice of Violation 

WARNJCK.R r Region 3, Office of Director 04/03/82 REED.C 
Commonuieal th Edison Co 3pp 24920 234 24X Flch* 30-4 96,04/03/83, 

0406140101 


—8406140104 IE Insp Repts 30-496/04-00 S« 30-457/04-00 on 040401-30 
None ompl lance noted failure to perform required fii-up insp 
fit take corrective action re welding insp. 

FORNEY. N Region 3t Office of Director 34/03/88 ISpp 
24983 289 24X FI che' 50-456. 84/09/82. 8406140101 


— 84082S0381 Requests withholding proprietary response to NRC questions 
on improved thermal design procedures fic rod bow, per 
I0CFR8 790 Affidavit AH-76-60 end 

NIEOEMANNrR A Uestlnghouse Electric Corp Q3/18/S7 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 0pp 26193 073 
24X Flche 50-000,84/08/13,8408220306 


8400280239 Discusses post-accident sampling sys being Installed to 
address NRC requirements In NUREG-0737, Item II B 3 High 
radiation sampling sys described In F6AR will be 
operational on each unit prior to Initial critical Ity 
TRAMM, T R Commonwealth Edison Co 04/03/13 DENTON. K R Office 
of Nuclear Reactor Regulation, Director Ip 26193 139 84X 

Fiche. 30-000, 84/00/13, 0408220239 


8408800275 Ooneric Ltr 84-20 to all licensees of operating reactors fi< 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions 8vc list end 

EI8ENHDT, D 0 Division of Licensing 84/08/20 Consolidated 
Edison Co of New York, Inc 17pp 26276 244 24X 

Fiche 50-000104/00/80,8408800275 


6408270116 Submits addl info re basis for proposed Tech Spec 
requirements on availability of Diesel Generator 2A during 
time Unit 8 under const 

TRAMM, T R Commonwealth Edison Co 04/08/Zl DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 26247 330 24X 

Fiche 90-000,84/08/21,0406870118 


8408300230 Requests detsfmination of eligibility of Site llKal79 for 
Inclusion in Natl Register of Historic Places Detailed 
info provided on end Natl Register of Historic Places 
inventory nomination forms W/o enct, 

YOUNGBLOOD, G U Licensing Branch i, 84/08/22 ROGERS* J interior, 
Dept of, National Park Service 2pp 26330.360 24X 

Flche 50-436.84/00/22,0400300830 


D NRC Draft/Final Environmental Statements, suppls & correspondence 


8408280151 Comments on FES for facilities Spoil islands in cooling pond 
should be revegetated if agreement between util fir Field 
Kueeum of Natural History not renewed 
FRANZ, N D, Environmental Protection Agency 84/08/14 
YDUNGBU0DD, G, J Licensing Branch 1 2pp 26100 074 84X 

Fiche' 50-436,84/08/14, 0408820151 


0408060810 Notification of 340731 meeting u/util in Silver Spring, MD 
to discuss safeguards info fit sacurity plan 

STEVENS, J A Li can sing Drench 1- 84/07/26 VOLPN(}BLOaDf B J 

Llcenalng Branch 1 4pp. 23936*133 24X Flche 90*‘456, 04/07/26, 

8403060210 


8408220243 Summary of 840731 meeting w/util in Silver Spring, MD re 
security plan imp lamente 1 1 on 

s NRC - No Detailed Affiliation Given 84/07/31 NRC - No 

Detailed Affiliation Given. 2pp 26203311 24X 

Flche: 90-000, 84/07/31. 0403280243 


B4O0O0Oi98 Forwards Amend 4 to "Fire Protection Rept, “ including 
detailed comparison of de s Ign, cons t, tes ting b maint 
practices against NFPA stds 

BWARTZ.E D Commonwealth Edison Co. 84/00/02 DENTON, H R. Office 
of Nuclear Reactor Regulation, Director 3pp 25963:001. 24X 

Fiche: 90-000, 84/03/02. 8403000190 


— 0408080205 Amend 4 to "Fire Protection ftept. " 

a Commonwealth Edison Co 84/07/31 129pp, 23983 004. 24X 

Flche. 50-000, 04/03/02, 0400000198 


0408130401 Responds to B40703 c lari# 1 cat 1 o-n of Info re util means of 
satisfying annual regulatory requirement to revla-ui emergency 
action levels u/nffsite emergency support organizations Info 
acceptable 

PAPER lELLO. C, J Region 3. Office of Director 04/00/07. REED, C 

Commonwealth Edtaon C« Ip 26010 130 S4X Flch e' 50-000, e4/03/07« 
B40B 130401 


— 8406130413 Responds to 840604 ltr re means for satisfying requirements 
of lOCPRSOfApp E, Paragraph JV. 3 Proposal for satisfying 
requirements to review emergency action levtii by offsite 
agencies clarified 

FARRAR, D L. Commonwealth Edison Co 34/07/09 PAPER lELLQ.C J 
Region 3. Office of Director. 8pp 26010 131 S4X 
Fiche 50-000, 84/00/07, 8403130401. 
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DOCKETED ITEMS 


0 Adjudicatory correspondence 


B4OBO10S0O Responds to request for listing of all attys not presently 
etnployed by NRC but tuho once uorked for Cocnmissian it had 
r eapons lb i 1 1 tes re facilities J Oallo uas chief hearing 
counsel during CP process Related correspondence 
KARMANiM Hearing Branch l DSD AB9 B4/07/25 DOCK, C A 
Affiliation Not Assigned Ip 29B34 352 24X Fichc S0-45d>. 

84/07/29. 640B010200 


940814D0SB Nation for leave to file response to Intervenor D Neiner 
Fartfts. Inc B407D9 status rept re Contention 4 concerning 
transport of haiardous matl near facility Contention 
Admissibility still pending before ABlQ 

COP^LANDrV 0 Com(nonLi;ealth Edison Co COPELAND. V 0 Isham. Lincoln 
tt Beale D8B 998 84/09/09 Atomic Safety and Licensing Board 

Panel Ip 2&044 194 S4X Riche 90-456.84/08/09.8400140020 


— G408140034 Response to Netnor Farms 840709 status rept re Contention 4 
concerning transport of haiardous matl near facility 
IntervenoT offers no netu substantial info Contention 4 
should be dismissed 

COPELAND. V 6 Commonuealth Edison Co COPELAND. V O I sham. 

Lincoln 6 Beals 84/08/09 Atomic Safety and Licensing Board 
Panel 6pp 26044 193 34X Fiche 50-456.84/08/09.8408140028 


— 8408140038 Affidavit of D Demos re possible future reactivation of 
Joliet Army Ammunitions Plant Notice of appearance U 
Certificate of Svc end 

DENQ5. D Commonuealth Edison Co 84/08/08 6pp 26044 201 24X 

Riche 50’*496. 04/08/09*8408 1 4002B 


K Utility Final Safety Analysis Report <F8ARi & amends 


G40B300053 Forward* affidavit attesting to distribution of RBAR Amends 
44 Cc 4S 

TRAHM. T R Commonwealth Edison Co 04/08/16 DENTQN. H R Office 
of Nuclear Reactor Regulation. Director 2pp 26307 236 84X 

Fiche 90-000.84/08/16.0408300053 


Q Inspection reports. IE Bulletins & correspondence 


B40813041S Forwards, for review. Rev 1 to "Evaluation of Energy 
Absorbing Natl for Pipe Whip Restraints." in response to 
IE !nsp Repts 90-454/83-06 90-49S/B3-09 

SNARTZ. E D Commonwealth Edison Co B4/04/13 KEPPLER* J 0 Region 
3. Office of Director 2pp 2fa0i 1 03B 24X Fiche 90-000.84/04/13. 

8408130415 


—B408130420 Rev I to "Evaluation Of Energy Absorbing Natl for Pipe Nhip 
Restraints " 

KAOrO C Sargent it Lundy. Inc 8AD-431 ROl 84/04/30 47pp 
26011 040 24X Fiche 90-000. 04/04/13. S40B130415 


0406140101 Forwards IE Insp Repts 50-456/04-00 8c SO-4S7/04-O0 on 
040401-30 tt notice of violation 

UARNICK.R P Region 3. Office of Director B4/05/22 REED. C 
Commonwealth Edison Co 3g p 24920 2B4 24 X Fiche 50-496.84/05/22. 

0406140101 


— B406140102 Notice of violation from insp on 040401-30 

WARNICK.R F Region 3. Office of Director 84/05/22 2pp 
24928 287 24X Fiche 50-456.04/05/22.8406140101 


— B406140104 IE Insp Repts 50-456/84-00 & 50-457/04-08 oti 840401-30 
Noncompliance noted failure to perform required flt-up insp 
t( take corrective action re welding Insp 
FORNEV.U Region 3. Office of Director 84/05/22 19pp 
2472B 209 24X Fiche 50-456.84/05/22.8406140101 


0400070338 Forwards IE Insp ftepts 50-456/04-14 U 50-457/84-14 on 
840612.15.20 6 21 No noncomp Uance noted 

LITTLE. W 8 Region 3. Qffice of Director 84/07/10 REED. C 
Commonwealth Edison Co Spp 25953.093 24X Fiche 50-456. B4/O7/10. 

840a07033B 


■B4QB070340 IE Insp Repts 90-456/04-14 tt 50-457/84-14 on B40612. iS. 20 Sr 
21 No noncompliance or deviations noted liaior areas 
tnipectcd allegations re deficiencies in design h 
Installation of HS/AC sys 

KEY. W J . DANIFLBQNi 0 H Region 3. Office of Director 84/07/17 
Upp 23953 095 24X Fiche' 50-456, 84/07/18. 8400070330 


0400000108 Forwards IE Insp Repts 50-494/B4-25. 50-459/04-10. 
50-456/84-11 6 90-457/84-11 on 840429 k 0522-23 No 
noncompl lance noted 

SPEBSARD.R L Region 3. Office of Director 84/07/10 REED. C 
Commonwealth Edison Co 2pp 25974 327 24X Fiche 50-000,04/07/18. 

8400080180 


— B40BOB0195 lE Insp Repts SO- 454/84-25. 50-459/84- I B. 50 456/84-11 k 
90-457 /04'-l i on 840425 5, 0922-23 No noncompliance noted 
Major areas inspected design calculations re primary shield 
wall 8. reactor pressure shield wall 

MUFFETT.J W . DANIELSON. D H Region 3. Office of Director 
04/07/18 4pp 25974 329 24X Fiche 50-000.04/07/18.8408080108 


0408060302 Forwards IE Insp Ropta S0-456/B4-07 k 50-457/84-07 on 
640326-0531 ^ notice of violation 

WALKER. R D Region 3. Office of Director 84/07/20 REED. C 
Commonwealth Edison Co 2pp 25936 056 24X Fiche 50-456.84/07/20, 

0400060302 


— B40B060303 Notice pf vinlation from map on 840326-0531 

WALKER.R D Region 3* Office of Director 84/07/20 2pp 
29936 050 24X Fiche 90-456.84/07/20.0408060302 


—8409060309 IE Inap Repts 90-456/84-07 k 50-497/04-07 on 040326-0931 
Noncompliances noted failure to establish 8< implement 
personnel train ing > fa i lure to provide adequate training k 
failure to Identify 6 correct nonconforming conditions 
0CHULZ.R . MALLOY. J . KRDPP. W Region 3. Office of Director 
04/07/20 9pp 29936 060 24X Fiche 90-496.04/07/20.8408060302 


0407290229 IE Info Notice 04-37. "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6- Engineering 
Response (Post 030103) 04/07/27 Consolidated Edison Co of New 

York, Inc 119pp 25065 047 24X Fi che 90-000. 84/07/27, 0407290229 


04O0O9OD49 Informs that 840730 const appraisal team insp postponed NRC 
will notify licensee of new insp date 

NDR6LIUB, C Region 3. Office of Director 84/07/27 REED. C 
Commonwealth Edison Co Ip 25992 332 24X Fiche 90-496.84/07/27. 

840B09004? 


0408070401 Informs that new sys of acknowledging receipt of licensee 
correspondence re noncomp 1 iance found during insp 
Inst ituted. effective 840820 Preprinted form will be used 
rather than Itr 

KEPPLER.JO Region 3. Office of Director 04/00/03 

Commonwealth Edison Co 3pp 29942 188 24X Fiche 50-000.04/08/03. 

0408070401 


0403100112 Ack receipt of B40723 Itr informing NRC of steps taken to 
correct noncompliance noted in 1£ Insp Repts 50-496/03-09 & 
50-457/83-09 

WARNICK. R F Region 3, Office of Director B4/O0/O3 REED, C 
Gom/nonwealth Edison Co Ip 29991 030 24X Fiche 50-456,04/08/03. 

8408100112 


—8409100119 Responds to NRC 840507 Hr re nonconformance noted In IE 
Insp Repts 90-496/83-09 & 90-497/83-09 Corrective actions 
nonconformance rept ulll be written, requesting engineering 
disposition of lack of Pit-op Insp of duct hanger welds 
SWARTZ. E D Commonwealth Edison Co 84/07/23 KEPPLER.J 0 
Region 3, Office of Director 2pp 25991 031 24X 

Fiche S0--456. 04/08/03, 8400100112 


0400010333 IE Info Notice 04-59, "Deliberate Circumventing of Station 
Health Physics Procedures " Bve list end. 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/0B/06 Consolidated Edison Co of Neui 

York, Inc 122pp 26068 001 24X Fiche 50-000,04/00/06,0400010333 


8406010337 IE Info Notice 84-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " 8vc list end 
JORDAN, E L Division of Emergency Preparedness 1, Engineering 
Response (Post 830103) 84/00/06 Consolidated Edison Co of New 

York, Inc I23pp 26067 150 24X Fiche. 50-000. 04/00/06. 8400010337 


0400290949 Forward* Insp Repts 90-496/04-13 k 90-457/84-13 on 
640609-0706 k notice of violation 

tJARNiCK.R F Region 3. Office of Director 64/00/07 REED.C 
Commonwealth Edison Co 2pp 26296' 196 24X Fiche 90-456. 04/OB/O7, 

8408290949 


— 8408290553 Notice of Violation from insp on 840605-0706 

WARNICK, R F Region 3, Office of Director 84/00/07 2pp 
26296 198 24 X Fiche 90-456,04/08/07.0408290549 


—8408290561 Insp Repts 30-456/04-13 k 50-457/84-13 on 040605-0706 
Noncompliance noted procurement documents did not specify 
that provisions of Part 21 apply for heat shrink tubing k 
failure to control weld rod for cable pan welding 
FORNEY. W L Region 3, Office of Director 84/OB/06 20pp 
26296 160 24X Fiche 50-456,84/08/07.0408290949 



DOCKETED ITEMS 


8^08070130 [E Info Notice 04-61. "Overc * p osure of Diver jn PWR 
Refueling Cavity ” Bvc list end 

JDRDANi E L Division of Emergency Preparedness 4 Engineering 
Response (Post 0301031 G4/0B/0S Consolidated Edison Co of New 

York. Inc laOpp 26129 110 24X Fiche 50-000.04/08/00.0408070120 


□408140344 Confirms 040003 plans to meet w/util on B40907 in 
Olen Ellyn. IL to discuss regulatory improvement program 
NORELIUS, C E Region 3. Office of Director 84/08/08 REED. C 
Commonuealth Edison Co 2pp 26041 050 24X Fiche 50-000.04/06/08, 

8408140344 


0400150090 Suppls 040711 response to lE Bulletin 04-02 re visual Insp 
during monthly functional tests to verify proper contact on 
reactor trip sys & primary containment isolation sys relays 
Exemptions req.uested for listed relays 

ALEXANDER. 0 L Commonuealth Edison Co 84/00/00 KEPPLER. J O 
Region 3. Office of Director 3pp 26067 053 24X 

Fiche 50-000.04/00/08,0400150090 


8400200331 Buppls response to IE Dulletin 84-02 re failure of OE Type 
HFA relays Exemption requested from commitment for visual 
insp verifying proper relay contact during monthly 
functional check for listed relays 

ALEXANDER, O L Commonuealth Edison Co B4/O0/OS KEPPLER, J G 
Region 3i Office of Director 3pp 26132 318 24X 

Fiche 50-000.04/00/00,0400200331 


Q40B070376 IE Info Notice 84-62. "Therapy Ni sadmini strati ons to 
Patlonts Undergoing Co-60 Tcletherapy Treatments " Sve 
list enc 1 

GRACE, J N Division of QA. Safeguards 8< Inspection Programs <Po9t 
030103) 84/08/10 Consolidated Edison Co of Neu York. Inc 

125pp 26130001 24X Fiche 50-000.84/00/10.8408070376 


0400100009 IE Info Notice 84-63. "Defective RHR Replacement Piping " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness S* Engineering 
Response (Post B301031 84/00/13 Consolidated Edison Co of Neu 

York, Inc U9pp 26197 218 24X Fiche 30-000,84/00/13.8400100009 


0400220079 Documents schedule for submitting inservlce insp (ISI) 
programs Commitment ui 1 1 be incor po-ratod into FSAR in next 
amend I8I program ui 1 1 be submitted within 6 months after 
issuance of OLs 

TRAMM. T R Commonwealth Ed i son Co 04/08/13 DENTON. H R Office 
of Nuclear Reactor Regulation. Director Ip 26193 251 24X 

Fiche 50-000, 04/00/13. 8408220079 


0408300118 Forwards Insp Repts 50-456/04-19 50-457/04-lB on 

040711-12 No noncompliance noted 

SPEB8ARD. R L Region 3. Office of Director 84/08/14 REED. C 
Commonwealth Edison Co 2 pp 26307 213 24X Fiche 50-456,04/00/14, 

8408300110 


—0400300121 Insp Repts 50-456/84-19 it 50-457/84-10 on 840711-12 No 
noncomp 1 lance or deviations noted Major areas Inspected 
licensee action on previously identified items 
OAUTAM. A 8 , TANI. K . HAWKINS. F Region 3, Office of Director 
84/00/14 Bpp 26307 217 24X Fiche 50-456,84/00/14.0408300118 


0400100030 IE Info Notice 04-64, "DWR HPCI Initiation Seal-In It 
Indication " Sve list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 04/08/15 Consolidated Edison Co of New 

York, Inc I04pp 26190 093 24X Fiche 50-000,84/00/15.8408100038 


8408210342 Ac k receipt of 840731 1 tr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-456/84-09 St 
50-457/04-09 

WARNICK.R F Region 3, Office of Director 04/08/15 REED, C 
Commonwealth Edison Co 2pp 26180 1B9 24X Fiche 50-456,84/08/15. 

8408210342 


— 0400210358 Responds to NRC 840702 Itr re violations noted in IE Inap 
Repts 50-456/84-09 & 50-437/84-09 Corrective actions Util It 
Sargent St Lundy developing qualitative Si quantitative 
clearance info to be included In contractor spec 
FARRAR, D L Commonwealth Edison Co 84/07/31 KEPPLER, J 0 
Region 3. Office of Director bpp 26180 191 24X 

Fiche 50-456,84/08/15.0408210342 


0408100021 IE Info Notice 04-65. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list encl 

JORDAN. E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 04/08/16 Consolidated Edison Co of New 

York. Inc llflpp 26198 001 a4X Fiche 50-000.84/08/16,8408100021 


0408100033 IE Info Notice 04-66. "Undetected Unavailability of 
Turb i no-Dn ven Auxiliary Feedwater Train. " Sve list one! 

JORDAN. E L Division of Entargency Preparedness & Engineering 
JSesponse (Post 830103) 84/08/17 Consolidated Edison Co of Neu 

York. Inc 120pp 26276 001 24X Fiche 30-000.04/08/17.8408100055 


8400140208 IE Infd Notice 84-67. "Recent Snubber Inservice Testing W/ 
High Failure Rates " Sve list encl 

JORDAN, E L Division of Emergency Preparedness & Engineerlna 
Response (Post 830103) 84/08/17 Consolidated Edison Co of New 

York. Inc isapp 26276 122 24X Fiche 50-000.04/08/17.8408140200 


0408210142 IE Info Notice 84-60. "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves ■' Sve list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/00/21 Consolidated Edison Co of New 

York. Inc 1 1 5pp 26329008 24X Fiche 30-000.04/08/21,8400210142 


8 Reportable occurrences. LERs 6 related c orro sp and enc e 


8407100002 Final Doficiency Rept 84-07 ro concrete expansion anchor 
installation Initially reported on 040311 Daflclencies will 
be rauarlc ed. per Sargent ti Lundy requirements & contractors 
uilll contact company for installation instructions 

SWARTZ, E D CammDnueal th Edison Co B4/06/li KEPPLER. J 0 Region 
3, Office of Director 2pp 25512 146 24X Ficbe 50-456,04/06/11. 

8407100002 


8407310030 Board Notification 84-134 forwards JF Streeter 840711 memo 
to DO Elsenhut re steam generator snubber testing failures 
Insp repts documenting results of testing it applicant 
r eeva I uat Ian efforts will be forwarded to Board 

NOVAKiT N Assistant Director for Licensing B4/07/27 SMITH. I W 
Atomic Safety and Licensing Board Panel Spp 25936 033 24X 

Flcha 50-000.84/07/27,0407310030 


— 04OBO6O344 Discusses steam generator snubber testing failures Snubbers 
made by Boeing Co Vendor Program Branch will be notified 
Results of testing U applicant reevaluation efforts will be 
documented In IE insp repts 

STREETER. J F Region 3, Office of Director 04/07/H 
EISENHUT. D 0 Division of Licensing Ip 25936 035 24X 

Fiche 50-000,84/07/27.8407310030 


0406130231 Interim Deficiency Repts 84-05 Sk B4-11 re unsatisfactory 
operation during qualification testing of steam generator 
snubbers supplied by Boeing Co Initially reported on 040620 
Next rept expected by 840901 

SWARTZ. C D Commonuealth Edison Co 64/07/31 KEPF^LER. J 0 Region 
3. Office of Director 4pp 2600B f94 24X Fiche SO-OOO. 04/07/31. 

8408130231 


0400300044 Interim Deficiency Rept 84-04 re out of tolerance 
radiographic film densities Initially reported on 840306 
Pipe welds u/rad 1 ograp htc film records exceeding density 
requirements are being rerad i ograp hed & repaired 

SWARTZ. E D Commonwealth Edison Co 64/08/16 XEPPLER. J 0 Region 
3. Office of Director 3pp 26307 069 24X Flch e' 50-456, a4/0&/l6i 

8408300044 


8408300214 Final rept of Deficiency 84-06. NCR 604 re leak In recycle 
holdup tanks DAODITA It OADOlTD Initially reported on 840413 
Rev of tank design procedures to utilize butt ueltf 
const for tank bottom underway 

aWARTZ. £ D Commonwealth Edison Co 84/08/16 KEPPLER, J O Region 
3, Office of Director 2pp 26307 052 24X Fiche 50-456.84/00/16. 

84083002 1 4 


V Dperator Examinations 


0400140372 Forwards proposed rev to "Re qual 1 # Icatlon Program for 
Licensed Operators. Ben 1 or Operators L Scnlar Operators 
(Limited)," in response to NUREO-0737, item 1 A 3 1 
NARGHALL. JO Commonwealth Edison Co 84/00/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 26051 240 
S4X Fiche 50-000.84/08/07.8408140372 


— 0408140389 "Requal 1 f icatlon Program for Licensed Op era t or i, Beni Dr 
Operators Senior Qperators (Limited)," 

a Commonwealth Cdison Co. 84/07/19 lOpp 26051 242 24X 

Fiche 50-000,84/08/07,8408140372 


8408140426 Frovides address for transmitting all operator licensing 
correspondence to Region III ofc, except info for examiners 
WALKER, n D Region 3. Office of Director 04/OB/iO Michigan, 
Unlv of. Ann Arbor. MI 2 pp. 26051 I9B 24X Fiche 50-000. 
84/08/ 1 0« 8408 1 40426 
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docket &0-4SB RIVER ElEND STATION, UNIT 1 


A App 1 1 cat lon/t nrtstr-uc tion stage documents it corr esp^ndenc a 


Q40Q030043 Ack receipt 840621 Itr transmitting current description 
of OA program 

JOHNSON, E H fleglnn 4, Office of Director 04/07/30 CAHILL, M J 
Gulf States Utilities Co Ip 20907 030 24X Fiche 30-458, 

84/07/30, B40a03004t} 


8400060023 Notifies that final submittal re containment Issues 
raised by Humphreys will be provided by 841013- 
BOOKER, J E Gulf States Utilities Co 84/07/31 DENTON, H R 
Office of Nuclear Reactor Reguiatloni Director Ip 29933 182 24X 

F 1 Che 50-458, 84/07/31, 8408060028 


8408160386 Forwards master lists for categories of NSBS tc balande-of- 
plant equipment, Inc lud 1 ng NS58 electrical equipment 
requiring qualification per 10CFR50 49 *< aelsmic Category I 
safety-related NS6S equipment 

BOOKER. J E Oulf States utilities Co 84/07/31 DENTON, H R 
Office of Nuclear Reactor Regulation. Director BSpp 560Q9 036 
24X Fiche 50-458,84/07/31.8403160306 


— B40B160390 "OE Plant Piping Analysis II, Design Hema 150-96 “ 

NOUYEN,M , YEH, N . BINHA, U N General Electric Co 84/01/13 
223pp 26009 124 24X Fi che 50-490, 84/07/31, 04001 603&6 


8408140421 Fortifards final response to Sections 1 1,2 1,2 2 (< 4 5 of 
Generic Ltr 83-28, '^Required Actions Based on Generic 
Imp 1 lea tiont of Salem ATNS Events " Response to Sections 3 1 
tc 3 2 mill be provided prior to fuel load 

SOOKERiJ E Gulf States Utilities Co 84/08/03 EtSENMUT, 0 O 
Division of Licensing 21pp 26051 081 24X Fiche 50-490,84/08/03, 

840 8140 421 


— 0408140423 *"VendoT Equipment Technical Info Program," on Generic Ltr 
83-20, Section 222 

* Nuclear Utility Task Action Committee 04/03/31 47pp 
26051 102 24X Fiche 90-490.04/08/03,8408140421 


8408070110 Generic Ltr 84-19 to ail licensees of operating reactors, 
applicants for OLs & holders of CPs re eva i lab 1 1 iti^ of 
Suppl 1 to NUREO-0933. "Pr lor 1 tl lat i on of Generic Safety 
Issues ’* 8vc list end 

E18ENHUT,D 0 Division of Licensing 04/OB/O6 Consolidated 
Edison Co of New York, Inc lapp 26129 238 24X 

Fiche 90-000,84/08/06,8408070110 


840B210490 Forwards operating shift experience tables, per DO Eisenhofc 
840931 request Info updates 840306 ltr Shift advisors will 
not be used to augment operating staff 

DQDKER.J E Gulf States Utilities Co 84/00/13 DCNTDNi H R 
Office of Nuclear Reactor Regulation, Director 6pp 26140 020 
S4X Fiche 50-498,84/08/13,0408210490 


840B20087S Generic Ltr 04-20 to all licensees of operating reactors 
applicants for OLs re scheduling guidance for licensee 
Submittals of reloads that Involve unreviewed safety 
questions Sve list end 

EI0ENHUT#D G Division of Licensing 84/00/20 Consolidated 
Edison Co of New York, Inc i7pp. 26276 244 24X 

Riche' 90-000,84/08/20, 0408200279 


9400290338 Forwards request for addl Info re 040416 application for 
Hcanee to store unirradlated fuel onsite Attempt will be 
made to process application by 841201 If info reviewed by 
040924 

BJD1NGER,0 M Uranium Fuel Licensing Branch 84/00/22 BOOKER, J E 
Gulf atatee Utilities Co 2pp 26311 300 24X 

Riche 90-490,04/00/22.8408290338 


8408310132 Act receipt of ltr re design & const problems at facility 
Addl info needed to investigate problems completely 
Telcon requested. 

JOHNSON, E H, Region 1, Office of Director 84/08/24 TAVLDR, H P 
Affiliation Not Assigned Ip 26322 108 24X Fiche 50-498, 

04/08/84. 8400310132 


C Utility Environmental Report <ER), amends S< correspondence 


8408240486 Interim Deficiency Rapt DR-220 re license indications on 
valve seats of cyclinder leads in standby diesel generators 
supplied by TOI interim or final status npt tiiill be 
subnittsd by 041101 

BOOKER, U E Oulf States Utilities Co 84/00/13 COLLINS, J T 
Region 4. Office of Director Ip 26237 120 24X 

Riche* 90-450, 84/00/13# 8408240426 


D NRC Draft/Final Env i rannental Statements, suppls it correspondence 


8408220325 DRAFT ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
RIVER BEND STATION Docket No 90-458 (Gulf States Utilities 
Company U Cajun Electric Power Cooperative) 

S Division of Llrensing NUftE0-i073 04/07/31 249p p 26199001 

24X Fiche 50-438,04/07/31,8400220325 


8408200340 Forwards DE8 (NURE<}-1073) b FR notice of availability W/o 
DES 

acHWENCER.A Licensing Branch 2 04/08/09 CAHILL, W J Oulf 

States Utilities Co 2pp 26143 285 24 X Fiche 50-450.84/08/09, 

8408200540 


—8408200946 Notice of availability of DES (NUHeG-1073) Related 
correspondence 

SCHNENCER.A Licensing Branch 2 84/08/09 2pp 26143 287 24X 

Fiche 50-458.84/08/09, 0408200540 


0400200552 Forwards DES <NUR£0-i073) & FR notice of issuance & 
availability M/o DES 

SCHUENCER,A Licensing Branch 2 84/00/09 HIRSCH. A 

Environmental Protection Agency 2pp 26143 277 24X 

Fiche 50-430,84/00/09.8408200552 


B40B220164 Forwards DES L PR notice re facility operation for review h 
comment W/o DES 

BCHWENCERi A Licensing Branch 2 84/00/09 WOOD, J M Commerce, 

Dept of, Natl Oceanograph i c & Atmospheric Administration 5pp 
26212 001 24X Fiche 50-458,64/00/09.8408220164 


0400280434 Forwards DES CNUREO-10731 6 FR notice of issuance Comments 
due 45 days after FR publication W/o DES 

6CHWENCER, A Licensing Branch 2 04/00/09 Louisiana, State of 

ip 26209 336 24X Fiche 50-450,84/00/09.0406220434 


0400230412 Ack receipt of DES 6 submits no comment 

MIRANDWSKI.J A Agriculture, Dept of 84/00/17 SCHWENCER, A 
Licensing Branch 2 Ip 26205 240 24X Fiche 90-450.04/08/17, 
840B23041S 


E NRC Safety Evaluation Report (SEH), suppis 6 correspondence 


B4OBO7O2O0 Notification of 840007-09 meetings w/util in 
St Franc 1 svi 1 le, LA to discuss instrumentation & controls 
6ER open U confirmatory items 

WEIKAM, E J Licensing Branch 2 04/07/24 SCHWENCER, A Licensing 

Branch 2 4pp 29957 060 24X Fiche 50-450,84/07/24,0400070200 


8408000249 Notification of location change for 840007-09 meetings 
til/util L G£ in San Jose.CA to discuss instrumentation & 
controls 8ER open U confirmatory Items Meeting originally 
Bchffduled to be held in St Franc i svi 1 1 e, LA 

WEINKAHiE J Llceneiny Branch 3 84/07/24 SCHWENCER, A Licensing 

Branch 2 3pp 29970 316 24X Fiche 50-4 58,04/07/24 , 84 0 0000249 


0408060147 Forwards response to close out Item 17 of SER, Table 1 3, 
"Listing of Outstanding Issues " Changes will bo 
incorporated in future F8AR amend 

BOOKER, J E Gulf States Utilities Co 84/07/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 29923 304 
24X Fiche 50-458,84/07/30,0408060147 


8400140340 Forwards suppl to 840622 response to 8ER Confirmatory 
Item 3 re sve water tunnel Changes to F8AR, Section 25411 
8( Table 2 9-16 to be included in future amend end 
BOOKER, J E Gulf States Utilities Co 84/08/0? DENTON, H R 
Office of Nuclear Reactor Regulation, Director 5pp 26042 319 
24X Fiche 50-450,84/08/09,8408140340 


0400310172 Forwards responses to 6ER Outstanding Issue 18 8, 
Confirmatory Itom 59 St 040620 ltr re emergency action levels 
l( rmergency medical assistance program 

BOOKER, J E Oulf States Utilities Go 84/08/14 DENTON, M R 
Office of Nuclear Reactor Regulation, Director 29lpp 26316 001 
24X Fiche 90-498,84/08/14,8400310172 


F Security, medical, emergenev fire protection plans 


840BL60911 Forwards IE Xnsp Rapt 90-450/84-13 on 840604-08 No 
violations or deviations noted 

JOHNSON, E H, Region 4, Office of Director 04/07/30 CAHILL, W J 
Oulf States Utilities Co 2pp 26108* OOl 24X 
Fiche 50-450, 04/07/30, 040816051! 
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--04OS16O915 IE Inap Rept 50-450/04-12 on 040604-08 No /lolations pr 
deviation* noted Major areas inapacted radiological environ 
monitoring program^ including or gam. zation & mg t controlSi 
training qualifications Sc equipment V supplies 
BAERiR E I WIBE.R .. MURRAY* 0 Region 4i Office of Director 
84/07/30 8pp 26100 003 24X Flche 50-430.04/07/30,8400160311 


B4O031O172 Roruarda rcaponaos to SER Outstanding Issue IB it 
Confirmatorg Item 39 £< B4062O Itr re emergency action levels 
6 emergency medical assistance program 

BOOKER, J E OulF States Utilities Co 84/00/14 DENTON> H R 
Office af Nuclear Reactor Regulation, Director S91pp 26316 OOl 
24X Flche 50-438,04/08/14.8400310172 


0400240194 Foruarda comments on Rev 2 to physical security plan 
submitted on 840307 Comments identify concerns re upgrading 
or changes to plan to satisfy regulatory requirements End 
withheld Iref iOCFR73 21) 

SCHWENCER.A Licensing Branch 2 84/08/20 CAHILL. W J Oulf 

States Utilities Co Ip 26227 334 24X Flche 50-450,84/00/20. 

□400240194 


8400270003 Forwards Inap Rept 30-438/64-20 on 040717-20 No violations 
or deviations observed 

JOHNSON. E H Region 4. Office of Director 04/08/20 CAHILL. W J 
Oulf States Utilities Co 2p p 2624? 001 24X 

Fi c h e 50-450, 84/O0/2Oi 840S270003 


—0400270007 Inap Rept 30-450/04-20 on 840717-20 No violations or 
deviations Identified Major areas inspected security plan 
& implementing procedur es, mgt. personnel «« access control 
Details withhold (ref 10CFR73 21) 

EVANS, C A , HALL.R E . JAUDON. J P Region 4, Office of Director 
84/06/20 Ip 26247 003 24X Fiche 50-458, 04/08/20, 8400270003 


0 Adjudicatory correspondence 


0408010241 Forwards FSAR U environ rept - OL stage, updated through 
840701, per 840622 request W/o ends Related 
correspondence 

BOOKER, J E Oulf States Utilities Co D5G 661 04/07/12 

COTTER, D P Atomic Safety and Licensing Board Panel , Ip 
25856 009 24X Fiche 50-430,04/07/12, 0408010241 


8408010210 Notice of appearance in proceeding Certificate of Syc end 
DAVIS, W 0 Louisiana, State of DBD 666 64/07/24 3pp 

25056053 24X Fiche 50-438.04/07/24,8408010210 


B40B01024S Requests that HJ Ouste S( ID Lindsey he removed from sve 
list 

DAVIS, M 0 Louisiana, State of DSQ 667 84/07/24 Docketing L 

Services Branch Ip 23856 005 24X Fiche 50-438,84/07/24, 

G40B010245 


8400010250 Answers to first set of interrogatories S< respons-e to 
request for production of documents Certificate of Sve enc I 
Related correspondence 

WATKINS, L D Joint Intervenors - River Bend WATKINS, L B Watkins, 
L D DSD 654 84/07/24 Oulf States Utilities Co lOpp 

25854 168 24X Flche 50-458 , 84/07/24,8408010258 


8408070390 Responds to 840706 questions re NRC board notification 
procedures, sped fi cal 1 V Ooard Notification 64-062 Info 
contained in notification will be included in GBER Related 
correspondence 

DEWEY. L 8 Hearing Branch 3 DSD 815 04/00/02 MCNEILL, J D 

Louisiana, State of 2pp 25945 267 24X Fiche 50-458,84/08/02, 

8400070390 


0408140458 Answers to applicant first set of interrogatories re 
Contentions 1^2 Related correspondence 

MCNEILL, J D Louisiana. Statu of DSD 014 04/00/13 Oulf 

States UtlliCUs Co 7pp 26060 353 24X Fiche 50-458,84/08/13, 

8408140450 


M Antitrust correspondence 


Q40B290342 Forwards updates suppls to 830915 Itr providing info 
showing significant changes since CP antitrust r»vlew which 
render info provided by util in 19B1 outdated & deficient, 

SPIEGEL, O , OUTTKANrD Spiegel U McDlarmid 04/02/03 REGAN, W 
Site Analysis Branch 88pp 26209 247 24X Flche 50-450,84/02/03, 

8400290342 


8400090519 Expresses appreciation for assistance In antitrust OL 
review re dealings among bulk power suppliers In State of 
LA 

LAMBE, W Site Analysis Branch 04/08/01 WILLIS, E.H St 
Martinvtlle, LA Ip, 25983 1 07 24X Flche 90-458,04/08/01, 

8400090519 


B4D613D480 Summary of 840002 telcon u/L Campisi re status of antitrust 
d i scuss i ons/neget iat 1 ons between city of Abbeville. LA Qu I f 
States Utils concernlngi possible transmission agreement 
between two sys 

LAMBE.W Site Analysis Branch 04/00/07 Site Analysis Drntich 

Ip 26040 361 24X Fiche 50-450,84/08/07.8408130408 


8408130580 Expresses appreciation for insight into various 
relationships among power sys in State of LA re NRC 
antitrust QL review 

LAMBE.W Office of Nuclear Reactor Regulation, Director 04/00/07 
CAMPIS,L J Abbeville, LA Ip 26038314 24X 

Fiche 30-453.04/08/07,0408130580 


8408130609 Ack telcon in which insight into various relationships among 
power supply sys In State of LA helpful to antitrust CL 
review 

LAMBE.W Site Analysis Branch 84/00/07 CAMPI8I.L J Abbeville, 
LA Ip 26036357 24X Flche 50-458,84/00/07,8408130609 


8408150390 Discusses telcon w/Mayor E Willis of Bt Mar t i nvi 1 I *, L A re 
allegations of util ant 1-compat itive behavior City had 
difficulty obtaining wheeling rights over util transmission 
lines Power delivery agreement recently negotiated 
LAMBE.W Site Analysis Branch B4/0Q/07 Site Analysis Branch 
Ip 26105 010 24X Flche 50-458,04/08/07,8408150390 


Cl Inspection reports, IE Bulletins L correspondence 


B40Q100106 Provides status rept re IE Bulletin 03-06, "Nonco nf orming 
Metis Supplied by Tube Line Carp Facilities at Long Island 
Cl ty, NYi Houston, TX Carol Stream, IL ” Stub ends found on 
flex hoses for main steam & relief valve syi 

DOQKER, J E Gulf States Utilities Co 04/04/16 CCLLINS.J T, 
Region 4, Office of Director 3pp 25991 011 24X 

riche 90-450,04/04/16,0408100108 


8408160495 Ack receipt of 040923 Itr informing NRC Of steps taken to 
correct violations noted in IE Insp Rept 9O-450/S4— 08 
Corrective actions will be reviewed during future Insp 
JOHNSON, E H Region 4, Office of Director 84/06/20 CAIfILL.W J 
Oulf States Utllltlas Co Ip 26107 280 24X Flche 50-458, 

84/06/20, 8400160499 


— 0408160457 Responds to NRC 840914 Itr re violations noted in IE Insp 
Rept 50-450/84-08 Corrective actions Procedure RDPP-e 1 
amended to clearly state that reviewer w/o comments need not 
sign & return control form to licensing group 

WE10AND#J G Gulf States Utilities Co 84/09/29 COLLINS, J T 
Region 4, Office of Director 4pp 26107 281 a4X 
Flche 50-458,04/06/20,8408160455 


8408100068 Submits final response to IE Bulletin 03-06. ''Wonconf ormlng 
Metis Supplied by Tube-Line Corp Facilities at Long Island 
G 1 ty, NY, Houston, TX 4c Carol Stream, lU " No Tube Line mat! 
supplied through TVA 

□ ODKER, J, E Gulf States Utilities Co 64/07/02 COLLINS, J T 

Region 4, Office o-f Director 2fP 29990 182 24X 

Flche 50-498,84/07/02,3406100060 


8408090090 Forward IE Insp Rept 50''45B/B4-ia on 340501-31 No 
Violations or deviations identified 

JOHNSON.E H Region 4, Office of Director 64/07/10 CAHILL, W U 
Oulf States Ulllltloi Co fipp. 23992 227 a4X 
Fiche 90-498, 04/07/10, B4080 90090 


— B40B090099 IE In«p Rept 50-450/64-10 on 640501-31 No Viola tlons or 
deviations identified Major areas inspected reactor pressure 
vessel sgs hydro act ivi 1 1 e s* punch list program, IE bulletin 
followup 4( diesel generator testing 

CHAMBERLAIN, D , UAUDONi J F Region 4, Office of Director 
04/07/09 lOpP 39992 229 24X Flche 90-4 50,84/07/10,0406090090 


0408280192 Forwards IE Insp Rept 90-458/04-06 on 040430-0904 No 
violattons or deviations noted 

JOHNSON.E H Region 1. Office of Director 64/07/19 CAHILL, W J 

Oul# States Utilities Co 8pp 86180 076 24X 

Flche 90-498,84/07/19.6400220192 


— 0408220157 IE In*p Rept 50-450/64-06 on 840430-0904.^0 violations 
noted Major areas inspected radiation protection program 
including arganl xatlon, mg t controls, staff ing , qual If lent 1 ons, 
training programs eelected NUREO-0737 action items 
CHANEY.H D , HURRAY, B. , JAUDON, J P Region I, Office of Director 
84/07/ie 26pp 26168078 24X Fiche 50-450,04/07/19,0406220152 


8407250239 IE Info Notice 84-97, "Operating Experience re Moisture 
Intrusion In Safety-Related Electrical Equipment at 
Commercial Pauer Plante ’* Sve list end, 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Past 0301031, 84/07/27. Consolidated Edison Co. of New 

York, Inc il9pp. 25869 047, 24X Flche 50-000,84/07/27,0407250229. 
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04O8O6O4tS Summdr^ of 040501 meeting <j/ut 1 1« R ockuel I h EO&O Idaho in 
Bethe&daiMD re recording of ultras-anlc indications in piping 
s^ijo susceptible to lOSCC & exams of reactor vessel feeduater 
inlet noiilBs 

MEINKAMi E J 1_lcenslng Branch 2 G4/07/30 Licensing Branch 2 

12pp 25951 130 24X Flche 50-43Q. 84/07/30- a4OB0AO4 12 


84081^10230 Forwards Insp Rept 50-458/04-11 on 8406^5-29 No 
violations or deviations noted 

JOHNSON* £ H Region 4. Office of Director 04/07/30 CAHILL. W J 

Oulf States Utilities Co 2pp 26106 220 24X 

Fiche 50-45B. 84/07/30. 040B1 60230 


— 8408160237 IE Insp Jiept 50-450/84-11 on 040635-29 No violations or 
deviations no-ted iiajor areas inspected operatianal staffing, 
personnel 4 ua 1 if Ication & training 

NURPHYrM E . HARBUCK. C C . IRELAND, R E Region 4, Office of 
Director 84/07/27 0pp 26106 222 24X Fiche 50-450.84/07/30. 

8408160230 


8408160511 Foriiiarda lE Insp Rept 50-458/04-12 on 840604-00 No 
violations or deviations noted 

JOHNSON, E H Region 4. Office of Director 04/07/30 CAHILL, W J 

Gulf States Utilities Co Spp 26100 ODl 24X 

Fiche 50-450,84/07/30.8408160511 


— 840^160515 IE Insp Rept 50-458/84-13 on 840604-08 N« violations or 
deviations noted .Major areas inspected radiological environ 
monitoring program, inc lud 1 ng organliation & mgt controls, 
training 41 /al if i cat i ons tc equipment & supplies 
BAeR,R E . WI 8 E,R , MURRAY.B Region 4. Office of Director 
84/07/30 8 pp 26108 003 24X Fiche 50-458,84/07/30,8408160511 


0408290103 Forwards Insp Rept 50-45a/a4“17 on 840625-29 No violations 
ar deviations noted 

JOHNSON, E H Region 4, Office of Director 84/07/31 CAHILL, W J 

Gulf States Utilities Co 3pp 26298 005 24X 

Fiche 50-458. 84/07/31, B40B290103 


— 8408290108 Insp Rept 50-450/84-17 on 040625-29 No violations or 
deviations noted Major areas Inspected const site tour, 
electrical terminations, QC personnel training records 6 OA 
procedures re pulling U termination of electrical cable 
BESSpJ E . JAUDON. J P . HUNNiCUrr, D M Region 4, Office of 

Director 64/07/27 6 pp 2629Q 007 24X Fiche 50-450,84/07/31. 

8408290103 


8408200290 Forwards IE Insp Rept 50-450/84-13 on 840517-0616 No 
violations noted 

JOHNSON, E H Region 4, Office of Director 04/08/02 CAHILL, W J 

Gulf States Utilities Co 2pp 26140 092 24X 

Fiche 50-450. 84/08/02. 8400200290 


— 8408200292 IE Insp Rept 50-4 50/04-13 on 840517-0616 No violations 
noted Major areas inspected licensee actions on previous 
f inding s, def i c ienc g repts«slte tours, elec trica 1 cable 
quali fi cation, safety concern program 6 allegation review 
FARRELL, R E , JAUDON, J P Region 4, Office of Director 04/08/02 
7pp 26140 094 24X Fiche 50-450,84/08/02,8408200290 


8400200316 Forwards IE Insp Rept 50-450/84-16 on 840709-15 t» notice of 
violation 

JOHNSON, E H Region 4, Office of Director 04/08/02 CAHILL, M J 

Gulf gtates Utilities Co 2pp 26140 114 24X 

Fiche 50-458,84/08/02,8408200316 


— 8408200321 Notice of violation from insp on 840709-15 

* Region 4. Office of Director 84/08/0 2 2pp 26140 116 24X 

Fiche 50-458,04/08/02,8408200316 


--04OB2OO326 IE Insp Rept 50-458/84-16 on 840709-13 Noncompl lance noted 
failure to effectively control design draiuings t, specs 
MCNEILL, W M , JAUDDN, J P Region 4, Office of Director 84/00/02 
4pp 26140 ilB 24X Fiche 50-450,84/00/02.8408300316 


0408010333 IE Info Notice 04-59, “Deliberate Circumventing of Station 
Health Physici Procedures “ Bve list end 

JORDAN, E L Division of Emergency Preparedness h. Engineering 
Response (Pest 830103) 84/00/06 Consolidated Edison Co of New 

York, Inc I22pp S6068 OOl 24X Fiche 50-000,04/08/06,8408010333 


0408010337 IE Info Notice 84-60, “Failure ef Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN, E L Dlvislun of Emergency Preparedness It Engineering 
Response (Pest 030103) 84/08/06 Consolidated Edison Co of New 

York, Inc I23pp 26067 150 24X Fiche 50-000*84/08/06,0400010337 


8408100033 Forwards QA Prograin Insp Rept 99900743/84-01 on 840821, for 
Info It action Return receipt requested W/o end, 

JOHNSONrE H Region 4, Office of Director 04/08/06 CAHILL, W J 

Gulf States Utilities Co 2pp 25990 160 24X 

Fiche 50-450,04-/08/06,8408100033 


8400070120 IE Info Notice 84-61. “Overeiposure of Diver in PWR 
Refueling Cavity '' Sve list end 

JORDAN. E L Division of Emergenry Preparedness I- Engineering 
Response (Post 830103) B4/08/0S Consolidated Edison Co of New 

York. Inc I20pp 26129 110 24/ Fiche 50-000,04/00/08.8400070120 


B40Q070376 IE Info Notice 04-62. “Therapy Misadmin i strati ons to 
Patients Undergolh-g Co-60 Teletherapy Treatments " 8 vc 
list enc 1 

grace. J N Division of QA, Safeguards ^ Inspection Programs (Post 
830103) 04/00/10 Consolidated Edison Co of New York. Inc 

ISSpp 26130 001 24X Fiche 50-000.84/08/10.8400070376 


0400140091 Ac k receipt of 040604 Itr informing MRC of steps taken to 
correct violations noted in IE Insp Rept 50-458/04-02 
JOHNSON, E H Region 4. Office of Director 04/00/10 CAHILL* N J 
Gulf States Utilities Co Ip 26044 358 24X Fiche 30-450. 

84/00/10, 9408140091 


— S40B140095 Responds to NRC 840522 Itr re violations noted in IE Insp 
Rept 30-450/84-02 Corrective actions addl review of other CE 
radiographs performed No discrepancies identified Util in 
full compliance as of 040604 

CAHILL, N J Gulf States Utilities Co 84/06/04 COLLINS. J T 
Region 4, Office of Director 4pp 26044 359 24X 

Fiche 50-458.84/08/10,8408140091 


8408100009 IE Info Notice 84-63, "Defective RHR Replacement Piping " 
Sve list end 

JORDAN, £ L Division of Emergency Preparedness 8 , Engineering 
Response (Post 030103) 84/00/13 Consolidated Edison Co of Neuj 

York, Inc U9pp 26197 210 24X Fiche 50-000,04/00/13,6408100009 


0408100038 IE Info Notice 84-64. “QHR HPCt Initiation Seal-In h 
Indication " Sve list end 

JQRDAN,E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 84/00/15 Consolidated Edison Co of Neu 

York, Inc I04pp 26190 093 a4X Fiche 50-000, 84/00/ I S, B40B100 03E1 


0408100021 1£ Info Notice 84-65, “Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " 8 vc 
list end 

JORDAN, E L Division of Emergency Preparedness 8 < Engineering 
Response (Post 630103) 04/08/16 Consolidated Edison Co of New 

York, Inc llSpp 26198 001 247 Fiche 50-000.04/08/16.0408100021 


0408100055 IE Info Notice 04-66. "Undetected Unavailability of 
Twrblne-Driven Auxiliary Feedwater Train “ 8 vc list end 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 04/OB/17 Consolidated Edison Co of New 

York, Inc I20pp 26276 OOl 24X Fiche 30-000,84/08/17,0408100055 


0408140208 IE Info Notice 84-67, “Recent Snubber Inservicc Testing W/ 
High Failure Rates " 8 vc Hat end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 84/08/17 Consolidated Edison Co of New 

York, Inc I 22 pp 26276 122 24X Fiche 50-000,04/08/17,0408140208 


8408270003 Forwards Insp Rept 50-458/04-20 on 040717-20 No violations 
or deviations observed 

JOHNSON, E H Region 4, Office of Director 04/00/20 CAHILL, N J 

Gulf States Utilities Co 2pp 26247 001 24X 

Fiche 50-458,84/00/20,8408270003 


—8408270007 Insp Rept 50-45B/B4-20 on 040717-20 No violations or 
deviations identified Major areas inspected security plan 
€< implementing procedures, mg t, personnel & access control 
Details withheld (ref 10CFR73 21) 

EVANa,C A . HALL*R E , JAUDDN. J P Region 4, Office of Director 
84/06/20 Ip 26247 003 24X Fiche 50-458,04/08/20,0408270003 


640QS10142 IE Info Notice 84-68, “Potential Deficiency in Improporly 
Rated Field Miring to Solenoid Valves " Sve list oncl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post B3DI03) 04/08/21 Consolidated Edison Co of New 

York, Inc H5pp 26329’ 008 24X Fiche 50-000,04/08/21,0409210142 


9 Reportable occurrences, LERs 8 c related correspondence 


8408220317 Part 21 rept re failure of ITE-27N undcrvoltage relay to 
drop out on listed undervolfcage conditions Problem] due to 
excessive feedback around operational amplifier U 2 Clamping 
diode must be added Affected units listed 

DUVALL, D D Brown Dover! Corp (subs of Brown Dover! & Co , Ltd ) 
84/03/13, DEYOUNG. R C Director's Office, Office of Inspection and 
Enforcement 3pp 26i9t 357 24X Fiche 50-000,84/03/13,8408220317 


8403270062 Forwards “Investigation of Types AF AE Piston Skirts " 
Rept supercedes 840227 submittal 

RAY.C L TDI (Transamerica Delava 1, Inc ) Owners Group 84/05/24 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
24690 045 24X Fiche 50-000,84/05/24.0405290062 
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' Invostl sat ion of Types AF S< AE Piston Skirts " 

Analysis Associates PAAA~S4-a-l^ 04/05/23 120pp 

50-000. 04/05/24, 0405290062 


uards "Evaluation af Emergency Diesel Generator 
at Shoreham Grand Oulf Nuclear Pouer 

( Transamer ica Delaval» Inc > Dinners Group 04/03/24 
Office of Nuclear Reactor Regulation. Director 2pp 
24X Flcho 50-000,04/05/24,8405290179 


inards repts received by DNUL & consultants directly from 
unors Group at 840622 meeting Draft "Ovorviou of 
is ti Recommendations re Main Propulsion Engines 
*' end 

H Dattelle lieniorial Institute, Pacific Northwest 

04/06/20 MILLER, M Division of Licensing ISBpp 
24X Fiche 50-000,04/06/20,8408060405 


wards info addressing open items identified in NRC/BNWL/ 
enerator □uners Group 040622 meeting 

r (Transamerl ca Delaval, Inc ) Owners Group 84/07/10 
Dlrector^i Office, Office of Inspection and 
43pp 23933 133 24>C Flcho 50-000,04/07/10, 


al Deficiency Ropt DR-146 ro multlpole circuit breakers 
Electrical Products Initially reported on 
rcult breakers supplied were determined 
ndition not reportable under 10CFR50 S5U) 

Gulf States utilities Co 04/07/16 COLLINS, J T 
fico of Director Ip 25066 243 24X 

. 84/07/16i B4O0O1OOO4 


al Deficiency Rept DR-171 re flow adjustment subassembly 
4 Robertehaw thermostatic flaw control valves on 
cooling sys for TDI standby diesel generators 
t reportable under 10CPR50 93(8) 

Gulf States Utilities Co 04/07/16 COLLINS. J T 
flee of Director Ip 29B66 267 24X 

.84/07/16, 0408010012 


iiards program plan for evaluating &c testing TDI standby 
etors Program includes all rocommendod actions 
s Croup St TDI Changes to number of start tests S< 
ts requested 

Gulf States titlllties Co 84/07/19 DCNTQN, H R 
dear Reactor Regulation, Director 43pp 258B2 229 
-45B, 84/07/19, 8400020029 


»rim Deficiency Rept DR-193 re orifice plates supplied 
itrals Co it mfg by Allegheny Ludlum Bteel Carp 
sinless Steel Co Next rept will be provided by 

Gulf States Utilities Co 04/07/24 COLLINS, J T 
flee of Director. Ip 2S974 333 24X 

04/07/24, B408080199 


il Deficiency Rept DR-163 re traceability of copper bus 
by Southern Metals Corp Si Gulf Coast Supply 
i to Category I & acceptable in Class IE 
iditlon not reportable under lOCFRSO 93(e> 

Gulf Btates Utilities Co 84/07/25 COLLINS, J T 
Hce Of Director Ip 25975 163 24X 

04/07/23, 84OBO0O471 


irim Deficiency Rept DR-1B4 re shop weld on support 
Lied by BF Shaw Next rept will be supplied by 

Gulf States Utilities Co 04/07/26 COLLINS, UT 
»lce of Director. Ip. 25993 030 24X 

04/07/26, 0408070329 


Jards "Emergency Diesel Generator Auxiliary Module 
ig ic Tarmlnation Dual 1 f Ication Review *' Addl 
,0 BNWL 

I (Transamerica Delaval, Inc ) Owners Group 04/07/27 
Office of Nuclear Reactor Regulation, Director 2pp 
»4X Fiche 90-000,84/07/27,0400060102 


mergency Diesel Generator Auxiliary Module Control Wiring 
on Qualification Review." 

Webster Engineering Corp 04/07/31 36pp 23932 139 
>0-000i 04/07/27, 8408060102 


‘rim Deficiency Rept DR-212 ro battery cell spacer matl 
>ould Co Next rept will be provided by 040024 
Gulf States Utilities Co 84/07/27 COLLINS, J T 
•ice of Director Ip 25953 032 24X 

04/07/27, 8408070920 


0408000236 Interim Deficiency Rept DR-I4G re TDI standby diesel 
generator fuel oil piping & header aascmblg Next rept will 
bo provided by 041011 Field QC insp of generator lEGSsEGIB 
will be performed In near future 

BOOKER, J E Gulf States Utilities Co 04/07/27 COLLINS, J T 
Region 4, Office of Director Ip 29974 350 24X 

Fiche 50- 450. 84/07/27, 8408000236 


840B140554 Interim Deficiency Rept DR-213 re uninterruptible pouisr 
supply inverters supplied by Elgar Corp Interim or final 
ropt will be submitted by 840913 

BOOKER, J E Gulf States Utilities Co 04/07/30 COLLINS. J T 
Region 4. Office of Director Ip 26064 121 24X 

Fiche 50-458,04/07/30,8409140554 


0400150177 Interim Deficiency Rept DR-1B8 re hobs on socket-ineld 
flanges supplied by Guyon Alloys for instrument lines on 
main steam isolation sys Next rept will bo provided by 
040029 

OaOKER, J E Gulf Btates Utilities Co 64/07/30 COLLINS, J T 
Region 4, Office of Director Ip 26073 353 24X 

Fiche 90-458,04/07/30,8408150177 


8400150389 Final Deficiency Rept DR-137 re defective springs in Pacific 
Scientific Models P0A-1 U P8A-3 mechanical shock arrestors 
Testing Indicated sufficiently sound springs Item not 
reportable under 10CFR30 55<e) 

BOOKER, J 6 Gulf States Utilities Co 84/07/30 COLLINS, J T 
Region 4, Office of Director Ip 26070 OOi 24X 
Fiche 90-458.84/07/30,8400130309 


0400190704 Interim Deficiency Rept DR-213 re pressure setting on safety 
relief valves far air start sys air receivers on HPCS diesel 
generator supplied by QE Next rept will be provided by 
041030 

DODKER, J E Gulf States Utilities Co 84/07/30 C0LL1N3, J T 
Region 4, Office of Director ip 26079 007 24X 

Fiche 90-498.04/07/30.8408190704 


8400190707 Interim Deficiency Rept DR-2i4 re gauges on seating surface 
in stainless steel overlay of cover on feed check valve 
supplied by Atwood & Morrill Next rept will be provided by 
040909 

BOOKER, J £ Gulf Btates Utilities Co 04/07/30 COLLINS, J T 
Region 4, Office of Director tp 26079 101 24X 

Fiche 90-430,04/07/30,0400150707 


0400220504 Corrected final Deficiency Rept DR-139 re potentially 
defective springs in Pacific Scientific PSA-1 & P8A-3 
mechanical shock arrestors Snubbers rotated L requallfied 
by vendor Condition not reportable under 10CFR50 93<e) 

BOOKER, J E Gulf States Utilities Co 04/07/30 COLLINS. J T 
Region 4, Office of Director Ip 26196*011 24X 

Fiche 50-488,84/07/30,0400220904 


840B1S0152 Interim Deficiency Rept DR-186 re conduit plugs in 
transmitters supplied by Rosemount Next rept will be 
provided by 040015 

BOOKER, J G Gulf States Utilities Co 84/07/31 COLLINS, J T 
Region 4. Office of Director ip 26079 350 24X 

Fiche 90-498,04/07/31,8403190192 


8408150162 Interim Deficiency Rept DR-187 re CRD hydraulic lines Next 
rept will be provided by 840919 

BOOKER, J E. Gulf States Utilities Co 04/07/31 COLLINS, J T 
Region 4, Office of Director Ip 26075 334 24X 

Fiche 50-498.84/07/31,0400150162 


0408060324 Forwards "Design Review of Elliott Model 65G Turbocharger 
Used on TDI DSRV-12-4 U D8RV-20-4 Emergency Diesel Generator 
Sots " 

RAY,C L TDI (Transamerlca Delaval, Inc > Owners Group 84/00/01 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
23927 064 24X Fiche 50-000, 04/08/01 « 0408060324 


6408150300 Interim Deficiency Rept DR-154 re high voltage cable 
terminations Next rept will be provided by 040920 
HOOKER, J E Gulf States Utilities Co 84/00/02 COLLINS, J T 
Region 4, Office of Director Ip 26D73 360 24X 

FIcha* 50-458, 04/08/02, 8408150308 


8408190691 Final Deficiency Rept DR-169 re groundulre defect In 
switchgear supplied by Brown-Boverl Electric Single 
undetected ground would not affect dc ays operation Item not 
reportable per 1OCFR90 35(fl) 

HOOKER, J E Gulf States Utilities Co 84/00/03 COLLINS, J T 
Region 4, Office of Director Ip 26079,099 24X 

Fiche 50-458.04/00/03,0400190691 


8408160194 Interim Deficiency Rept DR-216 re electrical penetrations 
supplied by Canax Corp Next rept will be provided by 84iOD9 
BOOKER, v) E Gulf States Utilities Co 84/00/06 COLLIN0. J T 
Region 4, Office of Director Ip 26106 337 24X 

Fiche 90-458,04/00/06,0408160194 
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(iOSAZ Interim Deficiencg n«pt DR-lAS r-e ifoalgn mod to reactor 
g boom utlda-d to ein>|>ednvB<nt pLat« Neixt ropt will be 
ivlded bi^ 

J. E QolP Btatas WtlUtlBS Co B4/0B/0i> COULlNS,JT 
ilon 4> Office of tMrecfcor Ip 26106 SOB a4X 
:ho 30-439.04/08/06,04091160242 


^20911 Interin D«flcl«ncg Rept OR-SIB ro piston rodt in Brown 
v«rl Electric Type 3HK circuit breakers Neitt rept will be 
fimltteii by 041024 

OKERi J. E Oulf Etat«< Utilities Co 84/00/08 COLLINS, J T 
uion 4> Office of Director ip 26196 000 24X 

«he ao-49B, Q4/08/09i G4O022Q511 


23039Q Interim Deficiency Rept DB-217 re bolting matle supplied by 

rdlnel Industrial f^reducts Next rept will be submitted bu 

1017 

tOKEn, J G Gulf Btates Utilities Co. 84/00/08, COLLINQ.JT 
glon 4, Office of director Ip 26212 352 a4X 
Che. 30-450, 04/00/00, 0400230530 


3160394 Forwards "design Review of Engine Rase it Gearing Caps for 
dariV-16 Diesel Engines " 

jYiC.L. TDI (Transemerlca Delavali inc I Owners Group 04/00/10 
^NTOhli H n Office ef Nuclear Reactor Regulation, Director 2pp 
6091 147 24)C Ficbe SO--000, 04/00/ iO* 0408 160394 


400160403 "Design Review of Engine Base 8i Bearing Caps for TDI 
d&RV'-16 Diesel ETiginas " 

e Failure ^^alysls Associate* FAA4-04~6-33 04/08/31 44pp. 

26091; 149. 24XTlche 30-000,04/08/10^8400160394 


0220503 Interim deficiency Rept DR-16B re Interpretation of W3 
elding pro« edure. Next rept will be submitted by 041010 
CJ.OKER,JE Gulf Btatee Utilities Co. 84/OB/lO COLLlNGjvlT 
egipn 4, Office of Director. Ip 26196 010. 24X 

1 Che . 30-450, 04/00/ lOi 0400220505 


^8240115 Forwarifs 8ER re TDI Owner* Oroup progrem plan. HER addresses 
• slflh revl eu/quA lity revaLldatlan program, te st 1 ng &< ln«p, 
lalnt 6 surveillance It sets forth requirements for operation 
rior ta completion of program plan 

:i8ENHUTiDG. Divitlan of Licensing 04/08/13 OEOROE,J,D TDI 
' Transamer ica Delavali Inc. ) Owners Oreup tp. 26259 194 24X 

Mche 50-000, 04/08/13, 8400240119. 


340B240197 Safety evaluation of TDI Qiuners Group program plan Dased on 
BNUL e valuatl on, p Ian incorporates essential elements needed 
to resolve outstanding concerns re reliability of TDI 
engines for nuclear svc. 

a NflC - No Detailed Affiliation Given 84/08/13 21pp 
26235. 195. 24X Flche- 30-000,84/00/13,0408240115. 


00240310 Interim Defle i ency Rept Dn-2ai re cylinder hea<i fire deck 
wall thickness of standby diosel generators Interim or 
final status rept will be provided by 841101 

DOOKERiJ E Gulf states Utilities Co 84/08/13 COLLINS, U T 
Region 4, Office of Director Ip 26236 321 24X 

Fiche. 5O-450, 04/00/13,0408240310 


08240404 Interim Deficiency Rept DR''2l9 re design loads of conduit 
supports interim or final statu* rept will be provided 
by 841101 

BQQKER, J E Gulf Btatee Utilities Go, B4/0B/13 COLLINS, J T. 
Reflidti 4. Office of Director ip. 86237.109 24X 

Fiche; 50-490,04/08/10, 04OB84O4O4. 


100840486 Interim Deficiency Jtept DR-a20 re llcenee indications on 
valve seat* ef cycllnder leads In standby diesel generators 
supplied by TDI Interim or final statu* r*pt will be 
submitted btf 84110J 

BOOKER, J E. Gulf States Utilities Ct>. 04/00/13 C0LLINB,J T, 
Region 4i Office of Director Ip 26237 120 84X 

Fiche. 80-498, 04/08/13, 8400840426 


400160399 Forward* ♦’Design Review of Elliott Model 900 Turbocharger 
Used on TDI D8R-4a 8, DaRV-l6 Emergency Dieeel Generator 
Sets,'’ representing final GA verified rept AddI copy 
forwarded to bnI^, psr NRC request. 

RAYiC.L TDI <Tran*amerUa Delaval, Inc I Owners Group 84/08/14 
DENTON, H R Office of Nuclear Reactor Regulation, Director. 2pp 
26000-163. a4X Fiche 90-000,04/00/14,8400160379 


-0400160397 "Design Review of EXUott Nodel 900 Turbocharger Used on 
TDI DBR-40 t( OBRU-16 Emergency Diesel Generator Set* " 
a Failure Artalysi* Assaciete* FAAA-a4-9-7 84/07/31 6tpp, 

26008 165, a4X Fiche: 50-000, 84/08/14,0400160395 


8400300408 Interim Deficiency Rept DR-126 re standby 4B0-va l t load ctrs 
supplied by Pou,ell Electric Next rept will be provided by 
041030 

BOQKER, U E Gulf States Utilities Co 04/08/15 COLLINS, JT 
Region 4# Office of Director ip 86202 108 24X 

Fiche 50-450, 84/00/ 13, B40aaB040Q 


8400300458 Final Deficiency Rept DR-1B3 re contact configurations of 
94AX relays supplied by Obuld-Grown Dover! Condition not 
reportable under lOCFRSD 55(e) requirements 

BQdKER, J E Gulf States Utilities Co 04/00/15 COLLINS, J T 
Region 4, Office of Directo-r Ip 26288 040 24X 

Fiche 50-430.84/00/15,0408380458 


0408200414 Interim Deficiency Rept DR**106 re Rosemount Model 1153 
series transmitters Next rapt will be provided by 040913 
QOOKER,J£ Gulf States Utilities Co 04/08/16 COLLINS. J T 
Region 4, Office of Director Ip 26202 113 24X 

Fiche 30-458,84/08/1610400200414 


8400200416 Interim Deficiency Rept DR-22a re relocation of Div III 
lS9-volt panel Next rept will provided by 041025 
DOQKER. J E Gulf States UtilUios Co 84/00/16 COLLINS, J T 
Region 4. Office of Director Ip 26202 114 S4x 
Fiche 90-430,84/00/16.8400280416 


04OQSBO446 Interim Deficiency Rept DR'-i84 re shop weld In support 
trunlon supplied by BF Shau Next rept will be submitted by 
040830. 

BOOKER, J £ Gulf States Utilities Co 04/00/16 COLLINS, U T 
Region 4, Office of Director Ip 26202 140 24X 

Fiche 90-490,04/00/16,8400280446 


8408200420 Interim Deficiency Kept DR-177 re neutron monitoring sys 
cable eupplied by Rockbestos Cable Co, Next rept will be 
provided by 840920 

DOOKER, J E Gulf Gtates Utilities Co 04/00/17 COLLINS. J T 
Region 4. Office of Director Ip 26202 127 24X 

Fiche 90-430,04/00/17,0408280428 


9408300-343 Final Deflctincy Rept DR-13B re ITE^Gould Type 2150 overload 
relay* Initially reported on 840720 W/o statsd end 
BOOKER, JE Gulf States Utilities Co 84/08/20 COLLINS, J T 
Region 4. Office of Director Ip 26300 342 24X 

Fiche 90-458.84/00/20,0400300343 


0408310087 Interim Deficiency Rept DR-223 re Installation of mechanical 
snubbers supplied by Pacific Scientific Next rept will be 
providad by 841026 

DOOKERrJ E Gulf States Utilities Co 84/00/20 COLLINS. J T 
Region 4, Office of Director Ip 26334 242 24X 

Fiche: S0-4Se. 34/OQ/aO, B40e3tO0B7 


6408300494 Interim Deficiency Rept DR-224 re main steam piping thermal 
movement analyst* supplied by GE Next rept will be provided 
by 641115 

BOOKER, J E Gulf States Utilities Co 04/00/22 COLLINS. J T 
Region 4, Office of Director Ip 26314 009 24X 

Fiche 50-450*04/08/22.0400300494 


8400300907 Interim Deficiency Rept DR~225 re motor torque for motor 
operated valves supplied by Velan Eng Ineer ing. Ltd Next rept 
will be provided by 841026. 

booker, J E Gulf State* Utilities Co 84/08/22 COLLINS, U T 
Region 4, Office of Director Ip 26314 060 a4X 
Fiche 90-4501 84/00/22. 0408300907. 


8408290179 Forward* response to B40723 request for addl info on rept* 
submitted by TDI Diesel Generator Owner* Group. 

RAY.C, L TDI (Transamerlca Delaval* Inc ) Dwnars Group 84/00/23. 
BERUINGER.G Office of Nuclear Reactor Regulation, Director 12pp 
26209:221 24X Fiche- 50-000, 04/00/23. 8408270179 


DOCKET 90-459 RIVER BEND STATION* UNIT 2 


A Appllcatlon/conitruction stage document* 6 correspondence 


8400030043 Ack racelpt of B40621 Itr transmitting currant description 
of GA program 

JOHNSON, E H Region 4, Office of Director 84/07/30 CAHILL. W J 
Gulf States Utilities Co Ip 25707 030, 24X Fiche- 50-499, 

64/07/30* 84O0O3OD43 



DOCKETED ITEMS 


393 


F Security, medical* emergency 8< fire protection plana 


04OS24O1'?4 Forwards corrmcnta on Rev 2 to phyaical security plan 
submitted on B40307 Comments Identify concerns re upgrading 
or changes to plan to satisfy regulatory requirements Enel 
withheld (ref lOCrR73 21) 

SCHMFNCER.A Licensing Qranch 2 84/00/20 CAHILL. U J Oulf 

States Utilities Co Ip 26227 394 24K Flche 50“45Q, 84/08/20, 

0408240174 


G Adjudicatory correspondence 


0408010210 Notice of appearance In proceeding Certificate of Sve end 
DAVIS. U 0 Louisiana. State of DSD 666 84/07/24 3pp 

23056 053 24X Flche 30-458,84/07/24.8408010210 


0408010245 Requests that WJ Quste & IP Lindsey be removed from sve 
1 ist 

DAVI8. N G Louisiana. State of D8D 667 84/07/24 Dodcetlng 6 

Services Dranch Ip 25836 003 24X Fiche 30'43B, 84/07/24. 

B4QB01024S 


8408010238 Answers to first set of interrogatories & response to 
request for production of documents Certificate of 3vc enc 1 
Related correspondence 

WATKINS. L 0 Joint Intervenora - River Bend WATKINS, L B Watkins, 
L a DSB 634 84/07/24 Gulf States Utilities Co lOpp 

23894 168 24X Flche 50-498.84/07/24,8408010230 


6408070370 Responds to 840706 questions re NRC board notification 
procedures, spec 1 f leal 1 y Board Notification 04-062 Info 
contained in notification will be included in SSER Related 
corresp ondence 

DEWEY, L S Hearing Branch 3 DSD 019 84/08/02 MCNEILL, J D 

Louisiana, State of 2pp 2S945 267 24X Fiche 50-438.84/00/02, 

8408070370 


8408140498 Answers to applicant First set of Interrogatories re 
Contentions 1 t 2 Related correspondence 

MCNEILL, JD Louisiana, State of DSD 014 84/00/13 Golf 

States Utilities Co 7pp 26060 393 24X Flche 90-498.84/08/13, 

840Q1404S8 


M Antitrust correspondence 


8408270342 Forwards updates & suppls to 830719 Itr providing info 
showing significant changes since CP antitrust review which 
render Info provided by util In 1781 outdated deficient 
8PIE0EL.G, GUriMAN. D Spiegel MePiarmid 84/02/03 REGAN. W 
Site Analysis Dranch SSpp 26287 247 24X Fiche 90-430.84/02/03. 

8400270342 


8 Reportable occurrencBs, LERs related correspondence 


B409270D62 Forwards "Investigation of Types AF AB Piston Bklrts “ 
Rept supercedes 6402P7 submittal 

RAY, C U TDI (Transameri ca Oelaval. Inc ) Owners Group 84/03/24 
DENTON. H R Office of Nuclear Reactor Regulation* Director 2pp 
24690 049 24X Fiche 50-000,84/09/24,0403270062 


--B405290073 "Investigation of Types AF & AE Piston Skirts " 

e Failure Analysis Associates FAAA-04-2-14 84/09/23 120pp 

24X Fiche 30-000. 84/03/24. 8403270062 


8409290177 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at Shoreham & Grand Gulf Nuclear Power 
Stations " 

RAY, C L TDI ITransamer 1 ca Delaval. Inc ) Owners Group 04/09/24 
DENTON, H R Office of Nuclear Reactor Regulation* Director 2pp 
24672 090 24X Fiche 30-000, 84/03/24. 8403290177 


8408060403 Forwards repfcs received by BNWL l» consultants directly from 
FaAA Cc TDI Owners Group at 840622 meeting Draft "Overview of 
Reptsr Ana 1 ysis t. Recommendations re Main Propulsion Engines 
M/V Columbia" end 

ALZHEIMER, JH Dattelle Memorial Institute* Pacific Northwest 
Laboratorlos 04/06/28 MILLER, M Division of Licensing 13Qpp 
25726 173 24X Flche 50-000,84/06/20.8400060405 


8408060050 Forwards info addressing open items Identified in NRC/BNWL/ 
TDI Diesel Generator Owners Group 840622 meeting 

RAY. C L TDl ITransamer 1 ca Delaval, Inc ) Owners Group 64/07/10 
BERLINGER.C Director's Office, Office of Inspection and 

Enforcement 43pp 29733 133 24X Fiche 90-000.04/07/10, 

8400060090 


B40B060102 Forwards "Emergency Diesel Generator Auxiliary Module 
Control Wiring h Termination Oual i f i cat ion Review " Ad d 1 
copies sent to DNWL 

RAY. C L TOI ( Transamerica Delaval* Inc > Owners Group 84/07/27 
DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 
25932 137 24X Flche 50-000.84/07/27,8408060102 


— 8408060138 "Emergency Diesel Generator Auxiliary Module Control Wiring 
tc Termination Qualification Revlaui " 

tt Stone Cc Webster Engineering Corp B4/07/31 36pp 25732 13? 

24X Fiche 30-000,84/07/27.8408060102 


6400060324 Forwards "Design Review of Elliott Modal 650 Turbocharger 
Used on TDI DSRV-12-4 & DSRV-20-4 Emergency Diesel Generator 
Sets " 

RAY.C L TOI (Transameri ca Delaval. Inc ) Owners Group B4/0B/01 
DENTON. H R Office of Nuclear Reactor Regulation, Director 2pp 
25927 064 24X Ficho 50-000.04/08/01,8408060324 


0408160394 Forwards "Design Review of Engine Base S< Bearing Caps for 
TDI D8nv-16 Diesel Engines " 

RAY, C L TOI (Transamerica Delaval, Inc ) Owners Group 84/08/10 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
26091 147 24X Fiche 90-000,84/00/10,8400160394 


— B4OB160403 "Design Review of Engine Base &< Bearing Caps for TDI 
DSRV-16 Diesel Engines " 

» Failure Analysis Associates FAAA-B4-6-93 84/08/31 44pp 

26071 149 24X FI Che 50-000, 84/08/ 10, 8400160374 


8408240119 Forwards 3ER re TDI Owners Group program plan SER addresses 
design review/quality revalidation program, testing & insp, 
malnt L surveillance sets forth requirements far operation 
prior to completion of program plan 

EI8ENHUT, D G Division of Licensing 04/08/13 GEORGE* J 0 TDI 
(Transamerica Delaval, Inc 1 Owners Group Ip 26253 i74 24X 

Flche 90-000,84/08/13, 8408240115. 


— B40B240137 Safety evaluation of TDI Owners Group program plan Dated on 
BNWL evaluation, plan incorporates essential elements needed 
to resolve outstanding concerns re reliability -of tdI 
engines for nuclear sve 

tt NRC - No Detailed Affiliation Given B4/0B/13 21pp 
26299 199 24X Fiche 90-000104/08/13,0408240119 


8408160395 Forwards "Design Review of Elliott Model 700 Turbocharger 
Used on TDI DSR-40 DBRV-16 Emergency Diesel Generator 
Sets," representing final OA verified rept Addl copy 
forwarded to BNWL, per NRC request 

RAY, C L TDI (Transamerica Delaval, inc > Owners Group 04/08/14 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
26080 163 24X Flche 90-000,84/00/14,0408160395 


—8408160397 “Design Review of Elliott Model 900 Turbocharger Used on 
TDI 0SR-4a 6 D8RV-16 Energencg Diesel Generator Sets ” 
ft Failure Analysis Associates FAAA-84-5-7 84/07/31 6lpp 

26088 165 24X FiChe 50-000,04/09/14,0408160399 


8400290179 Forwards response to 040723 request for addl info on repts 
submitted by TDI Diesel Generator Owners Group 

RAY* C L TOI (Transamerica Delaval, Inc 1 Owners Group 64/08/23 
OERLINGHR.C Office of Nuclear Reactor Regulation* Director 12pp 
26289 221 24X Flche 50-000,04/08/23,8408270177 


DOCKET 50-460 WPpaS NUCLEAR PROJECT, UNIT I 


A Appl icatlon/construc tion stage documents b correopondonee 


8408080288 Summary of 040712 meeting w/BLW Owners Group ro non-nuclear 
instrumentation sys status Attendance list U vleugraphs 
end 

KADAMDI.P Operating Reactors Branch 4 84/07/27 Operating 

Reactors Branch 4 36pp 29978 228 24X Fiche 50-000,04/07/27, 

8408080288 


84080801/9 Forwards proposed agenda for 840906 meeting to discuss 
status it project completion plans, per 840711 telcon 
Proposed supply sys role, ongoing programs activities & 
concepts for acceptance of work will be discussed 
6DRENSEN, 0 C Washington Public Power Supply System 84/07/31 

EISENHUT, 0 0 Division of Licensing 3pp 29959 001 24X 

Ficho 90-460,84/07/31,8408080179 


0408170031 Forwards supplemental responee to Generic Ltr 83-28 re Salem 
ATW8 events Util Investigating possibility of modiPylng 
existing GE AK breakers or replacing breakers w/different 
device 

SORENSEN. O C Washington Public Power Supply System 84/00/10 
ADENBAM.E G Licensing Dranch 4 4pp 26119 079 B4X 
Fiche 50-460,84/08/10.8408170031 



DOCKETED ITEMS 


jud 1 catOT i; correap andcnc e 


BOaOOOQ AdvtsB-a that time #or Comnvission to revieu) ALAB'*??! expired 
ammlasion decllnsd revleui DBci^lon becatne final egcncij 
ctlon an B40735 Sarved on 040001 

HILKj S J DfPico of th« Secretary of the Commia-sion DSD 706 
4^00/Oi Atomic Safety and Licensing Board Panel Ip 

5003 039 24 J{ riche 30-460. Bd/Oa/OI . 0400020008 


Repartable occ nrrencsB. LEfls & related cor reap endenc e 


i5290062 Forwards "Investigation af Types AF AE Piston Skirts " 
lept supercedes 040227 submittal 

iAYi C L TDl ( Transamer ica Delavali Inc > Ouiners Group B4/05/24 
5ENT0N»ti S Office of Nuclear Reactor Regulation! Director 2pp 
24690' 043 24XFlche 30-000.04/09/24.0405290062 


34G329007S "Investigation of Types AF &< AE Piston Skirts " 

e Failure Analysis Associates FAAA->B4-2~>1 4 04/03/33 120pp 

S4X riche SO-OOD. 84 / 09/34 1 0403290062 


03390179 Forwards '’Evaluation of Emergency Diesel Generator 
Crankshafts at ehareham t< Grand Oulf Nuclear Pouier 
Stations 

PAYiC L TDI iTransamerl ca Delaval. Inc ) Owners Group 04/09/34 
DENTGM. H R Office af Nuclear Reactor Regulatlom Director 2pp 
24692 090 24X Flche 50-000» 84/09/24* 8409390179 


08060409 Forwards repts teceived by GNVjL & consultants directly from 
FaAA It TDI Owners Group at 040622 fneeting Draft "Qvervleu of 
Rep tsr Ana 1 y s Is & Recommendations re Main Propulsion Engines 
M/V Columbia” and 

ALZHEIMER. J M Battelle Memorial Institute. Pacific Northwest 
LaboratorUa 04/06/28 MILLERjM Division of Licensing 198pp 
2&9S6 173 S4)( Fiche 90-000.84/06/20.0408060409 


}O0O6OO9O Forwards info addressing open items Identified in NRC/DNWL/ 
TDI Qlesvl Generator Qunsrs Group 040622 me et ing 

RAYi C L TDI ( Transamerica Delaval* Inc ) Owners Group 04/07/10 
DERLlNOERiC Olrector’s Qfflcei Office of Inspectian and 
Enforcement, 43pp 29930 133 a4XFiche 90-000,04/07/10; 
0400060090 


400060102 Forwards "Emergency Diesel Generator Auxiliary Module 
Control Hiring tt Termination Qualification Review ” Addl 
copies sent to BNHL 

RAVi C L TDI iTransamerlca Delaval, Inc I Owners Group 04/07/27 
DENTQN.H R. Office of Nuclear Reactor Regulation. Director 2pp 
25933 137 24XFlchB gO-OOO* 84/07/27. 8408060102 


-Q40B06013B "Emergency Diesel Generator Auxiliary Module Control Hiring 
ft Termination Qua! 1 f lea t Ion Review " 

e 0tone u Webster Engineering Corp 04/07/31 36pp 29932^139 
a4X Fiche DO-OOD; 84/07/27; 6400060102 


408060324 Forwards ’'Design Review of Elliott Model 69G Turbocharger 
Used on TDI DSrV- 12-4 e< I)SRV-20-4 Emergency Diesel Generator 
Bets " 

RAYi C L TDI { Transamtr 1 ca Delaval; Inc ) Owners Group 84/00/01 
DENTON»H R Office of Nuclear Reactor Regulation; Director 2pp 
25927 064 24 X Fiche SO-000. 84/08/01 . 0408060324 


3408200317 Interim deficiency rept re defective welds on Kaman 
Instrumentation radiation monitor display panels Initially 
reported on 040710 Caused by insufficient spot welds on 
some local indication 6 control units 

ROOTi-R W Washington Public Power Supply Bystem 04/00/07 

MARTIN; J 0 Region 9* Office of Director 2pp 26140 009. 24X 

Fiche 30-460104/00/07.0408200317 


340B160394 Forwards "Design Review of Engine Base Bearing Caps for 
TDI DGRV-16 Diesel Engines 

RAV«C L TDI <Tr ansamerl ca Delaval. Inc I Owners Group 84/08/10 
DENTONi H R Office of Nuclear Reactor Regulation. Director Qpp 
26091 147 24X Fiche. 90-000, 04/08/10, 8400160394 


— B4O016O4O3 "Design Revleu of Engine Base U Bearing Caps for TDI 
DSRV-i6 Oiettl Engines " 

e Failure Analysis Associates FAAA-84-6-93 04/08/31, 44pp 

26091 149, 24X Fiche 90-000. 04/00/ 10. 8400160394 


B4O024O119 Forwards BER ra TOI awners Group program plan 0ER addresses 
design revlew/yual 1 ty revaltdatlon program. tes tl ng li insp. 
mainfc surveillance ft sets forth requirements for operation 
prior to completion of prog ram plan 

ElBEiNHUTrD 0 Division of Licensing 04/00/ 13 GEORGE. J D TDI 
t Transamerlca Pelayaljlnc 1 Owners Group ip 26259*194. a4X 
Fiche’ 90-000,84/00/13; 0400240119 


—0403240157 Safety evalua+’iDti of TDl Owners Group program plan Based on 
QNWL ovaluation. plan incorporates essential elejnents needed 
to resolve outstanding concerns re reliability of TDI 
engines for nuclear sve 

« NRC - No Detailed Affiliation Given 84/08/13 2lpp 
26253 199 24X Fiche 90-000.04/00/13.0400240119 


0408160399 Forwards "Design Review of Elliott Model 90G Turbocharger 
Used on TDI D9R-48 6 DSRV-16 Emergency Diesel Generator 
Bets." representing final QA verified rept Addl copy 
forwarded to BNUL, per NRC request 

RAY. C L TOI ( Transamer i ca Delaval. Inc ) Owners Group 04/08/14 
DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 
36008 163 24X Fiche 90-000.04/00/14,0400160395 


— 0408160397 "Design Review of Elliott Model 900 Turbocharger Used on 
TDl DSR-48 ft DSR'/“16 Emergency Diesel Generator Sets " 
s Failure Analysis Associates FAAA-84-S-7 04/07/31 61 pp 

260B8 169 24X Fiche 90-000. 64/00/ 1 4, 0400 1 60395 


8400290179 Forwards response to 040723 request for addl info on repts 
submitted by TDI Diesel Generator Owners Group 

RAY; C L TDI ( Transamer i c4 Delaval, inc ) Owners Group 84/08/23 
QERLINGER.C Office of Nuclear Reactor Regulation. Director tSpp 
26209 221 24X Fiche 50-000,04/08/23,8408290179 


DOCKET 90-461 CLINTON POWER STATION. UNIT 1 


A App 1 icat ion/construction stage documents ft correspondence 


8400310196 FQIA request that 8ECY-84-29 4< one I of PL William 040303 Itr 
re functional description of safety parameter display sys be 
placed in PDR 

DQVEiK Affiliation Not Assigned 84/04/12 FELTON, J M Division 
of Rules and Records Ip 26352 001 24X Fiche 90-461,04/04/12, 

B4O031O156 


04O813G152 Summary of 840628 meeting w/util. Bechtel, Sch I f f Hardin, 
Sargent & Lundy, Neuman It Holtiinger S. Btate of IL in 
Oethesda,MD re proposed IDVP Forwards transcript of meeting 
minutes 

SIEGEL; D L Licensing Branch 2 04/08/01 Licensing Branch 2 

4pp 26034 154 24X Fiche 90-461,04/00/01.0408130192 


— 04OB13O196 Transcript of Q40628 open meeting in Washing ton, DC re 
facility IDVP Pp 1-131 Supporting documentat i on end 
« Commissioners 04/06/20 I75pp 26034 150 24X 

Fiche 50-461.04/00/01.8400130152 


0400070110 Generic Ltr 04-19 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re availability of 
Buppl I to NOnEG-0933; "Pr tori ti lat Ion of Generic Safety 
Issues " 0VC List end 

E18ENKUT, 0 0 Division of Licensing 04/00/06 Consolidated 

Edison Co of New York, Inc iBpp 26129 230 24X 

riCtiO 50-000.04/00/06.0408070110 


0408100089 Forwards "Generic 300 Start Tests for Electro-Motive DW of 
General Motors (END) Model EMD-649E4 Diesels" Si "Production 
Test," to substantiate HPCS diesel generator rol 1 ab 1 l i ty. p er 
040613 Ur 

HERDDRNrD I Illinois Power Co 84/08/06 SCHWENCER, A Licensing 
Branch 2 2pp 25995 029 24X Fiche 50-461.84/08/06.0408100009 


--0403100101 "Generic 300 Start Tests for Electro-Motive Div of General 
Motors lEMDJ Model EM0-649E4 Diesels " 

falter, H W Morrlson-Knudsen Co , Inc 04/05/10 1 S2p p 

25995 027 a4X Fiche 30-461,04/00/06,0408100009. 


— 04OBIOOIO6 "Production Test " 

e Stewart <» Stevenson Services FTR-75744-1 04/00/06 I79pp 

29995 170 24X FlChe 90-46 1 , 04/00/06. 8408100009 


0400130120 Requests rev to 840606 QA program submittal to comply 
w/paragraph f3Kll> of 10CFR50 55(f> requirement to 
identify each change, reason for change *. basis for 
cani;ludlng that change satisfies lOCFRSO.App 0 criteria 
8PES0ABD, R L Region 3, Office of Director 04/OB/O6 
OEFISTNER.W C Iowa Electric tight b Power Co 2pp 26007:333 24X 

Flche 90-461,04/08/06,8400130120 


0408240303 Forwards request for addl Info re safety parameter display 
eye Response requested within 60 days to allow adequate 
time to perform onsite audits before plant licensing 

SCHWENCER, A Licensing Branch 2 84/00/17 HERBORN. D I rillnois 

Power Co 0pp 26237 392 24X Fiche 50-461,84/00/17,8408240303 



DOCKETED ITEMS 


395 


B408200275 Qencric Ltr 84-20 to alJ licensees uf operating reactors & 
applicants f=ar QLs re scheduling guidance for licensee 
submittals of reloads that involve unrevieued sal^etg 
questions Sve list end 

EISt^NHBT.D G Division of Licensing 84/08/20 Consolidated 

Edison Co of Neu York. Inc 17pp 26276 244 24Y 

Fiche 30-000.84/08/20.8400200275 


0408270139 Foruards Bechtel response to NRC commonts re Rev 1 to 
independent design revieu program plan Concurs uj/Dechtel 
suggestion that response be considered as immediately 
effective amend to plan 

HALL. D P lUlnois Power Co 84/08/22 SCHWENCER.A Licensing 
Branch 2 0pp 26243 205 24X Fiche 50-461.84/00/22.0400270135 


0400200094 Application to amend CPPR-137. ex tend! ng latest completion 
date for const of facility to 861001. per 10CFR90 S5(b) 

Berios of stop work orders 4- recovery programs Initiated to 
implement corrective action constitutes basis for request 
HALL.D P Illinois Power Co 04/08/22 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 4pp 26261 100 24X 

Fiche 50-461.84/00/22.8400200094 


E NRC Safety Evaluation Report ISER). suppls & correspondence 


04061 9004S SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CLINTON 
POWER aTATIDN, UNIT NO 1 Docket No SO-461 (Illinois Power 
Company. et a 1) 

* Division Of Licensing NUREG-0B53 S03 84/05/31 40pp 

29029 274 24X Fiche 50-461.04/05/31,0406190043 


8400140351 Forwards response to NRC 040522 request for addl info re SER 
Outstanding Issue 9 Confirmatory Issues 13 S( 71 re 
suppression pool hydrodynaml cs 

HERDORN. D I Illinois Power Co 84/00/08 SCHWENCER.A Licensing 
Branch 2 6pp 26041 044 24X Fiche 50-461,84/00/00,8408140351 


F Security, medical, emergency Si fire protection plans 


8400210470 Forwards Preoper ati onal Physical Protection Insp Rept 
90-461/84-22 on 040726-27 No rtoncomp 1 lane e Identified 
AXELSONiW L Region 3, Office of Director 84/08/17 OERBTNER. W C 
Illinois Power Co 2pp 26177 196 24X Fiche 90-461.84/00/17, 

0408210470 


— 0400210471 Preaperot ional Physical Protection Insp Rept 50-461/04-22 on 
840726-27 No nonconp 1 lance identified Major areas Inspected 
planning ti implementation of security program Details 
withheld (ref 10CFR73 2l> 

PIRTLErO L , CREED. J R Region 3. Office of Director 04/08/16 

Ip 26177 190 24X Fiche 50-461,84/08/17.0400210470 


0 Adjudicatory correspondence 


0400130294 Forwards NRC response to ufcll Rsv t to independent design 
review program Related correspondence 

OODDARD.R J Hearing Branch 3 DSB 099 04/08/09 SAMELfiON, A 

Illinois. State of llpp 26010 260 24X Fiche 90-461.84/00/09. 

0408130294 


0400170314 Notice of appearance in proceeding Certificate of 6vc end 
SIEDOR.O R Illinois, State of DSB 000 04/00/13 CLARK. H K . 

PER0U60N. 0 A I PARIS. 0 H Atomic Safety and Licensing Board Panel 
9pp 26114 232 24X Fiche 90-461.04/00/13.0400170314 


0400170323 Forwards notice of appearance M/o end Related 
correspondence 

8IED0R|(? R Illinois, state of DSB 009 84/00/13 Docketing ^ 

Services Branch Ip 26113 334 24X Fiche 90-461.84/00/13. 

8408170323 


8 Inspection reports. IE Bulletins L correspondence 


8407290229 IE Info Notice 04-57. "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants '♦ Sve list end 

JORDAN. E L Division of Emergency Preparedness t* Engineering 
Response (Post 830103) 84/07/27 Consolidated Edison Co of New 

York. Inc I19pp 29069 047 24X Fiche 50-000.04/07/27,0407250229 


04OB15OSO2 Forwards IE Insp Rept 50-461/84-17 on 040611-15 6 notice 
of violation 

WALKER, R D Region 3. Office of Director 04/07/27 (JER8TNER.W C 
Illinois Power Co 2pp 26079 109 24X FUhe 50-461,04/07/27. 

8400150502 


— 0400130507 Notice of Violation Prom insp on 840611-15 

WALKER. R D Region 3, Office of Director 04/07/27 Ip 
26079 in 24X Fiche 50-461.04/07/27,0408150502 


—0408150511 IE Insp Rept 50-461/04-17 on 040611-15 Violation noted 
const contractor felled to follow up outstanding document 
control transmittals as required by Baldwin Assoc 
procedures 

VANDEL. T E . SMEENGE. R J . HAWK INS, F C Region 3, Office of 
Director 04/07/26 13pp 26079 112 24X Fiche 30-4 61,84/07/27. 
8408130502 


0408070452 Act receipt of 040726 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-461/04-15 
Corrective actions will he examined during subsequent insp 
WALKER. R D Region 3. Office of Director 04/00/02 OERSTNERiW C 
Illinois Power Co Ip 29940 292 a4X Fiche 90-461.04/08/02, 
0400070452 


— 04OBO7O46O Responds to NRC 040612 ltr re violations noted in IE Insp 
Rept 90-461/04-15 Corrective actions nonconforming piping 
spools will he resolved by Nonconformance Repts 10443,18 462, 

18643 h 10609 

HALL, D P Illinois Power Co 04/07/26 KEPPLER, J Q Region 3. 
Office of Director 2pp 25940 293 24X Fiche 50-461. 04/00/02. 

0400070492 


B4DB070401 Informs that heu sys of acknowledging receipt of licensee 
correspondence re noncomp 1 iance found during insp 
tnstl tuted, effective B40B20 Preprinted form will be used 
rather than ltr 

KEPPLER, J 0 Region 3, Office of Director 84/00/03 

Commonwealth Edison Co 3pp 25942 1B8 24X Fiche 50*800,04/00/03. 

B40B070401 


8408240314 Forwards Insp Rept 50-461/04-14 on 040529-31.0681.20-29 & 
0711-13 No noncompt lance noted 

WARNiCKiR F Region 3. Office of Director 84/00/03 OERSTNBR.W C 
Illinois Power Co 2pp 26236 330 24X Fiche 50-461,84/08/03, 

8408240314 


—8408240321 insp Rept 90-461/04-14 flti 040529-31. 0601, 20-29 9* 0711-13 No 
noncomp 1 lance noted Major areas inspected allegations ra 
equipment Instal lotion, Inc luding intimidation, qual 1 fica felon 
S« training of personnel Si quality nf hanger matls 
JABLONSKI.F J , KNOP, R C Region 3, Office of Director 84/08/03 

iGpp 26236 332 24X Fiche 90-461, 04/00/03, 0400240314 


B40B010333 IE Info Notice 04-99, "DeUberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN. £ L Division of Emergency Preparednass &i Englnaering 
Response (Post 830103) 04/00/06 Consolidated Edison Co of New 

York. Inc I22pp 26068 001 24X F I che 50-000. 84/08/06, B40B010333 


0400010337 IE Info Notice 04-60. ''Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " 8vc list end 
JORDAN. E L Divlslan of Emergency Preparedness b Engineering 
Response (Post 030103) 04/00/06 Consolidated Edison Co of New 

York. Inc 123pp 26067 150 24X Fiche 50-000.04/00/06.0400010337 


8400070120 IB Info Notice 04-61, "Overexposure of Diver in FWR 
Refueling Cavity " 8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/00/00 Consolidated Edison Co of New 

York. Inc 120pp 26129 110 24X Fi the 90-000, 04/00/08. 0400070120 


8400070376 IE Info Notice 04-62, "Therapy Mlsadmlni fttrat ions to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
list end 

GRACE. J N Division of QA. Safeguards & Inspection Programs (post 
830103) 04/08/10 Consolidated Ed i son Co of New York, Inc 

125pp 26I3D 001 24X Fiche 90-000.84/00/18.0400070376 


0400100009 IE Info Notice 04-63. "Defective RHR Replacement Piping *’ 
Bve list end 

JORDAN. E L Division pf Emergency Preparedness It Engineering 
Response (Post 830103) 0d/O8/13 Consolidated Edison Co of New 

York. Inc ll9pp 26197 210 24X F 1 c he 90-000. 04/08/13. 0400100009 


0408100030 IE Info Notice 84-64. "BWR HPCI Initiation Seal-In I. 
Indication " Sve list end, 

JORDAN, E L Division of Emergency Preparedness Ic Englnaaring 
Response (Post 030103) 04/00/19 Consolidated Edison Co of 

York. Inc I04pp 26198 093 24X Fi die 50-000. 84/08/19. 840B1( 


8400100021 IE Info Notice 04-65, "Underrated Fuses Which May Ad' 
Affect Operation of Essential Electrical Equipment " 5vc 
list end 

JORDAN. E L Division of Emergency Preparedness li EnginssrL 
Response (Post B30103) 84/08/16 Consolidated Edison C 

York. Inc UBpp 26190 001 24X FI c he 90-000. 84/08/16, E 


B4O01OOO95 IE Info Notice 04-66. "Undetected Unavai lahi 1 i t 
Turbine-Driven Auxiliary Feedwater Train " 8vc list end 
JORDAN. E L Division of Emergency Preparedness It Engl nr 
Response (Post 030103) 04/00/17 Consolidated Edls 

York. Inc I20pp 26276 001 24X Fiche 90-000,84/08/ 



DOCKETED ITEMS 


B140200 IE Info Notico Q4-67'< ''Recent Snubber InsoTvice Testing W/ 
Igfi FeiJiire Rales “ Qvc tist end 

ORDANi E L Division of Emergencij Preparedness tc Eng-ineer tng 
ssponso {Post 6SD1Q3) 84/QB/17 Consolidated Edison Co of Neuj 

OTlTr Int I23pp 26276 122 24XFlche 30-000,04/08/17.84081^0208 


)0aiO47O Foruards Preopera tl anal Physical Protection insp Rept 
10^461/84-22 on 840756-27 No noncompliance Identified 
IXCUQDN.W L Region 3, Office of Director 84/0B/17 GERSTNER H C 
Illinois Pouer Co Spp 26177 196 a4X Flche 50-461 * BA 700/1 7» 
340B2 10470 


8408210471 Preo p erat i ona 1 Physical Protection Ihsp Rept SO-461/84-22 on 
840726-27 No nancoriip I iance identified Major areas inspected 
planning It Irrvp 1 amenta 1 1 on nf security program Details 
withheld <ref lOCFn73 21) 

PIRTLEjO L I CREED, J R Region 3, Office of Director 84/08/16 

Ip 86177 190 24X Pi Che 50-461 • 04/08/17, 8408210470 


0B210142 IE Info Notice 04-68, "Potential Deficiency in Improperltf 
Rated Field Wiring to Bolenoid Valves " 3vc list end 
JDRDANi C U Dlvislcin of Etnergency Pr eparedned s U Engineering 
Response fPost 830103) 64/00/21 Consolidated Edison Co of New 

York. Ihc llSpp 26329 OD0 24X Fiche 50-000,04/00/21,0400210142 


Periodic operating reports ti related correspondence 


109070219 Provides {iiiartorly update re const scheduler in response to 
NR Denton 04D5S9 Itr Critical path schedule analysis shows 
that limiting sys Bchedule for raactor water cleanup approx 
93 days behind schedule 

HftUL. D P tllinolfi Power Co 84/07/30 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 29949 261 24X 

Flche 90-461,94/07/30.9408070219 


Repartable occurrences, LERs 1< related correspondence 


408060366 Interim Potential Deficiency Rept 39-84-14 re Baldwin /issoc 
06 vendor surveillance program Initially reported on 840621 
Invest 1 gabion Incomplete Update -on investigation will be 
submitted In approx 90 days 

HAULrD F Illinois Power Co B4/07/20 KEPPLER* J 0 Region 3, 
Office of Director 3pp 29936 097 a4X Flche 90-461,84/07/20, 
840006-0366 


1408060940 Interim Deficiency Rept 59-B4-19 re Installation of skewed 
auxiliary steel connections w/o required approved design 
details Initially reported on 840^29' Investigation plan, 
will be implemented to determine extent of problem 
HAtL,0 P Illinois Power Co 04/07/26 KEPPLER,J 0 Region 3. 
Office of Director 2pp. 29979 3B1 24X Flche 90-461,84/07/26. 

0408000940 


540813023B Part 21 Rept 21-84-10 re potential functional problem 
w/transmi tter amplifier board supplied by Roseonount., tnc as 
spare part or part within complete Hodit 1193, Series D 
transmitter Rosamounfe 040718 Itr Informing of defect end 
HAtUrO P niinois Power Co 84/07/qo KEPPLERiJO Region 3, 
Office of Director 9pp 26000 198 a4X Flche* 50-461 . 84/07/30. 
8400130238 


B408200332 Part 21 rept re te-nsion wires on Titus Orllle.hadel 272, 
net remaining in place whan deflection blades closed 
Affected job sites identified in end Producti being tested 
provide acceptable ft/ for retention 

SCHNEIDER, B L PhtUipa Industries, Inc 04/OB/O7 Director's 
Office, Office of Inspection and Enforcement 3pp 26133 319 24X 

Flche 90-000. 84/08/07, 8408200332 


04OB2OO338 Part 21 rept re tana ion wires used for adjustment o-F blades 
on Orllle Modal 272 not remaining In place when blades 
dosed. Review ^ testing conducted to identify total number 
of grilles 6 rework methods. 

SCHNEIDER, 8 L Phillips Industries. Inc 84/00/07 US1NGER,R 
ZeeV Co Ip 26132 396 24X Flche 90-461,84/08/07,0400200338 


8408300022 Final deficiency rept re dainage to Conax cable -pane trat t ons 
through containment wall Initially reported on 940328 
Measures taken to preclude recurrence of similar damage/ 
deficiencies during replacement operations 

HALLiD P rillnolB Power Co 04/08/19 KEPPLER.U Q Region 3, 
□fflce of Director 4pp 26307 083 24X Flche 90-461,04/00/19, 

0400300022 


8400300224 Interim rept of Deficiency 99-84-09 re Improperly certified 
pipe penetratlert head fitting matle supplied by Rockwell 
Engineering It Carbon Steel Products Initially reported en 
840328,01411 1 shear lugs replaced 

HALLiD.P. IlUnoli Power Co 84/08/19, KEPPtEH.Jo Region 3, 
Office of Director 3pp 26307 004. S4X Fiche 90-461,04/00/19, 

84 08300 224 


B4O027O31S Interim Deficiency Rept 55-04-16 re internal uiiring 
Workmanship in Electrical Panels HPCS-DG Initially reported 
on 040720 Investigation plan implemented Final rept will be 
submitted within 90 days 

11ALI-. D P Illinois Power Co 04/00/17 KEPPLER, J D Region 3. 
Office of Director 3pp 26244 104 24X Flche 50-461,84/00/17, 

8408270318 


04OB3OOO76 Final rept of Deficiency 55-84-10 re loose metallic debris 
found in power supplies of NSPS panels Initially reported on 
040403 Emphasis given to training courses in housekeeping 
for future work involving electronic panels 

HALL,D P Illinois Power Co 04/00/17 KEPPLER, J Q Region 3- 
Office of Director 4pp 26307 103 SdX Fithe 50-461.04/00/17. 
0400300076 


B408300210 Interim rept of Deficiency 59-04-07 re possib-le use of QE 
generic vs plant-specific design specs In developing 
preqpsrat ional test procedures Initially reported on 840320 
Training conducted on proper use of GE documentation 
HALL, D P Illinois Power Co 04/00/17 KEPPLER, J © Region 3, 
Office of Directoir 4pp 86307 048 24X Flche 50-461,04/08/17, 

8400300210 


T, Hearing transcripts on non-anti trust matters 


0400130195 Summary of 840-628 meeting w/ut il , Bechtel , Schi ff Hardin, 
Sargent S, Lundy, Newman 6 HoltilDger &■ State of IL in 
□ethesda,HD re proposed IDVP Forwards transcript of meeting 
minutes 

8 IE 0 EL, B L Licensing Branch 2 04/00/01 Licensing Branch 2 

4pp 26034 194 24X Flche 90-461,84/00/01,0400130152 


— 8400130196 Transcript of 840620 open meeting In Wash i ng ton, DC re 
facility IDVP Pp 1-131 Supporting documentation enc 1 
S Commissioners 84/06/28 179pp 26034 150 24X 

Flche 90-461,04/00/01,8400130152 


V Operator Examinations 


8408140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc, except info for examiners 
WALKER, R D Region 3, Office of Director 84/08/10 Michigan, 
Univ of, Ann Arbor, MI 2pp 26051 190 24X Fiche 30-000, 

84/08/10, 0400140426 


DOCKET 90-465 CLINTON POWER BTATIDN, UNIT 8 


A App 1 icat ion/construc t i on stage documents ^ correspondence 


8408310156 FOIA request that SECY-04-2? & end of PL William 8403Q3 Ur 
re functional description of safety parameter display sys be 
placed in PDR 

DQVEiK Affiliation Not Assigned 04/04/12, FELTON. vl M Division 
of Rules and Records ip 26332 001 24X Fiche 50-461,84/04/12, 

8408310156 


8400130120 Requests rev to 040606 QA program submittal to comply 
ur/paragraph (3>(11) of 10CFR50 5S(f} requirement to 
Identify each change, reason for change & basis for 
concluding that change satisfies lOCFRSO.App B criteria 
SPES8AS0, R L Region 3, Office of Director 84/08/06 
GER8TNER, W C Iowa Electric Light it Power Co 2p p 26007 333 24X 

FUho 30-461,04/00/06.0408130120 


V Operator Examinations 


0400140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofe, except info for examiners 
WALKER, R 0 Region 3, Office of Director 84/08/10 Michigan. 
Univ of, Ann Arbor, Ml 2pp 26051 190 24X Fiche 50-000, 

04/00/10. 6400140426 


DOCKET 8TN-50-470 CESBAR SYSTEM 80 


A Application/constructlon stage documents U correspondence 


B40Q140390 Responds to 840327 request for Info re potential single 
failure in auxiliary pressurlxer spray sys C-E completed 
preliminary review of info requested Info expected tq be 
provided by Oept 1984 

acHERER,AE Combustion Engineering, Inc 04/08/03 EIBENHUT.DG 
Dlvisltm of Licensing Ip 26052:361 a4X Fiche 90-470,84/03/03. 
0408140390 
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E NRC. Evali>ation Report (SER)i %i>ppls ^ c or respondent e 


B4O0MOa3O Forioards items ror updating uihen SER generated tn close 
out remaining issues Itens include steam generator tube 
rupture* rad 1 olog t ca 1 consequences of DRA shutdown 
cooling <RHR ) 

SCHERER. A E Combustion Engineering. Inc 84/00/03 EISENHOT* D 6 
Division of Ulcensing 2pp 2&055 313 24X Fiche 50-470.04/08/03, 

□400140230 


Q Inspection reports. IE Qulletins h Correspondence 


8400310044 Forwards E*an Rept 30-470/0L-84-06 of exam administered 
during uik of 040618 

8TAR0STECKI, R Division of Project l< Resident Programs 04/08/01 
SCHERER. A E Combustion Engineering, inc 2pp 26334 104 24X 

Fiche 30-470.84/08/01.8408310044 


—0400310048 E»am Rept S0-470/0L-B4-06 administered on 04O617-*10 Exam 
results not listed 

DUDLEY, N F Region I, Office of Director 04/07/26 41pp 
26334 106 a4X Fiche 50-470,84/08/01.0408310044 


V Operator Examinations 


8400310044 Forwards Exam Rept 50-470/OL-B4-06 of exam administered 
during wk of 840618 

STAR09TECKI. R Division of Project 4( Resident Programs 04/08/01 
SCHERER. A E Combustion Engineering, inc 2pp 26334 184 24X 

Fiche 50-470.84/08/01,8408310044 


—0409310048 Exam Rept 50-47O/OL-B4-O6 administered on 840617-18 Exam 
results not listed 

DUDLEY. N F Region 1, Office of Director 04/07/26 41pp 
26334 186 24X Fiche 30-470. B4/0B/0t , 840B31Q044 


DOCKET 8TN-50-4B2 WOLF CREEK GENERATINO STATION 


A App 1 i cat ion/canstroct 1 on stage documents & correspondence 


8406010167 Notification of B40730 meeting ui/utll in OethesdarMD to 
discuss util proposed dual function shift technical advisor 
□ 'CONNOR. P W Licensing Dranch 1 04/07/20 YOUNODLQOD. B J 

Licensing Dranch I 4pp 2SB73 288 24X Fiche 50-482.84/07/20. 

8408010187 


04O8O7OJ94 Notification of rescheduled 840801 meeting u/utll in 
Bethosda.MD to discuss util proposed dual function shift 
technical advisor Date & time of meeting changed 
O'CONNOR. P M Licensing Branch 1 04/07/20 YOUNGBLOOD. B J 

Licensing Branch l 3pp 25956 256 24X Fiche 50-402.84/07/20. 

0408070394 


0407310144 Forinards proprietary WCAP-i062l. ’'West inghouse 

Thermocoup 1 e/Core Cooling Monitor Sys Isolation Tests " Rept 
withhold (ref iOCFRa 790) 

PETRICKjN a Standardlied Nuclear Unit Power Plant System 
04/07/26 DENTON. H H Office of Nuclear Reactor Regulation. 
Director 3pp 25035 258 24X Fiche 50-000.84/07/26.8407310144 


0408060399 Forwards request for addl info re seismic 8, dynamic 
qualification Response should be received by 040731 to 
support schedule for full power operation at Callaway 
YOUNGBLOOD, B J Licensing Dranch 1 84/07/26 SCHNELL. D F Union 

Electric Co K0E8TER,G L Kansas Qa% Electric Co 5pp 
25951 169 a4X Fiche 50-000, 04/07/26. 8408060399 


8408070028 Summariies Caseload Forecast Panel 040524 tour It confirms 
util commitment to provide updated milestone schedule every 
2 wks Nov-Ddc const completion date achievable Tour 
attendance list 8* milestone sheet enci 

YOUNGBLOOD,!} J Licensing Branch I 84/07/26 KOESTER. G L Kansas 

Qas tc Electric Co 7pp 23956 IBO 24X Fiche 30-482,04/07/26, 

B 408070026 


8400060234 Responds to 040726 request for addl info re seismic 
qualification of thermocouple/core cooling monitor sys 
acceptance criteria Terninatlon of justification for interim 
operation maintained 

PETRlCKiN A Standardized Nuclear Unit Power Plant System 
04/07/27 DENTON. H R Office of Nuclear Reactor Regulation, 
Director 3pp 25934 1 12 24X Fiche 50-000.04/07/27,8408060234 


— 8408060240 Requests addl info re seismic dynamic qua 1 1 f i cation of 
th 0 rmoc oup 1 e/c ore cooling monitoring sys. per review of Info 
concerning lOOX power amend 

YOUNGBLOOD, B J Licensing Branch 1 84/07/26 8CKNELL,DF 

Union Electric Co KOESTER. G L Kansas Qas 8< Electric Co 2pp, 
25934 115 24X Fiche 50-000.84/07/27,0400060234 


8408030159 Forwards revised Figure 5 1-4 to Tech Specs re boundary for 
liquid effluents Info incorporated into OL application 
KOESTER, G L Kansas Gas *, Electric Co 04/07/30 DENTON, H R 
Office of Nuclear Reactor Regulation^ Director 3pp 25912 01? 

24X Flthc 50-402,84/07/30,0400030159 


8400030012 Forwards update of 810903 6 IS Inservice testing programs 
for pumps 6 valves Original inservice testing program 
developed in compliance u/Section XI of ASME Boiler 6 
Pressurii Vessel Codo 

KOESTER. G L Kansas Gas 6 Electric Co 84/07/31 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 23907 124 
24X Fiche 30-482.04/07/31,8400030012 


— B40B030016 "Ineervlce Testing Program for Pumps & Valves “ 

* Kansas Gas «, Electric Co 84/07/31 li7pp 25907 126 24X 

Fiche S0-4B2. 84/07/31. 0408030012 


0408070110 Generic Ltr 94-19 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re availability of 
Suppl 1 to NUREO-0933. *‘Prlorl tl zatiun, of Generic Safety 
Issues " sve list end 

EISENMUT, D 0 Division of Licensing 84/08/06 Consolidated 
Edison Co of New York, Inc IBpp 26129 238 24X 

Fiche 50-000,04/08/06.0400070110 


0408140330 Forwards one oversize milestone schedule as of 040801 
Aperture card available in PDR 

KOESTER. G L Kansas Gas U Electric Co 84/08/08 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 24X 
Fiche 30-482.04/08/08.8408140350 


6406200119 Forwards updated "Wolf Creet Unit 1 Environ Protection Plan 
(Nonrad iolog ical }. " reflecting current regulatory conditions 
8, revising refs 

KOESTER. 0 L Kansas Gas & Electric Co 84/08/13 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 26133 237 
24X Fiche 50-402.84/08/15.8408200119 


—0408200123 ^'Wolf Creek Unit i Environ Protection Plan 
(Nonradiological ) 

« Kansas Gas i, Electric Co 84/07/31 15pp 26133 23? 24X 

Fiche 50-482.84/08/15.8400200119 


0408220369 Forwards addl info re Sargent it Lundy design verification 
activities concerning three UHS-related items Info documents 
that UHS design calculations reflect as-bullt conditions 6 
design info controlled tt coordinated among organizations 
KOESTER, 0 L Kansas Gas U Electric Co 84/08/15 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 38pp 26191 300 
24X Fiche 50-402.84/00/15.0406230309 


6408210313 Forwards revised F8AR App 7A pages addressing NRC 040625-26 
requests for addl Info re Reg Guide 1 97 As-hullt plant 
design info. not included in original submittal, incorporated 
Design provides info required to satisfy Rev 2 to rag guide 
PETRICK.N a Standardized Nucloar Unit Power Plant System 
04/00/16 DENTON, H R Office Of Nuclear Reactor Regulation. 

Director 65pp 26179 060 24X Fiche 50-000,64/00/16,0408210313 


8408200275 Generic Ltr 04-20 to all licensees of operating reactors it 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Sve list end 

EISENHUT, D 0 Division of Licensing 04/08/20 Consolidated 
Edison Co of New York, Inc 17pp S6276 244, 24X 

Fiche 50-000,04/00/20,8406200275 


0408270377 Forwards one oversize milestone schedule as of SAoais 
Aperture card available in PDR 

KOESTER, G L Kansas Gas It Electric Co 84/06/22 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp, 26240 195 
a4X Fiche 50-402,64/08/22.8408270377 


8406310101 Confirms transmittal of preservice insp program plan to 
PW O'Cannor Document updated to incorporate approved 
field Changes & to reflect as-built plant condition Relief 
request will be submitted 

8EIKEN. 8 J Standardized Nuclear Unit Power Plant System 84/08/20 
DENTON, H R Office of Nuclear Reactor Regulation! Director Ip 
26322 233 24X Fiche 50-402,84/08/28,6406310101 


E NRC Safety Evaluation Report (8ER), suppis it correspondence 


8400100066 Submits commitments to close out SER, Open Item I A 1 1 re 
shift technical advisor program Academic training for senior 
reactor operators will be provided Commitment incorporated 
into OL app 1 icatlon 

K0E3TER,0 L Kansas Oas it Electric Co 04/OB/O7 DENTON. H Office 
of Nuclear Reactor Regulation, Director 7pp 25990 175 24X 

Fiche 50-462,84/00/07,8408100066 
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B40ai£i00j]2 Clarifies SKJUPPS design procedural controls for (nitigation 
of postulated control room fires^per SSER 3 (NunEG-0830> 

Reauests meeting u/NRC, per procedures for disposition of 
backfitting requirements implemented by IE i< NRR 
RETRICKj N A Standardiied Nuclear Unit Pouer Plant System 
B4/QB/1D DENTDNi H R Office of Nuclear Reactor Regulation/ 

Director 3pp 2i0a5 313 ?4X Fiche 90-000.84/03/10,8408160063 


0408270389 Requests tbat new regulatory position re control room fires 
be reviewed per 10CFR50 109 Meeting w/appropr late NRC mgt re 
procedures for disposition of backfitting requirements 
implemented by IE (< NRR also requested 

PETRICK.N A Standardiied Nuclear Unit Power Plant System 
84/OB/iO DENTON. H R Office of Nuclear Reactor Regulation, 
Director 4pp 26238 124 24X Fiche 50-482.04/08/10.8400270309 


F Security, medical, emergency J- fire protection plans 


04OBO6O17O Forwards IE Insp Rept 50-482/84-13 on 840501-04 Nq 
violations or deviations noted 

JOHNSON, E H Region 4. Office of Director 84/05/25 KOESTER.G L 
Kansas Gas & Electric Co 2pp 25935 172 24X 

Fiche 50-482.04/05/25.8408060175 


—8408060180 IE Insp Rept 50-482/84-13 on 840501-04 No violations or 
deviations noted Major areas Inspected interim security plan 
for protection of SNM of low strategic significance Details 
withheld (ref 10CFR73 21) 

KELLY. J A Region 4. Office of Director HALL. R E . JOHNSON. H D 
Region 2, Office of Director 84/05/55 4pp 25935 174 24X 

Fiche 50-485.84/05/25.8408060175 


0408220207 Forwards Rov 4 to physical security plan Plan uiithhelci 
( ref I0rrR73 21 > 

KQESTER,& L Kansas Gas ^ Electric Co 04/00/15 DENTON. H R 
Office of Nuclear Reactor Regulatior. Director 2pp 26194 049 
24X Fiche 50-482.84/08/15.8408220207 


8400280037 Notification of 840822 meeting w/utils 8. SNUPPS in 
□ cthesdia, MO to discuss SNUPPS fire protection review 
HGLONICH. J J , O'CONNOR, P g Licensing Dranch 1 84/00/20 

YOUNGDLQOO. D J Licensing Branch I 5pp 26294 152 24X 

Fiche 50-000.84/08/20.8408280037 


8400290033 Forwarda Rev 4 to safeguards contingency plan Rev withheld 
(ref 10CrR73 21 > 

KOESTER.G L Kansas Gas h Electric Co 84/08/22 DEnTDN, H R 
Office Of Nuclear Reactor Regulation/ Director 13pp 26291 254 
24X Fiche 50-402.04/00/22.8408290033 


8408300075 Summary of 040819 meeting u/uti Is. SNUPPS Dechtcl re 
SNUPPS fire protection program t* safe shutdown analysis 
Attendees list end 

0 'CONNOR, P W , HQLONICH. J J Licensing Dranch I 84/08/22 
Licensing Dranch I 6pp 26329 354 24X Fiche 50-000.84/08/22, 

8408300075 


8408300090 Forwards results of evaluation re control room fire 6 
summary of response plan necessary to ensure achievement !< 
maint ef hot standby w/postulated fire damage 
PETRICK.N A Standardijod Nuclear Unit Power Plant System 
84/08/23 DENTON, H R Office of Nuclear Reactor Regulation. 

Director I9pp 26306 190 24X Fiche 50-000/84/00/23.8408300070 


8400160520 Forwards IE Insp Rept 50-402/84-17 on 840626-29 No 
Violations or deviations noted 

HUNTER. D R Region 4. Office of Director 84/07/27 KOE^TER, 0 L 
Kansas Gas & Electric Co 2pp 26108 015 24X 

Fiche 50-482.04/07/27.8408160520 


”8400160523 IE Insp Rept 50-482/84-17 on 040626-29 No violations or 
deviations noted Major areas inspected physical security 
plan U implementing procedures 6 mgt effectiveness-security 
program Details withheld (ref 10CFR7321) 

KELLY. J A . HAUL.R E . MARTIN. L E Region 4. Office of Director 
04/07/27 ip 2610B 017 24X Fiche 50-402.84/07/27,8400160520 


8408020105 Forwards "Btate of K8 Annex A.Nuclear Facilities Incidents 
Response Plan to Assistance R.Nuclear Emergencies of State 
Disaster Emergency Plan" tt "Coffey County Contingency Plans 
for Incidents Involving Commercial Nuclear Power " 

KOESTER.G L Kansas Gas h Electric Co 04/07/31 DENTON. K R 
Office of Nuclear Reactor Regulation. Director ip 25092 306 24X 

Fiche 50-402.04/07/31.8400020105 


—0408020114 "State of K9 Annex A.Nuclear Facilities Incidents Response 
Plan to Assistance R.Nuclear Emergencies of State Disaster 
Emergency Plan " 

HANNELL.L Kansas. State of 04/06/30 356pp 25092 307 24X 

Fiche 50-482,84/07/31,8400020105 


-0408020117 Rev 3 to "Coffey County Contingency Plan for incidents 
Involving Comnercial Nuclear Power " 

* Coffey County, KB 84/06/30 300pp 25893 303 24X 

Fiche 50-482,84/07/31.8400020105 


0408140337 Submits addl Info to B40404 response to NRC questions re 
procedures generation package Technical content of 
procedures In accordance w/Rev 1 (840901) to Hestlnghouse 
high pressure emergency response guidelines 

K0E8T£R,G L Kansas Gas & Electric Co 84/00/10 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 26042 317 
24X Fiche' 50-482.84/00/10. 0400140337 


0400160063 Clarifies 8NUPPB design procedural controls for mitigation 
of postuietad control room fires, per 8QER 3 (NUREo-0830} 

Requests meeting u/NRC. per procedures for disposition of 
backfitting requirements implemented by IE & NRR 
PETRICK.N A Stanifardi ted Nuclear Unit Power Plant System, 

04/08/10 DENTQNjH R Office of Nuclear Reactor Regulation. 

Director 3pp 26085 313 24X Fiche 50-000,84/00/10,0400160063 


8408270389 Requests that new regulatory position re control room fires 
be reviewed per lOCFRSO 109 Meeting w/approprlate NRC mgt re 
procedures for disposition of backfitting requirements 
Implemented by lE & NRR also requested 

PETRICK.N A atanderdlted Nuclear Unit Power Plant System 
B4/08/iO DENTC^Ni H. R Office of Nuclear Reactor Regulation. 
Director 4pp 26938 124 84X Fiche 50-482.04/00/10,8400270389 


0403210558 Notification of 840015 meeting w/utils it SNUPPB In Befchesda, 
MD to discuss fire protection review 

HQLONICH. J J , O'CONNQR.P N Licensing Branch 1 84/08/15 
YOUNOflLOOD, D J Licensing Branch 1 2pp 26195' 257 24X 
Fiche* 50-000.84/00/15. 8408210558 


840620022? Ooard Notification 04-145 provides info re fire protection 
concern discovered during Insp Qased on preliminary insp, NRC 
determined safety evaluation for alternate shutdown 
capability incorrect 

CISENHUT.D G Division of Licensing 04/08/24 PALLADINO 
Consolidated Edison Co of New York, inc RODERTS, ASBEUSTINE 
Commissioners 3pp 26322 128 a4X Fiche 90-000.84/08/24.408200229 


0408260229 Doard Notification 64-145 provides info re fire protection 
concern discovered during insp Oasod on preliminary insp. NRC 
determined safety evaluation for alternate shutdown 
capability incorrect 

EIBCNHUTiO G Division of Licensing 04/08/24 PALLADINO 
Consolidated Edison Co of New York. Inc 3pp 26322 128 24X 

Fiche 50-000.84/08/24,0408280229 


0 Adjudicatory correspondence 


8408060221 Order determining that ASLB G40702 initial decision net 
final until completion of ASLAQ sue sponte review Served on 
040803 

SHQEMAKER.C j Atomic Safety and Licensing Appeal Panel DSD 741 
04/08/03 Office of the Executive Legal Director Ip 25923 361 
24X Fiche 90-402,84/08/03,0408060221 


Q Inspection reports. IE Bulletins t< correspondence 


0400060175 Forwards IE Insp Rept 50-402/04-13 on 040901-04 No 
Violations or deviations noted 

JDHNBON.E H Region 4, Office of Director 84/09/25 KOESTER. 0 L 
Kansas Gas 6 Electric Co 2pp 25739 172 24X 

Fiche 90-482.04/05/25,8408060179 


—0400060100 IE Insp Rept 90-482/84-13 on 840501-04 No violations or 
deviations noted Major areas inspected interim security plan 
for protection of SNM of low strategic significance Details 
withheld (ref iOCFR73 21) 

KELLY, J A Region 4, Office of Director HALL. R C , JOHNSON. W D 
Region 2, Office of Director 84/09/29 4pp 85939 174 24X 

FUhe 90-482,04/09/23.8400060179 


0400060092 Forwards exam rept of Initial operator exams administered in 
May 1984 

JOHNQQN. E H Region 4, Office of Director 04/07/03 KOESTER.G L 

Kansas Gas & Electric Co 2 pp 29933 309 24X 

Fiche 50-482.84/07/03,0400060092 


— 8400060099 Exam rept of Initial exams administered In May 1904 Exam 
results 10 of 23 senior operator candidates & all four 
operator candidates passed written, oral & simulator exams 
PELLET. J L , COOLEY. R A Region 4. Office of Director 84/07/02 
75pp 29933 311 24X Fiche 50-492,04/07/03.8408060092 


0407290229 IE Info Notice 04-57. "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants *' Sve list end 

JORDAN, E L Division of Emergency Proparedness £c Engineering 
Response (Post 830103) 84/07/27 Consolidated Edison Co of New 

York. Inc U9pp 29065 047 24X Fiche 50-000.84/07/27,0407230229 
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[E Insp Rept 5O-402/B4-17 on 040626-29 No 
tar deviations noted 

^ Region 4, 0Pf»ce o# Director 84/07/27 K0E5TCR. 0 U 

t. Electric Co 2pp 26100 015 24x 

84/07/27- 8408160520 


le Insp Rept 50-402/84-17 on 040626-29 No violations or 
noted Major areas inspected physical security 
^^plementing procedures 6 mgt effectiveness-security 
details uithheld (ref 10CFR73 21) 

^ . HALL* R E , MARTIN- U E Region 4. Office of Director 

Ip 26100 017 24X Fiche 30-482.84/07/27,8408160520 


*< receipt of 840601 Itr inforniing NRC of steps taken to 
eolations noted in IE Insp Rept 30-482/84-08 
^ Region 4. Office of Director 04/07/31 WOESTER. G L 

9^ Electric Co Ip 23907 027 24X Flche 30-402. 

®^0ai00069 


^ l^esponds to NRC 840304 Itr re violations noted in IE Insp 
*"•^02/04-00 Corrective actions Daniel Inti Corp has 
• Nonconformance Rept lSN17097Pi requiring corrected 
' rept for Spool EJ''044-3016 obtained from vendor 

O L. Kansas Gas Electric Co 84/06/01 JOHNSON. E H 
Office of Director 3pp 25987 020 24X 

► 0-^B2. 04/07/31, 0400100069 


*=‘oT'i4ard5 QA Program Insp Repts 99900519/04-01.99900387/04-01 
►■**.^04-02 for action Retiuesta signature on 
n t: to ack receipt of repls U/o ends 

F* Region 4. Office of Director 04/08/03 KOESTER. O L 
^ Electric Co 2pp 25908 263 24X 

84/00/03. 8400100139 


Info Notice 04-59. "Deliberate Circumventing of station 
M Spies Proceduree " Sve list end 

Division of Emergency Preparedness ^ Engineering 
•(Rost 830103) 04/03/06 Consolidated Edison Co of Neut 

I22pp 26068 001 24X Flche 50-000.84/00/06.8400010333 


Info Notice 84-60i "Failure of Air Purifying Respirator 
o Meet Efficiency Requirement " Sve list end 
l_ Division of Emergency Preparedness (< Engineering 
<Rc3mt 630103) 84/00/06 Consolidated Edison Co of Nou 

I83pp 26067 150 24X Flche 50-000.04/08/06.0400010337 


JE Info Notice 84-61. "Overe icposure of Diver in PWR 
I Cisvity " Sve list end 

I — Division of Emergency Preparedness & Engineering 

C Ro«t 030103) 64/08/00 Consolidated Edison Co of New 

120pp 26129 lie a4X Fiche 30-000.04/00/08,0408070120 


tE Info Notice 04-62. "Therapy Ml sadmlnlstrations to 
Urfcd«rgoing Co-60 Telethorapy Treatments " Sve 

J. Division of QA. Safeguards U Inspection Programs (Post 
B-^/OB/10 Consolidated Edison Co of Neu York. Inc 
t^lZ30 001 24X Flche 50-000.04/00/10.8400070376 


rE Info Notice 04-63. "Defective RHR Replacement Piping " 
ersc 1 

Li.. Division of Emergency Preparedness 6 Engineering 
CR<i9t 030103) 84/08/13 Consolidated Edison Co of Neui 

li9pp 26197 218 24X Fiche 50-000.84/00/13.8408100009 


IE: Info Notice 84-64. "DWR HPC I Initiation Seal-In «< 

► n, " Sve list encl 

l_. Division of Emergency Preparedness ii Engineering 
<Rc} 0 t 830103) B4/0B/15 Consolidated Edison Co of New 

104pp 26190 093 24X Fiche 30-000.84/03/1510408100038 


lE Info Notice 94-65. "Underrated Fuses Which May Adversely 
li^T'-atlon of Essential Electrical Equipment " 8vc 

Division of Emergency Preparedness b Engineering 
<Pi:}at 830103) 64/00/16 Consolidated Edison Co of New 

118pp 26190 001 24X Fiche 50-000,04/00/16.0408100021 


lE Info Notice 94-66. "Undetected Unaval labl 1 1 ty of 
>-r'i'Von Auxiliary Feedwater Train " 3vc list end 
L.. Division of Emergency Preparedness it Engineering 
CRost 830103) 84/00/17 Consolidated Edison Co of New 

I20pp 26276 001 24X Fiche 50-000. 84/08/ t7i 0408100053 


rHi Info Notice 04-67. "Recent Snubber Inservlce Testing W/ 
Rates " Sve list end 

Division of Emergency Preparedness & Engineering 
<Rc3«t 030103) 84/08/17 Consolidated Edison Co of New 

I22pp 26276 122 24X Flche 50-000,04/08/17.0400140208 


8400210142 IE Info Notice B4-6B. "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Sve list encl 
JORDAN, E L Division of Emergency Preparedness S. Engineering 
Response (Post 030103) 64/08/21 Consolidated Edison Co of New 

York, Inc llSpp 26329003 24X Fiche 50-000. 04/06/21 , B4DB210 i 42 


B4O028O229 Daard Notification 84-145 provides xnfo re fire protection 
concern discovered during insp Based on preliminary insp. NRC 
determined safety evaluation for alternate shutdown 
capability incorrect 

EI8ENHUT, DG Dlvisian of Licensing 04/00/24 PALLADINO 
Consolidated Edison Co of New York, Inc RDDERTS. AS5ELST1NE 
Commissioners 3pp 26322 129 24X Fiche 50-000.84/08/24.400280229 


8 Reportable occurrences, UERs 6 related correspondence 


B4DB0103B6 Supplemental final deficiency rept re generic defects in 
Gould/Rundel 4-position U 2-position selector switches 
failure Initially reported on 040209 Failed units to be 
replaced from alternate supplier 

SEIKEN. e J Standardized Nuclear Unit Power Plant System 84/07/20 
COLLINS. J T Region 4. Office of Director 2pp 25B66 2B4 24X 

Flche 50-000.04/07/20.8409010336 


0400030255 Interim Significant Deficiency Rept SDR 84-04 re Llmlfcorque 
operator motor pinion/uorm shaft clutch gear failure 
Limltarque will conduct cycle testing t. Westlnghouse will 
conduct metallurgical teste Next rept expected by 640930 
SEIKEN. 8 J Standardized Nuclear Unit Power Plant System 64/07/20 
KEPPLER.J 0 Region 3. Office of Director COLLINS. J T Region 4. 
Office of Director 3pp 25917 234 24X Flche 50-000.84/07/20. 

6400030255 


B40B140001 Deficiency rept re Anchor Darling ID-lnch gate valve In 
essential sve water sys Initially reported on 040283 Valve 
failed in open position U does not represent safety concern 
Condition not reportable per IOCFR50 55(e) 

KDESTER.OL Kansas Gas & Electric Co 64/03/06 HUNTER. DR 
Region 4. Office of Director Ip 26044 357 24X 

Flche 30-402,84/08/06.0400140001 


G4O014OO2O Final deficiency rept re compromised Level 11 welding 
inspector exams Intially reported on 620712 Inspectors 
retested i welds reinspected 

K0E8TER.0 L Kansas Oas ti Electric Co 84/06/06 HUNTER. D R 
Region 4. Office of Director 2pp 26044 189 24X 

Fiche 50-482.84/00/06,8408140020 


6408140237 Final deficiency rept re improper fittings on low pressure 
switch of nitrogen accumulator for MSIV Initially reported 
on 631025 Transition piece installed In low pressure switch 
assembly of each affected valve 

KOeSTER.G L Kansas Oas h Electric Co 64/08/06 HUNTER. D R 
Region 4. Office of Director Ip 26055 315 24X 

Flche 50-402.04/06/06.8403140237 


8408140306 Final deficiency rept re butterfly valves Supplied by 
Fischer Control Initially reported on 040110 Valves w/loose 
or missing pins repaired per manufacturer instructions, 
including cleaning of tapered holes 

KGE9TER.0 L Kansas Gas & Electric Co 84/06/06 HUNTER. D R 
Region 4i Office of Director 7pp 26042 326 24X 

Flche 50-462. 84/08/06. 6400140308 


8408160905 Final deficiency rept re insyf f Icienit torque on structural 
steel bolted connections Connections reworked reverified 
bo assure quality & procedures revised to complete 
corrective actions 

KDESTER.OL Kansas Gas «< Electric Co 84/00/06 JQHN90N.E H 
Region 4. Office of Director 5pp 26107 321 24X 

Fiche 50-402.04/06/06.0408160505 


0406160514 Final deficiency rept re component failures in 
safety-related battery charges Initially reported on 630309 
Chargers inspected. upgraded & tasted Corrective action 
completed 

KOEBTERiO L Kansas Gas Sc Electric Co 84/06/06 JOHNSON. E H 
Region 4. Office of Director Ip 26106 011 24X 

Fiche 50-482.64/06/06,6408160314 


B40B22015B Supplemental final deficiency rept re auxiliary feedwater 
turbine control circuit Field rework plan altered vendor 
supplied circuitry to be compatible w/faclllty circuitry 
KOESTER.G L Kansas Gas it Electric Co 84/08/06 HUNTER, D P. 
Region 4. Office of Director Ip 26188 110 24X 

Fiche 50-402.64/06/06,8400220156 



400 


DOCKETED ITEMS 


0-400350217 Final deficienctj rept re ducting installation in torsion 
restraint area Initially reported on 031110 Damaged bolts 
replaced & single modified duct piece inspected & found to 
be ueldcd satisfactorily to flange 

KQESTEfl.O L Kansas Gas & Electric Co 04/09/00 HUNTER. D R 
Region A, Office of Director 2pp 26100 264 ?4X 

Flc^e 50-402.84/00/0010400220217 


0400220248 Final defjciencg rept re Data Produc ts> Inc isolation relay 
cards Initially reported or 840426 Affected cards modifiad 
so that card failure uould not cause loss of cantro-l pouier 
KOESTERiG L Kansas Oas h Electric Co 04/00/08 HUNTER* D R 
Region 4* Office of Director ip 26189 216 24X 

Flche 50-402.84/08/081.0400220240 


0400220479 Final deficiency rept re Incorrect differential pressure 
carrectton in reactor vessel level instrumentation sys 
Initially reported on 840427 Input circuitry into Process 
Cabinet 7300 reuorked 

KDESTER*G L Kansas Gas & Electric Co 84/08/08 HUNTER, D R 
Region 4. Office of Director ip 26196032 24X 

Fitlic 50-403*84/08/08*8400220479 


04OB2BO43S Interin deficiency rept re lubricating oil piping sys for 
safety injection 6 centrifugal charging pumps Initially 
reported on 840717 As-built drauiings of sys developed to 
assess work performed u/o QA program approval 

KDEBTERiG L Kansas Gas «, Electric Co 04/00/17 HUNTER. D R 
Region 4* Office of Director 2pp 26202 12B 24X 

Fiche 50-402* 84/00/ 1 7. 840Q2G043S 


V Operator Exani nations 


B40B060Q92 Foruards exam rapt of initial operator exa-ms administered in 
May 1904 

JOHNSON. E H Region 4, Office of Director 04/O7/-O-3 RQE5TER, 0 L 

Kansas Gas U Electric Co 2pp 2S93S 309 24X 

Fichfl 50-402*04/07/03*0408060092 


— B408060Q99 Exam rept of Initial exams administered In May 1904 Exam 
results 10 of 33 senior operator candidates b all four 
operator candidates passed wrl tten* oral h simulator exams 
PELtET.J L I COOLET, R A Region 4. Office of Director 04/07/02 
7Spp 25935 311 24X Flcbe 50-482. 84/07/03* 8408060092 


6408200173 Advises that requested matls made available for use in 
developing license exams for reac tor/seni or operators par 
NRC 040629 request Training will be provided for cold 
licensed operators on plant procedure changes 

KOESTER. 0 L Kansas Gas 6 Electric Co 84/07/23 HUNTER, D R 
Region 4* Office of Director Ip 26269 358 34X 

Flche 50-402*84/07/33*8400280193 


DOCKET STN-50-4B3 CALLAWAY PLANT* UNIT i 


A Application/construction stage documents 6 correspondence 


9406140221 Forwards marked-up Tech Specs changed since 840531 Itr Tech 
Specs accurately reflect design & operating program 
described in FSAR 

8CHNELL* D F Union Electric Co 04/06/11 DENTONiH R Office of 
Nuclear Reactor Regulation, Director 2ipp S4934 380 24X 

Flche 50-403*84/06/11,8406140221 


NRC Safety Evaluation Report <SERl, suppls -b correspondence 


0408160063 Clarifies SNUPPS design b procedural controls for mltigatlDn 
of postulated control room fires, per SSER 3 {NUREO-0830> 

Requests meeting u/NRC, per procedures for disposition of 
backfltting requirements implemented by IE b NRR 
PETRlCKi N A Standard i xed Nuclear Unit Power Plant System 
84/08/lD DENTON, H R Office of Nuclear Reactor Regulation* 

Director 3pp 26085 313 24X Ficho 50-000*84/08/10,8408160063 


0408270389 Requests that now regulatory position re control room fires 
be reviewed per lOtTFRSO 109 Meeting w/appropr late NRC mg t re 
procedures for disposition of bactfltting requirements 
implemented by IE U NRR also requested 

PETRrCK*-N A Standard lied Nuclear Unit Power Plant System 
84/00/10 DENTON* H R Office of Nuclear Reactor Ragulation, 
Director 4pp 26233 124 24X Flche 50-482* 84/08/10, 8408270399 


F Security, medical, emergency it fire protection plans 


8400130397 Discusses six items Prom Attachment 1 to License NPF-25. 
covering emergency lighting in safe shutdown areas «< 
communications outside control room, per App R requirements 
SCHNELLrD F Union Electric Co 84/07/27 KEPPLER* J 0 Region 3, 
Office of Director 4pp 36011 i 13 24X Ficho 50-403*84/07/37* 

8400130397 


u4^b060l 48 Requests LERs 01 - 002-00 ’ 01-005-00 re malfunction of plant 
seLurity harduare be reroved from PDR.per 10CFR73 2i Util 
now considers LERs as safeguards info 

MILTENDERGER, S Union Electric Co 04/07/30 Record Services 

Branch- (Document Control Desk) 2pp 25923 300 24X 

Flche 50-403, 84 '07/30. 0408060 1 40 


0408100026 Ack receipt of 040706 Itr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Rept 50-403/04-10 

PAPERIELLQ.C J Region 3. Office of Director 04/00/06 
SCHNELL. D F Union Electric Co Ip 25990 159 24 X 

Flche 50-483, 04/08/06. 0400 1 00026 


— 0400100034 Responds to NRC 640525 Itr re improvement Items noted in IE 
Emergency Preparedness Appraisal Rept 50-483/84-10 
Corrective actions role of shift advisors* as county 
emergency operation ctr technical r ep resentat i ve. eva I uated 
SCHNELL. D F Union Electric Co 04/07/06 PAPERIELLO. C J 
Region 3, Office of Director Bpp 25990 160 24X 

Fiche 50-403,84/08/06,8400100026 


840B14O129 Forwards Rev 4 to physical security plan Rev withhold 
(ref iOCFR73 21) 

SCHNELL. D F Union Electric Co 04/00/09 KEPPLER. J 0 Region 3* 
Office of Director 3pp 26047 000 24X Fiche 50-483,84/08/09. 

6406140129 


8409210402 Rev 3 to Emergency Plan Implementing Procedure ElP-ZZ-00102, 
"Emergency Implementing Actions*' & revised index W/840B14 
transmittal memo 

MlfrTENDERGE* S Union Electric Co 04/00/09 35pp 26179 215 24X 

riche 50-483*84/06/09*0400210402 


8408270393 Revised emergency plan Implementing proc edur es* i nc lud Ing 
EIP-2^-OOZOl re notifications* ElP-22-00203 re addl 
assistance L EPlP-22-0021 1 re field monitoring direction 6 
assessment W/64081S transmittal Itr 

* Union Electric Co B4/08/09 aOOpp 26238 207 24X 

Fiche 30-483,84/08/09*0400270393 


840B160063 Clarifies SNUPPS design S< procedural controls for mitigation 
of postulated control room fires. per SSER 3 iNUREG-0930) 

Requests meeting w/NRC, per procedures for disposition of 
backfitting requirements implemented by IE It NRR 
PETRICK.N A Standardized Nuclear Unit Power Plant System 
04/08/10 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 3pp 26085313 24X Fiche 50-000.84/08/10,0400160063 


0408270389 Requests that new regulatory position re control room fires 
be reviewed per 10CFR30 109 Meeting w/approprlate NRC mgt re 
procedures for disposition of backfitting requirements 
implemented by t£ U NRR also requested 

PETRICK.N A Standardized Nuclear Unit Power Plant System 
04/00/10 DENTON* H R Office of Nuclear Reactor Regulation* 
Director 4pp 26230 124 34X Fiche 30-482*84/00/10*0400270309 


6408210330 Notification of 040815 meeting u/utils & SNUPPS in Dethesda* 
MD to discuss fire protection review 

HDLONICH, J J , O'CGNNOfl.P W Licensing Branch I 04/00/15 
YOUNGBLOOD* Q J Licensing Dranch I 2pp 26195 237 24X 
Fiche 50-000,04/08/15*0408210558 


6408200037 Notification of 040022 meeting u/utlls it SNUPPS in 
Bethesda.MD to discuss SNUPPS fire protection review 
HQLONICH. J J I a 'CONNOR, P W Licensing Branch 1 84/00/20 

YOUNGBLOOD. D J Licensing Branch 1 5pp 26294 152 24X 

FirhB 50-000,84/00/20,8406280037 


B40B300075 Summary of 040815 meeting w/u t i I s* SNUPPS it Bechtel re 
SNUPPS fire protection program & safe shutdown analysis 
Attendees list end 

0 'CONNOR, P W * HQLONICH, J J Licensing Branch 1 04/00/22 

LicenEing Branch 1 6pp 26329 354 24X Fiche 50-000*84/08/22, 

0400300075 


8408300090 Forwards results of evaluation re control room fire Si 
summary of response plan necessary to ensure achievement 6 
malnt of hot standby w/postulated fire damage 
PETRtCK/N A Standardized Nuclear Unit Power Plant System 
04/08/33 DENTON, H R Office of Nuclear Reactor Regulation, 

Director ISpp 36306 120 24X Fiche 50-000,84/08/23*8400300090 


0408280239 Qcjard Natiflcation 84-145 provides Info re fire protection 
concern discovered during insp Based on preliminary insp*NRG 
determined safety evaluation for alternate shutdown 
capability incorrect 

Et5ENHUT*D 0 Division of Licensing 04/08/24 PALLADINO 
Consolidated Edison Co of New York* Inc RODERTS, ASSEL8TINE 
Cummlss loners 3pp 26333 128 24X Fiche 50-000,84/08/24*408280229 
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G Ad jud ucatorv correspon d snc d 


0408150431 Informs that Conmissioncr Zuch will tour emergenci^ offsite 
facility on 840823 L corpora be ofc on 840824 Served on 
840015 

BECKHAMj D Conm ssi oners DSB 059 84/08/14 Atomic Safetij and 

Licensing Board Panel Ip 26060 261 24X Flcho 30-403- 84/00/14 < 

04OB15O431 


B408200567 Informs of Chairman Palladino 040827 site visit No more 
than one representative of each party Invited to attend 
Requests notification to util re attendance plans 
OARNCR, D J Conmissioners DSB 153 04/08/17 Office of the 

Executive Legal Director Ip 26137 050 24/ Flcho 30-483. 

□4/08/17. 0408200567 


P Operating license stage documents correspondence 


8400010002 Forwards SER re response to Generic Ltr 03-28* Item 4 3. 
"Reactor Trip 6ys Reliablliti; (Automatic Actuation of Shunt 
Trip Attachment for Ues tingh ousc Plants) " Shunt trip mod 
acceptable Utn should submit proposed Tech Specs 

YOUNODLQOD, 0 J Licensing Branch 1 S4/07/IQ 8CHNELL* D F Union 

Electric Co 3pp 23097 071 24X Fiche 30-403*04/07/18.0400010063 


— 84080100B5 SER supporting licensee response to Generic Ltr 83— 28. I tern 
4 3 re reactor trip breaker automatic shunt trip 
e NRC - No Detailed Affiliation Given 04/07/18 1 Ipp 

25B97 074 24X Fiche 30-463*84/07/10^8400010002 


0407310144 Forwards proprietarg WCAP-1062l( “West inghouse 

Thermocoup 1 e/Care Gaoling Monitor 8ys Isolation Tests " Ropt 
withheld (ref lOCFWa 790) 

PETRICK.N A Standardized Nuclear Unit Power Plant Bgstem 
04/07/26 DENTON* hf R Office of Nuclear Reactor Regulation* 
Director 3pp 23033 350 24X Fiche 30-000.04/07/26,0407310144 


0400060399 Forwards request for addl info re seismic ft dynamic 
qualification Response should be received by 040731 to 
support schedule for full power operation at Callaway 
YOUNODLODD* a J Licensing Branch 1 04/07/26 SCHNELL*D F Union 

Electric Co KOESTER* 0 L Kansas Gas 9c Electric Co 3pp 
23931 169 24X Fiche 50-000*84/07/26,0400060399 


640B060234 Responds ta 040726 request for addl info re seismic 
qua 1 i f ication of th ermocoup 1 e/coro cooling monitor sys 
acceptance criteria Ternination of justi f 1 cat I on for interim 
operation maintained 

PETRICK*N A Standardized Nuclear Unit Power Plant System 
04/07/27 DENTON* H R Office of I^uclear Reactor Regulation. 
Director 3pp 23934 112 84X Fiche 30-000* 04/07/27. Q40B060234 


— 8400060240 Requests addl info re seismic 8< dynamic qualification of 
thermocouple/core cooling monitoring sys* par review of info 
concerning lODV. power amend 

YDUNODLOOD.D J Licensing Branch I 84/07/26 SCHNELL^D F 
Union Electric Co KQESTER* 0 L Kansas Gas & Electric Co 2pp 
23934 113 24X Fiche 50-000.04/07/27,8400060234 


8408030D9B Requests partial exemption from lOCFRSO.App U* to allow 
reduced pressure leakage testing of containment air locks 
following periods when air locks open & containment 
integrity not required by Tech Specs 

8CHNCLL. D F Union Electric Co 04/07/31 DENTON, H R Office of 

Nuclear Reactor Regulation. Director 12pp 23916 043 24X 

Fiche 30-483. 04/07/31* 8408030090 


8400060286 Application for amend to License NPF-23i revi s i ng Tech Spec 
Table 3 3-1 re source range neutron flux monitors during 
shutdown conditions Fee encl 

SCHNELL, D F Union Electric Co 04/08/01 DENTON, H R Office of 
Nuclear Reactor Regulation* Diroctor 4pp 23933 306 24X 

Fiche 30-483*84/00/01*8400060286 


--B4O8O6OS07 Proposed Tech Spec changes ro source range neutron flux 
monitois during shutdown conditions 

# Union Electric Co 84/08/01 6pp 23933 310 24X 

Fiche 30-403* 04/OB/Ol, B4080602B6 


8408070480 Confirms 040809 meeting at Region III ofc to discuss util 
plans to have operating staff work 12 h shifts* In four 
shift-crew rotation* for remainder of post-fuel load target 
schedule* per 840725 telcon 

KEPPLERi J 0 Region 3* Office of Director 04/08/03 SCHNELL, D F 
Union Electric Co Ip 25941 210 SAX Fiche 50-403,84/00/03* 
0400070480 


8408070110 Generic Ltr 04-19 to all licensees of operating reactors* 
applicants for DLa & holders of CPs re availability of 
Suppl 1 to NUREO-0933, “Pri on ti r at i on of Generic Safety 
Issues " Sve list encl 

EI8ENHUT, D G Division of Licensing 04/08/06 Consolidated 

Edison Co of New York* Inc IBpp 2612? 23B 24)( 

Fiche 30-000*84/00/06.9408070110 


8408160067 Forwards SER re util B40726 request for permission to 
exclude cgld rod drop testing outlined in Rog Guide 1 68. App 
A* 2 tt Request acceptable 

YOUNOBLOOD*D J Licensing Branch I B4/O0/O7 SCHNELL. D F Union 
Electric Co 3pp 26126 350 24X Fiche 30-483,84/08/07*8400160067 


— 8408160072 SER re deletion of cold control rod drop test Request 
accBf) tabl e 

* Division of Licensing 84/08/07 Ip 26126 353 24X 

Fiche 30-403. 84/00/07* 0409160067 


04O014O3B3 Discusses 940509 briefing for NRR L Region 111 mg t personnoi 
re operation u/four 12 h shift rotat i one* d i str ib ubing 
personnel from six crews among rotations Chart portraying 
Interim schedule on wt-to-wk basis encl 

SCHNELL. D F Union Electric Co 84/08/00 DENTON, H R Office of 

Nuclear Reactor Regulation. Director iSpp 26032 346 24X 

Fiche 30-483* 84/08/09. 8408140303 


8400220270 Requests extension to 841031 for submittal of response to 
Qanepic Ltr 04-13. "Proposed Staff Actions to Improve V 
Maintain Diesel Generator Reliability " 

SCHNELL. D F Union Electric Co B4/0B/14 EISENHUT* D 0 Division 
of Licensing 2pp 26194 079 24X Fiche 30-493,84/00/14, 

8408220270 


0408210313 Forwards revised F8AR App 7A pages addressing NRC 840623-26 
requests for addl info re Reg Guide 1 97 A*-bullt plant 
design Info.not included in original submi ttal . incorpora te d 
Design provides info required to satisfy Rev 2 to reg guide 
PETRICK.N A Standardized Nuclear Unit Power Plant System 
04/09/16 DENTON. H R Office of Nuclear Reactor Regulation. 

Director 63pp 26179 060 24X Fiche 30-000,04/08/16.8400210313 


8408230170 Confirms 940820 meeting to discuss proposed escalated 
enforcement action of Tech Specs violation re facility being 
in operational Mode 4 w/both containment spray sys trains 
Lnoperab 1 e 

KEPPLER. U 0 Region 3* Office of Director 04/00/17 SCHNELL* D F 
Union Electric Co ip 26209 276 24X Fiche 30-483,84/00/17. 

0408230170 


8406200373 Generic Ltr 04-20 to all licensees of Operating reactors 6 
applicants for OLa re scheduling guidance for licensee 
submittals of reloads that involve urrevieued safety 
questions Sve List end 

EISENHUT, D 0 Division of Licensing 04/00/20 Consolidated 

Edison Co of New York* Inc 17pp 26276 244 a4X 
Fiche 90-000.84/00/20.0400200273 


0408280279 Informs of 040915 conference call between Containment 8ys 
Branch 6 util to discuss Tech Epec 3/4 6 3 re surveillance 
requirement for MSlYs Passive sys (steam generators 6 
associated piping} considered blind flange 

HOLONIGH. JJ Licensing Branch 1 04/00/23 LITTLE. 8 NRC - No 

Detailed Affiliation Given Ip 26294 009 24X 

Fiche. 30-403* 84/00/23. 0400200279 


Q Inspection reports, IE Bulletins correspondence 


04OB23O22O Forwards IE Insp Rept 50-403/84-21 on 940316-0630 No 
noncompliance noted 

WARWICK. R r Region 3, Office of Director 04/07/26 SCHNELL, D F 
Union Electric Co, 2pp 26213 ^39 24X Fiche 30-483,84/07/26. 

8408230220 


— 8408230233 IE Insp Rept 5D-493/B4->21 an 040316-0630 No no n comp 1 lane e 
or deviations noted Naior areas Inspected SER 1 terns. 1 ic e nsee 
events, QA for startup test program, i nit ial fuel load 
witnessing plant tours 

FORNEY, U L Repiun 3, Office of Director 04/07/25 1 Opp 

26213 :i4l 24X Fiche 30-4 03,64/07/26,8400230220 


8407230229 lE Info Notice 04-57, "Operating Experience re Moisture 
Intrufllan in Safety-Related Electrical Equipment at 
Commercial Power Plants " 9vc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post B30103I 04/07/27 Consolidated Edison Co of Nslj 

York, Inc 119pp 25865 047 24X Fiche 30-000*04/07/27,0407230229 


0408160104 Forwards IE Insp Rept 50-403/84-31 on 940611-0713 8< notice 
of violation 

apESSARD, R L Region 3, Office of Director 84/07/30 3CHNELU* D F 
Union Electric Co 2pp 26106 319 24X Fiche 30-483.04/07/30* 

0408160104 



402 
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“-B4O016OJ9O Notico o# violation from insp on B4061 1-0713 

SPEBSARD<ft L REgion 3, Office of Director 04/07/30 Ip 
2610A 321 a4X Flche 50-483-34/07/30.8400160134 


— 0408160193 IE Inap Rept 50-483/34-31 on B40A11-0713 Noncompliance 
noted failure to adhere to approved preop erat i ana I test 
procedure h failure to adequatelii revieui preop era 1 1 ona 1 
test results 

FARBER-M J , MCCQRMI CK-OAROE . WDHLD. P R Region 3, Office of 
Director 04/07/30 6pp 26106 322 24X Fiche 50-403,04/07/30, 

8403160184 


840B070401 Inforins that neu sys af acknowledging receipt of licensee 
correspondence re noncomp 1 lane e found during insp 
instl tilted, effective 040820 Preprinted form will he used 
rather than Itr 

KEPPLER.J G Region 3, Office of Director 04/08/03 

Commonwealth Edison Co 3pp 25942 1B8 24X Ftche 30-000,84/00/03, 

B40BO 70401 


B40B010333 lE Info Notice 04-59 j "Deliberate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN# E L Division of Emergency Preparedness S# Enginflerlng 
Response {Post 0301031 84/03/06 Consolidated Edison Co of Neui 

York# Inc 122pp 26063 001 24X Fiche 00-000, 34/00/06, B40BO10333 


0400010337 IE Info Notice 04-60# "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/00/06 Consolidated Edison Co of New 

York* Inc 123pp 26067 ISB 24X Fiche 50-000,84/08/06.0408010337 


8408100026 Ack receipt of B40706 Itr informing NRC of steps taken to 
correct violations noted in lE Emiergency Preparedness 
Appraisal Rept 50-483/04-10 

PAPERIEUUO. C J Region 3# Office of Director 04/08/06 
aCHNELL#D F Union Electric Co Ip 25990 139 24X 

Fiche 50-483184/00/06*8408100026 


— B40BiD0034 Responds to NRC 840525 Itr re improvement items noted in IE 
Emergency Preparedness Appraisal Rept 5O-4a3/04->i 0 
Corrective actions role of sfiift advisors, as county 
emergency operation ctr technical representative , evaluat ed 
8CHNELL*0 F Union Electric Co 84/07/06 PAPERIEUI.0* C J 
Region 3# Office of Director, 0pp 25990 160 24X 

Fiche 50-483. 04/08/06# B40810D026 


8400070120 IE Info Notice 04-61, "Pvepexposure of Diver in PMR 
Refueling Cavity Sve list end 

JORDANrfi L Division of Emergency Preparedness & Engineering 
Response <Post 030103) 84/00/00 Consolidated Edison Co of Neu 

York, Inc iROpp 26129 118 a4X Fiche SO-000# 04/08/08, 3400070120 


B4O0O7O376 IE Info Notice 84-62, "Therapy Hlsadmln 1 strati ons to 
Patients Undergoing Co-60 Teletherapy Treatments Sve 
list and 

ORACE#J N Division op QA. Safeguards h Inspection Programs iPost 
330103) 84/00/10 Consolidated Edison Co of New Yort, Inc 

125pp 26130 001 24X Fiche 50-000. 04/08/10. 84 0QO7O376 


0406140402 Ack receipt of B40724 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Ropt 50-463/34-23 
Emergency boratlon flow adequacy of scaling Meters 
B0-FI-ia3A & D will he examined during future insp 

SPEfiBARDiR U Region 3, Office of Director a4/CJB/J0 BCHNELL. D F 

Union Electric Co Ip 26052 337 24X Fiche 50-4B3. 04/08/10, 

3408140402 


—3408140404 Responds to NRC 840625 Itr re violations noted in IE Insp 
Rept 50-463/84-33 Corrective actions util Westinghouee 
performing review of startup field repts u/usc-aa-ls 
dispositions Full compliance should be achieved by 8408D3 
SCHNELL.O F Union Electric Co 84/07/24 SPES8ARD#R L Region 
3# Office of Director Spp 26052 338 24X Fiche 50-433. 

04/08/10# 8400140402 


8408100009 IE Info Notice 04-63. "Defective RHR Replacement Piping " 
3vc list and 

JORDAN# E L Division of Emergency Preparedness Sc Engineering 
Response (Post 630103) 84/08/13 Consolidated Edison Co of New 

York, Inc 119pp 26197 210 24X FI the 50-000# 04/08/ 13, 0403100009 


8408100038 IE Info Notice 34-64# "DNR HPCI Initiation Seal-In 6 
Indication " Sve list end 

JORDAN# E L Division of Emergency Preparedness 3, Engineering 
Response (Post 030103) 04/08/15 Consolidated Edison Co of New 

York, Inc 104pp 26190 093 24X Fiche 50-000# 64/08/15, 04OBI 00030 


840B100021 IE Info Notice 84-65, "Underrated Fuses Which May Adversely 
Affect npuratlon of Essential Electrical Equipment " Sve 
list end 

JORDAN# E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) B4/0S/16 Consolidated Edison Co of Neu 

York, Inc llBpp 26190 001 a4X Fiche 50-000. 04/00/ )6, 0408 100021 


3400100055 IE Info Notice 04-66. "Undetected Unava i 1 ab i 1 i ty of 
Turbine-Driven Auxiliary Feedwater Train " Sve )ist enc 1 
JORDAN# E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 84/09/17 Consolidated Edison Co of New 

York# Inc I20pp 26276001 a4X Fiche 50-000,84/08/17.8408100055 


8400140200 IE Info Notice B4— 67, "Recent Snubber tnservice Testing H/ 
High Failure Rates " Sve list end 

JORDAN# E L Division of Emergency Preparedness t' Engineering 
Response (Post 030101) 84/03/17 Consolidated Edison Co of New 

York# Cnc t22pp 26276 122 24X Fiche 50 - 000 , 84/08/ 1 7# 84081 40200 


0408210142 IE Info Notice 04-66, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 94/08/21 Consolidated Edison Co of New 

York, Inc lISpp 26329 OOB 24X Fiche 50-000.04/00/21.8408210142 


0408200229 Doard Notification 84—145 provides info re fire protection 
concern discovered during insp Oased on preliminary insp.NRC 
detsrinined safety evaluation for alternate shutdown 
capability incorrect 

EISENHUT, D 0 Division of Licensing 04/00/24 PALLADIND 
Consolidated Edison Co of New York. Inc 3pp 26322 120 24X 

Fiche 30-000,34/08/24.8400280229 


9 Reportable occurrences# LERs U related correspondence 


8408010306 Bupplementa) final deficiency rept re generic defects in 
Oould/Rtindel 4-position 2-position selector switches 
failure Initially reported on 040209 Failed units to be 
replaced from alternate supplier 

8EIKEN, S J Standardized Nuclear Unit Power Plant System B4/07/20 
COLLINS, J T Region 4. Office of Director 2p p 25866 204 24X 

Fiche 50-000,04/07/20,8408010306 


Q40803D2S5 Interim Significant Deficiency Rept 8DR 04-04 re Limlterque 
operator motor pinion/uorm shaft clutch gear failure 
Limitorque will conduct cycle testing Hes tinghouse will 
conduct metallurgical tests Nect rept expected by 840930 
8EIKEN, 8 J Standardized Nuclear Unit Power Plant System 34/07/20 
KEPPLERiJ 0 Region 3, Office of Director COLLINS, J T Raglon 4, 
Office of Director 3pp 25917 234 24X Fiche 50-000,84/07/20, 

0408030255 


3400070123 LER 34-006-01 an 040615, samp 1 e pump for vent wide range gas 
monitor turned off# causing alarm Caused by operator error 
Alarm response procedure Issued for RM-ll S< RM-23 radiation 
monitoT control it display modules N/840725 Itr 

DAVIS, J E 1 MILTENBERGER. 8 Union Electric Co 04/07/25 4pp 
25953 109 24X Fiche 50-483,84/07/25,3400070123 


0408060148 Requests LERs 84-002-00 6 84-003-00 re malfunction of plant 
security hardware be removed from PDR# per 10CFR73 21 Util 
now considers LERs as safeguards info 

MILTENBEROERi 8 Union Electric Co 84/07/30 Record Services 
Branch (Document Control Desk) 2pp 25923 305 24X 

Fiche- 50-483. B4/O7/30# 0408060140 


9406090271 LER 84-019-00 on 840719. fuel bldg ventilation isolation 
signal actuated by fuel bldg radiation monitor alarm Caused 
by monitor not powered feeder breaker accidentally opened 
Radiation monitor rastored W/04O73O Itr 

DAViSfJ e , MILTENDERGER, 8 Union Electric Co 94/07/30 4pp 
25994 144 24X Fiche 50-483,34/07/30,8400090271 


9408160176 LER 34-015-00 on B407l6i pressure transient occurred in RCS 
as result of loss of instrument air To reduce pr essur e# P0R9 
cycled manually Instrument air lost again 1* PQRV actuated 
automatically U/04O8tO Itr 

TAYLOR. II E # MILTENBEROERi 8 Union Electric Co 34/08/10 4pp 
2610B 047 24X Fiche 50-483,54/08/10.3408160176 


B40B160256 LER 54-014-00 on 040714 , high flux at shutdown alarm received 
from source range monitor 8E~NI—3lD Caused by dirt 
moisture on source range monitor cable connectors Connectors 
cleaned t, dried Unit functioned satisfactorily W/a40aiO Itr 
TAYLOR, M E , MILTENDERGER, S Union Electric Co 04/00/10 4pp 
26106 i84 24X Fiche 50-483,54/00/10,8408160256 


0408200324 PNO-3 I 1-84-064 on 040813.1,200 gallons of water from 
refueling water storage tank injected into primary sys via 
boron injection tank No release of radioactivity occurred 
Caused by faulty electrical channels 

FORNEY, M, WARNICK, R Region 3, Office of Director 84/08/13 ip 
26133*001 24X Ficho 50-403,84/08/13,8408200324 
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0400240193 LER 04-016-00 an 840717. RCS depressurized to 0 psifl t 
primary seal on reactor coolant pump C rfafnaged Caused by 
improper seq,uence of valve operation on RHR pump A procedure 
restoration Seal replaced W/840816 Itr 

TAYLOR. H E . M I LTENBERGER . S Union Electric Co 04/08/16 6pp 

26236 234 24X Fiche 90 - 483 . 04 / 08 / 1 A, 8400240193 


0400230427 LER 04-021-00 On 840719. Tram A of SSPS found in inhibit 
mode w/Traln D m teat Tram D returned to normal 
Surveillance procedure changed 14/840817 Itr 

NASLUND.C D , KILTENHERGER. S Union Electric Co 04/08/17 9pp 
26913 044 24X Flcho 50-483.84/08/17,8408230427 


8400230546 LER e4-'018-00 on 040718, fuel bldg isolation t. control room 
ventilation isolation signals initiated from radiation 
monitoring elements Caused by brief voltage abnormality 
during bus realignment Design change requested W/040017 Itr 
NASLUND, C D , MlLTeNHERGER, S Union Electric Co 84/08/17 4pp 
26213 001 24X Fiche 50-483.04/00/17,8408230546 


8400240319 Special Rept B4“0l an 840710, PORUs 80-PCV-439 it Bfl-PCV-456 
lifted while starting reactor coolant pump D w/HCS in solid 
plant condition Administrative limit established for Delta 
T before starting reactor coolant pump 

MILTENBERGER, S Union Electric Co 84/00/17 KEPPLER. J 0 Region 
3, Dffice of Director 3pp 26236 327 24X Fiche 50-483.04/00/17/ 

0408240319 


U Operator Examinations 


8400140426 Provides address for transmitting all operator licensing 
correspondence to Region III ofc/ except info for examiners 
WALKER, R D Region 3. Office of Director 84/00/10 Michigan. 
Univ of. Ann Arbor. MI 2pp 26051 198 24X Fiche 50-000, 

84/00/10, 8408140426 


0408170009 Forwards list; of ref matl required for operator/senior 
operator licensing exam t* administration of operator 
licensing written exam, in preparation for 841106-00 exam 
Matl requested by 840924 

WALKER, R D Region 3. Office of Director 84/08/14 SCHNELL. D F 
Union Electric Co 9pp 261 19 067 24X Fiche 50-483.84/00/14, 

84081 70009 


DOCKET SrN-90-491 CHEROKEE NUCLEAR STATION, UNIT 1 


I Financial information 


8408240924 Forward® Duke Power Co 6 North Carolina Municipal Power 
Agency 1 1983 annual repts 

TUCKER, H B Duke Power Co 94/09/16 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 2pp 26237 137 34X 

Fiche SO-OOOi 84/08/ 1 6, 8400240224 


—0400240242 "1983 Annual Rept 

LEE, W S Duke Power Co 83/12/31 47pp 26237 167 24X 

Fiche 50-000, 84/08/ 1 6, 0400240924 


DOCKET STN-50-492 CHEROKEE NUCLEAR STATION, UNIT 2 


I Financial information 


0408240224 Forwards Duke Power Co North Carolina Municipal Power 
Agency 1 1983 annual repts 

TUCKER, H B Duke Power Co 84/08/16 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 2pp 26837 137 24X 

Fiche 50-000,84/08/16.8400240824 


—8400240242 "1903 Annual Rept " 

LEE, W S Duke Power Co 03/12/31 47pp 26237 167 S4X 
Fiche 50-000,84/08/16,8408240224 


DOCKET STN-90-493 CHEROKEE NUCLEAR STATION, UNIT 3 


I Financial Information 


8408240224 Forwards Duke Power Co it North Carolina Municipal Pquer 
Agency i 1983 annual repts 

TUCKER, H B Duke Power Co 04/00/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director gpp 26837 137 24X 

Fiche 90-000. 04/08/16, 8409240224 


— 0408240842 "1983 Annual R«pt 

LEE, W S Duke Power Co 83/12/31 47pp 26237 167 24X 

Fiche 90-000,84/00/16,8408240224 


DOCKET 50-476 ilDNTAOUE NUCLEAR POWER STATION, UNIT I 


O Inspection reports. IE Bulletins & correspondence 


8407250229 IE Info Notice 84-57, "Operating Experience re Moisture 
Intrusion in Saf etg-Related Electrical Equipment at 
Commercial Power Plante " Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Respense (Post 830103) 04/07/27 Consolidated Edison Co of New 

York. Inc ll9pp 29B65 047 24X Fiche 90-000,84/07/27,94 07290329 


0408010333 IE Info Notice 04-59, "Deliberate Circumventing of Station 
Health Physics Procaduros '* Bve list end 

JORDAN. E L Division oP Emergency Preparedness & Engineering 
Reapanse iPost 830103) 84/08/06 Consolidated Edison Co of New 

York. Inc I22pp 26068 001 24X Fiche 50-000.04/08/06.0408010333 


5400010337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement '* 8vc list encl 
JORDAN, E L Division of Emergency Proparednoss Engineering 
Response (Post 830103) 84/0B/-O6 Consolidated Edison Co of New 

York, Inc I23pp 26067 158 24X Fich® 90-000.04/08/06,8408010337 


8408070120 IE Info Notice 04-61, *' Dvoro x p osu r e of Diver In PUR 
Refueling Cavity " 8vc list end 

JQRDANi E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 84/08/08 Consolidated Edison Co of Ntu 

York, Inc f20pp 2612? 110 24X Fiche 90-000,04/00/08, 8408070120 


8408070376 IE Info Notice 84-62, ’’Therapy Ml sadmlni stra 1 1 one to 
Patients Undergoing Co-60 Teletherapy Treatments " Sve 
list end 

GRACE. J M Division of OA, Safeguards it Inspection Programs (Past 
830103) 84/00/10 Consolidated Edison Co of New YorV, Inc 

I23pp 26130 001 24X Fiche 50-000.84/00/10.8408070376 


B408100009 IE Info Notice 04-63. "Defective RHR Replacement Piping ” 
8vc list end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 94/0B/13 Consolidated Edison Co of Netu 

York. Inc ll9pp 26197 218 24X FI cha 50-000, 84/08/ 13, 0408100009 


8408100038 IC Info Notice 04-64. "DWR HPC I Initiation 8eal-In St 
Indication *' Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/00/19 Consolidated Edison C« of New 

York. Inc I04pp 26198 093 24X Flc hP 50-000, 84/08/ 1 9. 8408100030 


8'408100021 IE Info Notice 84-65, "Underrated Fuses Which liay Adversely 
Affect Operation of Essential Elettrlcal Equipment " 8v« 

List end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 030101) 84/08/16 Consolidated Edison Co of New 

York, Inc iiopp 26198 OOl 24X Fiche 90-000, 84/00/ 16. 8408100021 


8406100095 IE Info Notice 84-66. "Undetocted Unavai lab 1 1 l ty of 
Turbine-Driven Auxiliary Feedwater Train " Sve list encl 
JORDAN, E L Division of Emergency Prsparedness it Engineering 
Response (Post 630103) 04/06/17 Consolidated Edison Co of New 

York. Inc IfiOpp 26276 001 24X Fiche 50-000, 84/08/17, 8408100055 


8408140208 IE Info Notice 04-67, "Recent Snubber Inservice Testing W/ 
High Failure Rates " Sve list end 

JORDAN.E L Division of Emergency Preparedness Sc Engineering 
Response (Post 030103) 84/00/17 Consolidated Edison Co, of New 

York, Inc I22pp 26276 122 24X Fiche SO-OOO, 84/00/17, 8408140200 


6408210142 IE Info Notice 04-68. "Potential Deficiency In Improperly 
Rated Field Wiring to EolenDld Valves." Bve list encl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/08/21 Consolidated Edison Co of New 

York, Inc IlSpp 26329 008 Z4X Fiche 90-000, 84/08/21, BdOB2lOi42 


DDCKEr 50-497 MONTAGUE NUCLEAR POWER STATION. UNIT 2 


Q Inspection raports. t£ Dutletlns it carrespondence 


840725022? IE Info Notice 04-97, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants *' Sve list encl 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 84/07/27 Consolidated Edison Co of New 

Yoric, Inc I19pp 25869,047 C4X Fiche 90-000,04/07/27,8407290229 


6400010333 IE Info Notice 04-99, "Deliberate Circ wmventinil of Station 
Health Physics procaduree Sve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/08/06 Consolidated Edison Co, of New 

York, Inc I22pp, 26060 001, 24X Fiche 90-000,84/08/06,8408010333 
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Q40B010337 IE Info Nctico B4-bOi "Failure^ of Air Puirift|in 9 R^^pirator 
Filters to Meet Efficiency Requirement ** Bvc list enc 1 
JORDANi E L Division of Emergency Preparedness Engineering 
Response (Post 8301D3> BA/08/0£i Ctsnso I i da t ed Edison C-o Of Neii> 

Vorli' Inc l&3pp 26067 150 24X Fiche 50-OOa, SA/OB/06* 5408010337 


0400070120 IE lri(*o Notice Q4-6l» “D'/eronpoaure of Diver in PWR 
Refueling Cavity " £»vc list end 

OORDANj E L. DWialon of Emergency Preparedness 5« Engineering 
Response (Post 030103) B4/0B/0B Consolidated Edison Co Of Neu 

YoTkj Inc 120pp 26129 llB 24X Fiche 30-000, 84/00/08. 8408070120 


B40Q070376 IE Info Notice 04-62. “Therapy Mi sadministrab i one to 
Patients Undergoing Co-60 Tolefcherapy Treatments " Sve 
1 i st enc 1 

ORACFi J N Division of OA. Safeguards & Inspection Programed (Post 
B30103) B4/0B/10 Consolidated Edison Co of Neui Vorki Inc 

125pp 26i30 001 24X Fiche 30-000.04/00/10,8400070376 


B40B100009 IE Info Notice B4-63, "Defective RHR Replacement Piping “ 
8vc list end 

JQRDANi E L Division of Emergency Preparedness & Engineering 
Response (Post B30l03> 04/00/13 Consolidated Edison Co of Neui 

York. Inc U9pp 26197 218 24X FI c he 50-000, B4/09/ 13. 0408100009 


0400100039 IE Info Notice 04-64, “BWR HPC I Initiation 8eal-ln & 
Indication “ Sve list encl 

JORDAN, E L Division of Emergency Preparednass Engineering 
Response (Post Q30i03> B4/0a/13 Consolidated Edison Co of Neu 

York, Inc 104pp 2619B 093 24X Fiche 50-000,84/08/15.9408100038 


B40B100021 IE Info Notice 04-63, "Underrated Fuses Nhlch Hag Adversely 
Affect □peratlon of Essential Electrical Equipment " Sve 
list enc 1 

JGRDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post S30103) 94/06/16 Consol idated Edison Co of Nou 

York, Inc UBpp 26190 001 24X Fiche 50-000, 04/OB/ 16, 84OBlO0Oai 


0408100055 IE Info Notice 04-66, "Undetected Unaval labU 1 ty of 
Turbine-Driven Au*tliary Feeduater Tram " Sve list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 04/08/17 Consolidated Edison Co of New 

York, Inc iSOpp 26276 001 24X Fiche 30-000.84/08/17*6408100055 


6408140209 IE Info Notice 04-67, "Recent Snubber Inserylce Testing N/ 
High Failure Rates " Sve list end 

JORDAN* E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 64/08/17 Consolidated Edison Co of New 

York, Inc ia2pp 86276 122 24X Fiche 30-000,04/00/17.8408140208 


0406210142 IE Info Notice B4-6B, "Potential Deficiency in Improperly 
Rated Field Ulring to Solenoid Valves ■' Sve list encl 
JORDAN. E L Division of Emergency Preparedness h Engineering 
Response (Post 030103) B4/09/21 Consolidated Edison Co. of New 

York, Inc U5pp 26329 008 24X Fiche 30-000.04/08/21,8406210142 


□CK6T 8rN-50-49B SOUTH TEXAS PROJECT, UNIT 1 


App 1 lea tion/constructlon stage documents 6 correspondence 


6400810311 Forwards Rev 5 to DA program description Pot design it const 
phases Includes revs to Bechtel 6 Ebasco programs 
OPREAiO U Houston Lighting it Power Co 03/11/01 COLLINS, J T 
Region 4, Office of Director 3pp 26179,001 24X 

Fiche 50-498* 93/11/01. 8400310311 


-0408210317 Rev 3 to DA program for design 4* const of South Texas 
Project 

* Houston Lighting U Power Co 83/ll/0|. 54pp 26179 006 24X 

Fiche 50-496,83/11/01,9408210311 


940B210300 Forwards Rev 6 to OA program description for design Sc const 
phase of facilities Changes clarify dofinltlon of Bechtel 
dlv quality policies 6 defines responsibilities for trend 
analysis 

□PREA, O W Houston Lighting 6 Power Co 04/04/02 CQLLINB, J T 
Region 4, Office of Director Opp 26148 175 24X 

Fiche 50-499.04/04/02,8400210500 


*—8400210503 Rev 6 to QA program description for design V const of 
facilities 

♦ Houston Lighting 6 Power Co. 84/04/02 190pp 26148 178 a4X 

PUhB S0-49a, B4/04/02, 0400210500 


840B070446 Requests exempt ion from 10CFR50*App A.ODC 4 re elimination 
of postulated circumferential & longitudinal breaks in RC8 
main loop piping Ic WCAP-10359 & WCAP-I0S60 Rep fcs withheld 
(raf iOCFR2 790) 

(JOLDBERQ, J H Houston Lighting 6 Power Co 04/07/17 DENTDNiH R 
Office of Nuclear Reactor Regulation, Director 4pp 25940 34? 

34X Fiche 50-498.04/07/17,8408070446 


— B4O0O7O456 'Safety Balance for Flimination of RCB (lain Loup Pipe Break 
Protective Devi c es. South Texas Pro jec t, Un i ts 1 !* 2 " 

Response to NRC request for adrfl info re leak before break 
analysis end 

» Dechtel Corp 84/04/03 I4pp 23940 333 SAX 
Fiche 30-493.84/07/17.8408070446 


— B4O0O7O463 Requests withholding of WCAP-tOSS? 6 WCAP-10560, •Technical 
Oases for Elinmating Large Primary Loop Pipe Rupture as 
Structural Design Oasis for South Texes Pro j ec t, Un i t s l L 
S“ (ref tOCFR2 790) 

kllESEHANN, R A Uostinghouse Electric Corp 84/06/01 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 6pp 25941 005 

a4X Fiche 30-490,84/07/17,8400070446 


8400090497 Summary of 040717 meeting w/West Inghouse Ownel s Steam 
Oenerator Tube Rupture Subgroup in BetheSda.MU re proposed 
steam generator tube rupture generic program List of 
attendees l< vleugraphs encl 

SINGH. Q K Licensing Branch 3 84/07/31 Licensing Branch 3 

lapp 23983 130 24X Fiche 50-000.84/07/31.8408090497 

8400070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OLg 8* holders of CPs re availability of 
Suppl 1 to NUREO-0933, “Pr iorl tl la ti on of Generic Safety 
Issues " Sve list end 

EISENHUT. D 0 Division of Licensing 04/08/06 Consolidated 

Edison Co of New York, Inc ISpp 26129 238 24X 

Fiche SO-000, 84/09/06, 04080701 iO 


8408170282 Responds to 040727 submittal of Rev 7 to QA pragr<»m for 
design & const phase Submittal satisfies requirements of 
lOCFRSO, App B Rbv 7 arcep table 

JOHNSON, E H Region 4, Office of Director 84/00/14 DPREA, Q N 
Houston Lighting It Power Co Spp 26114 230 24X 

Fiche 30-490,84/00/14.8408170282 


G4O022O161 Forwards draft "In furtherance" certificate re issuance of 
pollution control revenue bonds. for review Necessary mods 
& signed certificate requested by 040913 

ODLOaER(^, J H Houston Lighting C« Power Co 84/08/14 DENTON, H R 
Office of Nucloar Reactor Regulation, Director 6pp 26194 042 
24X Fiche 30-490,84/08/14*8400220161 


8408200275 Generic Ltr 84-20 to all licensees of operating reactors L 
applicants for QLs re scheduling guidance for licensee 
submittals of reloads that Involve unreviewed safety 
questions 9vc list encl 

EISENHUT, D 0 Division of Licensing 84/08/20 Consol idatftd 
Edison Co of New York. Inc 17pp 26276 244 24X 

Fiche 50-000,04/00/20,8408200270 


0400270335 Opposes requirenont re designing for arbitrary intermediate 
breaks Approval for listed alternative pipe break criteria 
requested* ex c luding RCB primary loop Addl info supporting 
request end 

GOUDDERO.J K Houston Lighting !< Power Co 04/08/20 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 19pp 26245 021 
24X Fiche 30-498,84/08/20,8400270355 


O Adjudicatory correspondence 


84080B01Q6 Motion for enlargement of page limitation for appellate 
brief In response to Citizens Concerned About Nuclear 
Pawer* Inc 640708 brief on appeal of partial initial 
decistan Certificate of five end Related correspondence 
OUTTERHAN.A H Houston Lighting Power Co GUTTERMAN. A H Newman 
& Holtzlnger DSB 024 84/09/06 Atomic Bafety and Licensing 

Appeal Panel 4pp 23960 243 a4X Fiche 50-490,84/00/06, 
04OBO0O186 


B40B150D77 Response to applicant 940008 motion for enlargement of page 
limitation of appellate brief to 90 pages No objection 
offered Centlficate of 8vc encl 

PIRFQ, □ R Hearing Branch 3 DSQ 043, 84/00/10 Atomic Safety 

and Licensing Appeal Panel 3pp 26067 018 a4X 
Fiche 30-499*04/00/10*8408150077 


0408150130 Motion for enlargement of page limitation of appellate brief 
to 90 pages Certificate of Bvc end Related correspondence 
PIRFOrO R Hearing Branch 3 DSB 039 84/08/11 Atomic Safety 

and Licensing Appeal Panel 3pp 26067 013 S4X 
Fiche 50-4901 84/08/11*8408150130 


0400190176 Motion for enlargement of page limitation of appellate brief 
to 90 pages Granted for A8LAD on 840013 

PIRFO, 0 R Hearing Branch 3 DSB 054 84/00/11 Atomic Safety 

and Licensing Appaal Panel Ip 26066 313 24X 

Fiche 50-490184/08/11,0408150176 



DOCKETED ITEMS 


B40BliOl9A Refiponsp opposing Cttxiens Conceimed About Nuclear Pou)er> Inc 
B4070B brief on appeal from ASLB G40314 partial initial 
decision Request for do novo revieu tt sb initio opinion ui/ o 
meiit Certificate of Svc encl 

NEWHAN< d R Knufiton Lighting Pouer Co NEWMAN^ J R Meuman & 
Holtzinger DSB 075 84/08/13 Atomic Safety and Hcenslng 

Appeal Panel 94pp 2*09 1 004 34X Fiche 50-498,84/08/13, 

8408160196 


840QS60396 Brief in response to Citizens Concerned About Nuclear Pouer 
brief on appeal from ASLB 840314 partial Initial decision 
Certificate of Svc end 

HEIS, E J , PIRFQ, □ n Hearing Branch 3 OSH 340 84/08/23 

Atomic Safety and Licensing Appeal Panel 05pp 26280 046 24X 

Fiche 50-498,04/00/23,0400280396 


□ 408200452 Response to ASLB 830622 mcmarandum & order re rep oriab 1 1 1 tij 
of Quadrei rept Quadrex rept should be eiamined under 
10CFR50 55(e> Applicants should have provided rept to ASLD 
in May 1981 Certificate of Svc encl 

PERLIS, R 0 Hearing Qranch 3 DSB 338 84/08/24 43pp 

26201 266 24X Fiche 30-498,84/08 / 24,8408280452 


K Utility Final Safety Analysis Report (peAR) Sc amends 


□400010222 Forwards Amend 39 to South Texas Pro jec t» Unit s 1 It 2 F8AR» 
incorporating revised response to NRC questions t 
miscellaneous F0AR text revs & editorial changes 

OOLDBERO, J H Houston Lighting & Power Co 84/07/27 DCNTQNcH 
Office of Nuclear Reactor Regulation, Director Bpp 29901 017 
24 X Fiche 50-498,84/07/27,8408010222 


— B40B010225 Amend 39 to South Texas Pro jec t. Uni t s 1 8« 2 FSAR 

* Houston Lighting 6 Power Co 84/07/27 1, 350pp 23901 025 

24X Fiche 90-490,84/07/97,8403010222 


Q Inspection reports, IE Bulletins 8, correspondence 


G407250229 IE Info Notice 04-97, “Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 0301031 84/07/27 Consolidated Edison Co of New 

y-ork, Inq 119pp 23069 047 24X Fiche 30-000,84/07/97, 8407290229 


□408270212 Forwards refinements & changes to 840221 response to notice 
of violation in Insp Rept 83-22 re improvements to mat I 
control program Current program provides adequate control of 
safety-related matls 

□PREA, 0 W Houston Lighting 8, Power Co 84/07/30 COLLINS, J T 
Region 4, Office of Director 4pp 26240 244 24X 

Fiche 90“49a. 84/07/30, 8400270212 


8400200299 Forwards IE Insp Rep ts 50-490/04-10 b 50-499/Q4-I0 on 
040623-29 No violations noted 

JOHNSON, E H Region 4, Office of Director 84/08/02 OPREA.O Ul 
Houston Lighting Power Co 2pp 26140 1 06 24X 

Fiche 50-498,04/00/02.8400300299 


— 0408200304 IE Insp Rep ts 50-498/04-10 ^ 50-499/04-10 on 040629-29 No 
violations noted Ma^or areas inspected saf e ty-rolated 
structural steel 

JOHNSON, C E , JAUDGN, J P Region 4, Office of Director 84/08/02 
6pp 26140 100 84X Fiche 50-498.84/08/02,0400200299 


□408010333 IE Info Notice 04-59, “Dflliborate Circumventing of Station 
Health Physics Procedures " Svc list encl 

JORDAN, E L Division of Emergency Preparedness «< Engineering 
Response (Post 030103) 84/00/06 Consolidated Edison Co of New 

Torki Inc i22pp 26060 001 24X Fiche 30-000.04/00/06,8408010333 


□408010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc list encl 
JORDAN, E L Division of Emergency Preparedness te Engineering 
Response (Post 030103) 84/00/06 Consolidated Edison Co of Neti 

York, Inc J23pp 26067 158 24X Fiche 50-000.04/00/06,8408010337 


0400100132 Forwards QA vendor insp repts for Info & evaluation Util 
should evaluate significance of f 1 nd 1 ngs, Act of receipt 
requested W/o end 

>;OHNSGN,E H Region 4, Office of Director 84/08/06 OPflEA. O M 
Houston Lighting U Power Co 2pp 25900 203 24X 

Fiche 90-498,84/08/06.8400100132 


B408070120 IE Info Notice 84—61. “Over e x posure of Diver In PMR 
Refueling Cavity “ Svc list end 

JORDAN, E L Division of Emergency Preparedness 5c Engineering 
Response (Post 830103} 84/OB/OB Consolidated Edison Co of Neu 

York. Inc 120pp 2612? 118 24X Fiche 90-000,84/08/00.8408070190 


3408070376 IE Info Notice 84-62, “Thepapy Mi sadm i ni s tra t i ons to 
Patients Undergoing Co-60 Teletherapy Treatments " Svc 
list encl 

GRACE, J N Division of QA, Safeguards & Inspection Programs (Post 
830103) 84/08/10 Co aso 1 1 dated Edison Co of New York. Inc 

I23pp 26130 001 24X Fiche 30-000.84/08/10,8408070376 


8408100009 IE Info Notice 8^-63, “Defective RKH Replacement Piping “ 
Svc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 94/00/13 Consolidated Edison Co of New 

York. Inc ll9pp 26197 218 24X Fiche 30-000.84/08/13,8408100009 


a4oaiu003B IE info Notice 84-64, "BUn HPC I Initiation Seal-ln U 
Indication “ Svc list encl 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 04/08/15 Consolidated Edison Co of New 

York. Inc I04pp 26198 093 24X Fiche 50-000.04/08/15,04 08100030 


B40B100021 IE Info Notice 84-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment '* Svc 
list end 

JORDAN, E L Divlslorh of Emergency Preparedness Be Engineering 
Response (Post 830103) 04/08/16 Consolidated Edison Co of New 

York. Inc llBpp 26198 001 24X Fiche 90-000.84/08/16, 84 00100021 


8408210070 Ack receipt ef 840716 Itr informing NRC of steps taken to 
cerrect vlelations noted In IE Insp Repts 9O-490/B4-O4 5, 
90-499/84-04 Corrective actlnns will be reviewed during 
future Insp 

JOHNBDW, E H Region 4, Office of Director 04/08/16 OPREA, 0 H 
Houston Lighting t< Power Co 2pp 26147 071 24X 

Fiche 90-498,04/08/1^,0408210090 


— 8408210096 Responds to NRC 840614 Itr re violations noted in IE Imp 
Repts 90-490/84-04 L 90-499/04-04 Corrective actions site 
std for nonconformance reporting revised 

□PREA.O H Houston Lighting fe Power Co 84/07/16 COLLINS, J T 
Region 4, Office of Director 4pp 26147 073 24X 

Fiche 90-498,84/08/16.8400210090 


8408100099 IE Info Notice 04-66, “Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Svc list encl 
JORDAN, E L Division of Emergency Preparedness k Englnfierlng 
Response (Post 030103) 04/08/17 Consolidated Edison Co of Neu 

York, Inc J20pp 26276 001 84X Fiche 30-000,04/00/17. 0400100059 


B4O014O2OB IE Info Notice 84-67, "Recent Snubber InierviCfl Testing W/ 
High Failure Rates." Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 84/08/17 Con*olldat»d Edison Co of New 

York, Inc I22pp 26276 122 24X Fiche 30-00 0,84/00/17 . 8408140200 


8408210142 IE Info Notice 84-68. "Potential Deficiency in Improperly 
Rated Field Hiring to Solenoid Valves “ Svc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 84/08/21 Consolidated Edison Co. of Neu 

York, Inc nSpp 26329 000 24X Fiche 90-000, 84/09/21 . 840B21014S 


8 Reportable occurrences, LERs L related correspondence 


0400220130 Third Interim deficiency rept re corrosion in safety 
Injection sys weld Initially reported on 031020 Held removed 
for analysis to determine defects B, insp of stainless steel 
tanks initiated Next rept will be submitted by 041116 
OPREA, O H Houston Lighting 6 Power Go 04/07/31 COLLINS. J T 
Region 4, Office of Director 9pp 26109 098. 24X 

Fiche 9<)-49B, 84/07/31. 8408220130 


8408150389 Final deficiency rept re rear brackets for snubbers suppli 
by Nuclear Power Sves Initially reported on 840706 B rear 
brackets will be replaced within 6 months 

□PREA, 0 M Houston Lighting L Power Co B4/O8/03 COLLINS. J T 
Region 4, Office of Director 5pp. 36077*332 B4X 
Fiche 90-498,84/08/03.0408130389 


8408240312 Tftird Interim deficiency rept re corrosion in safety 
Injection sys pipe weld Initially reported on B31020 Next 
rept will be submitted by a4lllb 

OPREA, 0 W Houston Lighting k Power Co, 04/08/10 COLLINS. J T 
Region 4. Office of Director 9pp^ 26236 322 24X 

Fiche 90-498,04/09/10,8408240312 


8408300370 Final Deficiency Rept DER 84-016 re A5TM A-194 Grade EH k 
A8TM A963 Grade A nuts Initially reported on 840713 ASTM 
A563 Grade A Std hex nuts will be purged from site. Item 
considered not reportable per 10CFR90 55(e) 

□PREA,© W Houston Lighting L Power Co 04/00/20 COLLlNEiJ T 
Region 4, Office of Director, 9pp 26300 231 24X 

Fiche* 50-498, 84/00/20 < 8400300370 


DOCKETED ITEMS 


TN-50-499 SOUTH TEXAS PROJECT, UNIT 2 


Ication/construct i on stagp documenta & corr«sp ond^nca 


U1 Foruards Rev 5 to OA program doscriptlan for design & const 
Includes revs to Sechtel & Ehasco progratrs 
0 Vi Houston Lighting & Potuer Co B3/lt/Ol COLLINS, J T 
» 4, Office Of Director &pp 26179 001 24X 

50-493. 83/il/Ol. 04002 icon 


i0317 Rev 5 to QA program for design & const of South Texas 
ject 

4QUstoh Lighting Power Co 83/11/01 34pp 26179 006 24X 

\B S0-49B, 83/11/01, B40a2t03ll 


500 Forwards Rev 6 to OA program description for design I, const 
of facilities Changes clarifg definition of Dechtel 
uality policies S- defines responsibilities for trend 
fii s 

10 W Houston Lighting St Power Co 84/04/02 COLLINS, J T 

11 4i Office of Director 3pp 26148 175 S4X 
50-498. 84/04/02, 8408210500 


10503 Rev 6 to QA program descrlptlan for design & const of 
Hities 

Houston Lighting U Pouiar Co 64/04/02 190pp 26140 17B 24X 

he 50-498,84/04/02,0408210300 


446 Requests exemption from lOCFRSO, App ODC 4 re elimination 
stulated circumferential U longitudinal breaks in RC8 
loop piping St WCAP-10559 U WCAP-10560 Repts withheld 
10CFR2 790) 

EROrJ H Houston Lighting St Power Co 84/07/17 DENTON, H R 
; of Nuclear Reactor Sogulation, Director 4pp 25940 349 
Iche 50-498,84/07/17,8408070446 


70456 "Safety Balance for Elimination of RCB Main Loop Pipe Break 
tectlVB Devices, South Texas Project, Uni ts I St 2 " 
ponse to NRC req.uest for addl info re leak before break 
lysis end 

Bechtel Corp 84/04/05 lt4pp 25940 3 5 3 24X 

he 50-498, 84/07/17, 840B070446 


'70465 Requests withholding of WCAP-t0559 S* WCAP-10S60, "Technical 
es for Eliminating Large Primary Loop Pipe Rupture as 
uctural Design Basis for South Texas Pr ojec t, Units 1 St 
I ref lOCFRB 790) 

SEMANN,n A He&tinghogse Electric Corp fl4/06/0l DENTON. H R 

flee of Nuclear Reactor Regulation, Director 6pp 25941 005 

Flche 30-498,84/07/17^8408070446 


^97 Summary of B4D717 meeting u/Hestlng house Owners Steam 
ator Tube Rupture Subgroup In Qethesda, MD re proposed 
I generator tube rupture generic program! List of 
dees Si vlewgraphs end 

B K Licensing Branch 3 84/07/31 Licensing Branch 3 

25983 130 24X Fiche 50-000,84/07/31,8408090497 


.110 Generic Ltr 84-19 to all licensees of operating reactors, 
cants for OLs St holders of CPs re availability of 
1 to NUfiBO-0933, '■Priori ti xatlon of Generic Safety 
z. " 8vc list enc 1 

IHUTrD 0 Division of Licensing B4/0S/O6 Consolidated 
I, Co of New York, Inc iBpp 26129 230 24X 

50-000, 84/08/06, B40B0701 lO 


'282 Responds to 840727 submittal of Rev 7 to QA program for 
n St const phase Submittal satisfies r e 4 .ulr ements of 
ISO, App B Rev 7 acceptable 

ION, E H Region 4, Office of Director 04/08/14 QPREA, 0 M 
on Lighting St Power Co 2pp 26114 230 24X 

50-498,04/08/14, 8408170202 


161 Forwards draft '’in furtherance" certificate ra issuance of 
tlon control revenue bonds, for review Necessary mods 
ned certificate requested by 840915 

ERG, J H Houston Lighting S< Power Co 04/08/14 DENTON, H R 
e of Nuclear Reactor Regulation, Director 6pp 26194 042 
iche 50-490184/08/14,0408220161 


'275 Generic Ltr 04-20 to all licensees of operating reactors St 
cants for OLs re scheduling guidance for licensee 
ttals of reloads that involve unreviewed safety 
ions 8vc list enri 

HUTjDO Division of Licensing 84/08/20 Consolidated 
I, Co of New York, inc I7pp 86276 244 24X 

50-000, 84/08/20, 8408200273 


8408270355 Opposes requirement re designing for arbitrary intermediate 
breaks Approval for listed alternative pips break criteria 
requested, exc I ud ing RCs primary loop Addl info supporting 
request encl 

GOLDBERG, J H Houston Lighting 5< Powor Co 84/08/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 19pp 26245 021 
a4X Fiche 50-490,84/08/50,8408270355 


G Adjudicatory correspondence 


8408080186 Notion for enlargement of page limitation for appellate 
brief In response to Citizens Concerned About Nuclear 
Power, Inc 840708 brief on appeal of partial initial 
decision Certificate of Sve end Related correspondence 
OOTTEnilAN.A H Houston Lighting s. Power Co GUTTERMAN, A H Newman 
Holtzinger DSB 824 04/08/06 Atomic Safety and Licensing 

Appeal Panel 4pp S5960 243 24X Ficbe 50-498.84/08/06, 

8400080186 


8408150077 Response to Applicant S40B08 motion for enlargement of page 
limitation of appellate brief to 90 pages No objection 
offered Centiflcate of Sve encl 

PIRFO, 0 R Hearing Branch 3 D8B 043 84/08/10 Atomic Safety 

and Licensing Appeal Panel 3pp 26067 018 24X 

Fiche 50-498,04/08/10,8408150077 


8408130138 Motion for enlargement of page limitation of appellate brief 
to 90 pages Certificate of 8vc end Related correspondence 
PlRFOiO R Hearing Branch 3 DSD 039 04/00/li Atomic Safety 

and Licensing Appeal Panel 3pp 26067 013 24X 

Fiche 50-498,84/08/11.8408150130 


84O01SO176 Motion for enlargement of page limitation of appellate brief 
to 90 pages Granted for A9LAB on 940013 

P1RFO,0 R Hearing Branch 3 DSD 034 84/08/11 Atomic Safety 

and Licensing Appeal Panel Ip 26066 313 24X 

riche 50-498.84/00/11,0400130176 


04OB16O176 Response opposing Citizens Concerned About Nuclear Power. Inc 
840708 brief on appeal from ASLO 040314 partial initial 
decision Request for dc novo review i, ab Initio opinion w/o 
merit Certificate of 0vc end 

NEWMAN, J R Houston Lighting Si Power Co NEWMAN, J R Newman it 

Holtzlnger DBB 075 84/08/13 Atomic Safety and Licensing 

Appeal Panel 94pp 26091 004 24X Fiche 50-498,84/08/13, 

8400160196 


8400200396 Drlef in response to Citizens Concerned About Nuclear Power 
brief on appeal from ASLB 840314 partial Initial decision 
Certificate of 8vc end 

REIS, E J , PIRFO, 0 R Hearing Branch 3 OSD 340 04/08/23 

Atomic Safety and Licensing Appeal Panel B5pp 26280 046 24X 

Fiche 50-490,84/08/23.8408280396 


8400200452 Response to A8LD 830622 memorandum *< order re rep ortab 1 1 ity 
of Quadrox rept Quadrex rept should ba examined under 
10CFR50 55<e) Applicants should have provided rept to A8L0 
in May 1981 Certificate of Sve end 

PERLia, R 0 Hearing Branch 3 DSD 330 84/08/24 43pp 

26281 266 24X Flche 50-490,84/00/24,8408280452 


K Utility Final Safety Analysis Report (FSAR) 8i amends 


0400010322 Forwards Amend 39 to South Texas Pro jec t. Uni ts 1 2 FSAR, 

incorporating revised response to NRC questions i< 
miscellaneous F8AR text revs ^ editorial changes 
ODLDDERG, J H Houston Lighting Power Co 04/07/27 DENTON, H 
Office of Nuclear Reactor Regulation, Director Bpp 25901 017 
24X Flche 50-498,04/07/27,8408010222 


— 0408010225 Amend 39 to South Texas Pro jnc t, Units I L 2 FSAR 

» Houston Lighting U power Co 84/07/27 l,350pp 25901 025 

24X riche 50-490,84/07/27,8408010222 


Q Inspection reports. lE Bulletins & correspondence 


0407230229 IE Info Notice 04-57, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Bve list end 

JORDAN, £ L Division of Emergency Preparedness it Engineering 
Response (Post 030103} 84/07/27 Consolidated Edison Co of New 

York, Inc il9pp 25065 047 24X Fiche 30-000,84/07/27,0407250229 


0400270812 Forwards refinements fit changes to 040221 response to notice 
of violation in Insp Rept 83-22 re Improvements to matl 
control program Current program provides adequate control of 
safety-related matls 

OPREA.O W Houston Lighting «< Power Co 04/07/30 COLLINS, J T 
Region 4. Office of Director 4pp 26240 244 24X 

Fiche 50-490,84/07/30,8408270212 



DOCKETED ITEMS 


4t 


0400200299 Foruards TE Insp Repts 50-490/84-10 ^ 50-499/04-10 dti 
Q40A25-29 Mq viaiaCion^ noted 

JOHNSON, E H Region 4, OffjtB of Director B4/0B/02 OPREA.O U 
Houston Lighting ti Poiuer Co 2pp 2&140 10& 24X 

Fiche 30-498,84/00/02.0400200299 


— 8408200304 IE Insp Repts 50-490/04-10 & 50-497/84-10 on 840623-29 No 
violations noted Major areas jn&pecteid seifetg -related 
structural steel 

JOHNSON, C E . JAUDGN, J P Region 4, Office of Director 04/00/02 
6pp 36140 108 24X Fithe 50-498.04/03/02,0400200299 


0400010333 IE Info Notice 04-59, '‘Deliberate Circumventing of Station 
Health Phgsics Procedures " Svc list end 

JORDAN, E L Division of Emergency Preparedness «< Engineering 
Response (Post 0301031 84/08/06 ConsQ 1 1 dattrd Edison Co of New 

Vorlc, Inc I22pp 26068 001 24X Flche 50-000,04/08/06.8408010333 


8400010337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Bvc list end 
JORDAN, E L Division of Emergency Preparedness «« Engineering 
Response (Post 030103) 84/00/06 Consolidated Edison Co of New 

York, Inc 123pp 26067 150 24X Fiche 30-000,04/08/06,8400010337 


0400100133 Forwards OA vendor insp repts for info ^ evaluation Util 
should evaluate sigfil f icanc a of findings Ac k of receipt 
requested U/a enc I 

JOHNSON, E H Region 4, Office of Director 04/00/06 OPREA, G U 
Houston Lighting 6 Pojer Co 2pp 25988 283 a4X 
Fiche 50-498,04/00/06,0400100132 


0408070120 IE Info Notice 04-61, "Ovorexposur e of Diver in PWR 
Refueling Cavity Svc list end 

JORDAN, E L Division Of Emergency Preparedness & Engineering 
Response (Post 830103) 04/00/00 Consolidated Edison Co of New 

York, Inc I20pp 26139 US 34X Fiche 50-000,84/00/00.0408070120 


0408070376 IE Info Notice 64-62, "Therapy Ml sadm ini strati ons to 
Patients Undergoing Co-60 Teletherapy Treatments " Svc 
list end 

GRACE, J N Division of QA, Safeguards U Inspection Programs (Post 
630103> 04/00/10 Consolidated Edison Co of Neb> York, Inc 

125pp 26130 001 24X Fiche 50-000,84/^00/10,6408070376 


8400100009 IE Info Notice 04-63, "Defective R>^R Replacement Piping 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/00/13 Consolidated Edison Co of New 

York, Inc 119pp 26197 210 24X Fiche 50-000,84/08/13,8408100009 


0408100030 IE Info Notice 04-64, "DWR HPCI Initiation 8cal-In & 
Indication " Svc list end 

JORDAN, E L Division of Emergency Preparedness <« Engineering 
Response (Post 830103) 04/08/15 Consolidated Edison Co of New 

York, Inc 104pp 26198 093 24X Fiche 50-000.84/08/13.8400100038 


B40810002J IE Info Notice 04-63. "Underrated Puses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDAN, E L Divlslo-n op Emergency Preparedness Engineering 
Response (Post 030103) 04/00/16 Consolidated Edison Co of New 

York, Inc llBpp 26198 001 24X Fiche 50-000,04/00/16,0400100021 


B40821()090 Ack receipt of 040716 Itr Informing NRC Of steps taken to 
correct violations noted In IE Insp Repts 30-478/04-04 & 
50-499/04-04 Corrective actions will be reviewed during 
future insp 

JOHNSON, E H Region 4, Office of Director 04/00/16 OPREA, O W 
Houston Lighting 6 Power Co 2pp 26147 071 24X 

Fiche 50-498,04/00/16,0408210090 


' 8400210096 Responds to NRC 040614 Itr re violations noted in IB Insp 

Repts 30-490/04-04 5, 30-499/04-04 Corrective actions site 
std for nonconformance reporting revised 

DPREAi G W Houston Lighting 6 Power Co 04/07/16 COLLINS. J T 

Region 4, Office of Director 4pp 26147 073 24X 

Fiche 50-490,84/00/16,0400210070 


0408100055 lE Info Notice 04-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Bvc list encl 
JORDAN, E L Division of Emergency Preparedness ?< Engineering 
Response (Post 830t03) 04/08/17 Consolidated Edison Co of Nam 

York. Inc I20pp 26276 001 24X Fiche 50-000,84/08/17,0408100035 


0400140200 IE Info Notice 04-67, "Recent Snubb-er Inservice Testing W/ 
High Failure Rates " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/09/17 Consolidated Edison Co pf Mew 

York, Inc I22pp 26276 122 24X Fiche 30-000,84/08/17,8400140208 


0408210142 IE Info Notice 04-68, "PotontlaL Deficiency in Improperiy 
Rated Field Wtrlng to Solenoid Ualves " Svc list encl 
JORDAN, E L Division of Emergency Preparedness engineering 
Response (Post 830103) 04/09/21 Consolidated Edison Co of New 

York, Inc IlSpp 26329 008 24X Fiche 50-000,84/08/21,^408210142 


0 Reportable occurrences, LERs & related correspondence 


0406220130 Third interim, deficiency rept re corrosion in safety 
injection sys weld Initially reported on 831020 Weld removed 
for analysis to determine defects & insp of statnloss steel 
tanks initiated Next rapt will be submitted by 041116 
OPREA, 0 W Housien Lighting & Power Co 04/07/31 CDULINS, J T 
Hegipn 4, Office af Director 5pp 26189 050 24X 

Fiche 50-490, 04/07/31 . 0400220130 


0408150309 Flna! deficiency rept re roar brackets for snubbers supplied 
by Nuclear Power 9vca Initially reported on 040706 B rear 
brackets will be replaced within 6 months 

OPREA, 0 W Houston Lighting 8c Power Co 04/00/03 CQLLINB, J T 
Region 4. Office of Director 3pp 26077 332 24X 

Fiche 90-498.04/08/03*8400130389 


8400240312 Third interim deficiency rept re corrosion In safety 
injection syt pipe weld Initially reported on 831020 Next 
Tcpt will be submitted by 841116 

OPREA. 0 W Houaton Lightitifl & Power Cn 04/08/10 COLLINS. J T 

Region 4* Office of Director 9pp 26236 322 24X 

Fiche 30-498,84/00/10,8400240312 


8409300370 Final Deficiency Rept DER 04-016 re A8TM A-194 Grade aH «, 
A8TM A363 Grade A nuts Initially reported on 840713 A3TM 
A963 Grade A std hex nuts will b« purged from site Item 
considered not reportable per iOCFRSO 93(e) 

OPREA, 0 U Houston Lighting & Power Co 04/08/20 COLLI NB.J T 

Region 4, Office of Director 9pp 26300' 231 24X 

Fiche 90-490,84/08/20,0408300370 


DOCKET 8TN-S0-9O8 WPP6S NUCLEAR PROJECT, UNIT 3 


A Appl 1 cat 1 on/construc tlon stage documents correspondence 


8406000179 Forwards proposed agenda for 040706 meeting to discuss 
status L project completion plans* per 840711 telcon 
Proposed supply syt role* ongoing programs & activities L 
concepts for acceptance of work will be diacuesed 
SORENSEN,© C Washington Public Power Supply System 04/07/31 

EISENHUT, D 0 Division of Licensing 3pp 2595? 001 24X 

Flcfie 90-460,84/07/31, 04O9OQOi 73 


0408070110 Generic Lfcr 34-1? to all licensees of operating reactors, 
applicants for OLs 8< holders of CPs re availability of 
Suppi 1 to NUReo-0933, "Prior iti latlon of Osneric Safety 
Issues *" Svc list encl 

EI0ENHUT, D 0 Division of Licensing 84/08/06 Consolidated 
Edison Co of New York, Inc iBpp 2612? 238 24X 

Fiche 50-000,84/08/0610408070110 


8408160404 Forwards "Juan De Fuca/North American Plate Convergence 
Seismic or Aseismlc Subductlon" L "Study of Western 
Nashlngton Margin Adj-acent " W/alght ovenUa drawings 
Aperture cards in PDR 

aORENSEN, <? C Washington Public Power Supply System 84/08/08 
KNIQMTaN.O W Licensing Drench 3 2pp 260B4 157 24X 

Fiche 50-500.04/08/00, 0408160404 


— 0400160409 "Juan De Fuca/North American Plate Converg once ' So 1 smic or 
Asetsniic Subduction " 

DAVIBrO A Southern California, Untv of, Los Angeles, CA 
CaoMDS,HA, CROaSDN.R 8 Washington. Univ of, Seattle, WA 
04/00/31 60pp 26084 160 24X Fiche 90-500,04/00/00,0400160404 


— 8408160407 *'8tuify of Western Wash Ing ton/Or egon Margin & Adjacent J'uan 
De Fuca Plate," final rapt 

KUU1, V, Kulm, V 03/07/22 aipp 26004 221 24X 

Fiche 50-908,84/00/08,0400160404 


— 8408160411 "Finite Element Investigation of Uplift ^Strain in Puget 
Sound Region," final rapt 

MELOSH, H J Melosh, H J a3/0'6/OJ 34pp 26004 304 S4X 
Fiche 90-908,04/08/08,8408160404 


— 8408160413 "Ju«n De Fuca Plate Ccniparlaon Task JFP-2 W/five aversixs 
tables Aperture cards in PDR. 

« Woodward-Clyde Consultantsi Inc. 84/08/29 5Hpp 86004 337. 

24X Fiche 90-908,04/08/08,9408160404, 


— 9400160414 "JFP-3A - Analysis of Oeodetlc Data " W/two overslie graphs 
Aperture cards in PDR 

PELTOM, J R pelton, J R 03/09/25 tSOpp 260B9 029 a4X 
Fiche 50-900,84/00/00,9408160404 
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DOCKETED ITEMS 


04O02QO27& Generic Ltr 84^20 to all licensees of operating reactors ^ 
applicants for OLs re scheduling guidance for licensee 
subn^ittals of reloads that involve unrevieuJed safety 
questions Svc list end 

CIBCNHUTpD O Division of Licensing 84/08/20 Consolidated 
Edison Co of NeiJ Vorli, Inc I7pp 26276 244 24X 

FlchO 30-000,04/08/20.0408200275 


Q Inspection reports. IE Bulletins L correspondence 


S Reportdble occurrences. LERs S< relatf*d c Di res pond enc e 


0408200382 Part 21 ropt re tension uires on Titus Gr i 1 1 e , Mod o 1 272, 
not remaining m place uhen deflection blades closed 
Affected job sites identified in oncl Products being tested 
provide acceptable fix far retention 

SCHNEIDERjS L Phillips Industries, Inc 04/00/07 Director's 

Offico, Office of Inspection and Enforcement 3pp 26133 315 24X 

Fiche SO'OOO, 04/08/07. 8400200332 


840725022*7 IE Info Notice 84-57. “Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Pouer Plants " 8vc list end 

JORDAN, E L Division of Emargancy Preparedness Engineering 
Response iPoat 030103) 84/07/27 Consolidated Edison Co of Meu 

York, Inc ll9pp 25B65 047 24/ Fiche 30-000.04/07/27,8407230229 


6408010333 IE Info Notice 04-59, "Deliberate Circumventing of Station 
Health Physics Procedures " 9vc list end 

JOROANi E L Division of Emergency Preparedness I. Engineering 
Response (Post 830103) 84/08/06 Consolidated Edison Co of Neio 

York, Inc lS2pp 26060 QOl 24X Fiche 30-000,04/00/06.8408010333 


DOCKET 8rN-S0-509 WPPSS NUCLEAR PROJECT. UNIT 3 


0 Inspection reports. IE Dulletlns !< correspondence 


8409170255 Responds to IE Bulletin 84-02, "Failures of OE Type HFA 
Relays in Use in Class l£ Safety Sys *< Future use of GE Type 
HFA relays in saf ety-r e la ted sys not planned 

KOHLER. A 0 Washington Public Pouer Supply System 84/08/06 
MARTIN. J Region 3. Office of Director 3pp 26115 271 24X 

Flcbe 50-508.04/00/06,0408170255 


8408010337 IE Info Notice 04-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement '* Svc list end 
JORDAN. E L Division of Emergency Preparedness (c Engineering 
Response iPost 830103) 84/08/06 Consolidated Edison Co of Neu 

York. Inc l23pp 26067 138 24X Fiche 50-000.04/08/06.8400010337 


8408170255 Responds to IE Dull ot in 04-02, "Failures of GE Type HFA 
Relays in Use in Class lE Safoty Sys *■ Future use of GE Type 
HFA r«lays In saf ety-r elated sys not planned 
KOHLERiA D Washington Public Power Supply Bystem 04/08/06 
MARTIN. J Region 5, Office gf Director 3pp 26115 271 24X 

Fiche 50-508.84/08/06.8400170253 


0400070120 IE Info Notice 04-61, "Overexposure of Diver in PWR 
Refueling Cavity ** Bve list oncl 

JORDAN. E L Division gf Emergency Preparedness Eng inecr ing 
Response <Post B3Q103) 04/03/00 Consolidated Edison Co of New 

York. Inc taopp 26129 lio a4X Fiche 50-000.84/00/00,0400070120 


Q4O0O7O376 IE Info Notice 04-62. "Therapy Ml sadminlstrat 1 ons to 
Patients Undergoing Co*'60 Teletherapy Treatments " Bve 

list end 

GRACE. J N Division of OA. dafeguards 6 Inspection Programs (Post 
030103) 84/03/10 Consolidated Edison Co of New York. Inc 

ISSpp 26130 001 24X Fiche 50-000,04/08/10.0408070376 


B40B100009 IE Info Notice 84-63. "Defective RHR Replacement Piping " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103} 84/00/13 Consolidated Edison Co of Now 

York. The li9pp 26197 21B 24X Fiche 50-000.84/00/13.8400100009 


B4DG1OOD30 IE Info Notice 04-64. "DWR HPCI Initiation 6eal-Ii> & 
Indication " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830-103) 04/00/15 Consolidated Edison Co of Neui 

York. Inc 104pp 26190 093 24X Fiche 50-000. 04/00/13, 0400100030 


8408100021 IE Info Notice 04-65. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list enci 

JORDAN. E L Division of Emorgency Preparedness 6 Engineering 
Response (Post 030103) 04/08/16 Consolidated Edison Co of New 

York. Inc ilBpp 26198 001 24X Fiche 50-000.04/00/16.0408100021 


0408100055 IE Info Notice 04-66. "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Bve list encl 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post a30l03> 84/CB/17 Consolidated Edison Co of New 

York. Inc I20pp 26276 001 24X Fiche 30-000. 84/08/ 17. 8408100055 


0400140208 IE Info Notice 84-67. "Recent Snubber Inservlce Testing W/ 
High Failure Ratee " Svc list end 

JORDAN. £ L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 84/00/17 Consul Idated Edison Co of New 

York, Inc 122pp 26276 122 24X Fiche 50-000.04/08/17.0408140208 


8408210142 IE Info Notice 04-69. "Potential Deficiency in Improperly 
Rated Field Wiring to Bolenoid Ualves " 8vc list end 
JORDAN. £ L Division of Emergency Preparedness tc Engineering 
Response (Post 630103) 84/00/21 Consolidated Edison Co of New 

York, Inc llSpp 26329 008 a4X Fiche 50-000. 84/00/21. 0408210142 


DOCKET STN-50-51B HARTSVILLE NUCLEAR PLANT. UNIT 1 


A Appl Ication/construct 1 on stage documents tr c orrespondence 


0400230310 Requests remittance of fee for 630121 application for 
extension of const campletlon dates 

DIGGB.R M License Fee Management Branch 04/00/16 PARRIS, H 0 
Tennessee Valley Authority 2pp 26236 096 24X 

Fiche 50-000.04/00/16,0400230310 


DOCKET 8TN-50-520 HARTSVILLE NUCLEAR PLANT. UNIT 3 


A App 1 icab ion/construct ion stage documents A correspondence 


B4O623O310 Requests remittance of fee for 830121 application For 
extension of const completion dates 

DI008. R M Cicense Fee Management Branch 04/08/16 PARRIS, H 0 
Tennessee Valley Authority 2pp 26236 070 24X 

riche 50-000,04/00/16.8408230310 


DOCKET 50-522 SKAOIT NUCLEAR POWER PROJECT. UNIT 1 


A Appl leak lon/construc tion stage documents t correspondence 


0408070110 (Generic Ltr 04-19 to all licensees of oparoting reactors, 
applicants for OLs V holders of CPs re availability of 
Suppl 1 to NUREO-0933. "Pr 1 or 1 ti lation of Generic Safety 
Issues " Svc list encl 

EISENHUT, D G Division of Licensing 04/08/06 Consolidated 

Edison Co of New York, Inc 10pp 26129 230 24X 

F Uh 0 50-000, 84/08/06, 8400070 1 10 


0408200375 Generic Ltr 84-20 to ail licensees of operating reactors 6 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that Involve unrevlowed safety 
questions Bve list encl 

EISENHUT, D G Division of Licensing 84/OB/SO Consolidated 
Edison Co of Now York, Inc 17pp 26276 244 24X 

Fiche 50-000. 04/08/20. 04OBSOO275 


0 Inspection reports, lE Bulletins 6 correspondence 


0407250229 IE Info Notice 04-57, "Operating Experience re l^olsture 
Intrusion in Safetg-Relatod Electrical Equipment at 
Commercial Power Plants " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/07/27 Consolidated Edison Co of New 

York, Inc I19pp 25065 047 24X Fiche 50-000,84/07/27,8407250229 


0400010333 IE Info Notice 04-59. "Deliberate Circumventing of Station 
Health Physics Ptacedures " Svc list end 

JORDAN. E L Division of Emergency Preparedness tt Englneorihg 
Response (Post B30103) 04/08/06 Consolidated Edison Co of New 

York. Inc I32pp 26068 OOi 24X Fiche 50-000, B4/08/06. 040 B 0 10333 


04G0O1O337 IE Info Notice 84-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " 8vc list end 
JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 630103) B4/0B/06 Consolidated Edison Co of New 

York. Inc 183pb 150 24X Fiche 50-000.04/00/06.8408010337 


6400070120 IE Info Notice 84-61. "Overexposure of Diver In PWR 
Refueling Cavity " Svc list end 

JORDAN, E L Division of Emergency Preparedness 1. Engineering 
Response (Post B30i03) 84/08/00 Consolidated Edison Co of New 

York. Inc lEOpp 26129 llB 24X Fiche 50-000,04/08/00.0400070120 



DOCKETED ITEMS 


8408070376 IE Info Notice 34-62. "Therapg Ni sadmi ni strat i ons to 
Patients Undergoing Co-60 Teletherapy Treatments " S/c 
list end „ ^ 

GRACE.J N Division of QA. Safeguards t Inspection Programs (Post 
830103> 84/08/10 Consolidated Edison Co of New Vork. Inc 

I23pp 26130 001 24X Fiche 30^000. B4/08/10. B40B070376 


B408070376 IE Info Notice B4-62> "Therapy Mlsadmlnl strat 1 ans to 
Patients Undergoing Co-60 Teletherapy Treatments " Svc 
list one 1 

GRACE. J N Division of 0A> Safeguards & Inspection Programs (Post 
630103) B4/oa/10 Consolidated Edison Co of Neui York* Int 

125pp 36130 001 24X Flche 50^000, 84 /OB/ ID. 04OBO7O37 6 


B408100009 IE Info Notice B4-63. "Defective RHR Replacement Piping " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response iPost 030103) 84/00/13 Consolidated Edison Co of New 

York. Inc n9pp 26197 218 24X Fiche 50-000. 04/00/ 13, 8408100009 


0408100009 IE Info Notice 84-63, "Defective RHR Replacement Piping " 
Svc list end 

JORDAN, E L Division of Emergency Preparedn es b & Enjineerlng 
Response (Post 830103) 84/08/13 Consolidated Edison Co of N«ui 

York. Inc ll9pp 26197 210 24X Fiche 50-000, 04/08/ 1 3, 8408100009 


0408100030 IE Info Notice 84-64. "BWR HPC I initiation Seal-In 
Indication " Svc list epcl 

JORDAN. E L Division of Emergency Preparedness << Engineering 
Response (Post B30103) 84/08/15 Consolidated Edison Co of New 

York, Inc I04pp 26190 093 34X Fithe 50-000,84/00/15,8400100030 


8408100030 IE Info Notice 04-64, "BWR HPCl Initiation Bcal-ln & 
Indication " Svc list end 

JORDAN, E L Division of Emergency Preparedness (< Engineering 
Response (Post 030103) 84/08/15 Consolidated Edison Co of New 

York, Inc 104pP 26190 093 34X Fiche 50-000,04/08/15,8408100030 


8400100021 IE Info Notice 04-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Svc 
list end 

JORDAN, E L Division of Emergency Preparedness «< Engineering 
Response (Post 030103) 04/00/16 Consolidated Edison Co of New 

York. Inc IlBpp 26198 001 24X Fiche 50-000,04/00/16,8408100021 


0408100021 IE Info Notice 84-65, "Underrated Fuses (Which May Adversely 
Affect Operation of Essential Electrical Etiulpment " Svc 
List end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/08/16 Consolidated Edison Co of New 

York, Inc 118pp 26190 001 24X Fiche 30-000,94/03/16,0400100021 


0408100055 IE Info Notice 84-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Svc list end 
JORDAN; E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/00/17 Consolidated Edison Co of New 

York, Inc I80pp 26276 001 24X Fiche 50-000,84/00/17.8400100055 


B408100055 IE Info Notice 84-66, "Undetected Unavai labil 1 t y of 
Turbine-Driven Auxiliary Feedwater Train " Svc list end. 
jaROAN, E L Division of Emergency Preparedness St Engineering 
Responfle (Post 030103) 84/08/17 Consolidated Edison Co of New 

York, Inc 120pp 26276 001 24X Fiche 50-000,04/08/17,0400100055 


0400140208 IE Info Notice 04-67, "Recent Snubber Inservlce Testing W/ 
High Failure Rates " BvC list end 

JORDAN; E L Division of Emergency Preparedness & Engineering 
Response (Pest 030103) 04/08/17 Consolidated Edison Co of Now 

York, Inc I22pp 26276 122 24X Fiche 50-000,04/08/17,0408140200 


0400140208 IE Info Notice 04-67, "Recent Snubber Inservic* Testing W/ 
High Failure Ratss " Svc list end 

JORDAN; E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 04/00/17 ConioUdated Edison Co of Nsw 

York, Inc I22pp 26276 122 24X Fiche 50-000, 04/00/17, 0408140208 


8400210142 IE Info Notice 04-60, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/00/21 Consolidated Edison Co of New 

York, Inc 115pp 26329 000 24X Fiche 50-000,84/08/21,0400210142 


0408210142 IE Info Notice 84-60, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Svc list end 
JORDAN, £ L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 04/08/21 Consolidated Edison Co of New 

York, Inc llSpp 26329 000 24X Fiche 50-000, 04/OB/Sl, 0400210142 


DOCKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 
A App 1 i cati on/construction stage documents i> correspondence 


0400070110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OUs 8t holders of CPs re availability of 
8uppl I to NUREO-0933, "Prior 1 ti lati on of Generic Safety 
Issues " Svc list end 

EISENHUT, D 0 Division of Licensing 04/00/06 Consolidated 
Edison Co of Hew York, Inc iSpp 26129 230 24X 

Fiche 50-000, 84/00/06, 84080701 10 


8408200275 Generic Utr 84-20 to all licensees of operating reactors & 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unreviewed safety 
questions Svc list end 

EISENHUT, DO Division of Licensing 84/08/20 Consol tdated 
Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 50-000, 84/08/20, 8400200275 


Q Inspection reports, IE Bulletins L Correspondence 


0407250229 IE Info Notice 04-57, "Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Power Plants " Svc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 04/07/27 Consolidated Edison Co of New 

York, Int ll9pp 25065.047 24X Fiche 50-000, 04/07/27, 8407250229 


G4O0O1O333 IE Info Notice 64-59, "Deliberate Circumventing of Station 
Health Physics Procedures " Bve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/00/06 Consolidated Edison Co. of New 

York, Inc 122pp. 26068 001 24X Fiche 50-000,04/00/06,8400010333 


840B010337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Svc list end 
JORDAN, £ U Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/00/06. Consolidated Edison Co qf New 

York, Inc I23pp 26067 150 24X Fiche 50-000,04/00/06,0400010337 


0408070120 IE Info Notice 04-61, "Overexposure of Diver in PWR 
Refueling Cavity " Svc list end 

JORDAN, E L Division of Emergency Preparedness 1, Engineering 
Response (Post 030103) 04/08/08 Consolidated Edison Co of New 

York, Inc 120pp. 26129 118 24X Fiche 50-000,04/00/08,0400070120 


DOCKET BTN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


A App 1 ication/constructlon stage documents 8t correspondence 


0400090403 Forwards request for addl info re Isolation devices used In 
reactor protective sys Response requested within 2 uks of 
ltr receipt 

KNIOHTDNiO w Licensing Branch 3 04/07/25 VAN DRUNT, E E 

Arixona Public service Co 7pp 25903 153 24X 

Fiche 50-528,84/07/25,0408090483 


0400090323 Summary of 040705 it 06 mgt meetings u/uti 1, Dee hte I 6 C-E at 
site Sc In Phoenl X, AZ, respect! Vftly, re actions that need to be 
taken prior to fuel load Attendance list S, viewgrephs end 
LICITRAiE A Licensing Branch 3 04/07/27 Licensing Branch 3 

aOpp 25903 340 24X FI ch e 50-528, 04/07/27. 0408090523 


0400060319 Notifies that response to 840702 request for info re 
surveillante requirements for E8F actuation sys will be 
provided by 840901 

VAN BRUNT, E E Arixona Public Service Co 04/07/31 KNIGHTON, (5 
Licensing Branch 3 2pp 25936 036 24X Fiche 30-520; 04 /07/31, 

0400060319 


0400030144 Forwards table of Type A variables it revs updates of 
compliance to Reg Guide 1 97; Rev 2, Types D,C !< D variable 
requirements. In response to 831203 request. 

VAN DRUNTrE E Ariiona Public Service Co 04/00/01 KNIGHTON, 0 
Licensing Branch 3 20pp 25911.161 24X Fiche 50-528,04/00/01, 

0400030144 


8400000040 Informs that response to NRC 840627 Info request r» control 
element assembly shroud will be be submitted by 040013 
VAN BRUNT, E E, Arliona Public Service Co 04/00/02 KNIGHTON, Q W 
Licensing Branch 3, Ip 25961 036 24X PI che* 50-S28, 84/00/02, 

&4O0O8QO4B 


8400100127 Forwards "Calculation of Trip Betpoint Values, Plant 
Protection Sys," in response to 030620 ltr 

VAN BRUNT, e E Arliona Public Service Co 84/00/02 KNIGHTON, 0 
Licensing Branch 3 Ip 2d99r042 24X Fiche 50-320,84/08/02, 

B40B100127 


— 8400100137 Rev 0 to "Calculation of Trip Setpoint Values, Plant 
Protection 6ys. " 

a Combustion Engineering, Inc CEN-286(V) ROO 04/07/31 lS3pp 
25991 043 24X Fiche 50-528104/08/02,0408100127 
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Q4O0Q7O11O Generic Ltr 04-19 to all licensees of operatinQ reactors, 
applicants for OUs & holders of CPs re availability of 
Suppl I to NUfiEG-0933t "Prioritization of Generic Safety 
Issues " Svc list anti 

EISENHUT, D 0 Division of tlcensiny 04/00/06 Consolidated 
Edison Co of rleii> York, Inc IBpp 26129 230 24X 

Flcho 50-000,04/00/06,0400070110 


0400090317 Forwards monthly status rapt re plant-specific backfitting 
activities for operating reactors & license applicants for 
Jui 1904 

TREIiDLAY* P P Operating Reactors Assessment Branch 84/08/06 
HQlAHAN, 0 M Operating Reactors Assessment Branch I3pp 
23971 350 aax FI Che 50-000,84/00/06.0400090317 


0400200253 Informs of launching of new program to seek out concerns re 
const & safe operation Ltr to all const workers inviting 
rept of concerns for Investigation end 

TURLEY, K Arizona Public Service Co 04/08/06 MARTlM*J Region 
5. Office of Director 3pp 26133 200 24X Flche 50-520.04/08/06, 

0400200255 


0400130274 Forwards solid radwasta process control program, in response 
to ON Knighton 040403 ltr to EE Van Brunt Solid radwaste 
process contt'ol program incorporates 030630 response to 
B30415 req.uest for addl info 

VAN BRUNT, E E Ariiona Public Service Co 04/08/07 KNIGHTON* 0 
Licensing Branch 3 2pp 26010 GOB 24X Fiche 50-328*04/00/07. 
0400130274 


—0400130277 Solid raduaste process control program 

» Artiona Public Service Co 84/08/07 9pp 26010 OlO 24X 
Fieho 50-520,04/00/07.0400130274 


04OB14O227 Advises that OE Miller medical prob 1 em, disclosed on NRC 
Form 396. will not impair ability to perform assigned 
job tasks Evaluation based on examining physician statement 
(t mgt observation of past performance 

VAN BRUNT, E E Ariiona Public Service Co 84/08/07 MARTIN, J B 
Region 5* Office of Director Ip 26055 307 54X 

Piche 50-520,04/00/07,0400140227 


8400150207 Forwards suppls to util 040702 ltr re organi zational 
structure. based on 040716 discussion Suppls include 
removal of Note b ref from FSAr Page 13 1-23, Note t 
from Page 13 1-29 & update to response to Question 13A 18 
VAN BRUNT, E E Ariiona Public Service Co 84/08/13 KNIGHTON* O 
Licensing Branch 3 6pp 26067 1 25 24X Fichc 50-520* 04/08/13, 

0408130207 


0400230367 Notification of 840022 & 23 meetings u/utl 1. Bechtel S< DOE at 
site to discuss evaluation of effects gf water leaks on 
foundation stability 

LICITRA.E A Licensing Drench 3 84/06/14 KNIGHTON, 0 W 

Licensing Branch 3 4pp 26230 350 24X Flche S0-52B. B4/0S/I4, 

0406230367 


B4O8230369 Forwards proof t< review Tech Specs for review t, comments 
Final draft will be submitted 30 days prior to OL 
issuance N/o end 

KNIOHTaN, 0 W Licensing Branch 3 04/06/14 VAN DRUNT* E E 

Ariiona Public Service Co 2pp 26230 340 H4X 
Fiche 50-520,84/00/14,8400230369 


0400170340 Forwards addl fabrication info on Unit 1 control element 
assembly shroud assembly, per 840627 request Seventeen 
proprietary oversize drawings and Drawings withheld Iref 
10CFR2 790J Aperture card available in Central Files 
VAN BRUNT, E E Arizona Public Service Co 04/08/15 KNIGHTON, G 
Licensing Branch 3 6pp 26145 001 24X Flche 50-528.84/00/15* 

B40B170348 


0408200275 Generic Ltr 84-20 to all licensees of operating reactors It 
applicants for DLs re scheduling guidance for licensee 
submittals of reloads that involve uhreviewod safety 
questions 8vc list end 

EISENHUT.DO Division of Licensing 84/06/20 Consolidated 
Edison Co of New York, Inc i7pp 26276 544 24X 

Fiche 50-000,04/00/20,9406200275 


0400240261 Forwards Rev 2 to "Pump 4< Valve Inservice Testing Program" 6 
proposed changes to Rev 2 H/46 oversize drawings Aperture 
cards available in PDR 

VAN DRUNT, E E Arizona Public Service Co 84/00/21 KNIGHTON. O 
Licensing Branch 3 3pp 26227 010 a4X Fiche 50-520*04/00/21, 
8400240261 


— B40B240263 Rev 2 to "Pump 6 Valve Inaervice Testing Program " 

a Arizona Public Bervl co Co 04/07/16 206pp 26227 021 24X 

50-520.04/00/21,8400840261 


0408240209 Forwards mod to deviation request in FSAr Amend 13, Sections 
9D 8 1* 9B 2 2 t* Figures 90-8,9*10 6 11 Updated response to 
FSAR Question 7A-9B Part <2) also enc I Changes will be 
incorporated in next FSAR amend 

VAN BRUNT, E E Ariiona Public Service Co 04/08/21 KNIGHTON. G 
Licensing Branch 3 I5pp 26283 199 24X Flche 50-528.84/00/21* 

0408240209 


D NRC Draft/Final I!Invlronnontal Statements, suppls & correspondence 


8407120136 Appeals denial of FOlA request for 27 documents referenced 
in 1775 EI8 ra facility t< all EIS, supp lemental ElS Or 
Slmlliar environ dncumonts 6 FOIA fee waiver decision 
RVAN.J A StToich. Lang* Weeks 6 Cardan 84/03/27 Office of the 

Executive Director for Operations 4pp 25557 016 24X 

Fiche 50-528*04/03/27,0407120136 


0407120142 Responds to appeal re denial of FOIA request for 27 
documents referenced in 1975 EIS re facility U all ElS, 
supplemental EIS or similar environ documents Appeal 
granted 

DiRCKSfW J Office of the Executive Director for Operations 
04/05/21 RYAN.O A Stretch, Lang, Meeks & Cardon ip 25557 022 
24X Fiche 50-520,04/05/21*8407120142 


E NRC Safety Evaluation Report iSERl. suppls 6 correspondence 


8400130351 Forwards update to 030127 description of natural circulation 
test program L "Evaluation of Natural Circulation Cooldown 
Test Performed at San Onofre Nuclear Generating Station " 

Confirmatory Item 7 in NUREO-0857, BSER 3 closed 

VAN DRUNT, E E Arizona Public Service Co 84/08/07 KNIGHTON* 0 
Licensing Branch 3 23pp 26006 170 S4X Flche 50-528.04/00/07, 
0400130331 


8400270133 Forwards "Containment Ultimate Capacity Analysis*" per 
NUREG-0B57, "SER re Operation of Palo Verde Nuclear 
Generating Stat ion* Uni ts 1,2 $< 3 " Analysis should close 
license condition discussed In Section 381 

VAN BRUNT, E E ArHona Public Service Co 84/08/80 KNIGHTON* G 
Licensing Branch 3 3pp 26245 061 24X Fiche 50-528*04/00/20, 

0400270133 


— 8408270140 "Containment Ultimate Capacity Analysis " 

# Arizona Public Service Co 04/Oa/3l 30pp 26243 064 24X 

Flche 50-520,04/00/20,0400270133 


F Security, medical, emergency t< fire protection plans 


0408090440 Notification Of 840730-31 i< 0001 mtetlngs w/util 6 Come* in 
Phoenix, AZ S' s 1 te, rospec t ive 1 y* to discuss open issues in 
onsite emergency planning 

UlCITRA.E A Licensing Branch 3 04/07/83 KNIGHTON* 0 W 

Licensing Branch 3 2pp 25983 2i3 24X Fiche 50-328,04/07/25, 

0400090440 


8400090523 Summary of 840703 8- 06 mgt meetings w/ut 1 1 . Bech to 1 Kt C-E at 
site ^ in Phoenik* AZ, reap oc 1 1 vely, re actions that need to be 
taken prior to fuel load Attendance list vlewgraphs end 
LlClTRAiE A Licensing Branch 3 04/07/27 Licensing Branch 3 

eOpp 25903 340 24X FlCho 50-580.04/07/27,8408090523 


0400130102 Forwards request for addl info re evacuation time estimate 
analysis for emorgyneg plan Response requested within 8 wks 
of ltr receipt 

KNIGHTON. G W Licensing Branch 3 84/07/27 VAN BRUNT* E E 

Arizona Public Service Co 3pp 86011 351 24X 

Fiche 50-520,04/07/27,0400130103 


8408130160 Confirms 040625 belcon re outcome of 040531 appeal meeting 
re alternate shutdown capability Appeal granted, based an 
listed design features for plant it commitment to perform 
confirmatory PRa analysis 

NOVAK* T M Assistant Director for Licensing 04/07/30 VAN 
BRUNT, E E Arizona Public Service Co 2pp 26034 3Sl 24X 
Fiche 50-528,04/07/30*8408130160 


0406030097 Forwards response to NRC 840603 comments ro emergency 
procedure generation package Steps to verify adequate 
instruments 6 controls available for operator to perform 
assigned task incorporated into validation procedure 
VAN BRUNT* E E Arizona Public Service Co 84/08/01 KNIQHTPN.O 
Licensing Branch 3 7pp 25904 342 84X Flche 50-526,84/00/01* 

8400030097 


8406230310 Confirms 040028-24 audit of emergency operating procedures 
(EOPs) Five sets of current EGPs, along w/proceduro 
generation package rev* should be provided to NRC by 040813 
KNIGHTON, 0 W Licensing Branch 3 84/00/02 VAN BRUNT, E E 

Arizona Public Service Co 2pp 26236 100 24X 

Flche 50-328,84/09/02*8400230310 



DOCKETED ITEMS 


411 


0^03300125 Forwards InSp R&pt 50-528/84-26 on 840716-30 Mo vlolatlona 
or deficiencies noted 

SCHUSTEPpM D Rogion 5< Office of Director 84/08/03 VAM 
BRUNT^E E Ariiona Public Service Co 3p p 26307 235 24X 

Ficho 30-520.84/08/0310408300125 


— 8408300127 Insp Rapt 30-520/84-26 on 840716-30 No violations or 
deficiencies noted Major areas inspected open & i mprovenient 
items Identified during emergency preparedness 
p reap erat 1 ona 1 030411-22 insp 

TEMPLE. G M , FISH. P F . PRENDEBGAST, K Region S, Office of 

Director 04/00/03 9pp 26307 227 24X Flche 30-528,04/08/03, 

0408300125 


B40S300383 Forwards Tnsp Repta 30-520/84-25,50-329/84-19 Jc 
50-330/84-12 an 840709-13 it notices of violation. & 
davi ati an 

flISMDPiT W Region 5, Of flee of Director 04/OB/O8 UAN BRUNT, E E 
Arizona Public Service Co 2pp 2630B 122 24X 

Ficbe 50-328,84/00/08,0408300303 


— 3403300390 Notice of violation from insp on 040709-13 

MILLER, L Region 5, Office of Director 04/00/03 2p p 
26300 124 24X Flche 30-320,84/08/08,0408300303 


B408030093 Forwards page chango list for Palo Verde Nuclear Generating 
Station F5AR. Amend- 13, Pagen A through J 

OILMQRC, T Bechtel Cerp 04/08/01 Office of Wuclear Reactar 
Regulation, Director 6p p 25916 031 24X Fiche 30- 520.04/00/01, 

3408030093 


8400060075 Forwards info revising Insert 1 to FSAR.Pagf 14 2-3 re 
initial test program 

VAN DRUNT. E E Amona Public Service Co 04/OB/Ol KNlOHTOMiO H 
Licensing Branch □ 7pp 2 393 3 2 1 3 24X Fiche 30-520.04/08/01, 

0400060075 


B40B010215 Amend 13 bo FSAR for Palo Verde ffuclear Generating Station, 
Units 1,213 lir/34 overside figures Aperture cards available 
In PDR W/040801, Itr 

VAN BRUtJT, E E Arizona Public Service Co 04/08/31 140Bpp 
2S999 122 24X Fiche 30-523,64/00/31,8408010215 


Q Inspection reports, lE Ogjletlns & correspondence 


0406230210 '‘'Region V Qut s tand 1 ng Items Rept Open 6 Closed " 

* Rogion 5, Office of Director 84/06/12 37pp 23129 101 24X 

Fiche 50-520.84/06/12.8406230210 


— 840B300397 Notice of deviation from insp on 840709-13 

MILLER.L Region 3, Office of Director 84/00/08 Ip 
26300 126 24X Fiche 50-320,84/08/08,0408300303 


— 6408300407 Insp Repts 50-328/84-25,50-529/04-19 it 50-330/04-12 on 
040709-13 Violations noted fire protection ays not tfesljinod 
to retain structural integrity during seismic event 
CLARK, C , NARDUT. P P , MILLER, L, Region 5, Office of Director 
04/00/03 24pp 26303 127 24X Fiche 30-920,04/00/08.8408300363 


B4D8S00599 Submits Rev 4 to emergency plan Rev addresses NR-C comments, 
is aligned more concisely lu/current operating procedures It 
clarifies barrier approach to emergency action levels 
VAN BRUNT, E E Ariiotia Public Service Co 04/08/13 KNiGHTQNrO 
Licensing Branch 3 26137 092 24X Fiche 50-520,04/00/13, 

0400200599 


— 8400200600 Rev 4 to emergency plan 

» Ar liana Public Service Co 04/03/31 aSpp 26137 053 24X 

Fiche S0-92B. 84/08/ 1 5, 8400200599 


04OB2DO1 12 Forwards "Evaluation Time Ana 1 ys i s , lO-lli le Emergency 
Planning Zone, Arizona Di\ of Emergency Sves" response to 
840727 request for addl info 

VAN BRUNT. E E Arizona Public Service Co 04/00/16 KNIOHTON, O 
Licensing Branch 3 4pp 26132 32! 24X Fiebe 50-386.04/00/16, 

04002001 12 


--8400200334 "Evacuation Time Anal ysi s* lO-Mi I e Emergency Planning Zone, 
Ariiona Dlv of Emergency Svet " 

* Arizona, State of BUUHH, R 0 Maricopa County, AZ 84/01/31 
22pp 26132 325 24X Fiche 50-320, 04/00/16, 04082001 12 


8400200217 Forwards Rev 5 to omergortcy action levels Rev addresses 
comments raised at 640731 meeting re secur i ty, ez tern-e 1 
events it chal lenge /fai 1 ure of fission product barriers 
VAN QRUNT. E E Arizona Public Service Co 34/08/16 KNIGHTON, O 
Licensing Branch 3 3pp 26133 099 24X Fiche 50-328, 04/00/ 16, 

0400200217 


0407250229 lE Info Notice 04-57, "’Operating Experience re Moisture 
Intrusion in Safety-Related Electrical Equipment at 
Commercial Peuer Plants ” sve list end 

vPORDANi E L Division of Emergency Preparedness 6 Engineering 
Response (Post 0301031 04/07/27 Consolidated Edison Co of New 

York, Inc 119pp 29063 047 24X Fiche 50-000.84/07/27,8407250229 


0408300107 Forwards Insp Repts 30-920/04-23 & 50-529/84-17 an 
840602-0701 No noncompl lance noted 

BISHOP, T W Division of Res Id ent, Reactor Project & Engineering 
Programs 04/08/02 VAN BRl/MTi E E Arizona Public Service Co 
2pp 26300 014 24X Fiche 50-928.04/00/02,0400300107 


— 8400300199 Insp Rept* 50-920/84-23 td 90-329/04-17 on 040602-0701 No 
Violation* noted Major area* Inspected preoperat ion^ 1 
testing ac tlvl ties, main t, review of malnt St follouup on TMl 
Lessons Learned imp lementat 1 on 

ZfMHERMAN.R , FIGROLI.O , RGSTED, C Region 9, Office of Director 
04/00/01 12PP 26303 016 24X PUhe 50-920,84/08/03, 

0408300187 


0400300125 Forwards Insp Rept 5-0-520/84-26 on 040716-20 No Violations 
or deficiencies noted 

SCHUSTER, M D Region 5, Office of Director 64/08/03 VAN 
BRUNT, E E Arizona Pi^blic Service Co 2pp 26307 225 24X 
riche 50-528,84/00/03,0400300125 


— 0409300127 Insp Rept 50-528/84-26 on 040716-20 No violation* or 
deficiencies noted Major areas inspectotf open fr Improvement 
items identified during emergency preparedness 
preop eratl anal 030411-22 insp 

temple, G M , FISHrR F . PRENDEROAST, K Region 5. Office of 

Director 04/00/03 9pp 26307 207 24X Fiche 9D- 520, 04/08/03. 

0400300129 


8408010333 IE Info Notice 84-59, "Deliberate Circumventing of Station 
Health Physics Procedures " Sve list enci 

JDRDAN. E L Division of Emergencij Preparedness Engineering 
Response (Post 330103) 84/08/06 Consolidated Edison Co of Nsu 

York, Inc 122pp 26068 001 24X Fiche 30-000.04/09/06 , 8400010333 


—8408200224 Rev 5 to emergency action levels 

» Arizona Public Service Co 84/00/3i BBpp 26133 (02 24X 

Fiche 90-520,04/08/16,0408200217 


0408270260 Requests approval of two temporary deviations in emergency 
preparedness plan from goals for augmentation of emergency 
response organization in Buppl 1 to NUREO-0737 Nature &. 
duration of deviations end 

VAN DRUNTrE E Arizona Public Service Co 04/08/20 RNIOHTaN.O 
Licensing Branch 3 27pp 26243 131 24X Fiche 90-928,84/08/20, 

0400270260 


K Utility Final Safety Analysis Report (FSARl 6 amends 


0408030102 Forwards page change list for Amend 13 to FEAR Replacement 
of original pages requested 

a Bechtel Corp 84/07/31 afflte of Nuclear Reactor Regulation, 

Director 3pp 25904 336 24X Fl c he 30-320, 04/07/3 1, 0400030102 


8408030142 Forwards corrected Pages D 8, 4 to list of effective pages 
for Palo Verde FSAR, Amend 13 

* Bechtel Corp 04/07/31 Office of Nuclear Reactor Regulation, 

Director 3pp 25915325 34X Fiche 50-528,04/07/31,0400030142 


B408010337 IE Info Notice 84-60, "Failure Of Air Purifying Respirator 
Filters ta Meet Efficiency Requirement ■’ Sve list one 1 
JORDAN, E L Division of Emerge-ncy Preparedness L Engineering 
Responee (Post 030103) 04 / 00/06 Consolidated Edison Cd of New 

York. Inc 123pp 26067 198 24X Fiche 50-000,84/08/06 , 0400010337 


0400300094 Forwards Insp Rept* 50- 520/64-21. 50-52 9/84-16 8* 90-530/04-10 
on 840402-0931 U notice of violation 

QlEKOPiT H Division of Rc* Ident . Reactor Project & Eng ine er ing 
Programs 84/08/07 VAN B8UNT,E E Arizona Public Service Co 
2pp 26306 141 24X Fiche 30-328.84/08/07,0400300094 


— 8400300100 Notice of violation from insp on 840402-0531. 

VD8N0. T Region 9, Office of Director 04/00/07 Ip 26306 1 43 
24X Fiche 90-928.04/08/07,8403300094 


— 8408300103 Insp Repts 90-920/04-21,30-929/84-16 U 90-530/84-10 on 
040402-0531 Violation noted failure to control mods on 
Units 1 it 2 (flosel generator bldg wall mounted Instruments 
VORDERBRUECOEN. YOUNG, T Region 5, Office of Director 84/00/07 
7pp 26306 144 24X Fiche 30-520,84/00/07,8408300094 
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B40B070120 IE Info Notice B4-61. "Overeiposure of Diver ii( PWR 
Refueling Cavity " Bve list end 

JORDAN# E L Division of Eioergentsy Preparedness & Engineering 
Response (Post aoOlOS) 04 /OB/OS Consolidated Edison Co of New 
York# Inc 120pp 26129 118 24X Fichc 50-000, 64/05/08. B408070 120 


8408300303 Forwards Insp Repts 50-528/84-25,50-529/04-19 h 
50-530/04-12 on 840709-13 h notices of violation h 
deviation 

BISHOPi T W Region 5# Office of Director 84/O0/OB VAN DRUNT#E E 
Arizona Public Service Co 2pp 26300 122 24X 

Flcho 30-528,04/08/08.8408300383 


—8408300390 Notice of violation from insp on B40709-t3 

miller, L Region 3, Office of Director 04/08/08 2pp 
26300 124 24X Fiche 30-528,84/08/08,8408300383 


S Reportable occurrences, LCRs ^ related correspondence 


0408030048 Final Deficiency Rept DER 83-56, Rev Ire discrepancies u/ 
Anchor-Darling MSiVs Initially reported on 83OBO0 Larger 
hydraulic reservoir w/baffles installed in each MSIV t 
feodwatei isolation valve 

VAN BRUNT. E E Ariiona Public Service Co 04/04/13 BISHOP, T W 
Region 5, Office of Director 7pp 53917 330 24X 

Fiche 50-528,04/04/13,8408030048 


8408020232 Corrected Rev 1 to Final Deficiency Rept DER 83-56 re 
discrepancies U/MSIV mfg by Anchor-Darling Initially 
reported on 830808 Vendor Instruction Manual E9023-9 
revised Also reported per Part 21 

VAN DRUNT,E E Arizona Public Service Co 84/07/13 BISHOP, T W 
Division of Res idetit, Reac tor Project 6 c Engineering Programs 7pp 
25890046 24X Fiche 50-528.04/07/13,0408020232 


—8408300397 Notice of deviation from insp on 840709-13 

MILLER, L Region 5, Office of Director 84/08/08 Ip 
26308 126 a4X Fiche 50 - 580 , 84 / 08 / 00.8408300303 


--0408300407 Insp Repts 50-528/84-25,30-529/84-19 50-530/84-12 on 

840709-13 Violations noted fire protection sys not designed 
to retain structural integrity during seismic event 
CLARK, C , SORENSEN, R C , HDLLENDACH, D Region 5, Office of 
Director 84/08/03 24pp 26300 127 24X Fiche 30-520.84/08/08, 

8408300383 


0408070376 IE Info Notice 04-62, "Therapy Mi sadministrati ons to 
Patients Undergoing Cq- 60 Teletherapy Treatments " Sve 
list end 

grace, J N Division of QA, Safeguards St Inspection Programs iPost 
830103) 84/08/10 Consolidated Edison Co of New York. Inc 

I25pp 26130 001 24X Fiche 50-000# 84/08/10, 8408070376 


8400100009 IE Info Notice 84-63, "Defective RHR Replacement Piping " 
8 vc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 04/00/13 Consolidated Edison Cd of New 

York. Itic 119pp 26197 2i8 24X Fiche 50-000.04/08/13.0408100009 


0400100030 IB Info Notice 04-64. "BHR HPCl Initiation Seal-In it 
Indication " Sve list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/08/15 Consolidated Edison Co of Neu 

York. Inc 104pp 26190 093 24 X Fiche 50-000,84/08/15. 0400100038 


8400030302 Final Deficiency Rept DER 04-02 re rust, scale pitting in 
clevis It arm of several safety injection U CH valves Rust 
insignificant Deficiency determined not reportable under 
lOCFRSO 55(e) 

VAN BRUNT. E E Arizona Public Service Co 84/07/13 DIQHDP.T W 
Region 5, Office of Director 2pp 25917 115 24X 

Fiche 50-520.84/07/13,8408030302 


0408010377 Interim Deficiency Rept DER 04-10 re wiring errot on LPSI 
pump B switch CS-3 Initially reported on 040326 Final rept 
will be submitted by 840822 

VAN BRUNT, E £ Arizona Public Service Co 04/07/16 DISHGP.T M 
Division of Resident, Reac tor Project & Engineering Programs 2pp 
25066280 24X Fiche 50-528,04/07/16,8408010377 


8400010301 Interim Deficiency Rept DER 04-08 re ITT/Darton Model 763 
transmitters not meeting specs Initially reported on 840229 
Final rept will be submitted by 840624 

VAN BRUNT. E E Arizona Public Service Co 84/07/16 QISHDP.T W 
Division of Resident, Roac tor Project Engineering Programs 2pp 
25066 290 24X Fiche 50-528,04/07/16,0408010301 


6406010304 Interim Deficiency Rept DER 03-80 re main feedwater 
isolation valves closing In 20 s instead of Tech Spec 
required 5 s Initially reported on 631122 Final rept will 
be submitted by 840823 

VAN BRUNT, E E Arizona Public Service Co 64/07/16 BianDP,! W 
Division of Resident, Reac tor Project i Engineering Programs 2pp 
25066 286 24X Fiche 50-528.04/07/16,8400010384 


8408100021 IE Info Notice 04-65. "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " 8 vc 
list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 04/08/16 Consolidated Edison Co of New 

York, Inc liapp 26193 001 24X Fiche 50-000,84/08/16,8400100021 


□408030240 Interim Deficiency Rept DER 83-63 re HPSI isolation valves 
mfg by Dorg-Warner failing to open against pump A tt B flows 
Initially reported on 630923 Time extension requested due to 
extensive investigation Next rept by 840831 

VAN BRUNT, E E Arizona Public Servico Co 64/07/16 DI 8 HDP,T W 
Division of Resident. Reac tor Project it Engineering Programs 2pp 
25917 221 24X Fiche 50-526,84/07/16,8408030240 


8408220051 Ack receipt of 840720 Itr informing NRC of steps taken to 
correct violations noted in IE insp repts conducted between 
040501-0601 

BISHOP,! M Region 5, Office of Director 04/08/16 VAN BRUNT, E E 
Arizona Public Service Co Ip 26193 237 24X 

iche 50-528. 64/00/16. 8400220051 


J408820071 Responds to NRC 040722 Itr re violations noted in IE imp 
repts conducted between 840501-0601 Corrective actions Pump 
A disasiembied 6 defective seal replaced w/new seal Walkdown 
team established 

VAN BRUNT, E E Arizona Public Service Co 04/07/20 BISHOP. T W 
Region 5, Office of Director lOpp 26193 238 ?4X 

FUhe* 50-528, 84/08/16,8400220031 


6408010346 Final Deficiency Rept DER 82-37. Rev l.re Glass lE wiring 
termination crimped w/less pressure than specified 
Work Plant Procedure/QC Instruction 253 0 revised to 
require maint program 

VAN BRUNT, £ E Arizona Public Service Co 84/07/18 BISHOP. T W 
Division of Resident, Reactor Project Engineering Programs 12pp 
25866 310 24X Fiche 80-320.84/07/18,8408010346 


8400010308 Interim Deficiency Evaluation Rept 64-43 re HPSI 3-tnch 
gate valve failing to open Initially reported on 840622 
Conditions not reportable per iOCFRSO 55(8) 

VAN BRUNT, c E Arizona Public Service Co 64/07/16 BISHOP, T W 
Division of Resident, Reac tor Project & Engineering Programs 2pp 
25866 28t 24X Fiche 50-528.84/07/18,8408010300 


1408100055 IE Info Notice 04-66. "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " 8 vc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Risponse (Post 030103) 04/00/17 Consolidated Edison Co of New 

York. Inc I20pp 26276-001 24X Fiche 50-000, 84/09/ 17. 0408100053 


B4D014O2OB IE Info Notice 84-67, "Recent Snubber Inservice Testing U/ 
High Failure Rates " Sve list and 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/08/17 Consolidated Edison Co of New 

York. Inc 122pp 26276 122 24X Fiche 50-000,84/08/17,8408140200 


8408210142 IE Info Notice 04-60. "Potential Deficiency In Improperly 
Rated Field Wiring to Solenoid Valves " Syc list end 
JORDAN, E L, Division of Emergency Preparedness 8 < Engineering 
Response (Post 030103) 04/08/21 Consolidated Edison Co of New 

York. Inc U3pp 26329 008 24X Fiche 50-000, 84/09/21, 0408210142 


640GD30053 Interim Potential Deficiency Rgpt DER 04-42 re replacement 
of enyiranmontally qualified torque Switches w/unqual i f led 
switches Initially reported on 840610 Final rept expected by 
640020 

VAN BRUNT. E E Arizona Public Service Co 84/07/18 BISHDP. T W 
Region 5. Office of Director 3pp 25917 327 24X 

Fiche; 50-520. 84/07/18, 8400030033 


6408000499 Final Deficiency Rept DER 83-75 re improper torquing of 
bolts on two D0126SA panel filler assemblies Bolts 
retorqued Deficiency not reportable Under lOCFRSD 55(e) 

VAN BRUNT.E E Arizona Public Service Co 84/07/24 BiaHDP.T W 
Division of Resident. Reac tor Project it Engineering Programs 5pp 
25975 232 24X Fiche 50-328.84/07/24,8408080499 


8406080529 Rev 1 to final Deficiency Rept DER 01-49 re erroneous 
readings on N 88 S water level transmitters due to variations 
of water leg Condensate pots for steam generator it 
pressurizer level measurements installed on root valves 
VAN BRUNT.E E Arizona Public Bervlce Co, 84/07/24 BlBHDP.T W 
Division of Resident. Reac tor Project j, Engineering Programs 4pp 
23975290 24X Fiche 50 - 520184 / 07 / 24 , 0400080529 , 
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4T3 


8408090012 Final Deficiency Rept DEH 64-OB re failure of ITT/Darton 
Model 763 transnittera to meet specs PPB setpoints revised 
on existing transmitters S< Darton uorking on physical mod 
to meet specs /^Iso reportable under Part 21 

BRUNT. E E Ariiona Public Service Co B4/07724 BISHOP, T W 
Division of Res i dent, Reac tor Project tt Engineeiing Programs 4pp 
23993 on 24X Fiche 50-328.84/07/24,0408090012 


8408130172 Interim Deficiency Rept DER 83-81 re manufacturing defect in 
Oulfallij Schedule 1^0 SS pipe Initially reported on 831128 
Due tD oitenslve investigation i* evaluation requi i ed. final 
rept nil 11 be delayed until 840830 

VrtN BRUNT, e E Aniona Public Service Co 84/07/27 OISHOPiT W 
Division of Resld ent, Reac tor Project <« Engineering Programs 2pp 
26010 03i 24X Fiche 30-528,04/07/27.8408130172 


0408130332 Interln Deficiency Rept DER B4-09 re CAD uelding for 
cathddlc protection ground connection Initially reported on 
040229 Final rept uili be submitted by 040830 

VAN BRUNT. E E Aniona Public Sorvica Co 04/07/27 D fSHOP. T W 
Division of Res ident. Reac tor Project », Engineering Programs 2pp 
26010 303 24X Fiche 50-528.84/07/27,8408130312 


640B1303D3 Final Oeficlancy Rept DER B4-19 ro improperly tagged or 
marked blind flanges removed from piping sys Initially 
reported on 840430 Deficiency not reportable per 
10CFR90 35(e) or Part 21 

VAN BRUNT, E E Arliona Public Service Co 84/07/30 DIBHOP. T W 
Division of Resid ent, Reac tor Project fc Engineering Programs 4pp 
26010 291 24X Fiche 50-520,04/07/30,8406130303 


8406130344 Interim Deficiency Rept DER 82-00 re lour Insulation 
resistance values or terninaL blocks supplied by Conax Corp 
Initially reported on 021217 Final rept by 040017 

VAN BRUNT. E E Aniona Public Service Co 84/07/30 BISHOP, T U 
Division of Res ident, Reac tor Project Engineering Programs 2pp 
26010 222 24X Fiche SO- 928, 04/07/30, 84081 30344 


B408160192 Final Deficiency Rept DER 84-10 re resistance tamp 
detectors Caused by torsional tuiistlng of element U sheath 
during honing operati on. t esul ting in broken internal wire 
Item not reportable per 10CFR90 95(e) 

VAN BRUNT, E E Ariiona Public Service Co 84/08/01 BISHOP, T W 
Region 4, Office of Director 3pp 26106 334 24X 

Fiche 50-520,84/00/01.0400160192 


640817O3B4 Final Deficiency Rept DER 84-22 re control element assembly 
shroud support contaminated u/oil Initially reported on 
840420 Shroud cleaned U inspected tt drip pan installed to 
contain possible leakage Also reported per Part 21 
VAN BRUNT, E E Arizona Public Service Co 04/00/01 BISHOP, T W 
Division of Res id ent, Reac tor Project & Engineering Programs 4pp 
26129099 24X Fiche 30-520.84/00/01.0408170384 


04OB16O48O Final Deficiency Repi DER 84-16 re EBF actuation ays relay 
cabinet baseplates Initially reported on 840321 Cabinet 
backs ulli bo reinforced Li/3/0-inch thick vortical stiffener 
plate Also reportable under Part 21 

VAN BRUNT, e E Arizona Public Service Co 84/08/08 DIBHOP,? H 
Division of Resident, Reac tor Project % Engineering Programs 4pp 
86107292 24X Fiche 50-920,04/08/02,8400160400 


B408160506 Final Deficiency Rept DER 03-70 re lack of users test 
documentation t, controlling procedure for rock bolt 
expansion anchors Initially reported an 031109 Item not 
reportabte under 10CFR90 5S<e> 8« Part 21 

VAN BRUNT, E E Arizona Public Service Co 04/00/02 niBHDP, T VI 
Division of Resident, Reac tor Project & Engineering Programs 9pp 
26107326 24X Fiche 50-920,04/00/02.0400160306 


8408220128 Interim Deficiency Rept OCR 04-33 re incorrectly installed 
hanger support assembly Initially reported on B405O4 Due to 
extensive Investiflatlon, f ina 1 rept uili be available 840831 
instead of B40B10 

VAN BRUNT, E E Arizona Public Service Co 04/OB/O6 DlSJIDP, T M 
Division of Resident, Reac tor Project & Engineering Programs 2pp 
261 B0 340 24X Fiche 50-528, 04/00/06, 04002201 20 


8408220143 Interim Deficiency Rept DER 04-44 re fatigue failures of 
Oaulin charging pumps Initially reported on 840706 Bechtel 
investigating Final rept to be compteCed by 840927 Reported 
under Part 21 by Northeast Utils 

VAN BRUNT, E E Arizona Public Service Co 04/00/06 DIBHOP, T M 
Division of Resident, Reac tor Project & Engineering Programs 3pp 
26108065 24X Fiche 50-528,04/00/06,8400220143 


6400200332 Part 21 rept re tension wires an Titus Or i 1 1«, Hod el 272, 
not remaining in place when deflection blades closed 
Affected job sites identified In end Products being tested 
provide acceptable fix for retention 

SCHNEIDER. 3 L Phillips Industries, Inc B4/08/07 Director's 

□ ffice. Office of Inspection and Enforcement 3pp 26133 315 24X 

Fiche 50-000,64/00/07,0400200332 


6408200333 Part 21 rept re tension wires used for adjustment of blades 
on Grille liodel 272 not remaining in place uher blades 
closed Review 6 tasting conducted to identify number of 
grilles U rework methods to be utilized 

SCHNEIDER, BL Phillips Industries, fnc 84/08/07 STRAIT-R 
Arizona Public Service Co Ip 26132 360 24X 

Fiche 50-598,84/00/07,0400200333 


0400200297 Interim Deficiency Rept DER 84-34 re critical friction-type 
high strength connectors Due to extensive eva 1 uat 1 on, n e x t 
rept delayed until 840904 

VAN OBUWT, E E Arliona Public Service Co 04/03/09 DlaHOP, T H 
Region 9, Office of Director 2pp 26140 090 24X 

Fiche 50-528,04/00/09,8400200297 


8408200322 Final Deficiency Rept DER 03-61 re C-E low pressure safety 
injection pump failure to start & produce required head 
Case wear rings replaced Sr clearance between impeller tt 
casing increased Proprietary CEN-2B5 (V)-P end 

VAN DRUN-T, E E Ariiona Public Service Co 84/06/09 BISHOP, T W 
Division of Reald ent, Reac tor Project t. Engineering Programs 40pp 
26133 310 24X Fiche 50-328.64/08/09, 6408200322 


840G200285 Final Deficiency Rept DER 83-82 re improper bend radius in 
diesel generator control cabinets Initially reported on 
840103 Forwards ''Technical Rept for Pale Verde Nuclear 
Stat 1 on-Bech tel Power Corp on Returned Cable NCR E6361-? *' 

VAN BRUNT, E E Artiona Public Service Co 84/08/10 BISHOP,? W 
Region 3. Office of Director 13pp 26139 307 24X 

Fiche 50-528484/08/10,0406200205 


—8408200208 "Technical Rept for Palo Verde Nuclear Stat 1 on-Dech te I Power 
Corp on Returned Cable NCR E63619 " 

HONTODMERY.ft , BEASLEy, S Anaconda Co (subs of Atlantic 
Richfield Co ) 04/01/24 lipp 26139 320 24X 

Fiche 30-528,84/08/10,0408200205 


0409280302 Interim Deficiency Rept DER 63-57 re cracks in control 
element assembly shroud Initially reported on 830729 
Requests extension until 840915 for submittal of final rept 
to alloki for post-demonstration test imp evaluation 
VAN BRUNT, E E Ariiona Public Service Co 04/06/13 BISHOP, T N 
Division of Resident, flaac tor Project 8, Engineering Programs 2pp 
26282 161 24X Fiche 90- 52a« B4/0B/ 13, 0408260302 


0400280317 Interim Deficiency Rept DER 83-49 re broken impeller blades 
tc diffuser bolts broken/toose in reactor coolant pumps 
Initially reported on 030715 Time extension until 040919 for 
final rept requested for post-demonstration test insp 
VAN BRUNT, E E Arlxona Public Service Go &4/0B/13 BISHOP. T U 
Division of Resident, Reac tor Project & Engineering Programs 2pp 
26282 357 24X Fiche 50-528,84/03/13,0400260317 


0408260325 Interim Deficiency Rept DER Q3-5k re auxiliary feeduater 
pump failure bo meet requirements of hot functional test 
Initially reported on 040802 Extension until 640915 
requested for submittal of post-demonstration test rept 
VAN BRUNT, E E Arliona Public Service Co 84/08/13 BISHOP,? U 
Region S, Office of Director 2pp 26202 273 24X 

Fiche 90-528,84/03/13,8408280325 


0408280335 Interim Deficiency Rept DER 83-42 re thermowells in RC3 
Initially reported on 030629 Extension for submittal of 
final rept from 040815 to 840919 requested due to need 
for evaluation of post-demonstratlDn test insp 

VAN BRUNT, E E Arixona Public Service Co 64/00/13 BISHOP,? W 
Division of Resident, Reac tar Project 6 Engineering Programs 2pp 
26282 259 24X Fiche 90-538,84/00/13.8408280335 


0408280357 Interim Deficiency Rept DER 84-26 ro improperly tested or 
adjusted plunger interlock Initially reported on 640510 
Final rept will be submitted by 040919 

VAN BRUNT, E E Arlxona Public Service Co 84/00/13 BISHaP, T U 
Division of Resident, Reac tor Project & Engineering Programs 2pp 
26262 250 S4X Fiche 90-520.64/00/13,6400260357 


04OB26O2O4 Interim Deficiency Rept DER 64-25 re containment supply 
register failure to cycle Initially reported on 640901 
Galvanized wire will be replaced w/stainless steal wire to 
gain higher tensile strength Next rept expected by 640921 
VAN BRUNT, E E Arizona Public Service Co B4/0B/16 BISHOP. T N 
Division of Resid ent, Reac tor Project 8( Engineering Programs 3pp 
26282 166 34X Fiche 50-928,64/06/16.6408200204 


8408280263 Interim Deficiency Rept DER 84-45 re spot welding on skid 
mounted indication 6 control Initially reported on 640717 
Kaman Instrumentation will perform torque test for site 
testing of stud welds Next rept expected by 840 926 
VAN BRUNT, E E Arizona Public Service Co B4/08/J6 DISHCP, T W 
Division of Resid ent. Reac tor Project 6 Engineering Programs, 3pp 
26282 169 a4X Fiche 50-920,84/00/16,0408280263 
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DOCKETED ITEMS 


QOOa20OS73 n&v 1 to interim Doficiency fiept DEF* 82“24 re Li mi torque 
vatve aperatQT's Paund loose un valve bodies Valves mill bp 
stroked to full openibex holts loosened fc retorqued pei 
vendor rc-qu i rements llext rep t by 340913 

VAN BRUNTpE E Aril ana Public Service Co a4yOB/lA OISNOPpT W 
Divislau of nestdcntp Reac tor Project t Eniglneering PrograniB 4pp 
26382 t72 24)( Flche 50-528, 04/03/16, 3408260273 


B40B2B0397 Interim Deficiency Wept DER Q4-46 re refueling urater tank 
penetration sleeves Initially repented on 640717 Dechtel 
evaluation of repor tab i 1 i by 6 corrective action in progress 
VAN DRUNT,E E At i ? ona Public Service Co B4/0S/i6 DlSHQPiT W 
Division of Resident, Reactor Project 8c Engineering Programs 3pp 
26282 150 24X FUhe 50-526,84/08/16,8408280297 


8403280232 Interim Deficiency Rept DER 32-80 re 1 Di*i insulation 
resistance values for terminal blocks supplied by Conat 
COTp Initially reported on 821217 Final r^ept expected by 
040903 

VAN URUNT.E E Arlrona Public Service Co 84/08/17 BISHOP, T M 
Division pf Resident, Reac tor Project 4. Engineering Programs 2pp 
96282 17B 24X Flche 50-520. 84/03/17. 8406260203 


DOCKET STN-50-5a9 PALO VERDE NUCLEAR STATION, UNIT 2 


A Appl lea t ion/construc 1 1 an stage documents tt correspondence 


3400090463 Forwards request for ad d I info re isolation devices used in 
reactor protective sys Response requested uiithln 2 uks of 
Itr receipt 

KNIGHTON. G Licensing Branch 3 34/07/25 VAN GRUNT, E £ 

Aritona Public Service Co 7pp 93983 153 S4X 
Ficbe S0-SS6. B4/07/2S, 3400090483 


34081302/4 Forwards solid radwaste process control program, in response 
to OW Knighton 040403 itr to EE Van Utunt Solid radwaste 
process control program incorporates 630630 response to 
830415 request for add! info 

VAN DRUrJT.E E Arizona Public Service Co 84/0D/07 KNIGHTON, G 
Licensing Branch 3 2pp 26010 000 24X Fiche 50-528,84/00/07, 

□40Q130S74 


— B408130977 Solid raduiastB process control program 

» Arizona Public Service Co 84/00/07 9p p 26010 OlO 24X 
Fathe 50-520, 04/08/07, 0408130274 


B4OB140227 Advises that OE Miller medical pr oh lem, d i sc I osed on NRC 
Form 396pwill not Impair ability to perform assigned 
job tasks Evaluation based on examining physician statement 
8c mgt observation of past performance 

VAN DRUNT,E E Arizona Public Service Co 04/00/07 MARTIN. J B 
Region 3, Office of Director Ip 26055 309 24X 

Fiche 50-528,04/08/07.6400140227 


0408150207 Forwards suppls to util 040702 Itr re organ! xat i ona I 
5 true ture. based on 840716 discussion Suppls include 
removal of Note b ref from FSAR Page 13 1-20, Note b 
from Page 13 t-29 fc update to response to Question 13A 18 
VAN BRUNT. £ E Arizona Public Service Co 84/00/13 KNIGHTON, G 
Llcenfilng Branch 3 6pp 26067 125 24X Fiche 50-528,84/00/13. 

8400150207 


0406230367 Notification of 040822 tt 23 meetings w/ut 1 1, Qech tel t, DOE at 
site to discuBB evaluation of effects of water leaks on 
foundation stability 

LICITRA.E A Licensing Branch □ 84/08/14 KNIGHTON. 0 W 

Licensing Branch 3 4pp 26230 350 S4X Fiche 50-520. 04/08/ 14, 
8408930367 


0408060319 Notifies that response to 640709 request for info re 
surveillance requirements for E8F actuation sys will be 
provided by 040901 

VAN BRUNT, E E Arliona Public Service Co 04/07/31 KNIGHTON. G 
Licensing Branch 3 Spp 25936 036 2AX Fiche 50-320.84/07/31, 
0400060319 


8408030144 Forwards table of Type A variables l< revs t< updates of 
compliance to Reg Guide 1 97, Rev S.Types 6, C tc D variable 
requirements, In response to 031203 request 

VAN BRUNT. E E Aritona Public Servlco Co 84/08/01 KNIGHTON, Q 
Licensing Branch 3 20pp 2591 1 161 24X Fiche 30-S2B, 04/00/01 « 

8400030144 


0400080040 Informs that response to NRC 040627 info request re control 
element assembly shroud will be be submitted by 840B15 
VAN BRUNT.E E Aritona Public Service Co 84/08/02 KNIGHTON, 0 N 
Licensing Branch 3 Ip 25961 036 S4X Fiche 50-528.04/00/02. 
8408080046 


0400100127 Forwards "Calculation of Trip Setpoint Values, Plant 
Protection 8ys, '* In response to 030620 Itr 

VAN DRUNTiC E Ariiona Public Service Co 84/08/02 KNIGHTON. 0 
Licensing Branch 3 Ip ?599i 042 24X Fiche 30-590,04/08/02. 

0400100127 


8400170340 Forwards addl fabrication info on Unit i control element 
assembly shroud assembly, per 840697 request Seventeen 
proprietary oversize drawings end Drawings withheld (ref 
10CFR2 790) Aperture card available in Central Files 
VAN brunt, E E Arizona Public Service Co 04/00/15 KNIGHTON, 0 
Licensing Branch 3 6pp 26143 001 24X Fiche 50-528,64/00/15. 

0400170340 


8400200275 Generic Ltr 84-20 to all licensees of operating reactors 6 
applicants for OLs re scheduling guidance for licensee 
submittals of reloads that involve unrcvlewcd safety 
questions Sve list encl 

EISENHUr, D G Divlsloh of Licensing 04/08/20 CcinsQ 1 idatod 
Edison Co of New York, Inc I7pp 96276 244 24X 

Fiche 50-000, 04/08/20. 0400200273 


840B240261 Forwards Rev 9 to '’Pump 8. Valve Inservico Testing Program" 6 
proposed changes to Rev 2 W/46 oversize drawings Aperture 
cards available in PDR 

VAN BRUNT, E E Arizona Public Service Co 84/08/21 KNIGHTON, 0 
Licensing Branch 3 3pp 26227 010 24X Fiche 50-520,84/00/21, 

0400240261 


*—0400240263 Rev 2 to “Pump t Valve Inservice Testing Program " 

* Arizona Public Service Co 04/07/16 206pp 26227 021 a4X 

Fiche 30-520,04/00/21,0400240261 


— 04Q01OO137 Rev 0 to "Calculation of Trip Sotpoint Values, plant 
Protec t ion ay 8 " 

e Combustion Engineering, Inc ceN-2a6CV» ROO 04/07/31 123pp 

25991 043 24X Fiche 30-528,04/00/02.0408100127 


B4O0O7OIIO Generic Ltr 04-19 to all licensees of operating reactors, 
applicants far OLs 6 holders of CPs re availability of 
Buppl I to NURBO-0933, "Prioritization of Generic Safety 
Issues " Bve list en< 1 

EIEENHUT.D G Division of Licensing 84/00/06 Consolidated 

Edison Co df New York, Inc lapp 26129 238. 24X 

Fiche 50-000.04/00/06,040007011(1 


1400090317 Forwards monthly status rept re plant-specific backfittlng 
activities for operating reactors tt license applicants for 
Jul 1904 

TREMBLAVj P P operating Reactors Assessment Branch 84/00/06 
HULAHAN. O N Operating Reactors Assessment Branch I3pp 
9599 1 35 0 24X Fiche 50-000,04/08/06,8400090317 


1400200253 Informs of launching of new program to seek out concerns re 
const tt safe op«ratiDn Ltr to all const wurVers inviting 
rept of concerns for investigation encl 

TURLEY, K. Arizona Public Service Co 84/08/06 MARTIN, J Region 
3. Office Of Director 3pp 26133 206 24X Fiche 50-528,84/00/06, 

8400200255 


8400240289 Forwa 
90 2 1, 9B 2 a 
FSAR Question 
incorporated 1 
VAN BRUNT. E E 
Licensing Bran 
840024020? 


rds mod to deviation request in FSAR Amend 13, Sections 
& Figures 9B-0i9ilO 8. 11 Updated response to 
9A-9S Part (2) also encl Changes will be 
n next FSAR amend 

Arizpna Public Service Co 84/08/21 KNIGHTON, 0 
ch 3 I9pp 26223 199 24X Fiche 50-328,84/08/21, 


D NRC Draft/Final Environmental Statements, suppls h correspondence 


8407120136 Appeals denial of FQIA request for 97 documents referenced 
In 1975 EIS re facility all EIS, sup p 1 omen ta 1 EI5 or 
slmlllar environ documents tt FDIA fee waiver decision 
RYAN, U A Stretch, Lang, Weeks «< Cardon 84/03/27 Office of the 

Executive Director for Operations 4pp 25557 018 24X 

Fiche 50-520,84/03/27,0407120136 


8407120149 Responds to appeal re denial of FOIA request for 27 
documents referenced in 1975 EIS re facility it all Els, 
supplemental EIS or similar environ documents Appeal 
granted 

DIRCK8, W J Office of the Executive Director for Operations 
04/03/91 RYAN, J A Streich, Lang, Weeks It Cardon Ip 23557 022 
24X Fiche 50-528,04/03/21,0407120142 



DOCKETED ITEMS 


E KRC SaFeti^ Evaluation Report iSER^r supp 1 a &< c or respondonc e 


0400130351 Forwards update to B3012/ description pF natuial circulatioTi 
teat program t "Evaluation of Natural Circulation Cooidoun 
Test Performed at San Onofre Nuclear Generating Station " 

Confirmatorv Item 7 in NUREG-0a57t SBER 5 closed 

VAN BRUNT, E E Ariiona Public Service Co 84/00/07 KNIGHTON, O 
Licensing Branch 3 23pp 36006 170 24X Flche 50-528.04/08/07, 

0400130351 


— 8400200600 Rev 4 to emergency plan 

n Ariiona Public Service Co 04/05/31 B3pp 26137 033 24X 

Fiche 50-520,04/00/13,9400300599 


8400200112 Forwards "Evaluation Time Ana 1 y« i a , 10-Mi 1 e Emergency 
Planning Zione, Ari z ana Oiv of Emergency Svcs" 6 response to 
040727 request for addl info 

VAN BRUNT, E E Arliona Public Service Co 04/00/16 KNIQHTDN, 0 
Licensing Branch 3 4p p 26132 321 24X Flche 50-520*84/08/16, 

84002001 12 


0408270133 Foruards "Containment Ultimate Capacity Analysis," per 
NUREO-0057, "SER re Operation of Palo Verde Nuclear 
Generating Station, Uni ts U2 & 3 " Analysts should close 
license condition discussed in Section 391 

VAN BRUNT, E E Arizona Public Service Co 84/00/20 KNIGHTON, O 
Licensing Branch 3 3pp 26343 061 24X Flche 50-320,04/08/20. 

0408270133 


—0400270140 "Containnent Ultimate Capacity Analysis " 

* Ariiona Public Service Co 04/00/31 3Bpp 36245 064 34X 

Flche 30-320,84/00/20,8400270133 


— 0408200334 "Evacuation Time Ana 1 y s is. lO-Ml 1 e Emeroeocy Planning Zone 
Arizona Dlv of Emergency Svcs " 

* Ariiona, State o# DLUHM.R D Maricopa County, AZ 84/01/31 
22pp 26132 323 24X Fiche 50-530,04/00/16,0400200112 


8400200217 ForuartJs Rev 5 to emergency action levels Rov addressos 
comments raised at 040731 meeting re se cur i ty* e i tenia 1 
events & chat ] enge/ f ai 1 uro of fission product barriers 
VAN BRUNT, E E Ariiona Public Service Co 04/00/16 KNIGHTON, 0 
Licensing Branch 3 3p p 26133 099 24X Flche 30-328*04/00/16* 

04OB2OOS17 


F Security, medical, emergency 1, fire protection plans 


0408090440 Notification of 840730-31 li OBOl meetings ui/utll I* Como* in 
Phoenix. A2 si te, rcsp ectlve ly, to discuss open issues in 
onsite emergency planning 

LICITRA, E A Licensing Branch 3 84/07/S5 KNIGHTON. 0 » 

Licensing Branch 3 2pp 23983 213 24X Flche 30-328.84/07/25. 

0408090448 


6408130182 Forwards request for addl info re evacuation time estimate 
analysis for emergency plan Response requested within 2 wks 
of Ifcr receipt 

KNIGHTON, 0 W Licensing Branch 3 84/07/37 VAN BRUNT, E E 

Arizona Public Service Co 3pp 36011 351 24X 

Fiche 50-528,84/07/27,0408130182 


— 8400200224 Rev 3 to emergency action levels 

* Arizona Public Service Co 04/OQ/31 B6pp 26133 102 24X 

Flche 30-320, 84/0-8/i6* 04002002 17 


8406270360 Requests approval of two temparary deviations in emergency 
preparedness plan from goals for augmentation of emergency 
response organization in Suppl 1 to NLPRED-0737 Nature 
duration of deviations end 

VAN BRUNT, E E Arizona Public Service Co 84/00/20 KNIGHTON, G 
Licensing Branch 3 27pp 26243 131 84X Fiche 50-320.84/08/20, 

8400270260 


K Utility Final Safety Analysis Report <F8AR) 6 amends 


8408130160 Confirms 840625 telcan rc outcome of 840531 appeal meeting 
re alternate shutdown capability Appeal granted, based on 
listed design features for plant & commitment to perform 
confirmatory PRA analysis 

NOVAK, T M Assistant Director for Licensing 84/07/30 VAN 
BRUNT, E E Arizona Public Service Co 2pp 26034 351 24X 
Flche 50-328,84/07/30,8408130160 


8408030097 Forwards response to NRC 840603 comments re emergency 
procedure generation package Steps to verify adequate 
Instruments it. controls available for operator to perform 
assigned task incorporated into validation procedure 
VAN BRUNT, E C Arizona Public Service Co 84/00/01 KNIGHTON, 0 
Licensing Branch 3 7pp 2S904 342 24X Flche 30-328,84/08/01, 

8408030097 


8408230310 Confirms 840022-24 audit of emergency operating procedures 
(EQPs) Five sets of current EOPs, along u/procedure 
generation package rev, should be provided to NRC by 040813 
KNIOHTGN, G W Licensing Branch 3 84/08/02 VAN BRUNT, E E 

Arizona Public Service Co 2pp 26236 100 24X 

Flche 30-328, 84/00/02, 0400230310 


0408300303 Forwards Insp Repts 50-328/04-25,30-529/84-19 h 
30-330/84-12 on 040709-13 natlces of violation ^ 
deviation 

BISHOP, T N Region 3, Office of Director 84/0B/08 VAN BRUNT, E E 
Arizona Public Service Co 2pp 26308 122 24X 

Fiche 30-328,04/08/09,8400300303 


0408030102 Forwards page change list for Amend 13 to FSAR Replacement 
of original pages requested 

a Bechtel Corp 84/07/31 Office of Nuclear Reactor Regulation, 

Director 3pp 23904 336 24X Fiche 50-588,64/07/31,0400030102 


B408030142 Forwards corrected Pages 3 & 4 to list of effective pages 
for Palo Verde FBAR, Amend 13 

« Dechtel Corp 04/07/31 Office of Nuclear Reactor Regulation, 

Director 3pp 85915323 84X Flche 30-528.04/07/31,0400030142 


3408030093 Forwards page change list for Palo Verde Nuclear Generating 
Station FGAR, Amend 13, Pages A through J 

GILMORE, T Bechtel Corp 84/00/01 Office bf Nuclear Reactor 
Regulation, Director 6pp 25916 031 24X Fiche 50-520.34/03/01. 

04OBO3OO93 


8400060075 Forwards info revising Insert 1 to F0AR, Page 14 2-3 re 
Initial test program 

VAN BRUNT, E 6 Arizona Public Service Co 04/03/01 KNIGHTON, Q W 
Licensing Branch 3 7pp 25933 213 84X Flche 50-320,04/00/01, 

0400060075 


0408010215 Amend 13 to FBAR for Palo Verde Nuclear Generating Station, 
Units 1, 2 <c 3 N/34 oversixo figures Aperture cards available 
in PDR M/340001 Itr 

VAN BRUNT, E E Arizona Public Service Co 04/03/31 l40Bpp 
23999 122 24X Flche 30-528.84/00/31,3408010215 


Q Inspection reporte, IE Bulletins U correspondence 


— 8408300390 Notice of Violation from insp on 840709-13 

MILLER, L Region 5. Office of Director 04/08/08 2pp 
26308 124 24X Fiche 50-520,84/08/00,8408300383 


0406230213 "Region V Outstanding Items Rept Open t* Closed " 

» Region 5. Office of Director 04/06/12 23pp 23129 076 24X 

Flche 50-529,04/06/12,8406230213 


— 8408300397 Notice of deviation from insp on 840709-13 

MILLER, L Region 3, Office of Director 84/00/00 Ip 
26300 126 24X Ficha 30-328,84/08/08,0408300303 


—8408300407 Insp Repts 50-328/84-23, 50-329/04-19 U 50-330/84-12 on 
840709-13 Violations noted fire protection sys not designed 
to retain structural integrity during seismic event, 

CLARK, C , NARBUT, P P , MILLER, L Region 3. Office of Director 
84/08/03 24pp 86300 127 24X Flche 50-520184/08/08,8400300303 


04OB2OO399 Submits Rev 4 to emergency plan Rev addresses NRC comments, 
is aligned more concisely w/current operating procedures it 
clarifies barrier approach to emergency action levels 
VAN BRUNT, E E ArUona Public Service Co 84/08/13 KNIGHTON, 0 
Licensing Branch 3 3pp 26137 032 24X Fiche 30-320,84/08/13. 

8408200399 


0407230239 IE Info Notice 84-37. '•Operating Experience re Melsture 
Intrusion in Bafety-Rela ted Electrical Equipment at 
Commercial Power Plants " Sve list end 

UORDAN, E L Division of Emergency Preparedness Engineering 
Response Ipast 03010-3) 04/07/27 Consolidated Edison Co of New 

York, Inc U9pp 23063 047 24X Fiche 50-000,04/07/27,8407250229 


0408300187 Forwards Insp Repts 50-528/04-23 U 50-529/04-17 on 
040602-0701 No noncompl 1 ance noted 

OI0HOP,T 14 Division of Res 1 dent, Reac tor Project & Engineering 
Programs 84/00/02 VAN DRUNT. E E Arizona Public Service Co 
2pp 26300 014 24X Flche 30-328,84/00/02,8400300107 


DOCKETED ITEMS 


416 


--8409300195 Insp 50-529/84-23 t 30-529/04-17 on 840602-0701 No 

violdtlcins noted Major aroas inspected p reopera t > ona I 
testing ac fctvl 1 1 esi main rev lew of maint 6 followup on TNI 
Lessons Learned imp 1 ementati on 

ZIMMERMAN, R . FIORELLff.G * DOSTED, C Region 5, Office oF Director 
B4/08/O1 lapp 26308 016 24X Fjche 50-528,04/03/02. 

3408300107 


B40B010333 IE Info Notice 04-59. '‘Deliberate Circumventing <j F Station 
Health Physics Procedures '* Svc list end 

^JQRDANi E L Division of Etnergency Preparedness tc Engineering 
Response (Post 83Q1D3) 84/08/06 Consolidated Edison Co of New 

Van. Inc I2app 26049 QOJ 24X Flche 50-000. 04/08/06, 040 BO i 0333 


0408010337 IE Info Notice 84-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency R-e q.ulrenient Svc list ercl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post a30l03> 04/03/06 Consolidated Edison Co of New 

York. Inc I23pp 26067 158 24X Flche 50-000. 84/08/06. B4OQ01O337 


0400300094 Forwards Insp Repts 50-520/04-21. 30-529/04-16 8« 30-530/04-10 
on 940402-0331 U notice of violatlftn 

BlBHOPiT M Division of Res i d ent , fteac tar Project h Engineering 
Programs 04/00/07 VAN DRUNT. E K Ariiona Publit Service Co 
2pp 26306 141 24)C Flche 30-328.04/00/07,0400300094 


— 0400300100 Notice of violation from insp on 040402-0531 

YOUNG, T Region 5. Office of D1 lector 84/08/07 Ip 26306 143 
24X Flche 50-858.84/00/07.0400300094 


—0409300105 Insg Repts 50-520/04-21. 50-529/84-1* & 50-330/84-10 on 
840402-0531 Violation noted failure to control mods on 
limits t & 2 diesel generator bldg uall mounted instruments 
VORDERBRUBCOEN. VOUNO. T Region 5. Office oF Director 84/00/07 
7pp 56306 144 24X Flche 50-320,84/00/07.3408300094 


B40B070120 IE Info Notice 04-61. "Dverei posure of Diver In PHR 
Refueling Cavity " Svc list end 

JORDAN. £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/08/08 Consolidated Edison Co of Neid 

York, Inc I20pp 26129 liS a4iC Flche 50-000.84/09/00.8400070120 


8409300303 Forwards [nsp Repts 30-520/94-25.30-329/64-19 & 

50-330/84-12 on 040709-13 it notices OF violation 6 
d evlat i on 

BISHOP/ T W Region 5. Office of Director 04/08/09 VAN DRUNT. E E 
Arizona Public Service Co 2pp 26308 122 24X 

Flche 90-528.04/03/08.8400300383 


— 0408300390 Notice of violation from insp on 840709-13 

MILLER, L Region S. Office of Director 84/00/00 2pp 
26300 124 24X Flche 30-520.04/08/08.8408300383 


— &40B300397 Notice of deviation from inap on B4070-9-19 

HELLER.L Region 5. Office of Director 34/06/09 Ip 
26308 126 24X Fiche 50-328/ 84/03/08. 0408300363 


--0408300407 Insp Repts 30-328/84-25.30-529/94-19 ii 30-330/04-12 on 
040709-13 Violations noted fire protection sys not designed 
to retain structural integriti} during seismic event 
CLARK. C . SORENSEN/ R C . HOLLENBACH. 0 Region 3/ Office of 
Director 04/08/03 24pp 26308 127 24X Ficbe 3O-S20/ 84/09/00. 

8408300383 


8408070376 IE Info Notice 84-62, ’’Therapy Misadmlnl stra t ions to 
Patients Undergoing Co-60 Teletherapy Treatments " 3vc 
list and 

GRACE/ J N Division of OA/ Safeguards 6 Inspection Programs (Post 
0301031 04/00/10 Consolidated Edison Co of New Vork. (nc 

129pp 26130 001. 24X Flche 30-000,84/00/10,0408070376 


0408100009 IE Info Notice 04-63. "Defective RHR Replacement Piping " 
0VC list end 

JORDAN/ E L Division of Emergency Prepareifnegs Engineering 
Response (Post 630103) 84/00/13 Consolidated Edlsen Co of New 

York/ Inc H9pp 26197 216 24 X Fi c he 50-000/ 04/08/13. 8408100009 


8408100038 IE Info Notice 94-64, ^‘DMR MFC! Initiation BeaI~In (/ 
Indication " Svc list end 

JORDAN/E L Division of Emergency Preparedness it Engineering 
Response [Post 630103) 94/00/15 Conso L idated Edison. Co of New 

York. Inc 104pp 26190 093 24XFithe 50-000.84/08/13/0400100038 


8400100021 IE InFo Notice 04-63/ "Underrated Fuses Nhlch Hay Adversely 
Affect Operation of Essential Electrical Ei^utpment " Svc 
list end 

JORDAN. E L Division of Emergency Fpeparerf ness tc Engineering 
Response (Post 830103) 04/00/16 Consolidated Edison Co of Neu 

York/ Inc llBpp 26198 001 24X Flche 30-000/84/08/16.0400100021 


9408220031 Ack receipt oF 040720 Itr informirg NRC of steps taken to 
correct violations noted in IE insp rept^ conducted hetuicen 
840501-0601 

BISHOP, T a Region 5, Office of Director 84/08/16 VAN DRJNT. E E 
Arlzcna Public Service Co ip 26193 237 24X 

Flche 50-520. 04/00 / 1 6. 940022005 1 


— 0400220071 Responds to HRC 840722 !tr re violations noted jn IE insp 
repts conducted between 040501-0601 Corrective actions Pump 
A disassembled 6: defective seal replaced w/neiu seal Walkdoun 
team established 

VAN eRWT, E e Arijona Public Service Co 84/07/20 BISHOP. T g 
Region 5, Office of Director lOpp 26193 23B 24X 

Fiche 90-528. g4 /OS/ 16, 0400220051 


0400100035 IE InFo Notice 84-66. "Undetected Unavai 1 abi 1 1 ty of 
Turbine-Driven Aunliary Feedwater Train ’’ Svc list encl 
JORDAN. E L Division of Emergency Preparedness ^ Engineering 
Response (Post 030103) 04/00/17 Consolidated Edison Co of Ndh^ 

York/ Inc i20pp 26276 001 24X F i c he 30-000. 84/08/ 17, 840ai00055 


0409140200 !E Info Notice 04-67. "Recent Snubber Inservice Testing g/ 
High Failure Rentes " 8vc list end 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response fPost 030103) 04/00/17 Consolidated Edison Co of Netj 

York, Inc 12app 26276 122 24X Flche 50-000,84/08/17.0408140209 


B4OBS10142 IE Info Notice 04-60. "Potential Deficiency In Improperly 
Rated Field giring to Solenoid Valves " Svc list encl 
JORDAMfE L Division Of Emargency Preparedness it Engineering 
Rosponse (Post 030101) 04/06/Sl Consolidated Edison Co of New 

York, Inc U5pp 26329 000 24XFiche 50-000,04/08/21.0408210142 


8 Reportable occurronces, LERs it related correspondence 


8408030040 Final Deficiency Rept OER B3-36.Rev i re discrepancies w/ 
Anchor-Darling MSIVs Initially reported on 030009 Larger 
hydraulic reservoir ui/baffles installed In each MSIV &< 
feeduater isolation valve 

VAN BRUNT. E E Arliana Public Service Co 04/04/13 DISHOP, T W 
Region 5, Office of Director 7pp 25917 330 24X 

Flche 50-520.84/04/13.9400030048 


0406020332 Corrected Ron I to Final Deficiency Rept DER 83-36 re 
discrepancies u/MSIV mfg by Anchor-Darling Initially 
reported on 030008 Vendor Instruction Manual E9023-9 
revised Also reported per Part 21 

VAN DRliNT.E E Arliona Public Service Co 84/07/13 DiSHaP. T N 
Division of Re sldent. Reac tor Project fij Engineering Programs 7pp 
23890 046 24X Flche 30- 320 , 84/07/13. 8400020232 


0400030061 Final Deficiency Rept DER 83-77 re concrete pour containing 
honeycombed concrete Initially reported on 031109 
Honeycombed concrete removed & repaired Item not 
reportable per lOCFRSO 35(e> 

VAN DRUNT.C E Arizona Public Service Co 04/07/13 BISHOP, T U 
Region 3. Office of Director 4pp 25917 3S3 24X 

Flche 50-529.04/07/13.0400030061 


8400030-302 Final Deficiency Rept DER 04-02 rc rust, scale b pitting irt 
clevis 6 arm of several safety injection tt CH valves Rust 
Insignificant Deficiency determined not reportable under 
lOCFRSO 53fe) 

VAN JlftUNT/E E Arlicna Public Service Co 04/07/13 BiaHOP. T W 
Region 5. Office of Director 2pp 25917 113 24X 

Fiche 50-528.04/07/13.8400030302 


8408010377 Interim Deflcieivcy Rept DER 84-18 re ulring error on LPSI 
pump 1) switch 00-3 Initia-Uy reported on 040326 Final rept 
will be submitted by 040022 

VAN BRUNT, E E Arizona Public Service Co B4/07/16 DlBHOP. T U 
Division of Res 1 dent/ Reac tor Project t. Engineering Programs 2pp 
25066 200 24X Flche 50-330.84/07/16 / 0408010377 


8408010301 Interim Deficiency Rept DER 04-00 re ITT/Darton Model 763 
transmitters not meeting specs Initially reported on 840229 
Final rept will be submitted by 040824 

VAN BRUNT, e E Arliona Public Service Co 04/07/16 DJSHOP, T N 
Division of Ras identi Rear to r Project 6 Engineering Programs 3pp 
25066 290 24X Flche 50-528.84/07/16/0408010381 


8400010304 Interim Deficiency Rept DER 0;^-0O re main Peeduater 
isolation valves closing in 20 s instead of Tech Bpec 
required 3 s Initially reported on B31122 Pinal rept will 
be submitted by 840923, 

VAN BRUNT/ E E Arizona Public Service Co 04/07/16 OI9HOP/T tf 
Division of Rbs 1 dent. Reac tor Project it Engineering Programs 2pp 
25866 286 SAX Fiche 50-520. 04/07/16,9408010384 



DOCKETED ITEMS 


4i: 


0490030240 Interim Deficiency Rept DER B3-63 re HP5I isolation valves 
mfg fay Oorg-Warner failing to open against pump A fc D flous 
Intially reported on 030923 Time extension requested due to 
extensive investigation Next rep t by B40Q31 

VAN flRUNT.E £ Arizona Public Service Co 04/07/li B!SHOP*T Vi 
Division of Resirfenti Reac tor Project h Engineering Programs 2pp 
2S917 221 24X Fiche 50-320.84/07/16.0408030240 


B40B010346 Final Deficioncy Rept DER 82-37. Rev l.re Class IE iiiiring 
tornination crimped ui/less pressure than specified 
Work Plant Proc edure/QC Instruction 255 0 revised to 
require maint progran 

VAN BRUNT. E E Arizona Public Service Co 04/07/10 DI9H0P.T W 
Division of Resident. Reactor Project t Engineering Programs I3pp 
25066 310 24X Fiche 30-528,84/07/10,0408010346 


840B0103BO Interim Deficiency Evaluation Rept 04-43 re HPSI 3-inch 
gate valve failing to open Initially reported on 840622 
Conditions not reportable per iOCFRSO sale) 

VAN BRUNT, E E Arizona Public Service Co 04/07/10 BISHOP, T W 
Division of Res 1 dent, Rea c tor Project U Engineering Programs Spp 
25866 201 24X Fiche 50-520,84/07/10,0400010300 


8400020229 Final Deficiency Rept DER 03-57, Rev I, re IEEE-3a4 separation 
criteria violated by ulrlng in post-accident control room 
Sc safety radiation monitorlnq cabinets Sheet metal barriers 
added between terminal blocks Not reportable per lOCFRSO 53 
VAN BRUNT, E E Arizona Public Service Co 84/07/18 BISHOP, T W 
Division of Resident, Reac tor Project C, Engineering Programs 5pp 
25098 041 24X Fiche 50-329,04/07/10,0408020229 


8408030053 Interim Potential Deficiency Rept DER 84-42 re replacement 
of environmentally qualified torque switches w/unqual 1 f led 
switches Initially reported on 040618 Final rept expected by 
840020 

VAN BRUNT, E E Arizona Public Service Co 84/07/18 BI9H0P,T W 
Region 5, Office of Director Spp 2S917 327 24X 

Fiche 50-520,84/07/18,8400030033 


0400000499 Final Deficiency Rept DER 83-75 re improper torquing of 
bolts on two D01268A panel filler assemblies Bolts 
retorqued Deficiency not reportable under iOCFRSO 55(e) 

VAN BRUNT, E E Arizona Public Service Co 04/O7/S4 BI9H0P, T W 
Division of Res ident, Reac top Project & Engineering Programs 3pp 
25975 232 24X Fiche 50-520,84/07/24,0400080499 


8408080529 Rev 1 to final Deficiency Rept DER 81-49 re erroneous 
readings on NS8S water level transmitters due to variations 
of water leg Condensate pots for steam generator Zt 
prcssurizer level measurements Installed on root valves 
VAN BRUNT, C E Arizona Public Service Co 84/07/24 DISKQP.T U 
Division of Res ident, Reac tor Project S, Engineering Programs 4pp 
25975 290 24X Fiche 50-328,04/07/24,8408080929 


8400090012 Final Deficiency Rept DER 04-08 re failure of ITT/Barton 
Model 763 transmitters to meet specs PPS setpoints revised 
on existing transmitters f< Barton working on physical mod 
bo meet specs Also reportable under Part 21 

VAN BRUNT. E E Arizona Public Service Co 04/07/24 BISHOP, T W 
Division of Resident, Reactor Project U Engineering Programs 4pp 
25995 on 24X FlChe 50-520,84/07/24,8408090012 


8400130172 Interim Deficiency Rept DER 83-91 re manufacturing defect in 
Oulfally Schedule 160 88 pipe Initially reported on 631120 
Due to extensive investigation S; evaluation required, final 
rept win be delayed until 840030 

VAN BRUNT, E E Arizona Public Service Co 04/07/27 BISHOP, T W 
Division of Res ident, Reac tor Project & Engineering Programs 2pp 
26010 036 24X Fiche 90-520,04/07/27.0400130172 


0408130332 Interim Deficiency Rept DER 84-09 re CAD welding for 
cathodic protection ground connection Initially reported on 
840229 Final rept will be submitted by B40830 

VAN BRUNT, E E Arizona Public aervlce Co 84/07/27 BISHOP, T W 
Division of Resident, Reac lor project St Engineering Programs 2pp 
26010 303 24X Fiche 50-528.84/07/27,8400130332 


0408130344 Interim Deficiency Rept DER 82-80 re low insulation 
resistance values or terminal blocks supplied Conax Corp 
Initially reported on 021217 Tinal rept by 840017 
VAN BRUNT, E E Arizona Public Service Co 04/07/30 BISHOP, T W 
Division of Resident, Reac tor Project £, Engineering Programs 2pp 
26010 222 24X Fiche 50-528.04/07/30,0408130344 


8406130429 Interim Deficiency Rept DER 84-15 re welds attaching pipe 
restraint supports less than design calculated dimensions 
Initially reported on 840321 Final rapt will be submitted 
by 840914 

VAN BRUNT, E E Arizona Public Service Co 84/07/30 BIBHDP.T H 
Division of Res Ident, Reac tor Project t* Engineering Programs 2pp 
26004 354 24X riche 90-529, 84/07/30, 0400130499 


8408160192 Final Deficiency Rept DER 84-10 re resistance temp 
detectors Caused by torsional twisting of element 1a sheath 
during honing operati on. r esu 1 ting in broken internal wire 
Item not reportable per 1OCFR50 59(e) 

VAN BRUNT, E E Arizona Public Service Co B4/08/Oi DISHOP, T W 
Region 4. Office of Director Opp 26106 334 24X 

Fiche 50-520,84/08/01.8400160192 


B40B160480 Final Deficiency Rept DER 84-16 re ESF actuation sys relay 
cabinet baseplates Initially reported on S40321 Cabinet 
backs will bo ralnforced iii/3/B-lnch thick vertical stiffener 
plate Also reportable under Part 21 

VAN BRUNT. E E Arizona Public Service Co 04/08/02 DIBHOP, T W 
Division of Res Ident. Reac ter Project & Engineering Program* 4pp 
26107 292 24X Fiche 50-928,84/00/02,0400160400 


B40B160506 Final Deficiency Rept DER 83-70 re lack of users test 
documentation U controlling procedure for rock holt 
expansion anchors Initially reported on 831109 Item not 
reportable under 10CFH50 SSfe) 6 Part 21 

VAN BRUNT, E E Arizona Public Service Co 84/00/02 DIBHOP, T H 
Divlaion of Res ident* R eqe tor Project t, Englnaerlng Program* 9pp 
26107 326 24X Fiche 50-920.84/08/02,8400160 906 


0400220128 Interim Deficiency Rept DER 04-33 re incorrectly Installed 
hanger support assembly Initially reported on 840904 Due to 
ertenslve investigation, f ina 1 rept will be available 040031 
instead of 040810 

VAN BRUNT. E E Arizona Public Service Co 64/00/06 BISHOP, T W 
Division of Res ident. React or Project t* Engineering Programs 2pp 
26188 340 24X Fiche 90-920,04/00/06,0400220128 


0400220143 Interim Deficiency Rept DER 84-44 re fatigue failures of 
Oaulin charging pumps Initially reported on 640706 Bechtel 
investigating Final rept to be completed by 640927 Reported 
under Part 81 by Northeast Utils 

VAN BRUNT, E E Arlmna Public Service Co 84/06/06 DIBHOP, T W 
Division of Res ident, Reac tor Project 6 Engineering Programs 3pp 
261BB 065 24X Fiche 90-928,84/08/06,0400220143 


0408200332 Part 21 rapt re tension wires on Titus OriUe, Model 272, 
not remaining in place when deflection blades closed 
Affected job sites identified in end Products being tested 
to provide acceptable fix for retention 

SCHNEIDER, B L Phillips Industries, Inc 04/08/07 Director's 

Office, Office of Inspection and Enforcement 3pp 26133 319 24)C 

Fiche 90-000. 04/08/07, 0408200332 


0408200333 Part 21 rapt re tension wires used for adjustment of blades 
on Grille Model 272 not romalning in place when blades 
closed Review t testing conducted to identify number of 
grilles rework methods to be utilized 

SCHNEIDER, S L Phillips Industries, Inc 84/06/07 STRAIT, R 
Arlzana Public Service Co ip 26132 360 24X 

Fiche 50-920,84/08/07,0408200333 


B4O02OO297 Interin Deficiency Rept DER 04-34 re critical friction-type 
high strength connector* Due to extensive evaluat 1 on. next 
rept delayed until B40904 

VAN BRUNT, E E Arizona Public Service Co 04/08/09 DISHOP. T W 
Region 9. Office of Director 2pp 26140 090 24X 

Fiche 90-920, 04/08/09, 8408200297 


0408200322 Final Deficiency Rept DER 83-61 re C-E law pressure safety 
injection pump failure to start it produce required head 
Case wear rings replaced 6 clearance between impeller & 
casing increased Proprietary CEN-2B9 <V>-P end 

VAN BRUNT* E E Arizona Public Servlco Co 04/08/09 BISHOP* T W 
Division of Resident, Reac tor Project & Engineering Program* 40pp 
26133318 24X Fiche 90-328,04/03/09,0400200322 


0400200205 Final Deficiency Rept DER B3-0S re improper bend radius In 
diesel generator control cabinets Initially reported on 
B401O3 Forwards "Technical Rept for Palo Verde Nuclear 
8iatlon-0ech te 1 Power Corp on Returned Cable NCR E636L9 " 

VAN DRUNT.E E Arizona Public Service Co 04/08/10 BIBHaP.T W 
Region 9, Office of Director lOpp 26139 307 24X 

Fiche 50-920104/08/10,0400200205 


— 0400200208 "Technical Rept for Palo Verde Nuclear 6tatlon.-0ec htel Pauei 
Corp on Returned Cable NCR E63619 “ 

|iDNT<9aMERY. R , DEAGLEY, B Anaconda Cq (subs. of Atlantic 
Richfield Co ) 04/01/24 llpp 26139 320 24X 

Fiche 50-520,04/00/10,9408200209 


0408260302 Interim Deficiency Rept DER 83-97 re cracks in control 
element assembly shroud Initially reported on 030729 
Requests extension until 840915 for submittal of final rept 
to allow for post-demonstration test Insp evaluation 
VAN BRUNT.E E Arizona Public Service Co 64/08/13 BiaHOPiT, W 
Division of Resident, Reac tor Project & Engineering Programs 2pp 
26202 161 24X Fiche 50-928, 84/0B/13, 0409280302 
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^itarlr, Deficiency Ropt DER 03-19 re broken impeUar blades 
baits Prokun/Jopsf in realtor cjojant pumps 
reported on 030719 Time t'stension until 0^0913 for 
requested (for pos b-domans trat i on test insp 
C E Arliono P'uIjIjc Service C« 04/00/13 BlSHaPt T W 
f Res Idonti Floac tor Project t, CnQ ineer 1 itg Programs 2 dp 
^AK Fiche SO-saai S4/0Q/ J3, 0403200317 


fcl40Dauoa35 Interim Deficiency Rept DER 03-43 ro thormowoUs m RCS 
Initially reported on G3062? Citension for submittal of 
final r«pt from 040019 to B40919 requested due to need 
for evaluation of past'-dOmonstTa tlon teat Inap 

VAN BBUNTiti E Arizona Public Service Co 04 / 00/13 IJISHOPiT M 
Reoldcnt. Reactor Project t. Enalnoerino Programs 2pp 
262B3 259 24X Flcbe SO-9201 04/08/ 13, Q4OG20O335 


3400200337 Interim Deficiency Repfe DER Q4--a6 re Improperly tested or 
edjuetad plunger IntorlocV Initially reported on Q409i0 
Pinal rept uill be lubmltted by 040913 

VAN DRUNTj^E E Ariiona Public Gervice Co 04/09/13 DIBHDP, T W 
Resident. Reac tor Project e, Engineering Programs 3ap 

DAsaaiaao sav. puh* so-^saei G4/oa/ 13 . 3400200397 


04OR2QO5O4 Interim Deficiency Rept DER B4-29 re containment supply 
regieter failure to cycle Initially reported on 840901 
Oaivanlred wire ui ! I fre replaced w/stalnleat ste&l wipe to 
gain higher tensile strength Next rapt expected by 840921 
VAN BRUNT, C E Ar Ilona Public Service Co 04/08/16 ttlSHOPi T N 
Olvlsion of Res ident , Reac tor Project !« Engineering Programs 3pp 
26882 166 S4X Fiche 90'- 929, 84/08/ 16, 0400280204 


8400300263 Interim Deficiency Rept DER 04-49 re spot uicjding on skid 
mounted Indication 6: control Initially reported on 840717 
Kaman Ins trumen tat I bn uill perform torque test for site 
testing of stud uiolds Next rept expected by 040920 
VAN DrtUNT,E E Ariiona Public Service Co 04/08/16 DISHUPpT W 
Division of Res Ident, Roac tor Project te Engineering Programs 3pp 
26202,169 24X FUbe aO-3ao< 84/00/16, 0400280263 


— 340Q100137 Rbv 0 to "Calculation of Trip Setpoint Values, Plant 
Protection Bys ” 

* Combustion Engineering. Inc CEN-a86<V) RQO 84/07/31 
25991 043 24)( Fiche 50-928,84/08/02,0408100127 


840BQ70110 Generic Ltr 84-19 to all licensees of operating reactors, 
applicants for OLs holders of CPs re availability of 
Suppl I to NIjrEG-0933, ”Pr i or 1 1 1 i at 1 On of Oeneric Safety 
Tssuas *' Sve list end 

EISENHUT, D 0 Division of Licensing 04 /08/06 Consolidated 
Edison Co of New York, Inc IBpp 26129 230 24X 

Fiche 50-000.64/08/06 B4O0O7£>jjO 


8400090317 Forwards monthly status rept re plant-specific backfittlng 
activities for opera+-lng reactors 6 license applicants for 
Jul 1994 

TREMBLAY. P P Operating Reactors Assessment Branch 04/08/06 
HOLAHAN. O M Operating Reactors Assessment Branch i3pp 
2S99t 390 34X Fiche 50-000,04/00/06,8408090317 


8408200295 Informs of launching of noui program to seek out concerns re 
const 6 safe operation Ltr to all const workers inviting 
rapt of concerns for investigation enc 1 

TURLEY, K Arixona Public Service Co 84/08/06 MARTIN, J Region 
9, Office of Director 3pp 26133 SOS 24X Fiche 50-938. 84/08/06, 
0408200299 


8400130274 Forwards solid raduaste process control program, in response 
to OW Knighton 840403 ltr to EE Van Brunt Solid radwaste 
process control progran incorporates 030630 response to 
030419 request for addl info 

VAN BRUNT, E E Arizona Public Service Co 84/00/07 KNIGHTON, G 
Licensing Branch 3 2pp 26010 008 24X Fiche 50-520,04/08/07. 

8400130274 


— 0408130277 Solid raduiaete process control program 

# Ariiona Public Service Co 04/08/07 9pp 26010 010 24X 

Fiche 30-520,04/08/07,0408130274 


04Q8S6O297 Interim Deficiency Rept DER 04-46 re rofueting water tank 
psnetratlqn sleeves Initially repcirted on 840717 Dechtel 
• valuation of roportablUty U corrective action in progress 
VAN DRUNT.E E Ariiona Public Service Co 84/00/16 BISHOPj r W 
Division of Resldon t, Reac to r Project !< Engineering Programs 3pp 
S6S02 190 24X Fiche 90-928,04/09/16,0408200297 


04002802(13 Interim Deficiency Rept DER Oa-tJO re low insulation 
resittance values for terminal blocks supplied by Conax 
Corp Iiiibieny reported on 021217 Final rept expected by 
Q40903 

VAN DRUNTi B E Ariiona Public Borvica Co 84/08/17 DISHOP.T H 
Division Qf Ree identf Reac tor Project 6 Engineering Programs 2pp 
S63Q2 170 24X Fiche 9Q-928« 04/00/ 17. 0408200203 


B40B140227 Advises that <3E Wilier medical prob 1 em, d i stl used on NRC 
Form 396, wi 1 1 not impair ability to perform assigned 
jnfa tasks Evaluation based an examining physician statement 
6 mgt observatiun of past performance 

VAN BRUNT, £ E Arizona Public Service Co 04/08/07 MARTIN, j B 
Region 5, Office of Director Ip 26055 309 24X 

Fiche 50-528, 84 /Oa/07, 8400140227 


B40B190207 Forwards sifppls to util 840702 ltr re or gani lat ional 
struc ture, based on 040716 discussion Suppls include 
removal of Note b ref from F8AR Page 13 1-28, Note b 
from Page 13 1-29 It update to response to Question 13A IQ 
VAN BRUNT, E E Arizona Public Service Co 84/08/13 KNIGHTON, 0 
Licensing Branch 3 6pp 26067 125 24X Fiche 50-528,04/00/13, 

8408150207 


DOCKET orN-SO-530 PALO VERDE NUCLEAR STATION# UNIT 3 


A Appl ic atlan/construc tlon stage documents & correspondence 


040Q090403 Forwards re-queet for eddl info re isolation devices used In 
reactor protective sys Reiponie requested wlthih 2 uVs of 
ltr recdipt 

KNIOHTON. 0 W Licensing Branch 3 04/07/89 VAN BRUNT, C E 

Ariiona Public service Co 7pp 29903 193 24X 

Fiche 90-920, 04/07/2 5, 0408090403 


5060319 Notiflei that response to 840702 request for info re 
urveillance requirements for C8F actuation sgi will be 
rovided by 04-0901 

AN BRUNT, E E Arizona Public Servlco Co 84/07/31 KNIOHTDN,© 
Uenelng Branch 3 Spp 85936 036 24X Fiche 90-926,84/07/31. 

4408060319 


08030144 Forward* table of Type A variable* &< revs 6 updates of 
conipllance to Reg Guide 1 97, Rev S, Types D, C ik 0 variable 
requi remantfj In respetnt* to 831203 request. 

VAN flIlUNTiE E Arizona Public Bervica Co 04/08/01, KNIGHTON, 0 
Licanelng Branch 3 2Bpp 29911 161 24X Flc he 50-529, 0-4/00/0 1. 

9408030144 


D0O8OO49 Informs that response to NRC 040627 info request re control 

element assembly shroud uill be be submitted by 840819 

VAN BRUNT, E E Ariiona public Service Co 04/00/02 KNIGHTON, 0 W 

Licensing Branch 3 Ip 25961 036 S4X Fiche 50-528484/08/03. 

0408000048, 


1400100127 Forwards ^'Celculet 1 on of Trip 8«ipoint Values, Plant 
Protection Bys, '• in response to 030620 ltr 

VAN BRUNT, E E Arizona Public Service Co 04/00/02 KNIOHTmo 
Licensing Branch 3 Ip 25991 042 24X Fiche 90-528,84/08/02, 

0408100127 


8408230367 Notification of 840022 E, 23 meetings w/uti 1, Bechtel L DQE at 
site to discuss evaluation of effects of water leaks on 
foundation stability 

LICITRA, EA Licensing Branch 3 84/08/14 KNIGHTON, 0 W 

Licensing Branch 3 4pp 26230 350 24X Fiche 90-520,84/08/14, 

0400230367 


840Q17034B Forwards addl fabrication info on Unit 1 control element 
assembly shroud assembly, per 840627 request Beventeen 
proprietary oversiie drawings end Drawings withhold <ref 
10CFn2 790) Aporturo card available In Central Files 
VAN BRUNT. E E Ar i zona Pub 1 I c Borvice Co 04/08/15 KNIGHTON,® 
LUenslnfl Branch 3 6pp 2614,5 001 24x Fiche 50-530,04/00/15. 

8408170340 


0400200273 Generic Ltr 84-20 to all licensees of operating reactors 6 
applicants for OLs re scheduling guidance for licenses 
submittals of reloads that involve unrevlewed safety 
questions Qvc list end 

EISENHUT. DO Division of Licensing 84/00/20 Consolidated 
Edison Co of New York, Inc I7pp 26276 244 24X 

Fiche 50-000,04/00/20,8408200275 


0408240261 Forwards flev 2 to “Pufsp Valve Inservlce Testing Program" b 
proposed changes to Rev 2 W/46 oversize drawings Aperture 
cards available in PDR 

VAN brunt, E E Arizona Public Service Co 04/00/21 KNIGHTON, Q 
Licensing Branch 3 3pp 362S7 OlB 24X Fiche 50-528, 04/00/21 » 
8408240261 


— 8400240263 Rev 3 to "Pump Valve Inservice Testing Program " 

* Arizona Public Service Co 84/07/16 206pp 26227 021 24X 

Fiche 50-536, 64/08/31, 0400240261 



DOCKETED ITEMS 


419 


8408240289 Foru/ards mod to deviation re 
9B 2 li9B 2 2 it Figures 90-8,9.10 h I 
FSAf? Question 9A-9a Part <2> also ent 
incorporated in next FSAR amend 
VAN DRUNTiE E Aniona Public Servlc 
Licensing Branch 3 iSpp 26223 199 
0408240289 


quest in FSAR Amend 13, Sections 
1 Updated response to 
1 Chang es uji 1 1 be 

e Co 84/08/21 KNIGHTON. 0 
24X Flche 90-528,04/08/21, 


— 0408300390 Notice violation from insp on 040709-13 

HILLER, L Region 9, Office of Director 84/00/08 2pp 
26308 124 24X Fiche 90-928,84/00/08.8408300383 


— 6408300397 Notice of deviation from insp on 040709-13 

MILLER, L Region 5, Office of Director 84/08/00 Ip 
26308 126 24X Fiche 50-528,04/08/08,8408300303 


D NRC Draft/Final Environnenta 1 Statements, suppls It correspondence 


8407120136 Appeals denial of FQIA request for 27 documents referenced 
in 1975 EIS re facility it all EIS, supp 1 emental EI8 or 
similiar environ documents i, FOIA fee uiaiver decision 
RYAN, xJ A Streich, Lang, Weeks & Cardan 04/03/27 Office of the 

Executive Director for Operations 4pp 25957 010 24X 

Fiche 30-528,84/03/27,0407120136 


0407120142 Responds to appeal re denial of FOIA request for 27 
documents referenced in 1975 EI5 re facility U all EIS, 
supplemental E18 or sinilar environ documents Appeal 
granted 

QIRCKSiW J Office of the Executive Director for Operations 
04/09/21 RYAN, J A Strelch, Lang, Weeks t Cardon Ip 29997 022 
24X Fiche 90-328,04/05/21,8407120142 


—8408300407 I 
040709-13 
to retain 
CLARK, C 
26300 127 


nap Repts 90-926/84-25,30-529/84-19 !* 50-530/84-12 
Violations noted fire protection sys not designed 
structural integrity during seismic event 
Region 9, Office of Director 84/08/03 24pp 
24X Fiche 90-328,84/08/08.8408300383 


on 


8409200599 Submits Rev 4 to emergency plan Rev addresses NRC comments, 
is aligned more concisely u/current operating procedures & 
clarifies barrier approach to emergency action levels 
VAN BRUNT, E E Ariiona Public Service Co 84/08/15 KNIGHTON, 0 
Licensing Branch 3 3pp 26137 052 24X Fiche 90-528,04/00/13, 

Q4O02OOS99 


— 6406200600 Rev 4 to emergency plan 

* Ariiona Public Service Co 84/05/31 03pp 26137 093 24X 

Fiche 30-320,84/08/19,8408200999 


E NRC Safety Evaluation Report (8ER>, suppls it correspondence 


8406130391 Forwards update to 030127 description of natural circulation 
test program t* '^Evaluation of Natural Circulation Cooldown 
Test Performed at San Onafre Nuclear Generating Station 
Confirmatory Item 7 In NUREO-0857, SSER 5 closed 

VAN BRUNT, E E Ariiona Public Service Co 04/06/07 KNIGHTON, 0 
Licensing Branch 3 23pp 26006 170 24X Fiche 90-928.04/00/07, 

8408130391 


6400370133 Forwards "Containment Ultimate Capacity Analysis," per 
NUREG-0057. "SER re Operation of Palo Verde Nuclear 
Generating Station, Uni ts 1,2 & 3 " Analysis should close 
license condition discussed in Section 301 

VAN BRUNT, E E Ariiona Public Service Co 64/06/20 KNIGHTON, 0 
Licensing Branch 3 3pp 26245 061 24X Fiche 90-928,04/00/20, 

8408270133 


—84083/0140 "Containment Ultimate Capacity Analysis '' 

a Ariiona Public Service Co 84/00/31 3Bpp 26245 064 24X 

Fiche 50-528, 64/00/20. 0408270133 


F Security, medical, emergency & fire protection plans 


8408090448 Notification of 840730-31 ^ 0001 meetings u/util tc Comex In 
Phoenix, AZ %> si te, resp ec t i voly, to discuss open Issues in 
onsite emergency planning 

LICITRA, E A Licensing Branch 3 04/07/25 KNJOHTON. Q W 

Licensing Branch 3 2pp 25983 213 24X Fiche 90-520,64/07/29, 

8408090448 


8408130182 Forwards request for addl info re evacuation time estimate 
analysis for emergency plan Response requested within 2 wka 
of Itr receipt 

KNiOHTONiG M Licensing Branch 3 04/07/27 VAN BRUNT, E E 

Arizona Public Service Co 3pp 26011 391 24X 

Fiche 50-928. 04/07/27, 0408130182 


0406130160 Confirms 040625 tclcon ro outcome of 640931 appeal meeting 
re alternate shutdown capability Appeal granted, based on 
listed design features for plant commitment to perform 
confirmatory PRA analysis 

NOVAK, T M Assistant Director for Licensing 84/07/30 VAN 
BRUNT, E E Arizona Public Service Co 2pp 26034 351 24X 
Fiche. 50-928, 64/07/30, 8408130160 


8408030097 Forwards response to NRC 040605 comments re emergency 
procedure generation package Steps to verify adequate 
Instruments i- controls available for operator to perform 
assigned task incorporated into validation procedure 
VAN BRUNT. E £ Arizona Public Service Co 84/00/01 KNIGHTON, 0 
Licensing Branch 3 7pp 25904 342 24X Fiche 50-528. 84/08/01. 

8408030097 


8408230310 Confirms 840022-24 audit of emergency operating procedures 
(EOPsl Five sets of current EOPs. along w/procedure 
generation package rev, should be provided to NRC by 840813 
KNIGHTON, G W Licensing Branch 3 04/08/02 VAN BRUNT, E E 

Arizona Public Service Co. 2pp 26236 100 24X 

Fiche 50-520, 84/08/02, 8408230310 


8408300383 Forwards imp Repts 90-528/84-25,50-929/84-19 it 
90-530/84-12 on 040709-13 8< notices of violation & 
deviatl on 

BISHOP, T N Region 5, Office of Director 84/08/00 VAN BRUNT, E E 
Arizona Public Service Go 2pp 26308 122 24X 

Fiche; 50-928. 84/08/08, 8408300383 


8408200112 Forwards "Evaluation Time Analysis. 10-Kile Emergency 
Planning Zone. Ariiona Div of Emergency Sves" & response to 
040727 request for addl info 

VAN BRUNT, E £ Arizona Public Service Co 84/08/16 KNIGHTON. 0 
Licensing Branch 3 4pp 26132 321 24X Fiche 90-928,84/08/16, 

0^002001 12 


—8400200334 "Evacuation Time Analy si s, iO-Ml le Emergency Planning Zone, 
Arizona Dlv of Emergency 8vc s " 

« Arizona. State of DLUHM.R 0 Maricopa County, AZ 34/01/31 
22pp 26132 329 24X Fiche 50-928,84/08/16,8408200112 


0406200217 Forwards Rev 9 to emergency action levels Rev addresses 
comments raised at 040731 meeting re secur 1 ty. external 
events << challenge/fallure of fission product barriers 
VAN BRUNT, E E Arizona Public Service Co 84/03/16 KNIGHTON, 0 
Licensing Branch 3 3pp 26133 099 24X Fiche 90-920.04/08/16, 

0400200217 


— 0408200224 Rev 9 to emergency action levels 

* Arizona Public Service Co 84/08/31 B6pp 26133 102 24X 

Fiche 90-928.84/00/16,8408200217 


0408270260 Requests approval of two temporary deviations in emergency 
preparedness plan from goals for augmentation of emergency 
response organization In Suppl 1 to NUREO-0737 Nature & 
duration of deviations encl 

VAN BRUNT, E E Arizona Public Service Co 04/00/20 KNIGHTON. G 
Licensing Branch 3 27pp 26243 131 24X Fiche 50-928,04/00/20. 

0408270260 


K Utility Final Safety Analysis Report IFSARl It amends 


0400030102 Forwards page change list for Amend 13 to F8AR Replacement 
of original pages requested 

e Bechtel Corp 84/07/31 Office of Nuclear Reactor Regulation, 
Director 3pp 85904 336 24X Fiche 90-928.84/07/31,0400030102 


0400030142 Forwards corrected Pages 3 It 4 to list of effective pages 
for Palo Verde F9AR, Amend 13 

a Bechtel Corp 84/07/31 Office of Nuclear Reactor Regulation. 
Director 3pp 29919 329 24X Fiche 90-920,84/07/31,8400030142 


0400030093 Forwards page change list for Palo Verde Nuclear Generating 
Btation FBARi Amend IS, Pages A through J 

OILMORE, T Bechtel Corp 04/08/01 Office of Nuclear Reactor 
Regulation, Director 6pp 29916 031 24X Fiche 90-920,04/00/01, 

04OBO3OO93 


8408060075 Forwards Info revising Insert 
initial test program 

VAN BRUNT, E E Arizona Public Service 
Llcanelng Branch 3 7pp 29933 219 
0400060075 


1 tu FSAR, Page 14 2-3 re 

Co 84/00/01 KNIGHTON, 0 W 
24X Fiche 50-928,04/00/01, 


04OBO1O219 Amend 13 to FSAR for Palo Verde Nuclear Generating Station, 
Units 1,2 fit 3 W/34 oversize figures Aperture cards available 
in PDR W/B40e01 Itr 

VAN BRUNT, E E Arizona Public Service Co 84/08/31 lAOSpp. 

25999 122 24X Fiche 90-920,04/08/31.8408010219 
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pectjon reports* (E Bulletins t* cor respofi-d etice 


10218 "Region V Outstanding Items Rept Open Closed " 

legion 5* Office of Director 04/Qi,/l2 22pp 25129 159 54J< 

le 50-530,84/06/12.0406230218 


30229 IE Info Notice 84-57. "Operating Experience re Moisture 
rusion in Saf etg-Rel ated Electrical Equip«nent at 
tiercial Power Plants " Svc list end 

□AN. E L Division of Emergency Preparedness Engineering 
ponse (Post 030103) 04/07/27 Consolidated Edison Co of New 

k. Inc 119pp 25065 047 24X Fjche 50-000. 04/07/27. B4072S0329 


10333 IE Info Notice B4-S9« ’’Deliberate Circumventing of Station 
1th Physics Procedures " Svc list end 

DAN) E L Division of Emergency Preparedness it Engineering 
ponso (Post 830103) 84/08/06 Consolidated Edison Co of New 

k« Inc I25pp 26068 001 24X Fiche 50-000,04/00/06.0408010333 


10337 IE Info Notice 84-60. "Failure of Air Purifying Respirator 

tors to Meet Efficiency Rei^uirement ” Svc list end 

uAMi E L Division of Emergency Preparedness b Engineering 

ponse (Post B30103) 04/00/06 Consolidated Edison Co of New 

k, Inc 123pp 26067 150 24X Fiche 50-000.84/08/06,0408010337 


00094 Forwards Tnsp Repts 50-528/84-21. 50-529/84** 16^ 6 50*'530/B4-10 
040402-0531 b notice of violation 

HDPjT 14 Division gf Res i d en t* Reac tor Project b Engineering 
grams B4/0B/07 VAN BRUNr.E E Ariiona Public Service Co 
86306 141 24S{ Fiche 50-520. 84/0B/07. B408300094 


18300105 Insp Repts 50-528/94-21.50-529/84-16 b 50-530/04-10 on 
140402-0531 Violation noted failure to control mods on 
nits 1 & 2 diesel generator bldg wall mounted instruments 
'ORDER DRUETGQEN. VOUNO. T Region 5. Office of Director B4/0B/O7 
pp 86306 144 24X Fiche 50-528.84/08/07.8408300094 


)70ia0 le Info Notice 84-61. "Overexposure of Diver Ih PWR 
uellng Cavity " Svc list end 

DAN. E L Division of Emergency Preparedness b Engineering 
.ponse (Post 830103) 84/08/08 Consolidated Edison Co of New 

ki Inc 120pp 26129 110 24X F iche 50-000, 84/08/08. 8400070 120 


100383 Forwards Insp Repts 50-528/84-25.50-539/84-19 b 
•530/04-12 on 040709-13 b notices of violation b 
/iation 

SHOPiT W Region 5. Office of Director 04/OS/O8 VAN DRUNT, E E 
'ilona Public Service Co 2pp 26308 122 24X 

he 50-526.04/08/08,0408300303 


)83003?0 Notice of violation from Insp on 04O'7O9‘'i3 
IILLER.L Region 3. Office of Director 04/08/00 app 
26308 1 24 24X Fiche 50-520. 84/08/00. 04O03OD3B3 


58300397 Notice of deviation from insp on 040709-13 
IILLER.L Region 5, Office of Director 04/08/00 Ip 
26300 126 24X Fiche 50-528.84/08/00,0400300383 


30300407 Insp Repts 50-528/04-25,50-529/84-19 b 50-330/84-12 dn 

740709-13 Violations noted fire protection sys not designed 

to retain structural integrity during seismic event 

:LARKjC . SORENSEN, R C . HaLLENBACK, D Region 5, Office of 

Hrector 04/08/03 24pp 26308 187 24X Fiche 30-528,84/00/08. 

3408300303 


070376 IE Info Notice 84-62, "Therapy hi sadmLnlstrat 1 one to 
tlents Undergoing Co-60 Teletherapy Treatments ’* Bvc 
st end 

ACE,J N Division of QA, Safeguards b Inspection Programs (Post 
0103> 04/00/10 Consolidated Edison Co of New Vort, Inc 

3pp 26130 001 24X Fiche 50-000, 04/00/10. 0408070376 


100009 IE Info Notice 04-63. "Defective RHR Replacement Ptpln 9 " 
c list end 

RDAN, E L Division of Emergency Preparedness b Engineering 
sponSB (Post 030103) 84/08/13 Consolidated Edison Co of Neie 

rk. Inc 119pp 86197 218 a4X Fiche 50-000. 84/08/ 13, 0400100009 


100038 IE Info Notice 04-64. "BUR HPCI Initiation Seal-ln b 
dication Svc liet end 

ROAN, E L Division of Emergency Preparedness b Engineering 
sponse (Post 030103) 84/(58/15 Consolidated Edison Co of New 

rk, Inc I04pp 26198 093 34X Fiche 50-000, 84/00/15, 8400100030 


100081 1£ Info Notice 84-65, "Underrated Fuses Which May Adversely 
feet Dperatlon of Essential Electrical Equipment “ Svc 
it end 

RDAN, E L Division of Emergency Preparedness b Engineering 
sponse (Post 030103) 84/08/16 Consolidated Edison Co of New 

rk, Inc llBpp 26199 001 24X FUhe 50-000, 84/08/ 16, 6400100021 


0400220051 AC k receipl- of 940720 Itr informing NRC of steps taken to 
correct violations noted in IE insp repts conducted between 
040501-0601 

BISHOP, T W Region 5. Office of Director 84/00/16 VAN BRUNT. E E 
Aviiona Public Service Co Ip 26193 237 24X 

Fiche 50-520,84/08/16,8400220051 


-8408220071 Responds to NRC 940722 Itr re violations noted in IF insp 
repts conducted between 040501-0601 Corrective actions Pump 
A disassembled b defective seal replaced ui/ncw seal WalVdown 
team established 

VAN BRUNT, E E Arizona Public Service Co 04/07/20 DISHQP.T (W 
Region 5. Office of Director lOpp 26193 230 24X 

Flcho 50-520.04/00/16,0400220051 


8400100055 IE Info Notice 84-66. "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Svc list one I 
JORDAN. E L Division of Emorgency Preparedness b Engineering 
Response (Post 030103) 64/00/17 Consolidated Edison Co of New 

York, Inc I20pp 26276 001 24X Fiche 50-000.04/00/17,0400100055 


0400140200 IE Info Notice 84-67, "Recent Snubber Inservice Testing U/ 
High Failure Rates " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/08/17 Consolidated Edison Co of New 

York. Inc I22pp 26276 102 24X Fiche 50-000. 84/09/ 1 7. 04001 402CB 


0408210142 IE Info Notice 04-60, "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves " Svc list one) 

JORDAN. £ L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/08/21 Consolidated Edison Co of Neu 

York. Inc ll5pp 26329 008 24X Fiche 50-000,84/08/21.0408210142 


S Reportable occurrences, LERs b related correspondence 


8408030040 Final Deficiency Rept DER 03-56, Rev 1 re discrepancies w/ 
Atichor-Darl ing hSlVs Initially reported on 830000 Larger 
hydraulic reservoir u/baffles installed in each MSIV b 
faedwater isolation valve 

VAN BRUNT. E E Ariiona Public Service Co Q4/04/13 DiaHOP. T W 
Roglon 5, Office of Director 7pp 25917 330 24X 

Fiche 30-528,04/04/13.8400030048 


8408020232 Corrected Rev 1 to Final Deficiency Rept DER 03-56 re 
discrepancies u/MSIV mfg by Anchor-Darling Initially 
reported on 830809 Vendor Instruction Manual E9023-9 
revised Also reported per Part 21 

VAN DRUNT. 6 E Arizona Public Service Co 94/07/13 DiaHOP. T W 
Division of Resident, Reac tor Project b Engineering Programs 7pp 
25890 046 24X Fiche 30-528,04/07/13,8400020232 


0408030061 Final Deficiency Rept DER 83-77 re concrete pour containing 
honeycombed concrete Initially reported on 031109 
Honeycombed concrete removed b repaired Item not 
reportable per 10CFR50 55(o) 

VAN DRUNT, E E Arizona Public Service Co 84/07/13 DISKDP, T W 
Region 3, Office of Dirsctoi 4pp 25917 393 24X 

Flcho 50-529,84/07/13,8400030061 


8408030302 Final Deficiency Rept DER 84-02 re rust, scale b pitting in 
clevis b arm of several safety injection b CH valves Rust 
insignificant Deficiency determined not reportable under 
10CFR30 S5(e) 

VAN DRUNT, E E Arizona Public Servico Co 84/07/13 DISHOP, T W 
Region 5, Office of Director 2pp 25917 H5 24X 
Fiche 50-520, 84/07/13. 0400030302 


B40Q010377 Interim Deficiency Rept DER 04-10 rp wiring error on LPBI 
pump D switch CS-3 Initially reported on 040326 Final rept 
will be submitted by 040022 

VAN BRUNT* E E Arizona Public Service Co 84/07/16 DISHQP.T W 
Division of Resident, Reac tor Project b Engineering Programs 2pp 
25066288 24X Fiche 50-520.04/07/16,0400010377 


0400010381 Interim Deficiency Rept DER 84-08 re ITT/Barton Model 763 
transmitters not meeting specs Initially reported on 840229 
Final rept will be subimitted by 840924 

VAN DRUNT, e E Arizona Public Service Co 04/07/16 BISHOP. T U 
Division of Resident, Reactor Project b Engineering Px ograms 2pp 
25066 290 24X Fiche 50-529, 84/07/16, 0400010381 


8403010304 Interim Deficiency Rept DER 03-80 re main feedwater 
isolation valves closing in 20 s instead of Tech Spec 
required 5 s Initially reported on 831122 Final rept will 
be submitted by B40823 

VAN BRUNT, E E Arizona Public Service Co 84/07/16 DISHGP.T W 
Division of Resident, Reac tor Project b Engineering Programs 2pp 
25066 206 24X Fiche, 50-528, 84/07/16, 0408010304 
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421 


a<l0a0J0?40 Int^im Deficiency Rept DER 83-63 re HRSI isolation val'>es 
mfg by rSorg- Warner falling to open against pump A 6 D floios 
Initially reported on 830923 Time extension requested due to 
cxtensi/e investigation rje»t rept by BaOQ31 

\fAU DRUHT-E E Aniona Public Service Co 84/07/16 QISHOP, T W 
Division of Res 1 dent# Reac tor Project fy Engineering Programs 2pp 
23917 221 ?4X Fiche 50-520. 84/07/ 16. 8408030240 


8400010346 Fulfil Deficiency Rept DER 82-37. Rev l.re Class tE ujiring 
termination Crimped ui/lcss pressure than specified 
Work Plant Piocedure/QC Instruction 2350 revised to 
require maint program 

VAN DRUriT. E E AriJona Public Service Co 84/07/18 BISHOP. T W 
Division of Res ident. Reac tor Project t Engineering Programs 12pp 
25B66 310 24X Fiche 50-328,84/07/18.8408010346 


8408010388 Interim Deficiency Evaluation Rept 84-43 re HPSI 3-inch 
gate valve failing to open Initially reported on 840622 
Conditions not reportable per 10CFR50 35<e) 

VAN BRUNT. E E Arizona Public Service Co 84/07/18 BISHOP, T W 
Division of Res i denti Reac tor Project & Engineering Programs 2pp 
25866 281 24X Fiche 30-528.84/07/18,8408010388 


8408030093 Irtprlm Potential Deficiency Rept DER 04-42 re roplucemcnt 
of environmentally qualified torque switches u/unqual 1 f led 
switches Initially reported on 040618 Final rept expected by 
840820 

VAN BRUNT.E E Arizona Public Service Co 84/07/18 DISHOP, T W 
Region 5. Office of Director 3pp 25917 327 24X 

Fiche 50-528,84/07/1818408030033 


8408080499 Final Deficiency Rept DER 83-75 re improper torqulng of 
bolts on two D0126SA panel filler assemblies Dolts 
retorqued Deficiency not reportable under 10CFR90 53<e) 

VAN BRUNT. e E Arizona Public Soivice Co 84/07/24 DiaHOP.T W 
Division of Res ident. Reac tor Project V Cngineoring Programs 9pp 
23975 232 24X Fiche 50-330.84/07/24.8400080499 


B4OB0B0329 Rev 1 to final Deficiency Rfepi DER 81-49 re erroneous 
readings on NSSS uater level transmitters due to variations 
Of water leg Condensate pots for steam generator U 
pressurizer level measurements installed on root valves 
VAN DRUNTjE E Arizona Public Service Co 84/07/24 DlSHOP, T W 
Division of Resident. Reac tor Project h Engineering Programs 4pp 
29975 298 24 X Fiche 30-328,84/07/24,0408080329 


0400090012 Final Deficiency Rept DER 04-08 re failure of ITT/Dorton 
Model 763 transmitters to meet specs pps setpoints revised 
on existing transmitters 6 Barton working on physical mod 
to moot specs Also reportable under Part 21 

VAN DRUNT. E E Arizona Public Service Ce 84/07/24 DISHOP, T W 
Division of Res ident, Reac tor Project & Engineering Programs 4pp 
29995011 24X Fiche 30-928.04/07/24,0408090012 


8408130172 Interim Deficiency Rept DER 03-81 re manufacturing defect in 
Oulfally Schedule 160 SS pipe Initially reported on 031128 
Due to extensive investigation evaluation required, final 
rept will be delayed until 840830 

VAN DRUNT. C E Arizona Public Service Co 84/07/27 DlSHOP, T W 
Division of Res ident. Reac tor Project e, Engineering Programs 2pp 
26010 036 24X Fiche 50-528.04/07/27.0400130172 


8400130332 Interin Deficiency Rept DER 84-09 re CAD looldlng for 
cathodic protection ground connection Initially reported on 
B4Q229 Final rept will be submitted by 840030 

VAN DRUNT, E E Arizona Public Service Co 84/07/27 DlBHOp, T W 
Division of Resident. Reac tor Project t Engineering Programs 2pp 
26010 303 24X Fiche 50-328.84/07/27,8400130332 


0408130344 Interim Deficiency Rept DHR 82-00 re low insulation 
resistance values or ternlnal blocks suppllod by Conax Corp 
Initially reported on 821217 Final rept by 840817 
VAN DRUNT. C E Arizona Public Service Co 84/07/30 DISHOP, T W 
Division of Resident. Reac tor Project & Engineering Programs 2pp 
26010 222 24X Flcho 30-328,84/07/30,8408130344 


8408160192 Final Deficiency Rept DER 04-10 re resistance temp 
detectors Caused by torsional twisting of eloment S< shedth 
during honing operation. resu 1 ting in broken internal wire 
Item not reportable per 10CFR30 93 <b) 

VAN DRUNT. E E Arizona Public Service Co 84/08/01 DIBHOp, T W 
Region 4. Office of Director 3pp 26106 334 24X 

Fiche 30-528,84/08/01.8400160192 


8400160480 Final Deficiency Rept DER 84-16 re E8F actuation sys relay 
cabinet baseplates Initially reported on 840321 Cabinet 
backs will be reinforced w/3/8-inch thick vertical stiffener 
plate Also reportable under Part 21 

VAN DRUNT, E E Arizona Public Service Co 84/08/02 DISHOP, T W 
Division of Resident. Reac tor Project Engineering Programs 4pp 
26107 292 24X Fiche 50-320,84/08/02,0400160480 


3408160506 Final Deficiency Rept DER 83-78 re lack of users test 
documentation 6 controlling procedure for rock bolt 
expansion anchors Initially reported on 831109 Item not 
reportable under 10CFR50 55(e) 6 Part 21 

VAN BRUNT E E Arizona Public Service Co 84/08/02 BISHOP. T W 
Division of Res ident. Reac tor Project t Engineering Programs 9pp 
26107 326 24X Fiche 50-928.84/08/02,8400160506 


8400220128 Interim Deficiency Rept DER 04-33 re incorrectly installed 
hanger support assembly Initially reported on Q40504 Due to 
extensive investigat ion. f inai rept will be available 840031 
instead of 840810 

VAN DRUNT. E E Arizona Public Service Co 04/08/06 DISHOP. T W 
Division of Res ident. Reac tor Project h Engineering Programs 2pp 
261B0 348 24X Fiche 50-528.04/08/06.8408220120 


8408220143 Interim Deficiency Rept DER 84-44 ro fatigue failures of 
Oaulin charging pumps Initially reported on 040706 Bechtel 
investigating Final rept to be completed by B40927 Reported 
under Part 21 by Northeast Utils 

VAN DRUNT. E E Arizona Public Service Co 64/08/06 DISHDP.T W 
Division of Resident. Reac tor Project t Engineering Programs 3pp 
261B8 063 24X Fiche 50-928,84/00/06,8400220143 


0400200332 Part 21 rept re tension wires on Titus Grille. Model 272, 
not remaining In place when deflection blades closed 
Affected job sites identified in end Products being tested 
to provide acceptable fix for retention 

SCHNEIDER. S L Phillips Industries, Inc 84/08/07 Director's 
Office. Office of Inspection and Enforcement 3pp 26133 319 24X 

Fiche 30-000, 04/08/07, 8400200332 


8408200333 Part 21 rept re tension wires used for adjustment of blades 
on Grille Model 272 not remaining in place when blades 
closed Review 6 testing conducted to identify number of 
grilles & rework methods to be utilized 

SCHNEIDER. 8 L Phillips Industries, inc 84/08/07 STRAIT.R 
Arizona Public Service Co Ip 26132 360 24X 

Flcho 50-528,04/08/07.8409200333 


0400200297 Interim Deficiency Rept DER 84-34 re critical friction-type 
high strength connectors Duo to extensive evaluation, ne x fc 
rept delayed until 040904 

VAN BRUNT. E E Arizona Public Service Co 84/00/09 BISHOP. T W 
Region 5, Office of Director 2pp 26140 090 24X 

Flcho 30-928,04/08/09.8400200297 


8408200322 Final Deficiency Rept DER 83-61 re C-E low pressure safety 
injection pump failure to start & produce required head 
Case wear rings replaced 6 clearance between impeller tc 
casing increased Proprietary CEN-2B9 <V)-P end 

VAN BRUNT. E E Arizona Public Service Co 04/08/09 BISHOP. T W 
Division of Resident, Reac tor Project it Engineering Programs 40pp 
26133 310 24X Fiche 50-920.84/08/09.0408200322 


0400200285 Final Deficiency Rept DER 83-02 re improper bend radius in 
diesel generator control cabinets Initially reported on 
840103 Forwards "Technical Rept for Palo Verde Nuclear 
Statlon-Bechte 1 Power Corp on Returned Cable NCR E636i9 " 

VAN DRUNT, E E Arizona Public Service Co 04/08/10 DISHDP.T U 
Region 5, Office of Director I3pp 26139 307 24X 

Flcho 90-520.84/00/10.0408200209 


—0408200288 "Technical Rept for Palo Verde Nuclear Stati on-Dechtel Power 
Corp on Returned Cable NCR E636i9 " 

MDNrOOMERY.n , DCASLEY, B Anaconda Co (subs of Atlantic 
Richfield Co ) 04/01/24 Upp 26139 320 24X 

Fiche 90-520, 04/00/10. 840D20D2B3 


D40B2B0D02 Interim Deficiency Rept DER 03-57 re cracks in control 
element assembly shroud Initially reported on B30729 
Requests extension until 840913 for submittal of final rept 
to allow for post-demonstration test insp evaluation 
VAN DRUNT, E E Arizona Public Service Co 04/08/13 DISHDP.T W 
Division of Res ident, Reac tor Project t Engineering Programs 2pp 
26282 161 24X Fiche 30-928.84/00/13,8400200302 


0408280317 Interim Deficiency Rept DER 03-49 re broken impeller blades 
S, diffuser bolts broken/loose in reactor coolant pumps 
Initially reported on 030715 Time extension until 040919 for 
final rept requested for post-demonstration test insp 
VAN BRUNT. E E Arizona Public Service Co 04/08/13 DISHOP, T W 
Division of Resident. Reac tor Project t* Engineering Programs 2pp 
26202 237 24X Fiche 30-520,04/08/13,8400280317 


B4O02BO339 Interim Deficiency Rept DER 83-42 re thermowells In RC8 
Initially reported on B30629 Extension for submittal of 
final rept from 040019 to 840919 requested due to need 
for evaluation of post-demonstration test insp 

VAN DRUNT, E E Arizona Public Service Co 04/00/13 BISHOP, T W 
Division of Resident, Reactor Project h Engineering Programs 2pp 
26282 239 24X Fiche 30-928,04/08/13.8408280335 
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iTitBriPt Deflcionty Uppt DPR fH-Pfc re imptnpurl^ or 

4idjuf}teil plunger Inter I nek. IrtitiaUij reported on D40510 
*=■1(131 rept (Jill bo -sobttiltLod by 8-40713 

^'AN nUUNT-t E Arljona Public Berv^lte Co a<l/0B/13 BISHOP. T W 
D-lulelaii of Roe 1 dent. Rose tor Project t. Engineering Programs Spp 

J2/»;2n3 aso 24X Fich® 5 o-d2o. an/oa/ia, h4oh.2B0037 


84C1o; 200'2O4 Interim Deficteneg flept DER OA-'SS re containment supply 
raglater failure to cycle Initially reported on 840501 
Oolvchnitcd uire will bo roplacod u/stainleas steel wire tn 
gain higher lonstlc strength Next i ep t expected by 840721 
VAN BRUNT, E 1 Arlxona Public Service Co 04/08/1* DIBHOP.T u 
Ulvision of Resident, Reactor Project &< CnglncerlnQ Pi o grain 5 3pp 
2*202 1 ** 24X riche 30-520,84/00/16.8408200204 


11408230277 Interim Deficiency Rept DCR 84-46 re refueling water tanV 
penotiatlon sleeves Jnitlnlly reported on 840717 Bechtel 
evaluation of repor lab i 1 i ty * corrective action in progress 
VAN BllUNT.t: C Ariiona Public Service Co 04/00/16 BISHOP, T W 
tllvlsiou of Res i dent , Rcac tar Project & Engineering Progranis 8pp 
S6aaa 150 24X Flcho 30-330.84/08/16.8400200377 


840028D30U Interim Deficiency Rept HER 82'-Q0 re loiu Insulation 
resistance values far terminal blocks suppllod by Conax 
Corp Initially reported on Q212I7 Final rept expected by 
040903 

VAN BRUNT, E C Ariiona J*ubllc Service Co 04/08/1/ BISHOP,! kJ 
Dtvlslon of Resident, Reac tor Project Jc Eng i noer Ing Programs ^pp 
36283 17B 34X Fiche 30-538,84/00/17,0408300303 


DOCKET 00-530 NEMPHIQ STATE UNIV RESEARCH REACTOR 


F' Security, medical, omergencij fire protection plans 


0408170306 Revised "Emergency PlaniMemphis Otate UniViAON-201 Reactor 
Fttclllty " W/04OBO9 Ur 

JONEg,D W tiemphltt State Univ - Memphis, TN 84/00/01 THOMAS, C 0 
Qtaridar d 1 1 A tion 6 Special Projects Branch 35pp 2Ail4 203 24X 

Fi Che 30-530, 04/00/01* 0408170306 


DUCKET eTN-50-546 HARDLE MILL NUCUCAR STATION, UNIT 1 


A App 1 i cat I on/cohft true t ion stage documei^is it corrcspoivdenc e 


840a070'll0 Oonerlc Ltr D4-IV to all lUeusoes of operating reactors, 
applicants for DI ..0 holders of CPs re availability of 
Quppl 1 to Nl;rEO- 0733, ''Priorlbliatioii uf ^orioric Gafotij 
leauee ” 8vc list oncl 

EIBCNHUT,!) 0 Division of Licensing D4/0Q/06 Consol idatod 
Edison Co of New York, Jnc iSpp 2*127 238 24X 

FI Che 30-000. 04/00/06. tMOFlQ/ 01 10 


9400200273 (Jofieric I tr 04-20 lu all llconsoes of operating reactors 1 
applicants for OLs re schoduHiig guidance for liconaoe 
■ ubmkttals of reloaiTii that involve unrovlewod safety 
i^uestlnns Ovc list end 

CISENHUT.DO Dlvltion Of Licensing 84/00/20 Consolidated 
Edison Co of Mew York. Inc I7pp 26276 244 a4X 
Fiche 50 000.04/08/20,0400200273 


H General correspondence 


tl4OSlB0l45 Rospotids to 040314 1 tr to Chnirman pnlladino which oncl 
U & V Omelsei concern re Marble Hill * Oallly cance 1 lat f on, 
withdrawal of util application for ZlfUfflor 5c denial of 
license for Byrnn facility 

WIRCKQ, W J| Of flee of the Cxocutlv© Director for Operations 
84/03/04 LUOAR, R 0 Qenol* 7pp 24324 325 24X 

Fichfl 30-000,84/03/04,040 3100143 


Q40B0704Q1 Informs that neg sys of ac knou,ledg irg leceipt of licensee 
correspondence re hone anp ] 1 anc e found during insp 
1 hsti tutedr e f f Qct L ve 040820 Preprinted form will be used 
rather than Itr 

KEPPLER. J G Region 3. Office of Director 04/00/03 

CumiDonWeal th Edison Co 3p p 25942 108 24X Flche 30-000.84/08/03, 

0408070401 


0400010333 IE Info Notice 84-59, "Deliberate Circumventing of Station 
Health Physics Protedores " Bve list end 

JORDAN, E L Division of Emergency Preparedness i Engineering 
Response IPost B30l03> 84/08/06 Consolidated Edison Co of New 

Vork- Inc iBSpp 26069 001 24X Fiche 50-000.84/08/06.0408010333 


840001033:7 1C. Info Notice 84-60, "Failure of Air Purifying Respirator 
niters to Meet Efficiency Requirement " Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 04/00/06 Consolidated Edison Co of Neia 

Vork, Inc 123pp 26067 138 24X Fiche 50-000,84/00/06.8400010337 


0400070150 IE Info Notice 84-61. "Overexposure of tflver m PWR 
Refueling Cavity " Sve list end 

JORDAN, E U Division of Emergency Preparedness 5c Engineering 
Response (Post 830103) B4/0G/08 Consolidated Edison Co of Neu 

York, Inc t20pp 26129 llB 24X Fiche 30-000,84/08/08,8400070120 


0408070376 IE Info Notice 84-62, "Therapy Mlsadmim strat I nns to 
Patients Undergoing Co-60 Teletherapy Treatments ’* Sve 
list anc I 

GRACE, J M Division of QA, Safeguards S< Inspection Progi ams (Post 
€30103) 84/09/10 Consolidated Edison Co of New York, Inc 

I25pp 26130 001 24X Fiche 50-000.04/00/10,8408070376 


0400100009 IE Info Notice 84-63, "Defective RHR Replacement Piping " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness * Engineering 
Response (Post 830103) 84/08/13 Consolidated Edison Co of F-lew 

York, Inc Il9pp 26197 218 24X Fiche 50-000,84/00/13.0400100009 


8400100038 IE Info Notice 84-64, "BWR HPCl Initiation Seal-In U 
Indication " Sve list end 

JORDAN, E L Division of Emergency Preparedness 5- Engineering 
Response (Post 830103) 04/00/15 Consolidated Edison Co of New 

York, Inc 104pp 2619B 093 24X Fiche 50-000,04/08/13,8400100038 


840B100021 IE Info Notice 94-65, "Underrated Fuses Which May Adversely 
Affect Operation of Essentia! Electrical Equipment “ Sve 
list oncl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) B4/QS/16 Consolidated Edison Co of New 

York. Inc llBpp 26190 OO 1 24X Fiche 50-000,84/00/16,0400100021 


0408100035 IE Info Notice 04-66. "Undetected Unavailability Of 
Turb Itie-Dn ven Auxiliary Feedwater Train " Bve list t»nc 1 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response <Po.sfc B30103) 84/00/17 Consolidated Edison Co of Mbuj 

York, Inc I30pp 26276 001 24X Fiche 50-000,84/08/17,8400100055 


0400140309 IE Info Notice 04-67, "Recent Snubber Inser^/ice Testing H/ 
High Failure Ratos " Sve list end 

JORDAN, e L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/00/17 Consolidated Edison Co of New 

York, Inc 122pp 26276 122 24X Fiche 50-000,04/00/17,0400140208 


840B2I0142 1C Info Notice 34-60, "Potential Deficiency in Inproperly 
Rated Field Wiring to Solenoid Valves " Sve list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Resnonac (Post 830103) 04/08/21 Consolidated Edison Co of New 

York! Inc I13pp 26329 008 24X Fiche 50-000,04/00/21,0409210142 


8 Reportable occurrences, LERs i« related correspondence 


--S403100192 Request* reapoMeo to end W it V Rmelser 04,0210 inquiry Into 
Nile altitude toward utils Concerns include Marble Hill C< 

Qallly cancel Ifltlon, (Ji thdrawal of util appllcatign for 
Zimmer t denial of Itcensa for Byron facility 

UUOAR^R 0 3onate 01/03/14 PALI.ADINO, N Commissioners 3pp 
84524 331 24^ FUho 50-000,94/03/04,8403100145 


0407310030 Board Notification 04-134 forwards JF Streeter 840711 Aeaio 
to DO Bisenhut re siedn generator snubber testing failures 
Insp repfcs documenting results of testing i applicant 
roovaluatlon efforts wHl bo forwarded to Board 

NOVAK, T M Assistant Director for Licensing B4/07/27 SMITH, I W 
Atomic Safety and Licensing Board Panel 2pp 25936 033 24X 

Ficha 30-000,84/07/27,0407310030 


Inspection report*' IE Bulletins «* correspondence 


0407350229 IE Info Notice 94-97, "Opprating Experio-ncD re Moisture 
mtruBion in 8afety-Rel a ied Electrical Equipment at 
Cdmme)*r,(al F’auor Plants " 8vc list oncl 

JORDAN, F I Dtvisinn of Tmergoncy Preparedness & EnQlnoorlng 
Response (Past 030103) 04/07/27 Consolidated Edison Co of New 

York, I nr ll9pp 29865 04 7 24 X Ticho 90-000,04/07/27*9407250229 


Q40906O344 Discusses steam generator snubber testing failures Snubber' s 

made by Baeing Co Vendor Program Branch will be notified 
Raaolta of testing 8- applicant reevaluation efforts will be 
documented in IE Insp repts 

STREETER, J F Region 3, Office of Director B4/07/11 
EIBENHUT, D 0 Division of Licensing Ip 25936 035 24X 

Fiche 90-000,84/07/27,0407310030 


i 
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DOCKET 6TN*su-547 MARULE HILL NUCLEAR STATION, UNIT 2 


A App t ica t lon/c onstruc 1 1 on stage cJoc uments h c orr espondonce 


04OSO7O11O Generic Ltr 04-19 to all licensees of operating reactor4» 
applicants far OLs 8< holders of CPs re civallability of 
Suppl 1 to NUHEG-0933< "Pr 1 or i ti la 1 1 on of Generic Safety 
Issues ” Sve list enc 1 

EISENHUT.D G Division of Licensing 84/00/06 Consolidated 
Edison Co of NeiiJ VorVi Inc 10PP 26129 239 24X 

Fiche 50-000,04/09/06.0408070110 


B40BS0027S Generic Ltr 04-20 to all licensees of operating reactors & 
applicants for OLs le scheduling guidance for licensee 
subnittals of reloads that involve unrevieued safety 
questions Sve list end 

EISENHUT.D 0 Division of Licensing B4/O0/2O Consolidated 

Edison Co of New Vork, Inc I7pp 26276 244 24X 

Fiche 50-000, B4/08/PO. 9408200275 


M Deneial correspondence 


8405180145 Responds to 840314 ltr to Chairman Palladino which end 
U & V Smelser concern re Karble Hill & Bailly canc e 1 lat 1 on> 
withdraual of util application for Zimmer 1 denial of 
license for Dyron facility 

DiRCKS.N J Office of the Executive Director for Operations 
04/05/04 LUGARiR 0 Senate 7pp 24524 325 24X 

Fiche 50-000.84/05/04,0405100145 


— 0405180152 Requests response to end W V Smelser 8402J0 inquiry Into 
NRC attitude toward utils Concerns Include Marble Hill U 
Dailly cance 1 latl on. ui thdrauial of util application for 
Zimmer i denial of license for Byron facility 

LUQAH.R Q Senate 04/03/14 PALLADINO. N Commissioners 3pp 
24524 331 24X FUhe 50-000.04/05/04.6405180145 


Q Inspection reports. IE Bulletins & correspondence 


0407250229 IE Info Notice 84-57. "Oporatlng Experience re Moisture 
Intrusion in Saf ety-Roiated Electrical Equipment at 
Commercial Power Plants " Sve list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 84/07/27 Consolidated Edison Co Of New 

York, Inc 119pp 25065 047 24X Fiche 50-000,84/07/27,8407250229 


0408070401 Informs that neu sys of acknowledging receipt of licensee 
correspondence re none onp I lane e found during insp 
1 nsti tu ted. effective 640020 Preprinted form will be used 
rather than ltr 

KEPPLER.J 0 Region 3. Office of Director 04/00/03 

Cammonwealth Edison Co 3pp 25942 IBB 24X Fiche 50-000,04/08/03. 

8408070401 


040010002) IE Info Notice B4-65. ’’Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list enc 1 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/00/16 Consolidated Edison Co of New 

York, Inc llBpp 26193 001 24X Fiche 50-000. B4/0B/ 16. 0400100021 


0408100055 IE Info Notice 84-66, "Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Sve list end 
JORDAN. E L Division of Emergency Preparedness 8< Engineering 
Response (Post 030103) 84/00/17 Consolidated Edison Co of New 

York. Inc I20pp 26276 001 24X Fiche 50-000.84/03/17.0400100055 


0400140200 IE Info Notice B4-67. "Recent Snubber Inaervice Testing W/ 
High Failure Rates " Bve list end 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (Post 030103) 34/08/17 Consolidated Edison Co of New 

York, Inc I22pp 26276 122 94X riche 50-000, 04/OB/ 17. 04OB14O2O0 


8408210142 IE Info Notice 04-6B. "Potential Deficiency In Improperly 
Rated Field Wiring to Solenoid Valves '* 8vc list end 
JORDAN. E L Division of Emergency Preparedness Ic Engineering 
Response (Post 030103) 84/0B/21 Consolidated Edison Co of Neu 

York. Inc llSpp 26329 OOB 24X Fiche 30-000. 04/OB/21. 04OB21O142 


0 Reportable occurrences. LERs related correspondence 


0407310030 Board Notification S4-134 forwards JF Streeter 040711 memo 
to DO Eisenhut re steam generator snubber testing failures 
tnsp repts documenting results of testing & appllcont 
reevaluation efforts will be forwarded to Board 

NDVAK, T M Assistant Director for Licensing 04/07/27 SMITH, 1 W 
Atomic Safety and Licensing Board Panel 2pp 25936 033 24X 

riche 50-000.04/07/27,0407310030 


—0408060344 Discusses steam generator snubber testing failures Snubbers 
made fag Booing Co Vendor Program Branch will be notified 
Results of testing & applicant reevaluatlon efforts will be 
documented in IE insp repts 

STREETER. J F Region 3. Dffice of Director 84/07/11 
EISENHUT. D 0 Division of Licensing Ip 25936035 24X 

Fiche 50-000,04/07/27.8407310030 


DOCKET 8TN-30-566 YELLOW CREEK NUCLEAR PLANT. UNIT 1 


A Application/construction stage documents if correspondence 


6400230318 Requests remittance of fee for B30121 application for 
extension of const completion dates 

DlOOa.R M License Fee Management Branch 04/08/16 PARRIS. H 0 
Tennessee Valley Authority 2pp 26236 09B 24X 

richo 50-000. B4/0B/ 16.0408230318 


B40B010333 IE Info Notice 04-59. "Delihorate Circumventing of Station 
Health Physics Procedures ’’ Sve list end 

JORDAN. £ L Division of Emergency Preparedness Sc Engineering 
Response (Post S30103) 04/06/06 Consolldaiod Edison Co of New 

York. Inc I22pp 26068 001 24X Fiche 50-000,04/00/06.0400010333 


8400010337 IE Info Notice 84-60. "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN. E L Division of Emergency Proparedness 6 Engineering 
Response (Post 830103) 84/00/06 Consolidated Edison Co of New 

York, Inc 123pp 26067 150 24X Fiche 50-000.94/09/06,8400010337 


DOCKET 8TN-S0-567 YELLOW CREEK NUCLEAR PLANT. UNIT 2 


A Application/construction stage documents 6 correspondence 


B40G23031B Requests remittance of fee for 030121 application for 
extension of const completion dates 

DIOOSiR M License Fee Management Branch 84/08/16 PARRIS. H 0 
Tennessee Valley Authority 2pp 26236 090 24X 

Fiche 50-000,04/00/16, 0408230318 


% 


0400070120 IE Info Notice 84-61. "Ovorexposure of Diver in PWR 
Refueling Cavity ’’ 8vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/08/09 Consolidated Edison Co of New 

York. Inc 120pp 26129 119 24X Flcho 50-000.94/09/09.9400070120 


0408070376 IE Info Notice 84-62. ’'Therapy Ml sadmin 1 strat i ons to 
Patients Undergoing Co-60 Toletherapy Treatments ’’ Sve 
1 i st enc 1 

GRACE. J N Division nf QA, Safeguards 6 Inspection Programs (Post 
020103) 84/09/10 Consolidated Edison Co of New York. Inc 

I25pp 26130 001 24X Fiche 50-000. 04/08/10. 8400070376 


840B100009 IE Info Notlco 04-63. ’’Defective RHR Replacement Piping ’’ 
Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 94/09/13 Consolidated Edison Co of New 

York. Inc tl9pp 26197 210 24X Fiche 50-000,84/09/13.0408100009 


DOCKET 50-601 RE8AR BP/90 


A App 1 icatloii/construc 1 1 an stage documents tv correspondence 


8400090321 Informs that RE3AR-SP/90 Preliminary Design Approval 
Module 4i "RCS. " will be withheld from public d isdosure, p er 
review of application to withhold matl (ref lOCFRG 790) 
Westlnghause reasons for exemption listed 

THOMAS. C 0 Standard i xat ion 6 Special Projects Branch 04/00/01 
WiEfiEMAN.R A Westinghouse Electric Corp 3pp 25904 347 24X 

Fiche 50-601.04/08/01,0400090321 


04O8L4O27B Forwards table of contents illustrating integrated Modules 6 I 
8( 8 re secondary side safeguards sys 6 steam 6 power ! 

conversion sys 

RARE, E P Westinghouse Electric Corp 84/00/02 DENTON, H R 
□ffico of Nuclear Reactor Regulation. Director llpp 26055' 344, 
a4X Fiche 50-601.04/00/02,8400140278 


0400100030 IE Info Notice 84-64, "DWR HPC I Initiation Seal-In 6 
Indication ’’ Sve list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 03010*3) 84/00/15 Consolidated Edison Co of Nqw 

York, Inc i04pp 26190 093 24X Fiche 50-000.94/00/15.0400100030 


0408230467 Notifies that 040731 request to withhold RE9AR-SP/90 
preliminary design approval application from public 
disclosure under iOCFR2 790 granted Matl will bo treated as 
proprietary info 

THOMAB. C O Standardization U Special Projects Branch 04/00/16 
WIEBEMAN.R A Westinghouse Electric Corp 3pp 26230 251 24X 

Fiche 50-601, PA/oa/ 16. 0400230467 
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F Security* medical, emergoncg it fire protection plans 


04O014O97B Forwards table of contents illustrating integrated Modules 6 
& B re secondarij side safeguards sgs U steam &< power 
conversion sys 

ftAHE.E P Wostinghouse Electric Corp 84/06/02 DENTONi H R 
Office of Nuclear Reactor Regulation* Director Hpp 260&5 344 
24X Ft Che 50-601*84/08/02*6408140278 


K Utility Final Safety Analysis Report (FSAR) it amends 


--04OacaO333 Nonp ropr letary Chapter 12 of RESAR-SP/90 Uestinghouse 
Advanced PNR Module 5> "Reactor Sysi ‘ "Radiation 
Protection " 

* Uestinghouse Electric Corp 84/07/31 Ip 25906 204 24X 

Fiche 50-60 1> 64/07/31* 8400000278 


— B40B08D330 Nonpr opr 1 etarg Chapter 13 of RESAn-SP/90 VJestinghouse 
Advanced PUR Module S. “Reactor Sys. " "Conduct of 
Operations " 

* Uestlnghouse Electric Corp 04/07/31 Ip 25986 H05 24X 

Fiche 50-601,84/07/31,8408000278 


Q40GOB027B Forwards proprietary 1* nonpropnetary Vols 1 & 2 of 
ftEaAR~SP/90 WestinghousB Advanced PUR, Module 5* “Reactor 
Sys " Proprietary rept withheld (ref 10CFR2 790) 

RAHEiE P Hestlnghouse Electric Corp 84 / 07 / 31 DEN70N. H H 

Office of Nuclear Reactor Regulation* Director ECCLESTON.M T 
Standard i lation L Special Projocte Rranch 2p p 25965 129 24X 

F I c h s SO- 60 1 . 84 /07 /3 1 , 8406080278 


— 3400060266 Retiuesta withholding proprietary Vo 1 a 1 «r 2 of RESAn-SP/90 
Usstlnghouse Advanced PUR* Module 5* "Reactor Stjs" 

<r«f iOCFfie 7901 Affidavit AW-82-57 end 

HieSEMANN^R A Westing house Electric Corp 64/07/31 DENTDN. H R 
Office of Nuclear Reactor Regulation* Director 9pp 2S9B5 131 
24X FI Che 50-601.84/07/31.8408060278 


— 3400000269 Nonproprietary Vols I t< 2 of RESAR-SP/90 Ucstlnghouse 
Advanced PWR, Module 3* “Reactor Sys “ 

* WestlnghousB Electric Corp 84/07/31 562pp 25985 140 24X 

Fiche 50-601*64/07/31,6408080270 


— 8408000292 Nonproprietary Chapter I of RESAR-SP/90 Westinghouae 
Advanced PWR Module S, "Reactor Sys." "Introduction i> 

General Description of Plant " 

* Mestinghouse Electric Corp 84/07/31 34pp 33903 173 24X 

Flcha 50-601,84/07/31* 6408060278 


— 8408080342 Nonp r op r i e tary Chapter 14 af RESAR-SP/90 Uestinghouae 
Advanced PUR Module 3, "Reactor Sys*" "Initial Test 
Program " 

» Ucstinghouse Electric Corp 84/07/31 ip 25986 206 24X 

Fiche 50-601*64/07/31.8400080278 


— 0406080343 Nonproprietary Chapter 15 of RESAR-SP/90 Westinghouse 
Advanced PUR Module 5. "Reactor Sys," "Accident Analyses “ 
e Westinghouso Electric Corp 84/07/31 133pp 239B6 207 24X 

Fiche 30-601,64/07/31.8408080270 


— 640B0B0345 Nonproprietary Chapter 16 of RESAR-BP/90 Uestlnghousc 
Advanced PUR Module 5* "Reactor Sys," "Tech Specs " 

* Westlnghouse Electric Corp 84/07/31 Ip 25906 340 24X 

Fiche 50-601,94/07/31*0400080270 


— 8408000347 Nonpropr letary Chapter 17 of RESAR-SP/90 Westinghouso 
Advanced PUR Module S, "Reactor Sys." "QA " 

e Westlnghouse Electric Corp 84/07/31 Ip 25906 341 a4X 
Fiche 50-601,84/07/31*8403060270 


DOMESTIC LICEWSIWG OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0006 DATTELLE M'^MORIAU INSTITUTE, COLUMDUS, OH 


— B4QB0a0295 Nunpr opr I e tary Chapter 2 of RE6A'R-SP/90 Westlnghouse 
Advanced PWR Module 3* "Reactor Sys." "Site 
Characteristics " 

« Westlnghouse Electric Corp 84/07/31 Ip 25965 209 24X 

Flcho 50-601,04/07/31,6408000278 


6408020220 Forwards IE Insp Rept 70-0000/84-02 ofi 640611-14 No 
none amp 1 lance noted 

PAPER lELLO.C J Region 3, Office of Director 84/07/06 UNCAR. E W 
Oaitetle Memorial Institute! Columbus Laboratories 2pp 
2 3898 012 


— 0406080298 Nonproprietary Chapter 3 af RESAR-8P/90 Westlnghouse 
Advanced PWR Hodula 5* "Reactor Sys." "Design of Structures, 
Components* Equipment t Sys " 

u Wastinghouse Electric Corp 04/07/31 51pp 25985 310 24X 

Fiche 50-601*84/07/31,8400080270 


— 8408000301 Nonproprietary Chapter 4 of RESAR-SP/90 Westlnghouse 
Advanced PWR Module 3, "Reactor Bys. " "Reactor ” 

* Westlnghouse Electric Corp 84/07/31 296pp 25905 261 24X 

Fiche 50-601,84/07/31,0408060276 


— 0406000304 Nonproprietary Chapter 5 of RE9AR-3P/90 Westlnghouse 
Advanced PWR Module Si "Reactor Sys, " "RCS U Connected Sys " 

• Westinghouse Electric Carp 84/07/31 Ip 25906 197 24X 

Fiche 50-601,84/07/31,6400000276 


0408000307 Nonproprietary Chapter 6 of RESAR-9P/90 Westlnghouse 
Advanced PWR KaduU 5 , "Reactor Sys, " "E8F " 

e Westinghouse Electric Corp 64/07/31 Ip 25966 196 24X 

Fiche 30-601,04/07/31,8408080276 


— 8408020223 IE Insp Rept 70-0008/64-02 on 040611-14 No noncompliance 
noted Major areas inspected licensing s batus* operat ions 
rev lew* rad lation protec tl on, safety committees !< nuclear 
criticality safety 

FRANCE, 0 M , MILLER, D E , GREGER* U R Region 3, Office of 
Director 04/07/06 lOpp 25090 014 


— 8408020225 Foruards ANL rept re technical review of Region HI Insp 
Repts 70-0008/03-03 6 70-0006/04-01 ANL work confirms NRC 
conclusions re metabolic data b body rad ioac t ivl ty 
DEnOER.J D Oak Ridge Associated Unlvs 84/05/03 OREOER, R 
Region 3. Office of Director 7pp 25696 024 


8409170016 Application for amend to License SNM-7, author i i mg 
Incineration of low level radwaste at West Jefferson Nuclear 
Sciences area Response to list of questions following 
initial NRC review will be furnished by 640930 
TOY, H L Battelle Memorial Institute, Columbus Laboratories 
04/07/30 ROUSE, L Advanced Fuel b Spent Fuel Licensing Branch 
2pp 26135 345 


8406000309 Nonproprietary Chapter 7 of RESAR-SP/90 Westlnghouse 
Advanced PWR Module 5* "Reactor Sys, *' "Instrumentation & 
Controls 

» Westinghouse Electric Corp 64/07/31 Ip 25966 199 24X 

FIcbe 50-601,04/07/31, 0400080278 


0406000312 Nonproprietary Chapter 0 of RESAR-8P/90 Westlnghouse 
Advanced PWR Module 5, "Reactor Sys," "Electric Power “ 

» Westlnghouse Electric Corp 04/07/31 Ip 25906 200 a4X 
Fiche 50-601,04/07/31,8400000276 


-8408080315 Nonproprietary Chapter 9 of RESAR-SP/90 Westinghouse 
Advanced PWR Module 5, "Reactor Sys," "Auxiliary Sys " 

* Westlnghouse Electric Corp 64/07/31 Ip 25986 201 S4X 
Fiche 30-601,64/07/31,84000802 7 6 


— 8406080318 Nonproprietary Chapter 10 of REaAR-SP/90 Westlnghouse 
Advanced PWR Module 5. "Reactor Sys," "Steam b Power 
Conversion " 

* Westinghouse Electric Corp 84/07/31 lj> 23986 202 24X 

Flcho 50 ~60 1 , 04/07 /3 1 . 8408000276 


— 8408060320 Nonproprietary Chapter 11 of RE8AR-SP/90 Westinghauee 
Advanced PWR Module 5, "Reactor Sys," "Radwaste Mgt “ 

# Westinghouse Electric Corp 64/07/31 Ip 259B6 203 24X 

Fiche 50-601,84/07/31,84 00000278 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP , CANQOA PARK, CA 


9408150564 Forwards revised Pages 12,16 b 17 of ESG-aO-l7, "Physical 
Security Plan for Protection of Moderate Strategic 
Quantities of SNM at Hot Labs of Energy Sys Oroup of 
Rockwell Inti " Rev withheld (ref 10CFR2 790 695) 

REMLEY,ME Rockwell International Corp 04/07/24 MARTIN, J 0 
Reglun 5, Office of Director 2pp 26000 306 


DOCKET 70-0027 0 ADCOCK b WILCOX CD * LYNCHDURQ, VA 


9400300367 Forwards summary of NRC 840531 meeting w/BbW in Region 11 
ofc re activities authoriied by License SNM-42 List of 
meeting attendees also end 

aTOHR^J P Region 2, Office of Director 84/06/07 ECKERT* J P 
Oabcock b Wilcox Co 3pp 26300 109 


64DB130454 Application for amend to License 8NM-42i forward Ihg changes 
to fundamental nuclear natls control plan, per 10CFR70 32 
Ends withheld (ref 10CFR2 790) 

REOAN, N A Babcock b Wilcox Co 84/06/22 0 'REILLY* J P Region 2* 

Dfflco of Director Ip 26040 362 
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0400300391 roruards Insp Wep-t 70-0027/ 64—12 on 040611-15 Nn violations 
□r deviations identified 

STOHR. J P Region 2. Office of Director 04/06/26 ECKERT, J P 
Babcock 6 Wilcot Co 2pp 26314 357 


— 0408300394 Insp Rept 70-0027/o4-ia on B40611-15 No violations or 
deviations identified Major areas inspected limit of error 
associated w/ inventory difference Details uithbeld 
<ref 10CFR2 790 6 73 21) 

JONES# D M I MC6LPINE# E J Region 2# Office of Director 04/06/27 
Ip 26314 359 


0400310031 Ack receipt of 840619 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-0027/84-09 
STDHRiJ P Region 2, Office of Director 04/07/12 ECKERT, J P 
Sabcock (< Wilcox Co Ip 26335 165 


— 840031003? Responds to NRC B40S24 Itr re violation nnted in Insp 
Rept 70-0027/84-09 Corrective actions measurement control 
coordinator shall investigate exceeded control data limits 
uiithln established time interval 

ECKERTiJ P Babcock h Wilco* Co 84/06/19 O 'REILLV, J P Region 
2i Office oP Director 3pp 26335 166 


8400300390 Forwards Inap Rept 70-0027/04-14 on 840627-0702 No 
violations or deviations identified 

BTOHRiJ P Region 2, Office of Director 04/07/10 ECKERT, J P 
DabcQCk tt Wilcox Co 2pp 26314 360 


—0400300401 Insp Rapt 70-0027/04-14 on 040627-0702 No violations or 
deviations identified Major areas inspected storage i> 
internal contra 1# pbgsica 1 Inventorg# records & ropts Details 
uithheld <raf 10CFR2 790 b 73 21) 

T0DD#0 A f BATES# J W # JONES# D W Region 2# Office of Director 
84/07/10 Ip 26314 362 


0408210403 Application to amend License 8NM'-4a, add ing C5-137 to 
possession limits alloultig nuclear safety evaluations it 
consultations to be made bv nuclear criticality safety 
engineer Fee enc 1 

REQANiN A Dabcock U Wilcox Co 04/07/27 PAGE# R G Uranium Fuel 
Licensing Branch 23pp 26195 264 


8400270924 Forwards Insp Rept 70-0027/04—16 on 040626-29 No violations 
or deviations identified 

BTQHRiJ P Region 2# Office of Director 04/07/27 ECKERT, J P 
Dabcock tt Wilcox Co 2pp 26296 136 


— 8408270531 Insp Rept 70-0027/04-16 on 840626-29 No violations or 
deviations identified Major areas inspected radiation 
protac tion, raduaste mgt# per iod tc malnt of packaging 6 
transpor tati on 

PEERY. W W , JENKINS. 0 R Region 2, Office of Director 04/07/23 
9pp 26256 130 


0408270294 Ack receipt of 040621 it 0726 I trs Informing NRC of steps 
taken to correct violations noted in insp Rept 
70-0027/84-10 

aiOHR. J P Region 2# Office of Director 84/08/01 ECKERT, J P 
Babcock k Wilcox Co Ip 26290 129 


— 0408270290 Submits addi response to NRC 840923 Hr re violations noted 
in Insp Repts 70-0027/84-10 Corrective actions proposed 
changes gf organ 1 xatlona 1 structure will be reviewed for 
licensing Impact 

ECKERTrJ P Babcock t Wilcox Co B^/Q7/2ii O'REILLY. J P Region 
S. Office of Director 2pp 26258 130 


— 0408270274 Responds to NRC 040923 Jtr re violations noted in Insp Rept 
70-0027/84-10 Corrective actions amend will be submitted to 
renewed license indicating present organliation reporting 
scheme for health l< safety function 

ECKERT, J P Babcock 6 Wilcox Co 84/06/21 O'REILLY# J P Region 
Sr Office of Director 2pp 26250 132 


— 04OB27O28O Forwards Insp Rept 70-0027/04-10 on 040424-27 k notice of 
vl Ola ti on 

srOHR# J P Region 2, Office of Director 04/09/23 ECKERTIJ P 
Dabcock k Wilcox Co 2pp 26258 134 


— 0400270282 Notice of Violation from insp on 040424-27 

* Region 2, Office of Director 04/05/23 Ip 26290 136 


— 8400270286 Insp Rept 70-0027/04-10 on 840424-27 Violation noted* fal lure 
to conform to required health & safety organl xat i ona 1 
s tructure 

KAHLCrJ D . MCALPINE, E J Region 2, Office of Diroctor 04/05/21 
6pp 26258 137 


04OB27O116 Ack receipt of 040716 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-0027/04-11 
STQHR.J P Region 2, Office of Director 04/00/09 ECKERT, J P 
Babcock b Wilcox Co ip 26290 235 


— 9400270121 Responds to NRC 840622 Itr re violation noted in lE Insp 
Rapt 70-0027/04-11 Corrective actions period data for 
control chart limits tested L data shouin to be statistically 
different not used in computing new limits 

ECKERT# J P Babcock L Wilcox Co 84/07/16 O'REILLY, J P Region 
2, Office of Director 5pp 2629B 236 


—9408270125 Forwards IE Insp Rept 70-0027/84-11 on 840604-07 & notice 
of violation Ends withheld (ref iOCFR2 790 k 73 21) 

STOHR. J P Region 2# Office of Dliector 04/06/22 ECKERT, J P 
Dabcock U Wilcox Co 2pp 262SB 241 


DOCKET 70-0036 COMBUST IDN ENGINEER ING. INC , WINDSOR, CT 


8409210103 Forwards application to renew License BNM-33 Fee enc 1 
ESKRIDGE, H E Combustion Engineering# Inc 02/02/26 PAGE# R G 
Uraniuin Fuel Licensing Branch 2pp 26194 081 


— 0400210190 Informs nf ulthdraual of proprietary designation frcim 
Chapters II 9 0 & 11 10 O of license renewal application 
ESKRIDGE, H £ Combustion Engineering, Inc 02/07/21 CROU, U T 
Uranium Fuel Licensing Branch 9pp 26194 00? 


•9408210197 Application for renewal of License 8NI1-33 Five overs ixe 
drauilngs end Aperture cards are available in POR 
* Combustion Engineering, Inc 02/01/29 232pp 26194 087 


O4O0O2O2OS Application for amend to License SNM-33i provid ing proposed 
decommissioning plan required by License Condition 10 
Proposed plan k fee end 

ESKRIDGE# H E Combustion Engineering, Inc 94/05/31 PAGE, R O 
Uranium Fuel Licensing Branch ip 29098 170 


— 0400020207 "Proposed Dec oniini ssl onlng Plan for Evaporation Ponds, 
ft Combustion Engineering, Inc 04/09/31 6pp 23098 171 


—0408020209 Ack receipt of 040531 request for approval of 

docammissioning plan Request classified as requiring minor 
amend to License 8NM-33 Amend fee required# per 10CPR17G 31 
WE 1 53, D License Foe Management Dranch 04/06/20 ESKRIDGEi H E 

Combustion Engineering, Inc 2pp 25090 177 


DOCKET 70-0143 NUCLEAR FUEL INC . ERWIN, TN 


8408150156 Foruiards "Environ Rrpt, ‘ per 840524 Itr 

iDEKERi R L Nuclear Fuel Services, Inc (subs of Getty Oil Co l 

84/07/27 Materials Licensing Branch 2pp 26109 069 


— 84081 50161 "Environ Rept " 

tt Nuclear Fuel Services, Inc (subs of Oettij Oil Co ) 04/07/31 

175pp 26105 070 


84O017OO1S Forwards Rev 14 to physical safeguards plan, inc 1 ud Ing 
updated drawings Rev withheld (raf 10CFR2 790) 

HENSLEY, K D Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
04/03/29 DROWN# W B Fuel Facility Safeguards Licensing Drancli 
Ip 26135 3S0 


0408170392 Application for amend to License aNN-124,to include sp-aclfic 
nuclear criticality safety controls on scrubber sys at 200 It 
300 complexes, per NRC request 

IDEKER# R L Nuclear Fuel Services# Inc (subs of Getty Oil Cd } 
04/03/30 PAOE.R 0 Uranium Fuel Licensing Dranch 6pp 
26134 195 


— 8400170393 Notifies o-f fee due for review of B40330 application for 
Amend 25 to License BNM-124 

WeiBSi D License Fee Management Branch 84/07/ 9 l DEKER, R 
Nuclear Fuel Services* tnc (subs of Getty Qlt Go i Ip 
26134 191 


— 8406170394 Notifies of fee due for review of B40330 application to 
amend License 8NM-124 NRC will recompute Fee after review 
complete L make refund., if necessary 

(g£IB8. D License Fee Management Dranch 84/04/27 IDEKER. R L 
Nuclear Fuel Services* Inc (subs of Getty Oil Co ) Ip 
26134 192 
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B^0B2B0t74 Responds to KlRC S40S03 Ltr re violations noted in Irsp 
R»pt 70~0143/B4'13 No prapnetary info found 

OUmN.F K Nuclear Fuel Servtce-s> Inc (suba of Qetty Dll Co ) 
84/05/2'? STDHR- J P Division of Emergency Pr eparedness £, Materials 
Safety ip 26274 300 


— 84082/0413 F^eeponds to RPC 84061*? ltr ro violations noted in In^p pept 
70-0143/94-20 Corrective actions nail pattern modified to 
permit use of addl nails mj/o splitting crate stud frame tt 
cement nails implemented 

GDlNUr r K Nuclear Fuel Services- Inc <subs of Gettg Oil Co ) 

04/07/18 f^egion 2- Office of Director 3pp 26296 335 


B408020154 Requests eitanslon until 840704- for shutdoun of process 
venfcllatian sys identified in B40611 ltr 

IDEKERiR t Nuclear Fuel Services. Inc <5ut5 of Getty Oil Co 1 
84/07/02 page, R 0 Uranium Fuel Licensing Dranch 3pp 
25B9B 079 


— 0400270415 Forwards Insp Rept 70-0143/84-20 on 040529-0601 t notice of 
violation 

STOHR- J P Region 2, Office of Director 84/06/19 GUINN, F V, 
Nuclear Fuel Services, Inc (subs of Getty Oil Co > 2pp 
26256 339 


8409080393 Forwards findings & recommendations from 040618-21 site 
visit re review of upgraded physical protection program 
Maasures suggested essential to provide required level ef 
performance Comments requested uithin 30 days 

BRQMN.W 0 fuel Facility Safeguards Licensing Branch Q4/07/17 
HENSLEY, K Nuclear Fuel Services, Inc (subs of Getty Qi I Co I 
Ip 25970 08a 


B4O03OOae4 Confirms arrangements made during B40716 tel con u/KP Barr 
re B40719 mg t meeting to discuss safeguards issues 
STOHR.J P Region 2, Office of Director 84/07/17 0U1MN,FK 
Nuclear Fuel Services. Inc (subs of Getty Dll Co > Srp 
26306 360 


840B150S45 Forwards Rev 65 to fundamental nuclear matl control plan. 
Section 3 Rev uithheld (ref 10CFR2 79o &i 9 5) 

HENSLEY. K 0 Nuclear Fuel Services, inc (subs of Getty Oil Co > 
04/07/25 D'REILUV.JP Region 2, Office of Director 2pp 
26000 304 


9408200051 AcV receipt of 640710 ltr informing NRC of steps taken to 
correct violation noted in Insp Rept 70-0143/04-16 
STOHR.J p Region 2. Office of Director 04/07/26 GUINN, F K 
Nuclear Fuel Servlcesi Inc (suts of Getty Oil Co > Ip 
26SBi 309 


— 84Q02Q'OO53 Responds to NRC 040613 ltr re Violation noted in Insp Rept 
70-0143/04-18 Corrective actions withheld (ref 10CFR2 790J 
QUINN, F K Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
64/07/10 STOHR,P Division of Emergency Preparedness S< Materials 
Safety ip 26281 310 


8408200298 Ac k receipt of 040711 ltr informing NRC of steps taken to 
correct violation noted In Insp Rept 70-0143/84-19 
rmpl ementation of corrective actions ulll be examined during 
future Insp 

STOKFl, J P Region 2, Office of Director 84/07/26 GUINN, FK 
Nuclear Fuel Services. Inc (subs of Getty 1311 Co ) Ip 
26281 311 


' — 8403280299 Responds to NRC 040619 ltr re violation noted In Insp 
Rept 70-0143/E4-19 Corrective actions seal inventory 
prepared for central seal storage area St defective seals 
storage area St defective seals discarded 

OUINNiF K Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 
84/07/11 STCWR.P Division of Emergency Preparedness tc Materials 
Safety 2pp 262BI 312 


--0408280300 Forwards Insp Rept 70-0143/04-19 on 040529-0601 It notice 
of violation Notice of violation 1, insp rept lulthheid (ref 
10CFR2 790 «, 10CFR73 21) 

STOHR.J P Region 2, Office of Director 04/06/19 GUINN, F K 
Nuclear Fuel Services, inc (subs of Oetty oil Co ) 2pp 
26201 314 


0408030029 Forwards IE Safeguards Insp Rept 70-01 43/04-22 on 
84061 1-0706 No violations ar deviations observed 
STOHR.J P Region 2. Office of Director 84/07/27 GUINN.F K 
Nuclear Fuel Services, Inc (subs of Getty Oil Co 1 2pp 
25907 070 


—8408030033 IE Safeguards Insp Ropt 70-0143/84-22 on 840611-0706 No 
ylolatlane or deviations noted Major areas inspected plant 
operations, nuci ear erlticaUky safety t radiation ti environ 
protection Portion of details withheld (ref 10CFR2 790) 

LEE.T D . HCAUPINE. E J Region 2, Of flee Of Director 04/07/26 
5pp 25907 072 


640B3002eo Confirms arrangements made during 840726 telcon re 04O8oe 
mgt meeting to discuss safeguards issues 

BTOHR.J P Region 2. Office of Director 04/07/30 0U!NN,F K 
Nuclear Fuel Services, Inc {subs of Getty Oil Co I Ip, 

26306. 362 


0406270411 Ack receipt of 040716 ltr Informing NRC of steps taken to 
correct violations noted in Insp Rept 70-0143/04-20 
STOHRi J P Region 2. Office of Director 84/08/02 GUINN.F K 
Nuclear Fuel Services, Int (subs of Getty Oil Cp ) !□ 

26256 334 


— 8400270421 Notice of violation from insp on 040529-0601 

» Region 2- Office of Director 94/06/19 Ip 26256 340 


— 8400270423 Insp Ropt 70-0143/04-20 on 040529-0601 Violation noted 
failure to transport package of radioactive matl to burial 
site in strong, tight container 

WRAY, J R , JElNtltlNSiG R Region 2, Office of Director 04/06/15 
6pp 26256 341 


6408160310 Forwards IE Safeguards (tgt Meeting Rept 70-0143/04-28 on 
840719 

STOHR, J P Region 2, Office of Director 04/00/03 GUINN, F K. 
Nuclear Fuel Services, Inc (sobs of Getty Oil Co ) 2pp 
26106 145 


— 8400160317 IE Safeguards Mgt Meeting Rept 70-0143/84-20 on 040719 Major 
areas discussed Improved safeguards control of malnt 6 mod 
activities re matl access area barrier penetrations Details 
withheld (rof 10CFR95> 

TOBIN', N J , MCGUIRE. D R Region 2, Office of Director 04/00/03 
Ip 26106 147 


6408140136 PMa-I I -64-047 on 040006, i ic ensee reported Inventory 
difference from 840703 physical Inventory Difference was 
accounting Loss & ulthin associated limit of error & other 
regulatory requirements State of TN informed 
MCALPINE, E J Region 2. Office of Director 04/08/07 Ip 
26048 32 i 


8408130257 Ack receipt of check in amount of ^10,750 for payment qf 
civil penalties proposed on 840509 Corrective actions will 
be examined during subsequent insps 

AXELRaD. J A Director's Office, Office of Inspection and 
Enforcement 04/00/08 TAYLOR. C W Nuclear Fuel Services, Int 
(subs of Get by Oil Co ) ip 36040 353 


8408130380 Ack receipt of 040723 ltr informing NRC of steps taken fco 
correct violation noted in IE insp Rept 70-0143/84-17 
STOHR.J P Region 2, Office of Director 04/08/09 QUINN, F K 
Nuclear Fuel Services, Inc (subs of Oetty Di I Co ) Ip 
26010 160 


— 0408130301 RoBjjonds to Nrc 840623 Ur re violations noted In IE Inip 
Rept 70-1)143/84-17 Corrective actions posting instructions 
reviewed w/administrat i ve << secretarial personnel 
GUINN, F K Nuclear Fuel Services, Inc (Subs of Optty Qll Co ) 
84/07/23 QTQHR. J P Region 2, Office of Director 2pp 
26010 169 


— 8408130382 Forwards IE Insp Rept 70-0143/84-17 on 040504-0608 *< notice 
of violation Notice of violation A rept details withheld 
(ref 10CFR2 790 6 73 2l ) 

STOHR.J P Region 2. Office of Director 04/06/22 GUINN. F K 
Nuclear Fuel Services. Inc (subs of Oefctu Oil Co ) Sap 
26010 (72 


— 840813030:1 IE Insp Rept 70-0143/84-17 on 040504-0608 Violation noted 
failure to post notice of violation re radiological working 
conditions 6. proposed imposition of civil penalty u response 
to NRC Details withheld (ref lOCrR2 790 73 21) 

LEE, T D , MCALPINE. E J Roglon 2. Office of Director 84/06/22 
Ip 26010 174 


8400270420 Forwards Safeguards Insp Rept 70-0143/84-27 on 840723-27 No 
(fioncqmp 1 lane e noted 

STOHR.J P Region 2, Office of Director 04/OD/O9 QUINN, F K 
Nuclear Fuel Services. Inc (subs of Getty oil Co > 2gp 
26258 243 


— 8408270427 Safeguards Insp Rept 70-0143/04-27 on 840723-27 No 
vlolatiens nr deviations noted Major areas inspected 
measurements, measurement verif icat ion, interna 1 controls & 
physical inventory Details withheld (ref 10CFR2 790) 

BATES, J W . TQDD.O A , MCALPINE, E J Region 2, Office of Director 
04/oa/O? ip 26258 245 
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B40B230055 Submits item? of interest re Whittaker Corp. Greenvi llej PAi 
ElAfi Werr-McOee - Oklahoma 

PAGEi ft G Uranium Fuel Licensing Branch 84/OB/lA DAVIS. J O 
Office of Nuclear Material Safety L Safeguard s> Oi rec Lor 2pp 
26233 2BB 


B40B2Q0034 Submits revieu schedule for application to reneu License 
SNM-124 Comments tc reconnendations re scheduled insp dates 
requested 

CROW. W T Uranium Fuel Licensing Branch 84/OB/17 DARR.K P 
Region 2. Office of Director Ip 262V4 197 


B40Q230251 Ac V receipt of 8405S9 1 tr transmitting Rev 61 to fundamental 
nuclear matl control plan N forwards proprietary changes to 
plan Changes withheld (ref 10CFR2 790) 

bTGHRi J P Region 2. Office of Director B4/08/20 OUINN. F K 
Nuclear Fuel Services. Inc (subs of (Jetty Oil Co ) 2pp 
26207 20B 


Q40B29D351 Forwards environ assessment schedules for West Inghouse 
& NFS license renewals Site visits tentatively scheduled on 
B40919 for Westinghouse & B41024 for NFS W/o end 

WYNOARDENi S D Uranium Fuel Licensing Branch Q4/OB/28 MCLEAN . R 

Oak Ridge National Laboratory Ip 26310 362 


B4082aoiB9 Forwards Mgt Meeting Rept 70-0143/B4-32 on B40908~09 
Meeting provided better understand ing of NRC policy as found 
in Safeguards License Guidance Group Bulletin 3B 
8T0HR. J P Region 2. Office of Director 84/08/33 OUINN, F K 
Nuclear Fuel Services. Inc (subs of Oetty Oil Co 1 2pp 
26279 203 


—0408300193 Mgt Meeting 70-143/84-32 on 840800-09 Items discussed NRC 
policy as found in Safeguards License Bulletin 3S t. 
procedures re matl access area barrier penetrations Details 
withheld (ref 10CFR95> 

TaUlN.W . MCGUIRE* D R Region 2. Office of Director 84/08/22 
Ip 36279 305 


DOCKET 70-0221 GENERAL DYNAMICS CORP . GROTON. CT 


S408310320 Ac k receipt of 840207 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 30-03772/83-01 U 
70-0221/03-01 Notice of violation justified Corrective 
actions due in 20 days 

MARTIN. T T Division of Engineering tt Technical Programs 04/08/13 

TOVAR. F 0 General Dynamics Corp 3pp 26333 300 


DOCKET 70-0303 CARNEO lE-MELLDN UNIV . PITTSBURGH. PA 


0400210199 Discusses IE Insp of Licenses 37-00602-03 U 8NM-2SI on 
840521-29 tt forwards notice of violation Civil penalty not 
issued since corrective action prompt U extensive 
MURLEY. T E Region 1. Office of Director 04/07/25 ROGERS. F 
Carnegi c-Mel Ion Univ i Pittsburgh. PA 3pp 26104 221 


— 8408210196 Notice of violation from insp on 040923-25 Violations noted 
failure to adequately control access to rooms containing 
radioactive matl 6 failure of radiation safety committee to 
meet quarterly during 1983 

MURLEY. T E Region 1. Office of Director 04/07/25 4pp 
261 B4 224 


DOCKET 70-0364 BABCOCK e* WILCOX CO , APOLLO. PA 


B40BOi0020 Forwards administrative amend fee for B40608 revs to 
Chapter XIII. **Environ Monitoring Program" of License 
8NM-4i4 

AUSTIN. M A Dabcock 2. Wilcox Co 84/06/25 ELA86ER. T C Region 1. 
Office of Director Ip 25866 361 


8400060439 Summary of 940712 meeting w/B4(W re plan for mod of existing 
Parks Township site facility for refurbishment of PWR 
control rod guide tubes Vendor will submit application to 
amend License 9NM-414 

LOYSENi P Advanced Fuel U Spent Fuel Licensing Branch 84/07/30 
ROUSE. L C Advanced Fuel & Spent Fuel Licensing Branch Ip 
23937 315 


8406080443 Ac k receipt of 840608 Itr re changes to environ monitoring 
program No license amend required Submittal meets 
requirements of License Condition 25 Amend fee will be 
returned Revised pages to environ monitoring program end 
GREENMAN. E O Division of Project h Resident Programs 84/07/31 
AUSTIN. K A Babcock S. Wilcox Co tOpp 25977 164 


8409150667 Application for amend to License SNM-4 1 4. i nc rea s i ng 
possession limit to 1.000 Cl Isotopes in Condition 6 H 2 & 

5. 000 Cl in Condition Q K 4 

AUSTIN. M A Babcock I Wilcoi Co 04/08/03 MCCABE. E C Region 1. 
Office of Director 30pp 26103 309 


8408220429 Discusses BlcW request to amend License 8NM-4i4 to increase 
matl possession limits Application meets criteria of 
10CFR31 22(cMii) for categorical exclusion It no environ 
assessment required 

CUNNINGHAM. R £ Division of Fuel Cycle U Material Safety 84/08/17 
STARQSTECKt. ft Division of Project 6 Resident Programs 3pp 
26209 350 


DOCKET 70-0371 UNC NAVAL PRODUCTS. INC , UNCASVILLE. CT 


8408300134 "Effluent Monitoring Rept. Jan- Juno 1984 '■ W/a40BI7 Ur 
KIRK, W F United Nuclear Corp 84/06/30 MURLEY, T E Region I. 
Office of Director 2pp 26307 317 


6406080324 Responds to B4D601 comments on NRC 840503 regulatory 
effectiveness review rept Response on each Item withheld 
(ref 10CFR2 790) Comments by S408S8 requested 

DROWN. W D Fuel Facility Safeguards Licensing Branch 84/07/13 
AhY.G 0 United Nuclear Corp ip 25978 204 


8408150398 Forwards IE Safeguards Insp Rept 70-0371/84-07 on 840618-22 
No violations observed 

MARTIN. T T Division of Engineering & Technical Programs B4/07/27 
AMY. 0 0 United Nuclear Corp 2pp 26077 331 


—8408150407 IE Safeguards Insp Rept 70-0371/84-07 on 94061B-B2 No 
noncamp 1 lance noted Major areas inspected measurement 
controls, inventory difference & associated limit of error 
vorification & records (i repts 

SMITH. G C . DELLA RAT T A. A . KEIMIO. R R Region 1. Office of 
Director 84/07/26 3pp 26077 333 


8408030146 Responds to 040717 Ur requesting copy of closeout rept on 
United Nuclear Corp bldg in New Haven. CT Survey results 
indicate max identified fixed contamination level less than 
25)( of allowable limit 

STAROSTECKI . R Division of Project 6 Resident Programs 84/07/31 
HOUSMAN. J J HRP Associates 3pp 25915 320 


“8408030147 Forwards IE Insp Rept 70-0371/76-06 on 760308-10 No 
noncompl iance noted 

NELSON. P R Region 1, Philadelphia. Fuel Facility & Materials 
Safety Dranch 76/04/02 GAISE. 6 D United Nuclear Corp 3pp 
29915 330 


— 840B03014B IE Insp Rept 70-0371/76-06 on 760308-10 No noncompUance 
noted Major areas Inspected licensee final survey rept after 
decantamlnatlon of H-tract facility 

PLUMLEE.K E . KNAPP. P J Region 1. Philadelphia. Office of the 
Director 76/04/02 6pp 29915 333 


8408230055 Submits items of interest re Whittaker Corp. Oreenvl 1 le. PA. 
CIAs it Kerr-McOee - Oklahoma 

PAGE. R 0 Uranium Fuel Licensing Branch 84/08/16 DAVIS. J 0 
Offlco of Nuclear Material Safety i< Safeguards. Director 2pp 
26233 208 


DOCKET 70-0398 COMMERCE, DEPT OF. WABHINGTON. DC 


8408230095 Submits Items of interest re WhittaVar Corp, Greenvi lie. PA. 
EIAs «< Kerr-McCea - Oklahoma 

PAGE. R 0 Uranium Fuel Licensing Dranch 84/00/16 DAVIS. J G 
Office of Nuclear Material Safety 6 Safeguards. Director 2pp 
26233 2SB 


DOCKET 70-0466 MAINE MARITIME ACADEMY, CASTINE. ME 


8408010397 Discusses IE insp of Licenses 8NM-493 it 8UD-283 an 840614 U 
forwards notice of violation 

MARTIN. T T Region 1. Office of Director 84/07/19 CUKIERSKI.MW 
Maine Maritime Academy. Castlne. ME 2pp S5B66.053 


— 0408010400 Notice of violation from Insp on 840614, Vlolati on noted 
yearly calibr of survey meters undocumented, month ly exchange 
of film badges not performed it sealed sources not tested for 
leakage 

e Region 1. Office of Director 84/07/19 Ip 29866 055. 


I 
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nOCKET 70-06B7 UNION CAnsiDE CQRP TUXEDO. fW 


Q4O@0>70^5& f'aruai'ds SNM'faG'? license submittal (c upd4tc<1 pagesiper 
S 407 I 3 tolcon Updates address license c and 1 1 ion s « sa f e t(j 
dantanstratiofi U leak testing guidelines Annual rept also 
enc i 

NCQa^ERfl.J J Union Carbide Corp 84/077 16 ROUSE. L C Advanced 
Fuel C( Spent Fuel Licensing OrancK 2d3pp 25984 053 


8408130247 FoTwards Info re License SMtl-639 subml t tal i per B40713 
ioLcon 

HCQOVERNiJ J Union Carbide Corp 04/07/16 ROUSE, L C Division 
of FuflL Cycle t. Material Safety 245pp 26103 001 


8408270510 Forwards Insp Repts 90-054/04-02 70-0697784-02 on 

840709-11 No violations ebservod 

87AR0BTECKI . R Division of Project 6 Resident Progratns B4/0Q/O7 
MCGOVERN. J J Union. Carbide Corp 2pp 26256 162 a4X 
FicKe 50-OS4. 94/08/01. 8400270510 


— B40B370SIQ Inap Repts 90-054/84-02 6 70-0687/04-02 on 040709-11 No 
deviations of violations identified Major areas Inspected 
oPganl lat i qn« fac 1 1 1 ty changes 6 mods, safety committees, 
nuclear criticality safety & radiation protection 

ROTH* J Region l> Office of Director ELBASSER* T C Division of 
Project 6 Resident Prograni® 04/08/02 6pp 26256 164 24X 

Fiche 50-034*94/08/07,8400270310 


DOCKET 70-0734 OA TECHNaLOOIEB, INC . BAN 01600, CA 


0400020353 Forwards R«V 4 to “Part il Specs Vol,SNM-696 Matl License 
Renauiali'' in responds to NRC (questions 

riOWRV»W R OA Tflthnologies* Inc /General Atomic Co 04/06/28 
CHOWiW T Office of Nuclear Material Safety 6 Safeguard s* Dlrec tor 
Ip 23098 112 


8400270311 Forwards I trs dacumehti-ng cooaeratlon ui/Jocel Jaw 
enforcomEnt agencies 6 ned i c a 1 facilities rr radiological 
contingency plan 

HOWRY. W R GA Technologies, I nc /General Atonic Co 04/00/22 
UUNNlNQftAM. R Division nf Fuel Cycle t Mater la J Safety THOMAS, C 0 
Standard i lation 6 Special Projects Dranrh 4pp 26241 004 24T 

Flche 50-089.84/08/22,9400270311 


DOCKET 70-0320 UNITED NUCLEAR CORP < WOOD RIVER v/UNCTJON* RJ 


8400010024 Ft)ri*jaTda final survey data sheets for third floor columns 
room ceiling.for insertion in final survey rept 

HELOESON.KA United Nuclear Corp 04/06/27 CROW, w T Division 
of Fuel Cycle 6 Material Safety 7pp 25897 098 


8408020096 Forward* revised discussion page to replace existing page 
in final survey rept. c over i ng ceiling of third floor columns 
room Page located in Voi II, Section I. Subsection 3 4 11 
HELGESONiK A united Nuclear Corp 84/07/09 CROW, W T Office of 
Nuclear Material Safety t Safeguards. Dii ec tor 3pp 29898 107 


DOCKET 70-0924 D ADCOCK & WILCOX CO * LYNCHBURG, VA 


840B300190 Ac It racdlpt of 840606 1 tr Informing NRC of steps taVen to 
correct violations noted in Insp Rept 70-0924/S4-01 
gTQHR.J P Region 2, Office of Director 84/06/19 ENOELDER. T C 
Babcock 6 Wtlcox Co Jp 26303 001 


--0409300194 Responds to NRC 04O3OS Itr re violations noted ih Insp Rspt 
7O-OG24/04-O1 Corrective actions support brackets on drum 
gripper modified to remove sharp corners t« all fork truck 
operators in waste shipment loading uiill be trained 
ENOCLDER* T C Pabcock «< Wilcox Co 84/06/06 STDHR* J P Region 
2. Office of Director 4pp 2630B 002 


— 5400020256 flev 4 to “Part II Bpaca Vol*&NM-696 Natl License Renewal " 
a OA Techno 1 oglos. Inc /General Atomic Co 94/06/30 5pp 
25990 113 


9400000425 Request* ■comments on. end review of comttil tmen t s of upgraded 
Category 1 physical protection plan Response re-ciuested tn 
30 dags End withheld 

DfiaHNiW Q Fuel Facility Safeguards Licensing Branch 84/07/16. 
MOWRY.R CA Tethnolog lesj Inc /General Atomic Co Ip 25977 190 


0408000147 Forward* IG Insp Rept 70-0734/04-07 on 040604-00 No 
violations noted 

WENSLAWSKI* F A Region 5, Office of Director 04/07/lB 
COLANDREA, T H QA Te c hno 1 ag 1 e s . loc /General Atomic Co Spp 
35974 314 


— a40&OBCH5l IE Insp Rept 70-0734/04*07 on 540604-00 No violation* noted 
Major areas Inspeetdd organ I rat ion* fee 1 1 1 ty changes 6 mods* 
intcTTirti review 6 aud i t. rad latlon protectl-on. training St 
eiridrgency planning 

DPOCK.B L . ZURAKQWSKI.P R . THDMA3,R D Region 5, Office of 
Director 84/07/13 ilpp 299-74 316 


0409090391 Notifies that Llcensa Condition 9 1 C to License 8NI1-696 re 
safeguards contingency p lan* correctod to read License 
Condition 9 1 P 

DROWN* W p Fuel Facility Safeguards Licensing Drench 94/07/23 
MQHRYj W R OA Tachnn log! es , Inc /General Atomic Co tp 25978' 0B3 


— 0400300200 Forwards Insp Rept 70-0824/54-01 dn 040418-19 6 notice of 
violation 

STDHR* J P Region 2, Office of Director 84/05/08 ENGELDER. T C 
Dobcock 6 Wilcox Co 2pp 26300 006 


— 0409300202 Notice of Violation from insp on B4041B-19 

* Region a* Offlta of Director 84/05/0S 2pp 2630B 008 


— 040B300206 Insp Rept 70-0824/84*01 on. 040410-19 Violations noted 
unautborlicd transfer bf radluactivo matl* failure to label 
radwaste package S< failure to meet DOT requirements for 
shipment of radioactive matl 

AUHRIOHT.R H , JENKInB* G n Region 2. Office of Director 
04/03/07 4pp 26308 OtO 


0408020203 Application for Amend 7 to License SNM"77flf revi sing 
Section A 9 4 I to permit postiAS* other than caution 
radiation area signs- where appropriate Fee end 

OLSEN. A F Babcock 6 Utlcqx Co 84/06/20 PAGE* R G Uranium Fuel 
Licensing Branch ^Fp 2309B 179 


DOCKET 70-0923 KERR-MCGEe NUCLEAR CORP * OKLAHOMA CITY. OK 


8400300322 “Radioactivity in Gaseous Effluents Zt Particulates Elevated 
U Total Releoso.No Datch Mod e* Jpn-June 1984 “ W/840021 Ur 
aiNKE.O J Kerr-NcOea Corp 84/06/30 3pp 26300 329 


5408230216 Forwards lE Safeguards Insp Rept 70-0734/04-09 nn 
040716-20 Sc 31 notice of violation Encle withhold 
iref I0CFft73 SU 

SCHUaTERi h D Region 5. Office of Director 84/00/17 
COLANDREA* T R GA Technolu® I ee. Uc /General Atomic Ca 2pp 
26207 181 


0409270337 Forward* Safeguards In«p Rep t 70-0734/94*08 on e40709-ia Ic 
19-R7 Up violations noted 

ECHUSTER-M D Region 5, Office of Director B4/0G/21 
COLANDREA* T R OA Technolog I bs 4 Inc /General Atomic Co 2pp 
2623B L40 


— 0400270346 Safeguards Insp Rept 70-0734/84-06 on 640709-27 No 
violation* noteil Major areas inepecteid physical Inventory* 
inventory voi i f Icat ion tc records U regts Details withheld 
irtif lOCFft2 7701 

NELSON*© 0 * nrEDER*A V , HAHADA* O H Region 5. Office of 
Director 84/08/17 ip 26230 t50 


DOCKET 70-0939 MABSACMUBETTS INSTITUTE OF TECHNOLPOV* CAMBRIDGE* HA 


840B130203 For-uiards Rev 1 to 020728 application for renewal of License 
SNM-906. Rev includes responses to NRC comment* received on 
B30301 re renewal application 

CLARKiL Massachusetts Institute of Technology* Cambridge, MA 
84/07/13 PAOF,R G Uranium Fuel Licensing Branch 3pp 
26060 053 


— B4O0iaO2I2 Rev 1 to 820720 application for reneuial of License SNM'9B6, 
authoriilng possession of listed licensed matl 
CLARK. U . POWELLjP C Massachusetts Institute of Technology* 
Cambridge* MA 04/07/13. llOpp 26060 056 


8400200351 Requests rovle*.» 8* coiriments on B40713 application for renewal, 
of License 8NM-9a6 Review schedule listed 

CROW*WT Uranium Fuel Licensing Rranch 84/08/17 WENZINGER.E. 
Region 1* Office of Director IP 26392 36i , 

i 
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DOCKET 70-09B4 BATTELLE I'hrlORIAL INSTITUTE RICHLAND, WA 


DOCKET 70-1143 WESTINOHOUSE ELECTRIC CORP , PITTSBURGH, PA 


B408090I20 Forudrda IE Inap Rept 70-0984/04-03 on 840620 No 
nancomp t tonce noted 

WENSLAWSKI.F A Region 5. Office of Director 84/07/23 
3IMPSDN,C L Battelle tlemorid) Institute. Pacific Northuost 
Laboratories 2pp 25992 245 


Q406S6017S Foruards IE Insp R 
violations noted 
STAROSTECKI, R Division of 
SLEMDER.R Neatinghouie El 


opt 70-1 143/B4-02 on 940507-12 

Project i Resident Programs 
ectric Corp 2pp 25164 343 


Nd 

84/06/06 


— 0400090122 IE Insp Rept 70-0984/84-03 on 040620 No violations noted 
Kajor areas inspected emergency planning (file prevention 8< 
protec t ion, test & dr x 1 1 s . f ac 1 1 1 1 1 es, e<iu ipmen t 6 procedures) 

S( radiation protection 

DRDCK,0 L , THOMAS, R D Region 5, Office of Director B4/07/23 
4pp 25992 247 


DUCKET 70-1060 FLORIDA, UNIV OF, GAINESVILLE, FL 


—0406260179 IE Insp Rept 70-1 143/84-02 on 840507-12 No violations noted 
Major areas inspected confirmatory survey of licensee 
decommissioned site located at ChesuilckiPA 

ROTH, J . ELSA5SER, T C Region I. Office of Director 84/06/05 
7pp 25164 345 


— 8406260104 *'Gij l de 1 1 nes for Decontamination of Facilities £< Equipment 
Prior to Release for (inr e strlcted Use of Termination of 
Licenses for Dyproduc t< Sourc e or SNM " 

» Division of Fuel Cycle U Material Safety 76/il/3D 7pp 
25164 352 


B4O013O261 Application to renew 
date to BS0930 

DIAZiN J Florida, Univ of, 
Uranium Fuel Licensing Branch 


License 8NM-1030, e x tend mg expiration 

Gainesville. FL 04/07/19 PAGE, R 0 
3pp 26040 351 


DOCKET 70-1113 GENERAL ELECTRIC CO , WILMINGTON, NC 


DOCKET 70-1151 WESTINOHOUSE ELECTRIC CDRP , PITTSBURGH, PA 


0400310254 Forwards Insp Rept 70-1131/04-07 on 040514-10 No 
noncomp I lance noted 

STOHR.J P Region 2, Office of Director 04/05/31 BRITTON, W H 
West inghouse Electric Corp 2pp 26335 169 


8405300761 Responds to 040406 telcon Internal external radiation 
exposure data end 

VAUGHAN, C M General Electric Co 84/04/11 80DN0. A L NRC - No 

Detailed Affiliation Given 2pp 24732 317 


--Q405300762 Personnel monitoring of total ujholebodg exposure for 1982 
VAUOHAN,C M General Electric Co 83/12/31 OffiCB of 

Management and Program Analysis 2pp 24732 319 


— 0405300763 Personnel monitoring of total uiholebody eicpoaure for 1901 
VAUGHAN.C M General Electric Co 81/12/31 Office of 

Management and Program Analysis Upp 24732 321 


8408200111 Ack receipt of NRC 04O71S Itr re results of Insp Rept 
70-1113/84-07 on 840610-21 Rept contains no proprietary 
info 

VAUGHAN, C M General Electric Co 84/07/17 STOHR, J P Region 2, 
Office of Director Ip 26261 112 


—8408200110 roruards Insp Rept 70-1113/94-07 on B406iS-21 No 
Violations or deviations identified 

STOHR, J P Region 2. Office of Director D4/07/12 LONG, J A 
General Electric Co 2pp 2626 J 113 


— 6408200123 Insp Rept 70-1113/84-07 on 640610-21 No violations or 
deviations identified Major areas inspected raduaste mgt 
environ monitoring 

aTQDDART, P G , MONTODMERY, D M Region 2, Office of Director 
04/07/09 lOpp 26261 115 


0400270534 Forwards Insp Rept 70-1113/04-10 on 840709-13 No violations 
or deviations identified 

BTDHR, U P Region 4, Office of Director 04/07/27 LONG, J A 
General Electric Co 2pp 26256 129 


—0408270540 Insp Rept 70-1113/84-10 on 640709-13 No violations or 
deviations noted Major areas inspected ma Int, tra Ining , 
nuclear criticality safety, Part 21 operations rcvlou, 
procedures control tt independent effort 

KAHLEiJ □ I MCALPINEiE J Region 2, Office of Director 84/07/25 
5pp 26256 131 


8408280362 Forwards Insp Rept 70-1113/04-09 on 840716-20 No 
noncompliance noted 

STOHR, J P Region 2, Office of Director 84/08/09 LONG, J A 
General Electric Co 2pp 26281 316 


— 04O02BD367 Insp Rept 70-1113/84-09 on 640716-20 No noncomp 1 lance noted 
Major areas inspected measurement statistical controls, 
organliation tt physical inventory proparations Details 
withheld (ref 10CFR2 790) 

CLAY, E L , MCALPINE, E J Region 2, Office of Director 04/08/08 
Ip 26281 310 


— 0408310255 Insp Rept 70-1151/04-07 on 040514-10 No noncomp 1 iance noted 
Major areas inspected physical inventory observation Details 
uilthheld (ref 10CFR2 790 it 73 2i ) 

TODD.© A , JONGS. D W , DATES, J W Region 2, Office of Director 
04/05/30 Ip 26335 171 


0408200146 Acl( receipt of 940931 Itr re Safeguards Insp Rept 
70-1151/04-07 on 040514-18 

SANDER8,C F Weatlnghouso Elactric Corp B4/06/ 1 3 O'REILLY, J P 
Region 2, Office of Director ip 26269 357 


8400010040 Requests limited axemption to regulations & fundamental 
nuclear matl control plan Request described in App A to Itr 
Fee enc 1 App A withheld 

NARDl.A J Westinghouse ElactTlc Corp 84/06/28 DRDMN, W D Fuel 
Facility Safeguards Licensing Branch Ip 25B66 349 


8408160352 Application for amend to License SNM-1 107, changing license 
condition to nuclear imatl control plan, per end App A Fee 
end App A withheld (ref 10CFR2 790) 

NARDI,A J Mestlnghouse Electric Corp 84/07/12 BROWN. W D Fuel 
Facility Safeguards Licensing Branch Ip 26126 247 


0400160064 Responds to 840620 Ur requesting limited exception to 
requirements of 10CFR70 58(0) Unnumbered license condition 
to Amend SG~l issued 

BROWN, W fl Fuel Facility Safeguards Licensing Branch 84/07/16 
SANDERS, C F tJestinghous s Electric Corp 2pp 26126 354 


B4080803B6 Approves 640712 request for mod to unnumbered license 
condition issued on 040529 for License 8NM-1107 
BROWN, W D Fuel Facility Safeguards Licensing Branch B4/07/23 
SANDERS, C F Westinghouse Electric Corp Ip 25978 004 


B4O015OS63 Forwards Rev 4 to Columbia site emergency plan Rev effective 
840430 

FISCHER, R E Westinghouse Electric Corp 04/07/24 Division of 

Fuel Cycle & Material Safety ^PP 26106 001 


— B4081505B9 Rev 4 to Colunfria site emergency plan 

« Westlnghouse Electric Corp 84/04/30 22pp 26106 003 


0400270222 Forwards Insp Rept 70-1 1 5 1 /B4-09 on 040723-27 No violations 
or deviations identified 

STOHR, J P Region 2, Office of Director 04/08/09 D'AMORErM 
Wostlnghouse Electric Corp 2pp 26290 232 


— 9400270225 Insp Rept 70-1151/84-09 on 840723-27 No violations or 
deviations identified Major areas Inspec ted* stati sfcical 
controls associated u/nuclear matl control it accounting 
m-saeurements Details withheld (ref 10CFR2 790) 

JONES, D W , MCALPINE, E J Region 2, Office of Director B4/OB/O0 
Ip 26290 S34 


B4O014O199 Ack receipt of 040214 & 0321 revs to fundamental nuclear 


mail control plan Portions of plan described In end not 
consistent w/l0CFn70 32(c) Enel list of inconsistent changes 

10CFR2 790) 

Office of Director 84/00/10 LONG, J 

2pp 26042 361 


withheld (ref 
STOHR, J P Region 
General Electric Co 


8400230055 Submits items of interest re Whittaker Corp, Greenvi I le, PA, 
ElAs & Kerr-McOaa - Oklahoma 

PAGE, R G Uranium Fuel Licensing Branch B4/O0/16 DAVIS, JG 
□ fflca of Nuclear Material Safety it Sa feguards. Director. 2pp 
26233 20B 
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84O02'?O3i£jO Effluent monitoring rept for Jan*-June 19B4 

GQDDWTNj W L Westlnghouse Electric Corp 84/0B/17 Director's 

Officei Office of inspection and Enforcement Ip 26295 353 


8408290351 Foruards environ assessment schedules for Westinghouse 
It NFS license reneu^ls Site visits tentativeli^ scheduled on 
840919 for Westinghousa & 841024 for NFS W/o and 

UVNOARDEN. 8 0 Uraniun Fuel Licensing Qranch 84/08/22 MCLEANi R 
Oak Rtdge Nation.al Laboratory Ip 26310 362 


DOCKET 70-1193 KERR-MCGEE NUCLEAR CORP . OKLAHOMA CITY, OK 


8408300322 "Radioactivity in Gaseous Effluents << Particulates Elevated 
U Total Release, No Hatch Mod e, Jan-June 1984 " H/B40821 Itr 
SINKE. G J Kerr-McGee Corp 84/06/30 3pp 2630B 329 


DDCKET 70-1201 BABCOCK It WILCOX CO . LYNCHBURG, UA 


a40B300296 Forurards Insp Rept 70-1S01/B4-04 on 840521-22 No violations 
□r deviations noted 

STOHR.J P Region 2. Office of Director 84/06/06 ALTO. R A 
Babcocl it Wiicoir Co 2pp 26306 347 


—8408300307 Insp Repfc 70-1201/84-04 on 840321-92 No violations or 
deviations noted Major areas Inspected nuclear criticality 
safety . operat ions revieui, i0CFn2l, safety comml ttees, fac 1 1 i ty 
changes it mods, training It interna) audits 

KAHLE, J 0 . MCALPINE.E J Region 2, Office of Director 84/06/06 
4pp 26306 349 


B4082B0090 Ack receipt of B40618 £< 0/25 Ifcrs informing NRC of steps 
taken to correct violation noted in Insp Repfc 70-1201/64-02 
STQHR.J P Region 2, Office of Director B4/0B/03 ALTO. R A 
Dabcocfc L Wilcok Co !p 26282 225 


"8408260270 Responds to NRC 040529 Ifcr re violation noted in Insp Rept 
70-1201/84-02 Corrective actions revised pages of License 
SNM-1169 reflecting organ! zational changes submitted on 
840504 for approval 

ZEFF. D W Babcock it Wi Ico* Co 84/06/10 STOHR.J P Region 2 j 
O ffice of Director 3pp 26282 226 


—8408200277 Supplemental response to violations noted in Insp Rept 
70-1201/84-02 Corrective actions health it safety reporting 
chain restructured to report to regulatory control mgt 
ZEFF, 0 W Babcock it Wilcox Co 84/07/25 STOHR.J P Region 2. 
Office of Director 2pp 26282 229 


— 8408280282 Foruards Insp Repfc 70-1201/84-02 on 840417-20 «< notice of 
vlolat ion 

STOHR.jp Region 2. Office of Director 84/05/23 ALTO, R A 
Babcock it Wilcox Co 2pp 262B2 231 


--B40B280285 Notice of violation From insp on 840417-20 

* Region 2. Office of Director 84/05/23 Ip 26282 233 


— 8408260289 Insp Rept 70-1201/84-02 on 840417-20 Violation noted 
reorganl lation implemented w/o license condition change 
ALBRIGHT. R K . JENKINS. 0 R Region 2. Office of Director 
84/05/23 Spp 262B2 234 


KET 70-1257 EXXON NUCLEAR CO r INC . RICHLAND. WA 


0080435 Approves 840712 request to tfotunload 10 encapsulated fuel 
‘ods containing up to 600 g U-235 

3RQWNi W B Fuel Facility Safeguards Licensing Branch 84/07/16 
SCHNEIDERjR a Exxon Nuclear Co . Inc (subs of Exxon Corp ) la 
25977 IB3 


I0B1303O2 Forwards IE Insp Rept 70-1257/84-05 on 840618-22 & notice 
of violation 

SCARANO. R A Division of Radiological Safety Safeguards Program 
B4/07/27 NILSDN.R Exxon Nuclear Co , Inc (subs of Exxon Core ) 
2pp 26032 340 


-8408130507 Notice of violation from insp on 6406)8-22 

THOMAS, R D Region 5, Office of Director 04/07/27 2or 
26032 342 


'8408130511 IE Insp Rept 70-1957/04-03 on 840618-22 Violations 
identified containers not labeled w/mass t« enrichment of 
content continuous fissile Inventory sheet not maintained 
BROCK, D L . ZURAKDWSKI.P R . THOMAS, R D Region 3. Office of 
Director 04/07/20 9pp 26032 344 


0400080273 Forwards IE Reactive Safeguards Insp Rept 70-^1257/84-06 on 
B40637-29 No violations noted Rept withheld 
(ref 10CFR2 790> 

BCHUBTeR.MD Region 5. Office of Director B4/0B/O2 NILSDN.R 
Exxon Nuclear Co > Inc (subs of Exxon Corp 1 ip 25966 079 


84'0B23O340 Forwards proprietary IE Safeguards Insp Rept 70-1257/84-07 
on 04OBOI-O3 No violations noted Rept withheld 
(ref 10CFR2 790) 

SCHUSTER.i1 D Region 5. Office of Director 84/08/16 NlLSON, R 
Exxon Nuclear Co * Inc (subs of Exxon Corp ) 2pp 26191 335 


04O63DOOO7 Ac k receipt of 840314 Itr transmitting Rev 6 to physical 
protection plan for matl of lou strategic significance 
Chanxfes acceptable Rev withheld (ref 10CFR2 790) 

SCHUSTER, i1 D Safeguards & Haterlals Program Branch 04/08/22 
SCHNEIDER. R A Exxon Nuclear Co . Inc (subs of Exxon Corp ) ip 
26331 340 


DDC«Er 70-1300 GENERAL ELECTRIC CD , SAN JOSE. CA 


8408130033 Responds to 840711 request for clarification of Items 
Identified during review of new rev to consolidated EAR. 
NEDO-21326 D Revised pages end 

HERRINGTON, C C General Electric Co 04/07/24 CUNNINGHAM, R E 

Division of Fuel Cycle it Material Safety 13pp 26038 330 


8408130590 Summary of 840726 meeting w/GE in Silver Spring. MD re GE 
response to comments on update of consolidated SAR for 
Morris Operation 

ROSERTS, J P Advanced Fuel tt Spent Fuel Licensing Dranch 04/08/07 
ROUSE. L C Advanced Fuel ii Spent Fuel Licensing Dranch ip 
26038 313 


B40B160461 Dockets Rev 7 to NEDO-20776. "Spent Fuel Svc s Operation S« 
GE U Mgt Corp QA Plan." u/WC Wheadon b DM Dawson 830329 & 

0210 1 trs, respective Itj. to assure docket file complete due to 
rev & resubmlttal of rept as Rev 0 

ROBERTS. J P Advanced Fuel & Spent Fuel Licensing Branch 04/08/10 
Advanced Fuel l< Spent Fuel Licensing Branch ip 26126 070 


--8408160466 Foruards Rev 7 to NEDO-20776. "Spent Fuel Svcs Operation b 
QE U Mgt Corp GA Plan " Rev due to organ i lat iona 1 change 
within spent fuel svcs operation it GE U Mgt Corp 

WHEADON. W C General Electric Co 03/03/29 RODERTS. J P NRC - 
No Detailed Affiliation Given Ip 26126 079 


—8409160472 Forwards Rev 7 to NEDO-20776, "Spent Fuel Svcs Operation 6 
OE U Mgt Corp QA Plan." referenced in License SNM-2300 for 
GE Morns Operation L incorporated in NEDO-21326, App D-8 
DAWSOMr D M General Electric Co 83/02/10 ROUSE, L C Advanced 
Fuel & Spent Fuel Licensing Branch ip 26126 OQO 


840B31026B PNO-1 1 1-64-067 first of several spent reactor fuel shipments 
from Cooper Station arris'od safely Rail shipment consisted 
of three NRC-certi f i ed shipping casks. each containing 18 
spent fuel assemblies 

LOUENDALE. P , PAPERIEILO, C J Region 3, Office of Director 
□4/08/24 Ip 26333 329 


DOCKET 70-1342 CORATOMIC. INC , INDIANA, PA 


0400310061 Insp Findings Licensee Ack on 840017 of License 0NM-1319 
Insp findings no violations observed Steps taken to 
correct violations Identified during last insp verified 
LUDUN.R H Region 1. Office of Director 84/00/17 ip 26334 23D 


DOCKET 70-1362 HAHNEMANN MEDICAL COLLEGE it H08P , PHILADELPHIA. PA 


8400060373 Ack receipt of 840207 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rppts 70-1362/83-01 it 
30-02939/83-01 Addl info requested within 30 days 

MARTIN, T T Division of Engineering & Technical Programs 04/07/16 
MILL0. L C Hahnemann Univ Hasp . Ph i ladelph la, PA (formerly 
Hahnemann Medical Coll A Hosp ) 3pp 25936 100 


— B4OB06O37B Forwards response to NRC 831223 Itr re violations noted 
In IE Insp Repts 70-1362/83-01 it 30-02959/63-01 
MILLS, L C Hahnemann Unlv Hosp . Philadelphia, PA (formerly 
Hahnemann Medical Coll it Hosp) 84/02/07 MARTIN, T T Division 
of Engineering U Technical Programs Ip 25936 103 
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_^o^0g0i03S2 Responds to NFIC 031223 1 tr re violations noted in IE Itisp 
Repts 70-1362/83-01 l> 30-02959/83-01 Corrective actions 
securitt^ guards posted at all street entrances to bldg ^ 
members of housekeeping staff attended training sessions 
day, J Hahnemann Univ Hosp . Philadelphia. PA (formerly Hahnemann 
Medical Coll b Hospl 8A/01/30 MARTIN. T T Division of 
Engineering Technical Programs 27pp 25936 104 


DOCKET 70-1450 BERKSHIRE MEDICAL CENTEn, PITTSFIELD, MA 


8408230103 Ac k receipt of 040417 Itr informing fJRC of steps taken to 
correct violations noted in IE insp of Licenses 20-12009-01. 
20-02009-03 t SNM-1439 on 040213 

martin, T T Division of Engineering t Technical Progiams 84/08/15 
PRYER. K flerkshiie Medical Center, Pittsfield, MA Ip 26209273 


— 0408230196 Responds to MRC 840321 Hr re violations noted in IE insp 
of Licenses 20-12009-01,20-12009-03 t SNM- 1 439 on B40213 
Corrective actions thyroid monitoring required 3 days after 
administration of radioiodine 

WU, R R Oorkshtro Medical Center, Pittsfield, MA 84/04/17 
MARTIN,! T Division of engineering ^ Technical Program* 2pp 
26909 274 


DDLKET 70-2884 LONG ISLAND LIGHT INO CO . HlCKBVILLE, NV 


B408O7O259 Advises of issuance of Amend 2 to License SNM- 103 7, e x tend mg 
expiration date to 85i231 or upon conversion of CPPR-95 to 
□L. per G40417 application All other conditions of license 
remain unchanged SBR end 

PAGE. R 0 Uranium Fuel Liccrsing Branch B4/07/31 Long Island 

Lighting Co Ip 25957 034 


B4D8070266 SER supporting issuance of amend to License SNM-ie57. 
extending expiration date to 851231 or upon conversion of 
CPPR-93 to OL 

KETTLACH, N Uranium Fuel Licensing Branch 84/07/31 Ip 
25937 035 


DOCKET 70-2988 PHILADELPHIA ELE-CTRIC CO . PHILADELPHIA. PA 


8408060368 Issues Amend 1 to License SNM-i926 Amend authorlies using 
Pu-239, dep 1 e ted U U Th-230. revises License Conditions 17 re 
physical security tr adds License Conditions 17 & 10 Safety 
eva 1 uat 1 on enc 1 

PAGE. R G Uraniu-m Fuel Licensing Branch 84/07/27 BAUER. E 0 
Philadelphia Electric Co 3p p 23931 007 


DOCKET 70-1941 PASSAIC GENERAL HOSP , PASSAIC. NJ 


8408100041 Discusses IE insp of Licenses SNM-1525 tc 29-01040-01 h 
foruards notice of violation 

MARTIN.! T Division of Engineering t Technical Programs 04/08/07 
KDRNCTT.M Passaic General Hosp . Passaic. NJ ?pp 25990057 


— 0408100051 Notice of violation from insp on 04O71B Violation noted no 
security personnel received training in radiation safety 
procedures 6 surveys of hands, fed L clothing not monitored 
by personnel before leaving area 

* Region 1, Office of Director 84/08/07 Ip 23990 059 


DOCKET 70-2377 DENTSPLY INTERNATIONAL, INC , YORK, PA 


— 6400060371 SER supporting Amend 1 to License SNM-1926 

SERIN1,P L Uranium Fuel Licensing Branch 84/07/97 9pp 
25951 010 


— '0408060375 Grants categorical exclusion from EIA/EI8 re B40607 request 
to receive Sc use Pu-239. dep 1 eted U 6 Th-230 as p tated callbr 
sources 

PAGE. R C Uranium Fuel Licensing Branch 84/07/27 Uranium 
Fuel Licensing Branch ip 25931 019 


8408090230 Forward a NRC B40727 Amend I to License 8NM-1926 & SER in 
support of amend Related correspondence 

VaOLER, □ H Hearing Branch 4 DSB 072 84/08/07 BRENNER. L , 
MORRIS, P A , CGLE.R F Atomic Safety and Licensing Board Panel 
i4pp 25972 152 24 X FI Che 50-352.04/03/07.8406090238 


8400060084 IE Insp Findings L Licensee Ac k dtd 040710 of License 
SNM-1669 Insp findings records of scaled source leak 
tests not properly maintained L NRC-3 form not posted 
MCFADDEN, J Region 1, Office of Director 04/07/18 ip 
25935 206 


DOCKET 70-2671 VALE-NEW HAVEN HOSP , NEW HAVEN, CT 


8400310140 Discusses insp of Licenses GNfl-1734 t* 06-00819-03 on 
840603 4 21 6 forwards notice of violation 

MARTIN. T T Division of engineering J. Technical Programs 84/08/23 
MCINTYRE. D Yale-New Haven Hosp . New Haven. CT 2pp 26322 203 


DOCKET 70-2990 GULF STATES UTILITIES CO . BEAUMONT. TX 


8406S9O336 Forwards request for add 1 info re 040416 application for 
license to store unirradiated fuel onsite Attempt will be 
made to process application by 041201 if info reviewed by 
040924 

BtOINGER, G H Uranium Fuel Licensing Branch 84/00/22 BOOKER, J E 
Gulf States Utilities Co 2pp 26311 300 24X 

Fiche 30-458, 04/08/22.0408290330 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0008 COMMONWEALTH EDISON CQ 


—0408310144 Notice of violation from insp on 840605 4 21 Violation 
noted individual working in restricted areas lecoived whole 
body radiation dose of 1 39 rems during fourth calendar 
quarter of 1903 

» Region I, Office of Director 84/00/22 3pp 26322 203 


8400060429 Informs pf expiration of GA program approval for 
radioactive package on 040630 Application fee & renewal 
request required for continuation of program 

MACDONALD, C E Transportation Certification Branch 84/07/30 
CamAtonuealth Edison Co Ip 25937 334 


DOCKET 70-2838 CINCINNATI GAS h ELECTRIC CO . CINCINNATI. OH 


8408210491 Forwards proprietary IE Safeguards Mail Control 6 
Accountability Insp Rapt 70-2830/84-06 on 040731 No 
noncomp I iance noted Rept withheld <ref 10CFR2 790 £< 73 21 i 
AXElSON.W L Region 3, Office of Director 84/00/16 SCHOTT, J R 
Cincinnati Gas Si Electric Co 2pp 26177 231 


DOCKET 70-2872 RS HOLDINO, INC . CLEVELAND. OH 


0400130100 Ack receipt of encl 840727 itr informing NRC of steps taken 
to correct none omp 1 i anc o noted In IE Insp Ropts 
70-2072/84-01 «, 70-2072/84-02 Encl withheld 
(ref lOCFRa 790) 

AXELSON.W L Region 3. Office of Director 84/00/08 PALKO. 0 
Reuter-Stokes, Inc Ip 26006 334 


DOCKET 71-0011 ARROW TANK ir ENGINEERING CO 


0400000260 Advise* that QA program approval for radioactive packages 
expires on Q40930 Renewal must be requested within 30 dag* 
of expiration If renewal not desirediNRC should be so 
notified 

MACDONALD. C E Transportation Certification Branch 64/08/01 
SOLTIS, L R Arrow Tank 6 Engineering Co Ip 25978 310 


DOCKET 71-0014 ADIRONDACK STEEL CASTING CD 


8408000139 Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of expiration If renewal not desired«NRC should be so 
notified 

MACDONALD, C E Transportation Certification Branch 84/08/01 
HOLLANDER. W D Adirondack Steel Casting Co . Int Ip 25979 105 
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IJCirKET 7 1-00 1 '1 CHlCACa HRID&E I imti CO 


DOCKET 71 0031 BAUCQCK V glLCO^^ CO 


ll*10aOBOl76 Advises that QA program approval for radioactive packages 
orplros OT 1 0'1O93O Rcneu/al must be ret^uosted ujithtn 30 days 
Of expiration If renpiL'al not desired-MRC should be so 
notified 

MACOONALDiC E TranspoTtiit 1 on Certi f I cat 1 on Dratich 04/00/01 
WHUZlCiR U Chicago DriilQe h Iron C<j ip £5970 331 


DDCKCT 71-0016 NOUTHWEGT AtflLlfJEB* INC 


94OBO'0O264 Advises that QA program approval fnr radioactive packages 
orpircs an 040930 RetieiifaJ must be rot\uested uithln 30 days 
of expirati-oA If rencual not desired.NRC shoiiLd be so 
notified 

MACDONALD* C C Transportation C«r 1 1 f ic at von Branch B4/0Q/01 
Hl>BKlNa*W F Northwest Airlines. Int Ip 2597Q 312 


0400310436 Forwards GA program approval for radioactive matl 
p ac-kag e 0016. Rov 3 

MACDDNALD*C E Transportation Certification Branch 04/00/20 
LlQHTraOTjIl H Narthwest Airlines. Inc Ip 26350 140 


--0400310433 QA program approval for radicactlve matl package 0016. Rev 2 
MACOaNALl). C E Transpor tat I on Certification Branch 64/00/28 
Ip 26390 Hi 


DOCKET 71-0020 INTERNATIONAL TESTING LABS 


Q4OQO0O126 Advises that QA program approval for radioactive packages 
eiplreo urt 040730 Renewal must be requested within 30 dat/a 
a# eipiratlon if roiiowal not doairediNRC should be so 
notified 

NACDQNALD. C E Tr ans p or ta 1 1 on Cor t i f i cat 1 on Dranch 04/08/01 

HARANSj t1 P 1 hternationa J Testing Laboratories, Inc ip 
25979 1 16 


DOCKET 71-0023 NEWPORT NEWS INDUSTRIAL CDRP 


D4O0OQO27O Advises that QA program approval for radioactive packages 
aspires on 840930 Renewal must bo requested within 30 days 
•of onpiration If ranewal net desired. NRC should be sq 
■notified 

HACDONALDiC E Transportation Certification Drench 04/OB/Ol 
MORIN. E U Newport Nous Industrial Corp leubs af Newport News 
Bhipboildmgi Ip 23978 309 


DOCKET 71-0020 DORO-WARNER CORf> 


0400000136 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must he requested within 30 days 
of expiration if renewal oot desired. NRC should be so 
no t i f led 

MACDONALD. C C Transportation Certification Dranch 04/08/01 
DOOTHi J H Dorg-Warner Corp Ip 25979 107 


lacKET 71-0032 Panhandle eastern pipe line co 


1400000320 Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
af expiration IP renewal not desired, NRC should be so 
notified 

MACDPNAt-D.C E Transportation Cer ti f i cotl on Branch D4/08/01 
DOMRMAN, K T Panhandle iTastern Pipe Line Co Ip 2597Q 324 


docket 71-0033 IND TC5T LAD SERVICES CORP 


8400000137 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must bo requested within 30 days 
ql expiration If renewal not desired, NRC should be so 
notified 

MACDONALD. C E Transpor tal I on Certification Branch D4/0S/01 
MAMDRAHAN. E Industrial Testing Laboratory Bervlces Corp Ip 
2S979 106 


0400080401 Advjees that QA program approv^al for radioactive packages 
expires on 840930 Reneual must be requested within 30 days 
Qf expiration If renewal not desired. NRC should be so 
notified 

MArOQNALD.C E Tran sp or t a t i on Certification Branch 04/00/01 
LONE, J R Babcock h Nile ox Co ip £3978 070 


DOCKET 71-0036 ITT GRINNELL CORP 


Q4t)aO8O£03 Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of expiration If renewal not desired.NRC should be so 
not i f i ed 

MACDONALD. C E Transportation Certification Branch 04/08/01 
KOWALSKI. d Q ITT Orinnell < 5 ubs nf ITT) Ip 2597B 105 


DOCKET 71-0037 NAVY* DEPT OF 


04OBO8O444 Advices that QA pro-gram approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of expiration I# renewal not desired.NRC should be so 
notified 

HACODNALD.C E Transportation Cer 1 1 f 1 cat i on Branch 04/08/01 
Navy, Dept of Ip 59977 182 


DOCKET 71-0036 CRANE CO 


0408060421 Informs that Oa program approval for radioactive packages 
expired on 040931 Request for renewal & fee required for 
continuation of QA program 

MACDONALD, C E Transportation Certification Branch 04/07/30 
Crane Co Ip 25937 340 


DOCKET 71-0039 WALWORTH CO 


8408030279 Advises that QA program approval for radioactive packages 
expires on Q40930 Renewal must be requested within 30 days 
of expiration If renewal not desired.NRC should be sa 
notified 

MACDONALD. C C Transpor tati on Certification Branch 84/OB/Ol 
SHIELDS, R R Walworth Co (subs of lU International Corp ) Ip 
2597Q 307 


B40B2L0073 Informs that QA program approval for radioactive package no 
longer needed Facility m Greonsburg* PA not operational 
AWTREV, P H Walworth Co (subs of lU International Corp J 
04/00/01 MACDONALD. C £ Transportation Certification Dranch Ip 
26195 351 


DOCKET 71-0044 UNITED AIRLINES, INC 


0400000071 Advises that QA piogram approval for radioactive packages 
expires on B40930 Renewal must be requested within 30 days 
of expiration If renewal not desired.NRC should be so 
notified 

MACDONALD. C E Tr ansportat 1 on Certification Branch 84/00/01 
KASTENS, JW United Airlines, Inc Ip 25901 101 


DOCKET 71-0047 CAPITOL INTERNATIONAL AWY8 , INC 


Q40B08D076 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not desirediNRC should be so 
notlf 1 Dd 

MACDONALD,C E Transp or ta t i on Certification Branch 84/00/01 
SPARKS, E CapltoL International Airways. Inc Ip 23981 097 


DOCKET 71-0031 HARRISON STEEL CASTINGS CO 


0408000447 Advisos that QA program approval for radioactive packages 
expires on B40930 Renewal must be requested within 30 days 
of expiration If nenewal not desired, NRC should be so 
notified 

MACDONALD, C E Transportation Certification Branch 84/09/01 
WILLIAMSON. O Harrison Steel Cast Ip £5977 150 
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DOCKET 71-0055 H R INSPECTION 5EHVKE 


DOCKET 71-0070 GAMMA FIELD RADIOGRAPHIC FACILITV 


&40S0aOi3cI5 Afivtses that GA program approval for ladioactive packages 
expires on 010930 Renewal must be requested within 30 dags 
of expiration If renewal not desirediNRC should be so 
notified 

MACDONALD. C E Transportat i on Certification Branch B4/OG/01 
H R Inspection Service Ip 2597S 323 


0400000132 Advises that OA program approval for radioactive packages 
expires on B40930 Renewal must bo requested within 30 dags 
of expiration If renswal not desired. NRC should be so 
notified 

MACDONALD. C E Transportation Certification Branch 8470B/01 
AQRAflB. C J Gamma Field Radiographic Facilitg Ip 25979 llO 


DOCKET 71-0056 PHILADELPHIA ELECTRIC CO 


8400060433 Informs that QA program approval for radioactive packages 
expired on 840630 Request for renewal t fee required for 
continuation of QA program 

MACDONALD. C E Transportation Certification Uranch 84/07/30 
COONEY, J J Philadelphia Electric Co Ip 25937 324 


SA0B310443 Forwards QA program approval for radioactive matl package 
0070, Rev 2 

MACDONALD. C E Transportation Certification Branch 04/00/20 
AQRAMS. C J Gamma Field Radiographic Facilitg Ip 26350 133 


— 0400310457 QA program approval for radioactive mafcl package 0070, 
Rev 2 

MACDONALD. C E Transportation Certification Branch 04/08/20 
Ip 26350 134 


DOCKET 71-0057 EXXON CO . USA 


0400000001 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal most be requested within 30 dags 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD, C E Transportation Certification Branch 04/00/01 
SWARTZ, J H Exxon Corp Ip 25979 143 


DOCKET 71-0059 GENERAL ELECTRIC CO 


84080B041B Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 dags 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD, C C Transportation Certification Branch 84/00/01 
LADRANCHE.r R General Electric Co ip 25977 337 


DOCKET 71-0061 NAVY, DEPT OF 


0409000411 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 dags 
of expiration If renewal not desirediNRC should be so 
notified 

MACDONALD, C E Transportation Certification Branch 84/08/01 
NavgrDept of, Naval Weapons Station Concord, CA, ip 25976 074 


DOCKET 71-0063 OZARK AIRLINES, INC 


84oaOBOl3S Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 dags 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD, C E Transportation Certification Branch 84/00/01 
YOUNO.fi E Oiark Airlines Ip 25979 109 


DOCKET 71-0074 NUCLEAR WELDING, INC 


8400000065 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not desired, NRC should be so 
notified 

HACODNALD,C E Transportatl on Certification Branch 04/OB/Ol 
HANES, T 8 NWI International (Nuclear Welding, Inc ) ip 
2S901 085 


DOCKET 71-0075 NORFOLK SHIPBUILDING & DRY DOCK CD 


0400080073 Advises that OA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 dags 
of expiration If renewal not desired, NRC should be so 
notified 

HACDDNALD, C E Transportation Certification Branch 84/00/01 
EURE, C H Norfolk Shipbuilding Drgdock Corp Ip 25901 090 


DOCKET 71-0077 MIDSTATE TESTING LABORATORY 


0400080070 Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 dags 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD, C E Transportatl on Certification Branch 84/00/01 

KEILMAN, T J Midstate Testing Laboratory, Inc ip 25981 096 


DOCKET 71-OOaO TRANBWORLD AIRLINES, INC 


0400000036 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 dags 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD, C E Transportation Certification Branch 04/00/01 
80EN£Ni E A Trans World Airlines, Inc Ip 23901 072 


DOCKET 71-0066 CERTIFIED TESTING LABS . INC 


Q4O0O0O143 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must ho requested within 30 dags 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD, C C Transportation Certification Branch 04/00/01 

PULMSTEAD, P T Certified Testing Laboratories, Inc Ip 23979 082 


0400310334 Forwards QA program approval for radioactive matl package 
0066, Rev 2 

MACDONALD, C E Transportation Certification Branch 84/0B/2B 

PLUMBTEAO, R F Certified Testing Laboratories, Int Ip 26330 323 


DOCKET 71-0081 ITT GRINNELL INDUSTRIAL PIPING, INC 


0408000210 Advises that QA program approval for radioactive packages 
expires on B4D930 Renewal must be requested Within 30 dags 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD, C E Transportatl on Certification Branch 84/00/01 
HARRIS, D C ITT Grinnon (subs of ITT) Ip 25970 328 


DOCKET 71-0003 NORTHERN BTATES POWER CO 


0408310350 QA program approval for radioactive matl package 0066, Rev 2 
MACDONALD, C E Transportation Certification Branch 64/08/20 
ip 26350 324 


DOCKET 71-0068 YANKEE ATOMIC ELECTRIC CO 


8408070056 Informs that QA program approval for radioactive packages 
expires on 040731 Request for renewal fee should be 
submitted to provide for continuation of OA program 
MACDONALD, C E Transportation Certification Branch 04/07/30 
HEIDER.L H Yankee Atomic Electric Co Ip 25933 332 


8400130020 Requests addl 5-gr extension of QA program approval for 
radioactive matl packages QA requirements of 10CFR71 will be 
satisfied through NRC approved program Forwards Rev 9 to 
“Operational QA Plan " Fee end 

MU80LF, D Northern States Power Co 04/06/28 MACDONALD, C E 
Transportation Certification Branch 2pp 26011 128 


—0408130021 Rev 9 to "Operational QA Plan *' 

e Northern States Power Co 04/04/12 93pp 26011 130 


— 840B130024 Forwards fee for 040628 request for renewal ef radioactive 
matl transport package QA program, per 040718 request 
MUSDLF, D Northern States Power Co 04/07/24 CABELL, A 3 
License Fee Management Branch Ip 26011 223 
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'■-0^O313OO27 ne<qLjest$ rcriittat^ce far fi40£>2Q requeafe for rioneual of 
radioactive matl transport package OA p ro-graifl. per 
10Cf^Rl70 W/a stated and 

CABELL. A S License Fee ttanagerfient Orarch 94/07/10 MUSOLFi D 
Northern States pQuer Co Ip 2601) 224 


OOCKET 71-0087 NAVY. DEPT OF 


8108090281 Advises that QA program approval for radioactive packages 
expires on 840<980 Reneual nust he requested uithin 30 dags 
of expiration If reTiHuial not deslradiNRC should be so 
notified 

MACDONALD, C E Tr aTisportat t on Certification Drartch 84/08/01 
Navy, Dept of Ip 23970 308 


DOCk^ET 71-0009 MAW, DEPT OF 


8408DB01B3 Advises that QA priogram approval for radioactive packaiges 
expires on 840930 Reneual must be requested uithin 30 dai/s 
of flcpiration If renewal not de3irec{,^NRC should be so 
notified 

MACDONALD, C E Transportation Certification Branch 81/06/01 
Navy. Dept of ip 25970 310 


DDCKET 71-0093 HUNT JNO TON TEST I NO 


8408000063 Advises that QA program approval for radioactive packages 
expires on 040930 Reneuial must tie requested uithin 30 dags 
of expiration If renewal not desired, NRC should be so 
not 1 fled 

MACEQNALD, C E Tratispor tati on Cer t i f icat ion Branch 84/03/01 
YEOrfAN. W Huntington Testing Ip 25981 004 


DOCKET 7I-0D9S LNITED STATES TESTING CD , INC 


8408080079 Advises th4t QA program approval for radioactive packages 
expires on 84D930 Reneual must b-e requested uithin 30 dags 
of expiration If reoeual not desired, NRC should be so 
notified 

MACDONALD, C E Transportation Certification Branch 84/00/01 
YODER»C D United States Testing Co , Inc Ip 25979 149 


DOCKET 71-0099 FOSTER WHEElER ENERGY CORP 


6403000469 Advises that QA program approval for radioactive packages 
expires on 340930 Reneual must be requested uithin 30 dags 
of expiration If reneual not desired, NRC should be so 
■notified 

HACOQNALOpC £ Transp or tat 1 on Certification Branch 84/08/01 
KDl/ACSrO foster Nheeier Corp Ip 25976 065 


DDCKET 71-0100 VENEGAS IND TEST LADS , INC 


'400080325 Advises that QA program approval for radioactive packages 
exptfes on 040930 Ilencual must be requested uithin 30 dags 
if expiration If reneual not desired«NRC should be so 
totif led 

lACDONALD, C E Trartsp or tat i on Certification Dranch S4/OB/01 
'EMEOUS, M Venegas Industrial Testing Laborator i esi Inc Ip 
'5970 199 


:KET 71-0103 TWIN CITY TESTING fc ENOR LAB 


100080320 Advises that QA program approval for radioactive packages 
expires on 840730 Reneual must be requested uithin 30 dags 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD, C E Tran sporta t i on Certification Dranch 04/00/01 

gCHULZEfH T Twin Cltg Testing & Engineering Laboratorgi Inc Ip 
25970 300 


OCKET 71-0104 CHICAGO BRIDGE & IRON CO 


3400080145 Advises that QA program approval for radioactive packages 
expires on 040930 Reneual must be requested uithin 30 dags 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD, C E Transportat i on Certification Dranch 84/00/01 
WEHRUe. R R Chicago Bridge U Iron Co ip 25979 053 


if 


DOCKET 71-0105 UNIVERSAL TESTING LABCjRATOR 1 C& 


0408090163 Advises that QA program approval for radioactive packages 
expires on 040930 Reneual must be lequested withm 30 dags 
of expiration If renewal not desired, NRC should bo so 
notified 

riACDDNALDiC E Transpor ta 1 1 on Ce r 1 1 f i cat i on Branch 84/06/01 
JOHNSON. W R Universal Technical Testing Laboratories . fne ip 
23970 362 


DDCKET 7 J -01 10 BUCKEYE STEEL CASTINGS 


6400080313 Advises that OA program approval for radioactive packages 
expires on 040930 Reneual must be requested within 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

HACDONALG. C E Transportation Certification Branch G4/0B/01 
KRAnER, J F Buckeye 3tcel Castings isubs of Buckeye I nte rnat i ana I } 
Ip 25973 226 


DOCKET 71-0111 MATERIAL TESTING LAB Of VIRGINIA, INC 


8406310431 Advisas that OA program approval for radioactive packages 
expires on 041030 Renewal must be requested within 30 days 
of expiration If renewal not desiFCd.NRC should be so 
notified 

HACDCNALD/C E Trans por ta t ion Certification Dranch 84/06/28 
STEELE, W F Materia] Testing Laboratory of Virginia. Inc ip 
26350 214 


DOCKET 71-0113 NDOTER CARP 


840B0801S6 Advises that OA program approval for radioactive packages 
expires on 040930 Renewal mult be requested within 30 dags 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD, C E Tr ansp ort a I i On Certification Branch 04/00/01 

FRAZIER. DL NooterCorp Ip 25979 009 


DGCKET 71-0119 INGERSOLL-RAND CO 


640BOB0107 Advises that OA program approval for radioactive packages 
axpirefi on 340930 Renewal must be requested within 30 days 
of expiration If reneual not desired. NRC should be so 
notified 

MACDONALDrC E Transporlati on Certification Branch 04/06/01 
MORGANELL^M M I ng er So 1 1 -Ran d Co ip 23979 130 


DDCKCT 71-0120 OANIEI. INTENNAT IQNAL CORP 


0400080122 Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must he requested uithin 30 dags 
of expiration If renewal not desired. NRC should be so 
notified 

MAC DONATED, C E Transportation Car ti f i cati on Dranch 31/00/01 
PREMtTT.R N Daniel International (subs of Fluor Corp ) Ip 
23979 lie 


DDCKET 7i-0l93 HERRON TESTING LABS . INC 


B4'0-aoS02e7 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If reneual not desired, NRC should be so 
nat i Pied 

MACDQNALD, C E Transpor t a 1 1 on Certification Branch B4/06/01 
THIEftET.H T Herron Tes t ! n g Laboratories, Inc Ip 23970 304 


docket 71-0124 HOUSTON INSPECTION LABS , INC 


3406310410 Advises that QA program approval fur radioactive packages 
expires on 841030 Reneual must be requested within 30 daqs 
of expiration If reneual not desired, NRC should be so 
nobl f led 

MACDONALDrC E Transp or t a 1 1 an Certification Branch 84/00/26 
DALLAROi D R Houston Inspection Lab ora tor i e s. I nc ip 26330 217 
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locket 71 -012J) TESTCO, INC 


B40BOaO125 Advises that QA program approval for radioactive packages 
explru-s on QdOT'SO rteneuial must tie rc<luestecf within 30 tfags 
of expiration IP renewal not desired'NRC should be sq 
notified 

MACDOMALDi C E Transportat i on Certification! Branch 84/00/01 
FQLISHEt:. J F? Testco. Inc Ip 25979 117 


DOCKET 71-0137 NATIONAL ANNEALING BOX CO 


S4080BG04S Advises that QA program approval for radioactive packages 
eipirob on 840930 Renewal must be rd-quested uithin 30 days 
of expiration IP renewal not desired^NRC should be so 
notlf i cd 

MAC00NALD»C E Transportation Certification Branch 84/00/01 
FRANTZ- J R National Annealing Box Co Ip 25901 066 


DOCKET 7t-012G AMOCO OIL CO 


S4O0O9O'O-17 Advises that QA program approval for radioactive packages 
expires on 840930 Ronecial must be requested within 30 days 
of expiration If renewal not desired^NRC should be so 
notified 

MACDONALD. C C Transportation Certification Branch 84/08/01 
KUIEBEF?! L P American Q-i 1 Co (subs of Standard Oil Co of 
Indiana) ip 23981 036 


DOCKET 71-0130 CHICAGO BRIDGE l> IRON CO 


8400080015 Advises that QA program approval for radioactive packages 
expires on 840730 Renewal must be requested uiithin 30 days 
of expiration If renewal not desIredrNRC should be so 
notified 

MACDONALDiC C Transportation Certification Branch 04/OB/Ol 
8TULL.D J Chicago Bridge ^ Iron Co Ip 33701 033 


DOCKET 71-0132 ADVANCED RADIATION SERVICE 


0400080113 Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of expiration If renewal not desirod-NRC should be so 
notified 

MACDDNALDiC C Transportation Certification Branch 84/00/01 
KURTZ/ A S Advanced Rad 1 at i on Servl c e, Inc Jp 25979 131 


DOCKET 71-0133 NAVYr DEPT OF 


8408080111 Advises that QA program approval for radioactive packages 
expires an 040930 Renewal must be requested lulthln 30 days 
of expiration If renewal not desired! NRC should be so 
noti f i cd 

MACDONALD/C E Tran s p or i a 1 1 a n Certification Branch 84/00/01 

Navy/ Dept of/ Pearl Harbor Naval Shipyard Ip 25979 132 


DOCKET 71-0134 LADAROE/ INC 


8408080117 Advises that QA program approval for radioactive packages 
explros on 840930 Renewal must be requested uithln 30 days 
of expiration If renewal not desired/NRC should be so 
notified 

MACDONALDiC C Transporta tlon Certification Branch 04/OB/Oi 
DIGGERS/ 8 LaDarge, Inc Ip 25979 120 


docket 71-0137 metals TESTING CD i INC 


O4O808013B Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of expiration If renewal not desired/NRC should be so 
notified 

MACDQNALDjC E Trans p or t a t i on Cer tl f Icat 1 on Branch 84/08/01 

LEINS/ U H Metals Testing Co / Inc Ip 25977 114 


DOCKET 71-0140 WALVTOF^TH CO 


8408080092 Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of expiration If renewal not desirediNRC should be so 
noti f i ed 

MACrCNfALD. C E Transportation Certification Drartch 04/00/01 
NlCHDLS. G Walworth Co (subs of lU International Corp ) Ip 
25779 139 


DOCKET 71-0145 THAYER IMSPECTIDN SERVICE/ INC 


8408090080 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewat not desired/NRC should bo so 
not If i ed 

MACDONALD/ C E Transp orta t ion Certification Dranch 84/08/01 
MOSS./ J C Thayer Inspection Service! Inc Ip 35979 i4D 


DOCKET 71-0148 UNITED ENGINEERS U CGNSTRUCTaRS/ INC 


840B090O95 Advises that OA program approval far radioactive packages 
expires on 840930 Renewal must be requested uiithin 30 days 
of expiration If renewal not desired/NRC should be so 
noti f i ed 

MACDONALD. C E Transportation Certification Branch 84/00/01 
RABEHOLD/ C F United Engineers St Constructors/ Inc (subs of 
Raytheon Co ) Ip 25979 136 


DOCKET 71-0131 HESS OIL VIRGIN ISLANDS CORP 


8400080069 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal n&t desired/NRC should be so 
notified 

MACDONALD/ C E Transportation Cer 1 1 f ication Branch 84/03/01 
COMBB* L D Hess Oil Virgin Islands Corp Ip &59B1 007 


DOCKET 71-0152 VIRGINIA/ COMMONWEALTH OF 


B40B0B0393 Advises that QA program approval for radioactive packages 
expires on 640930 Renewal must be requested within 30 days 
of expiration If renewal not desired/NRC should be so 
notif i ed 

MACDONALD/ C E Transporta t i on Certification Branch 34/00/01 
VIA/W F Virginia/ Commonwealth of/ Ip 29976 302 


DOCKET 71-0154 GENERAL DYNAMICS CORP 


8408080291 Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of expiration If renewal not desirediNRC should be so 
noti f 1 od 

MACDONALD/ C E Transper ta 1 1 on Certification Branch 84/03/01 

ALOARi L B General Dynamics Corp Ip 29970 303 


DOCKET 71-0156 INDUSTRIAL FADRICATINO CD 


0408090058 Advises that QA program approval for radioactive packages 
empires on 840930 Renewal must be requested within 30 days 
of expiration If ranewel not desired/NRC should be so 
not 1 f i ed 

MACDDNALDi C E Transportation Certification Branch 04/00/01 
BOZARTHiW Industrial Tabricatlng Ip 25981.079 


DOCKET 71-0157 FR06HLINO 4t ROBERTSON. INC 


84OBO0OIO1 Ad;vises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of axplrabion If renewal not desired/NRC should be so 
not if i ed 

MACDONALD. C E Tra nspor tat i on Certification Dranch 34/03/01 

BROOVr W R FroehJlng L Robertson. Inc Ip 25979 133 
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DOCKET 71-0159 X-RAV INDUSTRIES. INC 


0408310299 Advises that QA program approval for radioactive packages 
expires on 641030 Reneual musk be requested uiithin 30 daijs 
of expiration If reneuial not desired*NRC should be so 
notified 

MACDONALD. C E Transportation Certification Dratich Q4/'0B/’2a 
8HTPUET, M J X-Ray Industries. Inc ip 26350 235 


DOCKET 71-0161 CURTISS-WfilOMT CORP 


3403080154 Advises that QA program approval for radioactive packages 
expires on 340930 Reneual must be requested uithin 30 dags 
of expiration If reneual not desired. NRC should be so 
notified 

MACDONALD. C E Transportati on Certification Dranch 34/00/01 
JACKSON,C Curtiss - Urigbt Corp ip 25979 010 


DOCKET 71-0162 EBASCO SERVICES. INC 


3408080406 Advises that QA program approval for radioactive packages 
expires on 340930 Renewal must be requested ulthln 30 dags 
Of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD. C E Transportation Certification Branch 34/00/01 
DULLEN« H C Ebasco Services. Inc (subs of Ensercb Corp ) Ip 
29973 0 7 9 


DOCKET 71-0166 NEW YORK TESTINO LAGS* INC 


8408080451 Advises that QA program approval for radioactive packages 
expires on B409G0 Reneual must be requested luitNln 30 dags 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD. C E Transportati on Certification Branch 84/00/01 
HARVEY. 0 J Neu York Testing Laboratories. Inc Ip 25977 14B 


DOCKET 71-0167 FINLAY TESTINO LADORATOR IE8 


3409310207 Advises that QA program approval for radioactive packages 
expires on 641030 Reneual must ba requested ivlthin 30 dags 
of expiration If renewal not desired. NRC should be so 
not if i ed 

MACDONALD.C E Transportati on Certification Branch 04/O0/2B 
FINLAY. 0 W Finlay Testing Laboratories ip 26350 294 


DOCKET 71-0163 QUALITY ASSURANCE LADS 


8 4 08080468 Advises that QA program approval for radioactive packages 
expires on B40930 Reneual must be requested uithin 30 dags 
of expiration If renewal not deslred.NRC should be so 
notified 

MACDONALD. C E Transportation Certification Branch 84/oa/OI 
TRAUTYETTERj C Quality Assurance Uaborator i est Inc ( former Ig 
Jannetti Corp ) Ip 25976 067 


ICKGT 71-0169 FLORIDA POWER tr LIGHT CG 


106070010 Informs of expiration of QA program approval for radioactive 
pacireges on 840631 Application fee & reneual req.uest 
required 30 dags prior to expiration 

MACDONALD. C E Transportation Certi f ication Branch 84/07/30 
WETHY. C W Florida Power V Light Co ip 25936 807 


1408310455 Forwards QA program approval for radioactive matl package 
0169iRev 2 

HACDQNALD. C E Transportation Certification Branch 34/08/2B 
WILLIAMS.J W Florida Pouer Ic Light Co Ip 863SD 124 


-6403310456 QA program approval for radioactive matl package Oi69«Rev 2 
MACDONALDrC E Transportation Certification Branch 64/00/26 
ip 26390 129 


DOCKET 71-0171 industrial INSPECTION INDUSTRIES 


04O8OBO267 Advises that QA program, approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of expiration If renewal not deslrediNRC should be so 
notl fled 

MACDONALDiC E Transportation Certification Dranch 04/00/01 
HQPKINSj S M Industrial Inspection Industries. Inc ip 25976 311 


DOCKET 7i -0172 EMPIRE STEEL CASTINGS. INC 


0408310293 Advises that QA program approval for radioactive packages 
expires on B4103O Reneual must be requested within 30 days 
of expiration if renewal not desired. NRC should be so 
notified 

MACDONALD. C C Trans por ta 1 1 on Certification Branch 04/08/23 
GAUMER. G R Empire Steel Castings. Inc Ip 26350 293 


DOCKET 71-0174 SOUTHERN CALIFORNIA EDISON CO 


B4OB070064 Advises that request for renewal of QA pi ogrom should be 
submitted 30 dags prior *-t» 040031 expiration date 
MACDONALD.C E Transportation Certification Branch 84/07/30 
BRIDENDECKER. R Southern California Edison Co Ip 25955 322 


DOCKET 71-0175 QC SERVICES. INC 


6406000465 Advises that QA program approval for radioactive packages 
expires on 040930 Reneual must be requested within 30 dags 
of expiration If renewal not desired. NRC should be so 
notl fled 

MACDONALD.C £ Transportation Certification Dranch 04/08/01 
FILL. K 8 QC Services. Inc ip 25976 066 


DOCKET 71-0101 CONSOLIDATED X-RAY SERVICE CORP 


B4080B0274 Advises that QA program approval for radioactive packages 
axpiroa on 040930 Renewal must be requested within 30 dags 
□f axplration If renewal not desired. NRC should be so 
notified 

MACDGNALD.C £ Transportation Certification Dranch 04/05/01 
CULLINOTON. R F Consolidated X-Rag Service Corp Ip 25970 308 


DOCKET 71-0103 GAMMA SONICS EX LADS 


0406030231 Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 dags 
of expiration If renewal not dosirediNRC should be so 
noti fled 

MACDONALD.C E Transportation Certification Dranch 04/08/01 
SANDERS. HA Gamma Sonlcs Examination Laborator ics. Inc Ip 
25970 321 


DOCKET 71-0184 PULLMAN POWER PRODUCTS 


0400130278 Requests that previouslg Commission approved QA programj 
which satisfies applicable criteria of lOCFRSO.App D. be 
accepted for continuous use 

BAIR. A Pullman. Inc 04/07/10 Office of Nuclear Material 
Safetg & Safeguards. Dir ec tor 2pp 26040 33B 


— 0400130283 Remits renewal fee for Rev 0 to QA program. per 040720 Itr 
BAIR. A Pullman. Inc 04/07/26 JACKSON. G License Fee 
Management Branch Ip 26040 339 


— 3400130292 Requests remittance of fee for 840710 application for 
renewal of QA program Revised 10CFR170 end W/o enc I 
JACKSQN.Q License Fee Management Branch 04/07/20 DAIR. A 
Pullman. Inc Ip 26040 340 


DOCKET 71-0J86 HIGH STEEL STRUCTURES. INC 


Q4O031O444 Advises that QA program approval for radioactive packages 
expires on 841030 Reneual must be requested within 30 dags 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD.C E Transportation Certification Dranch 04/08/23 
KRESS. C R High Steel Structures. Inc Ip 26350 132 


DOCKET 71-0180 MAYNARD STEEL CASTING CO 


640QOB0247 Advises that QA program approval for radioactive packages 
expires oo 840930 Renewal must be requested within 30 dags 
of expiration If renewal not desired. NRC should be so 
notified 

MACDDNALD.C E Transportation Certification Branch 84/00/01 
FAIST.C A Maynard Electric Steel Ip 85970 317 
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DOCKET 71-0193 TOLEDO EDISON CD 


8408070151 Informs of oxpirdtion of QA program appi ovol for radioactive 
packages on 840881 Application fee ^ reneuial request 
required 30 days prior to eipiration 

MACDQNALD>C E Transpor^'at 1 on Certification Branch 84/07/30 
MURRAY* T Toledo Edison Co Ip 25957 1 19 


DDCKEr 71-0202 PACIFIC GaS L ELECTRIC CO 


8408010036 Notifies of util intent to apply previously approved 
corporate QA program to ♦ranspor tat 1 on activities at Diablo 
Cany onr Unit 1 

SCHUVLERi J 0 Pacific Gas fc Electric Co 04/07/05 OAVlSi J G 
Office of Nuclear Material Safety Safeguard a* Direc tor 2pp 
25B73 361 


DOCKET 71-0205 QUALITY TESTING, INC 


B4080802SQ Advises that QA program approval for radioactive packages 
expires on 040930 Roneiual must be requested uilthin 30 days 
of expiration If reneuial not dcsiredfNRC should be so 
notified 

MACDONALD, C E Transportation Certification Qranch 84/00/01 
BECKER, C A Quality Testing, Inc Ip 25970314 


DOCKET 71-0207 CONNECT JCUl YANKEE ATOMIC POWER CO 


0400060376 Informs that QA Insp program for radioactive packages 
expires on 840831 To continue QA program to be applied to 
packaging 6 transportation oc tiv 1 1 i es, reneuial request should 
bo made at least 30 days prior to expiration date 
MACDONALD, C £ Transportation Certification Branch 04/07/30 
GRAVES, R H Connecticut Yankee Atomic Power Co Ip 23951 233 


DOCKET 71-0208 NORTHEAST NUCLEAR ENERGY CP 


840B08009B Informs of expiration of QA program approval #or radioactive 
packages on 040031 Application fee & renewal request 
required within 30 days prior to expiration 

MACDONALD, C E Transportation Certification Branch 04/07/30 
CHEATHAM, A G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) ip 23979 134 


DOCKET 71-0211 BOSTON EDISON CO 


0400070159 Informs that QA program approval for radioactive packages 
expired 040331 Renewal of QA progrann recommended in order 
to provide for continuation of program to be applied to 
packaging t transportation activities Fee required 
MACDONALD, C E Transportation Certification Branch 04/07/30 
MACHDN, R Boston Edison Co ip 25937 117 


DOCKET 71-0212 GENERAL ELECTRIC CO 


6400000233 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not desired, NRC should bo so 
notified 

MACDONALD, C C Transportation Certification Branch 84/00/01 
ENGEL. J D General Cloctric Co Ip 23970 313 


DOCKET 71-0213 INTERMOUNTAIN TESTING CO 


0408000263 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not deslrod.NRC should be so 
notified 

MACDONALD, C E Transportation Cor 1 1 f Icafcion Branch 04/08/01 
CHANDLER, J W Intermountai n Technol og i bs, Inc Ip 23970 313 


DOCKET 71-0214 GAS RENTALS* INC 


B40B0BO460 Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must bo requested within 30 days 
of expiration If renewal not desired.NRC should bo so 
notified 

MACDONALD, C E Transportation Certification Branch 04/08/01 
LUDWIG, T Qas Rentals (p 2S976 068 


DOCKET 71-0215 SPACE SCIENCE SERVICES, INC 


8400300103 Advises that QA program appraval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not desired, NRC should be so 
notified 

MACDQNALD.C E Transpnrtatl on Certification Branch B4/0B/O1 
GEIGER, D A Space Science Services, Inc Ip 25979 £32 


DOCKET 71-0216 NUCLEAR ENERGY SERVICEB, INC 


0408030432 Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALDtC E Transportation Car t i f i cat ion Branch 04/08/01 
OAMOLE* 0 C Nuclear Energy Services, Inc Ip 25977 147 


8408310449 Forwards QA program approval for radioactive matl package 
0216. Rev 2 

MACDONALD, C E Transportation Cer tl f Icat ion Branch 04/08/20 
SLACK, R J Nuclear Energy Services, Inc ip 26350 129 


— 6400310453 QA program approval for radioactive matl package 0216, Rev 2 
MACDONALD, C E Transportation Certification Branch 04/00/20 
Ip 26350 130 


DOCKET 71-0217 PULLMAN, INC 


8408080006 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD, C E Transporta ti on Certl f i cation Branch G4/0B/01 
TURNER, J E Pullman. Inc Ip 25979 141 


DOCKET 71-0218 CUMBERLAND DRIDOE CO 


0400060439 Advises that GA program approval for radioactive packagas 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not desired, NRC Should be so 
not i f lod 

MACDONALD, C E Transportation Certification Branch 04/00/01 
HARRIS, W r Cumberland Bridge Co ip 25976 069 


DOCKET 71-0219 TEREX CORP 


04O6OBO47O Advisee that OA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not desired, NRC should be so 
noti f i ed 

MACDONALD, C E Transportation Certification Branch 04/00/01 
HEINTZELHAN. K TEREX Corp Ip 25976 063 


DOCKET 71-0220 GENERAL DYNAMICS CDRP 


B4O0O0O46B Advises that QA program approval for radioactive packages 
expires on G40930 Renewal must be requested within 30 days 
of expiration If renewal not desired, NRC should be so- 
notl f 1 ed 

MACDGNALD, C E Transportation Certification Branch 04/00/01 
SURPRENANTjR H General Dynamics Corp ip 25976 064 


DOCKET 71-0221 ALUIB-CHALMER8 CDRP 


0408070500 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 3D days 
of expiration If renewal not desired, NRC should be so 
notlf i ed 

MACDONALD, C E Transportation Certification Branch 84/00/01 
NAYLOR, C A A1 lls-Chalmers Corp ip 25956 255 


DOCKET 71-0222 8T LOUIS TESTING LABDRATORIEB, INC 


0408070504 Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD^C E Transportation Certification Branch 84/00/Dl 
TRONBRtDOE.C D St Louis Testing Laboratorle si Inc, Ip 
25956 237 
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DOC^^ET 71-0223 BENJAMIN F SHAW CO 


a40aoa0074 that QA program approval for radioactive packages 

expires an SAO^BO Renewal must be rotiuested uithin 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALDjC E Transportation Certification Branch 84/OB/Ol 
SMEAL.L P Benjamin F Shaw Co (subs of Blount. Inc > ip 
25901 099 


DOCHET 71-0224 GUYON POWER 8« PROCESS PIPING 


0408070507 Advises that OA program approval for radioactive packages 
expires on B4O930 Renewal must be requested within 30 days 
of expiration If renewal not desired.HRC should be so 
notified 

MACDONALD. C E Transportation Certification Branch SA/OB/Ol 
DUROHDFFER. U M Guy on Alloys. Inc Ip 25956 239 


DOCKET 71-0225 NAVY. DEPT OF 


0400070303 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If Tenewal not deslred.NRC should be so 
notified 

MACDONALD. C E Transportation Certification Branch 64/08/01 
Navy. Dept of, Naval Research Laboratory Ip 25956 230 


DOCKET 71-0229 WORD INDUSTRIES PIPE FABRICATING. INC 


8400000446 Advises that OA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not desired, NRC should be so 
not 1 fled 

MACDONALD. C E Transportation Certification Branch 84/08/01 
ROBBINS. R W Word Industries Pipe Fabricating, Inc Ip 23977 15J 


DOCKET 71-0232 LAKEHEAD TESTING LAD . INC 


6408000072 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If reneual not deslred.NRC should be so 
notified 

MACDONALD. C E Transportation Certification Branch 84/00/01 
WIRTZ.O L Lakehead Testing Laboratory. Inc Ip 25981 100 


PDCKEF 71-0233 O'NEILL TANK CO . INC 


0400000106 Advises that OA program approval for radioactive packages 
expires nn 640930 Renewal must be requested within 30 days 
of expiration If renewal not desirediNRC should be so 
notified 

MACDONALDjC E Transportation Certi f 1 cat ion Branch 04/00/01 
ADAMS. K O'Neill Tank Co . Inc Ip 25979 1 31 


DOCKET 71-0234 X-RAY. INC 


B4OBOBOO05 Advises that OA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not desired, NRC should he so 
notified 

MACDONALD. C E Transp ortati on Certi ficatlon Branch B4/08/01 
CONNELiL 0 X-Ray, Inc Ip 25979 £42 


DOCKET 71-0237 COLUMBIA GAS TRANSMISSION CORP 


B4O8O0D3;b Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of expiration If renewal not desirediNRC should be so 
notified 

HACDQNALDiC E Transp or tati on Certification Branch 84/OQ/Ol 
WHTTE. D C Columbia Gas Transmission Corp isubs of Columbia Oas 
Sys, Inc > Ip 29970 0Q9 


DOCKET 71-0240 POWER AUTHORITY OF STATE OF NLW YORK 


B40B150I4^ Foiwaids payment for renewal or OA program approval for 
radioactive matl packages 

BAYNE, J P Power Authority or the State of New York a4/0//24 
mCDONALD.C C Transportation Cer t l f icat ion Branch 3pp 
26104 195 


B40620aOB6 Forwards QA program approval foi radioactive matl packagu 
0240. Rev 2 

MACDONALD. C E Transportation Certification Branch 84/00/13 
BAYNE J P Power Authority of the State of New York Ip 
26142 335 


— 8409200090 QA program approval for radioactive matl package 0240. Hsv 5 
MACDONALD. C E Trans p oi ta 1 1 un Certification Branch 04/08/13 
Ip 26142 336 


DOCKET 71-0242 LAW ENGINEERING TESTING CO 


840BD903Q1 Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 dags 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD.C E Tranaportat i on Certification Branch 84/00/01 
ERWIN, R O Law Engineering Testing Ca Ip 25978 OB7 


DOCKET 71-0245 NAVY, DEPT OF 


8406310413 Advises that QA program approval for radioactive packages 
expires on 841030 Renewal must be requested within 30 days 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD, C E Transportation Certification Branch 84/O0/2D 
Navy. Dept of ip 26390 221 


DDCKET 71-0247 IRT CORP 


640Q0BO424 Advises that OA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD.C E Transportation Certification Branch 84/09/01 
CROSDIE, K L IRT Corp ip 25977 191 


DOCKET 71-0293 TWIN PORTS TESTING. INC 


0408090379 Advises that OA program approval for radioactive packages 
expires on 640930 Renewal must be requested within 30 days 
of expiration If renewal not deslred.NRC should be so 
notified 

MACDONALD.C E Transportation Certification Branch 84/08/01 
MCK6CVER.R D Twin Porta Testing. Inc Ip 25970 000 


DOCKET 71-0234 GENERAL ELECTRIC CO 


8408310407 Advises that QA proram approval for radioactive package* 
expires on 841030 Reneual must be requested within 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD.C E Transportation Certification Branch 84/00/28 
VAUGMAN, C M General Electric Co ip 26352 044 


DOCKET 71-0256 OMAHA PUBLIC POWER DISTRICT 


8400190136 Requests renewal for QA program approval for radioactive 
matl packages Fee end 

ANDREWS. R L Omaha Public Power District 84/07/13 MAC DDNAl D. C F 
Transportati on Certification Branch ?pp 26104 247 


DOCKET 71-0257 INDUSTRIAL LADS. INC 


6408000479 Advises that QA program approval for radioactive package* 
expires on 840930 Reneual must be requested within 30 days 
of expiration IF renewal not deslred.NRC should be so 
nuti f ied 

MACDQNALD.C E Transpor tati on Certi Flcat t on Branch 84/00/01 
WELLS. 8 R Industrial Laboratories. Inc ip 25976 061 
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DOuHET /J-02fal NAVV. DEPT OF 


Q<;0g3l0403 Advises that QA program approval for ladiodt-tive 'packages 
expires on B4iO30 Renewal must be req,i-/ested within 30 dags 
of expiration If renewal not desired NRC should be so 
notified 

HACDDNALD, C C Transportation Certification Blanch 04/08/28 
Navy' Dept of Ip 263 50 277 


□aCKET 71-0268 NAVV* DEPT OF 


SAOBBlOSk?^ Advises that QA program approval for radioactive packages 
expires on 841030 Renewal must be requested within 30 dags 
of expiration If renewal not desired'NRC should be so 
notified 

MACDONALD. r E Tr an sp or 1 1 on Certification Branch 84/08/20 
Navy' Dept of Ip 26350 291 


DOCKET 71-0269 LEHIGH TESTING LAODR ATOR I ES, INC 


B4O031O399 Advises that QA program approval for radioactive packages 
expires on B4I030 Renewal must be requested within 30 days 
of expiration If renewal not desired>NRC should be so 

notified 

MACDONALD. C E Transportation Cer t i f i cat 1 on Branch 84/08/28 
RECCHIA. R Lehigh Testing Lab ora tor i es. I nc Ip 26350 270 


DOCKET 71-0270 FACTORY MUTUAL ENGINEERING CGRP 


S4O0O9O31O Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 dags 
of expiration If renewal not deslred.NRC should be so 
notified 

MACDONALD. C E Transportati on Certification Branch 84/00/01 

RICHARDS' C A Factory Mutual Engineering Corp Ip 2597G 227 


DOCKET 71-0272 CRANE CO 


S4O8O0O127 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must he requested within 30 days 
of expiration If renewal not desired/NRC should be sP 
not I fled 

MACDONALD'C E Transportation Certification Branch 84/00/01 
ESTERT. 0 N Crane Co Ip 25979 U5- 


DOCKET 71-0274 NAVY. OEHT QF 


Q4OB3iO307 Advises that QA program approval for radioactive packages 
expires on 841030 Renewal must be requested within 30 days 
of expiration If renewal not desirediNRC should be so 
notified 

MACDONALD. C E Transportation Certification Branch 04/00/28 
Navg. Dept of Ip 263S0 274 


DOCKET 71-0275 DUQUESNE LIGHT CO 


SI4DQ060336 Informs that QA insp program for radioactive packages 
expires on B40S31 To continue QA program to be applied to 
packaging »' transportation ac t ivi ti es* renewal request should 
be made at least 30 days prior to expiration date 
MACDONALD' C C Transportation Certification Branch 84/07/30 
KQSMALf J A Duquesne Light Co Ip 25937 360 


DOCKET 71-0276 NAVY, DEPT OF 


8400310382 Advises that QA program approval for radioactive packages 
expires on 841030 Renewal must be requested within 30 days 
of expiration If renewal not desirediNRC should be so 
notified 

MACDONALD' C E Transportation Certification Branch 04/00/20 
Navy I Dept of Ip 26350 273 


DDCKer 71-0279 UNIVERSAL TESTING* INC 


04O0O9OO3B Advises that QA program appr oval for radioactive packages 
expires on B40930 Renewal must be requested within 30 days 
of expiration If renewal not desired. NRC should b« so 
notified 

MACDONALD'C E Transp or ta t i on Certification Branch 84/00/01 
MULUlKiNiM 8 United Timber Corp Ip 25971 292 


DOCKET 71-0280 ABCO PERFORATORS^ INC 


0400310377 Advises that QA program approval for radioactive packages 
expires on 041030 Renewal must be r-cquested within 30 days 
of expiration IP renewal not desired. nRC should be so 
notified 

MACDONALD. C E Transportation Certification Branch B4/0B/2B 
COOK. C L Abco Perforators. Inc Ip 26350 271 


DOCKET 71-0281 DELTA AIRLINES. INC 


8400090474 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not desired.NRC should be so 
notified 

MACDONALD'C E Transportation Certification Branch 04/08/01 
EDWARDS* A D Delta Air Lines* Inc tp 2S976 062 


DOCKET 71-0282 WKM WELI HCAD 5YSTEC18. INC 


8400310369 Advises that QA program approval far r a d i oac t i ve packages 
expires on 841030 Renewal must be requested within 30 days 
of expiration If renewal not desired«NRC should be so 
notified 

MACDGNALDiC E Transportation Certification Branch 04/08/20 
CANNON* E WKM Wellhead Bystems* Inc Ip 26390 353 


DDCKer 71-0203 MCMANUS INSPECTION SERVICE 


0400080060 Advises that OA pregram approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not desirediNRC should be so 
no tl fled 

MACDGNALDiC E Transpor ta t i on Certification Dranch 04/03/01 
MCMANUS. G McManus Inspection Service ip 2590] 0Q2 


DOCKET 71-0284 OLTRASONIC SPECIALISTS. INC 


0408050234 Advises that OA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

MACOGNALD.C E Transpor tati on Certification Dranch 04/OB/Ol 
SOUTHERSiL Ultrasonic Spociallstsi Inc Ip 25970350 


DOCKET 71-0285 BELL GEOPHYSICS 


0400310340 Advises that OA program approval for radioactive packages 
expiroe on 041030 Renewal must be requested within 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD'C E Transportation Cer tl f J t atl on Dranch 04/08/20 
DELLiJ A Dell Geophysics Ip 26350 340 


DOCKET 71-0206 DPO INSTRUMENTS. INC 


8400310364 Advises that QA program approval for radioactive packages 
expires on 041030 Renewal must be requested within 30 days 
of expiration If renewal not desirediNRC should bo so 
notified 

MACDONALD'C E Transportation Certification Dranch 04/00/20 
GRACGiJ G BPB Instruments, Inc. Ip 26350 355 


DOCKET 71-0287 CARBON NON-DESTRUCTIVE TESTING 


8400310397 Advises that QA program approval for radioactive packages 
expires on 841030 Renewal must be requested within 30 days 
□ f expiration if renewal not desirediNRC should be so 
no t i f i^4 

MACDONALDiC E Transportation Certification Branch 84/00/28 
MCVAUGHi R W Carsnn Non Destructive Testing Ip 26350 354 


DOCKET 71 '0280 NORTH DAKOTA. STATE DF 


640031035^ Advises that QA program approval for radioactive packages 
expires on 841030 Renewal must be requested within 30 days 
of expiration If renewal not desirediNRC should bo so 
notified 

MACPONALD.C E Transportation Certification Branch 04/00/20 
DURKEiP A North Dakota, State of Ip 26350 349 
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docket 71-0289 TERR^DATa GEOPMVBICAU, INC 


8408310356 A(lviss& that QA program approval for radioactive pacVagcs 
expires on 841030 Reneual must be requested uiithin 30 days 
Qf explratton If reneual nof desired/NRC should be 50 
notified 

MACDONALD. C E Transportation Certification Branch 04/00/28 
MCBRIDE. G E Terradata Oeophgsical, Inc Ip 26350 279 


DOCKET 71-0290 UNITED TESTING SERVICES. INC 


8408310330 Advise* that QA program approval for radioactive packages 
expires on 841030 Reneual must be req.tiestcd uithln 30 days 
Of expiration If reneuiai not desired. NRC should be so 
notified 

MACDONALD. C E Transportation Certification Branch 84/00/28 
JUNEAU. V United Testing Services, Inc Ip 26350 307 


DOCKET 71-0291 DJ INSPECTION SERVICES. INC 


DOCKET 71-0290 STEEL TANK CONSTRUCTION CO 


0408000044 Advises that OA pi ogram approval for radioactive package*, 
expires on B4o930 Reneual must be req^ucated uithin 3o days 
of expiration if renewal not desired. NRC should be so 
notified 

MACDONALD. C C Transportat i on Certification Branch 04/00/01 
PADGETT. G Steel Tank Construction Co Ip 2590J 065 


DOCKET 71-0299 QUAUITV CONfROL SERVICES 


0408310371 Advises that QA pi ogram approval for radioactive packages 
expires on 84i030 Reneyal must be requested within 30 days 
of expiration If renewal not desiped.NRC should be sp 
not 1 fled 

MACDONALD. C E Transportation Certification Branch 84/08/20 
8ACKSC J OC Services. Inc Ip 26350 262 


DDCKET 71-0300 INDEPENDENI TESTING LADORATORIEB 


6408310346 Advises that OA program approval for radioactive packages 
expires on 041030 Retieual must be requested within 30 ctays 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD. C E Transportation Certification Branch Q4/08/2S 
JOHNSOM. M Du Inspection Services. Inc Ip 26350 308 


DOCKET 71-0292 INDUSTRIAL GAMMA INSPECTION 


9408080215 Advises that QA program approval for radioactive packages 
expires on B4093D Reneual must be requested within 30 days 
of expiration If renewal not desixed.NRC should be so 
notified 

MACDONALD.C E Transportation Cei ti f ication Branch 04/08/01 
ShITHi8 Industrial Ganna Inspection Ip 2597B 327 


DOCKET 71-0293 BRAND X PERFORATORS. INC 


8409310278 Advises that QA program approval for radioactive packages 
expires on 841030 Renewal must be requested within 30 dags 
of expiration if renewal not desired. NRC should be so 
notified 

MACDONALD.C E Transportation Cer t i f icat i on Branch 84/00/20 
MEADOWS. W Brand X Perforators io 26350 272 


8400000040 Advises that QA program approval for radioactive packages 
expires on B40930 Renewal must be requested within 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD.C E Transportation Certification Branch 84/00/01 
SWAIN.H E Independent Testing Laboratories ip 25901 064 


DDCKET 71-0301 CTL ENGINEERING. INC 


B40B310366 Advises that QA program approval for radioactive packages 
expires on 041O3<} Renewal must bo requested within 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD.C E Transportation Certification Branch 84/00/20 
CROWLEY. J L CTL Engineers, Inc tp 263S0 263 


DOCKET 71-0302 ASSOCIATED PIPING & ENGINEERING CORP 


0408000457 Advises that QA program approval for radioactive packages 
expires on B40930 Renewal must be requested within 30 days 
of expiration If renewal hot desired. NRC should be so 
notified 

MACDONALD.C C Transportation Certification Branch 84/00/01. 
JDNEB.K C Associated Piping Engineering Corp (subs of Johnson 
Controls. Inc ) Ip 25976 070 


DOCKET 71-0294 APPLIED ENGINEERING CQ 


0408000094 Advises that QA program approval for radkoactive packages 
expires on 840930 Renewal must be requested within 30 days 
Df expiration if renewal nafc desired. NRC should be so 
notified 

HACDQNALDrC E Transportation Certification Branch 04/08/01 
GOODWIN. J Applied Engineering Co ip 25979 137 


IQCKET 7t-0295 ACUREX CORP 


DOCKET 71-0303 MEMPHIS TESTING SERVICES, INC 


0400310391 Advises that QA program approval for radioactive packages 
expires on 841030 Renewal must be requested within 30 dags 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD. C C Transportation Certification Branch 04/08/20 
REID.R E Memphis Testing Services. Inc ip 26330 356 


DOCKET 71-0304 TELE0YN6 DROWN ENGINEERING CO 


2400310263 Advises that QA program approval for radioactive packages 
expires on B41030 Renewal must be requested within 30 days 
of expiration If renewal not deslred.NRC should be so 
notified 

MACDONALD.C E Transportation Certification Branch B4/O0/20 
FENTON, N J Acurex Corp Ip 26350 206 


0400060000 Advises that QA program approval for radioactive pachagss 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD.C E Transportation Certification Bianch 04/00/01 
MEYER. W A Teledyne Broun Engineering Ip 25979 144 


DOCKET 71-0296 TGMA ELECTRIC LIGHT i« POWER CO 


DOCKET 71-0305 AMERICAN X-RAY 8. INSPECTION. INC 


0400060374 Informs that QA insp program for radioactive packages 
expired on 840630 To continue QA program to be applied to 
packaging t transportation acttvl ties, renewal request should 
be made 8. fee paid 30 days prior to expiration 
MACDONALD.C E Transportation Certification Branch 04/07/30 
YOUNG. K Iowa Electric Light S< Power Co Ip 25951 236 


0400000057 Advises that QA program approval for radioactivn package* 
expires on 040930 Renewal must be requested Within 30 days 
of expiration, IP renewal not desired, NRC should be so 
notified 

MACDONALD.C C Transportation Certification Branch 04/08/01 
GRASHAWr T D American X-Ray t< Inspection Ip 25901 070 


DOCKET 71-0297 £ LEWIS COOK (< ASSOCIATES 


8406310300 Advises that QA program approval for radioactive packages 
expires on 841030 Renewal must be requested within 30 days 
of expiration if renewal not desired. NRC should be so 
notified 
MACDONALD.C E 
K W 


Transportation Certification Branch 94/08/20 
E Lewis Cook & Associates Ip 2-6350 299 
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DOCKET 71 “0306 SNYDER DRILLING WELL SERV 


0408080066 Advises that QA program approval for radioacti/e packages 
etpires on 840930 Reneual must be i egwestod luithin 30 days 
of expiration If reneiiial not desired. NRC should be so 
notified 

MACDaNALD. C E Transp or ♦'a t » on Certification Branch 94/00/01 
SNYDER. H L Snyder Drill ing-Weil Servicing Ip 25981 006 


DOCKET 71-0307 TEXAS PIPE BENDING CO OF PUERTO RICO 


8400000062 Advises that QA program approval for radioactive packages 
expires on 040930 Rcneual must be requested within 30 days 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD Transportation Certification Branch 04/06/01 
WARRENi M C Texas Pipe Bending Co Ip 25901 003 


DOCKET 71-0310 DUCVfiUS-ERlE CO 


0400000229 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD. C E Transportation Certification Branch 04/08/01 
MERTZ. J M Ducyru5~Erie Co Ip 25970 332 


DOCKET 71-0311 LOGWElL, INC 


8400310380 Advises that QA program approval for radioactive packages 
expires on 041030 Renewal must be requested within 30 days 
of expiration If renewal not desired. NRC should bo so 
notified 

MACDONALD. C E Transportatl on Certification Branch 84/00/28 
DAILEY. FG LogweU Ip 26352 042 


DOCKET 71-0312 METALFORMS, INC 


0400310384 Advises that QA program approval for radioactive packages 
expires on 041030 Renewal must be requested within 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD. C E Transportation Certification Branch 84/00/20 
DENNETTrC Metalforms. Inc Ip 26352 045 


DOCKET 71-0313 PRECISION INSPECTION, LTD 


8408310300 Advises that QA program approval for radioactive packages 
expires on 641030 Renewal must be requested within 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD. C E Transportation Certification Branch 04/00/26 
SINK.J E Precision Inspec tlon. Ltd Ip 26352 046 


DOCKET 71-0314 SMITH-EMERY CO 


8408000102 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALDiC E Transportation Certification Branch 04/00/01 
DUNHAM. M a Smith-Emery Co Ip 25970 341 


DOCKET 71-0317 HUDSON PRODUCTS CORP 


0408310375 Advises that QA program approval for radioactive packages 
expires on 641030 Renewal must be requested within 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD. C E Trans p or ta 1 1 on Certification Branch 04/08/20 

BENEFIELD. W E Hudson Products Corp ip 26352 047 


DOCKET 71-0310 MARATHON OIL CO 


0408310372 Advises that QA program approval for radioactive packages 
expires on 641O30 Renewal must be requested within 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD. C E Transportation Certification Branch 04/00/28 
BARRE. G H Marathon Oil Co ip 26352 043 


DOCKET 71-0319 GENERAL TESTING INSPECTION CO 


8408080169 Advises that QA program approval for radioactive packages 
expires on 040930 Renewal must be requested within 30 days 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD C E Transportatl on Certification Branch 64/08/01 
KRUEGEL R E General Test i> Inspection Ip 25970 352 


DOCKET 71-0320 P I TTSflUROH-DES MOINES STEEL CO 


B40B0B04S0 Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of expiration If renewal not desired. NRC should be so 
notified 

MACDONALD. C E Transportat 1 on Certification Branch B4/O0/O1 
STIGER.M H Pittsburgh-Des Molnos Corp Ip 25977 149 


DOCKET 71-0322 BABCOCK WILCOX CD 


8408000097 Advises that QA program approval for radioactive packages 
expires on 640930 Renewal must be requested within 30 days 
of expiration If renewal not desired. NRC should be so 
not i f iod 

MACDONALD. C E Transportatl on Certification Branch 84/08/01 
LAWRENCE.M Babcock tt Wilcox Co Ip 25979 135 


DOCKET 71-0325 CONSUMERS POWER CO 


0408060327 Informs that QA insp program for radioactive packages 
expires on 040831 To continue QA program to be applied to 
packaging L transportation activl ties. renewal request 
should be made at least 30 days prior to expiration date 
MACDONALD.C E Transportation Certification Branch 64/07/30 
NEAL. T P Consumers Power Co tp 25937 359 


DOCKET 71-0326 INDUSTRIAL NDT SER DIVISION 


8400000093 Advises that QA program approval for radioactive packages 
expires on 840930 Renewal must be requested within 30 days 
of expiration If renewal not desired, NRC should be so 
notified 

MACDONALD.C E Transportation Certification Branch 04/00/01 
THOMPSON. J M Industrial NDT Co ip 25979 138 


DOCKET 71-0327 PORTLAND GENERAL ELECTRIC CO 


B40B06032B Informs that QA insp program for radioactive packages 
expires on B40B31 To continue QA program to be applied to 
packaging transportation ac tivl tiesr renewal request should 
be made at least 30 days prior to expiration date 
MACDONALD.C E Transportation Certification Branch B4/07/30 
NEAL. T P Portland General Electric Co Ip 25937 358 


DOCKET 71-0320 PUBLIC SERVICE ELECTRIC U GAS CD 


8408060370 Informs that QA insp program for radioactive packages 
expires on B4083i To continue QA program to be applied to 
packaging 6 transportation activl ties, renewal request should 
be made at least 30 days prior to expiration date 
MACDONALD.C £ Transportation Certification Branch 84/07/30 
MIDURA.H U Public Service Electric & Gas Co of New Jersey Ip 
25951 237 


DOCKET 71-0329 HOWMET TURBINE COMPONENTB CDRP 


0400310297 Advises that QA program approval for redloactive packages 
expires on 641030 Rsnewal must be requested within 30 days 
of expiration If renewal not deiired.NRC should be go 
notified 

MACDONALD.C E Transportation Certification Branch 64/08/28 
BRANDBETTERi C Koumet Turb Ine Components Corp (subs Pechiney Uglne 
Kuhlmann Corp ) ip 26350 292 
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DOCKET 71-0330 ALLIED INSPECTION SERVlCESi INC 


84063103^0 Advices that QA prograffi approval Tor radioactive packages 
expires on 041IO3O Renewal must be req^uested within 30 days 
of expiration If renoL'al nab des ir ed, fjpc should be so 
notlTied; 

MACDQNALD(C P Transp or ta ti on Certification Drench 64/00/20 
ORASHAWi T D Allied Inspection Sarvices> Inc Ip S63&0 280 


DOCKET 71-0522 CALIFORNIA* UNIV OF, LOS ANQELES. CA 


64Q6130141 Foriuar-ds hardcopy of “'QA Program for Shipment of Irradiated 
Fuel*" confixmltig facsjnlie transmission on 840702 
WEOSTi M F Californiai Unlv oF< Lqs Angeles/ CA 84/07/10 
MACDONALDiC E Trans portati on Cer 1 1 f teat i an Branch Ip 26104 190 


—8408130143 ’’QA Progratn for Shipment of Unirradiated Fuel " 

» California, Univ of, Los AngeUs. CA 04/07/10 3pp 
26104 199 


DOCKET 71-5803 MODEL CMS 3-35, CHEM“NL/CLEAR SYSTEMS, INC 


8408280834 Notification of registration as user of Model CNS 3-35, in 
response to 840731 request 

MACDONALD, C E Transportation Certification Branch 64/06/21 
VDOELj A M Daltimore Gas t Electric Co Ip 36294052 


DOCKET Tl-5926 MODEL OE-3 00, GENERAL ELECTRIC CO 


8403160390 Requests registration as user of Model GE-1000 

MILLER, R 1 Sacramento Municipal Utility District 34/00/02 
MACDONALD, C E Transportation Certification Branch Ip 26124 346 


B40B240302 Notification of registration as user of Model GE-lOO, in 
response to 840002 request 

MACDDNALD.C E Transportation Certification Branch 84/08/20 
MILLER, R I Sacramento Municipal Utility District Ip 262S5 231 


DOCKET 71-6244 MODEL 6244, CHEM-NL/CLEAR SVSTEHS* INC 


8408170021 Forwards response to request for addl info 5, updated safety 
analysis in Support of renewal of Certificate of Compliance 
6244. Model 

POPPE.L K Chen-Nuclear Systems, Inc 84/08/03 MACDONALD, C E 
Transportation Certification Branch lOpp 36134 198 


—8406170023 Reviesd "SAR for Chem-Nuc lear 6ys, Inc Model 6244 
(Model CNS 4-83 > " 

« Chem-Nuclear Sgstens, tnc 84/07/31 llpp 26134 208 


IdCKET 71-6346 MODEL FSV~l, QA TECHNOLOOIESr INC 


f0aiS0l09 Forwards response to NRC 84061? request for addl Info re 
structural analysis of lead shielded canister within cask 
Failure at top flange region in skirt joining flange to 
canister body would noit adversely affect canister shielding 
HOWRY. W R OA Technologies, Inc /<^eneral Atomic Co 84/07/27 
MACDDNALD.C E Transportation Certification Branch I5pp 
26104,282 


— 8408130114 Speech entitled. "Selection of Analytic Solutions 
Experimental Results for Verification of Large Deformation 
Inelastic Dynamic Computer Programs," presented at Sept 
1903 meeting in Peoples Republic of China 
KEY, 8 W Re/Spec, Inc 03/08/31 2lpp 26104 297 


8408130S4S Requests registration as user of Model FSV-l 

GARRISON, RF Energy, Dept of 84/07/30 MACDONALD, C C 
Transpor tatlon Certification Dranc-h ip 260BO 302 


8408310073 Notification of registration as user of Model FSV-'l in 
response to 040730 request 

MACDONALD, C E Transportation Certification Drench 04/00/22 
GARRISON!, R F Energy. Dept of ip 26350 185 


DOCKET 71-6581 ItODEL 51032-1 L lA, EXXON NUCLEAR CO , INC 


8408310170 Advises that Model 51032-1 6 la packages meet requirements 
of 1973 IAEA for AF package, per 631130 request. Ex x on Nuclear 
Co, Inc 830930 application 6 NRC 84052? approval 
MACDDNALD.C E Transpor tat i on Certification Branch 84/08/24 
RAWL, R R Transportati on. Dept of tp 2635J 350 


DOCKET 71-6717 MODEL 6717-B, GAMMA INDUSTRIES 


8408150122 Requests registration as user of Models 6717-0 6 20, BOA, SO 1. 
50A 

SAMl1DNS,R J Dayton X-Ray Co 84/07/20 Division of Fuel Cycle L 
Material Safety Ip 26104 236 


84O815D607 Requests registration as user of Models 67 17-D, 20, 20A, 50 L 
SOA 

SAMMONS, R J Dayton X-Ray Co 84/07/20 Office of Nuclear 
Material Safety 6 Safeguards , Director 2pp 26098 362 


8408310376 Notification of registration as user of Models 6717-D,S0> 
BOA, 30 !* 50 A, in response to 840720 request 

MACDONALDiC E Transpor tat i on Certification Branch 04/08/22 

SAMMONS, R J Dayton X-Ray Co Ip 26350 264 


DOCKET 71-9001 MODEL IF-3O0, GENERAL ELECTRIC CO 


6408060420 Summary of 840726 meeting u/GE in Silver Spring. MD re 
reneuial of Certificate of Compliance 9001 for Model IF-300 
Agenda end 

(3DEGAARDEN,R H Transportation Certi fication Branch 84/07/27 
Transportation Certification Branch 3pp 23937 341 


DOCKET 71-9016 MODEL TN-9, NO USERS 


0408140469 Forwards Rev O to "TN-S h TN-9 SAR, First Addendum for TN-9 
Packaging " 

OOLDMANN.K Transnuclear, Inc 04/06/26 MACDONALD. C E 
Transportati on Certification Branch 2pp 26061 297 


— 8408140476 Forwards fee for 840626 request for amend to Certificate of 
Compliance 9016 

OOLOMANN, K Transnuclear, Jnc 84/07/27 JACKSON. G License Ff* 
Management Branch Ip 26061 300 


--B4O014O48O Requests amend fee for review of 040626 application to amerd 
Certificate of Compliance 9016 

JACKSONiG License Fee Management Branch B4/07/16 QOLDMANN, K 
Transnuclear. Inc Ip 26061 301 


—8400140485 Rev 0 to "TN-S 6 TN-9, First Addendum for TN-9 Packaging 
# Transmic 1 ear. Inc 84/06/26 12pp 26061 302 


0408150647 Forwards second addendum to TN-0 L TM-9 SAR Requests 
Issuance of revised certificate of compliance for Model 
TN-9 packaging 

OOLDMANN, K Transnuclear, Inc 84/07/30 MACDONALD, C E 
Transportation Certification Branch 2pp 26096 344 


—9400130654 Rev O to "TN-S TH-9 SAR, Second Addendum for TN-9 
Packaging " 

* Transnuclear. Inc 84/07/30 12pp 26098 347 

840B1S0594 Forwards '’TN-8 h TN-9 SAR, Third Addendum for TN-9 
Packaging " 

OQLDMANN, K Transnuclear, Inc 84/07/31 MACDONALDiC E 
Transportation certification Branch 2pp 26105 330 


—8400150600 "TN-a & TN-9 BAR, Third Addendum for TN-9 Packaging 
* Transnuclear, Inc 84/07/31 I6pp 26105 333 


0400310169 Adviees that Certificate of Compliance 9016 amended to 
authorize shipment of 16 Comm Ed Dresden Unit 1 thorla spent 
fuel rods in modified D-1 canister placed inside Model 
TN-9 Approval record end 

MACD8NALD. C £ Transportation Certification Branch 84/00/27 
OOLOMANN, K Transnuclear, Inc 2pp 26351 351 



DOCKETED ITEMS 


443 


DOCKET 7l-90ri flODEL 7SO, TECHNICAL OPERATIONS- INC 


DOCKET 71-9126 MODEL 20. 20A- 50, 50A, GAMMA INDUSTRIES 


6408020201 Application for reneuial oF Certificate of Compliance 9021 
for tioilsl '50 Type Q package Fee enc I 

MUNRD. J J Tech/Ops 64/07/09 MACDONALD. C E Transportation 
Certification Brandi 5pp 25890 1 05 


B4OB150122 flequBsta registration as user of Models 6717-D & 20. 20 A. 50 
30A 

SAMMONS. R J Dayton X-Ray Co 64/07/20 Division of Fuel Cycle tt 
Material Safety Ip 26104 256 


DOCKET 71-9073 MODEL OH- J 42 SERIES t NUS 10-135. NUCLEAR PACKAGING, 


8400150598 Requests registration as user of Model Oh-142 

SHEDIRA.C Neutron Products. Inc 84/07/31 MACDONALD. C E 
Transportation Certification Branch 2pp 260B0 339 


8408150733 Application for amend to Certificate of Compliance 9073, 
adding design for Type D raduaste shipping cask Revs to 
Procedures Wf1-0l3. WI1-022. WM-021. WM-023 two oversize 
drauiings enc I Apet tui e cards available in PDF? Foe end 
VQIT. R E NUS Corp 84/07/3i MACDONALD. C E Transportation 
Certification Branch 3pp 26103 244 


— 8408130736 Rev E to Procedure UM-013, "Gamma Scanning of Lead Shielding 
for NUS Typo Casks " 

MCCAY.S Q NUS Corp 84/04/19 7pp 26103 247 


— 8400150739 Hov A to Procedure WM-022. "NUS 10-135 Type D Maint " 
REAGAN. C E NUS Corp 84/07/31 13pp 26103 234 


— 8408150742 Rev A to Procedure WM-021. "Operational Instructions for 
Loading it Unloading NUS 10*133 Type Q Cask " 

REAGAN. E E NUB Corp 04/07/31 20pp 26103 267 


— 8408150744 Rev A to Procedure WM~023. "NUS PSC Halogen Leak Test 
Procedure for NUB 10-133 Type B Cask " 

REAGAN. E E NUS Corp 84/07/31 llpp 26103 207 


840B240325 Notification of registration as user of Models 0H-142i 
DH-142 MKI, OH-142 MKlB.QH-t42 MKIl in response to 840731 
request 

MACDONALD, C E Transportation Certification Branch 04/00/20 
TURKANIS. M Neutron Products. Inc Ip 26253 339 


B40S2705BO Notification of registration as user of Models OH-142 U 
□H-I42 MKI.MKIB 8< MKII. in response to 840000 request 
MACDONALD.C E Transpor tail on Certification Branch 04/00/21 
WITHERS. B D Portland General Electric Co Ip 26250 360 


DOCKET 71-9092 MOOEL HN-30O. HITTMAN NUCLEAR «» DEVELOPMENT CORP 


S40B020258 Withdrauis 830930 application for renewal of Certificates of 
Compliance 9092. Rev 1 V 9093. Rev l.due to type Zt activity of 
fnatls to be shipped in casks 

LEBUC.R J Hittman Nuclear U Development Corp (subs of Hlttman 
Corp > 84/07/06 MACDONALD.C Ti ansportatl on Certification 

Branch 2pp 25098 HO 


DOCKET 71-9093 MODEL HN-400. HITTMAN NUCLEAR Sc DEVELOPMENT CORP 


8408020258 Withdraws 030935 application for renewal of Certificates of 
Compliance 9092. Rev 1 L 9093. Rev l.due to type & activity of 
fnatls to be shipped in casks 

LEDUC.R U Hlttman Nuclear i. Development Corp (subs of Hi ttman 
Corp ) 04/07/06 MACDONALD.C Transportation Certification 

Branch 2pp 23890 HO 


DOCKET 71-91 H MODEL CNB 6-00-2 8< CNS 6-aO-2A* CHCM-NUCLEAR SVSi INC 


8408130602 Requests registration as user of Models CNB 6-80-2 
CNS 6-B0-2A 

FLEISCHMANNi R Philadelphia Electric Co 04/07/27 MACDONALD. C £ 
Transportati on Certification Branch 2pp 260BO 361 


8408240323 Notification of registration as user of Model CNS 6-B0-2A 
In response to B40727 request 

MACDONALD.C C Transportation Certification Branch 84/00/20 
KNAPP. W J Philadelphia Electric Co Ip 26253 347 


8408150607 Requests registration as user of Models 671 7-fl . 20. 20A. 50 it 
SOA 

SAMMONS. R J Dayton X-Ray Co 64/07/20 Office of Nuclear 

Material Safety it Safeguards. Director 2pp 26090 362 


0408310376 Notification of registration as user of Models 6717-0.20. 
20A. SO 50A. in response to 840720 request 

MACDONALD.C E Trans por tat ioi> Certi f 1 cation Dranch 84/08/22 

SAMMONS, R J Dayton X-Ray Co Ip 26350 264 


DOCKET 71-9143 MODEL 920, TECHNICAL OPERATIONS. INC 


B40B310078 Notification of rcgistratidn as user of Models B30 it 920 
in response to 040724 request 

MACDONALD.C E Trans port ation Certi f 1 cation Branch 04/00/22 
DRIT5II.D Atlas Foundry i Machine Co ip 2635D 184 


DOCKET 71-9147 MODEL 050. TECHNICAL OPERATIDNS, INC 


0408150592 Requests registration as user of Model 050 

MEHRER.R Atlas Foundry 4 Machine Co 04/07/24 MACDONALD.C E 
Tranaportat ion Certification Branch Spp 26000 355 


0400310070 Notification of registration as user of Models BSO it 920 
in response to 840724 request 

MACOONAtO. C e Transportation Certification Branch 84/00/82 
BRIT&IliD Atlas Foundry U Machine Co Ip 26350 1 84 


DDCKEr 71-9151 MODEL HN-lOO SERIES 3. CN3 14-170 SERIES III i* NUS 


B40B160S25 Requests registration as user of Model CMS 14-170 
DIXON. 0 W South Carolina Electric it Gas Co 04/07/31 
ilACDQNALD. C E Transportation Cer t i f Ication Branch Ip 26122 353 


0406270490 Notification of registration as user of Model CNS 
14-170 in in response to 840731 request 

MACDDNALOiC E Transportation Certification Branch 84/00/20 
NICHOLS, T C South Carolina Electric it Gas Co Ip 26277 062 


DOCKET 71-9163 MODEL GNO-20. GULF NUCLEAR. INC 


8400010023 Forwards Pago 1 of Res 2 to Type 0 QNQ-20 container 
certification Requests amend so transportation of other 
mode) number sources can be made 

BEVILLiM Gulf Nuclear. Inc 84/05/07 MAC DONALD. C E 

Transportation Certification Dranch 3pf 25866 333 


— 8408010028 Advises that, unless fee for 040521 application for amend to 
Certificate of Conpliance 9163 received within 30 days.NRC 
will consider application abandoned 

JACKSON, G License Fee Management Branch 84/07/12 DEVILL, M 
Gulf Nuclear. Inc ip 25866 359 


— 8400010031 Advises that minor amend fee required re 840307 application 
for amend to Certificate of Compliance 9163 

JACKSON. G License Fee Management Branch 84/03/21 BEVILL. M 
Gulf Nuclear. Inc Ip 25866 360 


DOCKET 71-9184 MODEL PAB-l, NUCLFAR PACKAGING. INC 


8400270570 Notification of registration as user of Model PAS-i In 
response to 840709 request 

HACDONALO. C E Transpor ta t ion Cert i f ication Branch 84/00/21 

YOUNG. K Iowa Electric Light St Power Co Ip 26277 243 


DOCKET 71-9186 MODEL S-6213. ENERGY, DEPT OF 


B408060269 Forwards request for addl info re 040113 app i icat 1 an.- as 
supplemented 640305, reques t ing approval cf Model UX-30 
Revised affidavit for uithholding should be submitted 
Response within 30 days of date of Itr requested 
MACDONALD.C E Transportation Certification Dranch 04/07/26 
TEMUB, C J Nuclear PacVaglngj Inc Op p 25950 299 
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DOCKETED ITEMS 


DOCKET 71-9163 hODEL AP-300. AN£FCO. 


9406030072 Reburn<t unrevieued 340309 aoplication requesting approval 
of Model AP-300 Ap p 1 icati oti Incomplete b no r&spon&e to ^JMSB 
040321 1 tr received 

MACDQNALDj C E Transportation Certification BrancK 04/07/25 
MURPHY, J D Anefco, Inc ip 25917 345 


DOCKET 71-9192 MODEL AP-300, ANEFCO, INC 


H408170070 Forward's response to questions re Model AP- 300 < Type A 
paclcage &, revised pages to SAR Comments requested 

MURPHY. J D Anefco, Inc 04/07/31 MCDONALD, C NRC - No Detailed 
AfflUatloti Given 73pp 26135 251 


9400170204 Forwards revised pages to SAR for Model AP-30O<Type A 
pac kage. Inadvertently onlbted from 940731 response 
MURPHYiS Anefco, Inc 84/OB/03 MCDONALD, C NRC - No Detailed 
Affiliation ■Given 7pp 26134 319 


DOCKET 71-9 B 93 MODEL NEB-5, NUCLEAR ENERGV SERVICEB, INC 


8400070020 Forward* request for addl info re B4061B application for 
approval of Model NE3-5 Bubdiittal date requested uJitMni 
30 days 

MACDONALD. C E Transportation Certification Branch 04/07/27 
HAY. J R Nuclear Energy Services. Inc 4pp 25936 J97 


LlCEIMSiNG OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO 


0210 Itrsr resp ec 1 1 ve ly , to assure docket file complete due to 
rev !< resobmittal of rept as Re'- Q 

ROBERTS, J P Advanced Fuel 6 Spent Fuel Licensing Rrpneh 04/00/10 
Advanced Fuel Spent Fuel Licensing Branch ip 26126 07B 


— 8408160466 Forwards Rev 7 to MEDa-20776. "Spent Fuel Sv c s Operation I 
OE U Mgt Corp QA Plan " Rev due to organ i lat i ana 1 change 
within spent fuel sves operation I- GE L! Mgt Corp 

WHEADON, W C General Electric Co 03/03/29 ROBERTS, J P NRC - 
No Detailed Affiliation Given Ip 26126 079 


— 8408160472 Forwards Rev 7 to NEDO-20776, "Spent Fuel Sves Operation I 
GE U Mgt Corp QA Plan," referenced in License SnM- 2900 for 
GE Morns Oparatioh 6 Incorporated m NEDD-21326, App B-Q 
DAWSON, D M General Electric Co 03/02/10 ROUSE, L C Advaticgd 
Fuel {c Spent Fuel Licensing Branch ip 26126 000 


8408310268 PNO-1 1 1-04-067 first of several spent reactor fuel shipmontl 
from Cooper Station arrised safely Rail shipment consisted 
of three NRC~certl f ied shipping casks, each containing IB 
spent fuel assemblies 

LOVENDALE-P . PAPER lELLO, C J Region 3, Office of Director 
84/0B/24 ip 26333 329 


DOCKET 72-0003 VIRGINIA ELECTRIC POWER CO 


840S240009 Bummarg of B40810 meeting u/ut i 1 • Doc h tel t< SAI in Silver 
Spring, MD re drg cask spent fuel storage application 
Meeting agenda U attendees list enc 1 

ROBERTS, J P Advanced Fuel S* Spent Fuel Licensing Branch Q4/O0/2O 
ROUSE, L C Advanced Fuel h Spent Fuel Licensing Branch 4pp 
262S2 355 24X Flche 50-280,84/08/20,8408240009 


8408130033 Responds to 040711 request for clarification of items 
identified during review of new rev to consolidated SAR, 
NEDCl-21326 D Revised pages end 

HEflRlNOTON, C C General Electric Co 84/07/24 CUNNI NOHAM, R E 

Division of Fuel Cycle & Material Safety ISpp 26058 330 


0400130390 Summary of 840736 meeting w/GE in Silver Spring, MD re GE 
response to, r , >3ts an update of consolidated SAR for 
Morrii Opera, 

ROBERTS, J P Advanced Fuel «, Spent Fuel Licensing Branch 04/OB/O7 
ROUSE, L C, Advanced Fuel L Spent Fuel Licensing Branch Ip 
26038 313 


8408160461 Dockets Rev 7 to NESQ-20776. "Spent Fuel Sves Operation & 
OE U Mgb Corp QA Plan," u/WC Wheadon 6 DM Dawson S30329 6 



NONDOCKETED ITEMS 


lOCFR CDhtMlSBlON MELTING RECORDS 


Q408D10133 Staff req^u i r efren t s memo ro 040916 Commission vote 
determining that 10CFR30 37(c> should not be read to make 
ODC 1/ inapplicable to lout payer operation 

CHILK. S J Office of the Secretary of the Commission MB40916B 
04/05/lQ Office of the Secretary of the Commission Ip 
23973 312 24)( Fiche S0-322i 84/05/ 1 64080 1 0 1 33 


B408060417 Staff requir ©rents memo re 040726 affirmation session in 
Wash irifl ton. DC on revie-j oF ALAB-729 

CHILF.S J Office of the Secretary of the Cmrmission M04O726C 

04/07/27 PLAlNEiH H DfflcB of the General Counsel Ip 

25930 360 


0408060430 Transcript of Commission 840725 meeting in Wash i ngton. DC 
re discussion of Conmission practice on granting exemptions 
in light of Decision CU-e4-a Pp i-JOQ 

» Commissioners CL-84-Oa 84/07/25 103pp 29931 020 


S4O0O6O434 Staff rcquirencnts memo re 840725 meeting on interpretation 
of Decision CLI-a4-8 tc reexam of exemption process 
CHILK/ S J Office of the Secretary of the Commission MS40723A 
04/07/26 DinCKSiW J Office of the Executive Director for 
Operations 2pp 29937 322 24X Fiche 90-322. B4/07/26i 04OBO6O434 


0408060437 Revised staff requirements momo re 040729 discussion on 
interpretation of Decision CLI-04-Q reexam of exemption 
process 

CHILK. S J Office of the Secretary of the Commission MB40729A 
84/07/27 DIRCKS.W J Office of the Executive Director for 
□perations PLAINE. H H Office of the Executive Legal Director 
Ip 23937 316 24X FUhe 50-322.04/07/27.0408060437 


0408060446 Staff requirements memo re 840726 discussion in 
Wash ington. DC requesting rept on role of NHC in contested 
licensing proceedings t status of effort to resolve ex parts 
t< separation of function regulations 

CHILK. 0 J Office of the Secretary of the Commission MB40726A 
04/07/26 OIRCKS.W J Office of the Executive Director for 
Operations PLAINE/H H Office of the Executive Legal Director 
TOURTELLOTTE, J Regulatory Reform Task Force Ip 25937 314 


84O0OBOO24 Staff requirements memo ro 840731 meeting In Wash lngton> DC 
on Industry vleus on terns important to safety & 
safety-re la ted 

CHILK, 8 J Office of the Secretary of the Commission 118407310 
84/08/01 Office of the Secretary of the Commission Ip 
25901 037 


8406080216 Staff rcquirencnts memo re B40731 d 1 scuss lon/poss lb le vote 
on full pouior QL in Wash 1 ng tort, DC Commission voted 4-0 to 
authorize staff to issue full pouer QL amend 

CHILK, a J Office of the Secretary of the Commission M04O731D 
04/00/01 DIRCK8.W J Office of the Executive Director for 
□perations Ip 29978 326 24X Fiche 90-416,84/08/01,0408080216 


6400100150 Transcript of 840726 Commission public meeting Iri 
Washing ton. DC re discussion of role of staff/ex parte 
Supporting documentation end 

e Commissioners 84/07/26 lOOpp 25996 348 


B40B130004 Transcript of Commission 840726 affirmation/discussion << 
vote in Wash ing ton, DC re SECy-e4“232 «, ALAQ-729 on TMl 
hardware Pp 1-4 

» Commissioners AUAD-729 04/07/26 7pp 26011 354 


0406130013 Transcript of 040731 open meeting in Wa sh 1 ng ton, DC re 
discussion 6 vote on full power OL Pp 1-114 Supporting 
documentation end 

* Commissioners 04/07/31 129pp 26059 102 24X 

Fiche 50-416,04/07/31.8400130013 


8408200407 Transcript of 840803 Comm isa ion meeting in Wa s A I ” 3 ton . DC re 
d Iscuss 1 on/poss afa 1 e vote on order concerning earthquakes & 
emergency planning Pp 1-0 

* Commissioners S4/0S/03 I2pp 26141 170 24X 

Fiche 50-279,04/08/03,8409200407 


8400200502 Transcript of 840731 Commission meeting in Was h 1 n g ton, DC re 
industry views on "important to safety" h " sa f e ty-r ela t e d “ 

Pp 1-74 Industry presentations It vlewgraphs end 
* Commissioners 84/07/31 I06pp 26144 210 


8400220338 Transcript of 840002 open meeting in Washington, DC re 
d iecussion/posslbl e vote on full power OL Pp 1-195 
Supporting documentation oncl 

* Commissioners 84/08/02 222pp 26211 033 24X 

Fiche 50-275,04/09/02.8408220338 


*408240113 Transcript of B4O016 Commission meeting in Was h I n g ton. DC re 
d iscuss lon/posslbl e vote on final rulemaking on financial 
qual If icatl ons Pp 1-45 

* Commissioners 04/06/16 47pp 26255 276 


8400240424 Staff requirements memo re af f irmat i o-n/discuss i on 6 vote 
denying 2 206 relief <EECY-a4-2D3)* approvi ng order 
responding to petitions for review of ALAIl-763 <SECY-B 4 — 254 ) 

6 approving order denying LIUCD 040719 motion ( SECY-a4-276 ) 

CHILK, B J Office of the Secretary of the Commission M04Oai7C 
84/00/20 Office of the Secretary of the Commission 3pp 
26240 269 24X FUhe 50-000, 64/08/20, 8408240424 


8408280020 Transcript of 840016 Commission meeting In Was h 1 ng ton. DC re 
a f f Irmat ion/di scus 6 Ian 6 vote Pp 1-7 
* Commissioners 04/08/16 lOpp 26394 013 a4X 
Flcho 50-000, 84/08/ 16r 6408280020 


8406280025 Transcript of 640816 Commission meeting In Was h i ng ton. DC ro 
continuation of □'10723 discussion of adjudicatory 
proceeding Pp 1-76 

e Commissioners 84/06/16 78pp 26293 169 24X 

Fiche 90-003,84/08/16. 6408280025 


0400200333 Staff requirements memo re 640816 continuation of 040723 
discussion of issues requiring resolution prior to Issuance 
of order in proceeding Commission requested briefing on PFIA 
including discussion of uncertainties L basis o-f comparison 
CHELK, S J Office of the Secretary of the Commission Q4/08/21 
DlRCKSiW J Office of the Executive Director for Operations 
ZE0DE, J E Office of Policy Evaluations 2pp 26294 090 24X 

Fiche 90-003,04/08/21,0408260333 


8408300043 Staff requirements memo re 040916 d isc ussl an/p OS S lb le vote 
on financial qualification rule Ofc of General Counsel 
should circulate final version prior to signature by 
secretary Expedition of deconmlBs ionlng rule requested 
CHILK, B J Office of the Secretary of the Commission Mt340ai6A 

04/08/32 PLAINE,H H Off ice of the General Counsel DIRCKQ, W J 

Office of the Executive Director for Operations Ip 2^331 345 


8406310423 Staff requirements memo summarizing 640915 oral 
presentations by parties ro restart Commission requested 
Aamodt provide names of Individuals appropriate to carr^ 
out epidemiological study 

CHILK, S J Office Of the Secretary of the Cbnunl ssion M840B15 
04/08/27 DIRCKS.W J Office of the Executive Director for 
Operations 2pp 26363 047 24X Fiche 50 -28 9,94/08/27, 6400310423 


AC«B ADVISORY COMMITTEE ON REACTOR BAFEOUARDS 


0406010009 Summary of ACRS Malnt Practices & Procedures 6ul>c Dimmit tee 
840500 meeting in Wash Ington, , DC re NRC malnt plan 6 
n Borkouiskl presentation on in-plant reliability data 
program 

» ACRfl - Advisory COirnltte* on Reactor Safoguards 84/07/11 
ACRS - Advisory Committee on Reactor Safeguards ISpp 8S997 122 
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IMONDOCKETED ITEMS 


9-400010011 Sufl'fliary of ACRS R&actoi ap^rattons Subcommittee B40503 
(neet-lng in iJash ing toh- DC re review of AEOD trends & patterns 
proflrdffl Plan 

« ACRE - Advlaorg Cfitrnittee on Reactor Safeguards 04/06/18 
Acng - Advisorg Con'^ilttee on Reactor Safeguards tipp 29071 350 


9400010015 Summary of ACRS Class*-^ Accidents Subcanifni ttee 640427 
meeting In Wash ington. DC rg draft NURE0-1O70, "NRC PaUcg 
on Tuture Reactor Design Decisions on Severe Accident Issues 
In Nuclear Pouicr Plant Design 

• ACHS -- Advisory Committee on Reactor Safeguards 84/07/02 
ACRB - Advlfiorg Committee on Reactor Safeguards I7pp 25077 104 


8408010017 Summary of ACRB Advanced Reactors Subcommittee B40612 
meeting m WashingtomDC re revleu of NRC/RES activities 
cancomlng LMFDR i* advanced reactors research 
* ACRS - Advisory Committee on Reactor Safeguards 04/06/10 
ACRB - Advisory Committee on Reactor Sofeguar-ds I3pp 25B97 083 


6400010033 Summary of ACRS Electrical Sga Subcommittee 840601 meeting 
in Ifash 1 ngton, DC re NRC programs in areas of electrical 
instrumentation 6 control foir ACRB rept to Commission on 
FY66-B7 budget 

* ACRS - Advisory Comr^ittee on Reactor Safeguards D4/06/01 
ACRS - Advisory ConfOittee on Reactor Safoggards 5pp SSB66 350 


0400010111 Summary of ACRS Bubcommi tee on Aii Sys 840426 meeting in 
Washing tan ■ DC ro revicu of general design of essential 
chilled water sys t< analysis l> pr ior l tl lat ion of new Generic 
Safety Issue 43* '‘Contamination of Instrumont " 

* ACRB - Advteorij Connittoe on Reactor Safeguards 84/06/19 
ACRB - Advisory Confnlttee on Rtactor Safeguards Hpp 29073 341 


9400020170 Comments oh ACRS B40604*~05 consultant ropt re modular teat 
facility proposed by RES Analytical model improvements 
needed in several areas 

8ULL1YAN. H Affiliation Noi Assigned SULLIVAN* H ACRS - Advisory 
Conmittee on Reactor Ssfeguarda B4/06/I1, nOEHNERT*P A ACRB - 
Advisory Committee on Reactor Safeguards 4pp 29070 072 


e40B0a02t I Commento on ACRS ECC8 Subcommltteo 840604 meeting re review 
of proposal of new modular test facility Now faci)ity*lf 
construe ted*< must have capability of allouiing both integral 
& separate effects tests 

TiENiC California. Unlv of* Qerkeley, CA TIEN. C ACRS - 
Advisory Commtttaa on Reactor Safeguards 04/06/27 DOEHNERT»P A 
ACRS ~ Advisory C-onmlttee on Reactor Safeguards 2pp 29090 168 


Q4O0D2O2I3 Comments on Metal Components Subcommittee 840917 & 10 
meetings re pressurized thermal shock 

DENDERrM Affiliation Not Assigned GENDER. M ACRS » Advisory 
Committee on Reactor Safeguards 84/06/13 AJCTMANN. R ACRS - 
Advisory Committee on Reactor Safeguards 4pp 29090 164 


0400020233 Forwards written comments on Nl/REQ- 1070* per ClaBS-7 
Accident Subconifnl ttoe meeting NliREO should state precisely 
whether new generation std plants will be safer than current 
p lants 

€0HRAD1NI*M L, fiichigan. Unlv of* Ann Arbor* HI C0RRADINI*ML 
ACRS - Advisory Committee on Reactor Safeguards 84/06/11 KERR* U 

ACRS ~ Advisory Committee on Reactor Safeguards KERR* U Michigan* 

Unlv op, Ann Arbor. Ml 4pp 29698 107 


8406020237 Comments on B4O620 b 0702 matl re disposal Of nuclear waste 
In unsaturated zone In comparison u/dlsposol In saturated 
tone In demonstrably Impervious rock hatl does not change 
validity of 04D32O comments on NUREO-lOdA 

PHlLORlCKiS S Philbrlck, 8 8 PKlLGRlClt. S 9 ACRS - Advisory 
Comnltlee on Reactor Safeguards S’4/07/06 MOELLER* 0 W ACRB 
Advisory Committee on Reactor Safeguards Ip 29090 IBB 


08020242 Forwards comments on ACRS 040923 tour of plant site* In 
response to 040919 Itr 

MVBlNQERiE D Tennessee Val Uy Authority 04/08/01 MCKINLEY. C 
ACRS Advisory Committee on Reactor Safeguards 4pp 29078 197 
24X Fit he 50-275.04/08/01,04 98020242 


04OBO2O244 Forwards addl cammenti on 040410 draft severe accident 
policy s tabement* based on 640531 Class 9 accident 
BENDERtM Affiliation Not Assigned, GENDER, N ACRS - Advisory 
Conmittae on Reactor Safeguards 84/06/07 KERR. N ACRS - Advisory 
Committee on Reactor Bafeguarifs lOpp 29078 147 


B4OQO2O240 Summarises DHR SubcammJttee 040609 meeting re Unresolved 
Safety Issue A-49i "Shutdown DHR Requirement “ Various 
studies do not contain all elements along heat flour path 
Prom heat source to heat sink 

CAT TON. I ACRQ - Advisory Committee on Reactor Safeguards 
04/06/tl GOEHNERTrP ACRS »• Advisory Committee on Reactor 
Safeguards 2pp 25898 149 


Q4O0O2O35O Proposed minutes af ACRS Extreme External Phenomena 840404 
meeting in Wash mg t on. DC re review of generic methodology 
for developing design basis severe winds for SEP plants & 
specific applications for Glnna Ngclear Power Plant 

ACRS ' Advisory Comnittee on Reactor Safeguards 84/09/17 
ACRS - Advisory Conmttee on Reactor Safeguards 25pp 25878 120 
24X Fiche 50-244, 84/05/17. 8400020250 


G40B020252 Summariies ACRS ECCS Subcommittee 040604 meeting re 
e i per imental resolution of issues f multi-party agreements 
ui/vendors i others Facility dedicated to NRC needs 
operated by NRC as necessary 

CATTON* I ACRS - Advisory Committee on Reactor Safeguards 
84/06/11 DOEHNERT.P ACRS - Advisory Committee on Reactor 
Safeguards 2pp 2507B 118 


0408030091 Transcript of ACRS Subcommittee on ECCS 840731 meeting 
in Wa sh ing ton, DC Pp 1-272 Supporting documentation enc I 
* ACRS - Ad/isory Comnitteo on Reactor Safeguards 84/07/31 
400pp 25907 030 


8400030101 Attachments for transcript of ACRS Subcommittee on 
Qualification Prograim for Safety-Related Equipment 84073Q 
meeting In Wash ing ton, DC Pp 1-326 

* ACRS - Advisory Camnittee on Reactor Safeguards 84/07/30 
344pp 23706 024 


6408030204 Transcript of ACRS Subcommittee an Qualification Program for 
Safety-Related tquip<^ent B40730 meeting in Wash 1 ngton. DC 
Pp 1-326 

« ACRS - Advisory Comnittee on Reactor Safeguards 04/07/30 
33app 23716 146 


0408140133 Transcript of ACRS S72nd meeting on 840010 in Wash ing ton* DC 
Pp aiQ-976 

» ACRS - Advisory Comnittee on Reactor Safeguards 84/OQ/lO 
35Dpp 26047 0l7 


0408140203 Transcript of ACRS Subcommittee on Reactor Radiological 
Effects A Waste Mg t 040300 meeting in Wash ing ton* DC Pp 
247-327 Supporting docunenta 1 1 on enc 1 

* ACRS - Advisory Comnittee on Reactor Safeguards 84/00/08 
104pp 26049 207 


0400140206 Transcript of ACRS 272nd meeting on 04080? in Washington* DC 
Pp 189-217 Supporting documentation encl 

# ACRS - Advisory Comnittee on Reactor Safeguards 84/06/07 43cip 
26045 31 t 


0406140210 Transcript of ACRS Subcommittee on Reactor Radiological 
Effects % Waste Mg t 840037 meeting in Wash ing ton. DC Pp 
1-240 Supporting documentation encl 

* ACRS - Advisory Comnittee on Reactor Safeguards 84/08/07 
276pp 26096 329 


0408140212 Transcript of ACRS 292nd meeting on 840809 in Wash ing ton* DC 
Pp 1-180 Vieugraphe encl 

« ACRS - Advisory Comnittee on Reactor Safeguards 04/08/07 
275pp 26094 OOl 


0408140306 Attachments to transcript of ACRS 272nd meeting on 840B1O in 
Washing ton. DC 

e ACK8 - Advisory Comnittee on Reactor Safeguards 04/00/10 
I37pp 26043 179 


0408170287 forwards summary of comments from ACRS S92nd meeting on 
640007-11 in Wash tngton* DC re draft DQe mission plan for 
civilian raduaste ngt program 

EOERSOLE* J C ACRS - Advisory Committee on Reactor Safeguards 
04/08/13 DlRCf<B*U J Office of the Executive Director for 
Operations 9pp 26113 112 


0408170316 Summarizes ACRS 292nd meeting on 840809-11 re Task Action 
Plan A-43. "ShutdQuJn DHR Requirements " Effort to apportion 
quantitative reliability goals among plant subsys endorsed 
EDERBOlE* J C ACRS - Advisory Committee on Reactor Safeguards 
04/0-0/14 DIRCK8*-W J Office of the Executive Director for 
Operations 2pp 26114 200 


8400170373 Summaiiies ACRS 272nd meeting on 040607-11 re proposed 
amends to 10CFR60 concerning disposal of high level 
raduastes in gsolugical repositories Disposal in unsaturated 
zone recognized as possible alternative 

EDERSOLEi J C ACR8 - Advisory Committee on Reactor Safeguards 
04/00/14 PALLADINO, NJ Commissioners Spp 26112 397 
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B<»0ai7t)3/8 Sumnarl^es AGRS nesting on 840809-11 le NRC proposal 

to designate Oeneric !«sue 23. Reactor Coolant Punp Seal 
Leakage. as unresolved safety issue Higher priority rating 
should expedite satisfactory resolution 

EDERBQLE J C ACRS ^ Advisory Committee on Reactor Safeguards 
84/OB/14 DIRCKS.U J Office of the Executive Director for 
Operations 2-pp 26113 353 


Q406200074 Transcript of ACRS Subcommittee on ECCB 840604 meeting in 
Idas h mg ton. DC Pp 1-263 

* ACRS - Advisory Co.Tinittee on Reactor Safeguards 04/06/04 
365pp 26143 001 


8406200240 Corrected transcript of ACRS Subcommittee on DHR Sys 840605 
meeting in Idas h. ing ton. DC Pp 1-234 

* ACRS ~ Advisory Comm ►tee on Reactor Safeguards 84/06/05 
235pp 26142 015 


8408390333 Summary of ACRS Subcommittee on ECCS 640502 meeting in 
Ida sh Ing ton. DC re joint NRC/HlW Ouners Oroup/D&ld/EPRI 
integral test program ’ 

^ ACRS - Advis-ory Corrnittee on Reactor Safeguards 64/07/12 
ACRS - Advisory Committee on Reactor Safeguards 37pp 26312 260 


840B290333 Summary of ACRS Subcommittee on Safety Research Program 
840509 meeting in Wash ing ton. OC re proposed NRC safety 
research program budget far FYa6 6 B7 Vleugraphs enc 1 

ACRS - Advisory Comnittee on Reactor Safeguards 04/07/12 
ACns - Advisory Committee on Reactor Safeguards 36pp 26311 324 


8408290335 Summary of ACRS Subcommittee on Metal Components 040517-10 
meetings in Ua ahington. DC re status of LMR uater chemistry $< 
effect on metal degradation progress in pressurized 
thermal shoct research program 

u ACR& - Advisory Comntttee on Reactor Safeguards 84/07/13 
ACRS - Advisory Conmittee on Reactor Safeguards 2Spp 26311 302 


6408290366 Summary of ACRS Subcommittees on Reactor Radiological 
Effects. Air Sys it Waste ttgt 040531-0601 meetings in 
Wa s h 1 ng t on. DC re NRC proposed research programs &( budget for 
FYe6 U B7 U JNPO rept on ALARA program implementation 
# ACRS - Advisory Committee on Reactor Safeguards 84/07/13 
ACRS - Advisory Conmittee on Reactor Safeguards IBpp 26310 293 


6400290369 Summary of ACRS Subcommittee on ECCS 840424 meeting In 
Washington. DC re OE SAFER /GESTR ECCS EM Code 

* ACRB - Advisory Comnlttee on Reactor Safeguards 84/06/21 
ACRS - Advisory Conmittee on Reactor Safeguards 34pp 26310 259 


B40S29CJ370 Summary of ACRS Subcommittee on Waste Hgt 840711 meeting in 
Wash ing ton. DC re DQE draft mission plan for civilian 
radwaato mg t program. NRC High Level Waste Oversight 
Committee rept tt proposed amends to lOCrR60 

* ACRS - Advisory Comnlttee an Reactor Safeguards 84/07/23 
ACRS - Advisory Committee on Reactor Safeguards 13pp 26309 340 


B408S70371 Summary of ACRS 289th meeting on 04O51O**12 in Was h Inflton. DC 
Apps encl 

a ACRS - Advisory Comnlttee on Reactor Safeguards 84/05/12 
ACRS - Advisory Committee on Reactor Safeguards 210pp 26310 014 


0408290534 Summary of ACRS 207th meeting on 840315-17 in Was h Iny ton. DC 
Apps encl 

* ACRS - Advisory Comnlttee on Reactor Safeguards 84/03/17 
ACRS - Advisory Committee on Reactor Safeguards 40pp 26312 344 


0400290562 Summary of ACRS Subcommittee an DHR Sys 040605 meeting In 
Wash ing ton. DC re resolution effort for UnresoWed Safety 
Issue A-45. "ahutdoun DHR Sys " 

♦ ACRS - Advisory Commit tee on Reactor Safeguards 84/06/21 
ACRS - Advisory Committee on Reactor Safeguards 27pp 26310 232 


8400290567 Summary of ACRB Subcommittee on Regulatory Activities 840612 
maating in Wash Ington. DC 

e ACRS - Advisory Committee on Reactor Safeguards 04/O7-/11 
ACRB - Advisory Committee on Reactor Safeguards IBpp 26309 330 


0408300051 Summary Of ACRS 288th meeting on 640405-07 In Wash ing ton. DC 
Apps encl 

e- ACRS - Advisory Coirnittee on Reactor Safeguards 84/04/05 
ACRB - Advisory Committee on Reactor Safeguards 200pp 26332 145 


8400300265 9ommary of 2Q6th ACRS meeting on 040209-11 In Wash ing ton. DC 
Apps encl 

« ACRS - Advisory Cemnittee on Reactor Safeguards 04/00/30 
ACR8 - Advisory Committee on Reactor Safeguards 2O0pp S6330 001 


8408330206 Summary of ACRS Subcommittee on ECCS 040604 meeting in 
Wash ing ton, DC re revieij of hJRC/RES thermal-hydraulic 
reseaich program for rept to Commission on FY86-B7 budget 
e ACRS - Ad./isory Committee on Reactor Safeguards 84/06/21 
ACRS - Advisory Committee on Reactor Safeguards 30pp 26330 303 


0400310227 Transcript of ACRS Subcommittee on Reliability 

Probabilistic Assess.nent S4O027 meeting in Windsor Locks. CT 
Pp 1-230 Supporting documentation encl 

« ACRS - Advisory Cemnittee on Reactor Safeguards 84/08/20 
321 pp 26319 aei 24 X Flche 50-423.04/00/28,8400310227 


ADVCM NRC ADVISORY COMMITTEE 


0400020046 Transcript of 840712 meeting 1 n Harri sburg. PA Pp 1-113 
Supporting documentation end 

* Advisory Council for Decontamination of TMT Unit 2 84/07/12 

ia3pp 258B3 316 24X Fiche 50-320, 04 /07/ i2. B4O0O2OO46 


0400220444 Accepts resignation from Advisory Panel on Dec ontaminat 1 on 
of THl-2 Expresses appreciation for & recognition of 
contributions made to activities of panel while serving as 
member since 1980 

PALLADIND. N J Commissioners 84/00/16 WAGNER. H N Johns Hopklni 
Medical Institutions. Daltimore. MO 3pp 26201 351 24X 

Fiche 50-320.84/00/16.0408220444 


— 0408220448 Submits Itr of resignation from Citizen Advisory Panel on 
Decontamination of TMt-2 

WAGNER. H N Johns Hopkins Medical Institutions. Baltimore. MO 
WAGNER. H N Advisory Council for Decontamination of TMI Unit 8 
B4/07/09 PAIXADINO, W J Commissioners Ip 26201 354 24X 

Fiche 50-320, 04/00/ 1 6. 8408220444 


0400270096 Transcript of TMI Advisory Panel on TMI Unit 3 
Decontamination on 84080? public meeting in Harri sb urg.. PA 
Pp 1-33 Supporting documentation encl 

n Advisory Council for Decontamination of TMI Unit 2 94/00/09 

13Bpp 26257 048 24 Y Fiche 50-320. 04/08/09. 8408270096 


8400290154 Accepts resignation as member of Advisory Panel for 
Decontamination for Tli:l-2 Certificate of appreciation encl 
PALLADINO. N J Commissioners 84/08/16 WAGNER. H N Affiliation 
Not Assigned 2pp 26311 360 24X Fiche 50-350.94/08/16. 

0408290154 


COMMISSION NRC COMMISSIONERS 


G405180145 Responds to 840314 Itr to Chairman Palladino which end 
W t( V Bmelser concern re Marble Hill & Dailly cancellation, 
uithdrawal of util application for Zimmer i' denial of 
license far Byron facility 

DIFCKS. W J Office of the Eiocutlvo Director for Operations 
04/05/04 LWGAR. R G Senate 7pp 24524 325 24X 

Fiche 50-000.94/05/04.0405100145 


— 0405100152 Requests response to encl W & V Smelscr 040210 Inquiry Ini 
NRC attitude touard utils Concerns include Marble Hill U 
Dailly canc el latlon. ui thdraual of util application for 
Zimmer &. denial of license for Dyron facility 

LUOAR.R G Senate 04/03/14 PALLADINO. N Commi ss 1 an o r s 3pp 
24524' 331 24X Fiche 50-000.04/05/04,8405100145 


0400010061 Further response to FOIA reiluest for 16 categories of 
records re facility Docunents identified by J Goold b 
M Slebert on 840514 15 <App D> forwarded App A documents 

already forwarded Index forthcoming Search continuing 
FELTON. J M Division of Rules and Records QXI4 ODO 04/07/10 
RICE.C M Kirkland L Eiilii 2pp 26500 001 


— 0206060008 Bummariies 266th ACRS meeting on 620603-05 Subj to 
satisfactorily completion of const Sc staffing it if due 
regard given to ACR8 comments' p Ian t can operate at 57, pouer 
tii/o undue risk to public Full pouer recommendation deterred 
SHEHMON.P ACRB - Advisory Committee on Reactor Safeguards 0X14 
004 82/06/00 FALLADINO.N Commissioners 6pp 26500 028 


040B010275 Responds to 040209 itr re concerns over perceived tendency 
by staff to assume that margins of safety established by 
criteria need not be adhered to for sys not pivotal to 
safety 

DZRCKSfW J Office of the Executive Director for Operations 
84/07/20 PANETTA.L House of Rep 9pp 25872 342 24 X 

Fiche 50-275,84/07/20,8400010275 


— 9400010277 Requests preparation of response to Panetta 040200 Ifcr on 
concerns re QA hearing 

PALLADINO. N J Commissioners B4/06/19 DlRCKS.W J Office df' 
the Executive Director for Operations Ip 25072 351, 24X 

Fiche 50-275.04/07/20.8408010275 
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^OB070^0l Rcapondi 9^0522 I tr tb- plant problems ?« estimate of 
laihfl-n plant Fully operatienal Corrmisslon meeting for brlafiixg 
£< possible vote on fbll-power GL scfteduled on 040731 
DinCKSiU J Office of the Evecutivc Directoi for Operabtonis 
□4/07/27 aCTHUNE.E House of Rep 3pp 23957 0&6 24X 

FiChe 90-4 I 6i B4/07/27, 840B070201 


-B409070207 flequests enc 1 Insert A re ininor plant problems not delaying 
Pull potier licensing be placed in Dircks 840727 1 tr draft 
5CXN70*0 NRC - Wo Detailed Affiliation Given 84/07/02 
ADENBAMi E KRC No Detailed Affiliation Given 3pp 25937 071 
24X Fiche 30-416,04/07/27.8408070201 


-B40B070213 Reiqeests info re spec V surveillance problems at plant & 
estimate of uhon plant mill bo fully aperational 

DETHUNE.E Mouse of Rep 04/03/22 PALLADlNQ. N Comm 1 ssianer s 

Ip 23937075 24X Fiche 30-416,04/07/27.8406070201 


400070211 Act receipt of 040622 Ur to Palladlno requesting info 
re safety questions raided by JH Huber Concerns highlighted 
In Huber 830309 1 i s t, enc ompa as Ing design^ const Ct testing, 
involve no violations of nrc regulations 

D1RCK8.W J Office nf the Executive Oiroctor for Operations 
04/07/25 CARNEY, W House of Rep 4pp 23937 054 24X 

Fiche 50-322,04/07/23,8400070211 


— B40B070217 Forwards JW Huber Q4D612 I tr re safety questions noted 
during employment bg util Info addressing Huber contentionB 
requested t^/B406il teicon record 

CARNEY, W House of R<»p 04/-O6/22 FALLA D I NO, N J Commissioners 

3pp 23957 057 24X Fiche 30-322, 84/07 / 23 < 040007021 1 


40G0Q0034 Ac k receipt of 840612 Ur re NRC assistance to State o# TX 
on programs for developing 1 oui level raduiaste disposal 
capacity NRC uill provide State of TX 6 other Agreement 
States u/tcchnical assistance appropriate to needs 

PALLADIKO.N J Commissioners 84/07/20 WHITE, M Texas, State of 
2pp 29901 061 


-0408000030 Encourages NRC to ensure adequate resources for assistance 
to states in complying u/lOCFRh) re low level radwaste 
d 1 sposal 

WHITE, M Texas, State of 84/06/12 PALLADINO, N Commissioners 
ip 29901 063 


1408080062 Responds to 840614 Ur to Pailadino- commenting on 
t0CFR30 94 permitting deviations from Tech Specs In 
emergency L requesting regulation lie canceled Lists 
circ.umstani.es which must exist before rule can be used 
DENTON, H n Office of Nuclear Reactor Regulation, Director 
04/07/26 VOUNO,C Af f i 1 ia 1 1 on Not As si gned 14pp 29970 264 

24X Fiche 50-320,04/07/26,8400000002 


-0409000007 Reaffirms Tocommendafeiohs stated In 040903 Itr re canceling 
regulations pernittlng licensee to deviate from Tech Specs 
in emargency t< ensuring that president of facility Implement 
policy to operate in accordance u/OL Sc Tech Specs 
YOUNG, C Affiliation Not Assigned 04/06/14 FALLAD1NC),NJ 
Commissioners 0PP 25978 276 24X Fiche 50-320104/07/26, 

8400000082 


1408030364 Discusses jurisdictional issue re EPA proposed environ stds 
for ngt & disposal of spent nuclear fuel Sc NRC regulation 
10CFR60 Mod to 10CFR60 appropriate to incorporate EPA 
proposed assurance requirements 

RODERTSiTM Corrvnl ss iqncrs B4/07/i9 RUCKELSHAUS, W 
Environmental Protection Agency Spp 2S97B 083 


1408030427 Regrets to learn of death of 2 Bartolome 
f>ALLADINa,N J Commi ssinner i 84/07/23 VER ALDANO. A 
Philippines, Govt of Ip 23977 109 


1400300430 Responds to 840531 Itr raising concerns re NRC 040522 order 
& continued lou pouer operation in spite of outstanding 
issues of compliance u/ODC 17 Asselaiine opinion end 
PALLADINO, N J Commissioners 84/07/23 MARKEV, E J House of 
Rep , Interior 6 Insular Affairs 3pp 25977 184 24X 

Fiche 90-416.84/07/23,0408000430 


-8400080432 Expresses concern re NRC apparent abandonment of agency 
regulations w/licenstng of plant Overwhelming weight of 
evidence creates Inpreision that operation of plant 
constitutes violation of NRC regulations 

MARFEY. E J House of Rep , interior 8^ Insular Affairs 84/09/31 
PALLADINO, M J Commissioners 2pp 29977.107 24X 

Fiche 90-416,64/07/23,6400090430 


1408090486 Weei^ly info rapt for wk ending 840727, 

REHM, T A Office of the Executive Director for Operations 
04/00/02 4lpp 29976 013 


8408090102 Responds to 840614 request for Commission generic resolution 
of safety equipnent classification issue Issue addressod in 
CoiTinie&ion 840606 Older CLI-64-9 Rulemaking proceeding 
1 ni tio^t ed 

PLAINE, H H Office of rhe GeheraJ Counsel CLl-84-9 84/07/25 

HARSHE, B L Utility Safety Classification Group 2pp 25991 237 


— 8403090106 Comments on MRC 840911 briefing re safety classification 
iSSUQ n requests opportunity ta discuss issue w/Commi ssi on 
HARSHE, D L Utility Safety Classification Group 04/06/14 
PALLADINO, N Commissioners 3pp 29991 249 


S49B090109 Forwards ^'Annual Rept for 1983 on Administration of Govt in 
Sunshine Act of 1976 ' 

PALLADINO. N J Commissioners 04/07/23 D'NCILL,TP House of 
Rep Speaker of the House Ip 25991 214 


-'■8408090111 Forwards '“Annual Rept for 1903 on Administration of Govt in 
Sunshine Act of 1976 ' 

PALLADINO, N J Commissioners 04/07/25 DUSH, 0 Senate. 

President of the Senate ip 25991 215 


— 840B090113 "Annual Rept for 1983 on Administration of Govt in Sunshine 
Act of 19/6 •’ 

» Commissioners 84/07/25 21pp 25991 216 


840B090216 Forwards NRC comments re DOE draft "Mission Plan for 
Civilian Radwaste Mgt Program " NRC objections based on 
regulatory info needs, estab I i shment of performance goals 6 
need for addl consultation w/KlRC Asselstlne comments end 
PALLADINO, N J Conmi ssi on ers 04/07/31 RUSCHE, B C Energy, Dept 
of 59pp 25992 013 


B40B130202 Responds to 840330 Ur re deficiencies at facility NRC 
unaware of serious defects at plant Enforcement action 
still pending re natl false statements in operator records 
DIRCKSiW J Office of the Executive Director for Operations 
04/07/31 ANTHONY, 0 House of Rep 46pp 26060 166 24X 

Fiche 90-416.04/07/31,8408130202 


'8403130210 Requests info re deficiencies in design 8< const of plant 6 
in qualification 8, training of staff Raises concerns on 
possibility of higher costs being passed on to constituents 
ANTHONY. 13 House of Rep 84/03/30 PALLADINO, N J 
Camni ss loners 4pp 26060 213 24X Fiche 90-416.04/07/31, 

6400130202 


8408160030 Weekly info rept for wk ending 040803 

REHM, T A Office of the Executive Director for Operations 
84/06/10 35pp 26128 175 


G408200229 Discusses Tech Spec errors discovered subsequent to NRC 
approval Susquehanna Tech Spec amends had no safety 
significance tIcOuire Tech Specs still under review w/no 
identified safety significance thus far 

ASSELBTINE. J K Commissioners 84/08/10 MARKEY, E J House of 
Rep , Interior 6 insular Affairs 4pp 26141 244 24X 

Fiche 50-000,04/06/10,8408200225 


— 8408200235 Forwards technical evaluation rept re Tech Spec audit Only 
d iso i‘opancy involved lack of quantitative criteria for limit 
switch setting U calibr for suppression chamber vacuum 
breakers Util ahould resolve rept recommendations 

STAROSTECKI, R Division of Project i, Resident Programs 04/04/10 

EI6ENHUT,D Q Division of Licensing 3pp 26141 262 24X 

Fiche 50-000,84/08/10,8408200223 


— 8404040095 Forwards "Audit of Susquehanna Unit 2 Tech Specs," technical 
evaluation rept 

PANDEYrS Franklin Ins t Uute/Frank I in Research Center 
NRC-03-Bl-i30 04/03/30 CARRINOTaN,M NRC - No Detailed 

Affiliation Olven ip 26141 265 24X Fiche 50-000, 04/08/ 10, 

8400200229 


—8404040098 TER-C9506-924 

"Audit of Susquehanna Unit 2 Tech Specs." technical 
evaluation rept 

DACAN6KA8, V P , HURPHV, J A Franklin Ins tltute/Frank 1 in Research 
Center NRC-03-B1-130 84/03/30 DETTENHAUSEN. L , MCCAQE, E NRC 

- No Detailed Affiliation Given 26pp 26141 266 24X 

Fiche 90-000,84/08/10,0408200225 


—0403200263 Forwards lE Insp Rept 90-416/84-11 on 840328-30 & notice of 
deviation 

LEWIS, R C Division of Project *< Resident Programs 84/04/24 
RICHARD. J □ Mississippi Power «c Light Co 8pp 26141 330 24X 

Fich e 50-000. 04/06/ 10, 840BP00225 


— 0400200267 Notice of deviation from insp on 040328-30 

# Region 2, Office of Director 84/04/24 Ip 26141 33S 24X 

Fiche 50-000,84/00/10.0408300229 
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-□to320027| It ln6p Rept 50-4 1 1/84-1 1 on Q4032S-30 Deviation noted no 
marvel llvince procedure established to pcnodicallij test 
renote shutdaun control components t components not tested 
since p reopet at i ondl testing 

CALDWEt L J L , C U . JULIAN, C A Region 2, Office of 

Director 04/04/24 7pp 2&141 333 24X Fiche 50-000. B4/O0/ 1 0, 

0408200225 


— 8403200277 Requests further info re Tech Spec errors for specs approved 
sihuG TMI-2 episode Info re noar-terri. OL activities also 
requested 

liARKEYrC J House Of Rop Interior f Insular Affairs 84/07/12 
PALLADINO, rJ J Copiml 55 loners Ip 261 12 002 24X 

Fiche 50-000, 84/08/10 8408200225 


0400220444 AccBpfa resignation from Advlsorij Panel on Decontamination 
of TI1I-2 Expresses appreciation for recognition of 
contributions nade to activities of panel uihile serving aa 
membei since 1780 

PALLADINO.N J Commissioners 84 '08/ I 6 WAGNER, H N Johns Hopkins 

Medical Institutions^ Qaltimorc, MD 3pp 26201 351 24 X 

Fiche 50-320,84/08/16.0400220444 


— 0403220448 Submits I tr of resignation from Citlien Advisory Panel on 
Decontamination of Tt1I-2 

WAGNER. H N Johns Hopkins Medical Institutions, Baltimore. MD 
WAGNER, H N Advisory Council for Doc ontaminat ion of TMl Unit 2 
81/07/09 PALLADINQ, N J Commissioners tp 26201 354 24X 

Fiche 50-320.84/08/16.9400220444 


8408230467 Ac k receipt of 640/02 Itr tt invitation to observe 840819 
emergency exercise Tentative arrangements made foi NRC 
r epresantai i VDs to attend exercise at Kon II in Bept In 
lieu of personal attendance by Chairman 

PALLADINO.N J Commissioners 84/0S/13 JUN0*-KI,P Korea Electric 
Co Ip 26294 113 


— 8403200471 Expresses thanks for meeting during recent visit & extends 
invitation to observe 040819 emergency response exercise 
against radioactive rati leakage in Korea 
JUNG-KI,P Korea Electric Co 84/07/02 PALLAD3N0. N J 
Commissioners 2pp 26274 114 


0400290154 Accepts resignation as member of Advisory Panel for 
Decontamination for TMI-2 Certificate of appreciation and 
PALUADINO.N J Commissioners 84/08/16 WAGNER, H N Affiliation 
Not Assigned Spp 26311 360 24X Fiche 50-320,04/08/16, 

0400290154 


0400290348 Responds to 040703 request for suggestions re preparation of 
fifth Natl Energy Policy Plan Addronsing of future natl 
electricity supply t projected mix of coal it nuclear pouer 
in supply recommended 

PALLADINO, N J Commissioners 04/08/1 S HDDEL, D P Energy, Dept 
of Ip 26311 267 


— 0400290330 Requests proposals for stratog l os, programs it initiatives for 
consideration during preparation of fifth Nat) Energy Policy 
Plan (NEPP) Input requested by 040901 Fourth NEPP end 
HnDEL,D P Energy. Dopt of 04/07/03 PALLADINO, N J 
Commissioners Ip 26311 260 


—0400290332 DDE/S-0014/L 

"Natl Energy Policy Plan " 

♦ Energy, Dopt of 83/10/31 27pp 26311 269 


0400290336 Forwards 30th joint quarterly status rept re emergency 
preparedness covering period through 840630 No delay in 
current licensing proceedings due to emergency preparedness 
issues 

DEHNTHAL-r M Commissioners OIUFFRJDA, L 0 Federal Emergency 

Management Agency 64/00/07 SIMPSON, A K Senate* Envlronmont lU 

Public Works Ip 263iO 31 1 


— 8400270359 "NRC/FEMA Joint Quarterly Rept to Congress an Emorgancy 
nreparednessi Through B40630 ” 

* NRC - No Detailed Affiliation Given * Federal Emergency 
Management Agency 04/06/30 46pp 26310 312 


0400300290 Weekly info rept for lak ending 840817 

REHMi T A Office of the Executive Director for Operations 
84/08/23 40pp 26329 313 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


0400010041 Ne 1 1 F 1 cat ion of contract exec utl an i Mod 3, to "Support Sves 
for Rescai-ch tt E^valuation of Severe Accident Phenomenon & 

Mitigation " Contiactar Dattclle Columbus Labs 

WQLLE7T>S Technical Assistance Contracts Branch FIN D-7479 
NRC-04-04-127 84/07/34 BATSON, W QFFice of Nuclear Regulatory 

Research. Director LARKINS. J NRC - No Detailed Affiliation Given 
ip 25866 347 


— 0400010046 Mod 3. providing incremental funding. to "Support 8vc & for 
Evaluation of Severe Accident Phenomenon t« Mitigation " 

* Battel le Memorial Institute, Columbus Laboratories SMITH, P A 
Division of Contracts FIN D-7499 NRC- 04-04- 1 27 04/07/24 ip 

2S666 340 


8408010175 Notification of contract executi on, Mod 7. to "Geotechnical 
Assistance " Contractor US Army Corps of Engineers 
FLEENOR. C Technical Assistance Contracts Rranch NRC -02 -01 -036 

84/05/14 DAVIS, J Office of Nuclear Material Safety U 
Safeguards. Director WESTDRODK, K NRC - No Detailed Affiliation 
Given Ip 25873 302 


— 8400010102 Mod 7, de si gna t ing NRC project officer to replace project 
officer Identified under agreement, to "Ofiotechnical 
Assistance '* 

* Army, Dept of. Carps of Engineers SMITH, P A Division of 
Contracts NRC-02-BI-D36 84/05/14 Ip 25B73 303 


04OBO6OO14 Notification of contract execution, Mad 2, to "Malnt & 
Operation of LPDRs " Contractor Clermont County, DH Public 
Library 

HOPPER, A Administrative Contracts Branch NRC-10-B3-740 
04/07/20 FELTON, J M Division of Rules and Records SDUOER, J 
NRC - No Detailed Affiliation Given Ip 25936 352 


— 6400060017 Mod 2, extending period of performance until 050921 b 
Increasing funds, to "tiaint lx Operation of LPDRs " 

* Clermont County. OH HAGAN, T F Division of Contracts 
NRC-10-93-740 84/07/20 2pp 25936 353 


0400060016 Notification of contract execution. Mod 2. to "Malnt & 
Operation of LPDRs " Contractor Rochester., NY Public 
Li bra ry 

HOPPER, A Administrative Contracts Branch NRC-10-B3-729 
04/07/24 FELTON, J M Division of Rules and Records SDUDER. J 
NRC - Ho Detailed Affiliation Given Ip 25936 355 


— 0400060025 Mod 2. extending period of performance until S50916 S, 
Increasing funding, to "Malnt it aperatiDn of LPDRs '* 
n Rochester, NY HAGAN, T F Division of Contracts 
NRC-lO-e3-7S7 84/07/24 2pp 25736 356 


0408060031 Notification of contract execution, Mod 2, to "Haint tt 
Operation of LPDRs " Contractor WH Abel Memorial Library. 
Mantosano, WA 

HOPPCR.A Administrative Contracts Dranch NRC-lO-aG-TSS 
04/07/24 FELTON, -J M Division of Rules and Records 80UDEH, J L 
NRC - No Detailed Affiliation Given Ip 25937 071 


■0408060037 Mod 2, extending period of performance until 050929 & 
Increasing funding, to "Maint It Operation of LPDRs " 

0 Hontesano, WA HAGAN* T F Division of Contracts 
NRC-lO-83-753 84/07/24 2pp 25737 078 


8408060038 Notification of contract execut I on, Hod 2* to "Malnt It 
Qperation of LPDRs " Contractor Morris. IL Public Library 
HQVLB.A AdmlnlstraC: ivo Contracts Branch NnC-10-B3-735 04/06/19 

FELTON, J H Division of Rules and Records 80UDER, J NRC - No 
Detailed Affiliation Given Ip 25937 074 


— 0400060040 Mod 2. extending period of performance until 850505 & 
increasing funds, to "Malnt &. Operation of LPDRs " 
e Morris, IL HAGAN, T F Division of Contracts NRC-lO-03-735 
84/06/ 19 Ip 23937 075 


0408060041 Notification of contract execut I on* Mod 2* to "Malnt U 
Qperation of LPDRs " Contractor Indian River Community 
Colloge 

HOPPER, A Administrative Contracts Dranch NRC- 10-83-750 
84/07/24 FEU TON, J M Division of Rules and Records 8QUDER»JL 

NRC - No Detailed Affiliation Given Ip 25937 092 


— 8400060049 Mod 2* o xtend trig period of performance until 0509)6 It 
Increasing funding* to "Maint Operation of LPDRs " 
a Indian River Community College, Ft Pierce, FL HAGAN, T F 
Division of Contracts NRC-iO-83-751> 84/07/24 2pp 25937 093 
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NON DOCKETED ITEMS 


8409Di0?l 1 Notification or contract elocution riod 2i to 'Mamt ! 
Operation of LPDRs ' Contractor ttad i son-Jef forson County 
Public Library 

HOPPEH, A Adnini st^ra ti\ e Contracts Branch NRC-1 0-Q3-741 
04/07/24 PELTONpJ M Oivision of Rules and Records SOUDER, J L 
NRC - No Detailed Affiliation Given Ip 25936 180 


-—8403060214 Mod 2>e]rtendin9 period of performance to 850916 6 increasing 
fundSi to "Maint t< Operation of LPDRs *' 

DAOBITT.D L Madlson, IN HAGAN- T F Division of Contracts 
NRC“10~B3-741 84/07/24 2pp 25936 181 


840B060424 Notification of grant ececut Ion- Hod l»to 'Preliminary 
Analysis of Procedures tor Calibr of Short Circuit Currents 
in Electrical Penetration Assemblies ’ Grantee Tuskegee 
Inst 

UMBEL- D Technical Assistance Contracts Branch FIN 0-1059 
NRC-G-04-04-Q03 04/07/24 BATSON. W Office of Nuclear Regulatory 

Research. Director SULI IVAN* D NRC - No Detailed Affiliation 
Given Ip 23937 336 


840803005? Nutifacation ot coliMact c i ec uti on. Mod 2- to Nuclear Pouer 
Plant Operations Courses “ contractor Chattanooga Stctte 
Technical Comnumty College 

UMBEL D Technical Assistance Contracts Branch FIN B-1279 
NRC-05-81-251 84/07/31 QLAHA- J Pioqram Support • Analysis 

Staff ROESSLER.S D NRC - No Detailed Affiliation Givon Ip 
259B1 067 


— B4DBOQ0064 Mod 2t extending period of performance obligating funds to 
"Nuclear Pouer Plant Operations Course " 

BPANCHrC U Chattanooga State Technical Community College- 
Chattanooga. TN SMITH- P A Technical Assistance Contracts 
Branch FIN D-1379 NRC-05-ai-231 84/07/31 2pp 23981 060 


B4OB0BO059 Notiftcation or contract c x ecut l on. Mod 2. to "Maint L 
Operation of LPDRs " Contractor Wheeler Basin Regional 
Library 

HOPPER. A Administrative Contracts Branch NRC-10-a3-751 
84/07/26 FELTON. J M Division of Rules and Records SDUDER. J L 
NRC - No Detailed Affiliation Given ip 25981 OBO 


— 8409060426 Mod 1. extending period of performance to Q4Hl4.ta 
"Preliminary Analysts of Procedures ror Calibr of Short 
Circuit Currents in Electrical Penetration Assemblies " 
WILLIAMS. L A Tuskegee Institute- Tuskegec- AL MORTON. K V 
Technical Assistance Contracts Branch FIN 0-1059 
NRC~0-04-B4-003 84/07/24 Ip 25937 337 


8408070047 Notification of contract executi on. Mod I, to "Technical 
Assistance to Support IE Personnel In Integrated Design 
Insps " Contractor Westec Sves. Inc 

WDLLETT. fa Technical Assistance Contracts Branch FIN D-B719 
NRC-0S-a4-l51 84/07/23 MUIR. A Director's Office. Office of 

Inspection and Enforcement MILHOAN. j NRC - No Detailed 
Affiliation Given Ip 2595S 338 


—8409070033 Hod 1. providing incremental Funding ^ specifying period of 
parformance. to "Technical Assistance to Support IE Personnel 
In Integrated Design Insps " 

♦ NESTEC Services. Inc SMITH. P A Division of Contracts FIN 
E-B719 NRC-03~B4-151 84/07/25 Ip 25955 339 


8409070080 Notification of contract execution. Mod 1. to "Hydr ogeolog ic 
Evaluations of U Recovery Facilities " Contractor Williams 
t( Ass oc. Inc 

BAISDEN. L Technical Assistance Contracts Branch FIN D-B303 
NRC-31-84-S01 84/07/26 ROSE- H Uranium Recovery Field Office 

HILDENBRAND. P NRC - No Detailed Affiliation Given Ip 23957 093 


--8403090067 Mod 2- extending period of performance to 850916 V increasing 
funding, to "Mamt 6 Operation of LPDRs " 

» Wheeler Basin Regional Library. Decatur. AL HAGAN. T F 
Division of Contracts NRC-iO-83-75 J 84/07/26 Ip 25981 081 


8408080317 Notification of contract execution. Mod 1-to "Hy dr ogeo log 1 c 
Evaluations " Contractor INTERA Technolog i es. Inc 
UMBEL. D Technical Assistance Contracts Branch FIN D-7384 
NRC-O2-83-041 84/08/01 BROWN. R S Program Support Branch 

WIDMAYER-D NRC - No Detailed Affiliation Given Ip 25978 203 


— 640B08032S Mod 1. adding FV04 funds 4t changing company name fa principal 
investigator to. “Hydrageo log ic Evaluations " 

PAHWA.S B INTERA Technologies. Inc SMITH. P A Division of 
Contracts FIN 8-7304 NRC-02-83-041 84/08/01 2pp 

25978 206 


8408080476 Notification of contiact ex ecution. Mod 6, to "Shuttle Bus 
Sve " Contractor Beltu-ay Limousine Sve 

BRQMDERG.B J Administrative Contracts Branch NRC-1O-02-37B 
04/00/01 CORLEY. J Division of Facility Operations GRANT. L NRC 
- No Detailed Affiliation Given Ip 25976 039 


—8408080480 Mod 
"Shuttle Dus 
RODERTSON. J 
of Contracts 


6. deob 1 igati ng funds to enable contract closeout. to 
Sve " Contractor Beltuay Limousine 5vc 
Beltway Limousine Service. Inc HAGAN. T F Division 
NRC-lO-e2-37B 04/00/01 Ip 25976 060 


— B4080700B7 Hod l.changing contract number fa obligation amount. to 
"Hydrogeoiogic Evaluations of U Recovery Facilities " 

* Williams fa Associates MORTON. K V Division of Contracts FIN 
D-8505 NRC-31-84-301 04/07/26 2pp 25937 094 


6408070101 Notification of contract execution. Mod 3, to "Lou Level 
Nuclear Waste Processing fa Shallow Land Burial Trench 
Isolation " Contractor Univ of Arizona 

UMBEL. D Technical Assistance Contracts Branch FIN B-7072 
NRC-04-81-220 84/07/25 BATSON. W Office Of Nuclear Reactor 

Regulation. Director O'DONNEL.E NRC - No Detailed Affiliation 
Given Ip 23933 224 


-**8400070104 Hod 3. chang ing co-principal investigator > to "Low Level 
Nuclear Waste Processing fa Shallow Land Burial Trench 
Isolation “ 

WHEELER. J T Arizona. State of SMITH. P A Technical Assistance 
Contracts Branch FiN D-7072 NRC-04-81-220 94/07/23 2pp 

239S3 225 


B40BOBOOD3 Notification of grant execution "American Statistical Assoc 
Conference on Radiation fa Health." aiearded to American 
Statistical Assoc 

UMSELtD Technical Assistance Contracts Branch FIN G-1072 
NRC-O-04-84-0OG 84/07/31 BATSON. W Office of Nuclear Regulatory 

Research. Director GINEVAN.H E NRC - No Detailed Affiliation 
Given. 2pp 23982 I7o 


— 8403000008 Grant "American Statistical Assoc Conference on Radiation 
fa Health." awarded to American Statistical Assoc 
DENENBERG. E American Statistical Association HORTON. K V 
Research Contracts Branch FIN G-1072 NRC-O-04-04-000 

04/07/31 ip 23982 172 


0400080020 Notification of contract execution 
Bvcsf '* awarded to AlC Analysts Corp 
HAGEYi H Administratt VC Contracts Branch 
BABSET.H S Division of Data Automation fa 
KAYiB NRC - No Detailed Affiliation Given 


"Region IV Data Entry 

NRC-33-e4-383 04/07/06 

Management Information 
tp 239B1 036 


6408030502 Notification of contiact e x ecution. Mod 24. Task 62. to 
"Technical Assistance to Support NRC IE Personnel in 
Investigations of Incidents " Contractor Parameter. Inc 
WOLLETT.S Technical Assistance Contracts Branch FiN B-1302 
NRC-05-02~249 64/07/18 DLAHA. J Director's Office. Office of 

Inspection and Enforcement LAUOAN. W NRC - No Detailed Affiliation 
Oiven Ip 23976 008 


—8408080507 Mod 24. Task 62. adding RCS leak rate for PWRs. to "Technical 
Assistance to Support NRC IE Personnel in Investigations of 
Incidents " 

LOFY. R A Parameter. Inc SMITH. P A Division of Contracts FIN 
D-1302 NRC-OS-02-249 04/07/18 4pp 23976 009 


8408090041 Notification of grant ex ec ut i on. Mod 7. to "Experimental 
Phase of Development of Noninvaslve Liquid Level I 
Density Gauge for Nuclear Power Reactor Vessels " Grantee 
Pennsylvania State Univ 

UMBEL . D Technical Assistance Contracts Branch FIN G-1029 
NRC-0-04-81-024 04/07/31 BATSON. W Office of Nuclear Regulatory 

Research. Director CHEN. Y NRC - No Detailed Affitiatlon Given 
Ip 23991 290 


— 640S09D046 Had 7. providing addl funds fa extending period of performance 
to 050331. to "Experimental Phase of Development of 
Noninvasive Liquid Level fa Density Gauge for Nuclear Power 
Reactor Vessels " 

DAKER.R H Pennsylvania State Univ . University Park. PA 
MORTON. K U Research Contracts Branch FIN 0-i029 
NRC-O-04-a 1-024 84/07/31 Ip 23991 291 


B40B09Q072 Notification of 
for Support of Const App 
Contractor Parameter. Inc 
MIOQINg.E Technical As 
NRC-OS-a4-lS2 04/07/31 
Inspection and Enforcene 
Given Ip 2S991 237 


contract execution "Technical Assistance 
raisal Team (CAT) Insps " 

slstance Contracts Branch FIN B-B710 

DEYQUNG.R C Director's Office, Office d 
nt LOFY. R NRC - No Detailed Affiliation 


f 


—0408080025 Ltr Contract NRC-33-B4-3B3 "Region IV Data 
awarded to AlC Analysts Corp 

MATTIA.M J Division of Contracts NRC-33-B4-3S3 
DOHERTY. M U AIC Analysts Corp I3pp 259Q1 039 


Entry Sve. " 
04/07/05 


—0408090074 
Appra i sa 
LOFY. R 
B-e71B 


Contract "Tec 
I Team (CAT) In 
Parameter. Inc 
NRC-05-a4-l52 


hnical Assistance for Support of Const 
sps. " awarded to Parameter. Inc 

MDRTON. K V Division of Contracts 
84/07/31 32pp 23991 238 


FIN 
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a40a39011‘i CuTTected notirjcation of contract exec i ori, Mod 2- to 
"NuciEar Pfjuor Plant Operation Courses " Contractor 
Chattanooga State Technical Communitg College 
umbel. D Technical Assistance Contracts Branch FJN B-1277 
NRC-03-QI-251 04/07/31 BLAHA, J Director's Office, Office of 

Inspection and Enforcenent ROESSLER, & D URC — No Detailed 
Affiliation Given Ip 25991 213 


8408390135 Notification of contract e * ecuti on- Mod 3, to "Integral Sgs 
Test Program - Once-Through Integral Sy s Multi loop 

Integral Sgs Test Components ' Contractor BfcW 

WOLLETT.B Technical Assistance Contracts Branch TIN 0-0909 
NRC-0^“83-16a 04/07/24 BATSON, W Office of Nuclear Regulatory 

Research, Director YC'JMG, M MRC - No Detailed Affiliation Given 
Ip 25991 211 


— 0400090142 Ltr Contract NHC-04-03-168, Mod 3, providing incremental 
funding, to 'Integral Sys Test Program - Once-Through 
Integral Sys ?« tiultiloop Integral Sys Test Components " 

SMITH, P A Technical Assistance Contracts Branch FIN B-a909 
NRC-04-83-16B 04/06/27 LUKAS 1 K, M Babcock 6 Wilcox Co Ip 
23991 212 


B4O0O9OSO4 Notification o-f contract e*ec uti on, Mod 5, to "Safety Aspects 
of Industrial Radiography Courses " Contractor GAMMA 
Industries 

OILDENHGRrhA J Administrative Contracts Branch NRC-O3-02-2S1 
04/00/01 MUIR, A P Program Support g. Analysis Staff 
HASSELDERG.R NRC - No Detailed Affiliation Given Ip 239Q3 128 


— 04OBO9O51O Mod S, deleting dates for third course in entirety, to "Safety 
Aspects of Industrial Radiography Courses " 

RIDDLE. R R Nuclear System HAGAN, T F Division of Contracts 
NRC-05-82-231 84/00/01 Ip 35903 129 


8400090540 Notification Of contract executian. Mod 5, to "(Tad 1 onuc 1 ide 
Migration Around U Ore Bodies - Analogue of Radwaste 
Repositories " Contractor Australian Atomic Energy 
Commiss i on 

WDLLETT. S Technical Assistance Contracts Branch FIN B-6661 
NRC-04-01-172 B4/07/3i OATSON. W Office of Nuclear Regulatory 

Research, Director BIRCHARD, 0 NRC - No Detailed Affiliation 
Given tp 29983 229 


— 0400090551 Mod 9. extending period of performance to 040930 at no addl 
cost, to "Radionuclide Migration Around U Ore Bodies - 
Analogue of (laduasto Repositories " 

RATCLIFF,W H Australia. Govt of SMITH>P A Division of 
Contracts FIN 0-6661 NRC-04-8i -l 72 B4/07/31 Jp 25983 230 


8400130300 Notification of contract o xecution. Mod 3, to "New Madrid/ 
Midwest Continent Geological & Seismo log ica 1 Research 
Program " Contractor Univ of Michigan 

MACE, M Technical Assistance Contracts Branch FIN D-BOao 
NRC“04-8l-l95 84/00/01 BATSON, W Office of Nuclear Regulatory 

Research, Director MURPHY, A NRC - No Detailed Affiliation Given 
Ip 26040 331 


— 0400130314 Mod 3, adding requirements to statement of work h obligating 
addl funds, to "New Madrid/Midwest Coritlrient Geological h 
Sel smo log ical Research Program " 

MATTHEWS, C |J Michigan, Univ of. Ann Arbor, MI SMITH, P A 
Division of Contracts FIN 0-0000 NRC-04-81 -195 04/00/01 

2pp 26040 332 


8400130435 Notification of contract e xocution, Mod 3. to "Licensing 
Technical Assietanco " Contractor Science App 1 ic atl ons, Inc 
S1LVI3, R M Technical Assistance Contracts Branch TIN n-6947-0 
NRC-02-B0-033 84/00/02 DAVIS, J G Office of Nuclear Material 

Safety h Safeguards, Direc tor LOYSEN, p NRC - No Detailed 

Affiliation Given Ip 26058 356 


—8408130437 Mod 3, incorporat ing final overhead rates for FY81 8< 02 
dcobligating balance of funds, to "Llceneing Technical 
Assistance " 

FINDLEY, D E Science Applications, Inc SM1TH,P A Division of 
Contracts FIN B-6947-0 NRC-02-00-035 04/00/02 Ip 

26050 357 


0400130440 Notification of contract e xecutl on. Mod 2, to "Licensing 
Technical Assistance " Contractor Science App 1 1 cat! ons, Inc 
aiLVia.R M Technical Assistance Contracts Branch FIN 0-6993-0 
NRC-OS-00-033 04/08/02 DAVIS. J G Office of Nuclear Material 

Safety L Safeguards, Direc tor LOYSEN, P NRC — No Detailed 
Affliutliin Given Ip 26090 334 


■0408130442 Mod 2, inc orp ora t i ng final overhead rates for FV01 «< 02, to 
"Licensing Technical Assistance " 

FINDLEY, D E Science Applications, Inc SM1TH,P A Division of 
Contracts FIN B-6953-0 NRC-02-D0-03S 04/08/02 Ip 

26030 355 


0400130444 Not i f 1 cat J on or contract ex ec u t> on. Mod 4. to "Licensins 
Technical Assistance " Contractor Science App 1 icati ons, Inc 
SILVIS,R M Technical Assistance Contracts Branch FIN 9-6953-0 
NRC-02-ao-OJ9 84/08/02 DAVIS, J G Office of Nuclear Material 
S«ifetg 6 Safeguards, Dire c tor LOYSEN, P NRC - No Detailed 
Affiliation Given Ip 26050 332 


— 8409130445 riod 4> me o-rpor t ing final overhead rates for FVai & 02, to 
"Licensing Technical Assistance " 

FINDLEY, D E Science Applications, Inc SMIITH,P A Division of 
Contracts FIN B-6933-0 NRC-02-a0-03S 04/00/02 ip 

26050 353 


0400130592 Not 1 fl cat i on of contract e xec ution. Mod 4, to "Technical 
Assistance m Hy drog eo 1 og y * Contractor Law Engineering 
Testing Co 

FLEENQR.C Technical Assistance Contracts Branch NRC-O2-82-O20~Ol 
04/00/06 DAVIS, J Office of Nuclear Material Safety 
Safeguards, Director JDrlNSDNi R NRC - No Detailed Affiliation 
Given Ip 26036 361 


— 9409 1 30597 Mod 4, extending period of performance until 090107. to 
"Torhnical Assistance in Hydrogeology '* 

STEINDRENNER, F Law Engineering Testing Co SMITH. P A Division 
of Contracta NRC -02-82-020-01 Q4/0B/06 Ip 26036 362 


8400140510 Notification of contract e xecuti on, Mod 1, to "QA 
Congress i'Onal Study " Contractor NC Kist 1, Assoc, Tnc 
MI0GIN8.E Technical Assistance Contracts Branch WDLLETT, S 
Division of Contracts MRC-09-84- 1 55 04/07/26 BLAHA, J Program 

Support It Analysis Staff ORACH, W NRC - No Detailed Affiliation 
Given Ig 26061 294 


— 04OB14O917 Hod 1, adding procedures for replacement of task orders L 
identifying names of individuals to receive monthly repts, 
to "QA Congressiona 1 Study 

HEIDENREICH, J N C Kist L Associates, Inc KQRTDN. K V Division 
of Contracts NRC-03-04- 1 55 84/07/26 tp 26061 293 


04OB2OO59O Notification of contract execution. Mod 2, to "Maint t< 
Operation of LPDRs " Contractor Plymouth. MA Public Library 
TOWN S END, D Administrative Contracts Branch NRC-10-a3-748 

Q4/OG/14 FELTON, J M Division of Rules and Records 50UDER, J 
NRC - No Detailed Affiliation Given Ip 26143 273 


— Q40B200997 Mod 2, extending period of performance to 090916 6 
increasing funds, to 'iiaint Operation of LPDRs " 

* Plymouth, MA HAGAN. T F Division of Contracts 
NRC-lO-83-74a 04/00/14 Ip 26143 274 


0400200602 Notification of contract exec utlon. Mad 2, to "Maint It 
Operation of LPDRs '* Contractor Crystal River. FL Public 
Library 

TOWNSEND. 0 Administrative Contracts Branch NRC-10-B3-747 
84/00/14 FELTON* J M Division of Rules and Records SQUDERtJ 
NRC - No Dotalled Affiliation Given Ip 26143 281 


— 8408200606 Mod 2* extending period of performance to 090916 & 
Increasing funding, to "Maint L Operation of LPDRs " 

■* Crystal River, FL HA0AN,T F Division of Contracts 
NRC- 10- 83 -7 47 04/00/14 ip 26143 282 


0400210024 Notification of contract ex ec uticn. Mod 1. to "Maint U 
Operation of LPDRs " Contractor Russell Library, 

Midd 1 etown, CT 

TOW-MSEND. B Administrative Contracts Branch NRC-lO-03-731 
04/08/14 FELTON, J M Division of Rules and Records EaUOER, J 
NRC - No Detailed Affiliation Given Ip 26195 102 


’04OB31OO32 Mod 1« exercising option to extend period of performance for 
I yr to 050921 ti increasing funding, to "Maint Jc Operation 
of LPDRs 

« Middletown, CT HAQAN. T F Division of Contracts 
NRC-lO-BS-TSl 04/08/14 Ip 26195 103 


8400210040 Notification of contract e x ecution, Mod 2, to "Maint 
Operation of LPDRs Contractor Perry, QH Public Library 
TOWNSEND- D Administrative Contracts Branch NRC-lO-83-7a6 
04/00/14 FELTON, J N Division of Rules and Records BDUDERi J 
NRC - No Detailed Affiliation Given Ip 26199 179 


— 0400210047 Mod S* exercising option to extend period of performance for 
1 yr to 030916 t< increasing funding, to "Maint it Operation 
of LPDRs " 

s Perry, OH HAGAN, T F Division of Contracts NRC-10-03-736 
84/00/14 Ip 26199 180 
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840B21Q043 Notification or contract erecut i on< Hod 4, to 'Follouort 
Sirtuiation of Earthquake Ground Motions for San Qnofre 
Nuclear Generating Station '* Contractor MlT 
HDPPEH> A Administrat i\ e Contracto Branch FlM B— 6B93 
NRC-03-a0-l44 34/06/12 VQLLMERi R Division of Engineering 

JACKEON^R NRC « No Detailed Affiliation Given Ip 26195 176 
a4X Flche 50-206i 04/06/12. G408210042 


— 8408210046 Mod 4. deob 1 igat mg unliquidated fee remaining in contract, 
to ''Foliouon Simulation of Earthquake Ground Motions for 
Ban Onofre Nuclear Generating Station " 

AKI.K Massachusetts Institute of Technology. Cambridge. MA 
HAGAN. T F Division of Contracts FIN 0-6898 Nnc-03-80-1 44 

84/06/12 Ip 26195 177 24X Fiche 50-206.84/06/12.8408210042 


B408220075 Notification of contract eiecut i on. Mad 2. to "'IMB/IDAS Bys 
Support " Contractor SDA Subcontractor l^/ilson Hill 
Assoc. Inc 

OILDCNHORN.A J Administrative Contracts Branch FIN D-1211 
NRC-3a-84-37B 84/08/02 BASSETT, H S Division of Data Automation 

V Management Information BADINI.J □ NRC - No Detailed Affiliation 

Given ip 26210 353 


—8403220080 Mod 2. increasing funding i. extending period of performance 
to 040830. to "IMS/IDAS Sys Support " 

THOMAS. ri £ Small Business Administration HILL.P U Hilson Hill 
Associates. Inr HAOAri. T F Division, of Contracts FIN D^iail 
NRC-33-a4-37a 84/08/02 4pp 26210 354 


8408220150 Notification of contract exccut i on. Mod iO. to "Central 
Virginia Regional Seismic Netuork “ Contractor ” Virginia 
Polytechnic Inst (t State l/niv 

PAGE.M Technical Assistance Contracts Branch FIN B-6249 
NRC-04-177-134 04/08/10 BATSON. W Office of Nuclear Regulatory 

Research. Director MURPHV. A NRC - No Detailed Affiliation Given 
ip 26212 179 


>8408820156 Mod 10. increasing funding tc extending period of performance 
to 0SO73l.to "Central Virginia Regional aeismlc Network " 

STErss.A N Virginia Polytechnic Institute & State Univ ■ 

Blacksburg. VA 5MITH.P A Division of Contracts FIN D-6249 
NRC-04-77-134 84/08/10 4pp 26212 160 


8408220384 Notification of contract execution. Mod 6. to "Residual 
Stress at Girth Butt Helds in Pipes or Pressure Vessels ” 

Contractor BMl 

81LVIS.R M Research Contracts Branch FIN 0-5608 NRC-04-76-293 

84/08/02 BATSON. N Office of Nuclear Regulatory Research. 

Director LYNN. E K NRC - No Detailed Affiliation Given Ip 

26209 360 


>8408220387 Mod 6. incorporating final overhead rate for FY76-76. to 
'^Residual Stress at Girth Butt Helds In Pipes or Pressure 
Vessels '■ 

LUK2.FU Battelle Menorial Institute. Columbus Laboratories 
SMITH. P A Division of Contracts FIN 8-560B r^C-04-76-293 

84/08/02 Ip 26209 361 


8408220397 Notification of contract execution "Photographic 
Reproduction Bvcs. " awarded to SBA Subcontractor Domus 
Design Studios. Inc 

HAUKINS. D A Administrative Contracts Branch NRC-10'-84-270 
84/07/18 8E8AH.H J Division of Technical Information U Document 
Control DEHN. 0 NRC - No Detailed Affiliation Given Ip 
26210 277 


— 840B220400 Contract “Photographic Reproduction Svc», " awarded to 
Domus Design Studios. Inc 

CVADDLEiJ H Domus Design Studios. Inc THOMAS. N £ Small 
Dusiness Administration NRC-10-84-270. 84/07/10 2pp 

26210 278 


— 8408220404 Contract "Photographic Reproduction Svcs, " awarded to SBA 
Bubcontractor’ Domus Design Studios. Inc 

THOMAS. M E Small Business Administration * Domus Design 
Studios. Inc HAGAN. T F Division of Contracts NRC-10-B4-270 
84/07/18 56pp 26210 2B0 


8408230330 Notification of contract executloni Mod 4. to "Reviewing 
Hydrogeologic Investigations of Bedded ^ Dome Galt 
Basins - Project B " Contractor Colder Assoc. Inc 
FLEENDR.C Adnlnis trative Contracts Branch NRC-02-03-034 
84/08/03 DAVIS. vJ Office of Nuclear Material Safety *< 

Safeguards, Director COOKE. B NRC - No Detailed Affiliation Given 
1 p 26236 076 


— 8408230336 Mod 4. termi nafc Ing contract, to "Reviewing Kydrogeolog Ic 
Investigations of Bedded it Dome Salt Basins - Project B " 

PENTZ. D L Colder Associates SMITH. P A Division of Contracts 
NRC-02-a3-D34, 84/08/03 2pp 26236 077 


0408230434 Notification or contract t xocution. Mod 3. to "Mod of 
Existing Air Pathway Model for Low Level Haste Assessment t< 
Training Course " Contractor NOAA 

PAGE.M Technical Assistance Contracts Branch FIN D-7359-3 
NRC-02-a3-03l 04/OA/16 BROWN. R S Program Support Branch 

NEUDER. 0 NRC - No Detailed Affiliation Given ip 26230 258 


--0403230506 Mod 3. extending period of performance to 841030. to "Mod 
Of Existing Air Pathway Model for Low Level Waste 
Assesfimert Training Course " 

MAHLER. R J Commerce. Dept of. Natl Oceanographic & Atmospheric 
Administration SMITH. P A Division of Contracts FIN 0-7359-3 
tTRC-O2-03-O3l 84/OB/ 16 Ip 26230 259 


0408240389 Notification of contract execution. Mod i 1 . to "Computer Time- 
Sharing X, Related Sves " Contractor NIH 

BRanDERG, D Administrative Contracts Branch FIN B'*1666 
NRC >-25-02-31 2 84/08/17 BASSETT. H 0 . SHIELDS. J Office of 

Resource Management. Director ip 26255 325 


—8400240094 Mod 11. adding funding to "Computer Time-Sharing Related 
Sves '■ 

» HKS. Dept of, U a Public Health Service HAGAN. T F Division 
of Contracts FIN D-J666 NnC-25-82-3J2 84/08/17 Ip 

26255 326 


0408270497 Notiflcatlan of contract execution "Stenographic Reporting 
Svea Throughout Contiguous US Excluding Hash ington. DC 
Metropolitan Area." awarded to Ace-Federal Reporters. Inc 
DAVIS, K Administrative Contracts Branch FIN 8-8103 
NRC-21-G4-332 04/08/06 COTTER. B P Atomic Safety and Licensing 

Board Panel LEINS. E , liORAM. 0 NRC - No Detailed Affiliation 
Given ip 26277 066 


— 8408270503 Contract "Stenographic Reporting 8vc s Throughout Contiguous 
US Excluding Washington. DC Metropolitan Area." awarded to 
Ace-Federal Reporters. Inc 

* ACE Federal Reporters. Inc MATTIA.M J Division of Contracts 
FIN B-aia3 NRC-2l-84-35a 84/08/06 Ip 26277 067 


--8408270508 Sol iciteti Qfi. of f er 6 award of "Stenographic Reporting Sve s 
Throughout Contiguous US Excluding Washington, DC 
Metropolitan Area. “ to Ace-Federal Reporters. Inc 

MONICK.R J ACE Federal Reporters. Inc e Division of Contracts 
FIN a-0l83 NRC-21-84-352 84/06/29 I30pp 26277 06B 


B408270347 Notification of contract execution. Mod 12. to "Memphis Area 
Regional Seismic Network - New Madrid " Contractor Memphis 
State Univ 

PAGE. M Technical Assistance Contracts Branch FIN B-6276 
NRC-04- 78-200 84/08/20 BATSON. W Office of Nuclear Regulatory 

Research. Director MURPHY. A NRC - No Detailed Affiliation Given 
Ip 26277 033 


— B40S270552 Mod I2i revising statement of work to add cooperative effort 
u/Unlv of Kentucky. to "Memphis Area Regional Seismic 
Network - New Madrid " 

CARPENTER, T 0 Memphis State Univ , Memphis. TN SMITH. P A 
Division of Contracts FIN D-6276 NRC-04-7B-200 84/00/20 

4pp 26277 034 


0408270557 Notification qf contract ex ecutlon. Mod 13. to "In-Process 
Control of 6NM " Contractor Science App 1 Icat 1 ons. Inc 
WDLLEFT.S Technical Assistance Contracts Branch FIN D-7315-4 
NRC-02-ai-040 84/08/13 DAVIS. U Office of Nuclear Material 

Safety «. Safeguards . Olrec tor MILLER. M NRC - No Detailed 
Affiliation Given ip 26277 266 


— BADB2705SB Mod 13. revising period of performance to end 040915 in lieu 
of 041031 it providing for decrease to scope of work to 
reflect shortened performance period. to "In-Proccss Control 
of SNm " 

MCDOHALD.R Science Applications. Inc SMITH. P A Division of 
Contr*act5 FIN d- 7315-4 NRC-02-81-040 84/08/13 2pp 

26277 267 


8408270574 Notification of contract exocutlon. Mod 8. to "Maint of Data 
Oenerai Computers U Peripheral " Contractor Data 
Consultants. Inc 

HAMKINB. D A Admin i strat i ve Contracts Branch FIN D-1663 

NRC-25-B2-311 84/07/30 DASBETT. H Division Of Data Automation i 

Management Information JOHNSON. C NRC - No Detailed Affiliation 
Given ip 26258 361 


— 8408270576 Mod 8. ex tending period of performance from 840526 to 840613 
•at no cost, to "Maint of Data General Computers 
Peripheral " 

BQNNIES.G Data Consultants. Inc KOGAN. T F Administrative 

Contracts Branch FIN B-1663 NHC-25-82-31 1 84/07/30 Ip 

26258 362 



NOMDOCKETED ITEMS 


453 


Q40B27O‘iai r^ut i f ica 1 1 on or contract e» e c ut » on , Mod 3, t o ‘Consulting 
5vc 9 of E Ffadabough to In^'oetigato CJozrlc- Load Design 
L ini ts< Ov era 1 1 Design Margins Ei Loading Rate Effects " 

Contractoi EC RodabaugN Assqcj Inc 

PmGE< f1 Technical Assistance Contracts flranch FIM R-0i»9O 
NRC-O3-0A-O71 B4/0a/20 DEWfOri, H R Office of Nuclear Reactor 

Regulation, Director SULLIVAM.E NRC - No Detailed Affiliation 
Given Ip 2i>238 357 


“-8AO027C5B2 Mod 3*Tovl5infl siate/rent of luoi >< for contractor 
pai tic I pat ion on pipelocV revleiu panel, to "’Consulting Svcs 
of Rodabaugh Investigate Nozrle Load Design Ll<nlts> 

□vorall Design Margins i Loading Rate Effects " 

RODADAUGHj E C EC Rodabaugh Associates, Inc SMITH, P A 
Division of Contracts FIM 0-8690 NttC-03-84-07 1 84/09/20 

7pp 26258 35B 


0408290347 Notification of contract ei ec Jt l on , Mod 2, t o “Processing it 
Packaging Documents fop Transcnittal to LPDRs " Contractor 
Matima Corp 

HANKINS, D A Adci I n i a t ra*^ 1 vc Contracts Branch. NRC“10'-B4“247 

04/08/14 FELTON, J M Division of Rules and Records SOUDER. J 
NRC - No Detailed Affiliation Given ip &6311 29* 


— 0400290349 Mod 2*revisins contract to incorporate administrative 
corrections h computer costs, to "Processing h Packaging 
Documents for Transmittal to LPDRs “ 

ZDTO'^BKYfL E Mamria Corp HILU-D Small Business 
Administration HAOAN. T F Division of Contracts NRC-10-B4-247 
04/00/14 3pp 2*311 297 


B4O03OO233 Notification of contract eiecut i on., Mod 2, to “Clinical 
Response to Chronic Stress in TMl " Contractor Uniformed 
Svcs Univ of Health Sciences 

HOYLE, A Administrative Contracts Branch FIN D-BOOB 
NRC-03-01-135 84/08/14 VCLUHER, R H Division of Engineering 

CLEARY, D P NRC - No Detailed Affiliation Given Ip 26315 361 
24)( Fiche 30-209.64/09/14,0408300233 


—8409300237 Mod 2. extending period of performance to 940919, to 
"Clinical Response to Chronic Stress in TMI " 

BAUM, A Uniformed Services Univ of Health Sciences HAGAN. T F 
Division of Contracts FIN D-aOOB NRC-03-a l “133 94/00/14 Ip 

26315 362 a4X Fiche 50-289.34/08/14,9409300233 


8400310002 Notification of contract eiecut 1 on, Mod 1 to “Career 
Counseling for NRC Participants In Region IV “ Contractor 
RD Clark 

MURPHY, L G Administrative Contracts Branch NRC- 10-03-721 
B4/08/23 GDLDHAIY, P J Managatrient Development & Training Staff 
UAN SANTEN, L NRC - No Detailed Affiliation Given Ip 26332 039 


— B40831008Q Mod 1, extending period of performance to B90630 6 increasing 
monetary amount, to "Career Counseling for NRC Participants 
in Region IV " 

CLARK. R Clark, R B HfAGAN. T F Division of Contracts 
NRC-lO-83-72i 04/OQ/23 2pp 26352 03? 


B4O031O212 Requests that completion date for Contract NnC-09-B3-21 5i 
"Insp Model for Environ Qualification of Electrical 
Equipinont. " tie estended from Aug 1984 to Feb 1995 
POTAPOVS, U Vendor Program Branch 84/00/2? LAUDAN, M 
Engineering ^ Oenerir Conmunl cat i ons Branch 2pp 26320 326 


□4003102*0 Notification of contract execution, hod 3, to “Assay of Long- 
Lived Radionuclides In Low Level Wastes From Power 
Reactors " Contractor Science App 1 ications, Inc 
PAGE, M Technical Assistance Contracts Branch FIN □-7356-4 
NRC-02-B2-043 04/00/16 DAVI9. J Office of Nuclear Material 

Safety I Safeguard s, D i rec tor JOHNSON. T NRC - No Detailed 
Affiliation Given Ip 26350 282 


— 0408310262 Mod 5. extending period of performance until 841031 «<. 
providing addl funds, to “Assay of Long-Lived Radionuclides 
in Lnui Level Wastes From Power Reactors " 

ARCHER, C D Science Applications. Inc SMITH,P A Dtvlsion of 
Contracts FIN B-7336-4 NRC -02-82-043 04/00/ 16 2p p 

26330 283 


04OB31O363 Notification of contract execut i on, Mod 1, to “Regional 
Economic Impacts of Accidents •' Contractor Dept of 
Commerce 

PAGE, M Technical Assistance Contracts Branch FIN D-067B 
NRC-03-04-063 84/00/23 VOLLMER, R H Division of Engineering 

RICHTER, B NRC - No Detailed Affiliation Given Ip 2*330 330 


— 0408310368 Mod 1. revising completion date for Task 6 at no addl cost, 
to "Regional Economic Impacts of Accidents " 

TROTT, E A Commerce, Dept of, SMITH, P A Division of 
Contracts FIN 0-8*70 NRC-03-84-065 94/08/23 2pp 

26350 331 


8400310385 No t i f i ca l on ot contract e x e c ut i on. Mod 4, to “Panel Membor * 
Doc umenta 1 1 on Review tor Selected Meetings of Peer Revleiu 
Group Contractor A0 Regnalds 

TOWNSEND, B L Administrative Contracts Branch FIN B-B9B5 
MRC-04-03-010 04/00/27 BASBETTrO E Division of Accident 

Evaluation JANKOWSKI, II W , f^EYERS. R NRC - No Detailed Affiliation 
Given Ip 26350 2/3 


— 0'lOB3lO39O Mod 4, extending period of performance until 040501, to 
"Panel Member 6 Docunenta t loti Revjeuj for Selected Meetings 
of Peer Review Group ' 

^ Virginia, Univ of, Charlottesville, "VA KALMAN, E L Division 
of Contracts FIN 0-8905 NRC-O4-03-O1O 84/08/27 Ip 

26330 276 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AMD RELEASES 


8407130136 Appeals denial of FOIA request for 27 document* referenced 
in 1975 EIS re facility 6 all EIS, supp lementa 1 EI5 or 
slmllkar environ documents L FOIA fee waiver decision 
RYAN, J A Streich. Lang, Weeks 8. Cardon 34/03/27 Office of the 

Executive Director for Operations 4pp 23557 OlG 24X 
Fiche 30-528.84/03/27,640712013* 


8407120142 Responds to appeal re denial of FOIA request for 27 
documents referenced in 1975 EI5 re facility U aU E15, 
supplemental EIS or slnilar environ documents Appeal 
granted 

DIRCKSiW J Office of the Executive Director for Operations 
94/09/21 RYAN, J A Streich, Lang* Weeks U Cardon Ip 25357 022 
24K Fiche 90-328,84/05/21,0407120142 


B407130037 Further response to FOIA request for numerous categorle* of 
record* re issues discussed in IE Info Notices 81 -29, 83-32, 

83-57 t 83-72 U Board Notification® 83-126 * 03-i2aA 
Forwards Apps C 6 D documents Search continuing 

FELTON.J M Division of Rule* and Records 84/04/13 0QRDAN,M S 
Harmon <c Weiss 7pp 25504 078 24X Fiche 90-000,04/04/13, 

9407130037 


840QO10061 Further response to FDIA request for I* categories of 
record* re facility Documents identified by J Ooold 
M Slebort on 940314 ?* 15 tApp D) forwarded App A documents 
already forwarded Index forthcoming Search continuing 
FELTON, J t1 Division pF Rules and Records DX14 OOO 64/07/19 
RICE. C M Kirkland t Ellis 2pp 263CX) 001 24X 

Fiche 50-329.84/07/19,9406010061 


--0408020198 Respond* to Mooneg concept theory re SRP 2 9 4 * P9AR 
review Suggestion to QELD re Mooney testimony end 
H00D*D tjRC - No Detailed Affiliation Given DX17 027 63/11/22 

HASBELiD M NRC - No Detailed Affiliation Given 4pp 
36319 153 24J( Fiche 50-329*84/07/18,6405010061 


•7813070142 Discusses IE Insp Repts 50-329/78-12 U 50-330/78-12 
Contributing factors to settlement* of diesel generatar bldg 
foundatlcn * generator pedestals include variable prapertlei 
of random fin matl supporting structure * cooling pofid 
KEPPLER.J 0 Region 3, Chicago* Office oP the Director J1X16 OOi 

70/11/01 THORNBURG, hi D Division of Reactor Construe tl an 

Inspection 2pp 2630* 211 24X Fiche 30-329,84/07/10, 

04060 i 00* I 


— 790?2?OiL? Forwards outline history of geotechnical engineering 
problems re plant fill Lists pertinent P5AR * F3AR criteria 
* sumrnarixos foundation conditions & remedial measure* for 
all Category 1 structures founded on plant fill 
GILLEN, D M Geosciences Branch I)X)6 013 79/00/20 

JACKBDN.R E Geosciences Branch lOpp 26310 30? 24X 

Fiche 50-32?, 64/07/18, 6408010061 


— 0OO4D4O738 Summary of 600227 ■!« 28 meeting Sc site visit w/util in 
Midland, MI re soil settlement problems * related 
investigation program 

GONZALES, RO Hydrology Meteorology Branch 0X1* 032 80/03/10 

BIVINS, W S Hydrology Meteorology Branch ?pp 26311 11? S4X 
Fiche 30-32?, 64/07/13*64000 10061 


— 90001337*4 Qummariios status of s« 1 smol oglcal input parameters re 
geosciences geotechnical review of facilities as discussed 
at 600702 S, 22 meetings 

KIMDALL.J Geosciences Branch IJX16 029 80/OB/07 JACV19DN, R E 

Geosciences Sranch 6pp 26311 095 24X Fiche 50-329,94/07/10* 

8406010061 


— B0I0160005 Submits questions in response to request for Interrogatory 
input re hearing 

LEAR, G £ Hydrologic tc Geotechnical Engineering Branch 13X17 013 
eO/tO/0* MIRAOLIA.F Licensing Branch 3 Spp 26S10 144 24X 

Fiche 30-329,94/07/18,9400010061 
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— BOt 1340409 ForuarJJs Hydrologic Eng irieer it »9 Section interrogatnri es re 
permanent deuaterlng sys at 

LEAR< 0 E Hydrologic U Geotechnical Engineering Branch BIC17 008 
ao/n/lO TEDESCOr R L Aislstant Director for Licensing 3pp 
26317 244 24X Flche 50-329.84/07/18,8408010061 


— 8104230479 Submits comments on applicant response to NRC 
I nt erroga tor i eo l-*3 No results available for revieu of 
Interrogatories 1 h 2 since no Congo 1 idat ion tests on 
samples were obtained from surcharged area of plant fill 
MCCALUI5TER. P Army, Dept of. Corps of Engineers BX17 014 
91/03/27 LEAR. 6 Hydrologic h Geotechnical Engineering Branch 
2pp 26515 130 24X Fiche 50-329,84/07/18.8405010061 


—0103070480 Responds to request ra Geosciences Branch estimate of time 
required to complete site review Appro* 30 days are needed 
to review addl inFo requested for Part 16 3 months are 
needed for review of Part 2 submittal 

KNIGHT. J P Assistant Director for Comp 6 Structures Engineering 
(Pro 8302011 BX16 037B 81/04/24 PATON, W D Office of the 

Executive Legal Director Ip 26513 189 24X 

Fithe 50-329,04/07/18.8400010061 


— 3110190801 Forwards topic discussions for inclusion in 1981 annual 
rept. per 810902 commitment Discussions of technical 
assistance program for 1 icensing. 0ET8 revieui & Midland 
remedial repair info end 

HELLER, L W Hydrologic U Geotechnical Engineering Branch BX16 
033 81/09/16 LEAR.O Hydrologic t. GeotBchnical Engineering 

Qranch 6pp 26512 233 24XFiche 50-329.04/07/18.0400010061 


— 8110260062 Informs that licensee taking position that IEEE 279 
jurisdiction starts y/transmitter Jurisdiction should start 
at sensing line connection to process piping 

HENDERSQNiJ D Reactor Projects Sections iRegions 1 & 3> BX19 
024 01/10/01 WILLIAMS, C C Plant Systems Section Ip 

36533 050 24X Fiche 50-399.04/07/10.8408010061 


—8111240064 Informs of 811016 conference call w/utll to discuss revised 
schedule for soils hearing requests revision to better 
accommodate const schedule Agreed schedule for hearings ulll 
be 611201-04 1214-10 

HOOD, 0 Licensing Branch 4 DX19 036B 81/10/30 TEDESCO. R L 

Assistant Director for Licensing 3pp 26535 252 24X 

Fiche 50-329.84/07/10,8405010061 


—8201050063 Sunmariias 811207 telcon re 020105 soils hearing 

HOOD, D Licensing Branch 4 OXIB 032 01/12/14 ADENSAM. E O 

Licensing Branch 4 2pp 26326 099 24X Fiche 50-329,84/07/18, 

0408010061 


— 8201220049 Ad\l 5 es of 1-nonth delay in meeting R Tedesco 011S14 
schedule in support of facility hearing review Viable 
schedule must recognize need for iteration u/applicant 
follawing each significant submittal 

VOLLMERjR H Division of Engineering BX16 074 01/12/20 

EISENKUT. 0 0 Division of Licensing 3pp 26314 180 24X 

Fiche 50-329.84/07/18.0408010061 


—0202040352 Informs that certain &ER sec t i ons. e spec iall y soil remedial 
actions, wi 1 1 not be complete by BS0406 deadline 
ADENSAM. E 0 Licensing Branch 4 5X16 055 02/01/19 

EI8ENHUT.D0 Division of Licensing 3pp 26312 266 24X 

Fiche 30-329.84/07/18. 8408010061 


— 8203020030 Summary of 811006-07 meeting w/uti 1 , Bech tel consultants in 
Dethesda.hD re uniiergraund piping in inadequately compact 
plant fill 

HOOD. D 8 Licensing Branch 4 0X21 002 OM 82/02/05 

DENTON. H R NRC - No Detailed Affiliation Given sypp 
26549 004 24X Fiche 30-329,84/07/18.8408010061 


—0205050207 Forwards listing of issues to be resolved prior to start of 
Phase 2 underpinning operations for auxiliary bldg 
LEAR. 0 Hydrologic h Geotechnical Engineering Branch 5X16 033 
02/04/28 ADENSANiE Licensing Branch 4 2pp 26511 200 24X 

Fiche 50-329.84/07/18.5408010061 


— 8205120033 Summariies technical comments from ACRS subcommittee 620429 
meeting re remedial activities for deficient soils 
ADENSAM. E G Licensing Branch 4 QXIB 033 02/05/04 BOSNAK, R 

NRC - No Detailed Affiliation Given 4pp 26527 183 24X 

Fiche 30-329.84/07/16,0400010061 


— 0205210467 Notifies that util submittal re Phase 2 of underpinning 
repair work at facility ac ceptab 1 e , provi d ed that end mods 
tc requirements are incorporated into Phase 2 program 
KNIGHT, JP Assistant Director for Comp Structures Engineering 
iPre 030201) 5X16 033 82/03/10 TEDESCO. R L Assistant 

Director for Licensing 34pp 26511 203 24X 

Fiche 50-329,84/07/18.0400010061 


— 0205240603 Advises tha^ ad hoc ACRS subcommittee recommendations re 
foundation problems i. rotated remedial actions at facilities 
acccp tab 1 e, per 820429 l> 0306-00 meetings Discussion of 
seismic-related issues tentatively scheduled for 820320-21 
FRALEY, R F ACRS - Advisory Committee on Reactor Safeguards BX14 
003 11879 82/05/14 OIRCKS, W J Office of the Executive 

Director for Operations Ip 26500 027 24X 

Fiche 50-329,84/07/18,8408010061 


— 6206020051 Comments on draft of acceptance provisions for Phase 2 Final 
transmittal to applicant should move through DE for 
cancurr enc e 

knight. J P Assistant Director for Comp 8. Structures Engineering 
(Pro 830201) DX16 036 82/05/13 KANE. J Assistant Director 

for Comp tf Structures engineering (Pre 830201) Ip 26511 202 
a4X Fiche 30-329, 84/07/ 19. 0408010061 


— 8206060008 Summariies 266th ACRS meeting on 020603-05 Sub j to 
satisfactorily completion of const t* staffing t if duo 
regard given to ACRS c omments, p lant can operate at 37 power 
u/o undue risk to public Full power recommendation deterred 
SHEWMON. P ACRS - Advisory Committee on Reactor Safeguards DX14 
004 02/06/08 PALLAOINO.N Commissioners 6pp 26500 028 

a4X Fiche 50-329.84/07/18,8408010061 


■ — 8206240401 Forwards comments on 820422 response to NRC request for addl 
info re borated water storage tank underpinning of sve 
water pump structure Contact u/applicant to resolve 
differences recommended 

LEAR, G Hydrologic L Oeotechnlcal Engineering Branch 62/06/16 
ADENSAM. E Licensing Branch 4 J03pp 66129 031 24X 

Fiche 50-329.84/07/16,8408010061 


— 8206290161 Submits proposed schedule for facility soils review 
ADENSAM. E G Licensing Branch 4 BXIQ 036 82/06/25 

EISbNHUT. D 0 Division of Licensing 2pp 26527 197 24X 

Fiche 50-329,84/07/18.8408010061 


— 0207140330 Forwards request for addl info from Structural Engineering 
Qranch re applicant proposed remedial actions 

SCHAUER.F P Structural Engineering Branch 0X19 029 82/06/15 

ADENSAM. e Licensing Branch 4 5pp 26533 206 a4X 
Fiche 50-329.84/07/18,0408010061 


— 8207230536 Forwards discussion of deficiencies noted in Supplemental 
SER 2 Requests mod to attached draft be provided addressing 
c oncerns 

NOVAK. T M Assistant Director for Licensing DXia 040 82/08/27 

KNIGHT, J P Assistant Director for Comp 6 Structures Engineering 
(Pre 030201) 3pp 26327 243 24X Fiche 30-329,04/07/18. 

8400010061 


— 0210130322 Forwards info re location of data on underpinning 
dimensions lx load transfer procedures 

PDULOB. 8 J Oeotechnlcal Engineers, Inc BX16 060 81907-17 

32/10/07 KANE, J Division of Engineering 6pp 26513 234 24X 

Fiche 50-329,84/07/18,8408010061 


--821015069B Clarifies NRC/utll interaction re OL review Maint of proper 
control by licensing property managers necessary to manage 
licensing activities properly Reviewers requested to follow 
guidelines 

ADENBAM. E G Licensing Branch 4 BXi6 0/0 82/09/29 

TOMLINSON. E NRC - No Detailed Affiliation Given 2pp 
26514 109 a4X Fiche 30-329. 84/07/ 18. 84090 1 006i 


— 02102/0126 Forwards input for testimony for 821027-1104 A8LB hearings 
Btamlris Contention 4 C b re dewatering ^ sve water pump 
structure should be addressed by Structural Engineering 
Branch 

LEAR. G Hydrologic tt Oeotechnlcal Engineering Branch BX17 OlB 
82/10/15 ADENSAM. E Licensing Branch 4 4pp 26519 003 a4X 
Fiche 30-329.84/07/16.8408010061 


— 8211030222 Forwards Hydrd ol og ical 6 Geotechnical Engineering Branch 
input for testimony at A8LB 821027-1104 hearings re bearing 
capacity beneath diesel generator bldg. piping sve water 
pump structure it permanent dewatering 

LEAR, G Hydrologic 6 Oeotechnlcal Engineering Branch DX17 017 
02/10/14 ADENSAM. E G Licensing Branch 4 9pp 26518 338 24X 

Fiche 30-329,84/07/16.8408010061 


— 8301190487 Assigns NRC sponsors for each of M Sinclair rewritten 
contentions for OL hearing Schedule for filing of testimony 
f orthcoml ng 

HDQD. D S Licensing Branch 4 QX17 024 83/01/14 NOVAK. T M 

Assistant Director for Licensing Ip 26519 072 24X 

Fiche 50-329,84/07/18,8408010061 
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— 830337022S Foruards. trip rept of B305JO-13 site visit re underpinning 
contract Other *'oipjC5 discussed include cracks vn sve uiater 
pump stroLture heave over freeze bi^all need tu stop laging 
back soil along underpinning drifts settlements 
POULQSj S J Ceotechnical Engineers, Inc B<ia 0?a BI907-23 

S3/0‘3'23 KAfJE,J Division of Engineering t'^pp 26524 317 
247 Fiche 30-32'?. 84/07/ IB. 040801006! 


-9306060307 Trip rept of 830511 t »2 Site visits to vieui pier load test 
installation Zt results 

KANE> J 0 Structural t Geotechnical Engineering Hranctt 0X10 021 
TAC 913^ 83/05/27 L EAJli 0 Stiuctural «. Geotechnical 

Engineering Branch 2p p 26524 315 24X Ficho 50-329, B4/07/ 18, 

9408010061 


--0307130423 Foruards paper entitled ''Use of Site Dependent Spectra'* to 
be presented at Licrkshop on "Site-Specific Effects of Soil 
6 Rock on Ground Motion V Implications for Ear thqauak e- 
Reslstant Design" on 030726-20 

KIMBALL. J Geosciences Branch EXIT 039 83/06/27 JACKSON. R E 

Geosciences Branch tp 26520 069 24X Fiche 50-329/84/07/18, 

9408010061 


— 9307130423 Speech entitled “Use of Site Dependent Spectra. " to be 
presented at 830726-20 workshop on “Site-Specific Effects 
of Soil 6 Rock on Ground Motion Implications for 
Ear th qua k e-R ee i Stan t Design*' In Santa Fe. NM 

KIMBALL. J Geosciences Branch DX17 040 B3/06/27 25pp 

26520 070 24X Fiche SO-329. 84/07/ IB. B408010061 


--640602G2B0 Trip rept or 640504 site <.Lsit to participate in public 
nesting on ng«- appraisal program to be performed on util 
Conments on independent ingt appraisal encl 
riot AUGHLIN. P Licensee Qual i f icat i ons Granc h 2X20 010 
84/03/22 ODDHErt. K R Licensee 0 ua 1 i f i c a t i o ns Branch 5pp 
26539 04 9 24X Fiche 50-329. 84/07/ I B. B40B0 1006 1 


--B403010132 Foruards TtRA Corp 830B13 1 tr describing four conceptual 
options for independent quality verification program 
ne thod oiog 1 es Option 1 integral part of lOCVF at Midland 
FISCHER. D ACRS - Advisory Committee on Reactor Safeguards BX14 
001 33/11/15 ACRS - Advisory Committee on Reactor Safeguards 

2pp 26900 012 24X Fiche 50-329.84/07/19.9408010061 


--8409010135 Forwards QA/OC project status rept presented at ACRS 274th 
meeting on 830210 

riSCHER. D C ACRS - Advisory Committee on Reactor Safeguards 
DX14 002 B3/03/03 ACR8 — Advisory Commlttefl on Reactor 

Safeguards 6pp 26500 021 24X Fiche 90-32'?. 84/07/ 10. 

B40Q010061 


— 0408010143 Forwards suirnary 4. conclusion of overall effectiveness 
portion of Region HI rept on design & const problems Lack 
of aggressive QA attitude 6 overreliance on AE contribute 
to QA prob lemg 

FISCHER. D C A-CRS - Advisory Committee on Reactor Safeguards 
DX14 005 a2/12/09 ACRS - Advisory Committee on Reactor 

Safeguards 4pp 26500 034 24X Fiche 50-329.84/07/19. 

8400010061 


--8309130017 Discusses IE insp on 331012-1125 tt 830119-21 & faruiarda 
order imposing civil monetary penalties in amount of 
$120,000 For violation re breakdown m implementation of QA 
program per IQCFRSO. App B 

DEYDUNO.R C Director's Office. Office of Inspection and 
Enforcement 0X2t 018 £6-83-003 03/08/29 SELDY.J D 

Consumers Power Co 3pp 26SS4 045 24X Fiche 50-329. 64/07/IS. 


B40Q0IO061 


— B309270366 Responds tq 830923 5. 0810 requests for assistance in 
reviewing util proposed findings of fact U conclusions of 
law qh remedial soils Issues Agrees w/findings Recommends 
paragraph re occurence of liquefaction be revised 

BALLARD. R L Environmental ^ Hydrologic Engineering Branch 0X17 
037 03/09/14 PATOM. W D Office of the Executive Legal 

Director 2pp 26920 062 34X Fiche 50-329.84/07/10.0400010061 


— 8310050136 Discusses structural engineering review of "Applicants 
Proposed Findings of Facts & Conclusions of Law cn Remedial 
Soil Issues" along w/related info on seismic models & 
boraLed water storage tanks resulting from ASLD hearings 
LEAR.G Structural & Oeo t echmlca 1 Engineering Branch DX17 039 
83/07/22 PATON.W Office of the Executive Legal Director 5pp 
26520 091 24X Fiche 50-329. 84/07/ 10. B40B010’06l 


— 8310070101 Forwards comments on applicant proposed findings of fact & 
conclusions of law on remedial soil issues 

LEAR. 0 Structural 6 Geotechnical Engineering Branch BX17 03SA 
B3/07/29 PATON.W Office of the Executive Legal Director 4pp 
26920 052 24X Fiche 90-329.84/07/18,8408010061 


— 0310070262 rorwards second p 
findings of fact ^ concius 
request Several areas of s 
dIesBl generator bldg 
LEAR.G Structural It Oeot 
03/09/30 PATQNi W B Off 
6pp 26919 246 24X Fich 
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— 8400010147 Forwards JW Cook 010430 Itr S' executive summary re QA 
program update. per 830S15 request 

SOMMERS. D A Consumers Power Co BX14 006 DAS 9-Q3 83/02/16 

FISCHER. D C A-CRS - Advisory Committee an Reactor Safeguards ip 

26500 038 24X Fiche 50-329.04/07/10,8406010061 


— 8408010149 Forwards executive summary re QA program update, per B10331 
meeting comnitment 6 URC 810402 Itr Apps will be transmitted 
by B10522 

COOK. J W Consuners Power Co 0X14 007 11990 81/04/30 

KCPPLER. J 0 Region 3. Chicago. Office of the Director (81/03/01) 
I9pp 26500 039 24X Fiche 50-329.84/07/18.8400010061 


— 8408010192 Forwards status rept rc OA/QC activities at facility to be 
presented at ACR3 274th meeting on 830310 

FISCHER, D C ACRS - Advisory Committee on Reactor Safeguards 
DXi4 008 03/03/07 ACRS - Advisory Committee on Reactor 

Safeguards 7pp 26500 059 24X Fiche 50-329.84/07/10. 

8408010061 


— 9408010153 Discusses major reduction in safety-related work at Midland 
ACRS camene-ntB to NJ Palladino encl 

FISCHER. D ACRS - Advisory Committee on Reactor Safeguards DX14 
009 02/12/09 ACRS - Advisory Commltlee on Reactor Safeguards 

3pp 26500 065 24X Fiche 50-329. B4/07/IB, B40B010061 


— B40B0I0160 Forwards Interim I0CFR50 53(e> rept re QA program & mfg 
deficiencies affecting radiation monitoring equipment 
supplied by Vic toreen. Inc 

FISCHER. D ACRS - Advisory Committee on Reactor Safeguards 0X14 
011 62/11/15 DKRENT.D ACRS - Advisory Committee on Reactor 

Safeguards Ip 26503 072 24X Fiche 50-329.84/07/19.8408010061 


— □40B010163 Forwards cost estimate -for once through steam generator 
overfill protection nod.per request 

DREHODL, K E Consumers Power Co 11X14 012 18457 82/00/17 

FISCHER. D C ACRB - Advisory Committee on Reactor Safeguards 
2pp 26500 073 24X Fiche 50-329. 84/07/ IB. Q40B0 10061 


■0310240291 Informs that structural review of document "Applicant 
Proposed Findings of Facts 6 Conclusions af Law on Remedial 
Soil Issues. “ completed Structures adequate Comments encl 
LEAR.G Structural 6 Ocotechnical Engineering Branch DX17 036 
03/10/14 PATON.W Office of the Executive Legal OirectOTn 5p p 
26520 056 24X Fiche 50-329.04/07/18,8400010061 


■0312080165 Forwards technical evaluation of HVAC structural design 
adequacy. based on findings of Mechanical Engineering Dranch 
design review 6 audit 

KNIGHT.jp Assistant Director for Comp & Structures Engineering 
(Post 030201 ) nXlB 051 TAC 52311 03/11/25 NOVAK. T M 

Assistant Director for Licensing 27pp 26520 206 24 X 

Fiche 50-329.84/07/18.0400010061 


'9312120393 Requests requisite info re followup action to be taken by 
Region HI to 031100 recommendation for board notification 
EISENHUT. D G Division of Licensing DX21 014 DM 83/11/30 

WARNICK.R F Region 3, Office of Director Ip 26553 204 24X 

Fiche 50-329.84/07/18.8408010061 


— 0408010168 Forwards S5ER 1. addressing ACRS recommendations contained In 
820600 interim rept Operating Sicensa review project status 
repts for 920520-21 6 0602 end Vi/a S6ER 

FISCHER. D ACRS - Advisory Committee on Reactor Safeguards 0X14 
013 B2/07/19 OKRENT.D ACRS - Advisory Committee on Reactor 

Safeguards t2pp 26500 075 24X Fiche 50-329. 04/07/18. 

0400010061 


— 8408010173 Discusses util approach for satisfying safety review 
requirements at Big Rock Po i nt. Pa 1 i sadcs t. Midland Summary 
of 020504 mooting & vlewgraphs encl 

FISCHER. D C ACRS - Advisory CxunmittBe on Reactor Safeguards 
DX14 014 82/03/17 ACRS - Advisory Committee on Reactor 

Safeguards 45pp 26500 0S7 24X Fiche 50-329. 84/07/1 &. 

8408010061 


' — 0403010176 Forwards summary of ad hoc Bubcomoiii ttee on Midland Units 1 &< 
2 020429 meeting Related Info e-nc I 

FISCHER. D ACRS - Advisory Committee on Reactor Safeguards BXJ4 
016 0a/O'5/O6 SIESS. C ACRS - Advisory Committee on Reactor 

Safeguards 32pp 26500 133 24X Fiche 50-329.04/07/18. 

8408010061 
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-'64080 i01B3 Discusbbb ac c e p td b » 1 1 tij Midland t edc tor pressure vessel 

anchor bolts, per util 011123 Itr r attached rept Eipre-sses 
concern re rept supi-iciencg 

SHEtJMQN. P G ACR5 - Ad/i&orij Cammittee on Reactor Sa^ejiuards 
D)(14 017 aa/O2/03 VOLLMER-R H Division of Engineering Ip 

a^aOO 173 24X Fiche SO-329* B4/07/ 18 . 84000 1 OOi i 


— 8400010188 Foruarda util 0OOSB2 Ur identifying ane of many QA problems 
at facility incident re fill nati under vital structures 
noted in P Tam B0O3t& Itr Incidents should be CGnaidered m 
evaluation of need for subcommittee meeting 

YOUNG. G G ACRS - Advisory Committee on Reactor Safeguards nxi4 
Oia B0/0i»/03 SHEU.'ONiP ACRS - Advisory Committee on Reactor 
eaPeguards Ip S^SOD 174 24XFiche 50-329.34/07/18.8408010061 


>8408010191 Summary of B005S3 meeting u/util in B&thesda.. MD re reactor 
vessel holddoun. stud failures at facility 

VQUN-6. G G AC.R:5 - Advisory Committee on Reactor Safeguards BX14 
019 80/05/26 SHEWi'^ON. P ACRS - Advisory Committeo on Reactor 

Safeguards 3pp 26500 184 a4X Fiche 50-329,64/07/10. 

8408010061 


—8408010195 Rocommends review of foundation problems at facility Poor 
quality fill natl used under containment & other vital 
structures 

TAH. P ACRS - Advisory Committee on Reactor Safeguards QXi4 OSO 
0G/O5/16 S4EWK0M/ P ACRS - Advisory Committee on Reactor 
Safeguards Ip 26500 187 24X Fiche 50-329.84/07/18,8408010061 


— 8408010190 Advisee that unresolved safety issue eiists in poor quality 
of fill matl under containment ^ other vital structures as 
evidenced by diesel generator bldg settlement 
MCKINLEY. J C ACRS - Advisory Committee on Reactor Safeguards 
0X14 021 00/05/09 TAM, P ACR8 - Advisory Committee on Reactor 

Safeguards ip 26503 201 24X Fiche 50-329.34/07/18.8403010061 


--84O0O1O2O2 Forwards portions of FSAR for review of sol I /foundation 
problems Site visit L subcommittee meeting will be arranged 
MCrtINLEViJ C ACRS - Advisory Committee on Reactor Safeguards 
DXi4 02S 80/03/21 OSTERDERG, J 0 Northwestern Univ . Evanston. 

IL Ip 26900 202 24X Fiche 50-329.84/07/13,3403010061 


— 8403010204 Discusses facility safe shutdown boratlon capability D&W 
Mater Reactors Subcommittee review to explore proposed fires 
suggested 

MULLER. R ACRS - Advisory Committee on Reactor Safeguards BX14 
023 79/n/l4 ETHEkINOTON.H ACRS - Advisory Committee on 

Reactor Safeguards Ip 26500 207 24X Fiche 50'-329. 04/07/18. 

B40B010061 


— 8406010206 Summary of 790716 meeting w/util onsite re abnormal 
settloment of fill ^ structures Agenda & viewgraphs end 
ZUFOR.D J ACRS - Advisory Committee on Reactor Safeguards DX14 
024 79/07/31 ACRS Advisory Committee on Reactor Safeguards 

70pp 26SOO 210 24X Fiche 50-329.84/07/10.8408010061 


— 8408020030 Lists questions asked of util during FSAR U 10CFR50 54(fl 
review, Inc lud i ng questions re geological U sei amoiogi cal 
matters &■ intake it discharge structures for sve water sys 
KANE. J NRC - No Detailed Affiliation Given 0X17 001 04/07/18 

I9jjp 26314 273 24X PlchO 50-329, 84/07/ 1 Bi B4080J 0061 


— 6408020043 Lists questions & responses ro condition of soils onsite, 
correction to foundation problems ^ rlsjt in allowing const 
to continue. 

a NRC - No Detailed Affiliation Given BX17 002 79/03/05 

I3pp 26314 322 24X Fiche 50-329.84/07/18,8408010061 


— 840BD2007I Forwards draft answers to util interrogatories re definition 
of acceptance criteria of 791S06 order on mod Opinion as to 
whether (tens in brackets should be deleted requested 
KANE. J NRC - No Detailed Affiliation Civen DX17 006 01/02/24 

HOOD. D NRC - No Detailed Affiliation Given ip 26315 038 
a4X Fiche 50-329.84/07/1810400010061 


--0403020074 Draft answers to util interrogatories re definition of 
acceptance criteria on Page 3 of 79120* order on mod 
* NRC - No Detailed Affiliation Given BX17 006A DM 84/07/10 
Consumers Power Co 07pp 26513 059 24X 

Fiche 50-339.84/07/18,0408010061 


— 0408020086 Marked-up copy of Rev l.Vol 4 to FSAR re stability of 
subsurface matls &c f oundatlons. quaiti ons re response to 
Interrogatories 13-16 t< interpretations of intent of 
Interogatory 13 

KANE, J NRC - No Detailed Affiliation Given DX17 009 77/11/30 

I2pp 2*517. 30? 24X Fiche 50-329,84 /07/18,8408010061 


““8408020099 Ansusrs to util i nten oga tur lui. le -.Latf lequests directed 
on determination * justification of acceptance riitoria 
applied- to various remedial measures taken on p«igf 3 of 
Driif»T 

PANE, J MRc - Mo Detailed Affiliation Given BX17 010 OM 
84/07M8 Consumers Power Co 3lpp 26517 331 SAX 

Fiche 53-3.29, 84/07/10.0408010061 


— 8400020107 Torivards mot- ions. 1930 audit rrpts t input ro upcoming util 
OA decision Applicant- acceptance of pom quality 
performance by Dechtel cnticlied 

STAMlfiJS, B Stamins. B 0X17 011 81/05/26 KEPPLER. J O 

Region 3. Office of Director 2pp 26518 132 24X 

Fiche 50-329.84/07/10,8408010061 


— 84D8020tl2 Question re discrepancy in magnitude of loading 
stress on Fij 2 of 800914 rept it info on Tables 4-lA 4. 

2 5-14 

♦ MRC - No Detailed Affiliation Given BX17 012 84/07/18 Ip 

26518 143 24X Fiche 50-329,84/07/18.0400010061 


--8403020122 Provides trip rept for /011O7 meeting in Urbane. IL ro 
settlement of far east bay of diesel generator bldg List of 
correction action options provided 

CODKE.T C Consumers Power Co nxi7 015 CSC-3674 79/12/12 

Consumers Power Co 4pp 26518 264 24X Fiche 50-329. 04/07/10. 

0408010061 


— 8408020127 Summary of NRC recommendations of ABLU position re Stamins 
Contention 2 Including draft ASLD proposed findings i input 
into NRC testimony re Pock 790B10 statement on electrical 
penetration area structures 

KANE.U NRC “ No Detailed Affiliation Given nxi7 016 Bl/lO/19 
91pp 26518 260 24X Fiche 50-329.84/07/10.0400010061 


— B40S020171 SuTnarixcs issues to be covered at ASLG 830214-10 hearing. 
Including Stanlris c ontent ions, Warren contention L seismic 
shakedown for all structures other than diesel generator 
bldg 

* NRC - No Detailed Affiliation Given BXt7 019 83/01/05 9pp 

26519 009 24X Fiche 50-329.84/07/10,8400010061 


—0409020177 Suggests schedule for testimony to answer Warren Contentions 
l-3.StamiTis Contention 4. Sinclair Contention 24 % Marhsall 
Contention 2 in Feb * Mar hearings Text of contentions end 
Suggests inclusion of rebuttals to contentions 
DLUME. M NRC - No Detailed Affiliation Given BX17 020 
02/01/27 HOOD. D . KANE, J , RINALDI. F NRC - No Detailed 
Affiliation Clven 7pp 26519 020 a4X Fiche 50-329.84/07/10, 
0408010061 


--B40902017S Testimony of D8 Mood 6 J Kane re matl false statement 
idftntifted in NRC 791806 mod order 

HDQD. D S . KANE.vJ NRC - No Detailed AfflliaMon Given BXl7 021 
83/01/31 3pp 2651? 027 24X Fithe 50-329.04/07/10.8400010061 


■B40302D160 Forwards input to staff testimony in preparation for 
A8L0 821115-23 hearings, in response to W Paton verbal 
request M ililcove request Structural Engineering Bianch 
input applicable only to sve water pump structure 
SGHAUER.F P Structural Engineering Branch BX17 022 82/10/22 

ADENBAM.E 0 Licensing Branch 4 5pp 26519 050 24X 

Fiche 50-329,04/07/18.0400010061 


‘-04O8O2O181 Comments on applicant 040005 proposed findings of fact 
conclusions of law on remedial soils issues, inc lud Ing items 
re auxiliary bldg 4t avc water pump structure 

POULOSi 8 vf Oeotechnical Engineers, Inc BXI7 031 01907-29 

03/09/23 KANE.O Division of Engineering 4pp 36519 242 24X 

Fithe 50-329.04/07/10.8400010061 


>8408020132 Responds to M Wilcove verbal request Structural Engineering 
Branch area of concern identified by Judge Karbour applies 
only to conslderatian of 5 true ture-tu-s true ture interaction 
Outstanding contentions end 

SCHAUER. F P Structural Engineering Branch DX17 023 OL 
82/10/20 ADEN8AM. E 0 Licensing Branch 4 7pp 26519 055 24X 

Fithe 50-329. 84/07/18, 0408010061 


0408020183 Forwards response to applicant proposed findings of fact 6 
conclusions of law on remedial soil issues Pagination 
needed Findings will be filed 631115 

PATON, W D Hearing Branch 2 BX17 033 83/H/ll KANE. J NRC - 

No Detailed Affiliation Given Ip 26519 315 24X 

Fiche 50-329.04/07/18.0400010061 


— 8408020164 Forwards marked-up input to staff testimony in preparation 
for ASLO 821027-1104 hearings re beai ing capacity it 
underground piping, in response to verbal request of n Paton 
It M Wi iCDve Response to Stamiris contention end 
LEAR.O E Hydrologic t Geotechnical Engineering Branch BX17 
023A 02/10/14 ADENSAM.EG Licensing Branch 4 lOpp 

2*519 062 24X Fiche 50-329. 84/07/ 18. 04OBO1 006 1 
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— B4D3QS0iQ5 Responsive findings to applicant proposed findings of fact 
It conclusions of lau on remedial soil issues 
PATOrMi W D . WlLCOVt. M 11 Hearing Branch 2 BX17 034 GM 
93/11/15 JOOpp 26519 316 24X Fiche 50-329.94/07/19, 

6408010061 


— 9409020196 Response to R Landsmen B30106 questions re D Stamiris 
Request 4(b> re excavation of deep "Q" duct bans in 
Freezeiijall Pit 4 Tech Spec for static core penetrometer 
KANE. J NRC - No Detailed Affiliation Given 0X17 026 83/01/06 

2pp 26519 146 2AK Fiche 50-329.94/07/18,0400010061 


— 8409020197 Foruards updated version of Stamiris contentions. including 
addl Stamtris exdL-nples for Contentions li2 << 3 &< changed 
uording of Contention 4C NRC testimong must address enc 1 
additions & changes 

DRGi^N. E M NRC - No Detailed Affiliation Oivon DX17 025 
91/05/19 Consumers Pouer Co I9pp 26519 124 24X 

Fiche 50-329,84/07/10,6409010061 


— 640B0201B9 Foruiards applicant testimony re alleged violation of ASLB 
920430 order for determinati on of cross-examination List of 
questions re excavations & fireline piping provided 
NILCD9E.M N Hearing Branch 2 DXi7 042 93/05/13 LANDSMAN. R . 

CQQK,R . HGaD,D NRC - No Detailed Affiliation Given 2pp 
26520 116 24X FIche 50-329.94/07/18,9409010061 


— 8409020190 lE Investigation Rept 3-92-061 on e3D103-'0330 No 
noncompliance noted Major areas investigated allegations 
that util violated ASLG B20430 order re NRC approval for 
excavating in remedial soils program Investigation closed 
WEIL.C H . PAWLICK.E T Region 3, Office of Director DX17 02B 
83/06/02 17pp 26519 179 24X Fiche 50-329.84/07/18,9409010061 


—3408020192 Forwards applicant advance copy of meeting notes for 920727- 
30 design audit of soils remedial activities in Ann Arbor. 

MI Questions should be referred to J Kane 

LEAR.G Hydrologic It Geotechnical Engineering Branch BXi7 043 
OL 82/09/17 ADENBAM.E Licensing Branch 4 2app 26520 224 
24X Fiche 50-329.04/07/18.8409010061 


—8409020193 Informs that Structural Mechanics Assoc seismic margin 
re\ieu studios indicate soil layering profiles soil 
properties differ fron properties previously addressed 
KANEi vi Structural L Oeotechnical Engineering Branch BX17 044 
82/09/11 LEAR. 0 Structural I< Geotechnical Engineering Branch 
2pp 26920 247 24X Fiche 50-329.84/07/19.8408010061 


— S40B02O194 IE Investigation Rept 3-02-061 on B3071 1 -0809. No 
noncomp 1 lance noted Major areas Investigated allegations 
that util violated ASLB 820430 order re NRC approval for 
excavating in remedial soils program Investigation reopened 
WEIL.C H . PAWLICK.E T Region 3. Office of Director WARD, W J 

Office of Investigation BXi7 027 93/09/12 20pp 26919 199 

24X Fiche 50-329.84/07/19.8409010061 


— 840B020199 Summary of 040417 meeting u/TERA, Btruc tura 1 Mechanics Assoc 
(9MA) P util In Chicago. IL to discuss BhA seiemlt margins 
evaluation tt potential applicability to disposition of 
outstanding c ivl l/struc tural Issues 

RINALOliF Otructural h Geotechnical Engineering Branch BX17 
049 84/07/19 LEAR. 0 Structural Geotechnical Engineering 

Branch 2pp 26520 249 24X Fiche 50-329.84/07/18.8408010061 


— 9409020196 Provides Supplemental Oft of Investigation Rept 3-02-061 
re util alleged violation of ASLB order 

HAYES. B Q Office of Invest igati on BX17 030 83/09/12 

KEPPLER.J G Region 3. Office of Director 3pp 26919 221 24X 

Fiche 90-329,84/07/10,8400010061 


— 0409020199 Forwards request for addl structural engineering Irifo needed 
to continue QL revieu of NPP application as applicable to 
seismic margins revieu. sve mater pump structure k diesel 
generator bldg 

LEAR, O Structural & Oeotechnical Engineering Branch BX17 046 
B4/0S/03 ADEN8AM Licensing Branch 4 5pp. 26521 042 24X 

Fiche 50-329,84/07/10.0400010061 


— 6409020202 Discusses status of efforts re NRC Midland findings due 
031115 Requeats meeting at earliest date 

HGOD, D NRC - No Detailed Affillatian Given BX17 041. 83/09/23 

PATDNjW D . WILCOVE. M N Hearing Branch 2 7pp 26520 09 5 24X 

Fiche 50-329.84/07/10.0400010061 


— B40B03000i Handurltten notes k outline of conference call u/Dechtel k 
util re revieu of buried p ip ing. moni toring program k future 
settlement 

MEIBENHEIMER, J NRC - No Detailed Affiliation Given DX17 047 

81/12/15 6pp 26519,146 24X Fiche 50-329. 84/07/ 18, 0408010061 


— 8408030004 Summary of 811006-07 meeting u/util in Oetheida.MD re 
underground piping in Inadequately compacted plant fill 
Meeting agenda, at t endance list k const hydro test vieugraphs 
end 

HOOD. 0 8 Licensing Branch 4 BX17 040 DM 82/02/05 
Licensing Branch 4 36pp 26515 241 24X Fiche 50-329,84/07/10, 

04OSO 10061 


— 8400030009 Summary -of 810721 meeting w/appiicant in Bethtsda.MD re 
summary of San Onofre nesting on confirmatory analysis of 
piping sys design Confirmatory analysis encL 

ROOD. H Licensing Branch 3 DX17 049 Ql/08/19 Llcaniirig 

Branch 3 a9pp 26515 277 24X Fiche 50-329,84/07/18,8408010061 


—8408030013 Notification of 020416 meeting u/utll in Bethesda.MD to 
discuss buried piping k related applicant 820316 submittal 
U/hand(ur 1 ttsn notes of 020407 conference call k outline of 
outstanding issues In geotechnical engineering area 
HOOD, D S Licensing Branch 4 BX17 050 ON B2/04/13 
ADENSAM. E 0 Licensing Branch A 22pp 26519 306 24X 

Fiche 50-329,04/07/18.0 400010061 


■8403030020 Handuritten notes on 010120 meeting re stress analysis for 
underground piping Outline of discussion topics for pipe 
stress analysis end 

KANE, J NRC - No Detailed Affiliation Given BXt7 032 81/01/20 

NRC - Wo Detailed Affiliation Given ISpp 26919 399 24X 

Fiche 50-329.84/07/10,8400010061 


— 8408030028 Agenda for 020121-22 meeting to discuss underground piping 
concerns If/handurl tten summary of 820107 conference call r# 
underground piping k 020120 evaluation of sand settliirient 
due to earthquake 

KANE. J NRC - No Detailed Affiliation Given DX17 099 B2/01/22 

NRC - No Detailed Affiliation Given 23pp 26516 017 24X 

Fiche 50-329.04/07/18,8400010061 


— 8409030042 Agenda for 811006 meeting u/Dechte 1 . uti 1 k Army Corps of 
Engineers to discuss underground piping repr of i 1 ing, prop os ed 
demonstration solution k 1961 measurement results 
e NRC - No Detailed Affiliation Given DX17 098 91/10/06 

Office of Nuclear Reactor Regulation* Director llpp 26916 049 
24X riche 90-329.04/07/18,0408010061 


— 0403030051 Kanduritten notes re addl boring logs at buried diesel 
generator fuel oil storage tank location Calculation sheets 
k boring logs end 

MEISENHElliEB, J NRC - No Detailed Affiliation Given DX17 060 
82/03/29 KANErJ NRC - No Detailed Affiliation Given 13pp 
26916 097 24X Fiche 50-329, 04/07/18. 840QOi 0061 


--8408030096 Handwritten notes re 010120 meeting W/applicant on 
settlement a# Category 1 underground piping 

KANE, J NRC - No Detailed Affiliation Given DXL7 061 01/02/09 

CA^PUCCI.T NRC - No Detailed Affiliation Given 4pp 
26916 070 24X Fiche 50-329,84/07/10,8400010061 


-8403030096 Forwards evaluation of general acceptability of effects of 
settlement in several buried sve piping sys Rept partiel 
response to F8AR Questions 16 through 20 k 34 
KLEIN, B R Bechtel Corp BX17 062 00/06/01 CURTIS. L H 

Bechtel Corp 7pp 26516 074 24X Fiche 90-329,84/07/10, 

8400010061 


>B4Qa030064 Forwards analysis of buried piping background Info. In 
support of proposed demonstration solution k in response to 
HRC concern, re underground piping Addl engineering info 
end 

KEELEY, 0 8, Consumers Power Co BX17 063 19093 01/12/15 

DENTON, H R Office of Nuclear Reactor Regulation, Director 76pp 

26516 09 1 24X Fiche 90-329i 04/07/1 8, 04OBO 1006 1 


— 8408030068 Forwards stress anelysit of several underground pipe lines 
as profiled in Rev 6 of "Responses to NRC iGCFR90 54(f> 

Requests re Plant Fill*' dtd 000401 
DATES. JO Rockwell Iciternat tonal Corp BX17 064 
80ETEC-DRF-4220 80/10/01 DOSNAK. R J he ch an 1 ca 1 Eng i neeri n g 

Branch 92pp 26516 162 24X Fiche 90-32?. 04/07/18, 04OBO1OO61. 


— 0403130227 Contract for consulting sves between util k Kgt Analysis Co, 
agreeing to perform technical sve s, includ Ing consulting k OA 
sves Purchase r equ 1 s 1 tl on. Interna 1 memos k supporting 
documentation end 

COOK, J W Consumers Power Co BX15 001 82/01/19 390pp 

26300 316 a4X Fiche 90-329.84/07/18,8408010061 


— 8408130230 Discusses 830110 k 26 meetii.gs in Olen Ellyn, IL re Region 
111 Insp of diesel generator bldg k independent design 
review program, reap ec ti vely Midland project manager will 
attend 830126 public meeting 

ADENBAM.E 0 Licensing Branch 4 DX19 002 03/01/09 NOVAK, T M. 

Assistant Direefcor for Licensing i9pp 26502 009 24X 

Fiche 90-329,64/07/18*8408010061 
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— 340313053^ Draft nodiD re issues of potontial impact on Hearing Board 
considerations concerning QA program 

KEPPLtR.J 0 Region 3, Office af Director OXI 5 003 BZ/04/02 

EISENHUT, D 0 Division of Licensing 7pp 26502 12J 24X 

Flche 50-329, 04/07/ IS- 04OaOJOO6l 


— 6403130241 f^o 1 1 P i ca t i on of 021207 mgt meeting bi/Region 111 to discuss 
Inp lementaiton nf QA t IDVPs 

HERNAN-R W Licensing Branch 4 QX15004 02/11/01 NOVAK* T M 

Assistant Director for Licensing 2pp 26502 131 24X 

Fi c h e 50-329* 04/07/ 1 0. 0403010061 


— 8400130244 Forwards SALP 3 schedule Internal memos, handuri tten 
in-*process insp noti c es, program notes h supporting 
documentation end 

TAMBLINOiTN Region 3, Office of Director BX15005 62/11/01 

Region 3. Office of Director 53pp 26502 133 24X 

FUha 50-329.04/07/18,3400010061 


— 0400130255 Forwards response to draft SALP rept Requests meeting u/ 
i'epplGr to review detailed contents of response Internal 
nenos ^ handurltten notes encl 

C0aK*J W Consumers power Co DX15 006 17405 02/03/17 

KEPPIER.J 0 Region 3 , Office of Director 91pp 26302 100 24X 

Fiche 50-329* 34/07/10, B40B010061 


—0403130269 "Const Project Evaluation of Consumers Power Co, Midland 
Energy Ctr Project, Units 1 h 2 (Observations) " 
e Management Analysis Co DX15 007 03/01/31 160pp 

26502 311 24X Ficha 50-329,04/07/18.8400010061 


—0400130290 Forwards Mgt Analysis Co assessment of Midland OA program 
Rept endorses program U/o end 

COOK. J W Consumers Power Co BX15 008A 12715 01/06/01 

KEPPLER,J (? Region 3, Chicago, Office of the Director (01/03/01) 
40pp 26503 170 a4X Flche 50-329.04/07/10,0408010061 


—8400130301 Submits changes to be implemented prior to util resuming 
remedial sails work Draft list of noncompl lances 
deviations, handwri tten notes 6 list of events since Jui 
1981 hearings end 

WARNICK.R F Region 3 , Office of Director BX15 010 32/09/20 

KEPPLER.J 0 Region 3 , Office of Director 70pp 26504 031 a4X 

Fiche 50-329*04/07/10,0400010061 


— 640B130306 "Biennial QA Audit of Midland Plant.Units 162" Opening 
remarks of NRC 830203 neetlng ui/util Independent review 
enc I 

* Management Analysis Co DXIS OH 33/03/01 75pp 26504 131 
24X Flche 50-329*84/07/10,3403010061 


—0408130311 Notification of significant licensee 030315 meeting in 
Olen Ellyn* IL to present INPO findings 

» Region 3, Office of Director BXi5 012 03/03/09 Region 3i 

Office of Director Ip 26504 261 24X Fiche 50-329104/07/10* 

8400010061 


—0403130315 Testimony of JO Keppler re QA problems at facility 6 
corrective actions taken 

KEPPLER.J 0 Region 3* Office of Director BXl5 012A 04/07/10 

aspp 26504 262 24X Fiche 50-329, 04/07/18* 3403010061 


—8409130320 Forwards status rept for Midland Project for Jan 1983 M/o 
encl 

WARNICK.R F Region 3, Office of Director BX15 013 03/02/14 

KEPPLER.J G Region 3. Office of Director ip 26504 293 24X 

Flche 50-329,04/07/10,0403010061 


— 0408130323 Forwards status rept for Jqn 1903 Rept contains input from 
each member of Insp site team of Ofc of Rpeciat Cases 
COOKrR J Region 3* Office of Director DXIS 014 03/02/10 

SHAFER, W D Region 3 . Office of Director 3pp 26504 294 24X 

Fiche 50-329.84/07/18,8403010061 


— 0408130327 Forwards monthly status repts for Aug-Oct 19B2 

WARNICK.R F Region 3, Office of Director DX15 015 02/12/20 

KEPPLER.J 0 Region 3* Office of Director lOpp 26504 303 24X 

Fiche 50-329*04/07/18,0408010061 


— 0400130336 Requests approval not to perform 9ALP 3 ass e ssmentsr due to 
widespread recognition of mgt*QA h. const problems Draft 
notice of vinlationr insp rept tt handwritten notes re diesel 
generator bldg monorail end 

KEPPLERrJ 0 Region 3, Office of Director DX15 017 03/04/01 

DEVOUNO.R C Directpr's Office* Office of Inspection and 

Enforcement 9app 26505 043 24X Flche 50-329,84/07/10, 

8400010061 


--8403130300 Submits issues to be add* essed at forthcoming evidentiary 
session on QA t> QC .ratters 

PAION, w D Consumers Power Co DX15 019 02/08/10 ADENSAH, E G 

NRC - Mo Detailed Affili^ition Gweri 6pp 26505 276 24X 

Fiche 50-329.04/07/10,8408010061 


— 0408130356 Forwards monthly status rept for Midland Project for Jan 
1933 

CODK, R J Region 3, Office of Director DX15 022 03/02/10 

SHAFER, w D Region 0, Office Of Director 3pp 26505 302 24X 

FI the 50-329,34/07/10,0408010061 


— 0400140039 Dratt JE Insp Repts 50-329/70-20 6 50-310/70-20 from Insp on 
781211-20 t, 790104-25 Violations noted inadequate control h 
supervision of plant fill mat) placement & const specs not 
f ol lowed 

PHILLIP, 0 A , GAILAGMLR.E J , MAXWELL, F Region 3 , Office of 
Director BX 16 002 50-330/70-20 04/07/18 60pp 96507 112 

24X Fir he 50-329,04/07/10.8408010061 


— 0400140050 Summary of NRC 790607 site tour S. mepting on differential 
settlement of plant bldgs TC Cooke 790706 1 tr to Bechtel re 
stainless steel pipe deficiency encl 

COOKE, T C Consumers Power Co BX 16 DO'S C8C-4130 79/06/13 

Consumers Power Co 4pp 26507 311 24X Flche 50-329,84/07/10. 

0403010061 


— 8408140055 Preliminary "Discussion of NRC Insp Facts Resulting From 
NRC Investigation of Diesel Generator Bldg Settlement " 

4 Consumers Power Co 8X16 004 79/03/05 33pp 26307 313 

24X Fiche 30-399*84/07/18,3403010061 


— 0400140060 Forwards synopsis of 000228 presentation. "Remedial Measures 
for Electrical Penetration Wings of Control Bldg & isolation 
Valve Pits" conducted before NRC representatives in Midland, 

MI 

oaULD*C H Affiliation Nat Assigned BX16 005 00/03/17 

AFIFi.S S Bechtel Corp 22pp 36507 330 24X 

Fiche 50-329,84/07/18,0408010061 


— 6403140065 Forwards general procedures i details employed by 
contractor to underpin fine arts bldg Bketches end 
KARR, G Bechtel Corp 13 X 16 006 79/04/25 AFIFl.S Bechtel 

Corp 6pp 26503 OlO 24X Flche 30-329*84/07/10,8400010061 


— 0408140069 Lists areas to be clarified t</ar amplified, in responses to 
lOCPRSO S4(f) questions Summary of soils chronology f* 79080? 
internal meno re pre-meeting ui/contu 1 tants end 
COOKE, T C Consumers Power Co DX16 007 (,SC"4763 80/01/25 

ROTHWELL.M □ Dochtel Corp 14pp 265DQ 016 94X 

Fiche 30-329,04/07/18.3400010061 


—8400140071 Submits const QC lesponse to 790329 questions re dtesel 
generator bldg No variance exists from QA program 
requirements 

JOHNSON, D B Bechtel Corp DX16 008 2-C0C-402679 79/04/09 

RICHARDSON. 0 L Qechtel Corp 9pp 26308 030 24X 

Fiche 50-329, 84/07/ 1 8* 84000 1 006 1 


'“-8403140076 Comments on recommendations given In soils repts prepared 
by Dames A Moore as compared to Bechtel earthwork specs 
Plant area fill supporting surrounding struc tures, Category 1 
slopes A berm fill discussed 

AFIFI.S 3 Bechtel Corp DX16 009 74/09/13 CASTLEBERRY* R 

Bechtel Corp 5pp 26309 039 24X Flche 50-329,04/07/10* 

0400010061 


— '8403140079 Recommends issuance qf revised TPO std specs re large 
settlement due to incorrectly placed backfill Addl 
correspondence on problem alert A summary of soils 
chronology encl 

RUMDAUGH, E Bechtel Corp 0X16 010 79/12/27 JOHNSON*! E 

Bechtel Corp 33pp 26508 044 24X Flche 50-329*84/07/10* 

8400010061 


-9400140102 Forwards Complete set of all abstracts of transcripts of 
hearings conducted on 811231-030630 U/llstlng of entire set 
of abstracts 

HAMPTON* L Ishom, Lincoln A Deale DXi6 012 83/07/lB 

PATON.W D Hearing Branch 2 425pp 26500 097 24X 

Flche 50-329,84/07/19,8408010061 


— 9400140134 Handwritten notes re borings in area of sve water piping 
that have indicated potential for liquefaction W/Dept of 
Army memo re Fab 1980 visit to util 6 review of FBAR 
KANEiJ NRC - No Detailed Affiliation Given DX16 014 82/10/14 

I9pp 26510227 24X Flche 50-399,04/07/18,0400010061 
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— Testimony of HN Bingh re unresolved geotechnical engineering 
safety 1 ssue5> me 1 ud eng reactor bldg f oundat loni d lese I 
generator bldg scttlenent t/ avc unater bldg foundation & 
borated uater tanks 

SINSN.H fi Depr ofi Corps of Engineers DXIA Oli 

04/07/lG I3pp SiSlO 319 24X Ficho 50-3391 S4 /07/ I 840B010061 


— 0403140152 Handuntten notes on admission of facts re plant fill 
problem *> cracking of certain safety-related structui as 
resulting frn/- inadequately compacted fill matls W/ 
handuntten notes re discussion u/B Patnn on hearings 
« NRC - No Dntailed Affiliation Given BX1& 017 8l/O3/0i- 2pp 

2(£*510 331 Z4X FI Che 50-329*04/07/10.0400010061 


— 04O814O2T8 Urges studies evaluating soil liquefaction it stability under 
dynamic loading- & using values of acceleration in range of 
O l?g to O 199 ground surface Also- forwards list of 
strong motion records 

RQlHMfiri, R L Geosciences Branch 11X16 031 80/02/11 

JACKSON. R E Oeoscionces Branch 9pp 26511 107 24X 

Fiche 50-329.04/07/18.0408010061 


— 8408140258 Handuntten notes re A5LB actions on B00527 motion to 
consolidate for d i scoveryi evidentiary presentation «< fact 
finding purposes issues concerning soil conditions for 
safety-related structures tt ays 

KANE-J NRC - No Detailed Af f 1 1 tation Oiven DX16 033 80/06/09 

Ip 2651 J 158 24X Fiche 50-329.84/07/10*8400010061 


— 04OS14O15S Notifies of plan to take depositions of Bechtel employees 
in Ann Arbor beginning on 801209 Depositions luill address 
errors made in soil placement 

PATON* W 0 Office of the Executive Legal Director DX16 018 
80/11/19 DLNSTEAD.ll J Regulations Division 2pp 36510 333 
24X Fjche 50-329.84/07/10.8400010061 


— 9400140163 Presents reasons why Phase 
to foundation support of auxiliary b 
consists of 3x6 ft hand dug piers it 
drifts for access to pier 
KANE* J * DARTLErr.D NRC - No Detai 
019 82/01/19 Upp 26510 335 

84O0Q1OO61 


II const ujill not be detrimental 
Jdg Phase II primary 
7x6 ft wide access 

led Affiliation Given 8X16 
24X Fiche 30-329.94/07/18. 


■8400140263 Motion to consolidate 
6 fact finding purposes issues 
for safety-related structures €* 
Fill matl in hearing considering 
FARNELL. A S Consumers Politer Co 
Heale 0X16 034 OH 80/05/27 
Board Panol t 3p p 26311 159 

0400010061 


for d i scovery * evi dentiary presentation 
relating to soil conditions 
sgs founded in t< on plant 
791206 order 

FARNELL* A S Isham* Lincoln it 
Atomic Safety and Licensing 
24X Fiche 30-329.84/07/19. 


— B40B140286 Testimony of K Singh re orlg 
by applicant for auxiliary bldg it Cor 
evaluation of reenodlal measures 
SINGH, H NRC - No Detailed Affillati 
81/11/12 3pp 26511 242 24X Fich 


in remedial measures proposed 
ps of Engineers 

on Glvan DX16 03811 
e 50-329*84/07/18*0 408010061 


”8408140170 Handwritten notes re general description of extent of plant 

fill problem Proposed remedial measures , 1 i st of viewgraphs it — 8408140296 Draft testimony of SJ Poulos re remedial underpinning of sve 

vieugraphs for ACflS presentation end water pump structure 

KANE, J NRC - No Detailed Affiliation Given BX16 020 93/04/26 POULOS. S J Geotechnical Engineers, Inc DX16 040 82/03/30 

37pp 26510 346 24X Fiche 50-329,84/07/18*8408010061 Upp 26511 271 24X Fiche 30-329*04/07/10,0408010061 


—0408140185 Confirms conments previously provided re Item E on Page 5 of 
830713 Itr concerning slope layback during undeiplnning 
Item E expresses concern by S&W inspectors that slope 
layback is greater than in design. 

POULOS* 8 J Geotechnical Engineers, Inc BXt6 022 810907-28 

03/09/22 KANE. J Office of Nuclear Reactor Regulation* Director 
2pp 26511 029 24X Fiche 50-329*04/07/18*0408010061 


--8409140196 Summariies conments re 030914-15 audit of facility 
underpinning purpose of audit was to gather Infa from 
applicant re effect on design 4c const of reducing modulus of 
hard clay foundation from 3000 Ksf to 5000 Ksf 

PQULQS.S J Oeotechnlcal Engineers, Inc DX 16 023 01907-27 

03/07/22 KANE. J Office of Nuclear Reactor Regulation* Director 
3pp 26511 031 24X Fiche 50-329* 04/07/10* 0400010061 


— a408t'l0209 Handwritten notes re design details for borated water 
storage tanks S( util position on cause of cracking 

KANE, J NRC - No Detailed Affiliation Given DX16 024 01/07/20 

2pp 26511 050 24X Fiche 50-329*94/07/18*8408010061 


— 8403140213 Handwritten surntnary Of B10805 meeting in Ramada Central Inn 
re borated water storage tank W/BIO720 handwritten motno re 
status of review on borated water storage tank 

KANE, J NRC - No Detailed Afflllattan Given BXi6 025 Sl/OB/03 

NRC - No Detailed Affiliation Given 2pp 26311 032 24X 

Fichu 30-329. 04/07/10*8408010061 


— 0408140210 Handwritten notes re discussion u/0 Gallagher about 
sui’charging -of valve pits near borated water tanks Record 
of telcon w/util* Bechtel it Geotechnical Engineering on 
610715 re surcharging valve pits end 

* NRC - No Detailed Affiliation Given DX16 026 01/07/01 4pp 

26311 054 24X Fiche 50-329,84/07/18.8408010061 


—6408140223 Handwritten notes reviewing comments on borated water 
storage tanks &< valve pit settlements 

KANE* J NRC - No Detailed Affiliation Given BX16 027 01/07/28 

ip 26311 074 24X Fiche 50-329,84/07/18*8400010061 


— 0408140232 forwards draft comments on info received from applicant 
through Amend 83 to Dl request Ic Rev 10 to 10CFR50 54<f> 
requests re borated water banks Info received addresses all 
questions raised in 000707 Itr 

hCCALLISTCR, P Army, Dept of* Corps of Engineers DX16 028 
81/03/26 JACKSON* R E NRC - Na Detailed Affiliation Given 
I4pp 26311 075 24X Fiche 30-329. 04/07/10. 0408010061 


— 8408140242 Forwards branch position re seismolog lea 1 input parameters 
Position necessary to resolve differences between applicant 
U NRC on seismologicaJ issues & to provide guidance for 
inputing vibratory motion in evaluations 
JACKSONrR C Geosciences Branch 0X16 030 00/07/00 

aCHWENCER.A Licensing Branch 3 6pp 9651 i 101 24X 

Fiche 30-329.04/07/10.8408010061 


— 0400140300 Testimony of HN Bingh re sve water pump structure 

SINGH, H N Oeotechnlcal Engineers* tnc BX16 041 DM 02/04/08 
7pp 265*1 262 24X FlChe 50-389,04/07/10*8409010061 


— 04OB14O319 Summary of 810917 meeting w/CPC.US Army Corps of Etifllneers, 
NRC.Oechtol t« Huesor, Rut 1 B dgei Wentworth i Johnson in 
Bethesda.MO ra prellninary design of proposed remedial 
measures for sve water pumping structure 
SINGH. H N Army* Dept of. Corps of Engineers 13X16 044 
81/09/ia Army* Dept of, Corps of Engineers 3pp 26311 341 

24X Fiche 50-329*84/07/10.6408010061 


— 8400140347 Summary of G20422 meeting «/CPC, consist ing of answers to 
OHS questions re permanent dewatering sys.soll 
s tab! 1 1 tat ion* jac k ing procedure & draft 8ER 

KANE. J NRC - No Detailed Af f i 1 iatlon Given BX16 046 82/06/05 

NRC - No Detailed Affiliation Given 4pp 26511 348 24X 

Fiche 30-329, 64/07/1 B, 0408010061 


— 6409140352 "Dynamic Core Penetrometer '* Sketchs it design calculations 
of underpinning it settlBiment analysis study end 
ANDERSON. J NRC - No Detailed Affiliation Given BX16 047 
62/03/17 42pp 26512 G56 24X F 1 cha 50-329. 04/07/ 18. 8400010061 


— 8409140359 Handwritten nates re settlement monitoring programs* 
classification o-f f i nes* i nstrumentatlon it agenda for 781204 
meeting re dissei generator bldg 

-» NRC - No Detailed Affiliation Given BX16 049 S4/07/I8 

lOpp 26312 210 24X Pit he 50-329*84/07/10.6408010061 


— 8408140367 Draft Itr re Interagency Agreement NRC-03-76-167* Task 1* 
Subtask 3 concerning comment on Amend 85 List of specific 
discrepancies re settlement evaluations end 

SINGH, H Army. Dept of, Corps of Engineers 9X16 051 81/02/26 

KANE. J > JACKBON* R E NRC - No Detailed Affiliation Given 13pp 
26512 221 24X Fiche 50-329* 04/07/ 1 6* 940801006 1 


— 0408140513 Summary of R Landsman 010323-27 S* 0407-09 Insps conducted 
to verify GA program far util soil borings conducted In 
response to Corps of Engineers request for addl soil info 
n NRC - No Detailed Affiliation Given BX16 054 B4/07/1B 4pp 

36512 259 24X Fiche 50-329*84/07/18*8408010061 


— 0408140522 Informs that, in preparation for issuance of draft 8ER In 
mid-late Jan. section by section review of which sections of 
draft received by Dls' of Licensing to date complete 
KERNAN*R W Licensing Branch 4 BX16 055A 82/01/12 

A DENS AM. E 0 Licensing Branch 4 3pp 26512 269 24X 

Fiche 50-329.84/07/18,0400010061 


--8408140526 Summariies 010600 stipulation filed by util U NRC re QA 
aspects of hearing on soils settlement scheduled to begin 
810707 

HOOD.O Licensing Branch 4 PX16 056 DM, 81/06/09 DENTON* H * 
CARTER, J Office of Nuclear Reactor Regulation, Director 
ErSENHUT, D 0 Division of Licensing Ip 26512 272 24X 

Fiche 50-329. 84/07/10*. 0400010061 
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'B40ai4O5G0 Draft nemo providing ostimatc for conpletict? rdvieu & 
prRparing teiitlmong on prnpotcd remedial actions. In rB«ponfi» 
to DCLD request for schedule for rcvieui 

LC^fl, J MHC - No Detailed Affiliation Given 3X16 057 &1/0&/19 

KfllGHTf J MRC - No Detailed Affiliation Otvon 3pp 26513 1 B5 
a4X riche 30'329* 04/07/ IB- 8409010061 


-840914053'? Requests estinate of tlnve required tq complete re'vLeui tt 
prepare tostlrnony re proposed rer^edial actlotia Testitnony by 
F fllnaidi.T Cappucel £, j Kane needs to be Piled bg 010715 
PATQN* W P Office op the Executive Legal Director DX16 057A 
61/07/10 KNIQHTpO P Assistant Director for Comp tc Structures 
Enginoerina <PTe 030201) Ip ^6513 IBS 24X 
Fiche 50-329* 04/07/10, 040901006 i 


-B40Bi40353 Util neus 1 tr re llPtinp of part of series of step uiork 
onJors that halted const of plant 

a Consumers Pouar Co flXl6 061 B4/01/20 Ip 36513 249 24X 

Flclie SO **329, 04/07/10, 9400010061 


•"B40ai405S6 Documents contacts by KlrVland Sc Ellis attys representing 
Dou Chemical In suit apalntt CPC Summary of meoting by 
Oeotec hnica 1 Engineering, Inc and 

KANEt 0 D Structural Sc Geotechnical Engineering Branch 9X16 062 
84/01/23 Structural S« Oeotechnical Engineering Branch I4pp 
26913 263 24X Flche 90-327, 04/07/10, 134 0 80 1 0061 


— B408150027 Summarii of 040304 meeting ui/utii re- schedules A topics for 
instant hearing on soils matters Hearing schedule resulting 
)n inefficient r^vieius due to changing const priorities by 
app 1 ir,3nt 

HOOD, D Licensing Branch 4 DXi6 075 82/03/ ii TEdESCO, R L 

Assistant Director for Licensing 43pp 26514 I9i 24X 

Flche 90-327,84/07/10.8400010061 


■0409190029 Task interface agreement re plant rBrnedial soils issue 

iPPaLlTO, T Region 3, Office of Director NORELIUB. C Director's 
Office, Office of Inspection and Enforcement VOLLMER, R Office 
Of Nuclear Reactor Regulation, Director BX16 076 TAC 51341 
B3/O4/10 spp 26914 234 24X Fiche 30-329. 04/07/18, 0400010061 


— 840B190033 Discusses 030929 conference call during which D Hood gave 
verbal approval to allow licensee to proceed ui/underp Inn ing 
through UAT* 

LAND9f1AN, R D Region 3, Office of Director DXJ6 077 63/07/30 

Region 3, Office of Director Ip 26514 241 24X 

Flche 50-329.04/07/18,0400010061 


—0408190042 Handwritten notes commenting an Peck 810007 transcript re 
compaction criteria 

KANEivf NRC - No Detailed Affiliation Given BX16 079 01/08/10 

2pp 26914 264 24X Fiche 90-329,04/07/10,8408010061 


’9400140997 Forwards comments re applicant submlisions concerning 
cracks in diesel generator , fl xat ion of cracks in barated 
uater storage tanks* under p Inn inga effects or cracks on 
Skrvi c oab i 1 1 ty of structures 

HCCALurSTCn, p Army, Dopt of. Corps of Engineers 0X16 063 

ea/06/l3 LEAR, 0 Division of Engineering J4pp 26913 277 

a4X Fiche 50-329,04/07/10.8408010061 


■B40814O968 Mandt 4 Tltten document suntmar 1 1 1 ng util response to NRC 
Queetlbns 24,45 U 47 on permanent dewatering re geotechnical 
engineering issues Meeting summaries end 

« Consumers Pouer Co BX16 064 Bl/lO/12 32pp S6913 291 
24X Fiche 90-329. 04/07/10, B4090tC06l 


— 8400150046 Handwritten notes re electrical penetration area uj/comments 
of H Singh on unresolved issues prior to 791206 U 
underground utils 

SINGH. H NRC - No Detailed Affiliation Given DX16 080 
ai/09/20 2pp 26514 266 24X Fiche 90-329,84/07/18,8408010061 


— B4081SOS60 Com«ments on licensee draft commitments to Improve 
Inplamentatl on of qua 1 i ty program In remedial soils area t* 
remaining const ac ttvl k los, per 820907 request Noted changes 
should be made in program 

WARNlCRrR P Region 3, Office of Director BXSl 001 02/09/24 

KEPPLE«,J 0 Region 3, Office of Director 4pp 26949 OBO a4X 

Fiche 50-329,84/07/18,8408010061 


—6400140569 Hariduritten document re liquefaction analysis 

KANE, J C NRC - No Detailed Affiliation Given DX16 065 

QS/00/16 5pp 26913 323 S4X Fiche 50-329. 04/07/ 18* 8400010061 


—6408150966 ^'Pier Load Test Data - Load by Carlson vs Load by Jacks " 
Related Info end 

HUNT, SW Oechtel Carp BXQi 003 83/04/29 200pp 26549 219 

24X Fiche 50-329,84/07/18.8408010061 


—8408140566 Requests analysis of possible enforcement action re 
applicant failure to Inform NRC of settlement of dlesal 
generator bldg 

PALLADINO, N. NRC - No Detailed Affiliation Olven 0X16 066 
04/05/24 DmCKB,N Office of the Executive Director for 
Operations Ip 26914‘031 24X riche 50-329, 84/07/ 10, 8408010061 


— 04D014OS7Q '^Admlnis trat j ve Dldg Foundation 9ettlements Along Column 
Line 0 4 

ft □echtol Carp 0X16 060 77/12/31 Slpp 26514 033 24X 

Fiche 50-329,04/07/10, 0400010061 


--G4081 40573 Forurards Dechtel rept, ''Administrative Bldg Foundation 
Betklcmentt Along Column Line G 4 " 

nRUNNCR,J E Consumers Power Co BXi6 067 Bi/09/14 PATQN, W 

NRC “ No Detailed APfUlatlon Given Ip 26514 032 24X 

Fiche 50-32'?, B4/07/10, B408010061 


—0400190571 ’'Hell DB3-4 Subsldance Rapt *' 

HUNT, 8 W Bechtel Corp QX81 004 B2/06/11 SOpp 26550 120 

SAX Fiche 50-329,84/07/10,8400010061 


— 0400190577 Forwards recent audit repts by Midland QA dept, per request 
BRUNNER, J E. Consumers Power Go BX21 005 DK 82/01/15 
BECHMOEFER, c , llAnDQURrJ Atomic Safety and Licensing Board Panel 
CaWNAN, F P Affiliation Not Assigned 26pp 26550 222 24X 

Fiche 90-329,04/07/10,8400010061 


— 0409150586 Forwards recent audit repts by Midland QA dept, per request 
Related info enc t* inc lud ing notes of CPC/NRC 630208 public 
meeting re const completion program 

BRUNNER. J E Consumers Power Co QX2i 006 OM 62/02/05 
BECHHOEFER, C , HARBOUR, J Atomic Safety and Licensing Board Panel 
CONMAN, F P Affiliation Not Assigned i06pp 26550 248 24X 

Fiche 50-329,04/07/18,8400010061 


— 04'O01i4O579 Handwritten summary of 701204 site meeting re excessive 
lettlement of diesel generator bldg foundations 8, other 
Category I strut bures 

GALLAGHER, D Region 3. Office of Director DX16 069 78/12/07 

HOOD, D NRG - No Detailed Affiliation Given Opp 26514 068 
a4X Fiche 30-327,84/07/1010408010061 


—8408150595 Opposes issuance of fuel license {10CFR70> for applicant, 
based upon extensiveness of remedial soils work potential 
for work to inpact auxiliary bldg Related info end 
CODK.R J Region 3, Office of Director DX21 007 03/01/25 

GHAFER,N D Region 3, Office of Director 19pp 26591 001 34X 

Fiche 50-329,84/07/18,8406010061 


—8400150019 Requests addl barings t< existing soil data Revised End 1 to 
000327 Itr end 

HCCALLlSTERrP Army, Dept of* Corps of engineers 8X16 071 
04/07/18 JACKBON.R E NRC - No Detailed Affiliation Given 6pp 
26914' 140 24X Fiche 50-329, 04/07/IQ, 8408010061 


— 0408150603 Forwards Midland monthly status repts for Aug-Sept it Nov 
1902 Related info end 

WARNICK. R F Region 3, Office of Director BX2t 008 82/12/20 

KEPPLER.J Q Region 3, Office of Director. aSpp 26551 256 24X 

Fiche 50-329,84/07/18,8400010061 


—840815001? Handwritten notes re status of AQUB hearings First session, 
completed 810707-17, covered Items re Btamlrls Contention I, 

QA breakdown, NRC-u ti 1 stipulation on QA managerial attitude 
ftr FQAR false statement 

KANE, J NRC - No Detailed Af f i 1 Intinn Gi yen DX16 072 81/00/18 

llpp 26514 146 84X Fiche 50-329.84/07/18,8409010061 


--8400150022 Handwrittan notes re location of sources of Important util 
submittals prior to 79(206 Topics outlined Include auxiliary 
bldg, diesel generator bldg.horated water st-arage tank 
permanent deuaterlnp 

KANErJ NRC - No Detailed Affiliation Given DXt6 073 01/09/18 

Olpp 26514.157 a4X Fiche 50-329,84/07/18,8408010061 


— 9408150608 Rev 4 to “Quality Plan for Underpinning Activities," Relate, 
info end 

BIRD.W . BOOS, A J , MOONEY, J Consumers Power Co BX21 009 
82/10/12 59pp 26951 316 a4X Fiche 50-329,84/07/18,8400010061 


— 840B1S0612 Draft final B9ER re geotechnical engineering Related Info 
end 

KANE.J D Hydrologic It Geotechnical Engineering Branch BX81 010 
02/08/12 70pp 36553 002 24X Fiche 80-329,84/07/18, 

8400010061 
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— 0408150616 Enunerata? QA issues to be addressed at evidentiary session 
in Midland proc eed Ing . p er anc 1 920707 memorandum St order H/o 
enc 1 

PATON. W D Office of the Eiecufcive Legal Director BXSl Oil 
02/03/10 ADENSAM.E G NRC - No Detailed Affiliation Oiven 2pp 
26553 087 24X Fiche 50 - 329 » 04/07/ 1 B- 8400010061 


— 04OB15O651 Requests NRC approval to postpone yellowbook update due to 
inadequate urorb experience enabling development of 
definitive project s-chedul e> per B3iOt4 Itr 

Q17AMME,DL Consumers Pouer Co DX20 008 C8C-716J 04/01/12 

HARTFIeld. R A Managenent Information Branch ip 8633? OOB" 

24X FlcKe 50-32?, 04/07/ IB. 04000100^1 


— 0400150617 Forwards further response to F0IA-B4-?6. cnhs 1st ing of 
records selected fron files of Harrison Nnrellua during 
040620 visit 

ROY# 0 N Office of Resource Management, Director BX30 001 
84/07/06 RICE.C H Kirkland ic Ellis 3pp 36537 339 24X 

Fiche 50-329,64/07/10.0408010061 


— 8408130633 Discusses basis for recommendation to extend BALP III 
evaluation period from 020630 to 821231, per 020719-20 
discussions Related info end 

COOK, R J Region 3, Office of Director 0X21 012 02/08/06 

SPESSARD, R L Division of Project U Resident Programs 13pp 
26553 145 24X Ficho 50-32?, 84/07/ 18, 8400010061 


— 0409150624 Draft summary of NRC 040229 meeting ui/utll at Regio-n III ofc 
re results of NRC HVaC Insps 6 Investigation of allegations 
& expansion of QA tra In ing , qual if i cat ion It cer 1 1 f lea t Ion 
activities Vieiiigraphs encl 

a Region 3, Office of Director BX20 002 04/02/2? Region 3, 

Office of Director Kipp 26337 342 24X Fiche 30-32?, 04/07/10, 

8408010061 


— 0408150652 Notifies of Intent to continue const of plant foliouilng 
recent notification from Ooui Chemical Co of decision to 
terminate agreement tn purchase energy Related info end 
FITZPATRiCKrR Constiriers Power Co BX21 01? 03/07/15 

9TRASMA, J Region 3, Office of Director 72pp 26554 061 24X 

Fiche 50-329,04/07/10,0408010061 


— 0409150656 Responds to 940409 comments re util proposed plan td conduct 
Independent ngt appraisal of Midland Nuclear Project 
Affidavits of independence of individuals tuorklng on audit 
enc 1 

REHM,T A Office of the Executive Director for Operations. BX20 
009 04/06/00 GARDE, 0 P Government Accountability Project 

31pp 26539 014 24)! Fiche 50-329, 04/07/10, 840B010061 


— 8403150650 Recommends issuance of board notification for encl potential 
Part 21 rept from Zack Co (HVAC subcontractor) re accuracy 
of uieider records 

MAHNICK, R P Region 3, Office of Director BX21 020 OH 

02/09/01 EISENHUT, D 0 Division of Licensing 2pp 26554 17? 

24X Fiche 50-327,04/07/10,8400010061 


— 8400150626 Forwards HR Denton 831219 Itr distinguishing between terms 
"important to safety" U "safety-related " Related info end 
KEPPLER,JO Region 3, Office of Director DX21 013 83/1S/29 

Region 3, Office of Director 5pp 26553 163 24X 

Fiche 50-329.04/07/18,8408010061 


— 8400150662 Enumerates agraements/understand ings reached at 020323 
meeting w/NRC re approval for portions of Phase II 
underpinning work Related Info encl 

MILLER, DB Consumera Power Co DX21 021 C6C-6266 82/00/25 

SHAFER, Ul D Region 3. Office of Director 14pp 26554 241. S4X 
Fiche 50-329,84/07/10,0400010061 


— 0400150630 Forwards addl Info re Region III Inquiries into Ofc of 
Special Cases concerning Midland Zimmer Nuclear Power 
Plant problems in implementing OA programs Nonconformance 
rept also end 

NARNiCKrR F Region 3, Office of Director DXSO 003 83/09/16 

DQULDEN.H Office of Inspector h Auditor ISpp 26530 001 24X 

Fiche 50-329,04/07/1010400010061 


—0400150633 Forwards Rev 4 to "Region III 8ALP Bchedule " Schedule 
changes to listed facilities explained In remarks sections 
of schedule Addl handwritten notes also encl 

NORELIUS, C £ Region 3, Office of Director BX20 004 04/06/04 

KEPPLER,J 0 , DAVIS, A B , BPEBSARD, R L Region 3. Office Of 
Director 2Spp 26538025 24X Fiche 50-329,04/07/18,8400010061 


—8408150635 Notifies that commercial operation date of Unit 2 may be 
delayed until mid’-l?86 Const schedule for Unit 1 will be 
revised based on cashflow requirements, need for power, final 
cost estimates schedule for Unit 2 

KOSCHIK, M 0 Consumers Power Co 0X21 015 03/11/09 8TRA8MA, J 

Region 3, Office of Director 2pp 26553 216 24X 

Fiche 50-329,84/07/18,0408010061 


— 8408190665 Comments on util 840307 proposed independent mgt plan Plan 
does not Indicate hou Cresap, McCormick 6 Paget k TERA ulU 
function k Interface Ro 1 et, author! ties & responsibilities 
should be Identified Handwritten comments encl 
DEYOUno»R C Director's Office, Office of Inspection and 
Enforce.ment 0X20 011 84/03/27 KEPPLER. J 0 Regions, OPflce 

of Director 4pp. 2693? 053 24X Fiche 50-329, 84/07/10, 

8408010061 


— 8408150666 Summary of NRC 040314 meeting w/D Brldenbaugh of MAB 
Technical Atsocs In Region III re info on Midland |< Zimmer 
plants Util 040124 Itr to Atty General of State of Ml end 
WARNlCKrR F Region 3, Office of Director. BX8D 012 B4/Q3/20 

Region 3, Office of Director 7pp 2693? 136 24X 

Fiche 50-329.84/07/10,0400010061 


—840819066? Corrects Page 3-1 of Attachment 3 to util 020917 ranponse to 
draft SALP rept for Jul 1900 - June 1981, c 1 arlfy Ing stop 
work order on drilling 

CDOK.JU Consumers Power Co SX21 0S4 17249 02/09/21 

KEPPUER.J 0 Region 3, Office of Director 31pp 26954 313. 24X 

Fiche 90-329,84/07/10, 0400010061 


■0408150639 Discusses Ofc of Bpeclal Cases special insp on 821012-1125 1< 
forwards draft notice of violation re significant breakdown 
in implementation of OA program Handwritten NRR comments 
also encl 

KEPPLERiJ 0 Region 3, Office of Director DX20 005 EA-03-003 

83/01/05 CDDK, J U Consumers Power Co 84pp 26538 049 24X 

Ficho 30-329,04/07/10,8400010061 


— 8400 1 90672 Forwards response to draft SALP rept for Jul 1900 - -Juni 
1901, di scussed at 020426 meeting u/NRC 

COOKij U Consumers power Co 0X2 1 023 1 7405 82/09/17. 

KCPPLER.J 0 Region 3, Office of Director 30pp 26994 344. 24X 

Fiche 90-329,04/07/10,8408010061 


— 8400150640 Ack receipt of 830926 Itr t< payment In amount of ♦116,900 
for civil penalty imposed by 030029 order 

AXELRAD, J A Enforcanont Staff BXSl 016 EA-83-003 03/10/04 

SELDYrJ D Consumers Power Co 2pp 26353 309 24X 

Fiche 30-329,84/07/18,0400010061 


— 8409190676 Foruiards iftll testimony on cable pulling incident Raquests 
comments Lists questions to be addressed 

WILCQVE.M N Office of the Executive Legal Director 5X20 014. 
83/05/13 LANDSMAN. R , CQOK< A. i 0ARDhCR,R NAC - No Detailed 
Affiliation Given 7pp 2693? 306 24X Ftche 50-329,84/07/18, 

8400010061 


■0408130643 Foruiardi listed documentation In response to FOIA 03-397 
for reproduction 

WARNlCK.A F Region 3, Office of Director DX80 006 83/07/20. 
8MIDTH, P T Region 3, Office of Dlroctor Ip 26338 196 24X 
Fiche 30-329,04/07/10,8400010061 


■B408150644 Forwards payment in amount of ♦116,500 in response to 
830829 Itr imposing civil penalty for violations found 
during Insp 83-23 <Ca 83-03). Related info end, Including 
matl an 030811 public meeting 

GQDK, J W Consumers Power Co BX21 017 25914 83/09/26 

DEYaUNO,n C Director's Office, Office of Inspection and 

Enforcement 2?pp 26554.009 24X Fiche 30-329,04/07/10, 

0400010061 


— 0408190677 Discusses 8 Alf appraisals far Zimmer U Midland Suggests 
limited 8ALP-3 appraisal for Midland to cover remedial toils 
work, D5.W work & HVAC activities 

KEPPLER.J 0 Region 3 , Office of Director SX21 026 83/04/10 

HIND, J A Division of Radiological (tMateriali Safety PrDgT>«nis 
ip 26959 066 24X Fiche 90-329,84/07/18,8400010061, 


— 0408150681 Discusses policy k procedure changes re communications w/ 
licensee Related Info encl 

WARNICK,R F Region 3 , Office of Director DX8I 027. 82/09/17 

SPE88ARD, A L Division of Project 6 Reiident Program* 

NORELlUB, C E Division of Engineering HIND, J. A. DlVlsinn of 

Radiolo-gical & Materials Safety Programt. 8pp 26535' 067 24X 

Fiche 50-329,84/07/10,0400010061 


— 0408150640 Draft summery of NRC Caseload Forecast Panel e304l<?-2l 
meeting w/utll at plant site re basis for util revised 
estimates of Oct 1904 U Fab 1905 for Unit 2 S< 1, 
respectively Rept on Rev 12 schedule encl 

NOVAK, T M Assistant Director for Licensing BX20 007, 03/05/25 

COOK, J N Consumers Power Co, 32pp 26936 157 24X 

Fiche 50-329, 84/07/18, 0408010061 


— 8409150682 Advise* that FOIA Requeit 82-616 received hatl requested 
must be submitted to dlrectar by 840103 Nonconformance rept-s 
t( Interim Rept 3 re cable tray support const welding 
discrepancy end 

6MIDTH, P T Region 3, Office of Director BX20 015 02/l,a/22 

Region 3, Office of Director 2pp, 26539,339 24X 

Fiche 90-329f 04/07/18, 0400010061, 
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— -9400130605 Discusses QA program re underpinning instrumentation 
installation Lists steps to foHmu to implement 
reclassification of underpinning activities 
caOK, J W Consumers Power Co nX21 OSQ 16779 B2/03/31 

NQRFLIUS, C E Division of Engineering 2pp 26555 1 10 24X 

Ficho 90-329i 84/07/18* B40801 0061 


— ^9409130686 Advises that allegations received from Doij chemical St util 
are treated equality Forwards E Driver 940304 1 tr re Dou 
Chemical vs CPC lauisult 

BERKOVITZ.D h Office of the OeneraJ Counsel DX^O 016 
84/03/11 LEIJIS.S H Region 3# Office of Director Ip 
26940 094 24X Fiche 50-329.94/07/18,9409010061 


-^9408190699 Submits summary of viouis re regiulatary status of plant 
Illegible handuritiien notes end 

KEPPLER.J G Region 3. Office of Director DXQO 016A 04/06/06 

FISCHER. R Michigan, State of 12pp 26540093 24X 

piche 30-329.04/07/18.8409010061 


— 8408130690 Lists reasons why 8ALP III evaluation period should be 
extended to 921831* per B20719-'20 discussion Related info 
enc 1 

COOK, R d Region 3. Office of Director 9X21 029 82/08/06 

SPESQARDfR L Division of Project Ic Resident Programs 21pp 
26593 112 24X Fithe 50-329.04/07/18*0400010061 


— 0409190692 Foruards neuspaper stories indicating represent! ves of Dow 
Chemical met u/NRC to discuss matters in litigation pending 
in County Circuit Court u/util JD Selby 040608 Itr to 
FJ Kelley enc I 

DRIKER.E Darris, Sott* Denn U Driker BX20 017 04/03/04 

8ERKQVITZ.D Office of the General Counsel I8pp 26340 160 
24X Fiche 30-329*94/07/18.8400010061 


—0409190694 PhO-77-033 on 770226. bulge discovered in containment liner 
plate Caused by water coming through te^rs in liner plate 
Addl holes cut in plate to facilitate draining Related info 
encl 

WARNlCK.fi F * ROY. O W * TH0f1P80N. D Office of Inspection & 
Enforcement. Office of the Director 0X21 030 77/03/01 7pp 

26335 194 24X Fiche 30-329.84/07/18.8408010061 


—8409190695 "Site Visit to Evaluate Crack Reported 830218 In Roof of 
Feedwater Isolation Valve Pit Unit 1. Midland Nuclear Power 
Plant " Draft confirmatory orders, handwr I tten notes tc 
RF Warnick memo re POIA Request 04-24 end 

CORLEY. U' 0 Construction Technology Laboratories DX20 019 
83/02/29 lllpp 26540 178 24X Fiche 50-329*84/07/18, 

8408010061 


— 9400150690 Forwards monthly status rept for Dec 1903, conta Ining input 
from insp site team of Dfc of Special Cases 

COOKpR J Region 3. Office of Director 0X21 031 83/01/12 

WARNICK, R F Region 3. Office of Director 2pp 26555 161 24X 

Fiche 50-329,84/07/19.9408010061 


—9408150700 Forwards draft confirmatory order prepared by IE re plan for 
independent eppraisal of site tc corporate mgt organizations 
Requests review prior to meeting 

LIEBERMANi 8 NRC - No Detailed Affiliation Given 0X20 020 
63/12/30 KEPPLEfi. WARNICK, HARRISON NRC - No Detailed 
Affiliation Given lOpp 26540 335 24X Fiche 30-329*04/07/18* 

8408010061 


--8408130708 Advises that Region lit has no document re discovery request 
for Info concerning alleged violation of ASLB order 
concerning remedial soils Handwritten notes, internal memos It 
list of repts, 1977 - 1903* end 

HARRiaONr J J Region 3. Office of Director DXSO 021 03/10/25 

WRIGHT. N Office of the Executive Legal Director I99pp 
26540 345 24X Fiche 50-329* 94/07/18, 04OBOlOO6i 


— 8408150706 Advises that S Lewis leaving Region III to assume position 
of Deputy Assistant Chief Hearing Counsel in OELD 0 Birson 
replacement Chronological list of reactor holddown bolt 
end 

KEPPLER*J 0 Region 3* Office of Director 0X20 022 84/05/14 

Region 3. Office of Director I2pp 26541 263 24X 

Fiche SO-329* 84/07/18, 040001006 1 


—9400130709 Summary of 000323 meeting w/utl 1, 06W* Bechtel «< Teledyne in 
BethesdoiMD re preservice failure of three reactor vessel 
holddown studs List of attendees, agenda & viewgraph slides 
encl Sketches for underpinning auxiliary bldg end 
HOOD, D S Licensing Branch 3 BX20 023 80/07/07 Licensing 

Branch 3 82pp 26341 328 24X Fi the: 50-329. 04/07/ i0* 0400010061 


‘940B130710 Assessment rept QA program, porformed during Mar 6 Apr 1901 
# Management Analysis Co QX21 033 81/06/01 400pp 

26535 162 24X Fiche 50-329,04/07/10,0408010061 


— 0409150712 "Quality Program for Underpinning Activities " 

a Consumers Power Co 0X20 024A 02/04/05 22pp 26342 132 

24X Fiche 50 -329.94/07/10,0400010061 


— 04OB13O714 'independent Assessment Qf Underpinning 90~Day Rept " 
KlUBCR.W E Stone b Uebster, Inc 0X21 034 83/04/30 230pp 

26536 194 24X Fichu 50-329, 84/07/ IB, 04OBO1OO61 


— 94081307)6 "Test Progran Status & Rev 12 - Test Schedule " 

a Cunsumers Power Co 8X21 035 83/04/18 lOOpp 26537 091 

24X Fiche 30-329.84/07/18. 0409010061 


— B4O915071B Documents corciuslons 8< commitments made at B20330 meeting I, 
B20402 telcons re OA applied to remedial foundation work 
Expansion of QA program recognized in overall succoss of 
project "Quality Program for Underpinning Activities" encl 
COOK. J W Consumers Power Co DX20 024D 16161 B2/04/03 

KEPPLER,J G Region 3, Office of Director 4pp 26342 134 24X 

Fiche 30-329,84/07/18,8408010061 


— 8408130720 "Electrical Raceway Support Tests Rept. Part 1 " 

NOWAK. A 9 Oachtel Corp DX21 036 91/11/25 lOOpp 26357 192 

a4X Fiche 30-329,04/07/18.0400010061 


—0409130723 Forwards CPC testimony on alleged violation of Board order 
Investigation of violation coming in future Requests 
analysis of testimony It comments Handwritten notes end 
WJLCDVEi M N Office of the Executive Legal Dlroctor 0X20 026 
OM 03/05/13 LANDSMAN. R * COOK. R . HOOD* D NRC - No Detailed 
Affiliation Given 99pp 26542 165 24X Fiche 30-329*04/07/10. 

8400010061 


— 8409150725 Requests review of attached draft SALP rept in preparation 
for 830706 8ALP Board meeting 

WARNICK. R F Region 3, Office of Director DX20 027 93/07/01 

HIND. U A . NORELIUS, C E , SPE8SARD* R L NRC - No Detailed 
Affiliation Given I49pp 26542 280 24X Fiche 50-329*04/07/10* 

0400010061 


--8409150727 Summarizes 000227-26 meet ing at site re soils settlement 
Issue it affects Handwritten note end 

GALLAGHER* E Region 3. Chicago* Office of the Director BX20 034 
80/03/03 PIQRELLI.O Region 3. Chicago* Reactor Construction & 
Engineering Support Branch 46pp 26544 306 24X 

Fiche 50-329*84/07/18*9408010061 


—8408150728 Forwards advance copy of proposed rev to Manual Chapter 
0316* SALP. for review 

NQRELIUBfC E Division of Project i. Resident Programs DX20 035 
04/04/13 Region 3, Office of Director 2pp 26345 067 S4X 
Fiche 30-329*84/07/18*0400010061 


— G40B1S072? Advises of problems concurring w/proposed response to 
M Cherry 770427 Itr as noted by detailed comments provided 
Requests redraft be considered 

RElNMUTHtG U Division of Reactor Construction Inspection QX20 
029 77/06/10 HDEFLINO.R K Office of the Executive Legal 

Olrecter 7pp 26543234 24X Fiche 50-329* 04/07/10* 8408010061 


— 0409150731 Advises of possible ex parte contact in facility proceeding 
Requests memo 6 attached summary of discussion be served to 
all parties In proceeding & PDR 

GIBBON, T R NRC - No Detailed Affiliation Given DX20 030 DM 
00/12/24 CHILK*9 J Office of the Secretary of the Commission 
8pp 26543 250 24X Fiche 30-329.04/07/19,8400010061 


— 0400150732 Notifies that incorrect target dates entered In 030219 
8ALP schedule Correct target dates provided 

NDRELIUS.C E Division of Project 6 Resident Programs BX20 OSSA 
04/03/00 HlNDiJ A Division of Radiological i. Materials Safety 

Programs BPESBARD, R L Division of Engineering DOUGHERTY, D J 

Office of Resource Management. Director 2pp 26545 117 24X 

Fiche 30-329*04/07/19,8400010061 


—0409150734 Revises pres'iously issued 8ALP 4 schedule dtd 831004* by 
extending assessment to 18 months Rev incorporates addl 
milestone dates 

NDRELIUS.C E Division of project «< Resident Programs BXBO OasD 
83/12/19 Region 3, Dfflce of Director, 2pp 26543 119 34X 

Ficho 50-329,84/07/10.0400010061 


— 0400150735 Requests concurrence on proposed auxiliary bldg guideline. 
"Guidelines for Bldg Movements During Temporary 
Underpinning " Handwritten notes Si communications record 
w/Warnick re withdrawal of potential lOCFRSO 55{e> end 
MDONEV, J A Consumers Power Co DX20 031, C8C-7809 84/03/25 

HARRISDNiJ J Region 3, Office of Director 25pp 26543 232 
24X Fiche 30-399.84/07/18,0400010061 
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0409150737 Foruards Nac Manual Chapter 0516-SALP Evaluation criteria 
published in Ffl on 820322 for public comments Comments due 
bg 020701 

TAMBLirJG, T N Region 3. Office of Director nx20 039C 82/03/04 

AXELSOhJ- W L , DARRETT, P A - BOYD. D C NRC - No Detailed 
Af FI nation Oiven 3pp 26545 123 24X Fiche 50'329. 04/07/ 18, 

8400010061 


0408130730 Foruards summarg of 040229 meeting in Region 111 ofc re 
results of HV'AC in«ps 6 investigation oF allegations 6 
expansion of tra ini ng, qua 1 i f icat ion t/ certification 
activities Handuritien notes end 

WELLS, R A Consumers Pouier Co BX20 032 20921 84/03/29 

HARRISON, J j Region 3, Office of Director I69pp 26344 014 
24X Fiche 50-329,84/07/10,8400010061 


0409130740 "Chapter 0516 SALP, " describing basis structure «« overall 
procedures for implementation of NRC program to assess 
licensee performance MA Miller marked-up memo re evaluation 
of SALP end 

* Director's Office, Office of Inspection and Enforcement BX20 
0330 02/03/23 47pp 26545 126 24X Fiche 30-329.04/07/18. 

0400010061 


8408130741 Forwards "Structural Evaluation of Diesel Generator Bldg 
Assessment oF Structural Performance Capabilitg U 
Servic eab i H tg as Potentiallg Affected by Settlement Induced 
Cracking " 

LEVIN, H A TERA Corp DX20 033 DM 03/01/04 KEPPLER, J O . 
EISENHUT, D 0 Region 3, Office of Director COOK, J W Consumers 
Power Co 4pp 26544 212 24X Fiche 50-329.84/07/18.8408010061 


8400150743 Submits reasons for extending SALP HI evaluation period 
to 821231 Rept contains issues being resolved between NRC & 
licensee Extension can be used as performance motivator 
Handwritten note St supporting documentation end 
COOK. R J Region 3, Offico of Director DX20 036 02/08/06 

SPESbARD. R L Division of Project U Resident Programs 330pp 
26545 173 24X FlChe 50-329. 84/07/ 10. B4080J0061 


0409150745 "Structural Evaluation of Diesel Generator Bldg Assessment 
of Structural Performance Capability & Serviceability as 
Potentially Affected by Settlement Induced Cracking " 

Handwritten notes end 

* TERA Corp DX20 033A 03/01/04 09pp 26344 216 24X 

Fiche 30-329. 84/07/18. 8400010061 


0409150747 Submits supplemental SALP Input for facility Changes 
required to provide overall Div of Engineering 6 Technical 
Insp rating for QA functional area & consolidate comments 
for recommended increased insp Frequency 

PIRTLC.G Region 3. Office of Director DX20 037 83/10/01 

BOYD. D Region 3. Office of Director Ip 26547 011 24X 

Fiche 50-329. 04/07/18. 8408010061 


0408150749 Forwards list of items reviewed by util (t determined ready 
for revlBbi 6 closure by NRC Handwritten notes 6 supporting 
documentation end 

WELLS, R A Consumers Power Co BX20 038A 25261 83/10/04 

KEPPLER.J G Region 3, Office of Director 147pp 26547 165 

24X Fiche 50-329.84/07/10,8400010061 


0400150750 Forwards SALP input except for Mails & Processes Section 
PIRTLErO Division of Engineering & Technical Inspection 0X20 
030 81/09/22 BOYD. D Division of Engineering U Technical 

Inspection i37pp 26547 012 24X Fiche 30-329,04/07/10. 

0400010061 


04O0l3O75i Forwards const status rept as of 791001 Handwritten notes re 
diesel generator bldg 6 soil settlement t. errata te 
NUREO-0834 end 

FTORLLLI, 0 Region 3. Chicago, Reactor Construction & Engineering 
Support Branch QX20 041A 79/10/03 KNOP. R C , HAYE8. D W . 

DANIELSON, D H NRC - No Detailed Affiliation Given 107pp 
2654B 359 24X Fiche 30-329.04/07/18,0408010061 


0409150732 Submits OA Issues to be addressed at evidentiary session In 
facility proceeding Summary rept A oral communications 
record re relnsp requirements based on results of 
certification testing end 

PATQN, W D NRC - No Detailed Affiliation Given DX20 041 
02/08/10 ABENSAN. E 0, NRG - No Detailed Affiliation Given 
10pp 26548 075 24X Fiche 50-329,84/07/18.8408010061 


0400170001 "Response to NRC Staff Review Concerns for Underpinning ef 
Auxiliary Bldg " 

» Consumers Power Co QX19 OOl 02/06/03 40pp 26329 122 
24X Fiche 50-329,84/07/18.8400010061 


"8400170090 Discusses util 820428 telcon notifyng that, while drilling 
well in Q area, else tr ic duct bank struck Drawings 
indicated doct hank elsewhere Investigation continuing 
SHAFER. W D Region 3, Office of Director DX19 OOiA B2/04/2B 
WILLIAMS. G C . LANDSMAN. R D NRC - No Detailed Affiliation Oiven 
Ip 26329205 24X Fiche 30-329,84/07/18,3400010061 


— 0403170098 Testimony of RB Landsman in Glen Ellyn, IL re QA criteria 6 
proredures to remedial foundation work underway at site 
LANDSMAN. R D NRC - No Detailed Affiliation Given DX19 002 
02/04/ J 9 2pp 26529 332 24X Fiche 30-329, 04/07/ 1 B. 84080i 006i 


— 840Q170102 Forwards addl documents re facility soils issue. In response 
to request for info 

DREHOBL.K E Consumers Power Co BX19 003 16625 02/04/12 

FISCHER, D C ACR5 - Advisory Committee on Reactor Safeguards 

7pp 26530 009 24X Fiche 50-329,04/07/18.0408010061 


— 0403170119 Confirns that underpinning instrumentation installation will 
be suspended until procedures drawings developed 6 plans & 
schedules established fo inspect 6 audit ac tivities, per 
020319 telcon 

KEPPLER.J 0 Region 3. Office of Director DX19 007 CAL 
82/03/19 COOK, J W Consumers Power Co 2pp 26530 037 24X 

Fiche 50-329.84/07/18,0408010061 


— 0408170141 Requests review of files to determine documents 
withholdable under FOIA, per FOIA-a4-96 

LEWIS, S H NRC - No Detailed Affiliation Given 0Xi9 009 
04/05/09 HARRISON. J J , GARDNER. R , LANDSMAN. R NRC - No 
Detailed Affiliation Oiven ip 26530 066 24X 

Fiche 50-329, 84/07/ IB. 04OBOIOO61 


— 0408170145 Forwards draft Itr to util re review of licensee 830310,0624 
0712 responses to 830208 1, 0523 notice of Violation & 
proposed imposition of civil penalty Recommends imposition 
of *120,000 civil penalty 

SCHULTZ, W H Region 3, Office of Director DX19 010 83/07/28 

AXELRAD, J A Director's Office, Office of Inspection and 
Enforcement 165pp 26530 067 24X Fiche* 30-329. 84/07/18, 

840801 006 t 


—8408170152 Forwards redrafted insp rept Rept has been reviewed w/NRC 
for format 6 content Rept covers insp made 821129-1210 
CHARAK. I Argonne National Laboratory DXl90il NAP-B3-SS 
02/01/07 WARNICK, R Region 3, Office of Director 7p p 
26530 233 24X Fiche 50-329.84/07/18.8408010061 


— 8403170157 Forwards draft insp rept re findings of personnel who 
participated in routine insps on 821129-1203 tn 1203-10 
CHARAK. I Argonne National Laboratory QX19 012 82/12/22 

WARNICK.R Region 3, Office of Director I4pp 26530.240 24X 

Plchc 30-329.84/07/18,8408010061 


— 0400170166 Testimony of RN Gardner re allegations concerning 
qualification of personnel employed by Camstock 

GARDNER. R N Region 3. Office of Director DX19 012A 84/07/10 

lOOpp 26330 321 24X Fiche 50-329. 04/07/ 18, 0400010061 


—8408170174 Forwards IE Mgt Meeting Repts 50-329/82-09 50-330/82-09 on 

820514 

NORELIUS, C E Region 3, Office of Director DXl? 013 02/06/20 

COOK, J W Consumers Fewer Co 2pp 26331 033 24X 

Fiche 50-329.04/07/10,0400010061 


— 8403170181 IE Mgt Meeting Repts 50-329/82-09 tt 50-330/82-09 on 820514 
Major areas discussed licensee disposition of results of 
electrical overview Insps 

GARDNER, R N , WILLIAMS, C C Region 3, Office of Director BX19 
OIGA 50-330/82-09 82/06/24 3pp 26331 033 24X 

Fiche 50-329,04/07/10,8408010061 


— 0408170107 Forwards rept results re special electrical overlnsp 
requested by NRC to support testimony concerning adequacy of 
certif icatlon/quallf ication process of Bechtel electrical QC 
Inspectors 

5HAGFFER, M J Consumers Power Co BX19 015 02/02/25 CCDKE, R 

NRC - No Detailed Affiliation Given BIRD, W R , CODK.J W 
Consumers Power Co i4pp 26531 048 24X Fiche 30-329.04/07/10, 

0408010061 


— 9408170195 Draft "Rept on Cable Installation “ 

« Consumers Power Co nxi9 014 82/03/14 IHpp 26331 038 

a4X Fiche 30-329.94/07/18,8400010061 


— 0400170205 Forwards IE Insp Repts 50-329/82-07 50-330/02-07 on 

020421-23 No noncompliance noted Schedule for reinsp program 
of piping suspension sys requested within 25 days from 
receipt of Itr 

e Region 3, Office of Director BXi9 017 02/07/15 Consumers 

power Co 2pp 26531 071 24X Fiche 50-329,04/07/10,0406010061 
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'04001702^3 Requests Coir.ni aai ort revJeui Director's Decisions DD-83-16 V 
DD'84-02 to require all ongoing activity be included under 
order of mod of CP & remove util from managerial 
responsibility of QA/QC function 

CARDEi B P Oovern.Tient Accountability Project BX19 022 2 206 

84/02/10 PALLADINO.N , GIUINSKY.V , ASBELSTirJE, J Commissioner* 

7app 26532 090 24X Fiche 50-329. 04/O7/tB< 8408010061 


■0409170232 Foruards SALP Repts 50-329/02-14 6 30-330/02-14 for period 
Jul 1980 - June 1901 

KEPPLER.J G Region 3. Office of Director DX19 026 84/07/10 

CQOi^i j U Consumers Pouer Co 2pp 26533 15B 24X 

Fiche 50-329,04/07/18.0408010061 


■0409170236 Act receipt of 020114 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/81-12 & 
30-330/01-12 

NORELIUS.C E Division of Engineering DX19 020 82/02/03 

COO/.i J Consumer* Potiier Co 4pp 26533 ISB 24X 
Fithe 50-329,84/07/18,0400010061 


'0408170253 Oiscusse* 14 Marshal telcon re permanent deu/aterlng uell 
being drilled at northeast corner of diesel generator bltfg 
on 020319 Drilling mud flushed into line uhen drilling line 
broke No further comment necessary 

LANDSMAN. R Q Region 3, Office of Director BXt9 03l 82/06/14 

PATQN.ii Office of the Executive Legal Director 2pp 26533 325 
24X Fiche 50-329.04/07/18,0400010061 


— 0408170297 Transcript of M Sinclair 040425 statement re problems ui/util 
announced Dec 1966 const completion date Documentation encl 
SINCLAIR, K Sinclair, M BX19 042 04/04/23 lOpp 26536 137 

24X Fiche 50-329,04/07/18.8408010061 


— B4O017O3O4 Transcript of T Hearron 840423 statement opposing 
completion, licensing 6 operation of plant 

HEARRON, T Lone Tree Council IJX19 043 84/04/23 4pp 

36336 147 24X Fiche 50-329,04/07/10.8408010061 


— 0408170312 Transcript of DP Garde 840423 statement re Govt 
Accountab i i i ty Project 840210 supplemental 10CrR2 206 
peti 1 1 on. mg t breafadoun, NRC action problems & adequate 
Comnission revieu of complex project 

GARDE. B P Government Accountability Project 0X19 044 
84/04/25 I9pp 26336 131 24X Fiche 30-329,84/07/10,0408010061 


— 0408170320 Summary of 840202-05 meeting uf/ut 1 i, Dech te 1 St consultants in 
Ann Arbor. MI re discussion h audit of preparations for 
underpinning southern part of auxiliary bldg Vieugraphs 
enc 1 

HOOD, 0 Licensing Branch 4 BX19 043 04/02/22 Licensing 

Branch 4 aipp 26536 189 24X Fiche 50-329.84/07/10.0408010061 


— 0400170359 Si<W B402O9 public meeting re cracking criteria S< cracking 
mapping program 

a Consumers Power Co DX19 046 B4/02/09 Consumers Power Co 

2pp 26536 349 24X Fiche 50-329,84/07/18,0408010061 


— 0400170257 Summary of acRS Subcommitteo on Midland Units 1 h S B20S20 t> 
81 meetings u/util in MidlandrMI re revieu of OL 
application 

FISCHER. 0 ACRS - Advisory Committee nn Reactor Safeguards. 0X19 
032 02/08/09 OKRENT, D ACRE - Advisory Committee on Reactor 

Safeguards I3pp 26533 339 24X Fiche 30-329,64/07/19. 

0408010061 


— 8408170360 Submits list of documents supplied or withheld by 
JJ Harrison t* RB Landsman, in response to FOIA Request 84-24 
MARNlCKi R F Region 3, Office of Director DX19 047 94/01/18 

SMITH, P T Region 3, Office of Director 2pp 26536 351 24X 

Fiche 30-329,04/07/10,0400010061 


—0400170260 Informs of review of end allegations re Comstock OC at 
site Qfc of Investigations responsible for continuing 
invest iga t ion 

WARNICK.R F Region 3. Office of Director 0X19033 02/11/16 

FOBTER.JE Office of Investigation 125pp 26534 010 24X 

Fiche 50-329,84/07/18,0408010061 


—8409170268 Discusses 030922 off-the-record meeting u/Qechtel employee 
re allegations concerning inadequacy of plant fire detection 
sys Concern* raised re copyright laws concerning App R to 
10CFR30 

BURGESS. D L Region 3, Office of Director BX19 034 83/09/26 

RQV. 0 W Region 3, Office of Director 39pp 26534 2 4 6 24X 

Fiche 50-329,04/07/18.0408010061 


—"8408170271 Requests Ofc of Investigations provide investigator to 
assist Ofc of Special Cases in closeout of unresolved item 
in Insp Rept 329/82-22-27 re use of unofficial documents 
for recording nonconformances ti deficiencies 
WARNICK.R F NRC - No Detailed Affiliation Oiveh DX19 035 
93/01/27 PAHLIK, E T Region 3. Office of Director Ip 
26534 295 24X Fiche 50-389.04/07/18.0400010061 


— 0408170274 Discusses 031021 interview w/A Oautam t. unnamed individual 
re allegations concerning Comstoc k. Bechte I & Zack const 
activities at plant Details of Issues referred to Ofc of 
Investigation & Ofc of Inspector 6 Auditor 

HAWHrNS,F C Region 3. Office of Director BX19 036 83/10/26 

Region 3, Office of Director Ip 26534 296 24X 

Fiche 50-329.04/07/10,8400010061 


— 0408170276 Forwards util repts re auxiliary bldg seismic analysis t( 
cracks in berated water storage tank foundation, per util 
910121-22 notifications Const deficiency info may aid in 
resolutiOTi of matter 

NQRELIUSiC E Division of Engineering DX19 036AD 81/11/24 

EISENHUTiD 0 Division of Licensing Ip 26535 165 24X 

Fiche 50-329,84/07/18.8408010061 


—0408170279 "Btructural Stresses Induced by Differential Settlement of 
Diesel Generator Bldg " 

» Consumer* Power Co BX19 037 84/O7/t0 Slpp 26S35 295 

24X Fiche 50-329,94/07/10,0400010061 


—0408170284 Summary of 810502-04 meeting w/utH 6 Bechtel in Bathesda.MD 
re remedial actions 6 update of soils deficiencies 8, 
to review Amend 05 to application 

LANDSMAN, R B Region 3, Office of Director BX19 039 01/05/12 

WILLIAMS, C C Region 3, Office of Director 65pp 26536 043 

24X Fiche 50-329,94/07/10,8400010061 


“8400170292 Transcript of B Stamiris 840425 statement re soil settlement 
problems at plant 

STAMIRIS, D 0 Stamiris, D DX19 041 84/04/25 3pp 26536 134 

24X Fiche 50-329.04/07/18,0400010061 


— 8408170363 Handwritten summary of 840104 public meeting w/utll,SS<W 
Bechtel re monthly actl vi t les, crac k rept, crack mapping tt 
open items Supporting documentation & attendance list encl 
* Consumers Powor Co DX19 048 94/01/13 Consumers Power Co 

74pp 26536 336 24X Fiche 50-329,84/07/18,0400010061 


— 0400170367 Crack mapping monitoring status rept for 831031-1130. 
Including handwritten status rept of 831209 meeting 6 

info re grillage acceptance criteria 

# Consumers Powor Co DX19 049 84/08/01 lOpp 26537 107 

24X Fiche 50-329.94/07/10,8400010061 


—9409170372 Handwritten summary of 031110 public meeting Re tracking 
open items of new crack monitoring procedure* 931009-1105 
« Consumers Power Co DX19 050 83/11/10 Consumers Power Co 

3pp 26537 129 24< Fiche 50-329,04/07/10,0409010061 


— 6400170374 Rev 44 it 47 to FSAR Response to Audit Point t tt handwritten 
summaries of 8&W 931013 public meeting encl 

» Consumers Power Co BX19 051 04/00/01 34pp 26537 170 

24X Fiche 50-329.94/07/10.0400010061 


—8409170377 Handwritten notes re auxiliary bldg B< underpinning design 
including settlement stress, resul ts of areas of max stress 
6 rigid body rotation 

« Consumers Power Co BX19 053 04/00/01 76pp 26337 233 

24X Fiche 30-329,94/07/10,8400010061 


— 9408210367 Agenda for 70DSO2 Site visit w/util Bechtel & NUa Agenda for 
701204 meeting u/util h Bechtel on site end 
a NRC - No Detailed Affiliation Given BXi8 001 70/05/02 

NRC - No Detailed Affiliation Given 6pp 26321 049 24X 

Fiche 30-329,34/07/18,8408010061 


— 8408210377 Notification of 790907 meeting w/Midland Technical Reviewers 
in Wash Ing ton. DC to discuss project status of facility 
safety revieu Reviewers will be asked to summarise review 
status on problem areas affecting revieu schedule 
HOOD, D Light Water Reactors Branch 4 DXlB 003 70/09/06 

NRC - No Detailed Affiliation Given 7pp 26521 091 24X 

Fiche 30-329.04/07/10,8408010061 


— 6408210379 Provides Info in response to B Oarde FQlAs 83-451 , -432, -434 
it -449 

HOOD, D Licensing Branch 4 BX10 023 03/08/19 W1L80N, V NRC 

- No Detailed Affiliation Given 2pp 26524 336 24X 

Fiche 30-329,04/07/10,0408010061 


—8400210304 Netlflcatlon of rescheduled 790716 meeting w/util 8t Bechtel 
in Beth8Sda,M0 to discuss abnormal settlement of fill & 
structures at site Agenda & attendance list end 
KQOD, D Light Water Reactors Branch 4 BXIB 004 79/06/13 

VAROAi S A Light Mater Reactors Branch 4 7pp 26521 100 24X 

Fiche 30-329,04/07/10.8400010061 
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— 0^03210386 Foru^rds D Card« FOIA request for documents re meetings 
betu/een NRCi TERA 4 util on 630510.0^08 if 23 concerning 
independent design verification U/draft Itr to util re 
implementation of Ford Amend 

HILTON. V H Management Analysis Branch BX10 024 03/00/09 

Management Analysis Branch 2pp 26524 338 24X 

Fiche 50-329,84/07/18,8408010061 


— 8400210391 Notice of U Ferris, S Afifi I J Uanieck B0102B-29 deposition 
in Ann Arbor, HI re 791206 order modifying const permits 
Related info end 

PATON, U' D Office of the General Counsel 11X18 005 OM 
00/10/06 68pp 26521 126 24X Fiche 50-329,84/07/18,0408010061 


--8408210392 Forii/ards B Garde FOIA 03-432 request for documents re 830615 
Commission briefing 

WILSON, V H Management Analysis Branch BXIS 025 83/08/09 

Management Analysis Branch 2pp 26524 354 24X 

Fiche 50-329,04/07/18,8408010061 


— 8403210433 Recommends issuance of end ma 1 1 as Board Notification 
84''0B3 re update on stop uiork status b 6CRC staffing changes 
Related info enc 1 

EISENHUT.O O Dlvi-sion of Licensing BXlB 016 84/04/10 

NOVAK. T Division of Licensing 2pp 26322350 24X 

Flcho 30-329,04/07/10,8408010061 


— 0408210446 Summary “f S20202-OS meeting uj/utll b Qechtal in Ann Arbor, 
MI re audit preparations for underpinning southern portion 
of auiillary bldg Bechtel meeting notes b vleugraphs «nc 1 
HOOO, D Licensing Branch 4 BX16 019 B4/02/22 Licensing 

Branch 4 79pp 26523 232 24X Fiche 30-329, 84/07/ tB, 8406010061 


— 84062104SO Determines that end rept on revieu of diesel generator bldg 
should be issued as Board 14Dti f icatidn 83-165 
EISFNHUr, DO Division of Licensing BXLB 020 63/10/20 

NOVAK, T Assistant Director for Licensing 4pp 26524 302 24X 

Fiche 50-329, 04/07/10, 0408010061 


— 8408210397 Foruards B Garde FOIA 03-454 request for documents re 
re-revieu, of structural adequacy of diesel generator bldg 
WILSON. V H Manage, rent Analysis Branch SX10 026 03/08/10 

LEAR, 0 Hydrologic b Oeotechnlcal Engineering Branch BOSNAKj R 
Mechanical Engineering Branch 2pp 26524 350 24X 

Fiche 50-329.84/07/18,8408010061 


—8408210398 Notice of D Oahr 001217 dep 
set forth in Licensing Board 791206 
permits b contentions of interveners 
Resume of TR Th iruvengadam end 
« Atomic Safety and Licensing Board 
80/12/11 5pp 26521 199 24X Fic 


QSitlon in Ann Arbor, MI re Issues 
order modifying const 
Stamiris b Warren. 

Panel 0X18 006 OM 
he 50-329184/07/18,8408010061 


— 8408210401 Forwards B Garde FOIA Request 83—449 for documents submitted 
by util re consideration of candidate companies or 
nethodolog ies to perform const implementation overview of 
const completion plan 

WILSON, V H Management Analysis Branch 0X10 027 04/00/09 

Management Analysis Branch 2pp 26525 001 24X 

Fiche 50-327,84/07/18,0400010061 


— 8408210404 Determines that info transmitted by 830721 memo should be 
issued as Board Notification 83-106 

EISFNHVT, D 0 Division of Licensing DX18 028 84/07/18 

NQVAK, T Assistant Director for Licensing Ip 26525 152 24X 

Fiche 50-329, 84/07/10. 0408010061 


— 8408210410 Board Notification 83-016 forwards notice of violation b 
proposed Imposition of civil penal tiesr based on util 
failure to implement adequate QA program for installation of 
elec tr ical , mechanica 1 b civil components 

NDVAK, T M Division of Licensing 0X18 029 DM 84/02/15 
Atomic Safety and Licensing Board Panel Ip 26525 160 24X 

Fiche 50-329,84/07/10,0400010061 


— 8408210411 Handurltten questions for RB Peck re consultant 
responsibilities b settlement monitoring Handwritten 
deposition of RB Deck end 

e NRC - No Detailed Affiliation Given BXi8 000 81/01/31 

NRC - No Detailed Affiliation Given 36pp 26521 220 24X 

Fiche 50-329.04/07/10,0408010061 


— 8408210414 Forwards Board Notification B3-i6 which supersedes 830215 
notification 

N3VAK, T M NRC - No Detailed Affiliation Given BX18 030 
84/02/10 Atomic Safety and Licensing Board Panel Ip 
26525 184 g4X Fiche 50-329.84/07/10,0400010061 


— 8408210410 Submits package received from B Janes from H Singh, 
consisting of questions of Dr Peck by H Singh, J Dunnlcllff 
800200 Itr to 8 Afifi b summary of J Kane deposition 
SlNOhf, H NRC - No Detailed Affiliation Given BX10 009 
64/07/lB JONES. B NRC - No Detailed Affiliation Given 36pp 
26521 269 24X Fiche 50-329,04/07/10,8400010061 


--8408210421 "Questions for Davisson 010114-15 Deposition " Questions of 
Dr Peck on testimony, dtd 010725 end 

* NRC - No Detailed Affiliation Given 8X18 OiO 81/01/11 
34pp 26521 305 24X Fiche 50-329.04/07/18,0400010061 


— B40B210425 "Questions for Davisson 010114-15 Deposition '* 

a NRC - No Detailed Affiliation Given BXlS 011 81/01/11 

43pp 26522 070 a4X Fiche 50-329.84/07/10,8400010061. 


— 0408210453 
Present '' 
info end 
WANZEC. T 
00/00/27 


“Observed Settlements (Inches) of S tr uc tur es , 790930 to 
Sumnary of sail properties & summary of soils 

NRC - No Detailed Affiliation Given DX10 037 

lOpp 26527 199 24X Fiche 50-329,04/07/10,0406010061 


— 8400210454 Submits marked-up Itr re program for plant soils remedial 
uork, in response to draft 8ER open Items 

COOK. J W Consumers Power Co 11X18 047 02/09/07 DENTDN, H R 

Office of Nuclear Reactor Regulatlbn, Director 47pp 26528 03? 
24X Fiche 30-327,04/07/10,8400010061 


— 8408210455 Agenda for 000930 meeting u/utll on site for appeal of NRC 
paaltlon 

« NRC - No Detailed Affiliation Given BXIG 03B 04/07/10 

NRC - No Detailed Affiliation Given Ip 26327 209 a4X 
Flchc 50-329.84/07/10,8408010061 


— B40DS10461 Trip rept of 831005-07 site visit re design review b audit 
of HVAC sys 

TERAO.D Mechanical Engineering Branch DX18 052 03/10/23 

DDSNAK.R J Mechanical Engineering Branch 17pp 2652B 23 4 24X 

Fiche 50-329,84/07/18,64 00010061 


— 8406210463 Draft notes recommending that listed actions be considered 
by Region III in effort to improve licensee regulatory 
attitude b performance & increase assurance that completed 
L ongoing const work acceptable 

e NRC - No Detailed Affiliation Given BX10 046 82/00/06 4pp 

26528 034 24X Fiche 50-329,04/07/10.0400010061. 


—0400210464 Notifies of 830700 meeting to discuss NRR 8ALP III 
assessment based on recent hearing testimony by Region III b 
several third-party reviewers 

NOVAK, T M Assistant Director for Licensing BX 18 055 83/07/07 

JOHNSTON, W ► KNIGHT, J P , RUBENBTEIN.L NRC - No Detailed 
Affiliation Given llpp 26529 262 24X Fiche 50-329,84/07/18, 

0408010061 


—8400220059 Responds to 830029 Itr re Imposition of civil penalty for 
violations noted during Insp 03-23 Penalty reduced because 
of prompt corrective actions Check end 

COOK, J W Consumers Power Co BX19 052 25914 B3/09/S6 

DEVOONO,R C Director's Office, Office of Inspection and 
Enforcement 2pp 26337 20S 24X Fiche 50-329.84/07/18. 

8408010061 


— 8400220064 Testimony of RN Gardner r* qua 1 If Icatlon of Bechtel QC 
personnel Certificate of 8vc S, related info encl 
GARDNER, R N Region 3, Office of Director 0X19 023. OL 
82/01/22 laopp 26532 292 34X Fiche 50-329,84/07/18^ 

8408 D 10061 


— 8408220070 Delineates Control Sys Branch position on Idantlf Icatlon of 
protection ays instrument sensing lines b requests position 
be transmitted to near-term OL applicants 

fiPEIS, TP Assistant Director for Reactor Safety BX19 025 
84/07/10 TEDESCO, R L Assistant Director for Licensing. 3pp 
26533 051 24X Fiche 50-329,84/07/16.0408010061 


— 8408220070 8 ALP Repts 50-329/02-14 L 50-330/62-14 for Jul 1980 - June 
1981. 

a Region 3, Office of Director BX19 027. 50-330/82-14 

82/03/31 28pp 26533 160 24X Fiche 50-329. 84/07/ 19, 8408010061 


--8408210430 Draft memo 
Subtask 3 Index of 
SINGH, H NRC - No 
0O/lO/i6 LEAR, 0 
I7pp 26522 116 


Informing of status of NRC-03-79-1&T. Task 1, 
Davisson deposition encl. 

Detailed Affiliation Given BX18 012 
Hydrologic it Geotechnical Engineering Branch 
24X Fiche 50-329.04/07/10,8400010061 


— 0408280085 Attendance list of 820223 masting u/utl 1 , chrono 1 ogical Hit 
events before b after Issuance of NRC order modifying CPs, 
plant underpinning questions re sve water pomp structure U 
review of 1981 technical rept on underpinning 

a NRC - No Detailed Affiliation Given BX19 036A 82/02/23. 

3app 26534 327 24/ Fiche 50-329,04/07/18,8400010061. 
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— 9409320090 "Cbserve-d Cracks in Walls of Midland Plant Structures " 

CDHLCY.g G , FIORATO, A E Portland Cement Association DX19 031A 
92/06/14 aapp 26530 327 24X Ficlie 50-329. 84/07/10. 

04OBOIOO61 


— "9409270315 Draft Ifcr intorming of decision re addl sail borings *« 
testing NRC request for sampling tt testing coaling pond 
enbankments reconsidered {< relocation of certain borings 
determined 

VGLLMERfR H Division of Engineering DX10 OlOA 00/11/03 
CQOK. J W Consumers Pouer Co Ip 26522 022 24X 

Fiche 50-329,84/07/10.9400010061 


— 8400270323 Subnlts listed items that Inspectors consider to be 
indicative of questianable licensee performance 
CQDK.R J Region 3. Office of Director BX19 019 02/07/23 

UARNtCK.R F Region 3. Office of Director llpp 26331 291 24X 

FichD 50-329.84/07/18.0 400010061 


'*'-8400270330 Foruards surmarg of 040229 meeting u/Reglon III & util in 
Region III re results of insps U investigation into 
allegations re HVAC work 

NELLS. R A Consurriers Power Co 3X19 020 20921 04/03/24 

HARRISON. J J Region 3. Office of Director I7pp 2633S 023 
24X Flche 50-329.04/07/10,0400010061 


— 04OB27O336 Tettimong of Qp Garde re Midland Nuclear Power Plant 
GARDE. 3 P Governnent Accountability Project DX19 021 
04/02/13 22pp 26532 040 24X Fiche 50-329. 84/07/18. 8408010061 


—8309270510 Forwards consents on util proposed findings of fact t* 
conclusions of lau on remedial soils Issues 

JACl^SON, R E Geosciences Branch DX17 030 83/09/21 PATON. W D 

Hearing Branch 2 5pp 26520 064 24X Flche 50-329.64/07/18. 

8408010061 


84DB140311 Bummary of B10917 meeting w/CPC re preliminary design of 
mods to SVC water punp structure to resolve concerns 
resulting fron inadequate compaction of site fill 

KANE. J NRC - No Detailed Affiliation Given 0X16 043 81/10/30 

NRC - No Detailed Affiliation Given 3pp 26911 339 24X 

Fiche 90-329. 84/07/18. 8408060061 


8400310133 Responds to FOIA request for all documents made publicly 
available per R Selair FDIA Request 84-230 Documents 
available in PDR 

FELTON. J M Division of Rules and Records 84/03/30 SAYLOR. N S 
Hunton S. Willfa.TtS Ip 26352 016 


6406310137 FOIA request for ail documents made pubkirlg available per 
R Oelair FOIA Request 04-250 

SAYLOR. N S Hunton 6 Williams 04/09/15 FELTCIM. J M Division of 
Rules and Records 2pp 26352 017 


6406310138 FOIA request for positive identification of Mothers for 
Peace of San Luis Obispo 6 calculations performed by P06E 
re earthquake on Nacimiento fault & one equal to 1906 San 
Francisco earthquake 

CAL90YAS. C D Affiliation Not Assigned 84/04/07 NRC - No 
Detailed Affiliation Given 4pp 26352011 24X 

Fiche 90-275.04/04/07.0400310130 


8408310142 Resp-onda to FOIA request for positive Identlf i-cat 1 on of 
Mothers for Peace of Ban Luis Obispo calculations 
performed by P01.E re earthquake Forwards printout of 
documents re Mothers for Peace Other documents in PDR 
FELTON. J M Division of Rules and Records 04/06/01 CAL80YAS. C D 

Affiliation Not Assigned Ip 26352 013 24X 

Fiche 50-275,84/06/01.0408310142 


3406310147 Partial response to FOIA request for detailed instruction re 
Use of risk assessment techniques U analysis & calculations 
on uhich ground accelerations for design k max hypothetical 
earthquake based Documents available in PDR 

FELTON. J. K Division of Rules and Records 84/06/01 CAL80YA8. L D 

Affiliation Not Assigned Ip 26331 338 24X 

Flche 30-344,04/06/01.0400310147 


I40B3I0149 FOIA request for detailed instructions re use of risk 
assesinent techniques k analysis Sc calculations on uhich 
ground accelerations for design k max hypothetical 
earthquake based 

CALSOVAS.C 0 Affiliation Not Assigned 84/03/12 NRC - No 
Detailed Affiliation Given 4pp 26331 339 24X 

Fiche 50-344,04/05/12.8400310149 


408310191 Responds to FOIA request for documents between UCLA k NRC re 
current reactor shutdown k records re proposed work to be 
parforned during shutdown Forwards WF Uegst 040213 Itr to 
NRC 

FELTON. J H Division of Rules and Records 84/06/04 HlRSCH. D 
Committee to Drldge the Gap Ip 26351 335 24X 

Flche 50-142,84/06/04.8400310151 


rj4O031O15=* FOIA request fcr all correspondence oi other documents 
between UCLA k NRC ro incident occurring in early Feb 1984, 
which led to current shutdown of UCLA research reactor 
HlRSCH, D Camiitte.* to Drldge the Gap B4/04/24 Office of 

Administration Ip 26351 356 24X Fiche 50-142.84/04/24. 

0400310152 

8400310133 Final response to FOIA request for documents re suppression 
pool scrubbing oipai iments conducted by G£ k Dattelle No 
further documents located subj to request 

FELTON, J M Division of Rules and Recoids 04/05/30 8H0LLY, S 
Union oF Concerned Scientists Ip 26331 353 

8400310156 FOIA request that SECY-84~29 S end of PL William 040303 Itr 
re functional description of safely parameter display sys be 
placed m PDR 

DOv'E.K Affiliation Not Assigned 04/04/12 FELTON. J M Division 
of Rules and Records Ip 26352 001 24X Fiche 50-461.04/04/12. 

8400310196 


OEN TEC IS OENCRIC TECHNICAL ISSUES 


8406230301 NUREO/CR-3704 

THREE-DIMENSIONAL CAUCUuATIGNS OF TRANSIENT FLUID-THERMAL 
MIXING IN THE DOWNCOMER OF THE CLAVERT CLlFFS-1 PLANT USING 
SOLA-PI S 

DALY. D J Los Alanos Scientific laboratory FIN A-7306 
LA-10039'MS 04/04/30 Division of Accident Evaluation 66pp 

25131 319 24X Fiche 50-317,84/04/30,8406230301 


B407I70313 Requests review of draft NUR60-1032. App A ro loss of offsite 
power frequency duration relaManehlp k of ORNL draft rept 
on loss of offsite power operating experience Commonts 
requested by 040801 W/o end 

DARANOWSHY.P u Reactor Risk Oranch 04/07/11 KNIEL. K Generic 
Issues Oranch 2pp 26066 061 


— 0407170316 Forwards draft loss of offsite power frequency k duration 
analyses Results indicate significant reduction In estimated 
frequency k duration of loss of power transient k contradict 
previous CPRl findings Review requested for 840731 meeting 
OARANOWSKV.P U Reactor Risk Branch 04/07/11 DEROER.W E 
Sargent k Lundy. Inc 96pp 26068 063 


0408010042 Summary of CROR Meeting 66 on 840711 re status of long-range 
plans to address BNR pipe cracking due to IGSCC k review of 
proposed resolution of Unresolved Safety Issue A-43 re 
containment emergency sunp 

5TELL0.V Committee to Revl ew Gener ic Requirements 84/07/24 
DIRCKStW J Office of the Executive Director for Operations 2pp 
25054 030 


8400010139 Forwards summary of CROR activities for Jul 1984 Summary 
will be Included in Enp weekly rept to Commission for wk 
ending 840803 

SNiEZEKi J Regional Operations k Generic Requirements 84/07/30 
Committee to Review Generic Requirements 4pp 25054 040 


8400010161 Notification t>f 040727 meeting w/util at site to discuss 
questions re control of heavy loads (Multi-Plant Action 
C-19) 

NEIGHBORS, D Operating Reactors Branch 1 84/07/20 UAROA. 0 A 

Operating Reactors Branch 1 2pp 23873 304 24X 

Fiche 90-200.94/07/20.0408010161 


B40B020213 Comments on Metal Components Subcommittee 040917 8. 10 
meetings re pressurixed thermal shock 

BENDER, M Affiliation Not Assigned BENDER. M ACR8 - Advisory 
Committee on Reactor Safeguards 84/06/13 AXTMANN, R ACR8 - 
Advisory Committee on Reactor Safeguards 4pp 29898 164 


8408020248 Summariios DHR Subcommittee 040609 ineetlng re Unresolved 
Safety Issue A-45, '"Shutdown DHR Requirement " Various 
studies do not contain all elements along heat flow path 
from heat source to heat sink 

CATION. 1 ACRS - Advisory Committee on Reactor Safeguards 
84/06/11 DOEHNERT. P ACRS - Advisory Committee on Reactor 
Safeguards 2pp 29898 145 


8400030019 Forwards responses to J Singh 040522 verbal questions re 
control of heavy loads 

KILLS. L M Tennessee Valley Authority 84/07/27 ADEN8AM. E 
Licensing Branch 4 2pp 25907 092 24X Fiche 90-327. 84 /07/S7, 

0408030019 


--0408030029 Rev 3 to Procedure MI-6 22. "Control of Hoavy Loads In 
Critical Lifting Zones - NUREG-0612 " 

DOTY. J W Tennessee Valley Authority 04/09/21 23pp 
25907 094 24X Flche 50-327.04/07/27.8400030019 
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Q40S070375 Forii*ards request for addl info re pressurized thermal shock 
flu* reduction progra*!' Response requested ulthin 3 tuk 5 
of Iti’ receipt H/o end 

VARGA, S A Operating Reactors branch 1 84/07/26 WILLIAMS, J W 

Florida Powei ti Light Co 2p p 25955 317 24X 

Fiche 50-250, a4/07/26> B40B070075 


S4O0D7OO76 Advises of conpletion of revieui of AEaD/C403, "Case Study 
Rept for El Hafcch*Unit 2 Plane Sy 3 Interaction Event on 
820823 " Case study roconmsnds event be considered in 
doveloplng final positions relative to NUREO-0003 
DEMTON, H R Office of Wuclear Reactor Regulation, Director 
B4/07/30 I^ELTEMES, C J Director's Office 2pp 25955 272 24X 

Fiche 50-366. 84/07/30. 0408070076 


04OBO7O446 Requests exemption from 10CFR50*App A, GDC 4 re elimination 
of postulated c Ir cunf eren t la I 4, longitudinal breaks in RCS 
main loop piping t WCAP-1055<? ii WCAP- 10560 Repts luithhetd 
(ref 10CFR2 7901 

GOLDBERG, J H Hous*-on Lighting 4< Power Co GL-B4-04 04/07/17 

DEIJTONiH R Office of Nuclear Reactor Regulation, Director 4pp 
25940 349 24X Fiche 50-498,84/07/17,0408070446 


0408070513 Forwards '’NUflEG-061 2, Control of Heavy Loads," final rept 
Subnltbal contains evaluation results t resolutions of open 
items since 040326 submittal 

KDBER.R W Rochester Gas & Electric Corp 84/07/31 PAULSON* M A 
□perating Reactors Branch 5 Ip 25941 172 24X 

Fiche 50-244*04/07/31,0400070313 


— 0400070316 ‘'NUREG-061 2, Control of Heavy Loads," final ropt 

4 Rochester Gas 6 Electric Corp 84/00/31 I2pp 23941 173 
24X Fiche 30-244,84/07/31.8400070513 


8403080472 NURE0/CR-3B40 

COST ANALYSIS FOR POTENTIAL MODIFICATIONS TO ENHANCE THE 

ADILITY OF A NUCLEAR PLANT TO ENDURE STATION BLACKOUT 

CLARK, R A * THOMAS, W R Science 8< Engineering Associates, Inc 

RIORDON,D J MATHTECH, Inc FIN 0-8630 04/07/31 Division ef 

Budget ?< Analysis 167pp Available at NRC *5 50 23980 160 


B40B090330 Forwards request for addl info for review of 040214 
submittal re control of heavy loads Tech Spec change 
Response requested within 45 days of itr receipt 
VARGA, 8 A Operating Reactors Branch 1 84/OB/Ol O'TQOLEfJ 
Consolidated Edison Co of Now York, Inc 4pp 239Q3 332 24.X 

Fiche 50-247 , 04/08/01 , 04 08090330 


0400130233 Forwards safety evaluation 8« technical evaluation rept re 
control of heavy ioads.Phase 1 

VARGA. S A Operating Reactors Branch I B4/07/25 MCDONALD, R P 
Alabama Power Co 2pp 26060 027 S4X Fiche 30-348,04/07/25, 
0400130233 


— 0403130230 SER re control of heavy loads, Phase 1 Phase 1 acceptable 
« NRC - No Detailed Affiliation Given 84/07/25 2pp 
26060 029 24 X Fiche 30-349,84/07/25,0408130233 


8408130449 Forwards "Con‘rQl of Heavy Loads IPhase I I-NUrtE0-O612> for 
Co/rmanche PeakrUnits 16 2," draft technical evaluation 
rept 

YOUNGBLOOD* a J Licensing Branch 1 84/07/26 SPENCE, M D Texas 

Utilities Electric Co {formerly Texas Utilities Oeneratlng Co > 

3pp 26059 271 24X Fiche 30-445*04/07/26,8408130449 


— 8403130435 "Control of Heavy Loads (Phase 1 1-NUREO-0612>, Commanche 
Peak.Units 1 6 2*“ draft technical evaluation rept 
YEN* T C BG8.0. Inc FIN A-6457 04/04/30 NRC - No Detailed 

Affiliation Given 40pp 26059 274 24X Fiche 30-443,84/07/26. 

8408130449 


0408160033 Infor.rs that util plans te prepare general safety evaluation 
to expand safe load path boundaries in reactor bldg 
Evaluation will be submitted for review by 041101 
KANOAifl K General Public Utilities - GPU Service Corp 
4410-84-U-0131 84/00/10 SNYDER* D U TMI Program Office 2pp 

26092 050 24X Fiche 30-320,04/00/10,8408160033 


8400160248 NUREO/CR-3761 

RELAP 3 THERMAL-HYDRAULIC ANALYSES OF PRESSURIZED THERMAL 
SHOCK SEQUENCES FOR THE OCONEE-l PRESSURIZED WATER REACTOR 
FLETCHER, C D , QOLANDER, M A * STITT* D D £08*0, Inc FIN A-6047 
EGO-2310 84/07/31 Division of Accident Evaluation t65pp. 

26123 001 24X Fiche 30-269^84/07/31,0408160248 


8408170316 Summarlies ACRS 29and (neetlng on 840009-11 re Taeli Action 
Plan A-45, "Shutdown DHR Requirements " Effort to apportion 
quantitative reliability goals among plant subsys endorsed 
EBER80LE*J C ACR8 ^ Advisory Committee on Reactor Safoguards 
84/00/14 DIRCKS, W J Office of the Executive Director for 
Operations 2pp 26114 200 


8408210396 Forwards info documenting results of review 8* implementation 
of required changes t nods* per Generic Ltr Sl-07* "Control 
of Heavy Loeds" NUREC-0612 Minor error noted in 801222 ltr 
corroc ted 

TUCKER* H B Duka Power Co OL-Bl-07 04/OB/17 DENTON* H R 
Office of Nuclear Reactor Regulation* Director 36pp 26 1 SO 271 
24X Fiche 50-369*84/09/17,8403210396 


8400220326 Forwards safety evaluation & technical evaluation rept re 
NUREO-0612, "Control of Heavy Loads at Nuclear Power 
Plants - Phase I " Sections 3 1 I & 3 3 satisfied Phase I 
accep talbe 

PAULSON, W A Operating Reactors Branch 3 LBD3-S4-0B-0a6 

84/0B/2O COUNSIL.tl G Connecticut Yankee Atomic Power Co 2pp^ 
26193 111 24X Fiche 39-213.84/08/20,3408220326 


— 0408220330 Safety evaluation re NUREG— 0612, "Control of Heavy Load* at 
Nuclear Power Plants - Phase I " 

* Operating Reactors Branch 3 84/00/20 2pp 26193 113 24X 

Fiche 30-213, B4/0B/20. 0403220326 


—0407300136 TER-C5506-338 

"Control of Heavy Loads, Connect! cut Yankee Atomir Power Co, 

Haddam Neck Plant*" technical evaluation rept 
DDMUERGEH.C Franklin Ins 1 1 tute /Frank 1 in Research Center 
NRC-03-ai -139 TAC 07993 84/97/23 aiNOH*A NRC - No Detailed 

Affiliation Olven 24pp 26193 113 24X Fiche 30-213,84/00/20* 

8408320326 


B40B329363 Forwards response to request for addl info re control of 
heavy loads mods, per NUREG-0612, resul t ing from dlscusslans 
u/Franklln Research Ctr R«V 0 to Procedure 1408-6* 

"Procedure for Insp of Hire Rope or Synthetic Slings " 

HUKILL, H D General Public Utilities - GPU Service Corp 
3211-04-2200 84/00/16 EISENHUT, D 0 Division of Licensing 6pp 

26189 324 24X FlChc 50-289,8-1/08/16,0408220363 


6400230172 Forwards ORNL draft "Chapter 5 Probabilistic 
Frac turc'Mechanics Analysis of Calvert Cliffs Unit 1 
Sequences*" of pressurized thermal shock rept Comments 
requested by 840822 

JOHNSON, C NftC - No Detailed Affiliation Given 84/07/30 WOODS* R 
NRC - No Detailed Affiliation Given tp 26230 028 24X 

Fiche 50-317,84/07/30,8400230172 


— 0403230184 Forwards ORNL draft "Chapter 5 Probabilistic Fracture- 
Mechanics Analysis of Calvert Cliffs Unit 1 Bequenees," »f 
pressurlied thermal shock rept Comments requested by Q4O022 
SELOY*DL Oak Ridge National Laboratory 84/07/30 JOHNSON, C E 
NRC - No Detailed Affiliation Given KOENIG* J E Lot Alamos 
Scientific Laboratory «1R9KY,B M Baltimore Oat « Electric Co 
ip 26230 029 24X Fiche 50-317* 84/07/30, 8400230172 


G4O023O292 Forwards Rev 3 to "Overhead Handling Bys Review " Rept 
revised, per NUREO-0612* to address concerns Identified in 
draft technical evaluation rept on control of heavy loads 8c 
support resolution of SER License Condition 7 

KEMPER* J 9 Philadelphia Electric CD 84/08/13 6CHWENCER, A 
Licensing Branch 2 3pp 26207 001 24X Fiche 30-332*64/08/13* 

0409230292 


—8409230297 Rev 3 to final rept "Overhead Handling Sys Review “ 

* Philadelphia Electric Co 04/06/30 17Spp 26207*004 24X 

Fiche 30-352,84/08/13,0408230292 


8408290199 Documents closeout of several issues raised by NftC during 
review of responses to reqo Iremants of Generic Ltr Bl-14* 

"Setanic Qualification of Auxiliary Feedwater Bys " Any mods 
will be made per Oeneric Issue A-46 

Z1MMERMAN*S R Carolina Power ^ Light Co NLS-B4-230 94/00/23. 

VARGA* B A Operating Reactors Branch l ip 26273 362 24X 

Fiche. 50-261, 94/00/23*8406200199 


B40B26023Q Forwards addl neutron source data for NftC reviau of 
pressurized thermal shock flux reduction pregrarsjper 940726 
request 

WitLiAMS.J W Florida Pouiar & Light Co L-S4-216 94/09/22 

VAROAiS A Operating Reactors Branch 1 36pp 86262 243. 24X 

Fiche 50-250,84/09/22.8409280230 


0400290290 Forwards draft technical evaluation rept re control of heavy , 
loads* for review tc comment Project manager should be 
contacted within 30 days to discuss outstanding items 
H/o end 

VARGA, 8 A Operating Reactors Branch 1 84/09/20 Q-'TOOLEjJ D 

Consolidated Edison Co. of Neu York, tnc Ip 26294 096 24X 

Fiche: 50-247. 84/09/20, 8408200290 


8400280319 Forwards draft technical evaluation rept* "Control of Heavy 
Loads - Phase 1 1, Davl s-Be sse Nuclear Power Station Unit 1*" 
for review 

8T0LZ* J F Operating Reactors Branch 4 TAC 32271 B4/0B/17 

CROUBE.R P Toledo Edison Co 2pp 26294 033 24X 

Fiche 50-346.84/09/17,8409290319 
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—0400360321 TER-C&906-4e9 DRFT 

Draft ^'Control of Heavy Loads Phase 1 1< Davi s-Pessa Nuclear 
pQuar Station Unit technical evaluation rept 

BDMBEHGER, C R , WALTERi R J , SARGENT, I H Frank Un 
Insti tute/Franli 1 In Research Center NRC-OS-BS**! 30 TAG 52271 
04/07/10 8IN0H. A NRC ^ No Detailed Affiliation Given 2bpp 
aA29A 035 24X Fiche 30-346. 84/00/ 17 , a4O02BO3l«? 


G40aS90S62 Sucifr^ry of ACRS 8ubcon-,ml ttee on DHR 3ys B40A09 meeting in 
Hashing ton, DC re retolotion effort for UnresolveiS Safety 
Issue A“45, ‘^'Bhotdoun DHR Sys ” 

« ACRS - Advisory Cam.nittee on Reactor Safcgu-ards 84/06/21 
ACRS - Advisory Conmittee on Reactor Safeguards 27pp 36310 233 


6408310007 Responds to 040206 1 tr on SER License Condition 7 re 
compliance u/iyURE0'0612i con trol of heavy loads, Phaso H 
'•Limerick Overhead Handling 6ys Final Rept (Rev 3)"’ revised 
per 04OSO6 request Related correspondence 

KEKPER«0 8 Philadelphia Electric Co PSB 293 QU 04/00/10 
SCHH£NCEn,A Licensing Branch 2 3pp 26350 197 24X 

Fiche 50-352^64/00/10.0400310007 


040023019} Draft "’Presaurl i ed Thermal Shock Evaluation of Calvert 
Cliffs Unit 1 Uutlear Pausr Plant, Chapter 5 Probabilistic 
Fracture-Mechanics Analysis of Calvert Cliffs Unit 1 
Baquences " 

» Oak Ridge National Laboratory 04/07/27 NRC No Detailed 
Affiliation Given 169pp 26530 030 24X Fiche 50-317, B4/07/30. 

9409230172 


IS.E inspection and ENFORCEMENT 


0407110290 EN-04-039 on 040710, notice of Violation t« proposed 
imposition of civil penalties in amount of >500 uill be 
issued to license* Action based on failure to comply u/ 
requirements re mgt overslg-ht t, central of radiation safety 
FLACW, E , AXElRAD, J Director's Office, Office of Inspection and 
Enforeement 84/07/03 Ip 25526 310 


8407250239 IE Info Notice 84-57, ''Operating Experience re Moisture 
Intrusion In eaf ety-Re)ated Electrical Equipment at 
Commercial Pouer Plants " 5vc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Aeiponse (Past 0301031 04/07/27 Consolidated Edison Co of Neu 

york, Inc ll9pp 29065 047 24X Fiche 50-000, 04/07/27, 0407250229 


0406010061 Further response ta POIA request for 16 categories of 
records re facility Documents identified by J Ooald it 
H Slsbart on 040914 1; 19 (App 0) forurarded App A documents 
airsadg foruarded Index forthcoming Search continuing 
FELTON. J M Division of Rules and Records DX14 000 04/07/lB 

RICE, C M Kirkland it Ellis 2pp 26900 001 


— B408150694 PNo- 77-035 on 770226, bulge discovered in containment liner 
plate Caused by uater taming through tears in liner plate 
Addl holes cut in plats to facilitate draining Related info 
end 

WARNiCKfrt F Office of Inspection !< Enforcement, Office of the 
Director DXai 030 77/03/01 7pp 26555 154 


04D6D1O162 EN-B4-050 on 640727, confirmatory order issued to Util 
confirming commitment for immediate cold shut detua Action 
taken because of loss of ac pouer due to dlesal generatari 
not recisvlng start signal 

FARRON. P , AXELRAD. J Director's Office, Office of Inspection and 
Enforcement 04/07/30 Ip 29B95‘ 304. 24X Fiche 50-308, 04/O7/3O* 

0408010162 


0408010164 EN-84-049: on 8407 30, notice of violation t< proposed 
Imposition of civil penalties in amount of >40,000 ui It be 
issued to licensee Action involves failure to adequately 
implement sve life monitoring program for snubbers 

KLlNOLERiO , AXELRADiJ Director's Office, Office of Inspection and 
Enforcement 84/07/25 Ip 23B55 309 24X Fiche 5O-2B0, 84/07/25» 

8408010164 


04O0OiOl7O PNO-TM I-B4-OOBQ on 040724, reactor vessel closure head set 
doun DTI storage stand Placement accomplished by use of pry 
bar it (jlnch attachad to containment uall NRC ylll be 
supplied u/a4 h/day coverage until fixture In place 
FASANO, A , (SftANT, P, TMI Program Office B4/07/25 Ip 29099 320 
Z4X Ftche 50-320, 84/07/29, B4O0OlOi7O 


0400010174 PNQ-TMI-84-008A on 040724, reactor vessel cUsurt head lifted 
claar of reactor vessel flange Licensee devising means of 
aligning vessel head u/storage stand guide pins In 
preparation for lowering head to stand 

COOK, R , FA8AN0, A i GRANT, P TMl Program Office 84/07/29 Ip 
25059 321 24X Fiche 50-320,04/07/29,0400010174 


0408010220 PNO-Tm-64-OO0D on 840726, lead shield platform put In place 
over top of internals indexing fixture whilr ioUBring 
shl elding, crane failed Licensee manually unscreued lifting 
turnbuckles until platform made contact 

COOK, B , FASANQ.A , GRANT. P TMI Program Office 84/07/26 Ip 
23056 026 94X Fiche SO-3SO, B4/07/26, 0409010220 


0408010230 PNO-T MI -84-OOBC on 840726, 1 1 c ensee lifted internals indexing 
fixture ui/polar crane 6 lowered fixture into place on 
reactor vessel flange Containment purging initiated 
CQDK.R , FAfiANO.A . GRANT, P TMI Program Office 04/07/26 ip 
29056 018 24X Fiche 50-320,84/07/26,0409010230 


0409010251 EN-04-O4a on 040730, notl ce of violation h proposed 
imposition of Civil penalty issued in amount of >4,000, 
based on licensee failure to implement effective mg t control 
over radiation safety program V falsification of records 
FLACK. E , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement S4/07/55 tp 25054 341 


0408010333 IE Info Notice B4-59, ''DelibBrate Circumventing of Station 
Health Physics Procedures " Sve list end 

JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response (Post 9301031 B4/0B/06 Consolidated Edison Co of Nou 

Vork, Inc 05pp 26067 278 a4X Fiche 50-000.04/08/06,0408010333 


B40B010337 IE Info Notice 04-60, "Failure of Air Purifying Respirator 
Filters to Meet Efficiency Requirement " Sve list end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
ReB^onsB (Post 030103) 84/00/06 Consolidated Edison Co of Neiu 

York, Inc 123pp 26067 199 24X Fiche 30-000,04/00/06.0408010337 


0400020092 PNO-l lI-84-OAl on 040726, Insp of shipments found Tc-99(n 
apparently contaminated u/Mq-99 Caused by mfg defoct 
Confirmatory action Itr sent to licensee f(»r commitment to 
notify all customers of potentially contaminated Tc-99m 
WIEDEMAN, D , AXELBON. W L Region 3, Office of Director 04/07/27 
Spp 25092 250 


0400030002 PNO-I-a4-064 on 040731, determined licensee radiographer 
received quarterly siholo body radiation exposure of 4 37 rem 
for Second Quarter 1904 Investigation to evaluate exposure 
uill be conducted 

NlcauaSI.J , JOYNER, J Rogton 1. Office of Director 04/07/31 ip 
29906 023 


0400030023 PNO-1 1-64-049 on 040729, senior resident Inspector VJ 8u,an 
fatally injured in traffic accident Funeral sves hold 
040001 in Athens, TN 

JULIAN. C A , VERRELLI.D M Region 2, Office of Director 84/07/30 
ip 29907 006 24X Fiche 90-390,04/07/30.0400030023 


G408030197 PN0-I-D4-O62A on 840726, dur Ing planned loss of offsite ac 
pouer startup test at 307. reactor pouer, backup emergency 
diesel generators did not automatically start Caused by 
Incorrectly positioned dc pouer switches 

EBELOROTH.P , OftEENMAN, E Region 1. Office of Director 84/07/27 
ip 29912 010 24X Fiche 90-308. 04/07/27, 0400030197 


0400060013 PNO-V-04-046 on 040726, u/uii it in hot standby, inadvertent 
safety injection actuation occurred Caused by high steam 
fleu signal resulting from surveillance testing in progress 
JOHNSON, P , MENODNCA, M f1 Region 9, Office of Director 04/07/30 
ip 29933 103 84X Fiche 90-279,04/07/30,0408060013 


B40BD60123 PND-V-04-049 on B4071D, licensee began evaporating highly 
purified liquid raduaste to d ryness, resul ting in airborne 
release of radioactive tritium Approx 9.900 gallons Water 
precessed resulting In release of 1 39 Ci to atmosphere 
YUHAS, 0 , WENSLAHBKliF Region 9, Office of Director 04/07/27 
Ip 29933 193 24X Fiche 50-312.84/07/27,0400060123 


0400060196 PNQ-V-B4-044 on 040723, I icensee learned that highly 
radioactive 2x06x0 1-lnch metal object removed from 
steam generator D primary side inlet Sdutcs of metal or 
extent of persatinel exposures not Identified 

YilHASiO , WENslAWBKI,F Region 5, Office of Director 04/07/27 
Ip 29932 190 24X Fiche. 90-312, 04/07/27. 0400060196 


8400070120 IE Info Notice 04-61, "Overexposure of Diver In PHR 
Rafuetlng Cavity " 0vc list end 

JORDANrE U Division of Emergency Preparedness 8, Engineering 
Response (Post 030103) 04/00/00 Consolidated Edison Co of New 

York, Inc t20pp 26129 118 24X Fiche 90-000. 04/08/00, 8400070120 


B40QD70135 PN8-V-04”Oi2 on 040727, routine safety patrol dlscoysred 
mspicioui-look ing device near control room Device 
determined not explosive, Technic ian identified device «s 
electrical tftit equipment 

SCHUANiC A , 8CHUBTER,N D Region 5. Office of Director 04/07/30 
Ip 29949 342 24X Flch e, 90-397. 04/07/30, 0408070139 



B40B070205 PMQ-I-B4-065 on 040802 personnel rated smoke coning from 
cubicle in sLiitcbgedr room Caused bi^ tripped breaker due to 
electrical fault during sur/eillance testing Damaged bus 
deenergijBd Licensee daereasing pauer for plant shutdown 
EL5ASSEF? T CREENHAr^e Region 1 Office of Director eA/Oa/OB 
2pp 35949 265 24X Pjche 50-029 84/08/02-8408070205 


8400070339 PNO-I I I-B4-0&5 on 840001. fire broke out in lab fume hood, 
eventualli^ destroying Pour flo-99/Tc -99in generators Lou level 
c on tani nat i on found in hallway near fire tt removed Caused 
by electrical nalfunctxon Fire eitinguished 

WIEDEMAn. D G . AXELSOW. SJ L Region 3, Office of Director B4/08/03 
Ip 35943 143 


04OBD7O37f» IE Info Kotice 84-62. "Therapy Hi sadmini strations to 
Patients Undergoing Co-tO Teletherapy Treatments * Bvc 
list enc 1 

ORACE* J U Division o# qa, Safeguards t, Inspection Programs CPost 
a30l03> 84/08/10 Consolidated Edison Co of New York. Inc 

I25pp 26129 aSi 24 X Fiche 50-000.04/00/10,8408070376 


640B070416 PM0-V-B4-047 on B40731, temporary uork stoppage occurred 
follouing misunderstanding re alleged contamination of const 
uorkers on 840730 No contamination found on workers or 
vehicles Issue resolved by contractor 

NQRTHrH . WENSLAUSKI F Region 5. Office of Director 84/07/31 
ip 25942 052 24X Fiche 50-312.84/07/31.3400070416 


8408090176 PNO-1 V-B4-01 5 on 84O720. I iq.Uid release from reactor bldg 
eiceeded Tech Spec gross beta limits by factor of 2 24 
Violation not rtcogmivd until 840726 Investigation ongoing 
Special insp of event scheduled for uk of 040730 
MURRAY. Q . HALL.R Region 4. Office of Director 34/07/27 Ip 
25994 362 24X Fiche 30-267.84/07/27.8408090176 


8408100009 IE Info Notice 84-63. "Defective RHR Replacement Piping 
Bvc list end 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 630103) 84/08/13 Consolidated Edison Co of New 

York. Inc 119pp 26197 218 24X FUhe 50-000.84/08/13.8400100009 


0408100021 IE Info NotlCie 84-63. "Underrated Fuses Uhlch Mag Adversely 
Affect Operation of Essential Electrical Eciulpment " Svc 
list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/08/16 Consolidated Edison Co of New 

York. Inc liepp 26197 337 24X Fiche 50-000.84/06/16.8400100021 


8400100035 PN0-t-S4-06SA pn 840802. plant shut dotun following switchgear 
fire Cause unidentified Extensive bus U switchgear damage 
found Corrective actions will be monitored 

ASAfta.A . FERLIC.K Region 1. Office of Director 84/08/03 Ip 
2S990 060 24X Fiche 50-029.84/08/03,8408100033 


B40B10003B IE Info Notice 84-64. "BWR HPCJ Initiation Seal-Iti «< 
Indication " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post B30103) 64/08/15 Consolidated Edison Co of Ifew 

York. Inc t04pp 26193 093 24X Fiche 50-000.84/08/15. 8400100036 


8408100053 IE Info Notice 04-66. “Undetected Unavailability of 
Turbine-Driven Auxiliary Feedwater Train " Svc list end 
JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 84/08/17 Consolidated Edison Co of New 

York. Inc ISOpp 26276 001 24X Fiche 30-000. 84/08/ 17t 8408100035 


8403100072 PNa-I-84-067 an 840806. indication detected in reactor 
vessel wall during ultrasonic test Evaluation & review of 
const records t photographs continuing Startup from lO-yr 
Ineervice insp outage scheduled for late Sept 1984 

DURR. J P . NOftRHQLM.L Region !. Office of Director 84/00/00 tp 
2S990 043 24 X Fiche 50-247.84/08/08,8400100072 


8400100109 PNQ-I II-B4-05BB an 840710. I icensee successfully completed 
Integrated leak rate test following 840710 shutdown for 
failure to de/nonstrate integrity of containment Unit 
expected to start up by 840816 

SUER MANN r J . WRIGHT. G , REYES. L Region 3. Office of Director 
84/00/02 Ip 25990 362 24X Fiche 50-293. 84/08/02. 0406 10D109 


840810012? PN0-I-a4-066 on 840007. NRC notified that 5 mCi Kr-a5 source 
stolen during Jan 1984 break-in at Fort Richardson. FL 
facility Personnel responsible for failure to rept theft 
Immediately reprimanded 

J0HAN8EN. J . OLENN. J . JOYNER. J Region 1. Office of Director 
84/00/08 Ip 25988 276 


8408140136 PNO-1 1-84-047 on 840806. licensee reported inventory 
difference from 840703 physical Inventory Difference was 
accounting loss 6 within associated limit of error tt other 
regulatory renuirements State of TN informed 
MCALPINE.E J Region 2, Office of Director B4/08/07 Ip 
26048 321 


8408140208 lE Info Notice 04-67. "Recent Snubber Inservice Testing U/ 
High Failure Rates *’ Svc list end 

JORDAN. £ L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 84/00/17 Consolidated Edison Co of N«w 

York. Inc 122pp 26276 122 24X Fi che 50-000. 84/06/17. 340ai4D20a 


0400140324 PNO-It-84-046 on 030306. u/uni t in cold shutdown, p ac k in g ring 
bleu out from chenlcal 6 vol control sy s letdown line valve 
connected to- RHR sys Line break occurred in autlliarg bldg 
roon socket weld> dlscharg ing 3.500 gallons water 

IGMATQ^IS.A . OROWNLEE.V L Region 2. Office of Director 84/08/06 
2pp 26042 331 24X F1 c ho 50-370. 84/08/06. 84081 40324 


0400140346 PKO-V-e4-048 during present outage for steam generator tube 
plugging repairs, two euagelok fitting leaks identified in 
process piping installed during 1983 outage All suagelak 
fittings undergoing insp Outage extended 

MYERS. C . eCKHARDT.J Region 3. (Jffice of Director 84/09/08 Ip 
26042 325 24X Fiche 30-312. 84/08/08, 84081 40346 


B4031S0466 Forwards draft IE info notice, "Defective Replacement G^E 
Tubes for Eberline Instrument Model 6tl2B Teletectors " 
Verification of facts requested by B4D913 for consideration 
In final version 

BAERirR L Engineering b Oenerlc Communicatl ans Branch 84/00/06 
LMD. Inc 3pp 26105 232 


0400160003 PNa-l-84-D6B on 040808. received notificatian that during 
routine bioassay on 640003. worker had thyroid burden of 
approx 500 uGi 1-125 Worker performed iodlnatlon using 7 mCl 
1-123 an 840729 InvestlgablDn ongoing 

DARDEff. T . KINNEMAN.J . JOYNER. J Region 1. Office of Director 
04/00/09 ip 26128 214 


0400160130 PMS-I-84-016 on 040009. employ ee discovered box marked "Bomb" 
adjacent to front door of bldg Local police & fire 
personnel responded Bonb squad supplied small explosive 
charge which detonated Bldg searched for addl packages 
JOVWER, J , MARTIN.T Region 1. Office of Director 94/00/09 Ip, 
26126 166 


840B170369 PS0-V-B4-049 on B40S12. unusual event declared when prairie 
brush fire led to potential for loss of offsite 230-kV 
startup powerllnes %t 115-liV backup power lines Plant tfleicl 
genarators started as contingency 

TOTH. A D • DDDDS.R T Region 3. Office of Director 04/OB/13 Ip 
26112 358 2AX Fiche* 50-397. 84/00/13. B409 1 703 69 


840620030B PNO- 1 1 1-64-063 on B40B10, unusual event declarod due to 
leakage from primary coolant sys pressure senilng line 
isolation valve HV-10i9'A Weld cracked Piping & weld to be 
cut out L replaced Startup scheduled by 040816 

WRIGHT. 0 . SHAFER. U Region 3. Office of Director 84/0B/13 Ip 
26133 018 24X Fiche, 50-233. 84/00/13. 8408200308 


8408200324 PKO-ll I-84-D64 on 840013^1.200 gallons Of water from 
refueling water storage tank injected into primary sys via 
boron Injection tank No release of radioac tivi ty occurred 
Caused by faulty electrical channels 

FORNEYiM . WARWICK. R Region 3. Office of Director 84/08/13 Ip 
26133 001 24X Fiche 50-493.84/08/13.8400200324 


0408210142 IE Info Notice 04-69. "Potential Deficiency in Improperly 
Rated Field Hiring to Solenaid Valves " Svc list end 
JORDAN. E L Division af Emergency Preparedness tt Engineering 
Response (Post B30103) 64/00/21 Consolidated Edison Co of New 

York, Inc llSpp 26329 008 24X Fiche 30-000. a4/O0/2li 8409210142 


640B210269 PNO-1 1 1-84-063 on 840914. Unit I tripped from lOOX due to 
failure of control rooa instrument distribution panel 
Fallura caused reactor protection sys to lose flow in one 
coolant loop Panel replaced Tests performed for operability 
WBI<3HT. 0 . SHAFER. W Region 3. Office of Director 04/09/15 Ip 
26190 344 24X Fiche 50-313.84/08/15.84082 1 0269 


8408210280 PN0-I~B4-069A on 840000. individual working at facility had 
thyroid burden of 900 mCi 1-125 Licensee believe* Iodine 
accidently swallowed Contamination level* ranging from 1.000 
to SO. 000 counts per minute found in apartment 

DARDEN. T . Kf NNEHAN, J . JOYNER. J Region 1. Office of Director 
04/08/13 2pp. 26180*343 


8400210383 PN0-l-a4-O69 on 840716. 1 Icensce reported five missing 
lower head steam generator plugs Licensee working u/ 

Westinghouse to develop method of testing plugs Evaluation 
continuing 

CONNER. E Region t. Office of Director 84/08/15 tp 26190:251 
24X Fiche 50-289.84/08/15.0408210363 
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840B210407 EM-84-0S 1 on B40B17< not iCG of viotatlon & proposed 
i/npoaition of civil penalties i»> amount of *500 bull be 
issued Action based on unauthorized individuals storing 
source holder in unrestricted area 

FLACKiE . AXELRADjJ Director's Office^ Office of Inspection and 
Enforcement 84/08/14 Ip 2&t80 338 


8400210483 PNO- 1 1 -04-050 lung canter patient received dose pf 3 p OAO 
rads to portion of lung instead of prescribed dose of 1 j500- 
1 1 800 rads Caused by failure to insert neui filter block in 
teletherapv device Repb ui i 1 be submitted uithin is days 
CHAMBUeSS,P M , PQTTEK, J P Region 2, Office of Director B4/08/t3 
2pp 2&lQi 121 


8408220139 PNQ-V-a4-050 on 840Bi3i influx of seaueed caused reduction 
in circulating water flow Power reduced condenser vacuum 
degraded High differential pressure observed on train B 
component cooling water HX while train A inoperable 
KIRBCH. D . HAIST. D Region 5. Office of Director 04/08/ 19 ip 
86194 048 24X Flche 30-361 1 04/08/ 15, 8409220139 


8408230001 FNO-n-a4-052 on 840820, leak developed Inside containment 
bihlle upper head Injectioti sys filled u checked for air 
entrapment Caused by glass on upper head Injection sys 
blown out during pressurization No environ release occurred 
IGNATpNrS. A J . SRDHNLEE'i «/ L Region S, Office of Director 
84/00/20 2pp 36209 1 59 24XFlche 50-370,04/00/20.0408230001 


8409230040 PNO-I I-S4-049 on 840814, p oss 1 b le overpressur j zati on of one 
core spray sys loop occurred Caused by backflow of primary 
coolant into loop because outboard isolation valve tt Inboard 
Isolation check valve leaked 

DUrCHER,R C , CANTflEU,F 9 Region 2, Office of Director 04/00/13 
2pp 26204 018 84X Fiche 50-259,04/08/13.8400230040 


8408230392 PND-1 1-84-031 on 040817, earth tremor measuring 3 a on 
Richter scale occurred Tremor did not trip plant seismic 
monitoring equipment 

ELRDD, B A . DANCE, H C Region 2, Office of Director 04/08/17 Ip 
86205 303 24X Fiche 50-330,04/00/1718408230392 


04OB24O1H PN0-III-B4-066 on 040010, RHR Q loop full flow test valve 
failed to completely close manual ly, rendering low pressure 
1 njectlon, shutdown cooling It suppression pool cooling 
inoperable Unit In cold shutdown pending repairs tt malnt 
CHRISSQTIMOS.N . SHAFER, W Region 3, Office of Director 04/00/20 
Ip 26228 216 24X Fiche 30-374, 84/O0/2O< 84082401 14 


0406240883 RN0-I-a4-071 on B40fl2J, reac tor automatical ly scrammed due to 
low water level caused by feedwater control sys failure 
Scram resulted in primary containment isolation sys Group 1 
isolation k tripped recirculation pumps 

OALLDiR Region I, Office of Director 5D-27BB40B21 84/08/21 

Ip 26223 196 S4X Fiche 30-270,84/00/2-1/0400240203 


B40824D2B6 PNQ-I I-84-0S3 on 040020, unit shut down after pressure surge 
caused opening of Ite condenser door s, causing relief tank 
pressure drop t containment pressure rise Caused by relief 
tank disc rupture or broken safety valve tailpipe 
FREDERICKSDN,P , CQNTRELL. F 8 Region 2. Office of Oirectnr 
04/08/21 2pp 26223 194 24X Fiche 50-328,84/00/21,8408240286 


8408240287 PNa-V-B4-05l on 940018, Control rod L-3 bank D, stock at 
almost fully withdrawn position during cold rod drop tests 
Seal weld for control rod guide mechanism will be cut to 
determine if latching mechanism at fault 

DODOS, R T I RICHARDS, S A Region 3, Office of Director 04/08/20 
Ip 26223 186 24X Fiche 50-344,84/00/20,8408240207 


8408240290 PNO-n-B4-032A on 040820,4,800 gallons reactor Coolant 
inventory spilled into reactor bldg sump area Caused by 
sight glass being blown out of upper head injection sys 
Alarm printer reviewed 6 sight glass replaced 
lONATQNIS, A J I DROkNLEE, V L Region 2, Off ice of Director 
84/00/21 2pp 26253 171 24X Fiche 50-370104/03/21,8400240290 


8408240329 PNO-1 1-04-034 on 040821, after Unit 1 reactor tripped, 
operators manually isolated MBiVs to prevent overcooling, 
resulting in water hammer in secondary sys Damage being 
assessed 

lONATONiSiA J , BROWNLEE, V L Region 2, Office of Director 
84/00/22 2pp 26225 396 24X Fiche 30-369,84/08/22,8408240329 


8408240397 EN-a4-052 on 040822, not ice of violation 6 proposed 
Imposition of civil penalty in amount of *1,600 will he 
issued Action based on use of unauthorized matl k failure 
to callbr survey meters at required intervals 

FLAOK,E , AXELRADi J Director's Office, Office of Inspection and 
Enforcement 04/00/17 Ip 26225 312 


8400290068 Ch-84-0l6A on S 10330, no t i c e of violation k proposed 
imposition of civil penalties in amount of *2,300 issued 
Action based on unauthorized transfer of licensed matl 8< 
failure to perform required leak tests 

FLAC/.E , AXELRAD.J Director's Office, Office of Inspection and 
Enforcement Q4/08/20 Ip 26261 216 


8400200073 EN-84-033 on 840823 , not i c e of violation 6 proposed 
Imposition of civil penalties in amount of tB, 300 will be 
Issued Action based on distribution of radiopharms by Blue 
Ash facility contaminated w/Ho-99 

FLACk'-E , AXELRAD.J Director's Office, Office of Inspection and 
Enforcement 84/08/20 Ip 26261 213 

84082800/0 PNO^V-04 *032 on B4O021, 1 icensee determined that HPSI 
potentially degraded due to component cooling watei HX mini 
flow bypass open for subgroup relay testing Formal 
investigation fading conducted 

HORRltU. P , KAIST, D Region 5, Office of Director 84/08/22 ip 
26261 206 24X Fiche 59-362,84/08/22,0400280079 


8408280107 PND-1-84-070 on B4O021. reac tor vessel cavity seal failed 
when initially filled Caused by trip In containment sump 
pump under reactor vessel Licensee evaluating situation 
Notification of state 6 local authorities undertaken 
SHETLAND, P , MCCABE, E Region 1, Office of Director 84/08/21 ip 
26261 301 24 X Fiche 30**2 1 3, 04/08/21 , 0400200107 


0400260132 PNO-l 1-64-033 on 840023* Util announced that seven employees 
dismissed due to alleged unauthorized bid disclosures in 
procurervent of small tools & expendable const supplies 
Dealings w/one vendor terminated 

PANCIERA. V , dance. H C Region 2/ Office of Director 04/00/24 
Ip 26274 309 24X Fiche 50-424/84/08/24.8400280152 


0406200150 PND-1 1-04-O54A on 840821, reac tor trip occurred due to 
partial loss of offsite power Caused by inadvertent opening 
of switchyard computer operated breakers Reactors restarted 
ICNATDNIS, A J , DROWNLEe, V L Region 2, Office of Director 
04/00/23 Jp 26259212 24X Fiche 90-369,84/08/23.0400280130 


0408230267 PNO-I I -84-036 Nuclear Safety Review Staff rept assessing TVA 
actions re 040419 in-core probe seal table break 
received Inspectors will investigate event further on 
840027 Util k NRC responding to media inquiries 

FREDERICKSON. P , WElSE, S Region 2, Office of Director lElN-84-35 
04/08/24 Ip 26261 341 24X Fiche 50-327,84/08/24,0408200267 


3408290936 PNO-V-a4-053 on 840622, thermal transient occurred in reactor 
feedwater sys downstream of high pressure feedwater heaters 
6A tt 60 Transient caused pipe hanger & support damage 
resulting in leakage of approx 20 gallons water 

DODOS, R T , TOTH* A D Region 3, Office of Director 04/08/23 Ip 
26291 213 24X Fiche 90-397,04/00/23,0400290036 


0408290120 EN-B4-094 notice of violation k proposed imposition of civil 
penalties in amount of *500 to be issued for license Action 
based on storage of 450 nCi Cs-137 contained in density 
gauge In unrestricted area k failure to monitor lab areas 
ROBINSON. P , AXELRAD.J Director's Office, Office Of Inspection and 
Enforcement 04/00/23 Ip 36299 233 


04O83DO146 EN-04-OO9A notice of violation It proposed imposition of 
civil penalty in amount of *30,000 issued re failure to 
follow procedures for entry into locked high radiation area 
FLACK.E . AXELRaO, J Director's Office, Office of Inspection and 
Enforcement 04 / 00/28 ip 26304 357 24X Fiche 50-261,04/08/28, 

8400300146 


0408310041 PNO-I-84-072 on 040823, Southwest Nuclear found to be In 
violation of license by storing blomodical k low level waste 
in warehouse In Pel tsvl 1 le, HD No leakage or contamination 
found Haste to be shipped within 30 dags 

ORENNEHAN.F Region 1, Office of Director 84/08/24 Ip 


8406310065 PNS-l-04-017 on 840027, un ident if led male telephoned security 
post at Elevation 100 ft of Unit 1 on internal line k told 
security guard that bomb planted in containment Pomb search 
teams deployed No bomb found No explosion occurred 
DUNLAP. J . KEIKIG, R , JOYNER.J Region 1, Office of Director 
84/06/27 ip 26323 203 24X Fiche 50-272,04/08/27,8406310065 


84063100/4 PNO-I-04-073 on 640824, of fs i te power lost Emergency diesel 
A started but did not close to bus I* RHR flow for shutdown 
reactor lost until RHR pump supplied by emergency diesel 
placed on-line Tripped transformer placed on-line 

SHEFLAND, P , IICCAQE, E Region 1. Office of Director 04/08/24 Ip 
26322 201 24X Fiche 50-213,04/00/24,8408310074 
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a40a3lOOF3O PfJD- 1 - 04-070 on e40B24< Accuray Model 0-2 ga-nglnff device 
con+'ainjng 55 nCi Sr-9(> l-oal; Gauge removed from btorage on 
fl'iOgS'j to perform routine leak test Gauge apparently 
disposed of u/Qther equipment In refuse bin or compactor 
TAYLDH.M KIPJNEMAM- J . JOYNER. J Region 1. Office qf Director 
a4/OB/'27 tp 36323 202 


0408310111 PND-l-a4-07OA on 340023^ ref uel ing cavity to reactor vessel 
seal failure identified during fuel transfer 
Cavi ty- to-vosae 1 inflatable boot seal unique tn US Failure 
u/fuel transfer tube open tiiould result in high radiation 
SHETLAND. P . MCCAQE. E Region 1. Office of Director 34/00/24 Ip 
26322 113 24X Fiche 50-213 34/08/24.3400310111 


Q40B310S6B PNa-I I I-S4-067 First of several spent reactor fuel ahlpments 
from Cooper Station arriscd safely Rail shipment consisted 
Qf three NRC-certif i ed shipping casks.each containing 13 
spent fuel assemblies 

LOVENDALE. P . PAPERlEiLD.C J Region 3j Office of Director 
84/08/24 tp 26333 329 


MISC PUULIC DOCUMENT ROOri M lECELUANEOUB 


8403010137 Requests attendance at 840727 & 30 training sessions on 
rnspeclor Rppt Form 766 

TROTTIER.E Vendor Program Branch 84/07/26 Vendor Program 

Branch ip 23855 303 


0409030277 Responds to 040703 1 tr re seismic safety of nuclear reactors 
in Mississippi Valley states Fortuards responses to specific 
questions Info re selsnic design contained in 8ER for each 
plant available in PDR 

DENTON. H R Office of Nuclear React-or Regulation. Director 
04/07/24 TOTTEN. M Critical Mass Energy Project 7p p 25933 125 


—0408030282 Requests clarification of 840531 I tr re seismic safety of 
nuclear i eactor in Mississippi Valley states 

TOTTEN. M Critical Nass Energy Project 84/07/03 DfRCKS. W J 
Office Ok the Executive Director for Operations 3pp S5935 133 


8408060069 Foruards case study rept. “Gteam Dlnding of Auxiliary 
Feeduater Pumps " Backleakage represents potential common 
cause failure for auxiliary feedwater sys 

HELTEME8.C d Dl roc tor ' s Of f i ce 94/07/23 n0SSlN.D Nuclear 

Safety Analysis Center Ip 25937 005 


--840B060073 Forwards case study rept. "Steam Binding of Auiillary 
Feoduater Pumps " Dackleakage represents potential common 
cause failure for auxiliary feedwater sys 

HELTE/ies. C j Director's Office 04/07/23 PATE, 2 Institute of 
Nuclear Pomcr Operations ip 25937 006 


— 0400060077 Foruards case study rept. "Steam Binding of Auxiliary 
Feoduater Pumps " NRR considering interim measures to reduce 
potontial for steam binding of auxiliary feedwater pumps at 
operating Pl.jRs until generic issue resalvetT 

HELTEhES. C J Dx rec tor 's Of f ic 0 04/07/23 DENTON. H R Office 

of Nuclear Reactor Regulation. Director Ip 25937 007 


--0408060081 Foruards case study rept. "Steam Binding of Auxiliary 
Feedualer Pumps " Dackleakage represents potential common 
cause failure for auxiliary feedwater sys 
HELTEMCS. C J Director's Office 04/07/23 HAHE. E P 
Westinghouse Electric Corp SHEPPARD.J Hestinghouse Operating 
Plants Qiuners Group gnEPPARD, J Carolina Power tt Light Co 2pp 
25937 009 


— 04O8O6OOB3 "Steam Binding of Auxiliary Feedwater Pumps 

LANNINO.H Reactor Operations Analysis Branch AE0D/C4O4 
84/07 /3J 60pp 25937 Oil 


0400060309 Forwards AEOD ‘Stean Binding of Auxiliary Feedwater Pumps," 
final rept Rept reflects peer review process AHOD 
recomnendai ions re study previously forwarded to NRR for 
appropriate action 

DIRCKS, H J Office of the Executive Director for Operations 
04/07/36 PALLADIND. RQDERTa, ASgELaTlNE Commissioners, Ip 
23951 174 


0400070000 Summary of B40719 operating reactor events meeting ui/dlv 
directors re events occurring since 840623 meeting List of 
attendees it viewgraphs encl 

CRUrCHF lELD, D Assistant Director for Safety Assessment 04/07/27 
EI0ENHUT. D Q Division of Licensing 12pp 25956 200 


0400070057 Notification of 04OB15 meeting w/SM Stoller Corp in 
DetheadaiND to hear presentation on 'OPEC-2 computer sys 
MORRISfC Reliability & Risk Assessment Branch 04/07/30 
THADANIrA Reliability h Risk Assessment Branch 2pp 23955 330 


0408160439 Forwards evaluotion of Generic Issue 49 re Interlocks h 
limiting conditions for operation for class IE tie breakers 
Schedule for resolving generic issue should be in accordance 
ui/NRH Ltr 40 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
B4/07/JI MULLER. D R Division of Systems Integration (post 
BllOOS) llpp 26103 353 


0409170200 Requests remov'al of J Hard from distribution list for listed 
repts or documents 

LE1N9>E Atonic Safety and Licensing Board Panel 84/08/09 
SCHAEFFER, C Docunent Management Branch ip 26115 255 


S4O022O441 Foruards errata sheet for AEDD Special Study Rept AE0D/S402 
re pressure locking cif flexible disk uedge-type gate valves, 
previously transmitted as attachment to 840706 memo 
HELTEMES.C J Dlrec«-or's Office 84/0B/03 OEYDIJW. R C 
Director's Office. Office of inspection and Enforcement 2pp 
26201 353 


8408240369 Forwards FR notice rc issuance of amend to OL Amend involves 
NSH-C.not withstanding pendency before Commission of hearing 
request W/o end 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
B4/09/01 SIMPSON. A aenato* Environment & Public Works 2pp 
26254 345 


0400240401 Forwards monthtg status rept an plant-specific hackfits 
through Jul 1984 Table depicting status of appeal items for 
operating reactors 6 OL applicants provided Supplemental 
tables also end 

EI8ENHUT. 0 G Division of Licensing 84/0B/14 DENTON, H R Office 
Q# Nuclear Reactor Regulation, Director 4pp 26248 324 


8408240423 Forwards comments It updates on AEOD second semiannual rept 
of unresolved rec onmentfat 1 ons 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
84/00/16 HELTEMES.C J Director's Office 7pp 26248 227. 


0408300143 Outlines qualification requirements for DL personnel 
assigned to Div of Reactor Safety Training & qual i f icat ion 
manual end 

8PE5SARD. H L Region 3. Office of Director 84/08/22 Region 3. 
Office of Director 30pp 26331 260 


94083104 10 Responds to 840731 memo re analysis of nonpouJer reactor 
sabotage Criteria of lOCFRlOD Inapplicable for assessment 
of radiological -consequences -of sabotage at nonpower 
reactors Study should evaluate sabotage -consequences 
EISENHUT. D 0 Division of Licensing B4/0B/2D DURKETT. R F 
Office of Nuclear Material Safety t 8af eguard a. Dir ector 3pp 

26350 345 


NUREO NUREO REPORTS AND RELATED CORRESPONDENCE 


9405310578 NUREO/CR-3633 VO 2 

TRAC-BDl/MQDl AN ADVANCED BEST ESTIMATE COMPUTER PROGRAM 
FOR BOILING WATER REACTOR TRANSIENT ANALYSIS Volume 2 Users 
Guide 

SCHUMWAY.R « . MOHR. C M EGID, Inc FIN A-6052 EOO-2294 

B4/O4/30 Division of Accident Evaluation 117pp 24529 232 


9405210579 NUREO/CR-3633 V03 

TRAC-DDl/MODl AN ADVANCED BEST ESTIMATE COMPUTER PROGRAM 
FOR BOILING MATER REACTOR TRANSIENT ANALYSIS Volume 3 Code 
Structure and Programming Information 

SINGER. G L , MDHR.C f1 EG1<0, tnc FIN A-6052 EOO-2294 04/04/30 

Division of Accident Evaluation llOpp 24528 357 


9406190045 NUREO-Oa53 903 

SAFETY evaluation REPORT RELATED TO THE OPERATION OF CLINTON 
POWER STATION, UNIT NO I Docket No 50-461 1 11 lino Is Power 
Company ■ et al ) 

■» Division of Licensing 04/05/31 40pp 25025 274 24)4 

Fiche 50-461. 04/05/31. B4O6190045 


0406190069 HUREO-0776 507 

SAFETY EVALUATION REPORT RELATED TO THE OPERATIDN OF 
SUSQUEHANNA 8TEAM ELFCTRIC STATION, UNITS I AND 2 Docket No i 
30-367 And 30-380 <P*nnsy I van la Pewer And Light Company. 
Allegheny Electric Cooper ative, Incorporated J 

* Division of Licensing 04/05/31 I9pp Available at MRC, 
43 00 23025-253 24X Fiche 50-397,84/05/31,0406190069 


B406220100 Requests notification of analyses utilliing methodology not 
provlously approved in NURE0-066i. "Mark I Containment 
Long-Term Program" in determining need for logic changes 
RIVENDARK.O W Operating Reactors Branch 2 04/06/11 DAUER. E 0 

Philadelphia Electric Co 3pp 25100 343 24X 

Fiche 50-277,84/06/11.0406220100 
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840^230301 NUREO/CR-3704 

THREe-DIMENSlOWAL CALCULATIONS OF TRANSIENT FLUID-THERMAL 
MIXINQ IN THE DOWNCOMER OF THE CLAUERT CLIFFS- I PLANT USING 
aOLA“PTS 

DALY*B J Los Alano* Scientific Laboratory FIN A-7306 
LA“10039-MS 04/04/30 Oivikion of Accident Evaluation S6pp 

23131 319 24X FUhe 30-317,84/04/30,0406230301 


8407130302 NURE0-1020LD UOl 

GPU V D&W LAWSUIT REUlEtJ AND ITS EFFECT ON TMI~1 General 
Public Utilities Corporat ion, et al v The Babcock & Wilcox 
Company, ct al Three Mile Island Nuclear Station, Unit 1, 

Docket 30-209 

a Office of Nuclear Reactor Regulation, Director 84/06/30 ISSpp 
2 5379 007 24X Flche 30-289,84/06/30.8407130302 


8407170313 Re 4 ,ueitf review of draft NUREG-1032, App A re loss of offsite 
power frequency It duration relationship & of DRNL draft rept 
on loss of offsite pouer operating experience Comments 
requested by 840801 W/o end 

BARANOWSKY, P W Reactor Risk Branch 84/07/11 KNIELiK Generic 
Issues Branch 2pp 26068 061 


8400010078 Informs that licensee responses to NUREO-0737, Item 11 F 2. 
"Instrumentation for Detection of Inadequate Core Cooling, 
acceptable SSER input h nllcstones end 

yoUNGBLODD, D J Licensing Branch 1 84/07/19 SPENCE, M D Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co } 
12pp 25897 223 24X Fiche 30-445.04/07/19,8408010078 


8408010099 Forwards request for addl info re applicability of generic 
test results for saf ety/r e 1 i ef valves submitted in 
NEDE-249SS-P by BNR Owners Group Info needed for review of 
response to NUREO-0737, 1 tem II D 1 

YOUNGBLOOD, a J Licensing Branch 1 04/07/20 CURTIS, N W 

Pennsylvania Power & Light Co 3pp 23897 057 24X 

Fiche 50-387, 84/07/20, 840801 0099 


B4O0O1O1O7 Forwards request for addl info re NUREG-0737, Item II D 1, 
Including basis for application ef findings of NEDE-8498B-P, 

"Analysis of Generic GWR Safety 1 Relief Ualvc Operability 

Test Results," submitted by OWR Owners Group 

SCHNENCER. A Licensing Branch 2 B4/07/24 FARRAR, D L 

Conmonuealth Edison Co 4pp 23873 353 24X Fiche 50-373,84/07/24, 

840B010107 


■8407170316 Forwards draft loss of offsite power frequency & duration 
analyses Results indicate significant reduction in estimated 
frequency t, duration of loss of power transient & contradict 
previous EPRI findings Review requested for 840731 meeting 
DARANQWSKY, P U Reactor Risk Branch 84/07/11 BERGER, W E 
Sargent & Lundy, Inc 96pp 26068 063 


8400010129 Forwards DES INUREO-1064) V notice of availability for 
Millstone 3 Comments due within 45 days after publication of 
FR notice of Issuance U/o NUREO 

YOUNGBLOOD, B J Licensing Branch 1 04/07/24 Connecticut, State 

of 2pp 23873 313 24X Fiche 50-423. 04/07/24, 04OQO1 01 29 


6407230153 Comments on NUREO-1055, "Improving Quality ti Assurance of 
Guallty in Design h Const of Nuclear Power Plants " 

Comprehensive third-party audits should be used to 
periodically confirm effectiveness of mgt QA/QC programs 
HARBraON.S F National Board of Boiler t Pressure Vessel Inspectors, 
64/07/18 GRACE, N Office of tbo Secretary of the Commission 
9pp 26061 236 


8408010005 Request correction to date of Itr, forwarded on 840602, 
requesting info on NUREO-0737, Item 11 D I re performance 
testing of relief & safety valves Correct date is 040702 
VAROA, a A Operating Reactors Branch I 84/07/23 MCDONALD, R P 
Alabama Power Co 2pp 23067 361 24X Fiche 50-250, 04/O7/23i 

8408010005 


0408010013 Summary of ACRE Class-9 Accidents Subcommittee 640427 
meeting in Washington, DC re draft NUREO-1070, "NRC Policy 
on Future Reactor Design* Dec i sions on Severe Accident Issues 
in Nuclear Power Plant Design " 

* ACR8 - Advisory Committee on Reactor Safeguards 04/07/02 
ACRS - Advisory Committee on Reactor Safeguards I7pp 35B97 104 


8409010018 Forwards SER 6 EC&O technical evaluation rept re response 
to Generic Ltr 01-04 (Rev 1 to NURE0-03i3» concerning BWR 
coolant pressure boundary piping 

VASSALLO, D B Operating Reactors Branch 2 GL-ai-04 84/07/23 
PILANT, J M Nebraska Public Power District 3pp 25867 305 24X 

Fiche 30-298.64/07/23.8400010018 


— 0408010022 Safety evalution re I08CC in RCPD piping sys,per Generic 
Ltr 01-04 Licensee response does not meet NUREO-0313 
guidelines Further action will depend upon responses to 
Oenerlc Ltrs 84-07 6 94-11 

*■ Office of Nuclear Reactor Regulation, Director OL-81-04 
04/07/23 4 pp 25867 308 24X Fiche 30-298,84/07/23.8408010018 


—8408010027 EGO-FM-6321 

"Technical Evaluation of Integrity of Cooper Nuclear Station 
Reactor Coolant Boundary Piping Sys " 

NAGATA, P K E06G, Inc FIN A-6429 TAC 46637 83/07/31 

KOd, W H Division of Engineering 40pp 23867 312 24X 

Fiche 50-296, 64/07/23, 040801 00 1 8 


0400010030 Forwards EER re containment hydrogen monitor (NUREO-0737, 
Item II F 1 6) Monitor neets all criteria of NUREG-0737 
except requirement for redundancy Response requested within 
30 days 

PAULSON, W A Operating Reactors Branch 5 84/07/30 CDUNSIL, W G 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 7 rd 
23BS3 326 24X Fiche 50-245.84/07/30,8408010030 


8408010061 Further response to FOIA request for 16 categories of 
records re facility Docunenti identified by J Ooold & 

M Siebert on 640514 6 15 (App B) forwarded App A documents 
already forwarded Index forthcoming Search continuing 

'J M Division of Rules and Records BX14 000 B4/07/18, 

RICEjC M Kirkland t< EH 1 s 2pp 26500 001 


—0409150751 Forwards const status rept as of 791001 Handwritten notes re 
diesel generator bldg U soil settlement U errata to 
Nl/REO-oa34 end 

FlQRELLlrO Region 3, Chicago, Reactor Construction ft Engineering 
Support Branch DX20 04tA 79/10/03 t(NDP,R C NRC - No 
Datalled Affiliation Given 107pp 26548 359 


—8408010131 Notice of availability of DEG (NURE0-1Q64) for Millstone 3 
VaUNGBLOODiD J Licensing Branch 1 84/07/24 2pp 25B73 315 

24X Fiche 50-423,04/07/24,8408010129 


8408010148 NUREO- 1064 

DRAFT ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
MILLSTONE NUCLEAR POWfcR STATION. UNIT 3 DOCKET NO 30-493 
(NORTHEAST NUCLEAR ENERGY COMPANY, et al) 

* Division of Licensing 04/07/31 335pp Available at NRC 

♦0 00 25871 012 24X Fiche 50-423, 84/07/31 , 8400010148 


8408010151 NUREO/CR-3844 

CHARACTERIZATION OF THE RADIOACTIVE WASTE PACKAGES OF THE 
illNNEeOTA MINING AND MANUFACTURING COMPANY 

KEMPF, C R , SISKIND, B , BARLETTA, R E Brookhavon National 
Laboratory FIN A-3172 BNL-NUREO-317S7 84/07/31 Division of 

Waste Management 93pp Available at NRC »4 50 25872 001 


6406010134 Forwards "Procedures Generation Package For Beaver Valley 
Power Station, Unit 2," in response to Generic Ltr 62-33, 
describing methods for developing function oriented 
emergency operating proc edures, per NURCO-0737, 1 tem It C 1 
WDOLEVER.E U Duquesne Light Co OL-82-33 84/07/26 

EI6ENHUT, D 0 Division of Licensing 3pp 25853 104 24X 

Fiche, 50-412, 84/07/26, 8408010154 


— 0408010156 "Procedures Generation Package For Beaver Valley Power 
Station. Unit 2 " 

CLEMENTS, R H , JONES, D T Duquesne Light Co 84/06/01 116pp 

25955 187 24X Fiche 50-412,84/07/26,8408010134 


8408010155 NUREO/CR-3826 

RECOMMENDATIONS FOR PROTECTING AGAINST FAILURE BY BRITTLE 
FRACTURE IN FERRITIC STEEL SHIPPING CONTAINERS GREATER 
THAN FOUR INCHES THICK 

SCHWARTZ, M W Lawrence Livermore National Laboratory FIN A-0374 
UCRL-53338 04/07/31 Division of Engineering Technology 131pp 

Available at NRC »5 SO 25872 087 


0400010138 NURE0/CR-3a97 

EVALUATION OF ECOBYSTbM SIMULATION MODELS AS TOOLS FOR 
ASSEBSMENT OF POWER PLANT IMPACTS ON FISH POPULATIONS 
Final Rept 

SWARTZMAN, O L Washlngten, Unlv of, Seattle, WA FIN B-7OI0 
04/07/31 Division of Health, Siting 8< Waste Management lOpp 
Available at NRC 43 00 23867 292 


B40B010161 Notification of 040727 meeting u/ufcll at site to discuss 
questions re control of heavy loads (Multi-Plant Action 
C-15) 

NEIOHOOR8, D Operating Reactors Branch I 84/07/20 VARGA, B, A 
Operating Reactors Branch 1 2pp 25873 304 24X 

Fiche 50-280,84/07/20,0400010161 


8408010166 NURE0/CR-351B VOl 

8L1M-MAUD AN APPROACH TO ASSESSING HUMAN ERROR PROBABIUTIES 
U81N0 STRUCTURED EXPERT JUDGEMENT Volume I Overview of 
BLirt-MAUD, 

EMBREY, D E , HUMPHREYS, P , ROSA, E A Broekhaven National Laboratory 
FIN A-3219 BNL-NURE0-S1716 84/07/31 Division of Facility 
Operations 36pp 23867 253 
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3010179 NUREG/CR-a331 703 N3 8400020106 Rac If age of tikTo comments on NunE<»-lOS5< "Improving Oualltij U 

^FETV research PROQR^\hS SROr^SQRED DY OFFICE OF NUCUEAH QA tn Do^ign U Const of Nuclear Potuer Plants " 

^aUi.ATORY RESEARCH Quarterly Progrea* Rep ort . Ju I y-Sep tomb or CROWE, D K Southern Co Services* I r»c COOK. J W Consumers Potuer 

^BO Co 49FRMS98 B4/07/30 Docketing L Services Branch 3pp 

-IBS. A J Brookhaven National Laboratory FIN A-30 1 I 25B92 29S 

4L-NUflEG-3l454 64^07/31 Division of Ac c 1 den t Eva lua ti on 

^4pp 25870 lai 

8408020130 Clarifies util positions re NJREQ -0737# Item I C 6 roncerning 
tagging authdri lat ion. independ ent ver 1 f ica t I ohj p ost-maint 

3'0lO197 Foriuards DE5 (/JUREG- 1 Ot4 ) 6 FR notice of issuance W/o configuration verification 6 ALARA concornsiln response to 

JRE<j NRC 840614 1 tr Revised procedures end 

’UNOBLOOD# B J Licensing flrancn 1 34/07/24 COUNSIL, W O HAnRINOTOM. W D Boston Edison Co 84-114 B4/07/S7 VA98ALLD# D J] 

>rthea 5 t Nuclear Energy Co (subs of Northeast l/tilitiesl 3pp Operating Reactors Branch 2 4pp 25BS3 260 24X 

jB73 272 24X Fiche 5&-423# B4/07/24# 34000101 97 Ficho 5 0-293# 84/07/27. B40SO20 130 


1010216 Discusses control room design reviou open Items status. per 
-R (NUREG-0798> Encls Identify human engineering 
^ f ic lenc le s I status Si# uhere p o-s sjb 1 e. r ef document to 
ipport closure of iten 

:NB. W H Detroit Edison Co EF2-69 J 37 B4/07/23 

lUNOHLOOD, D J Licensing Branch 1 Spp 23836 027 24X 

Che 50-341# 84/07/25. 3 408010216 


>010252 Foruards DES IN'ljnEO~l064) Sc FR notice of ava 1 1 ab 1 1 1 ty # for 
•vIbu ?< comment Com-mants due within 45 days after 
iblicatlon in FR W/o NUREO 

>UNOBLOODf D J Licensing Branch 1 84/07/24 HOOD# J M Commerce. 

*pt of. Natl Oceanographic fit Atmosphe-ric Administration 6pp 
1872 331 24X Fiche 50-423# 84/07/24. 84080 10252 


IO10253 Response to ASLB 840712 intiulry whether NUnEG/Cft-3756 
iTistitutes substantial new info to lead to rode termlna t Ion 
' adequacy of seismic design Iniiuiry fully ujarranted 
rtlficate of 8vc end 

IHNSDMrT Campaign for Prosperous Georgia DSB 664 OL 
707/26 I7pp 25854 324 24X Fiche 50-424* 04/07/26# 8408010233 


1010319 Forwards application to amend License DPft-39. changing Tech 
Bcs re NUnEO-0737* Iten II K 3 18, "Mod of Automatic 
p res aur i lati on Sijs Logic - Foastfallit-y for Increased 
varsity for Some Event Sequences " 

lYNE. J P Power Authority of the State of New York JPN-a4-S0 
/07/23 VASSALLQ^D Q Operating Reactors Dranch 2 2pp 
B66 129 24X Ficho 30-333.04/07/23,3408010319 


09010321 Application to amend License DPR-59* c hang J ng Tech Specs re 
IVUREG“0737» I tarn II K □ 10. "Mod of Automatic 
Depressurization Sy s Logic - Feasibility for Increased 
Diversity for Some Event SequeTicos ” 

BAYNE# J P Power Authority of the State -of New York 84/07/24 
app 23966 131 24X Fiche 50-333.84/07/25.8408010319 


OB01038P Proposed Tech Spec changes re NUnE0-O737# I tem II K 3 18 
covering implementation of automatic depressurization sys 
logic mods 

■* Power Authority of the State of Neu/ York 04/07/25 lOpp 
S3B66 134 24X Fiche 50-333.84/07/25.0408010319 


020014 Advises that util Doard of Directors ordered shutdown of 

sign const t testing activities for facilities on 

07i6 CP t* OU applications for both units will be 

Ihtalned Issuance of SSEH 4 {NURE0-O793) requested 

QK# J N Consumers Pouer Co 31636 64/07/27 DENTON. H 2 

fice of Nuclear Reactor Regulation* Director 4pp 25-883 116 

X Fiche 50-329.64/07/37.0408020014 


020030 Forwards requested info on NURE0-0737i 1 tem It F 1 re interim 
ocedures for quantifying hlg-h level accidental radioactive 
leases Info re Item III Oil will be furnished in Bept 

04 

KPERj J 8 Philadelphia Electric Co 84/07/27 ECHWENCER.A 
censing Dranch 2 I4pp 25883 218 24X Fiche 50-332.84/07/27, 

00020030 


□20072 Comments on Ni;rE0-1055i "Improving Quality fit QA in Design 
Const of Commercial Nuclear Power Plants proposed audits 
reviews unnec essary* 1 f sys ensures adequate mgt team 
sembled prior bo CP issuance 

angler. R 0 Texas Utilities Electric Co (formerly Texas Utilities 
neratlng Co ) TXX-4234 04/07/19 Office of the Secretary of 

e Commission 3pp 23871 031 


□20079 Comments on NUREQ’'1055 re improving quality fic QA In design l< 
mit «f nuclear power plants (Ford Amend Studyl Programs 
□uld be developed which maximize mg t ability by optimizing 
aulatory environ. 

□TEN* D O Niagara Mohawk Power Corp 64/07/23 CWILK. S J 
Pice of the flecretary of the Commission Gpp 25891.209 


□20091 Comments on NUREG-1055. ''Improving Quality & QA In Design fit 
rist of Gommereiai Nuclear Power Plants " Further analysis 
fiscusBlon of issues necessary prior to imp 1 omen tat I on of 
aposed NRC actions 

TEj Z T Institute of Nuclear Power Operations 
dieting fi< Services Branch 3pp 25092 260 


8400020130 Advises that Tech Spec change requests per Generic Ltr 
03-37. ''NUReG- 0737 Tech Specsr" will be submitted by 041231. 

per 840615 telcon request 

n 'TOOLE, vJ D Consplldated Edison Co of New Yorir, Inc 0L-Q3-37 
84/07/26 ElSENHUr. DO Division of Licenilng Ip 2S892 309 
24X Fiche 50-'247. 84/07/26,8408020130 


8408020140 Forwards FR notice of Issuance & DES <NUREG-1064 )W/o OES 
YOUNGBLOOD. 0 J Licensing Dranch 1 84/07/24 HIRBCH. A 

Environmental Protection Agency 2pp SS670 091 24X 

Fiche 90-423.84/07/24.8408020140 


B40G02G217 Commente an B40626 & 0702 ntatl re disposal of nuclear waste 
In unsaturated zone in comparison u/disposal In saturated 
cone In demonstrafaly inpervious rack Hatl does not change 
validity of 040320 comments an NUREO-1046 

PNILBRICK. S 0 Philbrlck. 0 8 PHILDRICK.8 S ACR8 - Advisory 
Committee on Reactor Safeguards 84/07/06 MOELLER. D W ACRE - 
Advisory Committee on Reactor Safeguards Ip 55898 IBB 


840B030019 Forwards responses to vl Singh 640522 verbal quaetlons re 
control of heavy loads 

MILLS. L H Tennessee Valley Authority 04/07/27 ADENSAN. E 
Licensing Branch 4 2pp 23907 092# 24X Fiche 50-327.84/07/27, 

840B0300I9 


—8408030029 Rev 3 to Procedure MI-6 22. "Control of Heavy Loads in 
Critical Lifting Zones - NURE0-061S " 

DOTY.JW . WHEELER. L J Tennessee Valley Authority 84/05/21 
23pp 25907 094 24X Fiche 30-327.04/07/27.0400030019 


8400030032 Conflrns that VIest 1 nghouss has completed review of listed 
power ascension A emergency proc edures. per 010914 ltr Util 
reviewed UesUnghouse conments 6 appropriate revi will be 
made before Unit 1 startup 

MILLS. L M Tennessee Valley Authority 04/07/27 ADEN3AM, E 
Licensing Branch 4 2pp 23907 069 24X Fiche 50-390.04/07/27. 

0408030032 


8400030096 Application for amend to License DPR-23. revls 1 ng Tech Specs 
re reacto-r vessel level ins trumentatl on sys Revs will 
Include ( nstrunentation sys. per KUREO-0737 requirements 
CUrrER.A D Carolina Fower L Light Co NLS-B4-3iB 84/07/20 
VAROA. S A Operating Reactors Dranch i 2pp 29904:349 24X 

Fiche 50-261.04/07/20.8408030096 


--8408030100 Preposed Tech Specs re reactor vessel level Ins trumentetlon 
* Carolina Power fi< Light Co OL-63-37 B4/07/20* 4pp 

25904 33i 24 X Fiche 30-261. 04/07/20. B40a0300?6 


B40B030104 Ack receipt of B40703 ltr informing NRC of steps taken to 
correct vlolatione noted in IE Insp Rept 50-209/84-03 
Corrective actions uilll be examined during future Insp 
MARTIN. T T Division of Engineering it Technical Programs 84/07/30 

HUKILL. H D General Public Utilities - GPU Service Corp 4pp. 

25904 303 24X pi cfi »• 50-209, 04/07/30, 840B030i04 


— 8400030108 TDR 563 

Rev O to ■’TMl-l* Post-Accident RNA-S Grab Sampling 6 MlAP-9 
Filter Removal Radiological Analytes " 

e General Public Utilities - GPU Service Corp B4/G7/02 2App 
23904.310 24X Flche 90 - 209 . fl4/07/3G, 0408030104 


B40B030t44 Forward! table of Type A variables L revs it updates of 
compliance to Reg Guide ] 97. Rev 2. Types D. G 6 D variable 
requlremintsf in response to 831203 request 

VAN BRUNT. E E Arizona Public Service Co ANPP -30092 -EEVB 
84/08/01 HNJOBTON.G Licensing Branch 3 2Bpp 25911:161 24X 

Fiche 50-926.04/08/01.0400030144 


0400030167 Forwards Rev 0 to "Control Roam Design Review Program Plan* " 
In partial fulfillment of Generic Ltr 82-33. "SuppL i to 
NUREO-0737 - Requirements for Emergency Response 
Capability 

FAY.C N Wisconsin Electric Power Co OL-02-33, 04/07/31. 

DENTON.hr Office of Ifuclear Reactor Regulation. Director Ip 
25911 193 24X Fiche 30-266.04/07/3110408030167 


04/07/25 


474 


NONDOCKETED ITEMS 


B40B060143 AppUcation for arrtend to Licen««s NPF-ll L MPF-lSi chang Ing 
Tech Specs re accident nonitoring ins br unentation 
<NURE0-0737i Items IIFl S.riFl3«<IlFJ<!»> Fee end 
MARSHALL. J G Conmon'^e al th Edison Co 9010M B4/07/23 

OENTDWp H R Office of Nuclear Reactor Regulation. Director 4pp 
23925 285 24X Flche 50-373. 84/07/25. B4OQ0&O1 49 


G40B0601&5 Responds to Generic Ltr 03-lOC re resolution of NUREO-O737i 
Item II K 3 5i “Autonatlc Trip of Reactor Coolant Pumps " 

Facilities bound by results of Westinghouse Owners Group 
manual pump trip justification rept 

SCHMIDT. H C Teyas Utilities Electric Co tfo-rmerly Texas Utilities 
Oenerating Co ) CL-83-iOC B4/07/27 YOUNCDLOOD. D J Licensing 
Branch I Ip 25932 197 24X Flche go-445, 84/07/27. 8408060163 


8408060190 Forwards IE Insp Rept 50-213/84-06 on B40509-11 No 
violations noted Itens of concern noted in App A 

MARTIN. T T Division of Engineering t. Technical Programs 84/07/09 
COUNSIL.WG Connecticut Yankee Atomic Power Co 3pp 25933 191 
24X Flche 50-213.84/07/09,6408060190 


— B40a06020a JE Insp Rept 30-213/84-06 on S40509-11 No violations noted 
Major areas Inspected status of previously identified Insp 
items IE Insp Procedures 82206.62207 & B220B 

SMlfH.R H . CROCKEH.H U Region i. Office of Director 04/06/26 
5pp 2S935 194 24X Fiehe 30-213.84/07/09.8408060190 


8406060257 Forwards marked-up Tech Specs, based on Rev 4 to NUREO-0432. 
"STS for WestinghDUse Preasuriied Reactors " Offsite dose 
calculation manual will be submitted by 040831 Future 
submittals will address listed subjs 

CUTTER. A D Carolina Power 1 Light Co NLS-84-33a 04/07/30 

DENTON. H R Office of Wuclear Reactor Regulation. Director 636pp 
25924 001 24X Flche 50-400.84/07/30,84080602 57 


840B060395 Forwards J Duck ley 840705 memo re typographical error in 
App V. Vol 2 of NUREG-0960 

WRIGHT. R J Repository Projects Drench iPost 831001) 00916 

84/07/23 OLSON. 0 L Cnergy. Dept of Ip 25950 349 


8408060306 NUREO/CR-3896 

SIMULATION EXPERIMENra COMPARING ALTERNATIVE PROCESS 
FORMULATIONS USINO A FACTORIAL DESIGN 

KALUZNY.S P . 8WARTZMAN.O L Washington, Univ of, Seattle. WA FIN 
0-7018 84/07/31 Division of Health, Siting Waste Management 

29pp Available at NRC 43 SO 25937 262 


S40BD60413 NUREO-0680 60S 

TMI-1 RESTART An Evaluation Of The Licensee's Management 
Integrity As It Affects Restart Of Three Mile Island Unit 1 
Docket 30-289 

a Division of Licensing 84/07/31 179pp Available at NRC 

f& 00 23937 102 24X Flche 50-289.84/07/31,8408060413 


6408070007 NUREO/CR-2000 V03 N6 

LICENSEE EVENT REPORT ILEH) COMPILATION For Month of June 
1984 

a Oak Ridge National Lab oratory FIN A-913S 0RNL/N8IC-200 

84/07/31 Director's Office e7pp 25933 112 


B40B070009 NUREG-0934 803 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
CATAWBA NUCLEAR STATION. UNITS I AND 2 DOCKET Nos 30-413 And 
30-414 iDuke Fewer Company. et al) 

» Division of Licensing 84/07/31 140pp Available at NRC 

*3 50 23954 334 24X Flche 30-413.84/07/31,8400070009 


8408070014 NURE0/CR-3a34 

□N THE THRESHOLD SULFUR AND LITHIUM TO SULFUR RATIO IN 
STREB8 CORROSION CRACKING OF SENSITIZED ALLOY 600 IN DORATED 
THIOSULFATE SOLUTION 

BANDY. R . KELLY. K Brook haven National Laboratory FIN A-3380 
BNL/NUREG-51703 84/07/31 Division of Engineering 35pp 
Available at NRC 43 73 23934 296 


8408070013 Advises that 800930 description of proposed mods to ensure 
containment isolation single failure proof during purging 
■satisfies requirements of Item II E 4 1 of NUREG-0737, base d 
on completion of nods by G30701 

VASSALLO.D B Operating Reactors Branch 2 84/07/26 BAYNE, J P 

Power Authority of the State of New York 3pp 23956 204 24X 

Fiche 50-333.84/07/26,8408070015 


J40B070037 Forwards response to Procedures tc Sys Review Branch queries 
re emergency procedures t< selection of containment vent 
pressure 

KEMPER. J S Philadelphia Electric Co 84/08/02 SCHWENCER. A 
Utenaing Branch 2 6pp 25949 329 24X Flche 50-352,04/08/02. 

0400070037 


0400070065 Forwards correcrod page to 040612 confirmatoiy order, 
confirming Dec 1986 schedule for implementation of Suppl 1 
to NUREG-0737 U Generic Ltr 82-33 re completion of 
structural mods to technical support ctr W/o enc 1 
VARGA. S A Operating Reactors Branch 1 GL-Q2-33 B4/07/26 

UOERITZ.R A Public Service Electric t Gas Co of New Jersey 3pp 

23935 319 24X Fiche 50-272,84/07/26.8408070065 


8408070076 Advises of completion of review of AEOD/C403. "Case Study 
Rept for El Hatch. Unit 2 Plant Sys Interaction Event on 
820823 '■ Case study recommends event be considered In 
developing final positions relative ho NUREO-0803 
DENTON, H R Office of Nuclear Reactor Regulation. Director 
84/07/30 HELTEMES. C J Director's Office 2pp 23933 272 24X 

Fiche 30-366. 84/07/30, 8400070076 

— 8406010162 Forwards case study rept of B20B23 plant sys interaction 
event Comments requested W/o enc 1 

HELTEMES. C J Director's Office 04/05/18 DENTON. H R Office 
of Nuclear Reactor Regulation. Director DEYOUNG. R C Director's 
Office. Office of Inspection and Enforcement Ppp 25955 273 
24X Fiche 50-366,84/07/30,8408070076 


0408070110 Generic Lfci 04-19 to all licensees of operating reactors, 
applicants for DLs 6 holders of CPs re availability of 
Buppl 1 to NUREO-O93a. "Pr i or i ti i a t i on or Generic Safety 
Issues " Bve list end 

GI8ENHUT,D G Division of Licensing 84/08/06 Consolidated 
Edison Co of Neu York. Inc I8pp 26129 230 24X 

Fiche 50-000,84/00/06,0408070110 


8400070114 Provides schedule info re NUREG-0737, Sup p 1 1 on emergency 
response commitment clarifies scheduler error In 040612 
confirmatory order Amend bo order prior to Sept 1905 
suggested 

O'TOOLE, J D Consolidated Edison Co of New York, Inc OL-02-33 
84/07/31 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 2pp 23930 034 24X Flche 30-247.94/07/31.8400070114 


0400070142 Forwards request for addl info to continue review of 031028 
submittal re safety parameter display sys safety analysis, 
per Suppl 1 to NUREO-0737 Response requested within 60 days 
MILLER, J R Operating Reactors Branch 3 04/07/24 JONES, W C 

Omaha Public Power District 4pp 23957 134 24X 

Fiche 30-285.84/07/24.8409070142 


8408070230 Forwards revised procedures generation package* per 040507 « 
30 requests Submittal completes requirements of NURED-0737. 

Suppl 1 re upgrade of emergency operating procedures 
COOK. K W Louisiana Pouer Light Co N3PB4-2062 84/07/31 

KNIOHTON.O W Licensing Branch 3 2pp 25948 220 24X 

Flche 50-382.94/07/31.0408070230 


8408070271 Responds to 040604 request foi NRC concurrence In plans 
to train & qualify six senior control room operators as 
shift technical advisors Personnel entering program must 
be degreed or equl va 1 ent. per NUREG-0737, 1 tem 1 A 1 1 
MILLER. J n Operating Reactors Branch 3 04/07/26 UUNDVALL. A E 

Baltimore Gas 6 Electric Co 3pp 25956 261 24X 

Fiche 30-317,84/07/26,0408070271 


8400070298 Informs that requested info re detailed control room design 
review provided in licensee 840409.0525 St 0216 submittals, 
per Suppl I to NURCG-0737 Task analyses for inadequate core 
cooling ft ATWa event conducted during control room review 
TUCKER. H 0 Duke Power Co QL-B3-23 84/07/27 DENTON, M R 

Office of Nuclear Reactor Regulation. Director ADENBAM, E 0 
Licensing Branch 4 2pp 23947 295 24X Flche 50-369.04/07/27, 

0408070298 


8408070343 Forwards plant-specific technical gu i del i ncs. r equ ired by 
Suppl 1 to NLIREC-0737. to aid NRC In completing review of 
emergency procedures generation package. in response to 
840614 request 

LUNDVALL.A E Baltimore Gas t< Electric Co 84/08/03 MILLER. J R 
Operating Reactors Branch 3 6pp 25944 154 24X 

Fiche 30-3 17. 84/00/0 J, 8408070343 


840B070362 Responds to NRC review of util conformance to NUREO-0737, 
Suppl IrSER Outstanding Issue 19 NRC concerns re sys 
function. task analysis 6 control room inventory addressed 
Emergency response procedure program end 

DEVINCENTI8, J Yankee Atomic Electric Co SDW-701 84/07/30 

KNIGHTON, G W Licensing Branch 3 202pp 23944 204 24X 

Fiche 50-443. 04/07/30, 8408070362 


8406070393 Submits info on schedule for implementing upgraded emergency 
operating procedures. pep Suppl 1 to NUREG-0737 Schedule 
outline prepared to perform listed actions Upgraded 
procedures will be implemented prior to Cycle 19 operation 
KAY. J A Yankee Atomic Electric Co fvR 84-82 04/07/27 

CRliTCHFlEI D, D Operating Reactors Branch 5 2pp 25945 246 24X 

Fiche 50-029,84/07/27,8408070393 


NONDOCKETED JTEMS 


640QD70376 Fcrrwards coit 
Design l Const of fJoc 
applicants should not 
party insps 
MILLS* L M Tennessee 
SerNTlcee Drartch 3pp 


nen ^ 5 on NtrftEG-L05S< 'Improving Qualitij h QA 
lear Pojer Plants '■ All futuie CP 
be re«iuired to contract for third 

t'alletj Authority S4/07/30 Docketing %t 

25'?42 246 


a40B0704(>‘I Faruiards aupp 
valves fSRVliSsitt sol 


justified I 
MUREG-'GSQa 
DALE* L F 
DENTON. H R 
25942 177 


int 1 I so 

t 10CFR30 4 
Mississippi 
Office of 
24X Fjche 


lenent 
eno 1 d 
1 en a 1 d 
9 

Potuer 
Nu c 1 « 
30-416 


al info 

re 

qua llficatlon of 

valve 5 

I nte 

rim operation 

valves 

ful 

ly qualified, per 

£, Ligh 

t Co 

AECM-Q4/0394 

ar Reac 

t or 

Regulation* Dkrei 


, 84/08/05, 0400070404 


safety relief 


B4/O0/O3 
tor 5pp 


8408070421 Responds to 'Manual reactor coolant pump trip 
emergency operating piocedures & integrated operator 
braining being imp 1 emenled , p ar Suppl 1 to NUREO-0737 8, 
Oeneric Ltr 83-lOD 

□'TODLC.J D Consolidated Edison Co of Neu York. Inc 
84/08/01 EISENHUT. D Q Division of Licensing 2pp 
24X Fiche 50-247*84/06/01*8408070421 


ssue Upgraded 


OL-03-tOD 
2S942 026 


8408070431 Application for amend to Li 
limiting conditions for operation ap 
to B3I031 radiological effluent Tech 
Draft 7 of Rev 3 to NURE0-O472 
VANOEWALLEi D J Cansuners Pouer Co 
Operating Reactors Oranch 5 SOpp 
Flcho 30-235.04/07/31*8408070431 


cense DPR-20, add ) ng Section 3 O 
p 1 icab 1 1 1 ty * in response 
Specs transmitting 

04/07/31 CRUTCHFrELD* D 
25939 221 24 X 


8408070435 Faruiards Rev 3 to milestone conwii tments on Suppl i to 
NUHEO-0737 U ’’PSAR* Safety Parameter Display 3ys* “ par 830913 
& 16 suiimittals 

JOHNSON. H D Consumers Power Co 84/07/31 CRUTCHFIELD* D 
Operating Reactors Branch S 6pp 25942 361 24X 

FI Che 50-255.04/07/31.8408070435 


0408070440 Ad 
II 3 18* 
per MRC app 
inhibit swi 
JENS. U H 
Licensing 
G40B070440 


vises of plans to implement Option 4 of hRJRE0-0737*> 1 tern 
“Hod of Autanatic Depre ssurl zatlon Sys Logtci** 
roval Plana Include instailation of s^s manual 
tch 

Detroit Edison Co EF2-66712 84/07/31 YOUNOBLOaD* D J 

Branch I 2pp 25942 357 24X Flche 50-341*04/07/31* 


'84030833l* 3 Speech entitled "Disciplined Approach far Introducing 
Certainty 4 Improving Quality in Nuclear Peuer Plant Canst." 
presented at 640320 roe ting af AIF L ANEC boards 
SIERN.T Atonic Industrial Forum 84/03/20 4p p 25964 317 


8406030355 NUREO/CR-3744 YO 1 

HEAYY-SECrlON STEEL TECi NOLOC^ PROGRAM SEMIANNUAL PROGRESS 
REPORT FOR OCTOBER 1983 - MARCH 1904 

PUGH.C E Oak Ridge National Laboratory FIN B-01 19 

OR,NL/Trl -91 54/Vl 94/07/31 Division of Engineering Technolagy 

200pp 23979 146 


8400030357 NUREO/CR-3679 

calibration and qualification of the LOS ALAMOS FAILURE 
MODEL <LArMJ 

BAAflS*R E Los Alamos Scientific Laboratory FIN A-7013 
LA-10041-KS 84/07/31 Division of Accident Evaluation A4pp 

25980 329 


8408080359 NUREO/CR-3643 

HETEROGENEOUS DXl DATIVE DEGRADATION IN IRRADIATED 
POLYMERS 

CLOUOH.R L . OILLER.K T . QUINTANA. C A Sand la Lab or a tor I es FIN 

A-1051 SANDB3-2493 B4/07/31 Division of Engineering 

Tec^inologij 43pp 25970 153 


8400080363 NURE0-074e V04 1106 

OPERATING REACTORS LICEfSlNG ACTIONS SUmARY Data As Of June 
30. 1984 

f Office of Resource Management. Director 04/07/31 400pp 

25981 129 


8400080367 NUREO/CR-S??? 

CAPABILITIES AND DIAONDSTICB OF THE SANDIA PELLETRON-R ABTEH 
SYSTEM 

DUCHALEW.M H . LOCKMOOD* 0 J * LUKER* S M Sand la Labor a tor lei FIN 
A-i051 3AND84-09i2 84/07/31 Division of Engineering 

Tachnologv 6ipp 25978 090 


8409080370 NURE0-L075 

DECeNTRALIZATlOM OF OPERATlNO REACTOR LICENSING REVIEWS NRR 
Pilot Program 

HANNON, JL Division of Licensing 84/07/31 26pp 25901 102 


0408070489 Forwards hot license simulator reactor startup certification 
program* per NUREG-0094 Program limits student to instructor 
ratio to four- to-one. conforming to INFO Guide 82-005 W/o 

OTIC 1 

STEWART, M L Virginia Electric & Power Ce 3E5 84/06/06 

PERSENSKY*J J NRC - No Detailed Affiliation Given 2pp 
25940 347 a4X Flche 50-000.84/06/06.8400070499 


Q40B07051S Forwards *'NURE0-06i2. Control of Heavy Loads.*" final rapt 
8ubnittaJ contains evaluation results U resolutions of open 
items since 940326 submittal 

KOnER.R W Rochester Oaa :St Electric Corp 84/07/31. PAULSON* W A 
Oporating Reactors Drench 5 Ip 25941 172 24X 

Ficho 50-244.04/07/31,8400070513 


— 840B070S16 "'NUREG-06 i 2* C an tro I of Heavy Loads." final rept 

M Rochester Oas it Electric Carp 84/08/31 i2pp 2594J 173 
24X Fie he 30-244.84/07/31*0400070515 


B40B0Q0178 Informs of review of reopens 
Specs for NUREO-0737 items which were 
011231 Tech Specs for Item 11 £ 4 2 7 
provided Response req.uestod within 30 
STOLZ. J F Operating Reactors Branch 
BECKHAM* J T Georgia Power Co 2pp 
Fiche 50-321*04/00/01*8400030170 


es to Generic Ltr 03-02 
to be Implemented by 
have not been 
days 

4 OL-a3-02 84/00/01 

25978 342 24X 


re Tech 


G40B-DS0252 Responds to 
determining if sefcpol 
clearing thrust loads 
valve actuations Anal 
CUTtER* A B Carolina 
VAS8ALL0. 0 S Opera I 
Flche 30-324*34/00/01 


040613 request for infa re analyses used in 
nt logic changes needed to reduce water 
associated u/second safety relief 
ysos conducted per NUREG-D661 
Power Light Co NL3-a4-309 84/00/01, 

(ng Reactors Branch 2 2pp 25966.300 24X 

* 8408000252 


Q4060S0235 Forwards cun'menbs on NURE0-105S re improving quality it OA 
in const of camnerclal nuclear power plants Supports Ford 
amend as objective 6 useful 

CERZQSlMQiR R American Bociety of Quality Control 84/00/01 
Docketing it Services Branch 7pp 25965 307 


0408090297 Forwards comments on NUREO-IOSS re improving quality t< QA 
In design const of nuclear power plants AEs & NRC should 
clearly define stable acceptance criteria before const 
started 

» American Society of Mechanical Engineers 84/07/30 Docketing 

it Services Dranch 6pp 25964 3£ J 


0400080371 NJREO/DR-CO10 R02 
THE HONOR LAW GRADUATE PROGRAM 

# NRC - No Detailed Affiliation Given 94/09/01 j2pp 25979 3A* 


9400080374 NUREQ/CR-3B04 VGl 

PHYSICS OF REACTOR SAFETY Quarterly Report January - March 
1904 

* Argonne National Laboratory FIN A-2015 ANL-a4-35 84/07/31 

Division of Accident Evaluation ip 2597? 356 


0400000407 NUREO/CR-3670 

ESTIMATION METHODS FOR PROCESB HOLDUP OF SPECIAL NUCLEAR 
MATERIALS 

FfULAY. K S * PICARD. R R . MARSHALL* R 9 Los Alamos Scientific 
Laboratory FIN A-7226 LA-1003H 04/07/31 Division of 

Facility Operations 121pp 25980 028 


8408000415 NURE0/CR-36ia 

aCA-P*A DETERMINISTIC AND PRODADILISTIC FRACTURE-MECHAN ICB 
CODE FOR APPLICATIDN TO PRESSURE VESSELS 

CHEVERTON.R D . BALL. D D Oak Ridge National Laboratory FIN 
D-0119 ORNL-5991 04/07/31 Division of Engineering Technology 

iOSpp 25977 338 


0400000419 N0Reo/CR-367l 

ASSESSMENT OF RADIATION EFFECTS RE LATINO TO REACTOR PRESSURE 
VESSEL CLADDINO 

CORWIN. W R Oak Ridge National Laboratory FEN D-OHV onNL-6047 
84/07/31 Division of Englnaarlng Technology 70pp 2S977 271 


040 80804 22 NUREO/C R -37 1 4 

ON THE DCVELOPMCNT OF ENVIRONMENTAL RADIATION STANDARDS FOR 
OEOLCOrC DISPOSAL OF HIGH-LEVEL RADIOACTIVE HASTES 

KOCHER, D C Oak Ridge National Laboratory FIN A-704 1 ORNL-6006 

84/07/31 Division of Health. Siting lb Waste Management 80pp 
25977 192 


6408D80445 Forwards request for addl info re safety parameter dlsplag 
sys (8PD8) Continued inpl ementatlon of 5PDB acceptable 
Response requested within 60 days of ltr receipt 

RIVENDARK.O Operating Reactors Branch 4 04/07/27 RODRIQUEZ, R 

Sacramento Municipal Utility District 4pp 25977 152 24X 

Fiche 50-312, 04/07/27. 8400000-445 


— 8403000449 Safety evaluation supporting continued imp I omen t ft ti on 
safety parameter display sys.per Suppl 1 to NUREO-0737 
^ NHC - No Detailed Affiliation Given 84/07/27 Qpp 
25977 156 24X Fiche 50-312. 04/07/27* B40BQB0445 



6 


NONDOCKETED ITEMS 


00090^7.^ NIJRE0/CR«30<10 

CnBT ^NAt-YSlg for PC3Tb.HTIAL MOD I FIC AT IONS TO ENHANCE THE 

AO in TV or A nuclear plant to endure station QUACKOUT 

CLARP. I n A j THOMAS I W R Science t' Engineerin;} As&octate«i Inc 

RtORDON.B J MATHTECH, Inc FIN R-asaB 04/07/31 Division of 

Dudget It Analysis I67pp Available at NRC 45 50 25900 l&O 


10007009'9 Summariies B{3praisal procodure re emersencij response 
foci lit los, per NUREG‘’07a7. Supp 1 I 

PAULSON* W A Operating Reoctora Dranch 5 04/07/31 Operating 

Reactors Branch 5 3pp 25991 232 


40B09014? Ptovides upgraded in— core thermocouple implementation 
1 c hedu 1 Oi- p er 04O2S1 commitment util proposes to contpieto Reg 
Guide I 97 (ref NUnED-0737, 1 tem 11 F 2> mods prior to or 
during l9Sf> refueling outages 

BTEIrlARTtW L Virginia Electric ?< Power Co 447 04/08/03 

DCNTONi H R Office of Nuclear Reactor Regulation. Director 
EISENHUT. DQ Division of Licensing 2pp 25973 122 24)C 

FUhe 30-330*04/09/0310400090149 


1408090272 NUREO/Cn-3795 

CLDStraUT OF IE QULLETIn 02-04 DEFrClENClES IN PRIMARY 
CONTAINMENT ELECTRICAL PENETRATION AS3EMDLIE8 

FOLEY, W U , HENNlCKiA Parameter. Inc FIN D-0714 lEll-a2-04 
04/07/31 Division of Emergency Preparedness & engineering 

Response (Post B30103J 53pp Available at NRC *4,30 25983001 


3400090282 Gummary of B40A20 meeting S< Qechtel In DethesdIa.MD re 

Implementation of Reg Ouide 1 97 req.ulT emen t s by licensee 
Util will provide supplemental rept to 040713 sobnilssion to 
address separation problems Vltuigraphi and 

MINER.G Operating Reactors Branch 4 04/00/01 Operating 

Reactors Branch 4 liipp 35992 OGl 34X Flche 50-312*84/00/01. 
G40B090SB2 


9400090311 Poriuards application for amend to License DPR-34i revising 
Tech Specs to comply u/NUREO-0737* l toms If D G.II F 1 3 Ic 
111034 

LEEiD R Public Service Co of Colorado P'-04242 04/07/31 

JOHNSON* E \{ Region 4* Office of Director 3pp 25994 U4 24X 
Fiche 50-267.04/07/31,8408090311 


—0408090316 Application for amend to License DPR-34, revising Tech Specs 
to comply ui/NUnEO-0737* Items llB3*IIFl3t*II 034 Fee 
end 

LCE»0 R Public Bervice Co of Colorado 64/07/31 6p p 
25994 117 24X Fiche 50-267* 84/07/3t. B4O0O9O3U 


— Q40B09032P Fropoaed revi to Tech Spec limiting conditions re control 
room temptarea radiation mon 1 tors* s e iimic instru/nenta tion* 
prinary cools,, i moisture i nstr ^mentation* sul tchg ear room 
temp, emerg en< y ventilation sys it fire suppression sys. 

« Public Service Co of Colorado 04/07/31 2ipp 25994 123 
24X Fiche 50-267*84/07/31*0408090311 


840Q070930 ForuPards request for addl info for review of 840214 
submittal rt control of heavy loads Tech Spec change 
Responie requested uiltKln 45 days of Itr receipt 
VARGA, 8 A Opirating Reactors Branch I 84/08/01 0 ^ TOOLE. J 

Consolidated Edison Co of New Vort* Inc 4pp 25983 332 24X 

Fiche 50-247,04/08/01*8408090530 


1408100002 Forwards emergency operating procedure generation packaga. In 
raspan-se to requirements of Generic Ltr 02-33* "Suppl 1 to 
NUREG-07a7 - Requlrp r.Ants for Emergency Response 
Capab 1 Hty, '* 8(.ctior / 

DIXON* a W Qoufcli Carolina Electric & Gas Co GL-02-33 64/07/30 

DENTON, H R Office of Nuclear Reactor Regulation, Director llpp< 
25989.310 24X Fscha 50-395,84/07/30*8408100002 


— 0400100012 Rev 0 to Station Administrative Procedure 8AP-207i 
’*Deve 1 qpment df Emergency Operating Procedure " 

"s South Carolina Electric & Oas Co OL-02-33 84/04/02 77pp 

25989 321 a4X Fiche 30-393. 84/07/30* 8<1O0JGOOO2 


0400100094 Forwards responses to NRC 840308 request for addl info re 
Hotailed control room design review (DCRDRl Encls include 
fiiiuiiuni of DCRDR feearts , control room instrumentation 
&m*fryGiic y response capability integration plan 
ALEXICM.N P Indiana It Michigan Electric Co AEP NRC 0773H 
84/00/06 DENTON* If R Office of NucIbat Reactor Regulation* 

Director 26pp 2590B 204 24X Fiche 30-315,84/00/06*0400100094 


—0405010079 eummarlies Q40329 meeting ur/Nestinghouse Owners Group re 
task analysis requirements of Suppi 1 to NDREG-0737 
tOenaric Ltr 08-335 

CLAYTON, H B Procedures Systems Review Branch GU-e2'“33 
B4/04/05 ZiEMANNrD L, Procedures & Systems Review Branch i7pp 
25960.230 24X Flc he! 50-31 5, 04/08/06* 0408100094, 


G4O01OO1O3 Forwards application for amend to License DPR-63. per 
Generic Ltr 83-19 Fee cnc 1 

MAMQAN* C V Niagara Mohawk Power Corp 0L-S3-19 84/08/07 

VAS5ALL0, D B Operating Reactors Branch 2 ip 25990 393 24X 

Fiche 50-220.04/09/07.8109100103 


— 8408100111 Application for amend to License DPR-63, ch ang i n g Tfech Specs 
by deleting "all" from rovlew t* audit section, to be 
consistent w/Rev 2 to BV‘R Tech Specs (NUREO-0123) 

MANOAn. C V Niagara Mohawk Power Corp 84/08/07 3pp 
23990 336 24X Fiche 30-220,04/00/07.0400100103 


8408100147 NURE0/CR-3B20 VOl 

THERMAL /hydraulic ANAL>Sia RESEARCH PROGRAM Quarterly 
Report. Janoary-Mar ch 1984 

THOHP0QN. S L Sandia Laboratories FIN A-1205 SAND84- 1 025/ i 
84/07/31 Division of Accident Evaluation 62pp 25996 280 


8408100149 NUReQ-0936 V03 1102 

NRC regulatory agenda Quarterly Ropor t. Apr i l-June 1904 
« Division of Rules and Records 84/07/31 201pp 25990 112 


8408100151 NURE0/CR-36a9 VOl 

MATERIAL SCICncE AND TECHNOLOGY DIVISION LlOHT-WATER- 
REACTDR SAFETY RESEARCH PROGRAM Quarterly Progress Report. 

Januerij -March 1983 

SHACK. Q J Argonne National Laboratory FIN A-aoi6 ANL-B3-05 
64/07/31 Office of Nuclear Regulatory Research. Director 169pp 

25990 313 


8408100152 NUREO/CR-3734 

LIGHT 14ATER REACTOR SAFETY RESEARCH PROGRAM Semiannual 
Neper ti October 1902 - March 1903 

BERMAN, M Sandia Laboratories FIN A-1019 SAND84-06Qa 04/07/31 
Division of Accident Evaluation 276pp 25996 001 


8408100153 NUREO/CR-3742 

BUCKLING OF STEEL CaNTAIilMENT SHELLS UNDER TIME-DEPENDENT 
LOADING 

DADCOCKxC D , BAKER* W E , FLY* J Los Alamos Scientific Laboratory 
FIN A-7221 LA-100B7-MB B4/07/3! Division of Engineering 

Technology 38pp 25997 260 


8400100155 NUREO/CR-3273 

COMBUSTION OF HYDRQOEN AIR MIXTURES IN THE VGES 
CYLINDRICAL TANK 

BENEDICK* U D , CUMMINGS* J C * PRAS51N0S.P 0 Sandia Laboratories 
FIN A-1246 gANOas-lORa 84/07/31 Division of Accident 

Evaluation 16Spp 25997 308 


8408130001 NUREO/CR-3492 V04 

HIGH-TEMPERATURE OAS-COOLEO REACTOR SAFETY STUDIES FOR THE 
OIVIBIPN OF ACCIDENT EVA* UATIDN QUARTERLY PROGRESS REPORT* 

Octob er-Dec ember 1983 

DALLj 8 J , CLEVELAND* J C , HARRINGTON* R M Dak Ridge National 
Laboratory FIN U-0122 ORNL/TM-0921/V4 84/07/31 Division of 

Accident Evaluation 27pp 26011 883 


0400130002 NUnEO-0675 924 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT* UNITS I It 2 Docket Nos 50-273 it 
50-323 (Pacific Oas «< Electric Companyl 

* Division of Licensing 84/07/31 16pp 26030 295 24X 

Ficha^ 90-275. 04/07/31 • 0408130002 


8408130006 NUREO/CR-3369 

AN UNCERTAINTY STUDY OF PWR STEAM EXPLOSIONS 

BERMAN* M , 8WEN90N, D V , WICKETT.A J Sahdla Laboratories FIN 
A-i030 BAND83-1430 04/07/31 Division of Accident Evaluation 

91pp 26040 238 


0400130007 NUREO/Cfi-3139 

SCENARIOS AND ANALYTICAL METHODS FOR UF6 RELEASES AT 
NRC-L I CENSED FUEL CYCLE FACILITIES 

SIMAN-TOV* M , DVKSTRA.O , HOLT, D D Oak Ridge National Laboratory 
fin B-0493 ORNL/ENG/TM-25 84/07/31 Division of Risk Analysts 

I* Operations (post 0404291 97pp 86038 203 


Q4O013DOO9 NUREO/CR-3346 

DIOASBAY DATA AND A RETENTION-EXCRETION MODEL FOR SYSTEMIC 
PLUTONIUM 

LEOOETT.R VI Oak Ridge National Laboratory FIN B-0400-2 
DRNL/TM-B795 84/07/31, Division of Facility Operations 96pp. 
26030. JOB 


0408130011 NUREO-1073 

TECHNICAL SPECIFICATIONS FOR CATAWBA NUCLEAR STATION* Unit t 
Oackbt No 30-413 

ANDERBON, F D Division of Licensing 04/07/31 585pp AvallatU 

at NRC -*10 00 26039 001 24X Fiche 50-413.84/07/31*0406130011 
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B4O013OO41 NURE<;/Cfl-3599 

SOUfiCES OF UNCEHTAltJTV IN THE CALCULATIONS PF LOADS ON 
SUPPORTS OF PIPING SYSTEMS 

» Dak Ridge National Laboiatary RDDABAUOH, E C EC Rodabaugh 
AasaciateSi Inc FIN □ 0474 84/07/31 Division of Engmoerlng 

Tochnologij 73p{> 26040 166 


8408130043 NUREO/CR-373 1 

EFFECTS or ROCK RIPRAP DESIGN PARAMETERS ON FLOOD PROTECTION 
COSTS FOR URANIUM TAILINGS IMPOUNDMENTS 

ECKERiR M Qattelle Menorlal Institute. Pacific Northu« 9 t 
Laboratoptea FIN B-2370 PNL-'306a B4/07/31 Division of 

Radiation Programs & Earth Sciences <pQ5t 8404291 9Spp Available 
at NRC *4 73 26011 254 


8408130049 NUREO-0340 U06 N05 

TITLE LIST OF DOCUMENTS MADE PUBLICLY AVAILABLE Mag 1-31. 

1984 

* Division of Technical Information & Document Control 84/07/31 
649pp 26033 QOl 


0408130129 Responds to 840602 SER re safety parameter display systper 
Suppi 1 to NUREC-0737 Secondary displays may be called Up 
tamporar 1 ly . but display always returns to primary display 
automatical 1 ij 

CURTIEi N U Pennsylvania Power «c Light Co PLA-2238 84/08/08 

SCHWENCER.A Licensing Branch 2 9pp 26007 335 24X 

FI Che 50-387.04/08/08.8408130129 


0408130169 Forwards description U. justification for proposed piping 
seismic analysis changes, adopting damping values & spectra 
shifting methods for piping sys. per URC recommendations* 
for review/approval 

TUCKER) H B Duke Power Co 64/06/01 DENTON.H R Office of 
Nuclear Reactor Regulatlom Director ADEN8AN. E 0 Licensing Dranch 
4 3pp 26010 027 24X Fiche 50-369.84/08/01,0408130169 


0408130186 NUREO-0040 VOB N02 

LICENSEE CONTRACTOR AND VENDOR INSPECTION STATUS REPORT 
Quarterly Report. Apr 1 1-June 1984 (White Book) 

a Division of QA. Safeguards ^ Inspection Programs (Post 8301031 
64/07/31 433pp 26037 OOl 


0406130191 Informs of error in 040627 correspondence re NURE0-'O737. Item 
I C 1) Table 2 Phase t emergency operating procedures (EOPs) 
not in place In Nov 1903 EOPs will bo implemented prior to 
restart from Cycle lO refueling outage 

FIEDLER.P B Oenoral Public Utilities - GPU Service Corp 84/00/06 
CRUTCHFIELD. D Operating Reactors Dranch 5 Ip 26006 342 24X 

FiCha 50-219.84/09/06.8408130191 


0408130218 Forwards "PRA of Offsite Releases Initiated by Toxic 
Chemical Release.*' per NUREO-0737. Item 2II D 3 4 
Transportation of offsite chemicals in vicinity of facility 
will not peso undue risk to control room operator 
HUKILL.H D Oeneral Public Utilities - GPU Service Corp 
5211-04-2199 04/00/00 STOLZ. J F Operating Reactors Branch 4 

2pp 26000 065 24K Fiche 80-209.64/08/08.8400130210 


—0400130225 PLG-0370 

■'FRA of Offsite Releases Initiated by Toxic Chomlcal 
Release." final rept 

FENS TERMAC HER. HUBDARD, F R . CALABRESE.R V Pickard. Lou# 8. 
Garrick. Inc PLG-0370 84/07/30 110pp 26008 067 24X 
Fiche 50-209.64/08/00.0 400130210 


8400130233 Forwards safety evaluation L technical evaluation rept re 
control of heavy loads. Phase 1 

VARGA. 0 A Operating Reactors Drancih 1. 84/07/25 MCDONALD. R P, 

Alabama Power Co 2pp 26060 027 24X Fiche 50-348.04/07/25. 

8406130233 


— 8406130250 SCR re control of heavy loads. Phase 1 Phase 1 acceptable. 
4 NRC - No Detailed Affiliation Given 04/07/25 2pp 
26060 029 24X Fiche 50-340.04/07/25,8400130233 


0408130263 NUREO/CR-30S3 

CLOSEOUT OF IE BULLETIN 00-08 EXAMINATION QF CONTAINMENT 
LINER PCNCTRATION WEI D8 

DEAN. R S . FQLEV, H U . HENNICK.A Parameter. Inc FIN B-I0i3 
IEB-60-00 64/07/31 Division of Emergency Preparedness St 

Engineering Response (Post 030103) 3lpp Available at NRC 43 75 
26038 074 


0400130267 Forwards roRuest for add! info re Suppl 1 to NUREO-0737 
concerning safety parameter display sys. Project manager 
should be prepared to address info rej^uest within 5 days of 
Itr receipt 

VaUNGBLOOD. 0 U Licensing Dranch I 0L-a2-33 04/00/07 

8PENCE.M D Texas UtllitlBs Electric Co (formerly Texas Utilities 
Oenerating Co ) 5pp 26040 345 24X Fiche SO—445. 04/00/07. 

8406130267 


8406130325 Submits schedule info on detailed control room design review 
summary rept. per Suppl 1 to NUREG-OTS? Clarifies schedular 
error in 640612 conflrnatory order Ametitf to order requested 
prior to Sept 3965 

O'rOOLErJ D Consol 1 dated Edison Co of New York. Inc OL-02-33 
84/00/06 DENTON.H R Office of Nuclear Reactor Regulation. 

Director 2pp 26010 057 24X Fiche 50-247.04/08/06,0400130325 


6408 1 30349 Responds to 840702 request for addl info on CEN-260 re 
resolution of NUREG-0737, I tern 11 K 3 3. "Study Need for 
Automatic Trip of Reactor Coolant Pumps " Response will be 
discussed at 840920 meeting 

UELLS. R W C-E Operating Plants Owners Group NELLS. R M Northeast 
Utilities Service Co Csubs of Northeast Utilities) RUI4-04-6O 
84/00/07 MILLER. J R □peratlhg Reactors Dranch 3 2pp 
26010 224 


B40BL3D351 Forwards update to 030127 description of natural circulation 
teat program 6 "Evaluation of Natural Circulation Cooldown 
Test Performed at San Onofre Nuclear Generating Station " 
Confirmatory Item 7 in NUREO-0357. SSER S closed 
VAN BRUNT, E E Arizona Public Service Co ANPP-30i4l-EEVE 
84/00/07 KNIGHTON. G Licensing Dranch 3 23pp 26006 170 SAX 
Fiche 50-528.84/08/07,8408130351 


8408130357 Forwards response to 840604 request for addl info re 
NJR£0-0737t Item II F 2 cancerning inadequate core cooling 
instrumentation. 

KODER.R W Rochester Gas t< Electric Corp 04/00/07 PAULSON. H A 
Operetlng Reactors Branch 5 7pp 26010 060 24X 

Fiche- 50-244.84/08/07.8408130357 


8408130449 Forwards "Control of Heavy Loads (Phase lI-NUREO-0612) for 
Commenche Peak, Units 16 2." draft technical evaluation 
rept 

YaUNGBLOOD. B J Licensing Dranch I 84/07/26 SPENCE. H B Texas 
Utilities Electric Co- (formerly Texas Utilities Generating Co ) 

8pp 260S9 271 24X Fiche 50-44S. 84/07/26. 8400130449 


— 8400130455 "Control of Heavy Loads (Phase I I-NUREO-O6l2>. Commenche 
Peak. Units 1 U 2,*’ draft technical evaluation rept 
VEN.T C EOJiO. Inc FIN A-6457 04/04/30 NRC - No Oetslled 

Affiliation Given 40pp 26059 274 24X Fiche 50-443. 04/07/26, 

840B130449 


8408130330 Forwards Amend 73 to License HPF-3 8. safety evaluation 
Amend revises Tech Specs to add new Sections 3 3 2 3 (c 
4 3 2 3 «( Tables 3 3"13 8c 4 3-13 to reflect final 
anticipatory reactor trip sys 

RIVENBARK.G N Operating Reactors Branch 4 OL-Ba-16 04/07/28 
CROUSE. R P Toledo Edison Co 3pp 26030 341 24X 

Fiche 30-346,84/07/25.8408130530 


— B403130545 Safety evaluation supporting Amend 73 to License NPF-3 
Evaluation of licensee 0211 15 responie to Generic Ltr 02-16 
also included 

» Office of Nuclear Reactor Regulation. Director OL-02-16 
84/07/25 epp 26038 335 24 X Pi c h e 50-346. 84/07/25. 0408130530 


8408130585 Notifies thsit any permanent changes to new fuel container 
lifting rig ulll be made per ANSI N14. 6-1970 requirements 8. 
NUREO-0612 

STEWART. M L Virginia Electric 8. Power Co 364 84/00/03 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
EI8ENHUT. D 0 Division of Licensing Ip 26031 359 24X 

Fiche 30-200,84/08/03,8408130585 


84 00140029 Forwards corrected Page 2 to attachment to 840614 order 
confirming licensee connltments to implement poit-TMl 
related items in Buppl 1 to NUREG-0737. "Requlrtments for 
Emergency Response Capability" (Generic Ltr 82-33) 

MILLER. U R Operating Reactors Branch 3 GL-02-33 04/07/24 

STEWART. M L Virginia Electric 8- Power Co 3pp 26061 259 24X 

Fiche 50-330.84/07/24.8408140029 


— 8400140033 Correction to B406I4 order confirming licensee commitments 
to Buppl 1 to NUREO-0737 Completion date for technical 
lUpport ctr to be fully functional changed to 050731 
MILLER, J R Operating Reactors Branch 3 84/07/24 Virginia 

Electric & Power Co Ip 26061 263 24X Fiche 50-338, 04/07/24. 

8400140029 


B4081400SB Forward* addl info on draft SER, Outstanding Issue 36 on TMl' 
Item II K 3 12. Issue 58 re undetected failure of on-line ESF i 

relays 6 Issue 77 on control sys failures caused by 
malfunction of Instrument line 

WOOLEVER.E 0 Duquesnt Light Co 2NRC-4~119 B4/0S/09 

KNIGHTON, eg Licensing Branch 3 3pp. 26045 334 24X 

Fiche 30-412.84/08/09,8408140080 
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B40B140239 Application #or amend to (-icensc DPR-35> ctiang i ng Tech Specs 
to provide redundant tenp monitoring sgs suppression 

pool fa responding to portions of TMI action plan 
requirements of NUREO-0737 

HARRINCTQN.W D Boston Edison Co DECO 04-128 04/03/09 

VABSALLQ, D 13 Operating Reactors Branch 2 Ip S6055 316 24X 

Flche 50^293. B4/0B/O9. 0400140239 


--8403140245 Proposed Tech Spec changes, providing redundant temp 
monitoring sgs for suppression pool t responding to portions 
of THI action plan requirements of NUREG-0737 
HI Boston Edison Co 84/0B/09 13pp 26053 317 24X 

Fiche 50-293,04/00/09.0408140239 


8400140230 Responds to NRC 840613 request for info re analgsis It 
methodology for Mark I long-term program for safety relief 
valve actuation not In conformance ut/NUREO-0661 Revieu of 
procedures reveals complete conformance 

HARRINGTON. « D Boston Edison Co DECO 84-127 04/00/09 

VASSAL!- 0. D B Operating Reactors Branch 2 Ip 26033 358 24X 

Fiche 50-293,84/00/09.6408140250 


0408140293 Provides editorial changes to B40731 cover Itr fc Attachment 
1 re Suppl 1 to NUREQ-0737r safety parameter display sys 
PSAR fa Implementation schedule.per Reg Guide 1 97 variables 
JOHNSOM, B 0 Consumers Power Co 04/00/09 CRUTCHFIELDr D 
Operating Reactors Branch 3 6pp 26043 144 24X 

Fiche 50-255,04/08/09,8408140295 


8408140372 Forwards proposed rev to "Requali f lea tion Program for 
Licensed Operators! Senior Operators fa Senior Operators 
<Limit«d),” in response to NUR EG- 0737, Item I A 3 1 
MARSHALL. J 0 Conrannwealth Edison Co 9034N 84/00/07 

DENTON. H R Office of Nuclear Reactor Regulation. Director 2pp 
26051 240 24X Fiche 30-000,04/00/07,8408140372 


6403140408 Forwards request for addl Info to complete evaluation of 
util B30311 response to Oaneric Ltr 82-28 re Inadequate 
core cooling Instrument s y*, NUREO-0737, item II F 2 
CRUTCHFIELD, D Assistant Director for Safety Assessment 
L 003-84 -00 -008 84/08/06 CDUNSrL,W 0 Connecticut Yankee Atomic 

Power Co 6pp 26050 349 24X Fiche 50-213, 84/00/06, 8408140408 


8408140411 Forwards corrected Tech Spec Section 6 16, "Post-Accident 
Sampling Programs" fa Table 4 1-1 re instrument surveillance 
requirements, in response to NRC request for changes to 
840604 Tech Spec Change Request 115 

HU«1LL, H D General Public Utilities - OPU Service Corp 
5211-04-2190 84/06/06 STQLZ, J F Operating Reactors Branch 4 

Ip 26048 359 24 X Fiche 50-289. 84/06/08, 840014041 1 


—8408140415 Corrected Tech Spec Change Request 115, adding phrases to 
clarify Tech Spec Section 6 16, "Post-Accident Sampling 
Programs." <NURE0-0737. 51 B 3 fa 11 F 1 2) fa Table 4 1-1 re 
instrument surveillance requirements 

H* General Public Utilities - GPU Service Corp 84/08/08 2pp 
26048 360 24X Fiche 50-289, B4/O0/O8> 8406140411 


8408140417 Comments on NUREO-1055 re Ford Amend Study on improving 
quality fa GA in design fa const of nuclear power plants Rept 
should be sent to intervenors uho participated as full 
partiee to CP & OL proceedings 

SELL.iN Nuclear Information fa Resource Service 34/06/27 
ANKRUrtiO T QA 8 ranch Ip 26050 333 


408140431 Responds to NRC 840604 review of detailed control room 
design review program plan, per Suppl 1 to NUREO-0737 Summary 
rept ulll be submitted by Dec 1904 

PtLANT, JM Nebraska Public Power District NLSB4<K>226 84/08/09 

VASBALLOrD 6 Operating Reactors Branch 2 3pp 2603 0 3 5 9 24X 

Fiche 50-290, 84/08/09, 6408140431 


G40BL40556 Forwards Amend 7 bo License R-70, SERiElA L notice of 
issuance fa availability Amend renews license until June 
29, 2000 

EISENHUT, D G Division of Licensing 04/08/07 KERR, F Maryland, 
UnlV of, College Park, M» 3pp 26065 236 24X 

Fiche 50-166,04/08/07.6408140558 


^408150007 Responds to NRC 920607 ltr re guidelines developed to 
facilitate revleu following implementation of NUREO-0737, 

Item II B 3 re pos t-acc id ent sampling sys Info submitted to 
assist in SER preparation 

HARRINGTON* W D Boston Edison Co DECO 84-122 04/09/09 

VASSALtO, D B Operating Reactors Drench 2 9pp 26066 256 24X 

Fiche- 50-293. 84/08/09, 8408 1 50087 


8408150137 Forwards NRC comments on design evaluation rept program plan 
elements for detailed control room design revieiii, inc 1 ud Ing 
Info re control room Inventory fa selection of design 
improvements Response by 850101 requested 

KNIOHTUN.O W Licensing Dranch 3 64/00/01 VTLEY, E E Carolina 

Power & Light Co llpp 26104 203 24X Fiche 50-400,84/08/01, 

9408150137 


B4061S0212 Pequesi'S exemp i on rrom NUREG-0737. Tab 1 e 11 f 1-2, design 
basis shti^lding envelope criteria of 100 uCi/cc of gaseous 
radiotodine f particulai'es deposited on sampling media 
LINDER, F Dairyland Pouer Cooperative LAC-10104 B4/0B/01 

CRUTCHF ICLD. D Operating Reactors Branch 5 4pp 26066 241 24X 

Fiche 50-409 84/00/01,0408150212 


8408130223 Foi wards responses to 840504 ltr re INEL rept on util 
conformance to Reg Guide 1 97 requirements for emergency 
response capability fa Suppl 1 to NUHEG-0737 Changes to 
830921 imp lomentatlon plan listed 

LIDEN.L A Public Ser\lce Electric fa Oas Co of New Jersey 

84/08/09 VAROA, S A Operating Reactors Branch I 9pp 26066 001 

24X Fiche 50-272,04/08/09,8406150223 


B40B150269 Forwards "Evaluation of Detailed Control Room Design Revleij; 
Summary Rept for Oyster Creek Nuclear Generating Station," 
technical evaluation rept, per Suppl 1 to NUREG-0737 SALP 
input also end 

PAULSON, W A Operating Reactors Dranch 5 LSD5-84-08-016 

64/06/14 FIEDLER, P G General Public Utilities - GPU Service Carp 
14pp 26067 066 24X Fiche 50-219,84/08/14,8408150269 


0408150310 Forwards SER re TMI I terns II F 1 1, "Containment Pressure 
Monitor," 1 1 F 1 5, "Containment Water Level Monitor" fa 
II F 1 6, "Containnent Hydrogen Monitor " Design acceptable 
VASSALLO, D B Operating Reactors Dranch 2 84/07/30 UTLEY, E E 

Carolina Power fa Light Co 12pp 26099 341 24X 

Fiche 50-324.84/07/30,0408150310 


8408150320 Forwards, for review fa concurrence, NUREO/0R-OO5t, "Power 
Reactor Events, Jan-Fob 1984 " Concurrence requested by 
040713 

HEUTEMES.C J Director's Office 84/07/ J I DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 26099 204 


8408150380 Forwards IE Insp Rept 50-440/84-13 on 840709-12 No 
noncomp 1 lance noted 

PAPERIELLO, C J Region 3, Office of Director 04/07/27 
EDELMAN.M R Cleveland Electric Illuminating Co 2pp 26078 002 
24X Fiche 50-440,84/07/27,8408150380 


— 8409150361 IE Insp Rept 50-440/84-13 on 040709-12 No violations or 
deviations noted Major areas Inspected radiation protection 
program, me luding organlration fa staffing, training fa 
procedures fa radiography incident on 040616 

MILLER. D E , OREGER.L R Region 3, Office of Director 84/07/27 
6pp 260/8 004 24X Fiche 50-440,04/07/27,8408150390 


8408150526 Forwards NURFG-1031, "SER ro Operation of Millstone Nuclear 
Power Station, Unit 3 " 

YOUNGBLOOD, G J Licensing Branch 1 84/08/02 COUNSlL.W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 454pp 
26094 167 24X Fiche 50-423,04/00/02,8408150526 


B40B150544 Forwards IE Insp Rept 30-263/84-14 on 040625-29 fa notice of 
violation 

PAPERIELLO, C J Region 3, Office of Director 84/07/26 
LARSON. C E Northern States Power Co 2pp 26079 222 24X 

Fiche 50-263.64/07/26,8400130544 


—0406150347 IE Insp Rept 50-263/04-14 on 040623-27 Violation noted 
solid radwaste contained free standing liquid 
GRANT, M n , NICHOLSON, N A , GREGER.L R Region 3. Office Of 
Director 84/07/26 9pp 26079 225 24X Fiche 30-263,04/07/26. 

04OBI 30544 


640B160021 Requests justification of emergency operating guidelines by 
ref to Oconee guideline approved by NRC Response by 840914 
requested 

STOLZ.J F Operating Reactors Branch 4 04/06/08 CRQUSE, R P 

Toledo Edison Co 2pp 26120 210 24X Fiche 30-346,84/08/08, 

8408160021 


B40B160D33 Infor.ms that util plans to prepare general safety evaluation 
to expand safe load path boundaries in reactor bldg 
Evaluation will be submitted for review by 841101 
KANOA, 0 K General Public Utilities - GPU Service Corp 
44l0-a4-L-0l31 84/00/10 SNYDER, D J TMI Program Office 2pp 

26092050 24X Fiche 50-320,84/08/10,6408160035 


8400160039 Advises that upgraded in-core thermocouple sys schedule uilll 
be completed by 1906 refueling outage, per 640221 commitment 
fa will meet requirements of NUREO-0737, Item II F 2 
STEWART, W L Virginia Electric fa Power Co 449 84/08/01 

DENTGN, H R Office of Nuclear Reactor Regulation, Director 
EI8ENHUT,D0 Division of Licensing Ip 26092 052 24X 

Fiche 50-200,04/06/01,0406160039 
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Q4O0l6OO4i Forwards re-quest far addl info re procedures genoration 
package IPGP) Revieui ur PGP conducted per Generic Ltr 
ISuppl 1 to NUReO-073/) 

VASSALLO. D 0 Operating Reactors Dranch 2 GL-82-33 84/07/27 

UTLEY, E E Carolina Pouer Ty Light Co 9pp 26120 162 24X 

Fiche 50-324,84/07/27,8408160046 


8408160063 Clarifies SN'JPPS design & procedural controls for mitigation 
of postulated control room fires, per SSER 3 iNUnEO-0B3O) 

Requests meeting u/NRCiper procedures for disposition of 
backfitting requirements implemented by IE 6 MRfl 

PEFRICK-M A Standardlied Nuclear Unit Pouier Plant System GLNRC 
84-0106 84/08/10 DENTON, H R Office of Nucleai Reactor 

Regulation, Director ap p 26085 313 24X Fiche 50-000, 84/08/10, 

8408160063 


8408160000 NUREO-0675 S2& 

SAFETY evaluation REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON nuclear POWER PLANT, UNITS 1 AND 2 Docket Nos 50-275 
And 50-323 (Pacific Gas And Electric Companyl 

» Division of Licensing 04/07/31 I2?pp Available at NRC 
»5 50 26124 033 24X Fiche 50-273.04/07/31,8408160080 


8408160092 Forwards safety parameter display sys <9PD9> 
preimplementation audit results Schedule For submittal of 
add] SPDS info due tuithln 60 days af ltr receipt NUREO-0737. 

Suppl 1 guidelines require resolution 

VASSALLO, D Q Operating Reactors Dranch 2 84/08/03 PILANTiJM 

Nebraska Public Power District I2pp 26126 329 24X 

Fiche 30-2'?8, 04/OB/O3, S408160092 


8408160102 Forwards IE Insp Repts 50-317/84—16 & 30-318/04-16 on 
840604-00 fA notice of violation 

MARTIN, T T Division of Engineering & Technical Programs 84/07/24 
LUNDVALL.A E Baltimore Gas & Electric Co 2pp 26108 139 24X 

Fiche 90-317.04/07/24,8400160102 


—0400160115 IE Insp Repts 50-317/04-16 8, 50-318/84-16 on 040604-08 
Violation noted failure to establish procedures for 
incomplete work follouup on safety-re lated mod to auxiliary 
feedwater sys 

DLUhDEHO,N , DETTENWAUaEN, L Region 1, Office of Director 
90-310/04-16 04/07/12 I8pp 26108 138 24X 

Fiche S0-3l7i 84/07/24, 8408160102 


0400160125 NURE0/CR-3B70 

RAO I AT ION dose ESTIMATES AND HAZARD EVALUATIONS FOR INHALED 
AIRBORNE RADIONUCLIDES Annual Progress Rept July 1982 - 
Juno 1983 

MEWHINNEY.J A Inhalation Toxicology Research Institute FIN 
A-1031 LriF-109 04/07/31 QSpp Available at NRC *3 79 
26122 313 


8408160146 NUREO/CR-3735 

ACC I DENT- INDUCED FLOW AND MATERIAL TRANSPORT IN NUCLEAR 
FACILITIES— A LITERATURE REVIEW 

DOLSTAD,J N , OREODRY, W 8 , MARTIN, R A Los Alamos Scientific 

Laboratory FIN A-702‘? LA-100079-MS 84/07/31 45pp 26122 266 


0400160199 Forwards 8 Er on NUREO-0737, Item 1 1 K 3 22 re automatic 
switchover of RCIC sys suction Manual switchover of RCIC 
suction on low water lesel In condensate storage tank 
accep tab le 

VASSALLO, D B Operating Reactors Branch 2 04/07/27 PARRIS, HO 

Tennessee Valley Authority 9pp 26126 154 24X 

riche 90-239,84/07/27,8408160195 


0400160163 Forwards DCS tNUREO-10B9> FR notice of availability W/o 
DES 

0CHW£NCCR,A Licensing Branch 2 04/08/09 HIR8CH, A 

Environmental Protection Agency 2pp 26124 399 24X 

Fiche 90-410,84/08/09,0408160163 


— 8403160166 Notice of availability of DES <NUREG-1099) 

SCHWENCER.A Licensing Branch 2 84/00/09 2pp 26124 397 24X 

Fiche 90-410, 04/00/09. 0406160163 


8408160167 Informs of review of 840619 ltr re auxiliary feedwater sys 
(AFWI <TMI Item JI E 1 IJ Requests Tech Spec for monthly 
surveillance testing of AFW sys pumps 

MILLER, J R Operating Reactors Branch 3 04/00/01 RANDAZZArJ D 

Maine Yankee Atomic Pouer Co 2pp 26124 390 24X 

Fiche 50-309,04/00/01,8400160167 


0400160180 Forwards results of review of NUHEG~0737, Item II B 3 open 
Items re post-accident sampling sys Mods mill be completed 
& eye operational by Sept 1984 

ALEXICH.M P Indiana e< Michigan Electric Co AEP NRC 0678H 
84/08/02 DENTON. H R Office of Nuclear Reactor Regulation, 
Director 4pp 26092 036 B4X Fiche 90-319,84/08/02,0408160108 


840B160191 NwREG-0020 VOB N06 

LiCENStD OPERAriNG REACTORS STATUS SUMMARY REPT Data As Of 
May 31, 1904 (Cray Book ) 

• Division of Dudget tc Analysis 84/07/31 394p p 26123 001 


0408160215 Forwards addl info ro current alternate post-accident 
sampling sys nethod s, conp 1 s t Ion schedules for procurement of 
camp nnents, cons t !, operator training tc ju s t i f 1 cat i on for 
deferral to Cycle IX refueling outage 

MEDFDRD.M 0 Southern California Edison Co B4/0B/14 PAULSDN, H A 
Operating Reactors Dranch 9 I7pp 26090 334 24X 

Fiche 90-206.84/08/14,8400160219 


0408160220 Forwards IE Insp Rept 50-382/84-21 on 840514-18 No 
violations ar deviations noted 

GAGLIARDO. J E Region 4, Office of Director 84/06/28 
LEDDICKiR S Louisiana Power 8, Light Co 2pp 26106 237 24X 

Fiche 90-382,84/06/28.8400160220 


—8400160226 IE Insp Rapt 50-302/84-21 on 840514-18 No violation! or 
deviations noted Major areas inspected previously identified 
insp findings 8, selected TMI action plan requirements 
CHANEY, H D , MURRAV, B , CRDSSMAN.W A Region 4, Office of 
Director 04/06/28 9pp 26106 239 24X Fiche 90-382,04/06/28, 

0400160220 


B40BJ 60248 NUREO/CR-3761 

RELAP9 THERMAL-HYDRAULIC ANALYSES DF PRESSURIZED THERMAL 
SHOCF SEQUENCES FOR THE OCONEE- 1 PRESSURIZED WATER REACTOR 
FLETCHER, C D , BDLANDEft, M A , STITT. B D EOtcO, Inc FIN A-6047 
EOO-2310 84/07/31 Division of Accident Evaluation I69pp 

26129 001 24X Fiche 50-269,84/07/31,8406160240 


0408160249 Notification of 840827 meeting u/C-E Cwners Group Operations 
Subcommittee in Dethesda, MD to discuss task analysis 
requirement of Soppl l to NUREG-0737 i< Generic Ltr B2-33 L 
portions of •CEN“192 ,Rbv 3 re inadequate core cooling 
CLAYTON, H 8 Procedures & Systems Review Dranch GL-a2-33 
04/08/09 ZIEHANN, D L Procedures Systems Review Branch Spp 
26126 248 


8409160290 NUREO-0675 S27 

safety EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON nuclear POWER PLANT, UNITS 1 AMD 2 Docket Nos 90-279 
And 50-323 (Pacific Oas And Electric Company) 

* Division of Licensing 04/07/31 31pp Available at NRC 
♦3 90 26122 239 24X Fiche 90-279.04/07/31,0408160290 


8408160262 NUREO-1031 

safety evaluation report related to THE OPERATION OF 
MILLSTONE NUCLEAR POWER STATION, UNIT NO 3 Docket No 
90-423 (Northeast Nuclear Energy Company) 

« Division of Licensing 84/07/31 971pp Available at NRC 

«11 00 26121 001 24X Fiche 90-423,84/07/31,8408160262 


8408160333 Forwards responaes to Parts 2 3 of Accident Evaluation 

Branch draft SER Open Item 53 re control room habitability 
WOOLEVER.E J Duquesne Light Co 2NRC-4-124 84/08/13 

KNIGHTON, 0 W Licensing Dranch 3 3pp 26089 338 24X 

Fiche 90-4i2, B4/08/13, B4OB160333 


0408160368 Forwards Rev 1 to "Detailed Control Room Design Review 
Program Plan," per NUmEO- 0737, Item I D I Suppl I to 
NUREG-0737 

HARRINGTON, W D Boston Edison Co HECO 84-134 84/00/14 

VASSALLO, D 3 Operating Reactors Dranch 2 Ip 26090 139 a4X 

Fiche 90-293,04/00/14,8408160368 


— 8408160369 Rev 1 to "’Detailed Control Room Design. Review Program 
Plan '■ 

* Boston Edison Co 04/06/30 J20pp 26090 160 24X 

Fiche 50-293,84/00/14,0408160368 


B40B160374 Forwards proprietary '’Conceptual Design Description for 
Pilgrim Nuclear Power Station Emergency & Plant Info 
Computer (EPIC) Safety Parameter Display Sys <SPD8)," per 
031026 commitment TMI Action I tern I D 2 Rept withheld. 
HARRINGTON, W D Doston Edison Co BECO 84-133 84/08/10 

VASSALLO, D B Operating Reactors Dranch 2 Ip 26091: 192 24X 

Fiche 90-293,84/09/10,8400160374 


8408160431 Forwards DEB (NUnE0-l085> U FR notice of availability M/o 
DES 

SCHUENCER.A Licensing Dranch 2 04/08/09 HOOTEN, H J. Niagara 

Mohawk Power Corp 2pp 26122 355 24X Fiche 50-410,84/08/09, 

840B160431 


8408160511 Forwards IE Insp Rept 90-459/84-12 on 040604-03 No | 
violations or deviations noted 

JOHNSON, E H Region 4, Office of Director 04/07/30 CAHILL, W J I 
Gulf States Utllltios Co 2pp 26108 001 24X I 
Fiche 90-458,04/07/30,8408160511 
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— 94091 603 IS 

t ion« 
mon 1 tor Ing 
training- fei 
BACn. R E , 
04/07/00 


In»p n»pt 30-4SB/e4-l2 on 840604-06 Md violations or 
noted Major areas Inspected radiological environ 
progra^» including organliatlon & mgt controlsi 
qualifications U equiptnent it supplies 
WISE^R , HkJJlRAY.O Region 4. Office of Director 
Bpp S610B 003 24X Flche SO-4 SB, B4/07/30* 040816031 1 


840BS00219 Denies e30'?27 request to revise Tech Specs re containment 
hgdrogen analgiers Present calibr requirement preferred 
because of more accurate hgdrogen concentration measurement 
MILLER, JR Operating Reactors Branch 3 04/09/01 GRIFFlNiJM 

Arkansas Power & Light Co 2pp 26142 286 24X 

Flche 30-360, 04/08/01 , 8408200219 


Q40Q170033 Fot-uards "'Control Room Design Revleui Suflitnary Rapt - Mope 
Station! m response to Generic Ltr 02-33, 
MItTl R L Mf«ting requested 


1 ) Meeting requa 

/II cn n-, Public Service Electric it Gas Co o# Neui ^/ersey 
04/00/14 BCHWEflCER.A Licensing Branch 2 
.£6110 133 a4X Fiche 30-3 3 4, 94/09/14. 8400170 053 


3pp 


9408200303 Informs that response to Recommendation 0L-'2 re inadvertent 
closure to condensate storage tank isolation valve 
1NURE6-0737. Item II E 1 1) uill be delayed until 040824 due 
to outage preparation uork 

MARSHALL. J R Arkansas Power 4 Light Co OCAN0aB4O9 84/09/10 
ST0L2.J F Operating Reactors Branch 4 Ip 26133 330 24X 

Flche 30-313. 84/08/10. 8408200303 


0400170094 Respanda to Q4071S ltr re 840302 Pottstown Mercury article 
** *'**11'*'* petition Loiu level normal operation releases 
expected to be uell uilthin recognized safety limits Excerpts 
From T)E8 en.c I 

DIRCK3, 14 J Office of the Executive Director for Operations 
ayoa/08 WALKER, n 8 House of Rep Ip 26133 322 24X 

Flche 30-332, 04/00/00, 0400170094 


8408200311 Advises that Energencg Operating Procedure OP-404. "DHR 
figs. “ addresses concern raised at B40215 meeting re boron 
precipitation decay heat sgs flow into reactor hot leg 
UESTAFER.G R Florida Power Corp 3FOB04-O3 04/O8/OB 

RIVENBARK. O W Operating Reactors Branch 4 Ip 26133 019 24X 

Flche 30-302,04/08/08.8400200311 


B4Qai70lQ4 Fofuarde FR notice of avallablUty of DEB (NUREG-loas). Sve 
list end 

8 CHWENCER. A Llcensinp Branch 2 84/08/09 Library of Congress 

3pp 26J34 393 24)C Flche 50-410.84/08/09,8408170104 


840Bi70l07 FortuarrfB DRS INyREG-lOaS) Comments due 45 days after 
publication of FR notice of availability W/o end 

fiCHWENGER.A Licensing Branch 2 04/08/09 Netu York. State of 

Ip 36134 332 24X Flche 30-4 1 0,84/08/09.9408170107 


B4O017O11O Forwards DES <NUR£G“!OaS) Comments due 45 days af ter 
publication of fR notice of availability W/o end 
SCHWEMCER.A Licensing firanch 2 84/08/09 WOOD. J M Cominerce. 

Dept of, Natl Dc eanagr aph 1 c tt Atmospheric Admini stra tloh Spp 
36134 349 24X Flche 90-4 ID, B4/08/09. 8400170110 


84001701.30 Forward# evalcration re resolution of SER Conf 1 rma tory 
9,TMl action plan iteni It status of review of steam 
generator tube rupture event 

VaUNOQLOOD, D J Licensing Branch 1 84/08/09 SPENCE, M D Texas 

Utilities Electric Co tformerly Texas Utilities Generating Co ) 
ICpp. 26134 339 24X Flche 80-445.64/08/09, 6408170130 


B40B17O277 Forward# info on NUREO-O737i Item II B 3 re post-accident 
sampling sy s. «upp 1 ement Ing 031026, 1202 1(040323 submittals 
Result# of engineering evaluation of post-acc ident airborne 
particulates uill be sent by June 1903 

BAYNE* J* P Pouer Authority of the 8tat« of New York lPN-a4-31. 
Q4/08/13 VARGA, fi A Operating Reactors Branch 1 3pp 26119 236 
SAX Flche 30-266,84/00/13.0408170277 


Q4O817O306 Requests meeting to discuss detailed control room design 
review u/respect to Nuclear Util Task Action Committee 
d acumen ti 

VAROA, a A Operating Reactors Branch 1 04/09/34 MCDONALD, R.P 

Alabama Power Co 3pp 36134 193 24X Flche 30-348,94/09/34/ 

9409170386. 


1408200018 Board Notification B4-143 forwards Ofc of Investigation Rept 
1-B3-010 on alleged falsification of TMl-2 leak rate 
surveillance test data.^Rept consistent u/8upp 1 5 to 
NURCO-06BO re TMI-l restart 

El 8 EM HUT, D O Division of Licenilng 84/00/19 PALLADINO, ROBERTS, 
A8SELBTIME Commissioners 9pp 26300 149 34X 

Fi chO' 00-289.04/08/19,0408300018 


)4O-02OO135 Forwards addl Info concerning bNREO-0737i Item II D 3 re 
post-accident sampling, per 840719 request Rexnord Model 
340 portable oxygen monitor used to determine dissolved 
oxygen lit reactor coolant sample.. 

CROUBE, R P To 1 ado Edison Co 1066 84/08/14 9TDLZi J F 

Operating Reactors Branch 4. I9pp 26133 360 24X 

Flche 90-346,84/08/14,8408200133 


8408200173 Fdruards response to 840709 request for addl Info re 
inadeiiuate cars cooling instrurtientatlan. per Generic Ltr 
82-38 Comments r# subcoo) ed margin moni tor, core exit 
ther/noc ou-p I es & heated junction thermocouples end 
CaUNQIL,l^ O Northeast Nuclear Energy Co Isubs of Northeast 
UblUtles) CDUWajLr W O Northeast Utilities AD4089 04/00/14 

HILLER. J. R DperatlTig Reactors Branch 3 34pp 36133 039 24X 

Flche 50-336,84/00/14.8409300173 


8408200330 Provides excerpts from Missile Impact Analysis Rept 
E/L 30622 re turbine-driven emergency feedwater pump 
missile potential, in response to NUREG-0737. I torn II E 1 i 
Reaponae satisfies Item 2b of B40501 SER 
WEgTAFER.O R Florida Poujer Corp 3FOa04-O2 04/08/08 

RIVENBARK, O W Operating Reactors Branch 4 2pp 26133 002 24X 

Fiche 90-302.04/00/00,8400200330 


8408200339 Forwards Amend 82 to License DPR-40 6 safety evaluation 
Amend adds operability 6 surveillance requirements for 
containment hydrogen, water 6 pressure monitors 

TOURIONV.E G Operating Reactors Branch 3 04/08/02 JONES, U € 

Omaha Public Power District Ip 26141 220 24X 

Flche 30-283,04/00/02,8400200359 


—0408200361 Safety evaluation supporting Amend 02 to License DPR-40 
* Office of Nuclear Reactor Regulation. Director OL-03-37 
64/00/02 4pp 26141 226 24X Flche 30-203.04/08/02,040020035? 


8400200306 Forwards DEB <NURE0-iO74 J , per 840810 telcon w/D Wagner W/o 
end 

BCHWENCER.A Licensing Branch 2 04/08/10 AL8. E Environmental 

Protection Agency 3pp 26141 217 24X Fiche 50-334,04/08/10. 

0400200306 


0408200387 Advises that program plan for conducting detailed control 
room dosign review meets intent of Suppl i to NUREO-0737 
Listed areas should be described in summary rept expected 
890830 

VARGA. S A Licensing Branch I 94/00/10 STEWART, W L Virginia 
Electric it Power Go 2pp 26141 219 24X Fiche 30-000,04/00/10. 

8400200307 


0408200414 Forwards draft safety evaluation of procedures generation 
package for emergency operating procedures Response to open 
items re writers guide (( vai Idatlon/ver If Ication programs 
requested within 30 days of ltr receipt. 

RIVENBARK. OW Operating Reactors Branch 4 04/00/09 TUCKER, HB 

Duke Power Co 2pp 26102 001 24X Flche 90-269.04/00/09, 

8408200414 


0408200449 Responds to 840712 request for consideration of constituent 
H Mayerson 840607 ltr w/040302 Pottstown Mercury article 6 
encl petition Lou level normal operation releasot expected 
to be well within rocognited safety limits 

D1RCK0. V! J Office of the Executive Director for Operations 
04/08/00 WALKER, R B House of Rep Spp 26102 313 24X 

Flche- 50-332, B 4 /O 8 /O 0 , 0408200449 


— 0408200434 Forwards constituent H Mayerson 840607 Hr w/040502 
Pottstown Mercury article, ''Limerick to Release Very Small 
Amounts of Radioactivity" L petition St requests 
Investigation of statements 

WALKER, R 8 House of Rep 04/07/12 KAMMERER, C Office of 
Congressional Affairs 6pp 261B2 333 24X Fiche 50-352. 

04/00/08, 04OB2OD449 


0400200469 Forwards SER (NUREO-10311 re operation It FR notice of 
avsllablllty W/o HER 

YOUNGBLOOD, B J Licensing Branch 1 84/08/13 COUNSlL, W 0 

Northeast Nuclear Energy Co (subs of Northeast UtilltlesJ, Gpp 
26143336 24X Flche 30-423,84/00/13,8400200469 


Q40B200190 Forward# SER on propa«*ff resolution for integrated plant BAR 
INURE0-0B24 1 , Sec tion 4 28.3 rp ga# turbine preventive malnt 
prograni, Program acceptabla 

8 HEA, -J Oparatliifl Reactor# Branch 3 L8O5-04-O19 84/08/16 

CDUNQIL, W 0 Northeast -Nuclsar Energy Co, Csub# of Northeast 
Utilities} 4pp 26133 064. 24 X Fiche 30-245, 84/08/ 16, 8 408200190 


—0400200471 Notice of availability of SER lNUREO-1031) 

YOUNGBLaOD.D J Licensing Branch 1 04/00/13 Spp 26143 359 

24X Fiche 50-423,04/00/13,8400200469 
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0400200321 ProtGsta ref to author in Suppl 3 to NLIRE0-06B0 as one of 
five util jTtg t personnel involved or implicated in 
Indictment Staff accusation improper L damaging to author 
reputation Requests withdrawal of findings 

KUNDER.G A Affiliation Not Assigned DSB 162 SP B4/0S/13 
PALLAOtNO-N J Commissioners 2pp 26136 361 a4X 
Flche 50-209,84/06/13.8408200321 


8408200531 Protests treatment of author in Suppl 3 to NURE0-06S0 re 
leak rate tests at TMI~a US Atty conclusions In statement of 
fact mlsl ead i ng > ou t of content or erroneous Requests refusal 
of staff conclusions 

FLOYDiJ R Affiliation Nat Assigned DSD 161 SP 04/00/13 
PALLADIND, W J Commissioners 2pp 26137 026 24X 

Fiche 50-209,04/09/13.8408200331 


B4O02OO34O Forwards DES (NJREO-10731 e< FR notice of availability U/o 
DEB 

acHWEMCER. A Licensing Branch 2 84/00/09 CAHILL. W J Oulf 

States Utilities Co 2pp 26143 283 24X Flche 50-438.84/08/09. 

B40B200S40 


— B40B200546 Notice of availability of DE0 ilNURE0~1073} Related 
correspondence 

SCHWENCER, A Licensing Branch 2 84/08/09 2pp 26143287 84X 

Fiche 30-438.04/00/09,8408200340 


6408200352 Forwards DES {NJREO-10731 & FR notice of issuance & 
availability W/o DES 

SCHWENCCR.A Licensing Branch 2 84/00/09 HIR8CH.A 

Environmental Protection Agency Spp 26143 277 24X 

Fiche 50-458. 04/08/09. 8400200552 


0400200300 Expresses dissatisfaction u/staff conclusions re author in 
Suppl 3 to NUREC-0680 concerning RCS leak rate tests 
Conclusion that author involved or implicated in indictment 
misleading it unfair NRC conclusions should not be adopted 
3EELIN0ER.0 L Affiliation Not Assigned DSB 163 0P 84/00/09 
PALLADINO. N J Commissioners 2pp 26137 130 24X 

Flcho 30-289.04/08/09,8400200380 


0408210002 Forwards OAR for safety assessment sys/safety parameter 
display sys.per NUnE0“0737. Suppl 1 & 830413 & 040312 Itrs, 
O'TQDLE.J D Consolidated Edison Co of New Vork. Inc 84/08/15 
EISCNHUT.D 0 Division of Licensing 13pp 26103 054 24X 

Fiche 50-247,04/08/13.8408210002 


8400210029 Advises that nods to containment pressure monitoring sys 
to increase sys range 6 sys mod to measure vacuum up to 5 
psig satisfy NUREO-0737 requirements & are acceptable 
PAULSON. W A Operating Reactors Branch 3 LSD3-04-O8-O21 

04/08/17 LINDER. F Dairyland Power Cooperative 2 p p 26101 335 
a4X Fiche 30-409.04/08/17.8408210029 


0406210031 Forwards addl info requested in NRC 840430 Itr re exceptions 
to conformance to Rev 2 to Reg Guide 1 97 Ends should close 
Open Item 12 of beR <NLIRE0-09?1 ) 

KEMPER,JS Philadelphia Electric Co 04/08/16 SCHl^iENCER. A 

Licensing Branch 3 Upp 26181 337 24X Flcho 30-332.04/00/16, 

0400210031 


0400210054 Forwards Amend 71 to License BPR-72 & safety evaluation 
Amend revises format of physical security plan to be 
compatible w/NUREO-0908 &< changes number of operational 6 
administrative requirements 

SILVER. H Operating Reactors Branch 4 84/00/13 N[LGUB.1J8 

Florida Power Corp Qpp 26193 163 24X Fiche 80-302.84/00/13, 

0408210034 


— 8400210061 Amend 71 to License DPR~72, revl si ng format of physical 
security plan to be compatible w/NUREG-090B & changing 
number of operational & administrative requiroments 
BTQLZ.J r Operating Reactors Branch 4 04/06/13 2pp 

26195 166 24X Fiche 30-302,84/08/13.8400210054 


0400210128 Forwards 840629 OA review plan, per 040723 request Peckage 
Includes transmittal Itr.OA review plan ?< NUREC-lOSS M/o 
enc 1 

LINEMAN, J J Repasltory Projects Branch iPost 8310011 626 

04/07/30 NEFF, 0 0 Energy. Dept of Ip 26195,319 


8400210158 Forwards statu* rept re control room design review, per 
Suppl 1 to KUREO-0737 If plan not fully resolved by fuel 
load. 1 Icens ing ul 1 1 be accomplished on PDA basis 

YOUNGBLOOD. D J Licensing Branch 1 04/00/13 SPENCE. M D Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 
20pp 26193 207 24X Fiche 50-445,04/00/13.0408210180 


8408210313 Forwards revised FSAR App 7A pages addressing NRC 040623-26 
requests for addl info re Reg Ou I tf e J 97 As-built plant 
design mfo.na* included in original submi ttal , incorpora ted 
Design provides info required to satisfy Rev 2 to reg guide 
PEffllCKrNA S^'andard i 1 ed Nuclear Unit Power Plant System SLNRC 
84-107 84/00/16 DENTON. H R Office of Nuc I oar Reactor 

Regulation. Director 65pp 26179 060 24X Fiche 30-000.84/08/16. 

84082103X3 


0408210333 Submiti safety analysis of safety parameter display lyt & 
operational support ctr as required by Generic Ltr 02-33 re 
omergency response capability iBuppA 1 to NURE0-0737> 

LINDER, F Dalryland Power Cooperative LAC-iOlS4 B4/GB/13 
CRUTCHFIELD. D Operating Reactors Drancli 3 8pp 26179 332 24X 

Flcho 50-409. 84/00/13. 0400210333 


0406210338 Informs that no addl pos t-ae c fcden fc sampling sys required to 
meet guidance of NURFO-0737, Item II B 3 Item complete 
High-range containment radiation monitors acceptable method 
of providing indication of core damage 

PAULSON, W A Operating Reactors Branch 5 LBC15-B4-OB-021 

84/08/17 VANDEWALLF. D J Coniumars Power Co 3p p 26179 358 
24X Fiche 30- I 33, 04/00/ 17r B40B21033B 


8400210346 Forwards ’’Crystal River Nuclear Power Plant Exercise 
Feu specific NUREO-0634/FEMA-REP-l* Re v 1. defie I enc 1 ti 
•observed during 840423 emergency exercise State of FL St 
Citrus it Levy counties participated 

KRIMH.R 11 Faderal Emerga-ncy Management Agency 84/08/13 
■JORDAN. E L Division of Emergency Preparednesx & Engineering 
Response (Post 030103) 2pp 26179 136 24X Fiche 30-302.84/00/13. 

8400210346 


— 8408210334 ‘^‘Crystal River Nuclear Power Plant Exercise 

« Federal Emergency Management Agency 04/05/11 42pp 
26179 130 24X Fiche 30-302,64/08/13.8408210346. 


8408210357 Responds to 040901 ltr re NUREG-0737, J tem 11 E 4 2(7), 
’’Purge & Vent Valve Isnlatien Revs to Unit S Tech Specs 
expected to be submitted by 040903 Unit 1 mods will be 
completed during scheduled Pall 1904 refueling outage 
OUeWA, L T Georgia Pouer Co NED-B4-425 84/00/16 STOLZ, U F 

Operating Reactors Branch 4 2pp 26180,241 24X 

Fiche 50-321.04/00/16,8408210397 


84O021O36B Forwards IE Insp Repts 30-332/84-26 U 30-333/84-09 on 
040601-30 U notice of violation 

aTAROSTECKI, R Division of Project Rsiident Programs 04/00/02 
KENPER.J 8 Philadelphia Electric Co 2pp 26163 109 24X 

Fiche 30-352.04/08/02. 0400210368 


»-B40a21038l IC Insp Rsptf 50-352/04-26 I, 50-353/84-07 on 040601-00 
Violations identified inadequate diesel generator test 
program implementation it Inadequate celibr procedure for 
valve position indicating sys 

CHAUDHARY, S K , MI6GIN8. J T . BALPNACKiM Region 1, Office Of 
Director 30-333/04-09 84/07/24 i3pp 26193 115. 24X 

Fiche 30-352.04/08/02.0400210368 


8408210396 Forwards Info documenting results of review E. Implementation 
of required changes & mod*. per Generic Ltr Bl-07. "Control 
of Heavy Loads” It NUREO-06I2 Minor error noted in. 0O1S22 ltr 
corrected 

TUCKER. H B Duke Power Co GL-ai-07. 04/08/17 DENTON, H R 

Office of Nuclear Reactor Regulation, Director ADENSAM. E 0 
Licensing Branch 4 36pp 26100 271 24X Fichi 30-369. G4/0B/17, 

8408210396 


B40B2L0415 Requests extension for Implementation of upgraded emergency 
operating procedures from Third Quarter 19B3 until Fourth 
Querter 1983 Extension ltIII allow all licensed operators to 
receive training in use of new procedures at simulator 
WITHERS,!) D Portland General Electric Co 0L-B2-33 84/08/13 

EI&ENHUT.DG Dlvlilan of Licensing Spp 26180:339 24X 

Fiche 30-344. 84/08/15. 8408210413 


6400210419 Forwards Rev 0 to CVONA rept, "Main Steam/Feedwater Piping 
Analysis Rept " Rept addresses SEP Topic I1I-6 re safe 
shutdown sys piping outside vapor container 
KAY, J A Vanhte Atonic Electric Co FYR 84-87 84/09/16 

CRUTCHFIELD. D, Operating Reactors Branch 3 Ip 26178 196 24X 

Fiche 30-029,84/08/16.0408210419 


0400210484 Submits revised commitments proposed changes to Tech Specs 
h emergehcy procedures re meteorological sys, per NUREO-0654. 

App 2 Quorterlg meteorological sensor callbr should be 
performed semlennua 1 1 g, 

DALE. L F Mississippi Power it Light Co AECI1-B4 10334. 04/DB/14 

DENTON, H R Office of Nuclear Reactor Regulation, Director, 2fp. 
26177,338 24X Fiche 50-416,84/00/14,0400210404 
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B'4-0B2105A4 Forwards draFt safety evaluatio-n of f-IUREG-07J7> I tern II F 2 
re inadeq.Liato core cooling instrumentation sgs Evaluation 
identifies open j*-BmE ^Vddl info requested uithin 3 coke W/o 
enc 1 

VARGA, a A Operating Reactors Branch i 04/08/14 WILLI AM3,J VI 

Florida Power b Light Go Ip 26175 255 24X Fiche 50—250* 

04/Oa/H* B4O021O564 


840B22D332 Comments on NUWCG--1055 re Ford Amend rept Study of hu/non 
behavioral factors as applied to UA should he recogniied. 
evaluated ^ developed as constructive mgt effort of nuclear 
Indus ti y 

rtANMiNO.H A Cj 1 ber t/Commonujealth, Inc (forinprly Gilbert 
Associates, Inc > 94/03/16 CHILK* S J Office of the Secretary of 

the Commission Ip 26174 062 


B40B220107 NUREG-OASO S06 

safety evaluation report related to the operation of 
SH 0REMAI4 NUCLEAR POWER STATION, UNIT NO I Docket Up 50-322 
(Long Island Lighting Conpany) 

« Division of Licensing 04/07/31 33pp Available at NRC 
*3 75 26177 304 24X Fiche 50-322*04/07/31,9400220107 


0408220192 Forwards IE Insp Rept SO-45B/04-O6 on 040430-0304 No 
violations or deviations noted 

JOHNSON, E H Region 1. Office of Director 04/07/19 CAHILL* N J 
Gulf States Utilities Co 2pp 2610B 076 24X 

Fiche 90'45a, 04/07/19* 0400220152 


9408220333 NUftEO/CR-3473 

A REVIEW or THE LIMEHiCh GENERATING STATlDfl BEUERE ACCIDENT 
RlSft assessment Revieuj of Core Melt Frequency 

AZARM^ M A , BARl.fl A . 0OCC lo* J L Rrookhaven National Laboratory 
FIN A-3373 aN»_~NURE0-3 1 7 1 l S4/07/31 Division of Safety 

Technology 1 92p p Available at NRC 00 26200 203 24X 

Fiche 50-352,04/07/31.0400220333 


0400220346 NUREC-0675 526 

safety evaluation REPORT RELATED TO THE OPERATION OF DIADLO 
CANYON NUCLEAR POWER PLANT, UNITS 1 AND 2 

♦» Division of Licensing Q4/07/31 204pp Available at NRC 

♦6 50 26200 001 34X Fiche 30-275*84/07/31,0408220346 


— B409220157 IE Inap Rept 50-490/04-06 on 840430-0504 No violations 
noted Major areas inspected radiation protection program 
including organ i la t i on* mg t cofitro I s, staf f ing , quol i f ica ti one* 
training programs L selected NUREG-0737 action items 
CHANEYiH D , MURRAY, D * JAUDON* J P Region I. Office oF Director 
94/07/18 26pp 26100 070 24X Fiche 50-459.04/07/19*0400220152 


0400220237 Discusses post^acc 1 dent sampling sys being installed to 
address NR-C requirements in NUREO-0737* Item II P 3 High 
radiation sampling sys described in PSAR luill be 
operational on each uni*- prior to initiat criticality 
TRAMM, T R Commonwealth Edison Co 7072N 94/00/13 DENTON, H R 

Office of Nuclear Reactor Regulation, Director Ip 26173 137 24X 

Fiche 50-000, 04/00/13* 0408220239 


0400220265 NUflEG-0733 SOI 

A PRIOR IT! 2ATIPN OF GENERIC SAFETY ISSUES 

EMRIT. R . MINNERS.W * VANDER MOLEN. M Divisltin of Safety Technology 
04/07/31 iSOpp 2621S 062 


9400220308 NUREG-0940 V03 ND2 

ENFORCEMENT ACTIONS SIGNIFICANT ACTIONS RESOLVED Quarter ly 
Progress Rep art, Apr 1 l-Jijne 1994 

e Enforcement Staff 04/07/31 363pp 26202 001 


0408220063 Foi wards response to request for addl info re control of 
heavy loads mods, per NUREG- 0612 . resu 1 1 ing from discussions 
u/Frantlin Research Ctr 8< Rev O to Procedure 1408-6* 

‘Trocedure for Insp of Wire Rope or Synthetic Slings " 

HURILL^H D General Public Utilities - GPU Service Carp 
3311-04-2200 04/00/16 ElSENHUT, 0 0 Division of Licensing 6pp 

26109 324 24X Fiche 30-289,04/00/16,0408220363 


8408220370 NURE0/CH-3a67 

analysis of the impact 0*^ INSERVICE INSPECTION USING A 
PIPING RELIABILITY MODEL 

SIMONEN.r A , WOO, H H Battel le Metrerial Institute, Pacific 
Northwest Laboratories FIN D-a209 PNL-5149 84/00/31 

Division of Engineering Technology 5Spp Available at NRC 44 29 
26199 249 


B4G8220375 Responds to req.uest far addl info re analysis to determine 
gas 6 water cloariny thrust loads concerning second safety 
relief valve actoations in discharge lines, per NlJREG-0661 
Containment adequate for five 6 addl five valve actuation 
FIEDLER, P B General Public Utilities - GPU Service Corp 84/00/19 
CRUTCHFIELD* D Operating Reactors Branch 5 Spp 26191 347 24X 

Fiche 50-217,84/00/15,0408220375 


8400220310 DRAFT ENVlRQNhENTAL STATEMENT RELATED TO THE OPERATION OF 
NINE MILE POlNf NUCLEAR STATION. UNIT NO 2 Docket No 50-410 
(Niagara Mohawk Power Cor poratlon* Rochester Gas It Electric 
Corporation And Central Hudson Gas 6 Electric Corporation) 
ft Division of Licensing 04/07/31 3l3pp 26201 037 24X 

Fiche 90-410* 04/07/31. 0400220310 


0400220325 NUREG-t073 

DRAFT environmental STATEMENT RELATED TO THE OPERATION OF 
RIVER DEMD 8TATIQN Ooclat No 50-450 (Qulf States Utilities 
Company ^ Cajun Electric Power Cooperative) 

* Division of Licensing 04/07/31 249pp 26199 OOl 24X 

Fiche 50-438.04/07/31*8400320325 


1408320326 Forwards safety evaluation 1< technical evaluation rept re 
NUR£G-06l3i "Control of Heavy Loads at Nuclear Power 
Plants - Phase I Sections 5 1 16 5 3 satisfied Phase I 
aecep talh e 

PAULSONrW A Operating Reactors Branch 9 L809-84-0B-0a6 

04/OB/2O COUNSlLiW 0 Connecticut Yankee Atomic Power Co 2pp 
26193 ill 24X Fiche 50-213104/08/20*0400220326 


— 8400220330 Safety evaluation re NUnEG-061S, “Control of Heavy Loads at 
Nuclear Power Plants - Phase I “ 

* Operating Reactors Sranch 5 04/00/20 2pp 26193 113 24X 

Fiche 90-2 1 3 , 04 / 00/20* 0400220326 


—9407300136 TER-C5S06-35a 

'“Control of Heavy Loads* Connec ticut Yankee Atomic Power Co» 

Haddam Nock Plant*'* technical evaluation rept 
BOMBEROERiC Franklin Ins tl tute/Frank 1 1 n Research Center 
NRC-03-ei-l30 TAC 07993 84/07/25 SINGH. A NRC - No Detailed 

Affiliation Given 24pp 26193 ll5 24X Fiche 50-2 1 3» 04/08/20, 

0400220326 


0400220327 NUnE0/CR-3a74 

NEAR-GROUND TORNADO WIND FIELDS 

MCDONALD* vi R Texas Tech Univ , Lubbock, TX FIN D-0099 04/07/31 

Division of Radiation Programs & Earth Sciencoe (post 840429) 
164pp Available at NRC 49 30 26170 197 


04OB22O37Q NUREO/BR-OOSt 

A DIRECTORY OF HIOH-TECHNOLOOV 0(a> FIRMS 

a Miranda Associates* Inc 04/07/31 Dfc of Small h 

D1 sadvantaged Qua Utlliiation I* Civil Rights 400pp 26231 001 


0409220434 Forward a OES (NLIREG-107D) it FR notice of issuance Common Is 
due 49 days after FR publication- W/o DES 

SCHHENCERiA Licensing Dranch 2 04/00/09 Louisiana* State 0 # 

Ip 26209 336 S4X Fiche 50-4 50, 04/00/09* B40S220434 


840B230033 Advises that Nuclear Pac kag i ng , Ine topical rept on FL'^flO 
container acceptable Rept info should include list of 
solid waste species & source which might be incompatible w/ 
container matl Info should meet NUREG-OBOO guidance 
GAMMiLLrWP Meteorology 8, Effluent Treatment Branch 04/07/19 
BARRETT, L H Engineering Branch (Post 031001) Ip 26233393 


8400230046 Forwards selected major comments re draft Umbrella Silo 
technical position for sa 1 1* g eo 1 ogy* groundwater 
geochem 1 stry, d esi gn 6 waste package Comments developed 
considering need to nimniie efforts to make revs 
miller. H J Repository Projects Branch (Post 031001) 84/00/07 

KNAPP* M R Geotechnical Qranch (Post 831001) BARRETT. L 
Engineering Branch (Post 831001) iSpp 26233 316 


8^08230096 Respond* to 040727 1 tr transmitting SL Denavidei 040627 
concerns re failure of reactor trip sys of nuclear plants 
NRC established lOCFHSO 62, which requires addl features be 
installed at each reactor to assure shutdown If sys fails 
DIRCKS.H J Office of the Executive Director for Operations 
B4/O0/IS D0MENIC1,P V Senate 6pp 26233 S73 24X 

riche 50-000*04/00/13.8409230096 


0400230070 Forwards IE Insp Rept 90-312/04-00 on 840521-29 No 
Violations noted Matters re post-accident sampling program 8< 
offsite dose projection errors unresolved 

BCARANO.R A Division of Radiological Safety U Safeguards Program 
84/07/30 RODRIGUEZ, R J Sacramento Municipal Utility District 
3pp 26213 199 24X Fiche 30-312*04/07/30*8400230070 


—9400230087 IE Insp Pept 30-312/04-08 on 840921-25 No violations or 
deviations noted Major areas inspected unresolved items 
<NUREG-0737* II Q 3 re post-accident sampling sys) U offsite 
dose calculation code errors 

NORTH, H S * YUHA5. P Region 3* Office of Director 04/07/06 
16pp 26213 161 24X Fiche 30-312,04/07/30*0400230078 
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04O£3'3OJB'l Forwards responses to questions re DAM-'lOlSS "FQAri2i" 
submitted on behalf of QtiM Ouners ^roup as part of small 
break UOCA methods proQram response to WUREG-0565 h. 

NUREO-0 '37, I tern II 3 30 

TAYLOR, J H Babcock h llilco* Co ESC-535 8^/08/13 THOMAS, C □ 

Standardization It Special Frojects Qranch I4pp 56209 041 


04OB23O125 NUREG-03a6 003 

UNITED states NUCLEAR REQULATaRY COMMISSION STAFF PRACTICE 
AND PROCEDURE DIGEST 

» Office of the Earocutive Legal Director * Aspen 5y stens, Inc 
34/07/31 569pp 36232 033 


— 6403233391 "Control Roon Design Revieu Program Plan fo 
» Detroit Edison Co EF3-72747 84/03/04 4Bpp 

S4X Fiche 30-341, B4/oa/ 16, B40B330389 


Fermi 2 “ 
26205 251 


8408230418 Intfonns that on 
rten I A 1 1, -'Shift Tech 

All neu hires nuat maet t 
790913 •„ 1030 Itrs 
PAULSON. W A Operating R 
a4y 00/22 LINDER- F Oai 
a4X Fiche 50-409,34/03/22 


ginal approval of 
meal Advisor," re 
raining reqolrsme-n 

eactors Branch 5 
ryland Pataer Coope 
, 94082304 kB 


program re MURES-0737i 
mains unchanged 
ts specified in 

LS0S-B4-0B-0a9 
ratlve 2pp 26204 009 


B408230132 Informs of resiaw of Q40703 Itr uhich clarified 
i nterprutat ion of on-shift training requirements Util mill 
be required to provide documentation that senior reactor 
operator upgrade candidates comply u/listed requirements 
UALl'ER-n D Region 3, Office of Director 94/08/20 LARSDN- C E 
Northern States Pouer Co 2pp 26209 061 24X 

Fiche 50-000,04/00/20,8409230132 


9408230292 Forwards Rev 3 to ' Overhead Handling Sys Review “ Bept 
revised, per NUREG-061S, to address concerns Identified in 
draft technical evaluation rept on control of heavy loads 
support resolution of SER License Condition 7 

KEMPER, J S Philadelphia Electric Co 84/09/13 SCHWENCER-A 
Licensing Branch 2 3p p 26207 OOl 24X Fiche 50-352- 84 /OB/ 13, 
9408230293 


— 0408230297 Rei 3 to final rept “Overhead Handling Sys Review " 

* Philadelphia Electric Co 84/06/30 175pp 26207 004 24X 

Fiche 50-352,84/08/13.0403230392 


8400230295 Forwards request for addl 
display sys Response requested 39 
rated powor 

KNIGHTON, G U* Licensing Branch 3 
Louisiana Power L Light Co 7pp 
Fiche 50-382,94/09/06,8400230295 


info re proposed safety paraaieter 
days prior to exceeding 5X 

B4/0B/O6 LEDDICK- R 0 
26236 1 19 24/ 


8408230420 Comments on groundwater 5TP for Palo Dura 6 Paradox hedded 
salt basins Progran inconsistent in treating prewaste 
enplacament phenomenon w/pos t— emp 1 acement p h eno-me non- p e r 
t0CFR:60 U3 

JOHNSON. T C Engineering Branch <Post 831001) 636 64/08/07 

POHLE, J Geotechnical Qranch iPost 031001) 2pp 26230 241 


8400230502 Forwards IE 
940611-15 «, 3S-29 No 
WARMICK.R F Region 
Consumers Power Co 
8408230502 


Insp Repts 50-329/84-24 & 5O-33O/04-2S on 
n-oncomp I fane » noted 

3, Office of Director 84/00/03 COOK, J U 
2pp 26212 264 24X Fiche 50-329,84/00/03, 


—0408230512 IE Insp Repts 50-329/84-24 St 50-330/B4-25 on 8410611-15 U 
25-29 No noncamp 1 lane e or deviations noted Major areas 
inspected licensee action an 10CFR50 55<e) items 
HARRISON, J J Region 3. Office of Director 30-330/04-23 
84/09/03 8pp 36212 266 24 X Fiche 50-329.84/08/03.6408230502 


6408240155 Forwards descriptiun of how Rev 3 to Reg Guide 1 97, 

" Instrumentat i an for LWft Nuclear Power Plants to Assess 

Plant Environs Condition During t< FoLlmulng Accident," per 

Suppl 1 to NUftEO-0737 Mods ulU be implemented by G71231 

BAYNARD.P V Florida Pouer Corp □Foae4-07 04/00/21 

RIVENBARK, G M Operating Reactors Dranch 4 05pp 26226 001 S4X 

Fiche 50-302,04/08/21.8408240155 


0400230296 Forwards 
“Deterni nat ion of 
(NUREQ-0798) open 
license condition 
JENS, N H Detrol 
Licensing Branch 
0409210296 


Rev I to Radiation Chemls 
Extent of Core Damage," t 
items Procedure supports 
proposed in EER 
t Edison Co eF2-72758 
1 4pp 26208 005 24X 


try Procedure 78 000 IS. 
o resolve SSER 3 
deletion of 

04/00/16 VOUNODLQDD. D J 
Fiche 50-341,84/08/16. 


8400210306 Ad.ises that 940131 submittal on detailed control room 
design review does not neot all requirements of Suppl 1 to 
NURE6-0737 Reviow did not include task analysis Addl 
significant concerns listed 

KNIGHTON, Q U* Licensing Dranch 3 94/06/09 DA5KIN.K P Southern 

California Edison Co HOLCOMDE, J C 8an Diego Oas St Electric Co 
3pp 26236 102 24X Fiche 50-361,84/00/09,0409230306 


0409230340 Forwards proprietary draft answers to questions in NRC 
Request 2 for addl info on WCAP-10054 (P ) L WCAP-100S4, 

Addendum 1 to "lies 1 1 nghouse Small Break ECCS Evaluation 
Model Using NOTRUMP Code for C-E NSSS " 

RAHE, E P Westinghousfl electric Corp NS-EPR-2940 84/00/10 

THOMAS, C 0 NRC - No Detailed Affiliation Given 3pp 26205 350 


84O023OJ79 Forwards SSERs 24-27 {NUnEG-0675) Distribution of svo list 
includes SSERs 25-27 since Board Notification 04-137 issued 
SSER 24 W/o end 

KNIOHTON.G W Licensing Dranch 3 94/09/10 SCHUYLER, J 0 Pacific 

Oas t Lloctrlc Co 4pp 26230 334 24X Fiche 50-275,04/09/10, 

0400230379 


04O023O3B4 Forwards SEh re Util resolution of Integrated plant BAR 
Section 4 14 re thermal overload protection of 
motor operated valves Program described in B40730 Itr 
accep table 

PAULSON. W A Operating Reactors Dranch 5 LSD5-fl 4 -08-024 

84/08/20 FIEDLER, P D Jersey Central Power U Light Co 2pp 
26205 315 24X Fiche 50-219,04/00/20.0400230364 


—0405230305 Safety evaluation re Integrated plant SAR Section 4 14 re 
thermal overload protection of motor operated valves Program 
proposed in 940730 Itr acceptable 

* Operating Reactors Branch 5 84/00/20 2pp 26205 317 24X 

Fiche 50-219,94/06/20,6405230364 


04O023O3flV Forwards, far review, "Cpntrol Room Design Review Program 
Plan for Fei mi 2." per Buppl 1 to NUREG-0737 «* Generic Ltr 
92-33 

JENS.W M Detroit Edison Co EF2-72747 64/09/16 YQUNODLOOD. D J 

Licensing Dranch I 2pp 26205 249 24X Fiche 50-341*04/08/16, 

04O023O3D9 


8406240107 NUREO-0750 V19 NOG 

NUCLEAR REGULATORY COMMISSION ISSUANCES March 1934 Pages 
5S5-936 

a Division of Technical Information U Document Control 04/08/31 
386 pp 26250 001 


8406240166 Forwards status rept on inadequate core cooling 
Instrumentation sys,per 631219 request Rept addresses 
reactor vessel instrumentation sys, core exit thermocouples, 
subcooling margin monitor I, NUREG-OTS?. Item tl F 2 
ALEXrCH.M P Indiana It Michigan Electric Co AEP NRC 0761C 
84/00/20 DENTONiH R Office of Nuclear Reactor Regulation, 
Director Spp 26227 355 24X Fiche 50-315.04/00/20,6400240188 


8408240229 Summiary of 840725 meeting w/util re detailed control room 
design review, per NURE0-0737r 8upp 1 1 

REEVES. E A Operating Reactors Dranch 1 84/08/16 Operating 

Reactors Qranch 1 6pp 26251 227 24X Fiche 50-348,84/00/16, 

6408240229 


B40B240249 NURCO/CP-0053 

PROCEEDINGS OF THE NINTH ANNUAL STATISTICS SYMPOSIUM ON 
NATIONAL ENERGY ISSUES, Qc t D b er 19-21,1983 

BRYSON. M> C Los Alamos Ocientific Laboratory FIN A-72a5 

LA-iOl27~C 04/08/31 Division of Risk Analysis I* Operations 

(post 840429) 200pp 26251 027 


8408240266 Forwards order correcting administrative error in B40612 
order re licensee commitments on emergency response 
capability Order requires implementation to meet criteria 
of Table 1 of Suppl 1 to NURE0-D737 by 850701 
PAULBONrH A Operating Reactors Dranch 5 LS 05-84-0 0-030 

84/08/23 KAYrJ A Yankee Atomic Electric Co 3pp 26223 112 
24X Fiche 50-029.04/00/23.0403240266 


— 0409240201 Order confirming further 1 icensea commitmsnt on emergency 
reepnnse capability Licensee required to complete 
inp leifientation of upgraded emergency operations facility to 
meet criteria of Table 1 of Suppl 1 to NUREG-0737 by 650901 
MIRAGLIA.F J, Division af Llconaing 04/00/23 Yankee Atomic 
Electric Co 4pp 26223 115 24X Fiche 50-029.84/08/23. 

0408240266 


8408240293 Comments on DE8 1NUREG-1074) Water treatment intake syi, 
cooling water sys, pouer transmission ays, groundwater, wa ter 
u se, ter res trial reaources , aquatl c resource* historical 
8( archaeol oglcal sites discussed 

MITTL, R L Public Service Electric Oat Co. of New Jersey 
04/06/17 8CHWENCER, A Licensing Branch 2. Gpp 26236 271 24X 

Fiche 50-354,04/08/17,8400240293 
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8406340330 NUREO/CR-aBia 

REPORT OF RESULTS OF NUCLEAR POWER PLAt^T AO IMG WORKSHOPS 
CLARK. N H . BERRYiD L Sand ia Laboratories FIN A~1397 
aAND-04-Oa74 a4/0B/3l Division of EnQineering Techisalogy 

64pp 26307 2B4 


8400240322 NURE0/cn-3B74 

ULTRASONIC AND METALLURGICAL EXAHINATIDN OF A CRACKED TYPE 
304 STAINLESS STEEL QWR PIPE WELDMENT 

PARK<J y < KUPPERMAN. D Argonne National Laboratory FIN A-2212 
ANL-04-1 04/07/31 Di-vuion of Engineering Technology 22pp 

26299 16? 


G4O024O32B Confirms 040929 meeting In Bethesda. MO to discuge task 
analysis requirenents of NUREO-0737. Buppl 1 SER open items 
on CEN-19S re Inadequate core cooling t* reactor vessel level 
monitoring sys 

THOMPBQN. H L Division of Human Factors Safety 64/08/13 
BAHRGW, J Florida Power U Light Co Ip 26233 336 24X 
Fiche 30-290. B4/0B/ 1 3i 8400240320 


— 8409240330 Notification of 840829 meeting w/util in Detb»eda«MD to 
discuss task analysis requirements of NUREO-O737i Gupp 1 t I* 

SER open Items on CEN-132 re inadequate core cooling 
reactor vessel level monttorlng sys 

CLAYTON* H 0 Procedures & Systems Review Branch a4/OB/<l9 
ZiEHANiD L Procedures Systems Review Branch 2pp C6293 337 
34X Fiche 90-250.64/00/13*8409240320 


64CB240364 Forwards Insp Repts 90-321/04-23 L 90-366/04-23 on 
G406i8*’22 No violations or deviations noted Unreiolvod itoms 
Identified ulll be pursued during future insps 

DANCEiH C Region 2. Office of Director 84/07/11 KELLY. R J 
Georgia Power Co 2pp 26237 000 24X Fiche 90-321,04/07/11. 

8409340364 


—8408240366 Insp Repts 90-321/84-23 & 90-366/04-23 on 8406.10-22 No 
violations or deviations noted Major areas Inspected 
evaluation of ultrasonic test Indications in feedwater weld 
2a21-lFW-12AA-l2 (Unit 2) 

CRQI^LGV.D R , COLEY. J L . SLAKE. U J Region 2. Office of Director 
90-366/84-23 94/07/10 12pp 26237 082 24X 

Fiche 90-321,84/07/11.8400240364 


04 0 9240379 NURE0/CR-370g 

LHR SPENT FUEL DRY STORAGE BEHAVIOR AT 22? C 

EJNZIOER.R E Wtstinghouse Electric Corp COOK.J A EO&O. tnc 
FIN B-2439 84/07/31 Division of Engineering Technology i34pp 

26295 001 


6409340302 NUflE0/CR-l740 ROl 

DATA SUMMARIES OF LICENSEE EVENT REPORTS OF SELECTED 
INSTRUMENTATION AND CONTROL C0MPDNENT8 AT U S COMMERCIAL 
NUCLEAR POWER PLANTS JANUARY 1.1976 TO DECEMBER 31,1991 
TROJOUBKY#M . DROWN. 3 R, EQ60. Inc FIMA-6393 £00-2307 

84/07/31 Division af Risk Analysis 6 Operations ipost 040429). 
344pp 26249.001 


0409240420 Forwards Insp Rept 90-309/84-07 on 040709-13 notice of 
violation Licensee should address emergency preparedness 
ueakneises Identifiad in App B 8hlft staffing also 
questioned W/o notice of violation L App D 

HiNDrJ A Region 3. Office of Director 84/00/06 OlESLERiC W 
Wisconsin Public Service Corp 3pp 26237 121 24X 

Fiche 90-305,84/09/06.0408240428 


04 0 8 270019 Forwards remittance for 840619 request for amends In 
response to Gsnirlc Ltr 63-37 re NURE(3-0737 Tech Specs, per 
H0CFR17O 22 

WILLIAMS, J W Florida Power 6 Light Co. L-84-2i9 04/08/21 

EIBENHUT, D 0 Division of Licensing ip 26247 194 24X 

Fiche 90-230.84/09/21,0408270019 


0400270030 Advises of adoption of Westlnghouse generic core damage 
assessment methodologyi in response to NUREO-0737, 2 tem 
II Bt 3, ‘Tof t-Accldent Sampling Capability " 

SCHMIDT. U C Texas Utilities Electric Co (formerly Texas Utilities 
(^etierating Co ) TXX-4273 84/08/20 YOUNODLOODr 9 J Licensing 

Branch 1 Ip 26249 099 24X Fiche. 30-449. 04/08/20. B4O027OO3O 


0400270084 Forwards Insp Rept 90-341/84-27 on 040709-13 C« 23 No 
noncompl lance noted 

PAPERIELLO. C J Region 3. Office of Director 04/00/10 JENS, W H 
Detroit Edison Co 2pp 26 290 210 24X Fiche 90-341.04/03/10, 

0408270084 


—0409270090 Insp Rept 90-341/04-27 on 840709-13 U 29 No non c ompl lance 
noted Major areas inspected' preopera ticnal radiation 
protection program, fee 1 1 It 1 es. equipment. NUREG-0737 Items, 
status of preop erationa 1 sys it drain sys 

HUETERrL U . OtLL, C F . GRE<}ER,L R Region 3. Office af Director 
04/00/10 20pp 26298 212 24X Fiche 30-341.04/08/10,8400270004 


0400270113 Informs of schedule for resolving concerns re provisions 
for sempling gaseous radioiodlne OL should be conditioned 
to require resolution of NUREO-0737 requirements for 
sampling gaseous effluent steam prior to refueling outage 
TRAMM. T R Com-nonuea I th Edison Co 9097N 84/00/17 DENTON. H R 

Office of Nuclear Reactor Regulation. Director Ip 26947 32? 24X 

Fiche 90-434,04/08/17.0408270113 


0408270114 Provides supplemental response to Generic Ltr 83-36. 

"NUREO-0737 Tech Specs " Mods to Quad Cities radiological 
£T5 will not be complete until Fall 1984 Complete 
response w/Tech Spec amend requests expected by 041119 
ALEXANDER. G L Comrnonuealth Edison Co OL-83-36 84/09/15 

DENTON. H R Office of Nuclear Reactor Regulation, Director 2pp 
26247 330 24X Fiche 50-000,84/08/15,8408270114 


0408270133 Forwards "Containment Ultimate Capacity Analysis," per 
NUREO-0857. "S£H re Operation of Palo Verde Nuclear 
Generating Station, Uni ts 1.2 3 *' Analysis should close 

license condition discussed in Section 3 3 1 
VAN BRUNT. E E Arizona Public Service Co ANPP-302a4-EEVD 
84/08/20 KNIGHTON, o Licensing Branch 3 3pp 26245 061 24X 

Fiche* 50-928. 84/08/20, 8408270133 


B40B270204 Forwards addl info re monitoring of leakage from sys 
outside containment used to transport highly radioactive 
fluid h gases in post-accident condition Info should close 
SER Confirmatory Issue 28(a) 

TRAMM, T R Commonwealth Edison Co 9069N 84/08/11 DENTON, H H 

Office of Nuclear Reactor Regulation, Director 7pp 26249 103 
24X Fiche 90-000.84/08/11,8408270204 


B40B270260 Requests approval of two temporary deviations in emergency 
preparedness plan from goals for augmentation of emergency 
response organization in Suppl 1 to NUREG-0737 Nature 4t 
•duration of deviations end 

VAN BRUNT. G E Arizona Public Service Co ANPP-30234-EEVD 
84/08/20 KNIGHTON, G Licensing Branch 3 27pp 26243 131 24X 

Fiche 30-928.04/08/20,8408270260 


B4GB270289 Forwards Technical Data Rept 900 re repair *< failure 
analysis data for Isolation condenser sys piping cracked 
welds. per 040620 request concerning 0ER of Rev 1 to 
NUREO-0313 implementation 

FIEDLER. P 0 General Public Utilities - GPU Service Corp 04/00/22 
PAULBON, W A Operating Reactors Branch 5 Ip 26243 150 24X 

Fiche 50-219,84/08/22. 0408270203 


8400270209 Forwards Insp Repts 90-290/04-19 b 50-291/04-19 on 
840604-08 No violations or deviations noted 

DANCE.H C Region 2. Office of Director B4/07/09 WILLIAMS, J W 

Florida Power l< Light Co 2pp 26290 167 24X 

Fiche 50-250.04/07/09,0400270209 


— 8408270295 Insp Repts 50-290/84-19 6 90-231/84-19 on 840604-00 No 
violations or deviations noted Major areas inspected 
emergency preparedness 

MARSrON, R R Region 2. Office of Director 30-291/84-19 
84/07/06 9pp 26238 169 24X F iche 30-230, 04/07/09. 0409270269 


8406270291 Ac k receipt of 04070? ltr Informing NRC of steps taken to 
correct violations noted in Jnsp Repts 50-335/04-18 b 
50-309/04-19 

DANCE.H C Region 2, Office of Director 04/08/02 WILLIAMS, J W 

Florida Power b Light Go Ip 26258 178 24X Fiche 90-339, 

84/00/02. 6408270291 


— 8408270298 Responds to NRC 040608 ltr re violations noted In Insp 
Repts 30-333/84-10 b 50-387/04-19 Corrective action* 
installed detectors will be replaced & two spare detectors 
properly callbr 

WILLIAMS. J W Florida Power b Light Co L-B4-173 84/07/09 

O'REILLY. J P Region 2. Office of Director 2pp 26250 179 24X 

Fiche 90-333, 04/00/02, 8408270291 


— 0400270310 Notice of violation from insp on 040314-18 

» Region 2, Office of Director 90-389/04-19 04/06/00 Ip 

26258 183 24X Fiche 90-335.84/08/02,8400270291 


—.0400270317 Insp Repts 50-335/84-18 b 50-389/04-19 on 840914-10 
Noncamp 1 lance noted failure to certify proper vendor 
calibr of containment high-range radiation monitors prior 
to initial use 

WRAY. J R . JENKINS. G R Region 2. Office of Director 
30-309/04-19 84/06/08 6pp 26290 104 24X 

Fiche 30-335. 04/00/02, 8400270291 


3408270293 Forwards Rev 1 to 040403 application for amend to License 
DPR-22 Rev modifies surveillance requirements for emergency 
filtration train charcoal absorber b filters t< toxic gas 
monitoring requirements for control room 

MUSOLF. D Northern States Power Co 84/08/17 Office of Nuclear 

Reactor Regulation. Director !p 26242 313 24X 

Fiche 50-263.04/08/17,0408270293 
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a40a2aD23Q Formards p 1 ant-s peci Fic procetfuras Por ffstimatlng cor# 
damage required by Ni;RE0“O737< Item IIS 3* Criterion 2i 
per SER conFirnatory item 

CQUNSIL, W G , FEE. tJ F Mortheaat Niuclear Energy Co (sobs of 
Northeast Utilities) COUNSIL.W 0 Northeast Utilities FOS40A 
B4/0G/16 VOUNODLOOO. 0 J Licensing Branch I ap p 26262 070 
24X Flche 30-423.64/08/16.8408290230 


840S2BD270 Foriuards draft technical evaluation rept re control of heavy 
loads, for revletii C<^comment Project rtianager should be 
contacted ujithin 80 dags to discuss outstanding items 
U/D end 

VARGA. S A Operating Reactors Oranch 1 84/08/20 O'TQOLEiJ S 

Consolidated Edison Co of Neu York. Inc ip 26294 086 24}( 

Fiche 30-247.84/08/20.8408280290 


0408280319 Forwards draft technical evaluation rept. "Control of Heavy 
Loads - Phase 1 1 . Oavl s-Besse Nuclear Power Station Unit li ” 
for review 

ST0L2. J F Operating Reactors Drench 4 TAC 52271 64/00/17 

CRQUBE. R P Toledo Edison Co 2pp 26294 033 24X 

Flche 30-346.84/08/17,8408280319 


— B4OB20O321 rGR-C3506-4a9 DRFT 

Draft “Control of Heavy Loads - Phase 1 1. Davls-Besse Muc 1 ear 
Power Station Unit 1.' technical evaluation rept 
BOMDERCER.C R , WALTER, R J , SARGENT, I H Franklin 
Instltote/Franklln Research Center hRC-O3-91-130 TAC 52271 
84/07/10 SINOH.A NRC - No Detailed Affiliation Olven 26pp 
26294 053 24X Flche 30-346.84/09/17,8408280319 


B4062804B8 Confirms util 840808 cotnnl tment to submit by 841001 . revl sed 
Tech Specs re InstT vmentatl on for containment tump level & 
containment pretture & equipment for RCS high point vents* 
per Generic Ltr 83-37 6 NUREO-0737 

BTOLZ.J F Operating Reactors Branch 4 GL-03-37 84/09/17 

CROUSE. R P Toledo Edison Co 2pp 26292 353 24X 

Fiche 30-346*84/00/17.8408280488 


B40B290001 Advises that Multi-Plant Action D-S9 re masonry wall design 
complete Plant structures uiH be selsmlcallg evaluated for 
weak links. per NUREG-0B2a 

PAULSON, W A Operating Reactors Branch 3 USD 5-84 -OS- 03 3 

84/08/27 VANDEWALLE. D J Consumers Pouier Co Spp 36291 289 
24X Flche 30-155.04/08/27*8408290001 


8408290138 NURE0-lD6a 

REVIEW INSIGHTS ON THE PRODADILISTIC RISK ASSESSMENTS FOR 
THE LIMERICK OENERATINO STATION, UNIT I AND 2 

CHELLIAH. E Division of Safety Technology 04/08/31 126pp 

Available at NRC *3 OO 26309 151 24X Flche 50-352.04/08/31. 

6408290150 


8408290171 NUnEO/CR-3569 

SPECIAL AND DOBIMETRIC M'sASUREMENTS OF PHOTON FIELDS AT 
COMMERCIAL NUCLEAR SITES 

ROBERSDN. P L . FOK, R A , HOLDROOK, K L Qattelle Mertkorlal Institute* 
Pacific Northuest Laboratories FiN 8-2419 PNL-4913 84/08/31 

Division of Facility Operations 182pp Available at NRC 46 00 
26299 119 


8408290185 NUREO/CR-3Ba4 

EVALUATION OF NUCLEAR FACILITY DECQMMIBSIONINO PROJECTS 

PROGRAM - THREE MILE ISLAND UNIT 2 POLAR CRANE RECOVERY 

DDEROE. D H * MILLER, R L United Nuclear Corp FIN D-7S6S 

04/08/31 Division of Engineering Technology &3pp Avallablt at 

NRC 44 3D 26309 267 


G40B290I90 NURE0/CR-359i VO 1 

PRECURSORS TO POTENTIAL SEVERE CORE DAMAGE ACCIDENTS 
1980-1981 A Status Report 

COrrRELL, W D , MINARICK.J W . AUSTIN. P N Dak Ridge National 
Laboratory FIN B-0433 B4/07/31 Division of Risk Analysis it 

Operations (post 8404291 262pp 26312 001 


8408290198 NUREQ/CR-3591 V02 

PRECURSORS TO POTENTIAL SEVERE CORE DAMAOE ACCIDENTS 
1980-1981 A Status Report 

COTFRELUrW B . MINARICK. U W * AUSTIN. P M Oat Ridge National 
Laboratory FJfl D-0435 B4/07/31 Division of Risk Analysis L 

□p orations (post 040429) 266pp 26311 001 


B40 8290353 NUREO-0090 V07 NO I 

REPORT TO CONGRESS ON AD NORMAL OCCURRENCES Ja nuarg -Marc h 
1984 

« Director 's Office 84/07/31 32pp 26299 303 


840BS90478 Forwards Insp Rept 50-322/84-23 on B4052G-07D1 No violations 
noted, 

STAR08TECM,R Division of Project ®c Resident Programs 84/08/08 
LEONARD, J U Long Island Lighting Co 4pp. 26294 109 fl4X 
Flche 90-322,84/08/08.8408290478 
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840B2'?0<4B3 [nsp Rop t 50-^ 322/ 8^-2 3 an 8403^20-0701 Mo violations 
noterf Major areas insp&cted discharge of security guard 
ueap ()n> 5 tatus of -Colt diesel generator pr o jec storage of 
ffitiorgency equipnent lockers h IE Bulletin 80-OA 
PETHaNE.C , ESELGROTHiP . BHtBLOSKy. J Region J, Office of 
Director lEO-SO Qh 84/07/19 I 2p p 26394 J 93 24X 

Fiche S0-322i 84/00/00, 8409290478 


040030013*3 Fqi wards Jnsp Rept 30-255/04-06 on 640322-23 tc 0427 W/o 
natlce of violation 

KEPPLFR. J O Region 3, Office of Director 84/07/11 DEWITT,R D 
Consumers Rower Co 2pp 26307 333 24X Fiche 50-255.64/07/11, 

0408300156 


— 8408300164 Insp Rept 50~a55/84-06 on 840322-23 & 0427 None omp I lance 
noted dose to uiorier exceeded t0CFR20 101 1 iml ts , fa i lur e to 
provide proper monitoring for high radiation area access &( 
failure to follou radiation protection procedures 
LOVCNDALE. P C # OREOEfl, L R Region 3^ Office of Director 
04/07/10 S3pp 26307 335 24X Fiche 50-255.04/07/11.8403300156 


8409300187 Forwards Ins>i fiepts 50-528/04-23 U 50-529/84-17 on 
040602-0701 No none amp 1 1 anc e noted 

UrSHOPjT W Division of Res ident. Reactor Project ?. Engineering 
Programs 84/08/02 VAM BRUNT. E E Arizona Public Service Co 
2pp 26309 014 24X Fiche 50-528.64/00/02.6408300187 


— 0408300193 Insp Repts 50 - 520 / 04-23 & 50 - 539 / 84-17 on 840602-0701 No 
violatlona noted Major areas inspected preopera t i onal 
testing act i vities. tna 1 nt. revl eu of mamt & followup an THl 
Lessons Learned imp lerienta bion 

ZIMMERMAN. R , FIOREILI.G , DOSTED. C Region 5. Office of Director 
50-529/04-17 84/08/01 12pp 26308 016 24X 

Fiche 50-520184/00/02,8408300187 


840B30020B Forwards FEMA findings on State of FL Sc associated local 
emergeneg plans re plant 

DANCE, H C Region 2, Office of Director 84/06/05 WlLOUS.W 8 
Florida PoWBr Corp Ip 26307 044 24X Fiche 50-302,84/06/03. 
8408300208 


—0408300211 Approves Bta t e of FL tc local plans & preparedness for 
alerting b protecting public in event op radiological 
emergeneg Approval conditional on verification of alert b 
notification pt»r App 3 of NURE0-0634/FEMA-REP-1. Rev I 
SPECK. S U Federal Energencg Management Agency 04/02/15 
DIRGKS.N J Office of the Executive Directar for Operations Ip 
26307 045 34X Fiche 50-308,84/06/05,8408300208 


0408300272 NUREO/CR-3590 

EVALUATION OF ISOTOPE DILUTION MASS SPECTRONETRV FOR 
DlOAaaAY MEASUftEMENT OF UR AN I UM. PLUTONIUM, AND THORIUM IN 
URINE 

OYER.F F . MAY.M P i WALKER, R L OaV Ridge National Laboratorg FIN 
n -0494 ORNL/rrt-9006 04/00/31 Division of Facility Operations 

79pp 26330 224 


8408300279 NUREO-0304 V09 N02 

REaULATORY AND TECHNICAL REFORTS Compilation For Second 
Quarter 1'984 

# Division gf Technical Information b Document Control 04/OB/31 
IGQpp 26331 346 


B4O03OO2P2 NURE0/CR-3e5l VO I 

PROGRESS IN EVALUATION OF RADIONUCLIDE GEOCHEMICAL 
INFORMATION DEVELOPED BY DOE HIGH-LEVEL NUCLEAR WASTE 
RGPOarronY site projects Report for October-December 1983 
KGLMERS. A D , KESSLER, U H . ARNOLD, W D Oak Ridge National 
Laboratory aRML/TM-9191 /Vl 84/08/31 Division of Waste 

ftanagenent 4Bpp Available at NRC *4 00 26331 324 


8408300307 NUREO/Cft-2000 V03 N7 

LICENSEE EVENT REPORT fLERl Compilation For Month of July 
1984 

» Dai Ridge National Laboratory FIN A-9135 DHNL/NS IC-200 
84/08/31 Director's Office lOlpp 26331 123 


8408300209 NUREO/DR-0025 VlO N6 

INFORMATION REPORT ON STATE LEGISLATION 

KERR.O W . MCQUADE, J Office of State Programs, Director B4/07/27 
9pp 36330 333 


0408300293 NUREO-1054 

SIMPLIFIED ANALNSIS FOR LIQUID PATHWAY STUDIES 

CODELL, ft D Division of Engineering 84/00/31 J06pp Available 
at NRC 45 Oa 26331 001 


9408300304 Act receipt of DES {NURE0-i074> Future submissions should be 
sent to Comm i ssioner. State of NJ, Dept of Environ Protection 
SILVER. N S Neu Uersey. State of 04/00/24 SCHWENCER, A 
Licensing Branch 2 ip 26306 359 a4X Fiche 30-354,04/08/24. 
8400300304 


840B3003aj Forwards Insp Repts 50-52B/Q<l"25 50-529/84-19 b 
50-530/04-1? on 040/09-13 r notices of '.lolation < 
deviation 

□ ISHDP, T I' Region 5* Office of Director 84/08/00 VAN BRUNT, E E 
Arizona Public Service Co 2pp ?630G 122 24X 

Fiche 50-528,84/08/08.8400300303 


--040830040/ Insp Ropts 50-328/04-25 50-329/84-19 t 50-530/84-12 on 
B40709-13 Violations noted fire piotection sgs not designed 
to retain structural integtiig during seismic ovent 
CLARK, C Region 3, Orfico of Director 50-330/84-12 B4/0B/O3 

24pp 26308 127 24 < Fiche 30-528,04/08/08*8408300303 


0400310003 Forwards request for addl info re safety parameter display 
sys implementation plan V parameter selection rept submitted 
in 840501 response to Generic Utr 02-33 
<NUREG-073/, Suppl 1) Response requested within 45 days 
VARGA, S A Operating R«*actors Branch I GL-a2-33 04/00/13 

WILLIAMS. J W Florida Power L Light Co 4pp 26350 202 24X 

Fiche 50-230.04/00/15,8400310003 


0400310007 Responds to 840206 1 tr on 8ER License Condition 7 re 
co.mpllance w/NUREC-06l2* contro I of heavy loads, Phase 11 
’'Limerick Overhead Handling Sys Final Rapt IRev 3)" revised 
per B40206 request Related correspondence 

KEMPER, J S Philadelphia Electric Ca 08D 293 DL 04/08/10 
SCHWENCER.A Licensing Branch 2 3pp 26330 197 24X 

Fiche 50-332,84/08/10,8400310007 


040B310030 Forwards comments on equivalent cold license training 
program Requests addl info re hot license program Hot 
license progran equivalent to cold license training for 
determining eligibility 

DANCE. H C Region 2, Office of Director 84/06/07 WlLLlAMa.J « 

Florida Power 6 Light Co 3pp 26133 017 24X 

Fiche 50-230.84/06/07,0408310030 


e4O03lOO?5 NUREG/CR-3790 

CHARACfERIZATlON OF CEMENT AND BITUMEN WASTE FORMS 
CONTAINING SIMULATED LDW-LEVEL WASTE INCINERATOR ASH 
WEST9IK. J H , OUSCHBOM. R L , DIVINE* J R Batleile Memorial 
Institute, Pacific Northwest Laboratories FIN B-2401 PNL-5133 

84/00/31 Division of Radiation Programs & Earth Eciences <post 

040429) iOOpp Available at NRC *4 75 26347 319 


0400310077 NUREO/CR-3699 V03 

materials SCIENCE AND TECHNOLOGY DIVISION LIGHT-WATER 
REACTOR SAFETY RESEARCH PROGRAM Ouarterly Progress Report, 
July-September 1903 

REST, J Argonno National Loboratory FIN A-2016 ANL-03-G5 

04/07/31 Division of Englneoring Technology 40pp 26347 277 


8400310003 NUREC/CR-36e9 V02 

MATERIALS SCIENCE AND TECHNOLOGY DIVISION LIGHT-WATER 
REACTOh BAFtTY RESEARCH PROGRAM Quarterly Progress Report. 
April-June 1903 

SHACK, W J Argonne National Laboratory FIN A-2016 ANL-83-05 

04/07/31 Division of Engineering Technology I4lpp 26340 215 


0400310094 NURLO/Cn-3792 

closeout DF IE DULLEIIN 79-11 FAULTY DVERCURRENT TRIP 
DEVICE IN CIRCUIT DREAKFRS FOR ENGINEERED SAFETY SYSTEMS 
FOLEY, W J , BEAN, R S , H^NNICK.A Parameter, Inc FIN B-07H 
rEB-79-li 04/00/91 Division of Emergency Preparedness 6 

Engineering Response (Post 030103) 34pp Available at NRC *4 00 
26349 097 


04OB3 10089 NUREO/GR-3690 

R EL APS assessment SEMI SCALE NATURAL CIRCULATION TESTS 
a-NC-3, S-NC-4, AND 8-NC-8 

WONG, C C , KMETY, K L Sand i a Laboratories FIN A- 1205 SAND-0402 

04/07/31 Division of Accident Evaluation 113pp S634Q 097 


8400310093 Requests extension of schedule for implementation of 
upgraded emergency operating procedures until 850601* due to 
need to complete operator training on procedures. per Suppi I 
to NUREG-0737 

MURPHY, W P Vermont Yankee Nuclear Power Corp FVY 84-103 
04/00/22 VA8SALLQ. D B Operating Reactors Branch 2 2p p 
26323 200 24 X Fiche 50-271.84/00/22,0408310093 


B4Q8310121 Requests extension of time to respond to 040720 1 tr re Util 
plans for establishing energoricy operations facility design 
consistent w/requl rements of Suppi i to NURCO-0737 Extension 
requested due to judicial review of util appeal 
TUCKER, H B Duke Power Co 84/00/24 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 2pp 26322 243 24X 

Fiche 50-269,04/08/24.8408310121 
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S40B3l01^tj Forwards response to B40509 request for addl info re 
NL(REG-*073/< Iten III D 1 1. "Primary Coolant Outside 
Con^-dinment ' Info will be Incorporated In Sept 1984 FSAR 
rev 

KEMPER, J S PMladelphja- Electric Co 84/00/24 SCHUENCER. A 
Licensing D ranch S 9pp 26322 208 24 X Flche 50-352,04/08/24, 

840831 014b 


8408310200 Discusses PRA of proposed mod to auxiliary feedtuater sys* per 
NUREG-0737, Item II E I 1 Efforts on mod stopped as result oF 
PRA conclusion that Installation of addl check valves will 
not significantly improve availability oF sys 
CASCARAKO, R N Conmonuea 1 th Edison Co 9113N 84/08/23 

DENTQIJ, H R QfflcB of Nuclear Reactor Regulation, Olrector 3pp 
26318 308 24X Flche 50-295,84/08/23,8408310200 


8409310225 Forwards detailed response to Question 420 01 re 
verification of adequate safety parameter display sys 
isolation from safety-related sys No Tech Spec changes 
needed NUREG-0737# 8upp 1 i requirements met 

CDDK, K W Louisiana Pouer U Light Co W3Pa4-2366 84/00/37 

KNIGHTON. 0 h! Licensing Qranch 3 5pp 26319 276 24X 

Fiche 50-383.84/08/27,8400310225 


0408310231 Forwards revs to proposed Tech Spec changes for NURE0-O737 
items re containmant radiation monitors tt post-accident 
sampling, per Generic Ltr 83-37 

ORIFFIN, J h Arlansas Power & Light Co GL-B3-37 84/00/22 

STULZiJ F Operating Reactors Qranch 4 ISpp 26320 3t4 24-X 

Flche 50-313, B4/0a/2P, 0408310231 


8408310315 Advises that Amend 4 to radiological emergency response plan 
acceptable, per lOCFRSO 47 it Rev I to NUREO-0654 

SCHUSTER, K D Region 5. Office of Director 84/00/17 WITHERS, D D 
Portland General Electric Co 2pp 26333 298 B4X 
Fiche 80-344,84/08/17,8408310315 


□RO CaRRESPONDENCE WITH OTHER ORGANIZATIONS 


0405240290 Responds to 040424 memo for feMA review of util request for 
delay in scheduling next full-scale emergency preparedness 
exercise at site until 041130 Delay acceptable 
KRlMfliR Federal Emergency Management Agency 84/05710 
JORDAN, E L Division Of Emergency Preparedness it Engineering 
Response (Post 830103) Bpp 24614 336 24X Fiche 50-003. 84/05/ 18, 

0405240290 


8407250229 IE Info Notice S4-S7, “Operating Experience re Moisture 
Intrusion in 8af e ty-Re lat ed Electrical Equipment at 
Commercial Power Plants “ Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 84/07/27 Consolidated Edison Co of New 

York, Inc I 19pp 25865 047 24X Fiche 50-000,84/07/27.8407250229 


84OB0lO’)46 Forwards "FES Remedial Actions at Former Vitro Chemical Co 
Bite, South Salt Lake City, Salt Lake County, UT “ 

MORLEY. J A Energy, Dept of 84/07/13 Affiliation Not 
Assigned Ip 25Q68 001 


—0408010053 DDE/El S-0099-F 

"FEB RomodJfll Actions at Former Vitro Chemical Co Site, South 
Salt Lake, Salt Lake County.UI Vol I Text “ 
e Energy, Dept of 04/07/31 SOlpp 25868 002 


—0400010063 DaE/Eia-0099-F 

"FCB Remedial Actions at Former Vitro Chemical Co, South 
Salt Lake. Salt Lake County, UT Vol 11 - Apps “ 

* Energy, Dept of 04/07/31 3?app 25869 143 


B40B01DD64 Forwards reytsed "UMTRA Project Environ, Heal th 8. Safety 
Plan, " incorporating NRC comments 

MORLEY, J A Energy, Dept of B4/07/17 HIGGINQOTHAM Lou-Level 
Waste it Uranium Recovery Projects Branch 2pp 25897 238 


--04Q0OIOOV2 “UMTRA Project Environ, Heal th ?c Safety Plan 
« Energy, Dept of 84/06/30 Ppp 25B97 240 


B408010333 IE Info Notice a4-59f "Duliborate Circumventing of Station 
Health Physics Procedures *' Sve list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 04/08/06 Consolidated Edison Co of Nboj 

York, Inc 122pp 26068 001. 24X Fiche 50-000,04/08/06,8408010333 


8400010337 IE Info Notice 84-60, "Failure of Air Purifying Respirator 
Filters to Meet efficiency Requirement " Bve list enc 1 
JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response (Post 830103) 04/08/06 Consolidated Edison Co, of Neu 

York, Inc I23pp 26067 150 24X Fiche 50-000,84/08/06,8400010337 


8400060019 Responds to approval request For info collection re limiting 
use of highly enriched U in research reactors 
MACRAE. J B Orfice of fSanag emen t Budget QMS 3150-0011 
84/07/24 SCOTT, S Document Management Branch 2pp 25936 350 


8400060059 App 7 to MDU between NBC L DOE re repository projects In 
site suitability 6 planning phase 

* NRC - No Detailed Affiliation Given * Energy, Dept of 00324 
84/07/27 3pp 25937 083 


0408060106 Forwards draft processing site 6 disposal site 
charac ter 1 1 atlon repts for Salt Lake Clty>UT Repts contai-n 
current data r* conceptual design analysis Comments 
requested by 040824 

MATTHEWS, M L Energy, Dept of 84/07/20 MARTIN, D Uranium 
Recovery Licensing Branch Ip 25952 001 


— 8408060111 UMTRA-D0E/AL-OS0102 

Draft "Disposal Site Chara c t bt i lation Rept for u Mill 
Tailings Site at Salt Lake Clty,LlT " Two oversiie maps 
end Aperture cards available In PDR 
e Energy, Dept of 84/06/30 155pp 25952 003 


--0400060122 UMTRA-DOE/AL-050102 

Review draft of ‘’Processing Site Character iia t Ion Rept for U 
Mill Tailings Site at Salt Lake City, UT ” Six oversize maps 
end Aperture- cards available In PDR 
» Energy, Dept of 84/06/30 236pp 25952 156 


8408060114 Responds to approval request for Info collection re 10CFR51, 
"Licensing U Regulatory Policy 8< Procedures for Environ 
Protection" ty Reg Guide 4 2, "Prepara 1 1 on of Environ Repts 
for Nuclear Power Plants 

MACRAE, J B Office of Management U Budget. QMD 315O-0D21 
84/07/24 SCOTT, 8 Document Management Branch 2pp, 25936 350 


8408060219 Responds to approval request for info collection re survey 
of users of gauges under general license 

MACRAE., J 0 Office of Management S< Oudget 0M3 3150-0184 
04/07/24 SCOTT, S Document Management Branch 2pp 85950 251 


8400070036 Forwards draft "Fifth Semiannual Staff Evaluation of Status 
of NPRD8 “ Final rypt L associated Commission paper will be 
submitted to EDO on 040735, far forwarding to Commission 
HEDDDN, F J Program Technology Branch 84/07/19 ROSEN, 8 
Institute of Nuclear Pouer Operations Ip 25937 076 


— 8407230575 Draft "Fifth Semiannual Staff Evaluation of Status of 
Mpnos “ 

* Director's Office 84/07/31 ISpp 23957 077 


8400070031 Responds to approval request for info collection re 
personnel security questionnaire 

MACRAE, J D Office of Management & Budget OHQ 3150-0048 
04/07/24 SCOTT, 8., Document Management Branch 2pp 83956 178 


0400070-103 Forwards request for OMB review E. supporting statement re 
proposed revs to 10CFR30 it 10CFR73, " Insider Safeguards 

Rules " 

NORRV.PO Office af Administration 84/07/30 MCRAEhJ.H Office 
of Management h Dudget Ip 25955 199 


0408070120 IE Info Notice a4-6lr "Overexposure of Diver In PWR 
Refueling Cavity " Sve list end 

JORDAN, £ L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84 / 00/08 Consolidated Edison Co of Neu 

York, Inc 120pp 2612? 118 24X fiche 50-000,84/08/08,0408070180 


8408070368 Advises of FtMA 840706 campletion of analysts of alert 
notification sys Sys adequate eliminating caveat In FEMA 
030516 finding FEMA rept end Related correspondence 
OODOARO.R J Hearing Branch 3 DSD 817 OLA 84/08/02 
BLOCH, P B , PARIS, 0 H , SHON, F %J Atomic Safety and Licensing Board 
Panel 72pp 25944210, a4X Fiche 50-155,84/08/02,8403070360 


8408070376 IE Info Notice 84—62. "Therapy Ml sadminls tratlons to 
patients Undergoing Co-60 Teletherapy Treatments “ Sve 
list end 

GRACE, J M Division of QA, Safeguards II' Inspection Programs (Past 
830103) 84/00/10 Consolidated Edison Co of Neu York, Inc,. 

183jip 26130 001. 24X Fiche 50-000,84/00/10,8408070376 


840BOSOD24 Staff requirenents memo re 840731 mesting in Wash Ington. DC 
on Industry views an terns Important to safety it 
saf 8 ty-related 

CHim, 3 J Office of the Secretary of the Coftimisslon MB40731C 
B4/C0/OI Office of the Secretary of the Commissionn ip 

259BI 037 
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94080BOt3B Forurards "Grand Gulf Nucluai Pouier Station EierclBe»" of 
Offflta radiological energenc^^ conducted on 840411 Meeting 
held on 840931 u/uttl !< State of MS to discuss deficiency re 
coordination of issuance of public info 

HRIMMiR W Federal Eniergency Management Agency 04/07/30 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 3pp 299&0 2h6 24X Flche 90-416*04/07/30* 

B40B0eoi3B 


— 8403080141 "Orand Gulf Nuclear Power Station Exercise**' conducted on 
84041 1 

* Federal Emergency Management Agency 04/04/24 69pp 
23960 269 24X Fiche 30-4 16. 34/07/30. B4OB0BO13B 


8408030177 Forwards request for 0MB review & supporting statement re 
revised iOCFRliO* "Export i* Import of Nuclear Equipment 
it Metis " 

NORRV. P 0 Office of Adninl sferation 04/08/03 MACRAE* J D Office 
of Management 6 Budget Ip 23978 343 


@408080297 Forwards comments on NURE0'i039 re improving quality QA 
In design U con^t of nuclear power plants AEs & NRC should 
clearly define stable acceptance criteria before const 
« tarted 

* American Society of Mechanical Engineers 04/07/30 Docketing 
it Services Branch 6pp 23964 311 


— 8408030303 Speech entitled "Disciplined Approach for Introducing 
Certainty it Irnprovlng Quality In Nuclear Power Plant Const*" 
presented at 840320 meeting of AIF & ANEC boards 
STERN* T Atonic Industrial Forum 34/03/20 4pp 25964 317 


3400100099 IE Info Notice 84-66. "Undotocted Unava 1 1 ah i 1 i t ij of 
Turbine-Driven Auxiliary Feedwater Train " Svc Hat end 
JORDAN. E L Division of Emergency Preparedness I* Engineering 
Response (Post 030103) 84/08/1/ Consolidated Edison Co of W 

Yorir. Inc I20pp 26276 OOl 


24X Fiche 30-000.04/08/17*84031000 


0400100060 Deternines that.based on eva I uat i on. Sta to of W1 8< local 
plans for radiological cnergoncies adequate 
SPECK. S W Federal Emergency Management Agency 04/00/02 
DIRCK6. W J Office of the Executive Director for Operations Ip 
23909 032 24X Fiche 50-299*84/00/02*0408100060 


3400130373 Testimony on training Contentions 39*40.41*44.98*99 It lOO 
Pp 101-111 Certificate of Sve end Related correspondence 
» Federal Emergency Management Agency DSD 903 OL-3 04/08/06 
t4pp 26011 001 24X Fiche 30-322.04/08/06*6408130373 


0408140200 IE Infe Notice 84-67* "Recent Snubber Inservlce Testing W 
High Failure Rates " 8nc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/00/17 Consolidated Edison Co of N 

York* Inc I22pp 26276 122 24X Fiche 90-000, 04/00/17. 0408 1 40a( 


0400190443 Response to BuffoU County motion for directed certlflcatl 
of A9LD B4071O order which danled Suffolk County request for 
production of documents dealt w/in ASLAD 640613 Order 
ALAD-773 Certificate of 3yc end Related correspondence 
0LA9a*8 M Federal Emergency Management Agoncy 080 063 OL-3 
04/00/10 Atomic Safety and Licensing Appeal Panel 14pp 

26060 239 24X Fiche 50 - 3 a 2 i 84/00/ lO. B40B1 30443 


@408030384 Discusses jurisdictional issue re EPA proposed environ stds 
for mgt disposal of spent nuclear fuel S. NRC regulation 
10CFR60 Hod to 10CFR60 appropriate to Incorporate EPA 
proposed assurance requirements 

ROSERTBiTM Commissioners 84/07/19 flUCKELSHAU3. N 
Environmental Protection Agency 2pp 29773 0B9 


S’4OBO?0O4S Forwards States of NC it SC responses to regional assistance 
committee findings on offsite radiological emergency 
response preperedness t, exercise on 840219-16 State & local 
emergency plans adequate 

KRIMMrR H Federal Emergency Management Agency 84/07/27 
JORDAN. E L Division gf Emergency Preparedness & Engineering 
Response (Post 030103) epp 29792 324 24X Fiche 90-413* 84/07/27* 

8408070042 


8400070096 Clarifies addl issues raised by NRC in B40626 telcon re 
New Yorlt PIRO petition to suspend OLs due to emergency 
planning inadequacies FEma rept tc State of NY response to 
FEMA 040611 Itr end 

KR1MM*R W Federal Emergency Management Agency 84/07/31 
JORDAN* E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) ip 29772 339 24X Fiche 90-247*84/07/31* 

@403090056 


3408090099 "Evaluation of Addl Issues Raised by NRC re New York PIRO 
Petition to Suspend Operation of Indian Polnt*Unlts 2 & 3 " 

« Federal Emergency Management Agency 04/07/26 lOpp 
29992 336 24X Fiche 90-247,84/07/31,0408090096 


— 0400090061 "Addl Info Obtained From NY State on New York PIRO Petition 
Which Suppli fEMA Rept to NRC dtd 040600 '* 
e Federal Emergency Management Agency 34/07/26 Bpp 
29972 346 24X Fiche 90-247,04/07/31,3408090096 


0408190535 Forwards request for OMD roviow it supporting statement re 
10CFR9O concerning domestic licensing of production tk 
utilization facilities 

NORHY, P G Office of Adninl Stration 84/00/09 MACRAE, J 0 Off! 
of Management 6 Budget Ip 26080 294 


8400160040 Forwards draft interagency programmatic agreement re U mil 
tailings disposal sites Redraft contains rblj provisions re 
problems concerning low level radwaste mgt language which 
commits NRC it EPA to seek leglslativo relief 

DAVIS. J 0 Office of Nuclear Material Safety it Safeguards , Dlrec tor 
04/07/29 CANNON* J * THOMAS, L Environmental Protection Agency 
16pp 26128 146 


0408160257 Forwards 840320,0419*0604 $« OB Itrs between CPA S< NRC r* 
EPA proposal to develop federal guidance l*/or stds for 
decontamination 6 decommissioning of radioac t 1 ve ly 
contaminated sites & facilities 

HARMON, D F Health Effects Branch (post 040429) 04/06/27 

HARWARD, D Atomic Industrial Forum Ip 26139 174 


— 8408160264 Requests participation in interagency working group B404 
meeting re guidance e</or stds for decontamination it 
decommissioning of rad i oac t ive ly contaminated sites & 
facilities Minutes of 040629 meeting and 
aJOBLOMrO L Environmental Protection Agency 04/06/00 
HARMON, D F Office of Nucl ear Regulatory Research, Director 
I5pp 26129-179 


— 8408160271 Expresses appreciation for opportunity to participate iii 
840430 meeting re decommissioning Confirms NRC view that 
decommissioning guidelines urgently needed VtA Hills 
designated NRC representative to CPA interagency work group 
MINOOUEtR B Office of Nutlear Regulatory Research, Director 
84/06/04 CANNON* J A Environmental Protection Agency 2pp 
26129 190 


8400070216 Forward* NRC comments re DDE draft "Mission Plan for 
Civilian Radwaste Mgt Program " NRC objections based on 
regulatory info needs, eitabl Ishment of performance goals t< 
need for addl consultation w/NRC Asselstine comments end 
PALLAD1N0,N J Commissioners 04/07/31 RU3CHE, B C Energy* Diot 
of 57pp 29792 013 


8400100009 IE Info Notice 84-63* "Defective RHR Replacement Piping " 
8vc list end 

JORDAN* E L Division of Emergency Preparedness 4* Engineering 
Response (Post 030103) 84/00/13 Consolidated Edison Co of New 

York* Inc ll9pp 26197 210 24X Fiche 90-000,84/00/13*8408100009 


0408100021 IE Info Notice 04-69* "Underrated Fuses Which May Adversely 
Affect Operation of Essential Electrical Equipment " Sve 
list end 

JORDAN, E L Division of Emergincy Preparedness 4* Engineering 
Response (Post 030103) 04/00/16 Consolidated Edison Co of New 

York, Inc liepp 26198 001 24X Fiche 90-000,04/08/16,0408100021 


34(38100030 IE Info Notice 04-64, "BWR HPCI Initiation 8eal-In it 
Indication " Syc list end 

JORDAN* E L Division of Emergency Preparedness 4< Engineering 
Response (Post 030103) 84/08/19 Consolidated Edison Co of New 

York* Inc I04pp 26193 093 24X Fiche 90-000*04/00/15,8400100033 


—0408160275 Ack receipt of 040323 Ur inviting NRC to 840430 meatlng 
development of criteria 4< guidance for decontamlnati an tt 
decommissioning of facilities NRC engaged In establishing 
residual radioactive contamination limits 

KINOOUE.R B Office of Nuclear Regulatory Research, Director 
04/04719 CANNON* J A Environmental Protection Agency 2pp 
26129 192 


— 0408160280 Forwards proposed rule* chang ing Commission regulation* i 
10CFR20 to specify residual radioactive contamination limit* 
for d Bc omml sslonlng, for comment 

KINQOUE, R 3 Office of Nuclear Regulatory Research, Director 
04/02/23 FRALEY* R F ACRS - Advisory Committee on Reactor 
Safeguards 41pp 26129 174 


— 8400160200 Defers concurrence on proposed EPA guidance* 'Tediral 
Radiation Guidance on Dose Limits for Persons Exposed to 
Transuranium Elements In General Environ " Broader need 
exists for uniform it consistent guidance 

DIRCKS. W J Office of the Executive Director for Operations 
83/09/09 ELKINS, C L Env I ronment a 1 Protection Agency 2pq 
26125 235 V v pe 
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' t340Slij0:?'’J Pi%cu%se5 rteed for stds, c i i tor »a h guidelines to protect 
public > to direct decontamination *> decommissioning 
programs flulenabing investigation on problem initiated 
Reque-cts $340430 meeting ui/desiQtiee to discuss matters 
CANNGti J Environmental Protection Agencg 84/03/20 

DIRCt^SrW ‘ Office of the E»ecutive Director for Operations 2pp 
26125 237 


04OB16O27B Forwards "Project Licensing Plan for UMTJlAP Sitea" 
for levieu, t concurrence 

hORLEV. J H Energy Wept or 84/0B/07 HlCGlNPOTHAMi L Low-Level 
Ulaste l' Uruniun Recovery! Projects Pranch Ip 2-6126 043 


—8408160203 "Project Licensing Plan for LtiTRAP Sites 
* Energy; Dept of 84/07/31 37pp 2612*6 044 


8400160209 Discusses status of Falls CityiTX inactive U mill site & 
plan of action Since current contractor due to lose licensei 
DQE prepared to begin remedial action 

DAUQLnZ;JE Energy; Dept ot 84/00/06 H J GG 1 NBQTHAM, L 

Low-Level Waste U Uranium Recovery Projects Dranch 2pp 26124 340 


0400200490 Forwards FEMA responses- to 840629 interrogatories 
Certificate of Sve oncl Related correspondence 

HOGRF. J E Hearing Qranch 1 OSD 174 DL 04/00/14 EDDLErtAN, W 
Eddloman, 1/ 3p p 26136 321 a4X Ficbe 90~400i 64/00/1 4; 04OB2OO49O 


—8403200497 Response to interrogatories propounded by intervenor 
W Eddleman Related correspondence 

HAI-JKINS/T I I RDCHLIB, 6 M Federal Emergency Management Agency 
OL 04/00/07 EDDLEM4N. W Eddlcirian, W 31pp 26136 324 24X 

Fiche 30-400.84/00/14.8408200490 


0400210142 IE Info Notice 84-69. "Potential Deficiency in Improperly 
Rated Field Wiring to Solenoid Valves '* 0vc list end 
JORDAN. C L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/00/21 Consolidated Edison Co of Neu 

York. Inc llSpp 26329 000 S4X Fiche 30-000.84/00/21.8408210142 


8408210341 Forwards order establishing schedule for offsite emergency 
planning issues tV/o end Related correspondence 

VOCLER. D H Hearing Oranch 2 DSD 186 OL 04/03/16 PERRY^ 8 
Fedcial Emergency Managenent Agency 2pp 26179 36l 24X 

FUhn 30-332.84/00/16.3400210341 


0408210346 Forwaids "Crystal Rl\er Nuclear paiuer Plant Exercise “ 

Feu specific NURC:(3-0634/FEMA-REP-l. Re v 1, deficiencies 
observed during S40423 emergency exeicise State oF FL 
Citrus h Levy counties participated 

KRIMM.R W Federal Emergency Management Agency 04/00/13 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 2pp 26179 136 a4X Fiche 50-302,84/08/13, 
8400210346 


—0400210354 "Crystal RiNer Nuclear Power Plant Exercise. " 
a Federal Emergency Management Agency G4/0S/1 i 42pp 
261/9 138 24X Fiche SO-302. 04/00/ 13. B40B21 0346 


0400210408 Informs that FEMA does not intend to conduct full-scale 
evaluation of Hope Creek 1985 exercise Since Salem Unit 1 OL 
issued prior to □20713. full parti c ipa t ion in 1909 not 
required by NRC or FEMA rules 

KRIMM.R W Federal Emorgency Management Agency 84/-0a/l3 
JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 2pp 26177 296 24X Fiche 50-000,84/08/13, 

0400210408 


04003202/4 Responds to 840716 I tr re NRC data on reactor scrams during 
1903 that may conflict u/INPO data NRC figures viewed as 
entirely consistent u/lNPO findings 

DIRCKSiW J Office of the Fxecutive Director For Operations 
84/08/15 PATE. Z T Institute of Nu-clear Power Operations 2pp 
26212 008 


— 0400220302 Forwards 1983 reactor trip statistics compiled by Operating 
Reactors Assessment pranch Automatic trip frequency of 4 3 
trip s/p lant/yr consistent w/industry study 

CISFNHUT. D G Division of Licensing 84/00/09 THOMPSON. H U 
Division of Human Factors Safety SPEI8. T Division of Safety 
Technology BERNERQ, R M Division of Syate/ns Integration (post 
eilOOS) lepp 26212 OJO 


— 0400220310 Expresses concern re NRC statistics showing increase in 
scrams for i9B3. whereas INPO study shou/od decrease 
C lari P i cat ion requested as discrepancy may have adverse 
affect on INPO credibility 

PATE, Z T Institute oF Nuclear Power Operations B4/07/I6 
DIRCKS.W J Office of the Executive Director for Operations 
lOpp 26212 020 


•*-0408220315 IWPQ 04-013 

'Reactor Trips in Ub Nuclear Power Plants " 

e Institute of Nuclear Power Operations 84/03/31 )9pp 
26212 038 

0400230300 Forwards RW Krsmri B40711 Itr transmitting FEMA interim 
finding in State of CA emergency response plan Plan 
adequate Areas for improvement i dent i fled . i nc 1 ud ing 
protective action guideline doses 

KNICHTON. G W LtceDSlng Branch 3 34/08/16 SCHUYLER, J □ Pacific 

Oas Electric Co 3pp 26236 109 24X Fiche 50-373,84/08/16. 

0408230300 


0408240354 Forwards "^Nevada Nuclear Waste Storage Investigations 
Pro J ec t, Month 1 y Rept.May 1904 " 

VIETH, D L Energy. Dept of 84/07/10 DENNEFT, J W Energy. Dept 
of tp 26253 205 

— 04OB24O355 "Nevada Nuclear Waste Storage Investigations Pro jec t. Month ly 
Rep t» May 1984 " 

* Energy. Dept of 84/05/31 75pp 26233 207 

B40B27O030 Discusses concerns re "Determination of Radionuclide 
Solubility in Orounduater for Assessment of High Level 
Radwaste Isolation " Marked-dp draft rapt* end 

KElMERS.A P Oak Ridge National Laboratory FIN D-02B7 1409 

04/06/13 BROOKS. D J Ooo t rchn i c a I Branch fPost 831001) 65pp 

2625B S46 


B408270309 Inforns of FtvMA approval of State of WI emergency response & 
local plan Adequacy of public alerting tt notification sye 
must be verified per FEIIA/NRC joint criteria in App 3 of 
NUREC -06 3 4/FEM A-REP ' 1 

PAPERIELLO. C J Region 3. Office of Director 64/08/23 REED, C 
Commonuealth Edison Co 2pp 26239 197 24X Fiche 50-299.84/00/82. 

0408270309 


8400290197 Inform-s thet NRC representative will not tie available to 
attend FEMA preenercise briefing W Snell will contact FEMA 
after NRC 840910 entrance & attend 840913 public critique 
Region HI representation at FYa5 public critiques unlikely 
PAPERIELLO, C J Division of Emergency Preparedness it Engineering 
Response iPost 03O1D3) 84/00/24 WEAVER. W J Federal Emergency 

Management Agency Ip 26291 176 24X Fiche 50-366, 84/08/24. 

8408290197 


— 8408290206 Forwards schedule for 1984 emergency exercise NRC 
representatl-on at pre tt post-exercise briefings requested 
WEAVER. U’ J Federal Enorgency Management Agency 04/08/16 

KEPPLER.J O Region 3, Office of Director 33p 26291 177 2< 

Fiche 30 '266, 04/08/24, 8400290197 


8408290348 Responds to 040703 request for suggestions re preparation 
fifth Natl Energy Policy Plan Addressing of future natl 
electricity supply t projected mix of coal & nuclear power 
in supply recommended 

PALLADINO.N J Conmi ssi oner B 84/08/19 MODEL. D P Energy, Dept 

t»f Ip 26311 267 


B40B290350 Requests proposals for s trategies. programs it initiatives fo 
consideration duri^D preparation of fifth Natl Energy Policy 
Plan fNEPP) Input requested by 840901 Fourth NEPF end 
MODEL. D P Energy. Dept of 84/07/0-3 PALLADINO.N J 
Comn i ss loners Ip 26311 268 


— 8408290352 D0E/S-O014/L 

"Natl Energy Policy Plan " 

e Energy, Dept of 83/10/31 27pp 26311 269 


8408290356 Forwards 20th joint quarterly status rept re emergency 
prepaiedness covering period through 840630 No delay in 
current licensing proceedings doe to emergency preparedness 
issues 

DERNTMAL.F 11 Commi'ssloners GIUFFHiDA.L D Federal Emergai 
Managenent Agopicy 84/09/09 SIMPSON, A K Senate. Envlronmi 
Public Works Ip 26310 311 


— 8408290359 "NRC/FEMA Joint Quarterly Rept to Congress on Emergen^ 
Preparedness, Through B40630 " 

* NRC - No Detailed Affiliation Olven » Federal Emergency 
Management Agency 84/06/30 46pp 26310 312 

8408300208 Forwards FEMA findings on State of FL tt associated local 
emergency plans re plant 

DANCErH C Region 2-. Office of Director 04/06/09 WlLOUe.W B 
Florida Power Corp Ip 26307 044 24X Ficha 50-302,64/06/09, 

840830 0200 



490 


NONDOCKETED ITEMS 


- J40a300e;n /^pproN^^ state of f-L f local plars t preparedness for 
aloYtiiig protecting public m tvent of radiological 
cniaigenc^ Approval conditional on v-er i f i ca t ion of alert «. 
notification per App 3 of NUHEG -0654y F-EMA-HEP- I < Rev 1 
□PECi' . S W Federal Energencg Hanagement Agency 64/02/19 
DlRCKS>ls’ J Office of the Executive Director for Operations ip 
26307 045 24X f’lche S0-302i B4/06/05. Q‘10B300£0e 


840630022? Forujards reques*- fop OKU revieuj t supporting statexuent re 
NRC Form 4Q?< "Reg letrar ion Certi f l ca te , Med i ca 1 Use of 
Gyproduct Mail Under Genera) License '* 

NORRY. P G OfpiCE of Administration 04/05/21 MACRAP, J B Office 
of Management tj Budget Ip 26331 29a 


840B300303 Forwards FEMA "Cierclse Rep I on St Lucio Nucletar Potaer Plant 
Exercise on B40306 " 

DANCCiH C Region 2, Of nee of Diroctor B4/O0/14 WILLIAMS. U W 
Florida Power Corp 3pp 26306 131 24X Fiche SO-333. 04 /OB/ 1 4. 

6403300303 


0400300315 Forwards correspondence froin FEUA roruiarding evaluation of 
offsite emergency preparedness for 630317 onerclse 
LEWIS, n C Region 2. Office of Director 04/07/19 UTLEY, e E 
Carolina Power 6 Light Co 2pp 26313 213 24X 

Fiche 50-324.04/07/19.9400300315 


--0408300319 Forwards "Brunswick Nuclear Poiwer Plant Exercise on 030517. 
final rept 

KRlMMiR W Federal Efnergoncy Management Agency 04/06/19 
JORDAN. E L Division of Emergency Preparedness f. Engineering 
Response (Post 930103) 0pp 26313 215 24X 

Fiche 50-324.84/07/19,0400300315 


■9409300323 ’■Orutisuick Nuclear Power Plant Exercise on B30S17i " final 
rept 

* Federal Emergency Management Agency 94/06/03 40pp 
26313 223 24X Fiche 50-324. 04/07/ 19. Q40B30031 5 


6400330350 Forwards FEMA "Exercise Rep t, Catauba Nuclear Station. 
840215-16 ” 

DANCE.H C Region 2. Office of Director 04/06/25 TUCKBH. H U 
Duke Power Co Ip 3630B 264 24X Fiche 90-413.94/06/25. 

6400300358 


9400300427 Forwards FEMA "Oconee Nuclear Rower Plant Full-Scale Lacal 
Exercise Conducted on 030406.'' final rept 

DANCE.H C Region 2. Office of Director 04/07/11 TUCKER, H 0 
Duke Power Co ip 26315 205 24X Ficho 50-269,94/07/11. 

□400300427 


PR RJUE 


G409310267 Comments on proposed rule t0CFIt70 re changes to SNM matl 
control f. accounting ret^ulrements for certain licensed 
facilities Requests extension of coirment period by at least 
3 months 

MDWRY.W R GA Technolog 1 os, Inc /Ooneral Atomic Co 49FR4091 
04/09/29 Docketing 6 Services Branch 3pp 247t6 358 


9400020001 Comments on proposed rule 10CFR50 re tlmiiing use of highly 
enriched U in domestic research L test reactors Requests 
60-day extension of 040904 closing data for comments 
WANO. C H Oregon State Univ . Corvallis. QR 49FR27769 94/07/26 

DpckeHng ^ Servif Oranch 2pp 29891 203 


8408020005 Comments q? .jpoposed rule 10CFR50 re high enilched U/lauf 
enriched U Opposes ''uxe due to lack of rogard to formal 
comments recclvod from listed companies Requests 6D-day 
Dxtenslon of comment period 

UIL0QN,WE Washington Btatc Univ . Pullman. WA 49Fn 27767 001 
04/07/29 Docketing 6 Services Branch Ip 25991 280 


6409020008 Comments on proposed rules iOCFR2 & 50 re elimination of 
review of financial qual i f i cations of electric utils its 
□L reviews it hearing for nuclear pouior plants 

RA8MUS3EN, L C Kansas City Power «« Light 49FR 1 3044 039 04/07/26 

Docketing 6 Bervlcas Branch 9p p 25091 329 


840R0PD110 Comments on proposed rules lOCFR30r 40, 70, 71 t 73 re 
statement of policy concerning response to accidents 
involving transportation of radioactive matl Type of 
on-scene assistance NRc ulll provide, not dear 

LACKER.dk Texas. State of 49FR12335 006 04/07/24 Office of 

the Secretary of the Connlsslon Ip 39991 030 


0409020111 Comments on proposed rules 10CFR30. 40. 70. 7 1 5. 73 ro 
statement of policy on NRC response to accidents occurring 
during transportation of radioactive roatl Opposes statemeht 
LEWI6.M I Lewis. M 49FK1233S 000 84/07/30 Office of the 

Secretary of the Commission 2pp 29892 269 


04OG32OI2U Cemmfen*^? on proposed rules 10CFR30. 40. iO 7i r, 73 re 
statement of policy on rjRC response to accidents ocvurring 
during ti an&por ta*- ion of radioactive matl Statement ensures 
NRC coordination u/ariected state agencies. DOE I FFMA 
TflOSTExi. L fi LeOoeuf. Lamb. Leiby *' MacRae 19FHIS335 OD7 
84/07/27 CHILK. S J Docketing Services Branch 5p p 25992 300 


0400370260 Forwards chart reflecting NKR input to public comments 
received m response to 49Frtl6900. "Rev of Backfittmg 
Process for Pouer Reactors " 

DENIGN.H R Office of Nuclear Reactoi Regulation, Director 
04/07/27 STELLO. V Regional Operations t Generic R equ i r oniQ nt s 
I5pp 25937 019 


— 8406200226 Requests consideration • repts le citanges designed to 
backf i t pi ocedures by 840/06 SJ Chi l|<g 04O2OQ memo, public 
comments received in response to 4 OFR 16900 *< list of oub-lic 
comments enc 1 

STElLO. u Regional Operations V Generic Requirements 04/06/13 
DENTON.H R Office Of Nuclear Reactor Regulation, Diiector 
DEVOUMG.R C Director's Office. Office of Inspection and 
Enforcement 0AVI8.U G Office of Nuclear Material Safety & 

Saf eg uard s. Oirec ter Ip 25956 26 b 


—8404250191 Advises of Conmission approval of NRc plan For ng t of 
plant-specific backfittmg of opei atlng power reactors 
(SECV-B3-321 ) 

CHILK, S J Office of the Secretary of the Commission 04/02/08 
OtRCKS.W J Office of the Executive Director for Operations 
messenger, G Office of Investigation Ip 25956 269 


— 0406200010 Forwards addl public comments on proposed rule lOCFflSO 
re consideration of res s to backfit procedures t> revised 
llet of com.nents 

Srei-LQ.V Regional Operations V Generic Requirements 04/06/20 
DENTDN.H R Office ot Nuclear Reactor Regulation. Director 
DEhOUNO.R C Director's Office. Office of Inspection and 
Enforcement OAVIS.J C Office of Nuclear Motei lal Safety b 
Safeguards. Diroc tor Ip 25956 394 


0400070206 Forwards UCS comments on proposed rules 10CFR2 It 50 re 
regulatory leform proposal concerning rules of practice, 
licensing of production 6 utilliation facilities NRC should 
spensor round of depositions of all witnesses for hearings 
JORDAN, y S Harmon « Uelss 49FR 14690 031 84/07/30 CHJLK. B 

Office of the Secre*-ary of the Commission 26pp 25940 192 


0400070144 Comments on proposed rule 10CFR50 re environ qualification 
Requests UCS comments be given full consideration due to 
deadline discrepancy 

CURRAN. D . JORDAN, N S Harmon l« Weiss 49FR8445 04/07/31 

PALLAQIMO.N j , ASSELStiNE, J K . BERNTHAL, F M Commissioners gpp 
25944 190 


0408070343 Comments on proposed rule lOCFKSO re limiting use of highly 
enriched U in domestic research It test reactors Opposes 
rule due to cost to taxpayers i lack of commitment for 
funding proposed fuel changes 

WILBUR. L C Worcester Polytechnic Institute. Worcestei . MA 
49FR27769 003 84/07/31 Office of the Secretary of the 

Commission Spp 25945 192 


8400070346 Comments on proposed rule 10CFR50 re limiting use of highly 
enriched U in domestic research 6 test reactors Requests 
30*'day extension of comment period to allow discussion at 
training research 6 test reactor fneotlng 

RICHARDS. W J American Nuclear Society 49FRa7769 84/07/27 

pocketing f. Services Branch Ip S5945 194 


B40B070349 Comments on proposed rule lOCFRSO re use of low enriched U 
in research reactors Use of highly enriched U unnecessarij t 
dangerous Switching to low enriched U will reduce danger 
LEWIS, h 1 Lewis. M 49FR27769 002 84/07/29 Docketing 6 

Services Branch Ip 23945 199 


B4O0O7O383 Advises that comment period extended to 040013 for proposed 
rule iOCFRSO re environ qua 1 1 f Icati on of electrical 
equipment FR notice one 1 

CHILK. 8 J Office of the Secretary of the Commission 84/00/02 
BELL, N Nuclear Infornation U Resource Service RUNKlE. J 
Conservation Council of North Carolina O'NEIL. J O'Neill, J 3pp 
25947 068 


8400070390 Proposed rule 10CFR50. "Environ Qua 1 1 f 1 c a 1 1 on of Electrical 
Equ ipment. Removal of B20630 Deadline " Role extends 
comment period to 040913 

CHILK, B J Office of the Secretary of the Commission 84/00/02 
3pp 25947 071 
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840007040'' Cin’ments on proposed ruleb 10' FROO. 40 70 ’I • 73 re NRC 

general state inent of polirij on Tespop>se to accident's 
Qccurritiq during transportation oP ladjoactive matl Supports 
rules 

ZIMMER'IAN S R Carolina Power I Light Co 49Ffn233b 007 B4/07/27 

CHILFpb J Docliet’ing 7 Sei ^ices Qianch Ip 25942 173 


8408070413 Coiriments on proposed rule lOCFK** re production, or disclosuie 
in response to subpoenas or deniands of court oT other 
authorities Rule would prohibit I'JRC employees or rormer 
enplogcts Pron producing info in files to Geneial Counsel 
HAM4UFR S H Interstate Amiesite Corp 49FR3a073 00 J 04/07/30 
Office of tho Secre*^ary of the Commission 2pp 25942 190 


0408060333 Comments on proposed rule lOCFn60 re disposal of high level 
radwaste in geologic repositories Disagrees w/NRC re 
contents of si«^o charac ter i i at i on plan Hf< Hunphreg 040325 
commorits otic I 

KALITOWSFI T Minnesota, State of 49FR5934 015 84/00/01 

BROWNING- R Division of Waste Management 6pp 25964 091 


--8403080334 Connents on suggestions tor piocedural changes in nuclear 
power plant licensing process Supports creation of A5LD 
screening boards 

HUMPHREY, H H . Ol-SON, J F , SENECHAL, M E Minnesota, State of 
49rfiM690 04/05/23 Office of the Secretary of the Conunlsslon 

Bpp 25964 097 


0400000335 Comments on proposed rule 10CFK50 re limiting use oP highly 
enriched U in domestic research f' test reactors Rule should 
be redrafted arter input from all affected parties obtained 
SPINRAD-B I Iowa Wesleyan College- Ht Pleasant. lA 49FR27769 
004 04/07/31 Docketing 6 Services Branch 9pp 259*64 -002 


B4O81603Q2 Ccimmpnts on proposed rules 10CFR2 6 50 re elimination of 
review of financial Rual i f i caf ions Opposes rule 

O'NEILL J Affiliation Hot Assigned 49FRl304‘'l 041 84/08/13 

Docketing Services Branch Ip 26092 172 


0400210314 Comments on proposed rule 10CFR73 re 
requirements for spent ruel Supports any rule 
reduce transport h manpower cos^s, but unclear 
rule will accomplish tha*- goal 
riANCUSl.J Transnuc 1 ear, Inc 49FR23867 004 
Docketing !< Services Branich 2pp 26179 125 


mod of protection 
uih 1 c h uou 1 d 
that proposed 

04/09/13 


04O&21O349 Commen*^s on proposed rule 10CFR50 re sufficiency of 
justification for continued operation f-or Wisconsin Electric 
Power Co, Point Beach Nuclear Plant 1 t II Streamlining NRC 
Licensing b regulatory roles Inadequate in solving problefns 
PROJDMAN, 8 Wis-conain's Environmental Decade 49FR844S 023 

Q4/O0/1O Docketing t Services Branch 12pp 26179 1 B3 


0408210309 tommpnte on proposed rule 10CFR50 re limiting use of highly 
enriched U in domestic research f test reactors Urges MRC 
reconsideration due to absence of any indication of 
realistic threat of diversion 

WEOST, U F California, Uni v of, Los Angeles, CA 49FR27769 000 

04/08/09 Docketing h Services Branch 2pp 261B0 243 


6400310432 Comments on proposed rules 10CFR2 b SO re elimination of 
review of financial qual 1 f i cat ions Discusses several 
Instances of safety improvements not made because cost 
judged to be excssaive 

O^NElLL, J O'Neill, J 49FR13044 042 04/00/12 NRO - No 

Detailed Affiliatinn Given Ip 26101 297 


8408080340 Comments on proposed rule 10CFR73 re mod of protection 
requirements for spent fuel shipments Concurs w/conclusion 
that rejaiation of ngoious safeguards on shipments 
warranted 

LEDNARD, J D Long Island Lighting Co 49FR23067 004 04/00/01 

CHlL/iS J Office of the Secretary op the Commission lOpp 

25963 301 


840B090332 Requests com-nent period bo eitended until 841104 for 
proposed rule 10CFR50 re limiting use of highly enriched U 
in domestic research test reactors 

DIMEGLIO, A r Rhode Island, State of 49FR27769 005 84/00/06 

Office of the Secretary of the Commission 2pp 25971 041 


0408130346 Comments on proposed rule J0CFR90 re conversion of research 
reactors from highly enriched U fuel to low enriched U fuel 
Supports rule Conversion should be implemented as soon as 
passible 

RUBIN, J Venice Alliance for Survival 49Fft27769 006 04/00/06 

Docketing 6 Services Branch Ip 26010 317 


8408220322 Comments on proposed rule 1 0CFR50 re use of highly enriched 
U in domestic research It test reactors Requests 60-day 
extension on connent period, to conduct careful analysis 
COLLINS. P F Kfic, Inc 49FR27769 84/08/15 Docketing U 

Services Branch Ip 26194 054 


0400220337 Comments on proposed rule 10CFR50 re limiting use of highly 
enriched U in domestic research. & test reactors Recommends 
rule state exemptions from conversion to low enriched U may 
not be reason or excuse to add addl security requirements 
BRUOQER.RM Los Alamos Scientific Laboratory 49FR27T69 009 
04/06/07 Orfice of the Secretary of the Commission 3pp 
26194 064 


8408220343 Package of two comments on proposed rule lOCFRSO re 
conveislon of nuclear research reactors from highly 
enriched U to low enriched U Supports rule 

MAHAFf er, fl Detroit, MI CAMPBELL, C End Nuclear Dumping in the 
Pacific 49FR27769 84/08/20 Docketing & Services Branch 2pp 

26109 347 


0400130390 Package Of two comments opposing proposed rule lOCFft9 
re production or disclosure in lesponse to subpoenoes or 
demands of courts or other authorities 

CONNER, T B Conner K Netterhahn * LeDoeuf, Lamb, Loiby & MacRae 

49FR2H073 04/00/09 CHILK.S J Office of the Secretary of the 

Commission 7pp 36011 120 


0400220348 Comments on proposed rule IOCFR50 re limiting us® of U 
enriched to greater than 20^ U-235 in domestic nonpower 
reactofs Rule discourages all new nonpouer reactor 
development in US 

NELSON. G W Affiliation Not Assigned 49FR27769 011 84/08/08 

Docketing b Services Branch 2pp 261Q9 349 


0408130402 Comments on proposed rule 10CFR9 re production or disclosure 
in response to subpoenas or demands of courts or other 
authorities Supports proposed rul d, u/excep 1 1 on of minor 
change to daicte '’or forner employee" in Section 9 201 
DCNNCrr,3 P Oaltlnore Oaa 6 Electric Co 49FR28073 002 04/00/07 

Docketing 6 Services Branch Ip 26010 100 


0400140377 Comments on proposed rulo 10CFR50 re conversion of research 
reactoi s from highly enriched y fuel to low enriched U fuel 
Supports rule 6 requests implementation as soon as possible 
CQHEN, D A Cohen, D A MD 49FR37769 007 04/08/05 Office of 

the Secretary of the Commission ip 26041 164 


6400220350 Comments on proposed rule 10CFR50 re conversi-on of research 
reactors from high enriched U to low enriched U fuel 
Supports rule 

CUSHNIR.H CEIP Fund, Inc 49FR27769 010 04/08/14 Oocketlng b 

Services Branch Ip 261B9 317 


8406230307 Comments an proposed rule IOCFR73 re vital islands policy 
NRC should stop wasting taxpayer b ratepayer dollars for 
politically motivated projects t* concentrate an streamlining 
regulat i ons 

CAPANO-DOLAN.L Affiliation Not Assigned 49FR30733 001 04/00/17 

Office of the Secretary of the Commission 2pp 26205 310 


0408140419 Submits second comment on proposed rule 10CFR50, "Environ 
Qualification of Electric Equipment Removal of 020630 
Deadline *' Connent based exclusively on Info re Pilgrlm-1 
Deadline should not be removed 

DOHERTY, J F Doherty, J F 49FRS445 022 04/00/10 Office of 

the Secretary of the Commission I5pp 26050 334 


0406270319 Comments on proposed rule 10CFR50 re rev of bacVflttlng 
process for power reactors Supports rule Statutory basts 
would add dimension of policy stability h predictability to 
NRC administra t i ve proposals 

GRIFFITH. J D Energy, Dept of 49FR 16900 023 84/06/07 

CHILK.S J Office of the Secretary of the Commission 4p p 
26242 307 


0400140420 Comments on proposed rules 10CFR2 & 50 re elimination of 
review of financial qualifications of electric Utils in 
operating reviews U hearings for power plants Analysts of 
financial qualifications tc operational safety encl 
8ILDER0,J E Shaw, Pittman, Potts U Trowbridge 49Fni3044 040 
84/00/10 Docketing b Services Branch Ip 26051 001 


8408270328 Comments on proposed rule 10CFR50 re highly enriched U 
conversion rule Supports conversion Conversion should be 
taken before fuel stolen b used t-o build atomic weapon 
DEBDLTpR Affiliation Not Assigned 49FR27769 014 04/08/23 

Docketing b Services Branch Ip 26239 227 


— 8400140422 "Statistical Analysis of Financial Qua 1 1 f icati ons b 
Operational Safety for Electric Utils Operating Nuclear 
Power Reactors ” 

s CYGNA Energy Services 84/09/09 79pp 26051 002 
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t408a70330 Cortiments on propD-sed rules lOCrW2 I 50 i e N'atl Association 
of Ot 1 1 Regulators finan-cial qualifications sfcudu ProoQSed 
rule raises genuine probl»<AS f should be weighed carefullu 
deliberately 

SCOTTjM Coalition for Responsible Ctietgq Education 49FR130d4 043 
04/08/10 DocVetmg I Services Qranth I5pp 26245 OOB 


84Q028OO'^-3 Package of two conroents supporting proposed rule 10CFR50 re 
high enricbed U conversion 

QLU^IENTMAL. A Affiliation Not Assigned MlSCHEt.A National 
Laujgers Qut)d< Loia Angeles Chapter 4*?PR27769 a4'09/54 

DocWetlng 1< Services Branch 2pp 26261 126 


8409590290 Decision in oiatter of rulemaking on storage b disposal of 
nuclaai u^ste (uaeto confidence rul eniak tng 1 Served on 
040827 

CHILP.6 J Office Ot the Secretary of th<» Commission DSB 376 
44^961372 84/QB/22 ItOpp 26291 001 


— 0400290297 ‘'Requirements for Licensee Actions te Disposition of Spent 
Fuel Upon Eipiration of Reactor DLs, " IOCFR50 L 5! final 
rule Discussion of environ impact of spent fuel storage not 
roquired 

CHILM-S J Office Off ♦'he Secretary of the Commission 44FR61372 
84/00/22 37pp 26291 124 


&40Q3V0139 Comments on proposed rule S0CFR73 re mod of protection 
r equlremonts for spent fuel shipments Recommends that in 
absence of research on sh Ipmenti no easing of requirement 
should be contemplated 

KUCERA, R Missouri. State off 49FR23Q67 009 04/03/22 

Docketing & Serviegs Branch Ip 26322 262 


6408310141 Forwards cenments on proposed rule 10CFR50 re limited use of 
highly enriched U in donestic research V test reactors 
WEOBTiW F California. Univ of> Loa Angeles* CA 49FR27769 000 
84/GB/2i PALLADINQ. M J Cotnqiissi oner s Ip 26322 266 


B40G31O154 Package of three comments suppaiting proposed rule 
10CFR90 re conversion of domestic research reactors from 
highly enriched to low enriched U Fuels 

OOURASSA*L California* Oniv of* San Francisco. CA RICE*R A 
California. Unlv of* Berkeley. CA RUZ. R R Caltfornia* Unlv of* 
Riverside* CA 49FR27769 84/00/27 Docketing b Services Branch 

3pp 56322 217 


0408310212 Comments on proposed rule iOCFRSO re conversion of domestic 
research leactors from highly entiched to lou enriched U 
fuels Supports rule Testimony presented to ACRS on 040612 
enc 1 

HAFEHEISTER* D AfflL lat ion Not As signed 49FRa7769 020 B4/O0/16 

Office of the Secretary of the Commission tp 26310 109 


—8400310215 Testimony of DW Hafemeister re need to convert domestic 
research reactors From highly enriched to low enriched U 
fue I s 

e AtRS - Advisory Conmttee on Reactor Safeguards HAFEMEISTER* D 
Affiliation Mot Assigned 04/06/12 6pp 26310 llO 


8408310219 Comments on proposed rule lOCFRSO re convulsion of research 
reactors using highly enriched U to non-iueapons-grade fuels 
Supports rule Testimony presented to ACRS on 040127 end 
TAYLOR, T 0 Affiliation Not Assigned 49FR27769 Ol8 04/00/54 
Docketing t* Services Branch Ip 2631 b 190 


‘^''8400310251 Testimonij of TB Taylor re need to convert domestic research 
reactors from highly enriched to low enriched U fuels 
TAYLOR. T 0 Affiliation Not Assigned 84/01/27 lipp 
2631 B 139 


>RM petition for RULEMAKING 


3400070312 Advises that on 840621* MRC approved petition fur rulemaking 
PRII-SO-33 governing emergency eiercise frequency Expresses 
appreciation for par tic ipat i on b assistance provided during 
ru 1 emaU i ng 

CHILK.S J Office of the Secretary of the Commission 47FR29232 
04/O7/3i QTT*C A National Emergency Management Association Ip 
25947 362 


0408070319 Advises that on 84Q621* NRC approved petition for rulemaking 
PRM-SO-Sd governing emergency exercise frequency Expresses 
appreciation for part i cipa ti on b assistance provided during 
rulemak Ing 

CHiLKiS J Of flee of the Sccrotary of the Commission 47FR9O910 
84/07/31 MILLER, R South Carolina, State of Ip 25944 160 


B40B37C4b1 Pili*-ion i-or rulomai<lTig RRn-7-2 lequosiing NRC institute 
rulemaking to jmena lOCFR/ 9 to O'ltablisti formal procedure 
For potitivning rprimission to reetjn s i (I ei decisirns 

KlAUTZ*^J I Han»'l- J 1- 04*07/25 Office of the Secretary of the 

Comnission 0pp 25342 351 

0400070153 Forwards peM^lon tor lulpmakmg RRM'-PO-IO re disposal of 
raduaste oil from nuclear powe-r plants below regulatory 
toncei n 

BAUSER, H A Neuman L Holt linger Q4/0/'3l Docketing b Services 

Branch 2pp 25940 097 


-'040807045/ Petition for rulemaking PRM-20-15 re disposal of low level 
raduaste oil from nuclear pouer plants requesting 
radionuclide concentrations in uiast© ml be disposed of w/o 
regard to radioactive nati content 

tt Edison electric Institute a Utility Nuclear Naste Management 
Group 84/07/31 Commissioners 20pp 25940 099 


— 0409070462 "Development of Recommended Regulatory Cutoff Levels for 
Lou Level Rad loac ti v&Iy Con iami n,bt ed Oils From tluciear 
PowBT Plants " 

BLAMD, J S . LlEDERMAN.g A . riDRTOJJ. H U OTMA Inc 03/10/31 
63pp 29940 119 


B40B130559 Fotwards conmenfs re staff revteui t proposed resolution of 
Nuclear Util BachfittiTig ♦ Reform Group petition for 
rulemaking RRM 90-36 

DENTON, H H Office of Nuclear Reactor Regulation, Director 
04/00/03 MDRRY. P 0 Office of Administration 7pp 26059 231 


'—8408130960 Forwards Nuclear Util Qackfitting b Reform Group petition 
For rulemaking PRM 50-36. summar las of staff comments, status 
of rulemakings 6 proposed resolutions 

riORRY.P G Office of Administration GL-03-43 84/06/26 

HELTEMES.C 4 Director's Off icq DAVIS. J G Office of Nuclear 
Material Safety b Sareguor ds, Dir ec toi DENTON. H R Office of 
Nuclear Reactor Reguia'-iortp Director 7pp 26099 330 


PROJ PROJECTS - PREDOCi^ET LICENSING 


8408070036 Summary of 840718-19 meetings w/LLL* Swanson. Ch em-Nuclear* 
Fracture Control* TVA. VEPCQ. Ge sol I schaft Nuclear Sve !< BNWL 
In Llvoimore.CA re rev to CASTOR Ic dry spent fuel storage 
cash isrsi topical rept 

RODERTS, J P Advanced. Fuel 6 Spent Fuel Licensing Branch B4/07/30 
ROUSE* L C Advanced Fuel b- Spent Fuel Licensing Branch 4pp 
23959 392 


0408090962 Forwards Rev 1 to "QA Handbook for Dry Spent Puel Storage 
Cask*" per 031221 request re 030939 submittal of Rev 2 to 
“Topical SAR for Castor ic Cask ISRSI (Dry Storage) " 

DAATZiH I RITtSCHER*D Oesellschaft fuei Nukloor Seivice. mbH 
23891 04/07/23 ROUSE, U C Advanced FueJ It Spent Fuel Licensing 

Branch Ip 25963 0 3 4 


'-'0 4 08090964 Rev I to “Qa Handbook for Dry Spent Fuel Storage Cask 
OITTNERtR GesellschaFt fuer Nokloar Service, mbH 23891 
S4/06/2? 52pp 25983 055 


PT21 HQHCOMPLIANCE RePORTS AMD RELATCO CORRESPONDENCE 


04080302 3? Coirected Rev i to Final Deficiency Rept DCR 03-96 re 
discrepancies u/MSIV mfg by Anchor-Darling Initially 
reported on 030800 Vendor Instruction Manual E9023~9 
revised Also reported per Dart 21 

VAN BRUNT, E £ Arlaoha Public Barvlce Co DER 03-56 04/07/13 

DrSHQP.T U Division of Re s I d ent, Reac tor Project S* Engineering 
Programs 7pp 23Q9B 046 24JC Fiche 5O-520, 04/07/13, 8400020232 


84OBD70833 Potential Part 21 rept re defective threaded rod matl 
supplied by Texas Dolt Co on 04O61B Rods returned to vendor 
for replacement Nonconformant e Ropts 84-107 t 04-209 end 
LEE,0 R Public Service Co d# Colorado P-a4244 84/07/30 

Director's Office* Office of Inspection and Enforcement I9pp 
23948 304 24X Fich© 50-267,81/07/30,8400070233 


B40Q09001S Final Deficiency Rept DER 84-08 re failure of ITT/Darton 
Model 763 transnitters to moot specs PPS setpoints revised 
on existing transmitters 9* Barton working on physical mod 
to meet specs Also reportable under Part 21 

VAN BRUNT, E L Ariiona Public Service Co DER 04-OB 04/07/24 

QISHDPiT W Division of Res i dent. Reactor Project 6 Engineering 
Programt 4pp 29999 011 24X Fiche 50-920*04/07/24*6408090012 
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840009005'' InttTin doficieticy rep + iltem 13J re weldolets lacking 
cumpleti chemical analysis d oc ume n fca 1 i on Initially reported 
on 040637 rorrective action to be determiried upon completion 
of l n V e » 1 1 g d 1 1 on Reported under Part 21 by Gugon Alloys 
JErlS, IJ H Detroit Edison Co 131 84/07/24 KtPPl.ER^J G Region 

3. Office of Director 2pp 25992 333 24X Ficbe 50-341 . B4/07/24. 

0400090055 


840B090366 Deficiency t Part 21 repts.Item 179 re Ucst ingbouse not 
cunsidcimg interaction scenario when postulating in-core 
flux napping sys Initially reported on G40622 Reportab 1 1 i ty 
to bo doterminpd by Q40930 

PARSDN5. R M Carolina Powor V Light Co NRC-241 04/07/19 

□ 'REICLi' J P Region 2* Office of Director Ip 25992 1 46 24X 

Fiche 50-400,04/07/19.8408090066 


0400090)14 Part 21 rept re twisted shielded pair cable in Nutherm lntl» 
Inc Analog Trip Cabinets C2;>20Al , C222aA2, C2229B1 V C2229B2 
Initially reported on 840713 Caused by poor uorkmanship 
Cables exhibiting defects replaced 

HARRINCJTQN, W 0 Boston Edison Co BECO 04-105 84/07/13 

nURlEV, T E Region 1. Office of Director 3pp 25992 242 24X 

rime 50-293, 84/07/13. 04000901 14 


0400090131 Intorin deficiency t< P^rt 21 reptsiltom 178 re stainless 
stool sockoiottes %t ueldolettes supplied by Guyon Alloys. 

Inc not In accordance u/NCA 3300 Initially reported on 
040619 Next rept by 840915 

PARBaNS.R M Carolina Power U Light Co NnC-239 04/07/16 

O'REULV, J P Region 2, Office of Director 4pp 25994 320 24X 

Fiche 50-400, 04/07/16. 04OQO9O131 


0400090140 Final Dcftctency Rapt CROC 92iG4)D re potential problem 
w/standtiy diesel generator looso flexible coupling drive 
hubs supplied by TDI Initially reported on B40120 
Also lepnrted per Part 2l 

CDELMAN. ri fi Cleveland Electric Illuminating Co CROC 92104)3 
U4/0//2/ KEPPLER, J G Region 3, Office of Director 2pp 
25993 176 24X Flqhe 50-440.04/07/27.8400090140 


Q408090(.^79 I uurth intorin deficiency rept re makeup HPI pump vibration 
Initiany reported on 030622 Cause not stated Pumps balanced 
6 vlbratiuh level measured Next rept expected by 041119 Also 
reportable per Part 21 

MtLL^}, L M Tennessee Valley Authority 04/07/20 O'REILLY, J P 
Region H, Office of Dircctoi 2pp 25994 161 24X 

FlLhe no 4 i0, 84/07/20, 0408090279 


040810000') Interim deficiency rept re cracked bosses on Colt Industries 
diesel geneia^or lube oil pump discharge noiiles Initially 
repoi tod on 040425 Design for tapered thread adapter 
changed Next rept expec^^ed by Q40BO7 Reportable per Part 2i 
MARTIN,! J Public Service Electric !. Gas Co of New Jersey 
04/07/10 MliRLFY, T C Region 1. Office of Director 2pp 
25990 190 24 X Fiche 30-334,04/07/10,0400100009 


0400100110 Final dofjcirncy rept re excessive wear on Pacific Air 
Pinducts linear coiivcrtets Initially reported on 040213 
Design of tonvertexs satisfactory foi dampers Also 
repurtoble per Part 21 Not reportable per 10CFR90 59(e} 

NANGAN, r V Niagara Mohawk Power Corp NnP2L 0113 04/07/30 

nTAROtlirriil . R Division of Project I Resident Programs 2pp 
23900 24X Firbe 50-410.04/07/30,0408100110 


134 00 1 30 1 9/ Updated Part 21 rept re calcul ati ona I errors In original 
design Initially reported on 040705 More detailed 4< loss 
lonsolVJtivc analysis being performed to verify compliance 
u/ttpecifird allowables Next rept expected by 840901 
OODFRi Y, D A W J Woolley Co 04/08/01 KEPPLER, J G Region 3/ 
Office 01 Director Ip 26010 026 


j 0400130310 Psrt 21 Rept 21-04-10 re potential functional problem 

u/ Iransmi tier amplifier board supplied by Rosemounl* Inc as 
I spare pai t oi pai t within complete Model 1193, Series B 

J liansmlitei Rosenounfc 040718 1 tr informing of defect end 

* llALU. D P Illinois Power Co U-10184 04/07/30 KCPPLER,J G 

1 Region 3, Office of Director 5pp 26000 190 24X 

I Fiche 90-461,84/07/30,8400130230 

I 0408140461 Act receipt of Part 21 rept re potentially defective 

, persoimel neutron dostnetors Requests resolution of problem, 

i plans to disseminate info to patentlally affected customers 

6 steps planned or taken to prevent recurrence 
] QAER,R I Cngineorlng 6 Generic Communications Grand) 04/08/03 

3 TODD, W C Oienons Ga.mnasoni cs, Inc 3pp 26061 206 24X 

ridie 90-027, 84/08/03. 0400140461 


0400160061 Final Deficiency Rept PRD-04/10 re passible swelling of 
QM Bettis val\o actuator ethylene propylene robber elastomer 
seals in contact u/hydrocarbon lubricant Initially reported 
on 040/30 Reportable under Part 21 for Unit 1 

RICHAFll), J B Mississippi Power tf Light Co PRO-84/10 B4/08/03 

Q'nrilLV.J P Region S. nfflce of Director 5pp 26100 219 24X 

Fir ho 90-416, 04/08/03, 0400160061 


1 

i 

i 


04O8l6O^6t final deficiency rept re loose drive hubs on o-verspeed 
governor drj/e shaft on TDI diesel engines Initially 
reported on 040203 Hubs acceptable Also reportable under 
Pat t 21 

MILLS, L n Tennessee Valley Authority 04/08/03 O'REILLY. J P 
RegiOi. 2 Office of Director 2pp 26108 224 24X 

Fiche 50-438,04/03/03,0400160066 


G40B160421 Final Det-iciency Rept PRD-01/17 re flow rate i ti standby sve 
wa'-er sgs loops A 6 8 6 loss of standby sve water basin, 
transfer capability Initially reported on 010303 Also 
reportable per Part 21 

RICHARD, J B Mississippi Power 6 Light Co AECM-B4/0341 84/07/31 

O'REILLV.J P Region 2, Office of Director 5pp 26106 076 24X 

Fiche 50-416,04/07/31, 8409160421 


8408160438 Intorin deficiency rept. Item 175 re exceeding max bolt 
hardness values Initialiy reported on 040517 Corrective 
action * submission of final rept will be accomplished by 
040996 Also reportable per Part 21 

PARSOWia.R r, Carolina Power L Light Co NRC-24 3 94 / 07/ 24 

□'REILLY, JP Region 2, Office of Director 4p p 26106 343 24X 

Fiche 50-400. 04/07/24, 8409160436 


8408160443 Interln deficiency rept, Item 168 re 6 9-|cV switchgear 
circuit breakers Initially reported on 840420 Corrective 
action t submission af final report will be accomplished by 
841001 Also reportable per Part 21 

PARSQMBiR M Carolina Power t Light Co NRC-246 94/07/30 

O'REILLY, JP Region 2, Office of Director 9pp 26107 269 24X 

Fiche 50-400. 84/07/30, 8408160443 


0400160480 Final Oeficlsncy Rept DER 04-16 re E8F actuatian sys relay 
cabinet baseplates Initially reported on B40321 Cabinet 
bads will be reinforced w/3/a-inch thick vertical stiffener 
plate Also reportable under Part 21 

VAN ORUMT.E E Arizona Public Service Co ANPP-30lO5-TDa/ 
84/09/02 BISHOP, T W Division of Res ident. Reactor Project h 
Engineering Programs 4pp 26107 292 24X Fiche 30-580, 04/08 /02i 

8408160400 


8408170384 Final Deficiency Rept DER 04-2? re control element assembly 
shroud support contaminated w/oil Initially reported on 
040420 Shroud cleaned tr inspected *< drip pan installed to 
con*-aln possible leakage Also reported per Part 21 
VAN UflUNT.E E Arizona Public Service Co DER 84-22 B4/0B/O1 

BISHOP»T W Division of Res ident, Reactor Project 8, Eng Ineering 
Programs 4pp 26129 099 24X Fi c ho 30-398, B4/0B/0 1 , 8400170384 


040920030'’ Suppl 7 to Part 21 rept re possible thermostatic valve 
malfunction fall safe to full cooling position Lower overrun 
assemblies in Robertshau valves installed on diesel 
generator sets replaced u/cotter pins to lock nut to stem 
MORIARTY.JM Colt Industries, Inc 84/08/08 KEPPLER, J 0 Region 
3, Office of Director ip 26133 017 2^4X Fiche 50-332,04/08/081 

0400200307 


6408200332 Part 21 rept re tension wires on Titus Grille, Model 272, 
not ronalning In place uhon deflection blades closed 
Affected job sites identified in end Products being tested 
to provide acceptable fix for retention 

SCHNEIDER, S L Phillips Industries, Inc 84/00/07 Director's 
Office, Office of Inspection and Enfarce,rent 3pp 26133 3i3 24X 

Fiche 50-000,64/00/07,8400200332 


0400200333 Part 21 rept re tension wires used for adjustment of blades 
on Grille Model 272 not remaining in place when blades 
closed Review & testing conducted to identify number of 
grilles ?- rework methods to be utilized 

SCHNEIDER, 8 L Phillips Industries, Inc B4/O0/O7 STRAIT, R 
Arizona Public Service Co ip 26132 360 24X 

Ficho 50-320, 04/08/07. 8408200333 


0400200338 Part 21 rept re tanslon wires used for adjustment of blades 
on Grille Model 272 not remaining In place when blades 
closed Review t testing conducted to identify total number 
of grilles 6 rework methods 

aCHNEIDER.SL Phillips Industries, Inc 04/08/07 UStNQER, R 
Zacl Co Ip 26132 336 24X Fiche 30-461*84/09/07,8400200338 


0400210290 Part 21 rept re separation of rod eye connected to piston 
rod from threaded portion of piston rod at approx 730,000 
lb stress load Caused by insufficient motl thickness to 
withstand faulted load Mail certification encl 

MILLS, C R Chicago Fluid Power Co 94/00/16 Director's Office, 

□fflcc of Inspection and Enforcement 4pp 26160 349 24X 

Fiche 30-202, 84/09/16. 04002 1G29B 


i 


I 


I 

I 
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Q40B2a0l41 Jnterir rE?ficicncy Rept OLH a4-44 re ftitigue failures of 
Gaulir charaipfl punps Intlslltj reported oo QA070h Reclitel 
irs estigatioj Final rep+ to be conpleted h 0409^’' Reported 
under Part Si tlof'theast Utils 

VAN DRUNT E E Ariiona Public Service To A»JPP'3-0l2O-TDS/ 
BA/QB/Ob 9ISH3F*T If Division oF Re s ident. Reac tor Project 8< 
Engineortrg Progrant 3pp 261HB 0.6& a<l> Fichc 50'-'52B. 54/08/06 , 
B40Q*?201'n 


B40B230317 Part 21 rept re failure oF I T£ 27N undervo Itaig e relaij to 
drop out on listed under^oltage conditions Problem due to 
eicos&ive feedback around operational aj»pliFier U? Clamping 
diode must be added Arfccted units listed 

DUVALL. D D Broun Dover i Corp (subs of Broun Ooveri !< Ca , Ltd ) 
FT 21 B4-170-00D 04/03/13 DEV DUNG, B c Director's Office. Office 

of Inspection and Enforcement Bpp 26191 357 34x 

Fiche 50-000.04/03/13.0408220317 


04082-40313 Part 2L rept re fitting leaks at incore probe seal tables at 
PWRsi per lE Info Notice 84-55 Subj fittings net used as 
i ns true ted 

UILSON. a Crauford Fitting Co [ElfJ-04-55 04/08/13 JORDAN. E L 

Division of Emergency Preparedness h Engineering Response (Post 
03OID3J Spp 26735313 24X Fiche 50-327.94/09/13.8400240313 


0400240332 Submits annotated requests far fallauup on potcnttallg 
generic problem in end Part 21 rept from Qasler Electric re 
SCRs on nuclear eictlers mounted tu/too much pressure 
NORELIUS. C E Division of Project V Resident Programs 94/04/25 
JORDAN. £ L Director's Office. Office of Inspection and Enforcement 
Ij) 26235 303 24X Fiche 50-000.04/04/25.0408240332 


8408240340 Part 21 rept re presence of Loctite-242 In CRD hydraulic 
control unit scran pilot solenoid valve plunger Initially 
reported on 840413 Neu thread locking devices investigated 
SHERWOOD. 0 0 Ceneral Electric Co hFN4 041 84/04/13 

DENDUNO.R C Director's Office. Office of Inspection and 
Enforcement 3 pp 26222 256 24X Fiche 50-000.94/04/13.8408240348 


8408200127 Part 21 rept re defects in IB-lnch SA-333 RHR pipe Samples 
of defective pipe natl being shipped to Techninat Corp. per 
request Defects iQcated in one length of SA-333 Grade 6 
pipe 

CRQSDYi G E Northern States Pouor Co SPLM«734 B4/08/22 
COLi-INS. J NRC No Detailed Affiliation. Given Ip 26275 144 
24X Fiche 50-263. 04/00/22.8400200127 


8408300521 Final rep t. S I gni f i can t Const Deficiency 115 re unacceptably 
high fluoride levels in Hicpo-Lole insulation supplied by 
Johna-rianvi 1 1 e Condition not reportable under iOCFRSO 55le) 
Apparently reported under Part 21 by Johns-Nanvl 1 1 o 
OERRETS. T F Louisiana Power 4- Light Co 113 94/08/20 

COLLINS. J T Region 4. Office of Director 3pp 26313 337 34X 

Fiche 50-392.84/09/20.8408300521 


B4083li0ll0 Significant Deficiency Rept 14B re design calculations made 
by WJ Ifoolley Co for doors specified to meet tornado- 
generated! miisile criteria Door reanalysls underway 
Previously reported under Part 21 b-y WJ Woolley Co 
KEMPER.J S Philadelphia Electric Co (SDR 414B) 04/08/23 

MJRLEY. T E Region 1. Office of Director Ip 26322 239 24X 

Fiche 50 - 352 . 84 / 08 / 23.0408310110 


8408310160 Part 21 rept re ground fault failures of actuation solenoid's 
for Crosby safety relief valves PRC 94-24 Problem still 
eoniidared gernane condition N-emo of 840000 felcon updating 
BAOtaiS interim rept encS 

OIAMDALVO. E M General Electric Co KFNIi 125-84 a4/08/i2l 

ROaSl.C E Olrectoir's Office. Office of Inspection and Enforcement 
4pp 26322 220 24X Fiche 50-373.04/08/21.8408310160 


8400310186 Part 21 rept re torus-to-reac tor bldg vacuum braaiers Memo 
of 840020 telcon reporting oquipnent quality 35< separation of 
controls to butterfly valves enc 1 QE lacts technical info to 
adequately evaluate conditlo-n 

VILLA, n General Electric Go MFNh 117-04 04/08/21 R03SI. C E 

Director ''5 Office. Office of Inspection and Enforcement 3pp 
26310 327 24X Fiche 50-000.84/09/21,0408310186 


84999 quality ASSURANCE INSPECTIONS 


9405300191 Acfc receipt pf 840503 Itr informing nRC of steps taken to 
correct nonconfornaTice noted In GA Program Insp Rept 
99900033/84-01 Corrective actions will be reviewed during 
Future insp 

POTAPOVS. U Raglan 4, Office of Director 04/05/22 MEISBNER,F N 
Electro Switch Carp Ip 54699 237 


0408010364 Forwards UA Program I nap Rept 99900823/83-01 <jn 930613-17 Ic 
notices of violation t nonconformance 

POTAPOVS. (J Vendor Program Branch ei/M/IB THOMAS. A 
Diversified Threade-d Products Co 3pp 25066 292 


— 04OBOlOltit Nut ice or lolat-iun om insp on 030613-17 
* Vend 01 HrograiTi Ilianch u3. ll'lO Ip 25066 t95 


— 940001 0368 Nofriro or noncontor trance from msp on Q 306 l 3 ”l 7 Safe^ 
into delated fref 10CFR2 79J) 

* Vendor Progrcim Branch 83/ll/ia 4pp 25066 296 


— 8400010372 QA Program Insp Rept 99900023/03-01 on 030613-17 
None amp 1 ) .me e noted pasted Part 9l guidance outdated 
(021230' P procedures to evaluate deviations did not e*ist 
Safey'Jards into deleted (ref IOCFR2 790) 

CONNAV. J T DABNCS. r Vendor Program Branch 03 / 00/20 Spe 
25G66 300 


8403030021 Fciriuards Upda*-nig Status Memo 20 for NucU'iar GA Progra-'^ 
Manual LTtt 1 001 . summar i r mg changes made 

TENZER. 0 E Ebasco Services, Inc isubs of Eriaerch Corp > 
B4/07/24 PriTAP0V3.U S'endor Program Dianch 4pp 25907 O0D 


8403030037 Responds to NHC 640613 Itr rc nonconformance noted in QA 
Pragran Insap Rept 99900P3 1/04-01 Corrective actions random 
review of patrol insps to he c onduc ted. patro 1 irisp items 
listed * purts assembled at uorli station inspected 

CHRISTOPHER,! Weetinghouse Electric Corp 04/0//09 POTAPOVS U 
Vendor Pj oqran Branch 5pp 25907 063 


8408030041 Responds to NPC 040610 Itr re nonconformance noted in QA 
prngran In^p rept Corrective actions annual review t rev of 
Natl Technical Sys QC manual will be completed by G40B01 
HARTMAM.W C National Technical Systems tl4/0//17 POTAPOVS. U 
Vendor Proqran Branch 3pp 25907 031 


8409030089 Responds to violation V none onfoi mance noted in QA program 
inap on B40417-19 Corrective actions jraiuinq forms levised 
to confarm to practice of one aignoff on i ov block t testers 
Instructed on proper operation of ITE 27 relays 

DDVALLi D D Ur eun tloverl Coi p (subs of ilrouin Iloveri & Co . Ltd > 
84/07/16 POTAPOVS. U Vend or Proiji am Bi am h 2pp 25910 074 


8409030115 Respcitids to 040529 Itr rc piobloms identified at Bahnson Cc 
Ninston-Sa 1 cm facility No HVAC equipmonl received frqm subj 
facility Dahnson Co solicited to assess or to take any 
needed actions to improve QA program 

CLEMENTS. B R Texas Utilities Electiic Co (formerly Texas Utilities 
Generating Co ) rxx-423a 04/07/23 DEYUUNO. R C Director's 
Office. Office of InspecMon and Enfoi coment 2pp 25916 104 24« 

Fiche 50-445.84/07/23.0400030115 


8408030131 Rosponds to NRC 04O61B lir re nonennf armancos noted in QA 
Ppogran Insp Rept 99900500/94-01 Corrective actions new 
Procedure T 8-2 9 Issued to consalldale onliani.e 
r equir-cmen I s for ti ack Ing . c ] os Ing */ mgt actions 

REiNBCIt.HO Ucchtel Corp 84/0//10 POTAPQVl). U Vendor Program 
Dranch 2pp 25916 Ml 


84000-30136 FlOsponiJs to 84062/ l>r re 840504 response to nonconformance » 
noted In QA Program Insp Rept 99900509/114 01 on 840206-10 
Nonconformances do not Indicate failure of nr ogram to comply 
w/Reg Guido 1 144 6 ANSI N45 2 12-19/7 

WELlV.R B Stone Webster Engineering Corp 04/07/20 POTAPOVS, u 
Vendor Progran Branch 4pp 25916 137 


840B-030143 Responds to NflL 040629 Iti re iianconformaiice noted in QA 
Program Insp Rept 99700507/94-0.7 Corrective artiohs 
Mechanical Std MA9-27 revised on 040625 to tpeciflcelly 
address use docuneolatl on re engirieoriiig judgment 
TAVcORta S Sargent h Lundy. Int OO'l/ 00 tl4/07/S7 POTAPOVS. U 

Vendor Rrogran Branch 0pp 25V 15 30/ 


040B03DI65 Responds tn NRC notice Of htinLunformance netotf in QA progra-n 
Insp at Bland (iperatloii on 04050/ JO Corrective actions 
QAP p 3 revised to indicate 2-wk tffljnlng session by QA 
supervisor 7. oxperiuncod flC pernonnel 

DUVALL. 0 0 riroun Bovorl Corp (subs of Ol'nwti Dover i !r Co , Ltd ) 
04/07/10 POTAPOVB. U Vendor Program Iltanch 4pp 25919 345 


0400030175 Responds to NRC 840530 lir re deviations noted in Qa Pragra 
Insp Rept Vii?700004/03“0l Corrective ■actions Texas flange Div 
customers ruquested to invoke Code Case N 242*1 for 
deflcioncioo identified in NRC 040530 Itr 

DLANKLGY. Ur Anotek, Inc 04 / 07/31 POTAPOVS. U Vendor Proaraai 
Hranch 26pp 29916 005 


84080&004 T Arw receipt: of 040426 6 0706 Itts informing NRC of steps 
taken to correct nonconfornmnee noted in OA f»rogram Insp 
Rapt 9990071 1 /BA-Ol Anothor Insp nee os tar y to resolve 
outstanding findings from NRC 040330 Itr 

ZeCK.O Q VondOT Program Ri anch 84/00/02 tlRUQOEMAN.W H Genorai 
CUctrlc Co ip 25933 lOj 
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TPfir.Tii (jM pro^iam map <3*^ San Jij&e. CA plant on B'1O013-17 
' ii tol Lon 

>j endar Piogran Hr in^h SHlRUtV. M C G-enera 1 

f It .*• Ip 35V25 310 

j 01 hlIi receipt ot^ 0 4O3M , 032'?< Ocj 1 5 i, 0713 Itrs informirg NRC 
js* p ■» takren to coTrect de latton noted in QA Program Insp 
'7^791^02 77/03-01-99^0 0277763-02 • 99900S77793-04 
0^ G Vendor Program Branch 04/OB'03 PEED- E 5 Rockbestos 
ifi 25933 190 


,,7 9 V Pesponils to NRC 840709 ItT re non c on Forma nc e noted in QA 
tnsp Rept 99900053/S4- 01 Corrective actions all 
in -house natlLried to install netu gaskets fy 
^ners notiPied of problem 

(7P>Q H Anc hor/Dar 1 ing Va K e Co (subs Qf Anchor/Dar J i ng 

Inc ) 04/07 ■'20 POTAPnvS-U ‘'endor Program Branch 

J5M9 339 


^11'' Responds +0 Iten 0 of QA Program Insp Rept 99900^17/84-01 
ictive actions piogram imp 1 emente-d to reciuiie uieeklg 
i,!jilaFion of data tron data repts to provide electronic 
,fflr of info on two diskettes 

i^ON- 5 r National Board of Boile-r & Pressure Vessel Inspectors 
j-7/17 POTAPOVS- U Region 4* Office of Director ip 
f 3 -U 


]i t 70 Forwards announcement nT org an 1 1 a 1 1 ona I changes.per B310S9 
changes ufill be incorporated in npit amend to 
Vf? ■17A 

I Si N N Cibbs li HiHj Inc (subs of Dravo Corp » 84/07/23 

*aVS.U Region 4, Office of Director 3pp 25949 270 


>^31“* Amends response to 840716 Itr re nonconformance noted in OA 
-an Insp Rept 99900743/94-01 Relay identified as 175-27 
I (I be 1 70-320 

^L.il/ D Drown Doveri Cgrp (subs of Brown Doverl Co . Ltd ) 
7/23 rOTAPO/SiU Region 4. Office of Director Ip 

7 ao*? 


3^34 Responds to NRC 031205 1 tr re nonconformance noted in GA 
r^m Insp Repts 99903277/03-02 f 83-04 E items ion of 
cinsD date to 840215 requested Cable classifications will 
0 q.ual t f ) ed 

UEHiM.rS-0 Rocibestos Co 03/12/27 POTAPOVS. U Region 4* 
c= of Director 2pp 55945 233 


Oioa? Confirms QA program insp at PAoeni v vi 1 ] e. PA plant on 
aO-24iper 040802 telcon 

p C Q Vendor Progra-n Branch D4/0B/O3 HEIBER.P PhoeniK 
1 Corp ip 25947 067 


0466 Suppls S40214 response to NRc Itr re none onf oririance noted In 
T ngram Insp Ropt 99900277/03-02 Corrective actions 
orting data qual if ice tlon rept organired by file to be 
i lij 1 etr levab I d 

LCHAIES.O rtQckbestos Co 84/03/29 POTAPOVS, V Region 4. 
ere of Director 2pp 25940 334 


IO'046 Ack receipt of 040716 request for extension of time to 
117 for Power Qrcaiers. Inc to respond to NRC B40611 Itr 
lA Program Rep^ 99903332/84-01 Extension acceptable 

(J 0 Vandor Program Branch 84/00/03 FLOOD. R W General 
trie Co Ip 25961 338 


l035(j Ful wards QA Program Insp Rept 99900307/84-01 on S40423-37 re 
frmitlent locV-up problems in RI123 radiation monitoping 
display channel Item AITS F02700336 closed W/o end 
4, Q G Vendor Program Branch VI TS 03-075 84/08/Q6 

r Si R C DlvlBlan of Project Resident Programs ip 25964 360 


^0114 Aci receipt of 8407-06 Itr informing NRC of steps taken to 
’■e-ct nonconf or^ianco 6 violations noted in QA Program Insp 
99900841/84-01 Ad d 1 info requested re failure to use 
aest for deviation form 

H, 0 G Vendor program Branch 04/OB/O3 RICHARDS. A C ONB 
t-oplesi Inc 2pp 25962 OOl 


^0130 Ack receipt of B40612 0713 1 trs informing NRC of steps 

'i-n tg coriect nonconir orma nee noted m QA Program Insp 
t 99900404/84-02 Responses to violations require add I 
4 ow f will be covered in fut^ire insp 

Hij 0 G Vendor Progran Branch 84/08/03 GALLAGHER. J L 
* inghouse Electric Corp ip 67473 144 


^■0210 Forwards QA Program Insp Rept 99900307/04-01 on B404a3~27 8c 
Ice of nonconformance Description of steps taken to 
'^■ect f pre\eiit returTonce Of deficiencies in QA program 
tested (j/Q end 

<^PDVB.U Region 4- Office of Director 04/06/11 BiJARCMIfI 
>®chTiolog les. Inc /Oenerai Atomic Co 2pp 25975 014 


0408030202 CiTitirms QA program m&p at Streamwood. IL plant on 
B40fl?7-3 1 per 040003 tp:c43n 

ZECHr G Vendor Program Branch 84/08/06 FRAISiZENiJ Chicago 

Fluid Power Cj. ip 25965 269 


040033030* mCS receipt -of Q40713 Itr informing NRC of steps taken to 
correct none onf orrvance noted in QA Program Insp Rept 
9990038? '64-01 Imp I e.i-c n ta 1 1 or of corrective actions will 
be reviawed during future insp 

ZECM.G € Vendor Program Branch 94/03/03 BIOARCHl-1 GA 
Technolc 9 les . Inc /General Atomic Co Ip 25964 1 14 


B4OB0S(>3i1)B Ae k receipt Of 840113 0402 I trs informing NRC of steps 

taken to correct inconsistency noted In QA Program Insp 
Rep^ 99900283/83-02 List of customer audits 6 list of 
customers supplied uj/ aaf e ty-re lated cable requested 
ZECM.OG Vendor Progran Branch a4/'08/06 MANCHESTER, E BIW 
Cable Systems, Inc Spp 25964 112 


8408000311 Ack receipt of 840606 Itr informing NRC of steps taken to 
correct none onf ornanc e noted in QA Program Insp Rept 
99900521/83-02 AddI info re seismic qualification 6 
documentation of dedication process required 

ZECH. Q G Vendor Program Branch 04/08/03 HINKLEmAN- L 0 Bechtel 
Corp Ip 25964 111 


8400080336 Confirms QA program insp at San Ji}se,CA on 840027-31 . p er 
640806 telcon 

ZECHt, O <S Vend-or Program Dranch 04/08/06 SHIRLEY. N C General 
Electric Co Ip 25964 081 


840B0B0341 Ack. receipt of 940525 Itr informing NRC of steps taken to 
correct nonconformance noted In OA Program Insp Rept 
99900403/84-01 QA Progran Insp Rept 99900291/84-01 of 
Johnson Controls- Inc should be rePerenced 

ZECH-.G 0 Vendor Progran Branch 84/08/06 BRUGGEKKAN, H 
General Electric Co Ip 25963 289 


B408090DQ2 lnfor,ns that corrective steps taken re nonconf ormance noted 
in OA Program Insp Rept 99900399/04-01 Test program 
completed w/sa t is fac tor y results 

MAOQIAN-A Anerican Insulated Wire Corp 04/07/30 P0TAPDV8, U 
Region 4, Office of Director Ip 25973 112 


B4O0O9OGO6 Canfirns QA program insp at Mi Imington. KC plant on 
840813-17. per 840723 telcon 

ZECH, O G Vendor Program Branch 84/08/07 UONO.j A General 
Electric Co Ip 23973 007 


B40Q090063 Ack receipt or 940627 Itr informing NRC of steps taken to 
correct nonconf ornanco 6 violations noted in QA Program Insp 
Rept 99900786/84-01 

ZECH.OG Vendor Progran Branch 04/08/07 DEVAVLT, E N General 
Electric Co ip 25972 299 


0408090174 Confirms QA program insp at WrenthamiMA plant on 940910-14, 
per 040803 telcon 

ZHCH, O 0 Vendor Program Branch 84/08/07 GREEN* j J Crosby 
Valve Gage Co Ip 25972 285 


0408090101 Ack receipt of 840621 Itr informing NRC of steps taken to 
correct nonconfornanc e noted In QA Program Insp Rept 
99900259/83-02 Corrective actions will be examined during 
future insp 

ZECH, G G Vendor Progran Branch 64/09/07 POTEEY, W R Combustion 
Engineering, Inc ip 35973 IB3 


0408090190 Ack receipt of 840622 Itr informing NRC of steps taken to 
correct nonconformance n-oted in QA Pr-ogram Insp Rept 
99900300/84 “Oi Listed Info requested within 25 days of Itr 
date 

ZECH, 0 0 Vendor Program Dranch 04/08/08 MORIARtY. J « Colt 
Industries, Inc Ip 25973 104 


Gf4O01OOO33 Forwards QA Program Insp Rept 99900743/84-01 on B40921, for 
info 6 action Return receipt requested W/o end 

JGHNSON, E kl Region 4. Office qf Director 04/08/06 CAHILL, W J 

GulF States Utilities Co Spp 2599Q 160 34X 

Fiche 30-458.84/08/06,0408100033 


8400100097 Forwards QA Program Insp Repts 99900387/84-01 <c 
99900404/G4-02 Requests evaluation of significance of 
reported findings re quality !< acceptability of product or 
SVC provided t y- vendor u/o encl 

HUNTER. D R Region 4. Office of Director 04/08/03 8PENCE, M D 
Texas Utilities Ele''tric Co iformerly Texas Utilities Oensratlng 
Co J 2pp 23991 014 247 Fiche 50-445, B4/0B/03, 8408 100097 
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aaOBlOOlO^ Forwards Qh Progiam In^p fiepts 9^90091 1 < 34 01,99900713/84-01 
i< 999D03i!5 ■'04-01 Rpqi<es *-5 evaluation of s i gn i f » carit e of 
reported findings re quality i, acceptability of vendor 
product or s''c U/a entls 

JOHNSON, E H Region 4, Office of Director 04/00/03 PlLANT.J M 
Nebraslia Public Power District 2pp 25*^90 200 24X 

Ficho 50-290 84/OB/OJ, G1QB10Q107 


B40ai0Ql24 Rtsponds to NRC 840723 Itr re nonconformance noted in GA 
program insp rept Corrective actions subcontractor 
val idation/survei 1 lance program underway ^ effort to verify 
certification of products accelerated 

FIEDUFR, D C Cardinal Industrial Products Corp 84/08/08 
ZECH, G G Vendor Program Branch I3pp 259B£s 343 


5408100130 AcSi receipt or B40717 »ti informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
9990091 l/64-'0l Imp I fli'>enta 1 1 on of corrective actions will be 
reviewed during future insp 

ZECH/0 G Vendor Program Branch B4 '08/09 ISON.W J National 
Technical Systems Ip 25908 277 


G408100131 Forwards vender insp repts for evaluating significance of 
reported findings re quality Z( acceptability of product or 
SVC provided by vendor Ac k at receipt requested U/o end 
JOHNSON, E H Region 4, Office of Director 84/08/06 LCDDICK, R S 
Louisiana Pokier I Light Co 2pp 25988 201 24X 

Fiche 50-382,84/08/06.8403100131 


8408100132 Forwards QA vendor insp repts for info t evsluatlon Uttl 
should evaluate significance of findings Ack of receipt 
requested l4/o enc 1 

JOHNSON, E H Region 4, Office of Director 84/08/06 OPREA, G U 
Houston Lighting 6 Power Co 2pp 23988 283 24X 

Fiche 50-498,84/08/06,8408100132 


8400100139 Forwards QA Program Insp Repts 99900519/84-01# 99900387/84-01 
& 99900404/84-02 for action Requests signature on 
endorsement to ac V receipt qf repts W/o ends 

HUNTER# D R Region 4# Office of Director 84/08/03 KQESTER# G L 
Kansas Oas S, Electric Co 2pp 25988 263 24X 

Fiche 50-482.84/08/03.6408100139 


6406140290 Ack receipt or 840720 Itr informing NRC of steps taken to 
correct via lation/nonconf ormance noted in QA Program Insp 
Rept 99900053/84-01 Corrective actions will be reviewed 
during future insp 

2ECH#C 0 Vendor Program Branch 84/08/13 CARON, A E 
Anchor/Darling Valve Co <subs of Anchor /Dar I mg Industries, Inc 1 
Ip 260S4 346 


040017002 1 I jr'irm'p ^iA piogiam irn,r« it East Grand hy CT plant on 
B40a2u 1 pe, 040809 tele “in 

ZECH C O ndoT Program Uranch 84/0B''n JONE& G Rockbestos 

Co H> ■' 6 UB 35o 


840817003'’ Currirms OA piogram insp 
per 840(310 telcon 
ZECH# Q G Vendor Program Drafich 
Contiols Co 'subs of QabcoC' *> N 


at wickliffe OH plant on 840820-24 

84 /OS -'16 PETES. M A Bailey 

Uoi Co } 2PP 261 19 016 


0408170105 Ack receipt of 840504 f# 0720 Itrs inForniing NRC of steps 
taken Co correct nonconformance noted in QA Progtam insp 
Rept 999OO5O9'04-Ol Corrective actions ^ preventive measures 
will be reviewed during future insp 

ZECH, O G Vendor Program Bi snch 04‘'oe/13 KELLEv.R B Stone V 
Uebster Engineering Corp Ip 26119 076 


8408200315 Ack receipt of 840727 Itr informing NRC of steps taken to 
correct none onrornance noted in QA Program Insp Rept 
99900507/84-02 

ZECH# 0 G Vendor Program Branch 84/08/16 ACKflANN, L E Sargent A 
Lundy, Inc Ip 26133 020 


8408200351 Informs that OH Ueitis Co notified all affected customers 
re suolling of ethylene propylene seals in contact w/ 
actuator lubricant Mob i ie9rea5e-28 f possible degradation of 
actuator stroke tine Lubricant changed to Holykote-44 
ZECH#0 G Vendor Program Branch 04/08/16 JORDAN, E L Division 
of Emergency Preparedness t Engineering Response (Post 030103) 
NORELIUS, C C Region 3 , Office of Director 5pp 2ol32 347 


B408210390 Ack receipt Or 840808 Itr requesting I -month extension 
for implementing corrective action far App B nonconformance 
of OA Program Insp Repr 99900837/04-01 

ZECH, G 0 Vendor Program Branch G4/0S/16 MILLER, W 0 Weed 
Instrument Co , Inc Ip 26179 240 


0408220320 Forwards QA Insp Repts 99900224/83-02,99900224/04-01 & 
99900B5 1/04-01 re Insps on 830912-16.840416-10 A 0214-17 
Safety significance of cracks in connectors low due to 
seismic qualification conducted w/connectois ui/cracks 
ZECH# G G Vendor Program Branch 84/00/20 LEWIS, R c Region 2, 
Office of Director Ip 26193 095 


8406320360 Ack receipt of 840612 Itr informing NRC of steps taken to 
correct nonconf ormanre noted in QA Program Insp Rept 
99900049/84-01 Addl info response to Nonconformances A & D 
requested 

ZECH, 0 0 Vendor Program Branch 04/08/20 COVEY, j AtuiooU & 
Morrill Co ♦ Inc (subs of Foster Wheeler Corp 1 2pp 26189 322 


8408140396 Ack receipt or- 840423 Itr informing NRC of steps taken to 
correct violation/nonconformance noted in QA Program Insp 
Rept 99900399/84-01 Cable qualification data will be 
reviewed on case-by-case basis by customers 

ZECH.O G Vendor Program Branch B4/08/OB GALKIN# I S American 
Insulated Wire Corp Ip 26042 359 


6406220383 Ack receipt of 83)223 t< 840627 Itrs informing NRC of steps 
taken to coitect nonconformance noted in QA Program Insp 
Rept 99900347/83-01 ) mp 1 emen ta tl on of corrective actions 
hilll be reviewed during future insp 

ZECH.O G Vendor Program Branch 04/08/20 MURPHY. T A Gulf 8 « 
Western Industries# Inc Ip 261Q9 339 


’)6150001 Responds to NRC Itr re nonconformance noted in QA Program 
nsp Rept 99900837/84-01 Requests extension to 040910 for 
plementation of corrective action 

RNENOO.Q Need Instrument Co # Inc 04/08/08 POTAPOVS, U 
glon 4# Office of Director Ip 26067 052 


J1S0057 Ack receipt of 840412# 0613, 0808 t 0009 Itrs informing NRC of 
ceps taken to correct noncunf ormance noted in QA Program 
.nsp Rept 99900340/83-01 Implementation of corrective action 
Jill be reviewed during future insp 

DEYOUNG, R C Director's Office# Office of Inspection and 
nforcement 64/03/10 DONOVAN. M J Cardinal Industrial Products 
Orp 2pp 26066 349 


B40823021S Responds to NRC 840806 request for addl info re QA Program 
Insp Rept 99900283/03-02 Rept B915A will be modified 5 audit 
repts available in Boston.MA ofc 

JEANHONDD.J BIW Cable Systems# Inc B4/O0/16 ZECH.O 0 Vendor 
Program Branch 9pp 26209 160 


0400230229 Responds to NRC 8407U Itr re nonconformance noted in OA 
Program insp Repts 999OD334/03-O2 A 99900334/83-03 
Corrective actions OA manual revised t assembly drawings 
reviewed 

BOYER# R E Transamerica OeUval, Ihc 84/OB/OB POTAPOVS, U 
Region 4 , Office of Director 2pp 26207 258 


816007] Advises that conpletlon date far five new procedures Is 
40921# in response to Nonconf ormanccs a.Item 8 of NRC it 
.nsp on 840116-20 

JANDLrJ C Lone Star Screw Co 64/08/07 POTAPOVS# U Region 4. 

Office of Director POTAPOVS, V Vendor Program Branch 2 pp 
26085 316 


408160077 Responds to Q40629 Itr re whether NRC requires preaward 
evaluations i post-award audits for calibr sves procured 
fro.n NOS-c erti f i ed state agencies Evaluation ^ audits not 
required 

GRACE# J N Division of QA. Safeguards & Inspection Programs (Post 
030103) 84/08/09 ANIONICH, P # KESEL.O P Dravo Corp 2 pp 

26126 347 


340B160156 Notifies that name change to Gi Ibert/Commonwoal th# Inc Z< 
organ! lational changes accep table# per NRC QA requirements 
Changes should be incorporated in next topical rept rev ^ 

Issued to all topical rept holders 

GRACE# J N Division of OA# Safeguards 4# Inspection Programs (Post 
030103) 84/08/09 SAILER# N F Gi Ibert/Commonwealth. Inc 

(formerly Gilbert Associates, Inc ) 2 pp 26124 362 


840B240125 Forwards QA Program Insp Rept 99900B6 I /B4-01 un 040521-25 
81 notices of nonconformance 6 violation 

ZECH.O Q Vendor Program Branch 84/07/27 BENNETT, W DuDoee 
Steel. Inc 2pp 26236 165 


—0400240128 Notice or violation from insp on 040521-25 
* Vendor Program Branch 84/07/27 Ip 26236 167 


— 0400240131 Notice of nonconformance from insp on 840521 -25 
* Vendor Program Branch 04/07/27 lOpp 26236 168 


— B409240140 OA Program Insp Rept 99900061/04-01 on 840521-25 Violation 
noted failure to report defective matl within 2 days of 
receipt of notification that matl defective 

BAKER, E . MERSCHQFF# E N Vendor Program Branch 84/07/19 I5pp 
26236 170 
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nV <ilO Iti Tt ItOiTin hf li r.olej Jii (*A Irisp ffcpt 
99?O0/ ' I <l 1 < ijf I t-i 1 1 t? -ii 1 1 oit » QA F'r oi e J UT e It I i c ^ i sod 
on 3^*,L- ' * tiiijh ♦ I tiu ^cltigc d*' swttiht^eoT checHli^ts iiijlj 
bo 1 I'V. i T 1 ti' Tof Q/* t’T t)L 0 10 7 fur siii 

DU^AI f . I' J Ri oun lioircri Corp (auL^ of Uroujii Uovoi i 4< Co • Ltd > 
□ 4/On/i i 'I'H {j Vpndor ('rtxji 4 ni Hrjiich 2pp 359 


b<lObJ60ll‘l f 'oonds to approval rotioest for info collection ro lOCFRSli 
Licensing * Regulatory Policy t Procedures for Environ 
Prottic^'lon * Rag Guide d £ '“Preparation of Environ Repts 
for Muc 1 eai PoLror Plants " 

MACRAE> J U Otfice of Managenont & Uudget OMD 3150-00£1 
H4/07/2<J OTT S Document Management Branch 2pp 239G6 350 


t3<108J^O£/' >Mv> ponds *'>J nutu ant - ot mant, e noted in Program tnsp Rept 
999008 J. 'U'l l I COMt't.ii»e actions pT'ircdurus t i ns tl actions 
apptxcalilE? tu quiliiy piogiaiH pi epared ’ maintained Pa 
tiaiiiiTiy Jijisions fOT (ttlminislciing elements conducted 
JERSE. J I f’ouier Bt oaken, Inc Qd /OB/09 ZECH, G C Vendor 
Plug ram I' i., rich Idpp £'>£££ 3'M 


8d00£40J7/, lub^nM roquHS*-ed addl info to fl406Ol llr re training of 
personnel "ri control crinping tool ca 1 i |>i . eng i neei i ng revieuj 
of stds 7 ITI i>iu n dor fan ding ot itisp of crimp od uiiro 
tormiTia I > 

DUVALL, n [I Broun Boveri l orp (subs of Droun Dovei i & Co , Ltd ) 
04/OD/ll /(CH.O Vi Vendoi Pi»gr.im [h onch Spp 36223 197 


Q40D2/035 1 tontirns OA pingiam in^p at Ph i lad e 1 ph la. PA plant on D40Q27- 
□ l.per UdCHeiO to Iron 

zecH. 0 t ’end or Pi ogi an Branch Bd/oe/22 VICKERY, D Tioga Pipe 

Supply ( 0 . Inc Ip £6£45 020 


Q40n2a006.' I in wards rospoi.se to NRC Q40727 Itr re noncunf ormance noted 
in OA Pt ogi am Inap Rept 999D0522/8*1“02 Coiroctlve actions 
noti contiol form dtd (340J20 issued as cover sheet to current 
user/ th oDi e t i ca 1 nanual for USAP CE800 

STAnON.C 1) Bechtel Corp 04/00/20 ZCCH, 0 0 Vendor Program 
Biaiith Opp 26261 220 


□4002D()t2{J f nruards ASME rosponses re code inquiry concerning Q40330 
notice ot nonconformonc e in QA Program Insp Rept 
99900/^17114 7VJ Addl mro toques tod within 23 dav^s 
ZECJI. G f? '^'ndfir Progran Branch 04/00/22 DOWlCKIiW J MCC 
Pacific V.il‘ OB Ip 26259 061 


-~U40S280l «,'f, Responds to 040419 inquiry re requirements for completion 
of data lept forms fur parts uhon alternative marking melhad 
unployr'd f uhen loriifiLato holdei is mfg replacement parts 
frjT Lumponunlo oiiginally mrg t< stamped 

EfINIbrK Anorican ^lociety ot rioclianical Engineers 04/07/26 

BAKLRif r Vendor Program Branch ]p 26259 062 


--04 00 , ’001 19 R.isponds 'u 040419 inquiry ro roqulremonts for completion 
o< dal. I ♦uims for p<ir*s when alternative marking method 
on|iloytd ♦ a 1 *-orriat is o identification mai kings traceable to 
roquned data ropt foim 

liriNl'j, f Aruniian Oocioty of Mothanltal Fnglnoors 04/07/26 

BAKER- I T VondiM Program Branch Ip 26259 063 


nqOHr'ilOJl*' laiunnis QA tnep Nopt 9990002»S/03’'0 1 re defective capstan 
sppinq tongii in PtiA- 1 6 PGA J mechanical snubbers mfg by 
ParitlL 'iLiuntlflr Co Pioross requiring vendor to form 
spring In m>i o aye hardening specified 

Zrdl.R <J Vendor Pi ogram Branrh 04/00/22 lEWIS.R C Division of 
Projci ♦ ' Rl*', idnn^ Programs 6pp 126274 301 24X 

riche 5i) 01)0.04/013/22 t)4O0£UO2l3 


8408070114 Fiuvidcs schedule info re NUREG-0737. Bupp 1 I on emergency 
response commitnent i clarifies schedular error in 840612 
confirmatory order Anciid to order prior to Sept 1905 
suggested 

O'TDDLE.J D Consolidated Edison Co of New York, Inc OU-82-33 
04/07/31 DENTON, H R Office of Nuclear Reactor Regulation, 
Director £pp 23950 034 24X Fiche 30-347,04/07/31,8400070114 


0408080344 Forwards nonpropri etary 'Use of Code Case N-I92 " & 

proprietary repts, me ludi ng "Oocumantation of Compliance of 
hUC P/N 73909 *' tt "Hose Assembly <• qua 1 i f i cation test 

proc edui es> per Reg Guide t 04 Proprietary repts withheld 
MITfLiR L Public Service Electric J1 Gas Co of New Jersey 
04/07/30 SCHWENCCR.A Licensing Branch 2 lOpp 20963 276 24X 

Fiche 50-334,04/07/30,0400000344 


— 0400000346 Nonpropr ictary “Use of Code Case N-192 (CampUance W/Addl 
Requirements of Reg Guide 1 B41 ” 

« Public Service Electric E Gas Co of Now Jersey 84/06/30 
3pp 23963 284 24i< f iche 50-334. 04/07/30, 0408080344 


0400090202 Summary or B40620 meeting w/util E Bechtel in Dethesrfa.MD re 
Implementation of Reg Guide 1 97 requirements by licensee 
Util will provide oupp lemcntal rept to 040715 submission to 
address separation problems Vlewgraphs end 

MINER, S Operating Reactors Branch 4 04/08/01 Operating 

Reactors Branch 4 I2pp S3992 OOi 24X Fiche 30-312,04/08/01, 
8400090282 


040013021/ Accepts conditionally util 040622 request to use ASHE Cods 
Case N-‘368 for application in pressure testing of piping 
associated u/dlscharge side of Code Classes 2 &i 3 
centrifugal punps Cose should be documented in F8AR 

KNIOMTON, G W Licensing Branch 3, 84/07/30 HARRISON, R J Public 

Service Co of New Hampshire 5pp 26038 325 24X 

Ficho 30-443,04/07/30,0400130217 


B40014Q293 Provides editorial changes to 040731 cover Itr Sc Attachment 
I ro Buppl 1 to NUREO-0737, safely parameter display sys 
PBAR 6 Implonentatlon schedule, per Reg Guide I 97 variable* 

JOHNSON, 0 D Consumers Power Co 04/00/09 CRUTCHFIELD, L 
Operating Ro<-ictorB Bianch 3 6pp 26043 144 24X 

Ficho 30-253.84/00/09,0400140295 


84OB16O40S Forwards IE Insp Rept 50-445/04-15 on 840301-0430 tc notice 
of deviation 

BANOART.R I Region 4, Office of Director 04/07/30, SPENCE, M D 
Tesas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 3pp 26107 296 24X Fiche 30-443,84/07/30,0400160405 


—0400160493 Notice of deviation from insp on 840301-0430 

» Region 4, Office of Director 04/07/30 Ip 26107 299 24X 

Ficho 50-443,04/07/30,8400160485 


040aP90r»0l ,sri receipt af 040/30 1 ti 
rorroLt nuriL onf ornanr e noted in QA 
99900401/84 02 

ZKII. (f ({ Vendor F^rogram Oi anch 
Cfjmbuqiioii Engirioorlng, Inc Ip 


informing NRC of steps taken to 
Progrom Insp Rept 

84/00/27 LTF-fERlDOEiM R 
26290 330 


— 0400160300 la Insp Rept 50-443/84-15 on 040301-0430 Deviation noted 
failure to provide leview 6 approval for saf oty-related 
maint instructions, per Rev 2 to Reg Outdo I 33 
KELLEY, D L , SMITH, W F , HUNNICUTT, D M Reg 1 on 4 , Df f i C e o f 

Director 04/07/27 llpp 26107 300 24X Fiche 50-445,04/07/30, 

0400160495 


8400r'903l’> Ac k receipt o, 840/09 Ikr informing NRC Of steps taken to 
correct none onfornance noted in QA Program Insp Ropt 
999OO0')l/84-C>i Requests addl info ro listed items in notice 
of none uni urmanco 6 status of previous insp findings 
Zl CH, 0 1} Vendor F'rogram Branch 04/00/27 CHRISTOPHER, T 
Nest inghau uO Electiir Coi p 2pp 26290 350 


Q40B210031 Forwards addl info requested in NRC 040430 Itr re exceptions 
to conformance to Rev 2 to Reg Guide 1 97 Ends should close 
Open Item i2 of SCR iNUREG-097i) 

KEMPER, J 8 Philadelphia Electric Co 04/08/16 8CHWENCER,A 
Licensing Drench 2 Upp 26181 337 24X Fiche 50-352,84/00/16, 

0408210031 


REOOD Ml GULATORY GUIDES 


040002010,’ Comments on proposed Reg Guide 1 8, Task R0 807-5, re 
salocttun /• training of nu<.lear plant personnel Shift 
operating upporionce roquiromonts should reflect position 
outlined in thairman Palladino 040614 J tr 

MILILR,%J II Institute of Nuclear Power Operations 04/07/25 
DIRCKH. W J OffiLD of the Executive Olioctor for Operations Ip 
23092 06 J 


0400030371 FUm| Guide 1 14/, Rev 3, "Iniorvtco Insp Code Ca*e 
AccoptiiLllity AbME Qecllon Xj,Dlv 1 “ 

e Office 01 Nuclear Regulatory Research, Director 84/07/31 6pp 
25920 0J4 


0408210159 Notification of 040030 meeting w/utll in DethosdaiMD to 
discuss implementation of Reg Guide 1 97 requirements 
MINER'S Operating Reactors Branch 4 04/08/15 8T0LZ, J F 

Operating Reactors Branch 4 2pp 26193 223 24X 

riche 30-312,84/00/15.8400210139 


8400210313 Forwards revised F8AR App 7A pages addressing NRC 040623-26 
requests for addl Info re Reg Guide 1 97 As-built plant 
design Infmnof included in original subml ttal , Incorporated 
Design provides info required to satisfy Rev 2 to reg guide 
PETRICK.N A etandardiied Nuclear Unit Power Plant Qystem SLNRC 
04-107 04/08/16 DENTON, H R Office of Nuclear Reactor 

Regulation, Director 65pp £6179 060 24X Fiche SO-000, 04/08/16, 

8400210313 
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0^06510412 Poriuards qt accident inonjtormg equipment to be 

replaced ijithm eitendecj schedule of lOCrRSO 49, pi»r Reg 
Guide I 97 

riCDaKALDiR P Alabama Pouer Co Q4/0 b/1'^ VARGA, S a Office Of 

Nuclear Reactor Regulation, Director 4pp 261*^7 2tt 24X 

Ficho 50-3454.04/00/17,0406210412 


Q4O021O41/) Cdfnmenta od Rev i to Reg Guide I 58, "Oual if icat i on of 
Nucleai Rawer Plant Insp Eiam / Testing Personnel " 

BWAiNtH Ul Georgia Pooer Co 84/08/10 Docketing t« Services 
Drench 2pp Si}4iiO 128 


8400280113 Responds to 040717 Itr requesting extension of completion 
dates for submitting final r?pt re Reg Guide I 97 
ret^uir emenfs of Suppl I NUREG-0737 Extension granted 
Adequate justification provided 

EISEWHUT* D G Division of Licensing LSa9-04-Oa-O33 64/00/23 

VANDEklALLE I D J Consuners Poiuer Co 4pp 26261 296 24X 

Flche 50-233, 84/00/23. 84032001 13 


8408280436 Third interim Significant Const Deficiency Kept 103 re 
electrical separation defects {Reg Guido 1 73) Initially 
reported on 040719 Reuiork generated by evaluations of 
ualkdouin results Inconplete Next rept expected by 840Q31 
OERRETS. r F Louisiana Power U Light Co 103 84/08/17 

COLLINS. J T Region 4. Office of Director 2pp 26282 130 S4X 

Fit ho 50-385,34/09/17.6408280436 


B4O03OO1O6 Forwards Insp Rept 50-247/84-18 on 840717-20 NO violations 
noted 

MARTIN. T T Division of Engineering Technical Programs 84/08/14 
O'TODLC. J 0 Consolidated Edison Co of Neu York. Inc 2pp 
2630B IQO 24X Fuhe 30-247,04/08/14,0400300106 


—0400300413 Insp Repi 3O-247/B4-i0 on 840717-20 No violations noted 
Major areas Inspected inservice ac t ivitles, Includ ing 
program review. observat I ons of work In progress. NDE 
procedure ir licensee actions re Reg Guide 1 130 

MC&REARTY, R A Region 1. Office of Director DURRiJ P Division 
of Engineering 6 Technical Programs 84/08/06 5pp 26308 102 
24X Flche 50-247,84/00/14,8408300106 


a40B3Q(}I3'7 Forwards original b Rev 2 to Reg Guide 1 73, per 0 Berry 
commitment Rev 1 to Reg Ouide 1 /S bound In Disposition 
Exhibit Disclosure F-9a N/a end Related correspondence 
HIZUNO. G 0 Hearing Sranch 1 DSB 302 QL-2 84/08/27 
SPEKTER.ML Affiliation Not Assigned ip 26304 362 SAX 
Flche 90-445.84/08/27,8408300139 


.VIEW GRP NftC RESEARCH REVIEW GROUPS 


I4070B0941 Suggests CRGR meeting be scheduled during wk of Q40701 for 
rerevisw of proposed IE bulletin re undervoltage trip 
attachments of reactor trip breakers Burden of addl testing 
imposed by bulletin miniscule 

DEYOUNQ.R C Director's Office. Office of Inspection and 
Enforcement 84/06/27 STELLO. V Committee to Revieuj Generic 
Requirements 8pp 26136 001 


-^0409180433 Informs that listed analysis performed in order to be 
responsive to V Stello concern that addl monitoring of 
parameters could be detrimental to safety re proposed IE 
bulletin on UV trip 

HaLAHANr 0 M Operating Reactors Assessment Branch 84/09/04 
nOS0I,C £ Events Analysis Branch 2pp 26136 009 


— 0407020344 Forwards safety impact analysis of proposed IE bulletin re 
undervoltage trip attachments of neactor trip breakers No 
clear net quantifiable safety benefit from ptoposed bulletin 
For Westinghouse plants considered in analysis 

SPE13. T P Division of Safety Technology 84/06/19 JORDAN.E C 
Division of Emergency Preparednesa S. Engineering Response (Post 
830103) I4pp 26136 011 


— G4070300U SECY-a4-2lS 

InPorme Comnission of status of licensee responses to 
Generic Ltr 83-28 To Salem ATWS events 

D1RCK0. W J Of Pico af the Executive Director for Operations 
OL-83-28 04/05/24 9pp 26136 085 


8407200109 Forwards for review &. comment, draft generic ltr on required 
QA actions associated w/ATWS rule Comments due by 840720. as 
guidance bo be issued by B40BO1 

OEVOVNO. R C Director's QFflce. Office of Inspection and 
Enforcament 84/07/13 DENTDN, H R Office of Nuclear Reactor 
Regulation. Director tIINQOUE.R D Office of Nuclear Regulatory 
Research. Director MUx^LEY. T Region 1. Office of Director 24pp 
36136 093 


a4O0DlO34ir -mr.iidry at lRCR ncfcMnq 6t. on G4071 1 re status of iong-rfngf 
planb *-ij ^djicss liUP pipe ciackmg dug to IG8CC * r&viflw at 
proposed rt jlu^-inn ,Tt UnitsoKed Cafeiij Issue A -43 re 
conteiininf fit energen. ij sunp 

BTELLU, 'j.-’-nittee to Re\,]ew Generic Requirements 04/O'>/24 
UIRCKS. v J Office ot the ExetuLiv'f* Director for Opeiatiohs 2pp 
29854 Oju 


B40S01015V rur^aids sun’iet y ot CRGR activities for Jui J9B4 ^Summary 
ulll be included in EhQ weekly rept to Commission for wk 
ending 040003 

SNIP ZLK, J Regional Operations ’ bcngt ic Requirements 84/07/30 

Committee tu Review Generic R*»qu l rements 4pp 25054 040 


840Q05011n Notification or date ^ location change for 840802 meeting 
w/Regu)jtoiy Response Croup in Bethesda,HD to discuss 
licensee erfor^s to quantity superheat steam releases 
resulting from main steam line break 

WiCQIlilON D I Operating Reactors Branch 1 84/07/23 VARGA. S A 

Operating Reactors Branch 1 ip 25098 102 


8400070001 Notification or CROR Meeting 68 on 840000 in Bethesda.MD 
to review revised version of proposed iu)e amends re 
decommissioning criteria for facilities 

STELLO. V Committee to Rev i ew Oenei i c Requirements 84/07/26 
ElSENHUT.D Division of Licensing JORDAN.E L Director's Office, 
Office of Inspection and Enforcement CUNNlNOHAM.fi E Office of 
Nucleai Matei lal Safety 6 Saf ©guards, Di rec tor 2pp 25959 297 


0408070149 Forwards revised “Documnnt Accessions List.Jul 1904,“ for 
Rockuell Hanford QpcTations 

* Basalt i'aste Isolation Project 920 84/07/26 WRIGHT. R J 

Division of Uas**© (lanagsnent Ip 259S7 210 


—8408070193 Q06-30-84 

Revised "Docunerit Accessions Libt.Jyl 1984." for Rockwell 
Hanford Operations 

M Basalt Waste Isolation Project 84/07/31 5]2pp 29957 2)1 


8408230396 Nummary of CROR 840800 Meeting 68 re revised version of RES 
proposed amends to lOCFR, Parts 30,40,50,91,70. 6 72 to 
Incorporate "Dccomiss t on Ing Criteria for Nucleai 
Facilities “ Proposal revised per CRGR 840425 Meeting 62 
STClLO, V Committee to Review Generic Requirements 04/00/14 
DinCKSiN J Office of the Executive Director foi Operations 2pp 
26204 026 


8408270102 Forwards summaries ot proposed Apr 1904 bulletin entitled, 
“Undervoltage Trip Attachments of Reactor trip Druakors” It 
of briefing re generic ltr specifying QA requirements for 
nonsafety-ro lated ATU5 equipment Ends withheld 
3TELL0, V Committee to Review Generic Requirements STELLO. V 
Regional Opci ations ^4 Generic Requirements 84/00/03 OlRCKS, H J 

Office of the Executive Director for Operations 2pp 26298 200 


8408270343 Notifies of CROR Meeting 69 on 040905 to discuss proposed 
IE bulletin ie cracking In BUR Mark I ^ II containments 
caused by inerting sys failure U/o stated encl 
STELLO, V Connitteo to Revi ew Oener i c Roquiremonts 04/08/24 
□ERNERO, R Office of Nuclear Reactor Regulation. Director 
JORDAN, C L Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM. R E Office of Nuclear Material Safety 6 
Safeguards, Director 2pp 26238 142 


8400270446 Advises that exemption of proposed final rule 10CFR53 from 
CRGR review will be granted providing CRGR offers no 
abjection Rule not significantly changed from proposed rule 
reviewed at CROR Meeting 33 on 030309 VJ/o stated end 
STELLO, V Regional Operations Generic Requirements 04/08/24 
QERNERD. R Office of Nuclear Reactor Regulation. Director 
JORDAN. C I Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM. R E Office of Nuclear Material Safety ?< 

Safeguards, Director Ip 26238 127 


8408300020 Submits list of current CRGR members 

DIRCKS, W J Office of the Executive Director for Operations 
04/00/20 PALLADINO. ROBERTS. ASSElSTINE Commissioners ip 
26300 130 


SECY POSITION PAPERS BEFORE THE COMMISSION 


0407300103 5ECY-04-29OA 

Relates recent exemption decision to Section 189 of Atomic 
Energy Act. requiring NRC to find plant in conformity w/ 
provisions f/ rules 6 regulations of Commission before 
Issuing OL 

PLAINE. ll H Office of the General Counsel 04/07/24 29pp 
29920 001 34X Flche 30-322,84/07/24,0407300105 
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}fl0Q070lJL* I r ,t* c until I -i 5 j on pjpei on CJHC actions re OA in design 
imp lomtntat jor> 

DIFtCK^il' J Office or executive Director for Operations 

OA/06/l'» Ipp 35791 20^ 


340S070'10* Sre <'-Q4'-301 

Inforns Conifiu sa 1 on of long-range plan for dealing <4>/stress 
corrusion Mocking m QUR piping f diacussod progress made 
re oxoLution of plan 

DIRCKS. W J Office of ♦ h t» Executive Diiector for Operations 
04/0 7/30 .I5pp 35991 304 


3408340110 BCCV-Q4-3J7 

RecomiTionds adoption of enc I draft Final financial 
quallMcaiion rule Rwlo eliminates financial (qualification 
revluiiJij flom OL proceedings but reinstates such r cvleus for 
CP applications 

MALBCM. n 0 Ofricu of Mio General Counsel 34/08/ 14 33pp 
2i}^^6 on I 


3400310156 ffllA request Miat 5ECV-04 -29 S oncl of PC William 040303 Itr 
re fuhctiOTtal description of safety parareetor display sgs be 
plated jn RPR 

DOVC.K Affillallon Not Assigned 04/04/12 FELTON. J M Division 
of Rules and Records Ip 26352 001 


GFATE PRUG STATE PROGRAhS 


8406210504 Agenda foi Nuclear Waste Qoard 840509 meeting in Olympia. 
MA Map enc I 

« Washington. Elate of BOO 84/05/09 Washington. State of 
4pp 25093 005 


0408010334 Responds to NRC 040515 Itr offering technical (.omments *< 
Toconmendal 1 ons on S^ate of ND radiation control program 
Program established piocedures for handling escalated 
enforcement cases, per state statutes t< rules 

MOUNT, U V North Dakota, State of G4/07/19 COLLINS. J T Region 
4, Office of Director 2pp 25066 075 


8400020105 Forwards ’'State of KS Anno* A, Nuclear Facilities Incidents 
Response Plan to Assistance R, Nuclear Emergencies of State 
Disaster Cmei goncy Plan" h "Coffey County Contlngenry Plans 
for Incidents Involving Commercial Nuclear Power " 

KDE9TLR.G I ktansas Gas f Electric Co KMLNRC 04-126 84/07/31 

DENTON, H R Office of Nuclear Reactor Regulation. Director Ip 
25892 306 c!4X Fiche 50-482,04/07/31,8408020105 


— 0400020114 "State of K8 Anne* A. Nuclear Facilities Incidents Response 
Plan to Assistance R. Nuclear Emergencies of State Disaster 
Emeigofuy Plan " 

HANNLi.L.L Kansas. State of 04/06/30 356pp 25092 307 24X 

Fiche 50* 402. 04/07/31 . 8408020105 


0400030002 Foriijards Mod A003 to Cooperative Aoreoment DE-FCO4-01AL163O9 
w/8tate of UT Agreement suppoi ts UMTRAP in State of UT. per 
Public Law 93-604 

HILL. T V rnergy. Dept of 04/06/13 HIGOINDOTHAH. L Low-Level 
Waste it Uranium Recovery Projects Uranch 84pp 23920 242 


8400030004 Forwards "Cooperative Agreement Detween DOC Is State of OR " 
HILL. T V Energy. Dept ef 04/07/03 HIOOINDOTHAM. L Low-Level 
Waste ^ Uianiun Recovery Projocts Dranch SOpp 25934 136 


8400030092 rnriiiards. foi review ?* c omment, ml notes of 040531 meeting 
w/Sait state representatives re land acquisition, 
transportation environ assessments Minutes of 040329-30 
mootings w^Salt representatives In Columbus. OH alto oncl 
TAYLOR. T J Cnoryy. Dept of IN 412-84 04/07/17 LINEKAN. J J 

Repository Projects Rianch (Poet 831001) 204pp 25921 001 


8408030177 Confirms 840615 discussion w/P Lahaus following review & 
svaluatiun of Dept of Health radiation control program 
Application of guidelines for NRC review of Agreement State 
radiation control programs, c omments 6 i ecommendafctons end 
MURI.rV. T E Region 1. Office of Director 04/07/12 9ENCER. D J 
New York, NY 5pp 25917 310 


8408060338 Foiwards listed documents re decision on DOE guidelines, 
including transcript of Q40622 Commission meeting & three 
written testimonlos from Commission 040622 meeting W/o end 
RUS8CLL. C r Division of Waste Management 04/07/03 STEVENS. D 
Washington. State of Ip 25937 353 


0408060301 Foiwards listed documents re decision on DDE guidelines, 
including transcript of Commission 040622 meeting S three 
written lostimontes from Commission 040622 meeting W/o enc I 
MATT0ON. D R Policy Program Control Branch (Post 031001) 612 

84/07/03 DOHLINQER.H l.ouisiana. State of Ip 25937 352 


8400070315 .^1.1 receipt of 840719 response to technical comments 6 
rec ommand a *- 1 ons re re/iou of State of ND radiation control 
program Commends eft-orts to improve quality of agreement 
matls functions *j improve license t insp programs 
COLLING, 3 T Rogion T. Office of Director B4/0B/0J MOUNT, D 
North Dakota, S*-ate of ip 25947 306 


0400070319 Advises that cn 840621. NRC approved petition for rulemaking 
PRM-50-34 governing emergency exercise frequency Expresses 
appreciation for participation t assistance provided during 
rul emak i ng 

CHILK. S J Office of «-he Secretary of the Commission 47FR509ia 
04/07/31 miller, R South Carolina. State of Ip 25944 160 


0408070339 Confirms recent orientation meeting RS Heyer I RJ Doda Meld 
u/K Alkema to discuss agreement matls program for new 
Agreement States Development of insp schedule 6 short-term 
action plan encouraged 

COLLINS. J T Region 4, Office of Director 84/08/02 ANDERBON^ L 
Utah. State of Ip 23945 229 


8400070434 Forurards rev fo "NY State Radiological Emergency 
Preparedness Plan " 

MAN3AN, C V Niagara Mohawk Power Corp 84/00/03 Record Services 
Branch (Document Control Desk) 2pp 25930 016 24X 

Fiche 50-220,84/00/03.0408070434 


—0403070439 Rev to "NY State Radiological Emergency Preparedness Plan *’ 
« New York. State of 04/07/12 3S9pp 25930 018 24X 

Fiche 30-'220, 04/08/03, 8400070434 


840B030034 Ac k receipt of B40612 Ur re NRC assistance to State o f TX 
on programs for developing low level raduiaste disposal 
capacity NRC will provide State of TX tc other Agreement 
States uf/technlcai assistance appropriate to needs 

PALLADINO.N J Commissioners 04/07/20 WHITE, M Texas. Btatm of 
2pp 23901 061 


—8403000030 Encourages NRC to ensure adequate resources for assi stance 
to states In complying W/10CFR61 re low level radwaste 
disposal 

WHITE. M Texas, State of 04/06/12 PALLADINO.N Commi sst oners 
ip 25981 063 


8408000227 Forwards response to 040703 Itr re review it evaluation 
of State of NV radiation control program Response contains 
specific actions to be taken w/respect to each NRC 
recommendation 

JACKA. a Nevada. State of 84/07/23 MARTIN. J B Region 5. Office 
of Director 2pp 25975 012 


8408030333 Comments on proposed rule 10CFR60 re disposal of high lavel 
radwastc in geologic repositories Disagrees w/NRC re 
contents of site character 1 lat ion plan HH Humphrey 840525 
comments end 

KALITOWSKI.T Minnesota. State of 49FR5934 013 84/OB/Ol 
BROWNING, R Division of Waste Management 6pp 25964 091 


— 0408080334 Comments on suggestions for procedural changes In nuclear 
power plant licensing process Supports creation of ASLD 
screening boards 

HUMPHREY. H H . OLSON, J F . SENECHAL, M E Minnesota. State of 
49FR1469a 84/05/25 Office of the Secretary of the Commission 

Qpp 23964 097 


8408090042 Forwards States of NC it SC responses to regional assistance 
committee findings on offsite radiological emergency 
respotiBO preparedness 6 exercise on 840213-16 State k local 
omergency plans adequate 

KRIMM. R W Federal Emergency Management Agency 84/07/27 
JORDAN, E L Division of Emergency Preparedness Ik Engineering 
Response (Post B3O103) Qpp 25992 324 24X Fiche 50-413.64/07/27. 

0408090042 


8400090320 Summary of 840717 meeting w/gtate of CD. EPA, DOE t* DOE 
contractors In Denver, co re Durango Els Attendee list end 
PENNIFILL.R A Lou-Lovel Waste & Uranium Recovery Projects Dranch 
04/07/24 HIOOINDOTHAM. L Low-Level Waste 6 Uranium Recovory 
Projects Branch 3PP 23904 341 


8408090331 Comments on Study of soil samples from Doatty, NV dispniAl 
site Questions raised re plans for further testing for 
Tc-99. 1-129 f* H-3 6 use of results by State of NV 

H I QG 1 NBQTHAM, L Low-Level Waste if Uranium Recovery Projects Branch 
04/03/27 NU33DAUMEHi D A Assistant Director for State Agreements 
Programs Ip 23984 340 

0408130077 Forwards markod-up draft Qeatty site closure plan submitted 
by U8 Ecology, for review 6 comments Comments requested by 
040008 

NU58DAUMER.D Assistant Director for State Agreements Programs 
84/07/13 HIOOINDOTHAM, L Low Level Waste Licensing Branch 35pp 
26059 001 
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B40Bt30L30 Foruiards ’G-e^oliogtj Kinerdl Deposits of Southern Nyc 
Countyi" 'Ne>/ada StdtisticaJ Abstrdct," ' Annua J Rpp t 1 9B1 - 
BSt ' "Nevada Map A*- 1 as-Fo ur th Edition b '’Financial 
Statfifnenti ’ per C Johnson 8406il3 request W/o en-c 1 

LDUX, R R rJesada- State of 32B 64707/25 RUSSElL. C F Policy fc 

Program Conlro] Branch (Post 931001) Ip 26034 330 


B^OBlGO-l^Q Concuis u/reredial action plan for State of CO tailings 
repos i tor y 

HlGOlNDOThfAMh L Lou~Level Waste t Uranium Recovery projects Branch 
04/07/27 CREW, M E Energy. Dept Of 2pp 36034 326 


6408160477 Sobmi*^s cortien*^s on draft 'Mission Flan far Civilian 
Raduaste Mg t Progranii per Nuclear Waste Policy Act«Section 
3011b) 

FRISHMAN.S Teias, State of 94/07/09 RU5CHE. D C Energyi Dept 
of 20pp 26109 331 


8408210477 Forwards Re/ 1 to Cormoiiujea I th of HA “Cojmpreh ens I ve 
Energency Response Plan ’ Marked-up changes indicated 
BOULAVi R J fta ssachua e tt%i « Corrjnonue a 1 th of 04/06/15 MRC - No 

Detailed Affiliation Given 2pp 26181 143 


— S40B210476 Rev I to "Conpre h etis i ve Energency Response Plan " 

# Massac h use ttSi C o/imaiiijjea 3 th of 84/06/15 SOpp 26191 145 


B4O02SOO61 Poruards State of MU coaiTients on draft mission plan 

Laux.n R Nevada. State of 84/06/10 BROWNING.R E Division of 
Waste Management 36p p 26211 305 


B40B330057 Summary of 940730 meeting w/OOE t Colorado Dept of Health 
prelininary findings for Ounnison.CO site 

HAIBFIELD,H . PENNIFILL. R A Low-Level Waste «* Uranium Recovery 
Projects Branch 84/08/06 HIGGINBOTHAM, L Low-Level Waste «* 
Uranlcjm Recovery Projects Branch 2pp 26233 361 


840B230031 Forwards comments on draft Beatty site closure plan Plan 
inadequate for effecting proper closure of facility Major 
deficiencies include lack of dgeumentat ion re geology & 
hydrology & support for cast 6 financial data 

H I00IN80THAM> L Low-Level Waste Uranium Recovery Projects Branch 
84/08/15 NUSSQAU^ER.D A Assistant Director for State Agreements 
Programs 5pp 26233 354 


84082302S3 Submits response to Category II indicators noted during 
NRG review of Stat« Of CO radiation contra] program 
HOZLE, A U Colorado, State of 84/08/01 COLLINS, U Region 4, 
Office of Director 2pp 262t3 271 


0400230259 Submits list of actions taken in response to 940711 1 tr re 
MRC review of State of CO radiation control program 

VERNON, T H Colorado. State of 84/07/31 COLU NS, J T Reg 1 on 4, 
Office of Director ip 262i3 270 


)B230362 Forwards request for addl info to continue review of Nuclear 
*ac tag ing, I nc topical rep t on FU SO Ferraliuir S25 high 
Integrity container Response requested within 45 days of 
I tr receipt W/o end 

lUSSDAUHER.D A Assistant Director for State Agreements Programs 
J4/08/15 MIRNER.NP Washington. State of. Dept of Social f* 

Health Services Ip 2623D 358 


408290223 Ac k receipt of 840723 response to 1964 review of Agreement 
State radiation control program Changes satisfactory 
MARTIN. J D Region 5* Office oP Director 84/08/24 JACKA. B B 

Nevada, State or Ip 26290 309 

4OB290229' Ac k receipt or 840724 response to 1984 revieuj of Agreement 
State radiation control program Chang«s acceptable, 
pending rev of state regulations 

MARTIN* J B Region 5* Office of Director 84/08/24 TEDFORD, C F 

Art I ana. State of ip 26290 346 


B40830D2B9 NUREO/IlR-ODa9 ViO N6 

rNFORMATION REFORT BN STATE LEGISLATION 

KERR.G W , MCOUADE,-J Office of State Program*- Director 84/07/27 
9pp 26330 333 


8400300320 Gonflrns 040622 discussion between RL Woodruff & SK Hdore. 
J Brawn & E Fuente concerning 840622 review 6 evaluation of 
State of MS radiation control program Program for regulation 
of agreement oat Is adequate 

O'REILLV^, J P Region 2. Office of Director 04/00/09 CODD.A B 
Mississippi, State of 5pp 26313 354 


fOPhEP ''LNCOR RtMOPTS 'dJC RELATLO CORRESPONDENCE 


0405290062 Tariuards ' I n vt 5 •" i ga 1 1 on o^ Types AF b AE Piston Skirts 
Rept stipercedos 840227 submittal 

RAY, C L TCI ( Traiisainei } ca Dpla,^alj Inc ) Owners Group OfiTP-41 
B4/05/,/4 DfrUON.H R Office of tlyclear Reactor Regulation. 
Director 2pp 24690 045 24X F i che 50-000, 84/05/24, 8405270062 


— 04052700’' 5 FAAA-84-2-14 

'Irwestigatioii of Types AF t AE Piston Skirts " 

•« Tailuit* Analysis Associates 84/05/23 120pp 24X 

Fithf 50 000.84/05/2*, 0405270062 


8405290179 Forwards "Evaluation of Emergency Diesel Generator 
Crankshafts at shorehar * Grand Gulf Nuclear Power 
Sta t) ons 

RA\ . C L TDI < Transamer i ca Delaval. Inc ) Owners Group OGTP-39 
84/05/24 DEiJroN,H R Office of Nuclear Reactor Regulation. 
Dlrcctoi 2pp 24692 090 24XFiche 50-000.84/05/24,0405290179 


—0405290271 rAAA“B4-3-l6 

"Evaluation of Energency Diesel Generator Crankshafts at 
Shoreham t Grand Gulf Nuclear Power Stations " 

« Failure Analysis Associates 84/05/22 89pp 24692 092 24X 

Fiche 50-000. 84/05/24, 8405290179 


8407130037 Further rospo-nso to FOlA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52. 

83-57 6 83-72 6 Board Notifications e3-!28 I* 83-128A 
Foruard’, Apps C 6 D docunonts Search continuing 

FELTON. J M Division or Rules and Records 04/04/13 JORDAN, W S 
Harmon t Weiss 7pp 25584 078 24X Fiche 50-000.04/04/13, 

0407130037 


0407330200 Forwards request for withholding proprietary vieugraphs 
entitled. 'Consistency Between Safety-Analysis b Tech Specs 
10CFR50 36 Mumbar of Operating Loops Mode 3 

RAHE, E P Westinghouse Electric Corp NS-TA-84~003 04/07/09 

EISENHUT. D Division of Licensing 5pp 25704 174 


-'0407230203 Requests withholding proprietary vieugraphs entitled. 
"Consistency Betueen Safety Analysis b Tech Specs 10CFR50 36 
fJumber of Operating Loops Mode 3 

WtESEHANN, R A Westinghouse Electric Carp AW-a4-63 04/07/0? 

EISENHUT, D Division of Licensing lOpp 25704 179 


8407J00143 Forwards proprietary XN-NF-84-67<p) . "Stability Evaluation 
Methodology for BWR Cores " Rept withheld <ref 10CFR2 790) 

Affidavit for withholding end 

CHANDLER, J C Exxon Nuclear Co , Inc (subs of Exxon Carp ) 
84/07/02 THOMAS, C 0 Standard i lAt ion S' Special Projects Branch 
4pp 25006 149 


8407310144 Forwards proprietary WCAP''1062l. "Westinghouse 

Thermoc oup I c .^Core Cooling Monitor Sys Isolation Tests " Rept 
withheld <ref lOCFRS 790) 

PETRICK, N A Standardized Nuclear Unit Power Plant System 5LNRC 
04-0104 84/07/26 DEMfON, H R Office of Nuclear Reactor 

Regulai-ion. Director 3pp 25835 258 24X Fiche 50-000, 04/07/26. 

84073I0I44 


840BOIO012 Final Deficiency Rept DR-i71 re flow adjustment subassembly 
on Model 1284 Robertshau thermostatic flow control valves on 
jacLet water cooling sys for TDI standby diesel generators 
Condition not reportable under iOCFRSO 55(e) 
aOOKER. J E Gulf States Utilities Co RBG-18228 84/07/16 

COLLINS. J T Region 4, Office of Director Jp 25866 267 24X 

Fiche 50-458,84/07/16,8408010012 


840B010038 Informs of review of 840629 Itr on operating experience, 
Insp analysis results re reliability of TDI V-20 diesels 
Lead engine testing, d iaassemb I y I insp not required before 
restart 

CRUTCHF lELD, D Assistant Director for Safety Assessment 
LSa5-84-07-027 04/07/26 BABKIN. K p Southern California Edison 

Co 7pp 25055 333 24X Fiche 50-206,84/07/26.0406010030 


8400010141 Submits schedule to provide addl info requested in NRC 
S4072S Itr re \AEC-130GP, "RELAPSYA - Computer Program for 
LWR Sys Thermal-Hydraulic Analysis," submitted in response 
to TMI Action Item ll K 3 30 

KAY, J A Yankee Atomic Electric Co FYR 84-00 84/07/25 

CRUTCHFIEID D Operating Reactors Branch 5 2pp 25855 182 24X 

Fiche 50-029,84/07/25,8408010141 


0408010240 Forwards C-E nonproprietary & proprietary "Safety Analysis 
gt CPC Methodology Changes for San Qnofre Nuclear Generating 
Station Units 2 & 3" & "CPC/CEAC Software Mods 
proprietary repts withheld (ref 10CFR2 790) 

MEDFORD, 14 0 Southern California Edison Co 04/07/20. 

KNIOHTON, G M Licensing Dranrh 3 I3pp 25855 001 S4X 
Fiche 50-361,84/07/20,8408010240 
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--84080V0c! CE:N”20 <i (S) 'N® 

Nonprupn etarg "Safotg Analysis * CPC Methodology Changes 
for £ian Qnpft e Nuclear Generating Stat i on« Un i ts 2 S 3 ’ 

Info deleted 

» Combustion Engineering Inc 84/06/30 35pp 2505 S 014 24X 

Fiche 30-361,84/07/20.8400010240 


--840B010256 CbN-SSl 1 S > -NP 

Nar.propr letary ’’CPC/C5AC Software Mods for San Onofre 
Nuclear Generating Station Units 2 tc 3 " Info deleted 
* Combustion Engineering, Inc 84/07/31 a4pp 25055 050 24S( 

FlcJie 50-361, 04/07/20, 0400010240 


B40B320D2*i Forwards program plan for evaluating h testing TDl standby 
diesel generators Program includes all recommended actions 
of TUI QiLiners Croup V TUi Changes to number of start tests h 
overload tests requested 

DOCKER. J E Golf States Utilities Co RDG-ie>244 04/07/1? 
DENTON. H R Office of Nuclear Reactor Regulation. Director 43np 
25082 22? 24't< Fiche 50-450.04/07/19.8400020025 


8408020031 Informs of planned mod to C-E control element assembly 
guide tube wear aloevo Hod includes relocation of sleeve 
flare, sleeve expansion over full length of sleeve It 
relocation or cr inp. pi ovl d mg resistance to axial motion 
SCHERER.A E Combust! on Engineering, Inc LD'-04-039 04/07/27 

RUQENSrElN, L S Assistant Director for Core 8« Plant Systems 2pp 
25000 230 24 X Fiche 30-000.04/07/27,8400020031 


0400020034 Provides requested Info re schedule for testing & insps of 
tuo TDI diesel generators for standby emergency power 
Operational testing scheduled i-or Last Quarter 1904 & early 
1983 Sve list end Related correspondence 

O^NEILL.J H Shaw, Pittnan, Potts & Trowbridge O'NEILL, U H 
Carolina Power it Light Co DSD 700 Ql 84/07/31 KELLY, J l , 
DRIQHT.O 0 . CARPENTER. J H Atomic Safety and Licensing Board Panel 
Spp 25S91 330 S4X Fiche 30-400,04/07/31.0408020034 


0400020129 Joint direct testimony of RN Anderson, 60 Christensen, 

OD Eley.A Dakshl.DO Bridenbaugh ?♦ RD Hubbard re Suffolk 
County e,Tiergencg diesel generator contentions Certificate of 
8vc end Related correspondence 

ANDERBUN. R N San Jose State gniv , Sen Jose. CA CHRISTENSEN, 8 
U S Merchant Marine Academy. Kings Point. NY ELEY, G D Ocean 
Fleetb Consultancy Service D&H 709 ql 84/07/31 iSSApp 
23006 233 24/ Fiche 50-322,04/07/31.8400020129 


0400030120 Supplemental RO on 040726. while performing routine malnt on 
Div I IDI diesel engine, uater observed coming from open 
cylinder cock on left bank cylinder head 7 Caused by S-lnch 
crack in right exhaust port casting Heed replaced 
DALE. L F Mississippi Power It Light Co AeCM-04/0401 04/07/30 

DENTON, H R Office of Nuclear Reactor Regulation. Director 2pp 
25916 no 24X Fluhe 30-416.04/07/30,0408030120 


8400060045 Forwards corrected Page 46 from App A to "ENVIROBTONE Oypsum 
Cement lOCFRal Compliance Testing Topical Rept" (USG-6B4-1P 
t( USG 6Q4-1NP) re mix ratios for ton exchange bead resins 
solidified W/ENVIR08T0NF Oypsum cement 

LANOb no US Gypsum Co 84/07/19 HIOOINBOTHAM, L Low Level 
Haste Licensing Branch 2pp 23937 009 


—0408060047 090-684- INP CRP 

Corrected Page 46 from App A to "ENVinOBTONE Gypsum Cement 
lOCPRAl Compliance Testing Topical Rept “ 
a U a Gypsum Co 04/07 M9 Ip 25937 091 


0406060030 Forwards info addressing open items identified in NRC/DNWL/ 
TDI Diesel Generator Owners Group S40622 meeting 

RAY. C L IDI ITransamarica Delaval. Inc ) Owners Group OOTP-1O0-N 
84/07/10 BERLINGERiC Director's Office. Office of Inspection and 
Enforcement 43pp 23933 1J3 24X Fiche SO-000. 04/07/10. 

0408060030 


8408060102 Forwards “Emergency Diesel Generator Auxiliary Module 
Control Hiring V Ter>iilnat i on Qua 1 i f ication Review “ Add 1 
copies sent to qNHL 

RAY. C L TDI ( Transaner I ca Delaval. Inc > Owners Group 
O0TP-14O-N-2Q 04/07/27 DENlON. H R Office of Nuclear Reactor 

Regulation. Director 2pp 25932 137 24X Fiche 30' OOO, 04/07/27, 

B4O0O6O1O2 


— 8400060130 “Tmergoncy Diesel Generator Auxiliary Module Control Wiring 
It Termination Qualification Review “ 

Stone Webster Engineering Corp 04/07/31 36pp 23932 139 
34X Fiche 30-000.04/07/27,8408060102 


8400060116 Forwards proprietary responses to NRC second round questions 
on CONDOR Topical Rept WCAP-10t07 t< application for 
withholding Responses withheld <reF 10CFR2 790(a>) 

RAHE. E P Westlnghouse Electric Corp NS-EPR-2939 84/07/23 

THOMAS, C 0 Standard 1 xat ion 6 Special Projects Branch 2pp 
23936 038 


—0403060125 Requests withholding of proprietary responses to NRC second 
round questions on CGNDQR Topical Rept WCAP- 1 0107. p er 
10CFR2 790 

WIESEK4NN.R A Uestinghouse Electric Corp AW-94-6B 04/07/23 

THOMAS, C □ Standard 1 1 at 1 on *, Special Projects Branch Ip 
23936 040 


0400060109 Confirms campletion of listed 840720 S. 26 commitments re TO! 
diesel generators Correction of deficiencies noted during 
conflrnatory ualkdawi, of engine fuel oil lines completed 
DALE.L F Mississippi Power b Light Co ACEM-84/0392 04/00/03 

DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
2S9J2 286 2-tX Fiche 50-416.04/00/03,0400060109 


0400060220 Forwards rinal summary Rept WCAP-10509. "Analytls of Capsule 
T From tvA Sequoyah, Uni t 2 Reactor Vessel Radiation 
Surveillance Program “ Change m capsule withdrawal schedule 
in Tech Spec Table 4 4-5 not required 

MILLS, L M Tennessae Valley Authority 84/07/31 ADENSAM. E 
Licensing Branch 4 2pp 25929 109 24X Fichs 50-320.04/07/31. 

8408060220 


—8400060231 WCAP-10509 

“Analysis of Capsule T From TVA Sequoyah . Un t t 2 Reactor 
Vessel Radiation Suiveillance Program " 

BOOOa,R 5 , VANICHKQ. 8 E , CHSNEYiC A Wes ting house Electric Corp 
04 '04/30 83pp 25929 111 24X Fiche 50-350,84/07/31, 

04OBO6O22O 


0408060324 Forwards “Design Review of Elliott Model &5G Turbocharger 
Used on TDI DSRV-12-4 U DSRV-20-4 Emergency Diesel Generator 
fiefca “ 

RAY. C L TDI iTransamerlca Delaval. Inc ) Owners Group 
O0TP-147-N-29 84/00/01 DENTON. H R Office of Nuclear Reactor 

Regulation. Director 2pp 25927 064 24X Fiche 50-000. 04/08/01. 

0408060324 


•0408060387 FAAA-B4-6-56 

"Design Review of Elliott Model 650 Turbocharger Used on 
TDI DSRV-12-4 ft DSftV-20-4 Emergency Diesel Generator Sets " 

« Failure Analysis Associates 04/07/31 62pp 35927 066 24X 

Fiche 50-000.04/00/01.8408060324 


0406060403 Forwards repts received by BNHl consultants directly from 
FaAA U TDI Owners Group at 640622 meeting Draft “Qvervifw of 
Repts, Analysis ^ Recommendations re Main Propulsion Engines 
M/V Columbia" end 

ALZHEIMER, J M BatteUe Memorial Institute. Pacific Northwest 
Laboratories 84/06/20 MILLER, M Division of Licensing iSBpp 
25926 173 241 Fiche 50-000.04/06/28.0408060405 


0406070193 Forwards request for addl info re AECC-4 (P/NP). “Mobile Vol 
Reduction Sys “ Response by 640017 requested 

THOMAS. C □ B»-andardltatlon 1 Special projects Branch 04/07/84 
GARCIA R Aerojet Energy Conversion Co (subs of General Tire tt 
Rubber Co » t2pp 23937 100 


8400070222 Informs that based on G£ 840523 detailsiGE fuel surveillance 
program complies u/SRP Section 4 2 II D 3 i, acceptable 
Increased on-line surveillance per SRP Section 42 II D 2 
still 1 equired 

RUBENSlElNiL S Assistant Director for Core & Plant Systems 
04/06/27 GRfDLEY, R L General Electric Co 2pp 25957 031 


8408070236 Forwards "Failure of Access Door Between Drywell ft Hetwell,' 
technical review rept Review concludes that no similar 
access design exists betueen foreign L domestic Mark II 
containments 

WOLF, I R Reactor Operations Analysis Branch AEaD/T412 84/06/10 
SEYFRIT, K V Reactor Operations Analysis Branch ip 25957 044 


— 0408070242 “Failure of Access Door Between Drywell & Wetwell. 
technical review rept 

WOLF, T Director's Office AeOD/T4l2 04/06/18 3pp 
25937 045 


8400070275 Forwards addl info on safety parameter display sys in 
response to 040326 request it suppl to SAR Sys scheduled for 
Implementation by end of Spring 1905 refueling outage 
Rev 1-A to WCAP-7819 & WCAP-76a3A end 

HINTZ. 0 G Washington Public Power Supply System NRC-a4-123 
04/00/01 EISENHVT.DO Division of Licensing aSpp 25940 123 
24X Fiche 50-305.04/00/01.8403070273 


— 8408070202 WCAP-7B19 RoiA 

Rov l-A to “Nuclear instrumentation Sys Isolation 
Amplifier " 

LIPOHAK.J B , BARTHOLOMEW, R Uestinghouse Electric Corp 
75/04/30 33pp 25948 149 24X Fiche 50-305.84/03/01.0408070275 
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— B4O0O7O2E3a u:aP"76B5-A 

"Te-st Rept on Isolation A-npllflers ' 

CARflER, I Westinghouss CUctric Corp 75/05/31 lOpp 
2594a 103 24X Fiche 50-J05 84/08/01,8400070273 


8400070401 Inl^orms that neu sijs of acknowledging receipt of licensee 
correspondence re nonronp 1 lance found during ifisp 
inati tuted, ef iecti\e B40320 Preprinted form uii 1 1 be used 
rather than Itr 

KEPPLER.J G Region 3, Office of Director 04/08/03 

Connonuealth Edison Co 3pp 25942 100 24X Fiche SO^OOOi a4/08/03j 

0400070401 


B4O037O414 Forwards nonprop r letarg Rev 0 to WCAP-lO170< 'Key Safety 
Paraneter Selec^’ion " /■' proprietary Rev 1 to WCAP"10170< 

"Key Safety Paraneter Selection " (Generic Ltr B2-33) 

Proprietary rept withheld (ref 10CFR2 790) 

HD0LEVER,E J Duquesne Light Co GL- 02-33 84/ 09/01 

EIS£NHUT,D 0 Division of Licensing 4pp 2S93B 001 24X 

Fiche 50-412,04/00/01 0408070414 


—0400070419 WCAP-10170 4PC Si RO 

Nonproprietary Rev 0 to App C to Suppl 1 to "Key Safety 
Parameter Selection fcr Deader ^/aIley>Unlt 3 Safety 
Paraereter Display Bys <SPDS> " 

MDHLEYpR C Nestinghouse Electric Corp 84/07/30 Upp 
23936 005 24X Fiche 50-4 I 04/00/01* 04000704 14 


8400070445 Forwards response to several TDI emergency diesel engine 
issues raised during NRC %■ Qattclle 04O72& visit Oacket 
water ays parameters show no evidence of flow 
resistance increase 

TUCKER, H B Duke Power Co 84/00/01 DENTON* H ft Office pf 

Nuclear Reactor Regulation* Director ADEN0AM* E G Licensing Pranch 

4 5pp 23942 263 24X Fl c h 6 SO-4 13, 04/00/01 . 8 400070 445 


0408070446 Requests exemption from 10CFR50,App A* GDC 4 re elimination 
of postulated circumferential t longitudinal breaks in RCS 
main loop piping WCAP-10539 8* WCAP-10360 Repfcs withheld 
(ref iaCFR2 790) 

GOLDBERG* J H Houston Lighting h Power Co ST-HL-AE-l 076 
84/07/17 DENrON*H R Office of Nuclear Reactor ftegiilation* 
Director 4pp 2S940 349 24X Fiche 50-498,84/07/17.0406070446 


6408080016 Informs that D611 plans to use DklC correlation for licensing 
analyses to be performed ui/CHATA V TEHP care thermal 
hydraulic analysis codes for reload repts supporting 
upcanlng cycles of Oconee. Unit 1 2* Rancho Seco 
TAYLOK. J H Babcock 4 taicox Co 04/00/02 THOnAS,C □ 

Standard! xat ion h Special Projects Branch 2pp 25970 306 


6406030236 Interim Deficiency Rept Dft-140 re TDJ standby diesel 
generator fuel oil piping & header assembly Next rept ulll 
be provided by 841011 Field QC Insp of generator lEGSeEGID 
will be performed in near future 

BOOKER, JE Gulf States Utilities Co RDO-ia310 04/07/27 
COLLIlig.vJ T Region 4, Office of Director Ip 25974 358 24X 

Fiche 50-458*04/07/27.0400000236 


400000275 Forwards proprietary 6 nonproprictary "l^es ting hous e Setpoint 
Methodology for Pi otectton Sys, Catawba Station," in response 
to Section 7 3 24 of SER Application for withholding 
proprietary rept end 

TUCKER. H B Duke PflUer Co 04/07/30 DENTDM. H B Office of 

Nuclear Reactor Regulation* Director aDENSAM. E O Licensing Branch 

4 2pp 25964 220 24X Fiche 50-413.04/07/30.04 08080375 


— 0409000200 Requests withholding of proprietary "Wes tinghogs e Setpoint 
Methodology for Protection Sys. Catawba Station" 

(ref 10CFR2 790) 

WICSSMANN, R A Mastinghouse Electric Corp CAW-B4-69 84/07/’S0 

DENTDNi H Office of Nuclear Reactor Regulation, Director Bpp 
25964 230 24X Fiche 50-413,04/07/30*040008 0275 


— 0403080204 Nonproprietary "Wes tinghouse Setpoint Methodology for 
Protection Sys, Catawba Station " Two overslie tables anc 1 
Aperture cards available in PDR 

JANSEN. R L , TULEY* C R Ues tinghouse Electric Corp 84/06/30 
71pp 25964 238 24X Fiche 50-413,94/07/30*0408090275 


0400030280 Summary of 840712 meeting w/BLU Owners Group re noii~*nuc 1 oar 
instrumentation sys status Attendance list 6 viewgraphs 
enc 1 

KAOAMSI.P Operating Reactors Branch 4 04/07/27 Operating 

Reactors Branch 4 36pp 25970 220 24X Fiche 50-000,04/07/27, 

0408000 200 


0408090148 Final Deficiency Rept CRDC 92(04)1 re potential probiam 
w/standby diesel generator loose flexible coupling drive 
hubs supplied by TDl Initially reported on 040*20 
Also reported per Part 21 

EDELNAN,MR Cleveland Electric Illuminating Co CRDC 92{e4>] 
04/07/27 KEPPLER, J G Region 3, Office of Director 2p p 
25993 176 24X Fiche 50-440,04/07/27,8400090148 


0400090)9') i t wji ds mifip J 0 p T i i * '1 uf Re^ 2 to \N-Nf -04-21 . 

"DC C'JOh Unit 3 ( y. Ic 5 9 ♦ et.m Ornti o toi Tube Plugging 

LlTil‘ing nreal LUIA'PCE^ An e 1 ij s l s . ' per Ai.prican Electric 
Power favc Co lequei*’ 

CHANDlIR.J C Fx^on Nucleni uo < I nr isobs of L* »i>ri Ciirp > 
jcr UO 04 04 / 00/^7 DhNTON.H FI Office of Nuc 1 eai Reactor 

Regulation, Director ip 2597 ? 03 U 24 X Fiche 50 — v^l 6 in 4 / 0 B/ 07 , 

84 0 0090 1 ?0 


— B40B0'r0209 XN-HF--84-21 ( NF’ ) ROD 

Mnnpr 0 pr 1 L* tary sersion uf Re 3 t« "I>r Cook, Unit 2 Cycle 
5*5/. Stearr, uenera*or Tube Pluqyimj Limiting Bleak UQCA/ECCS 
Analy s i s 

KAYStR.N V , ClfANOLFR, J L > S10UT,F( 1) Exxon Nuclear To , Inc 
(subs of Elion Corp ) 84/00/07 /5pp 259 /J 039 24X 

Fiche 50' 316, k)4/O0MV, 0 100090198 


Q408090J30 rorwards proprietary prv 1> Suppl 4 to XN-NF-Q2-20 < P > , "Exxon 
Nucloai Co Evaluation Moilel FXLfl.PDR E( CS Model Updates 
Ad justnents to FLECNT Based Heat Tiansfoi Correlations " 

Rept withheld (ref 10CFR2 /90) 

CHANDLfcR.J C Exxon Nuclear Co * Jiic (subs of Exxon Corp ) 

JCC 105 04 04/0 THOhAS.C D Standard 1 1 at i on ♦* Special 

Projects Branch Ip 25971 113 


Q40GD7034 '’ Discusses altoi natives »oi Tt*\,ponding to NRC 040424 request 
for addl info re KN-NF-82-49 (P )* "Exxon Nucleai Co 
Evaluation Model EXEM/PWR 'amall Uroak Models " Exxon ihould 
respond by 641001 to maintain current schedule 

THOMAS. C 0 Standard i la i on * Special Projects Branch 04/07/30 
CHANDIER,JC Exxon Nuclear Co < Inc (subs of £xxon Corp > 3pp 
25904 337 


8408090353 rcu'wards requests for addl Info ic CENPD 199. Rev I (P/NP>, 
"C-E &et Pom* Methodology " Response to questions requested 
by 04OG24 

THOMAS, C 0 Sfaridard i latlon 6 Special Projects Branch 04/07/30 
SCHERFR.AE Combustion CnglneoTing, [nc 5pp 259Q4 331 


8400090433 Notification of 040803 mooting u/BiW Owners Group in 
Bethesda.MD to discuss potential application of 
1 oa k-b e fore -break concept to B2W reactors 

KADAMQI.P Operating ftoactoi s Branch 4 04/00/06 faTOLZi J F 

Operating Reactors Branch 4 2pp 25902 360 


S40B100ft63 Forwards VoH 1 *, I I of "NU6(.o Thermal Hydraulic Model 
Qualification," lor RTTKAN f* VIPRE 

COUNSIL.W 0 Connecticut Yankee Atomic Power Co CQUNSILiU 0 
Northeast (,uclear Enrrgy Co (subs of Nqi theasi Utilitioa) 
C0UN91L,WG Northeast Uti I ities D1127Q 04/07/30 MULERrJR 

Operating Reactors Br'anch 3 CRUTCHriELD, D Operating fleactors 
Branch D 2pp 2590 7 0 / 2 2 4XFicho 50-213,04/07/30*8400100063 


--a40B100(J70 NUECO 140-1 

Vo I ( of "NUSCo Thermal Hydraulic Model Qualification 
(REIRAN) " 

* Northeast Utilities 04/07/30 262pp 2598/ 0/4 24X 

Fiche 50' 213. 04/07/30* 8400100063 


— 8400100077 NUBCO 140-2 

Vo I II of "NUSCo Thermal Hydraulic Model Qualification 
(VIHflE) " 

♦ Northeast Utilities 84/07/30 225pp 239Q7 336 24X 

Ficho 30-213. 84/07/30* 0100100063 


0400100121 Responds to 040723 request for add! info on AECC-2-FMNP> 
Amend 1 Draft response discussed w/NRC,util ^ Sai gent 6 
Lundy on 840731 Info will be provided as Amend 2 on 640010 
GARCIA* ft Aerojet Energy Conversion Co (subs of General Tire fc 
Rubber Go ) 0500 4210 RG AU 04/06/00 THOMAS, C 0 

StanUar d 1 la t i on 6 Bpocial Projects Branch 2pp 259B0 253 


S4O01OO127 Forwards "Calculation of Tiip Setpoint Values, Plant 
Protection Sys,' In response to Q30620 Ur 

VAN BRUNT. E E Ar 1 1 ona Public <aorvtco Co ANPP-30109-EEVO 
04/06/02 KNIGHTON* 0 Licensing Branch 3 Ip 25991 042 24X 

Fiche □0-520,84/03/02,0100 1 00 1 27 


— 0400100137 CEN-2e6(V) ROO 

Rev O to "Calculation of Trip Setpoint Values.Plant 
Protection Sys " 

4 Combustion Engineering, Inc 04/07/31 llOpp 25991 043 24X 

Fiche 50-526,04/08/02.0400100127 


B4O013D17O Forwards GE rept* "Reduced RHR S\c Nater Flow 6 Suppression 
Pool Temp Response Licensing Ltr Rept " Cncl replaces 
proprietary rept 

MCOAUOHY, R g Iowa flee Inc Light 1U Power Co N0-B4-327O 
04/00/08 DENTON* H Office of Nuclear Reactor Regulation* Director 
Ip 26010 030 24X Fiche 50-331* 84/00/08, 0400130170 
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- tJ-4031 3D 1 T- PeJtrLrfJ «HR S,c I'^ter P1 j«j ' Si> p p t l s s i oti Pool Temp Re^P^ri^e 
Lictr* tng L*-r Repl ' 

CRlDlEi-f' L Genei al Elettric Co ai'O‘’/J0 bpp 26010 031 
24X ^lC^s• 50- 3'Jl, B*»/ 03/08. 84031301 7u 


8400130101 furwaidE deiaxJs of items to be included art future util 
5 i>bnitt «]5 te TDl diesel generator reliability verification 
YOONCBLonb. r J Licensing Branch 1 04/00/02 SPENCE. M D Teias 

Utilities tlf^tnc Co (foimtil, Texas Utilities Generating Co ) 

7pp 26036 204. 24x Fiche 50-445.84/00/02.8408130181 


Q40B130349 Responds 840702 request for add I info on CEN-26S re 
resolution of NUREG-0737. 1 ten 1 1 P 3 3, Study Meed foi 
Automatic Trip of Reactor Coolant Pumps " Response will be 
discussed at 840920 nepi'ing 

WELLS. R W C-E Operating Plants Owners Group WELLS* R W Northeast 
Utilities Service Co {subs of Northeast Utilities) RWW-84-60 
84/08/07 NlLLER.J R Operating Reactors Branch 3 2pp 
26010 ^24 


B4O014O191 Forwards xN-NF-69i ( P > (A > . Stability Evaluation of DWR Core 
Sensitivity Analyses ' Rept ujithheld (ref lOCFftS 790) 

CHANDLER. J C Erxon Nuclear Co . Inc (subs of Exxon Corp J 
JCC 109 04 04/03/0/ THOMAS. C P Standar d i r a t i on t Special 

Projects Branch Ip 26042 360 


840B1402C0 Forwards proprietary Amend 2 to AECC-2-P I nonpropr ietary 
Amend 2 to AECC-2-NP. 'Radwaste '/o I Reduction Sys, '■ per NRC 
8407P3 reques*- Proprietary version withheld 
(ref 10CFR2 "^90) Affidavit end 

GARCIA* n Aerojet Energy Conversion Co Csubs of General Tire It 
Rubber Co ) 84/08/10 THOMAS. C O Standard 1 1 ati on t. Special 

Projects Branch 5pp 26043 001 


- -0408 1 40204 AECC-2-NP A02 

Nonprop r I e tai y Amend 2 to 'Radwaste Uol Reduction Sy s " 

* Aerojet Energy Conversion Co (aubs of General Tiro t Rubber 
Co > 84/08/10 66pp 26043 006 


9400140336 Forwards 8uppl 1 to Rev S to XN~NF-83-/2. "HD Rob inaon, Uni t 
2*Cycle 10 5AR - Disposition of Chapter 15 Events '* Ropt 
provides confirmatory analyses results for SAR Remainder of 
analyses will be submitted by G40617 

ZlMilERMAN, S n Carolina Power ^ Light Co NLS-64-3S2 84/00/08 

VARGA. 3 A Operating Reactors Branch 1 2pp 26041 001 24X 

Flche 50-261 84 '09/09. B4O014O3S6 


--8400140363 <N-NF-B3-72 SOI R02 

Suppl I lo Rev 2 to 'HR Rob inson. Uni t 2. Cycle 10 SAR - 
Disposition of Chapter ID Events " 

leach. C £ . kaYSER* W V . CHANDLER. J C Ex a on Nuclear Co . Inc 
(subs of Exxon Corp > 04/07/20 33pp 26041 003 24X 

Ficho 50-261,84/08/08*0408140356 


0408140390 Forwards Ruv 2 to XN NF“Bl-2np)* ‘Genfiric Mechanical Design 
for Exxon Nuclear Jet Pump BWR Reload Fuel “ Ropt withheld 
(ref 10CFR2 /90) 

CHANDLFR. J C Exxon Nuclear Co . Inc (sobs of Exxon Carp ) 

JCC lo; 84 84/08/0.7 THOMAS* C O Standar d i latl on it Special 

Projects Branch 7pp 26049 070 


0400140410 Forwards "Analyses of Capsule TEl-B* Toledo Edison Co. 
Davis-Desso Nuclear Power fatat ion . Un i t l Reactor Vessel Mall 
Surveillance Program " 

CRGUSL . R P Toledo Edison Co 1069 84/06/10 EISENHUT.D 0 

Division of Licensing Ip 26049 001 24X Fiche 30-346* 84/00/10* 

8408140410 


—0409140413 DAW-IB34 

"Analyses of Capsule TEl-B* Toledo Edison Co. Davi s-Bosse 
Nuclear Power Station.Unit I Reactor Vessel Matl 
Surveillance Program ■ 

LOWE, A , COLLINS. L L * EWIN3*J W Babcock it Nil cox Co 84/05/31 
73pp 26049 002 24X Fiche 30-346,04/08/10,6408140410 


8408140426 P)ovides address for transmitting all operator licensing 
correspondence to Region III ofc, except info for examiner-s 
WALKER R D Region 3. Office of Diroctor 64/08/10 Michigan* 

Univ of, Ann Arbor* MI 2pp 26051 190 24X Fiche 90-000, 

04/00/10. 8408140426 


8408140429 Forwards "Analyses of Capsule AN l-A* Ar kansas Pouer L Light 
CotArVansas Nuclear One, Unit 1, Reactor Vessel Matl 
Surveillance Program ' 

MARSHALL. J R Arkansas Power i Light Co lCANOe04O7 94/08/06 
STOLZrJ F Operating Reactors Branch 4 tp 26049301 24X 

Fiche 50-313.84/08/06*8408140429 


— 940014043 3 D.A1-1Q36 

'Analyses of Capsule AfJl -A. Arkansas Power ^ Light Co. 

Arkansas Nuclear One, Unit 1 . Reactor Vessel Matl Surveillance 
Program 

LOWE. A L . A**DLAND, J D , COLLINS, L L Babcock t Wilcon Co 
84/07*31 93pp 26049 302 24/ Fiche 50-313*84/03/06*8408140429 


640815008*1 Forwards picpnetarg response to NRC 840713 request for add] 
info on Special Rept MFN-06a-84. "Generic Licensing of 1904 
Lead Test Asse.nbiiea ' Enel withheld (ref 10CFR2 790) 

CHARNLEY. J S Geneial Electric Co MFN- 103-64 84/07/24 

THOMAS, C □ S<-and3rd t lati on i Special Projects Branch 1 pp 
26067 131 


B4O813O10O Applicatian to amend License DPR-51 . mod i f y mg designation 
of areas in stean generator imperfections found t. allowing 
sleeving of tubes Proprietary affidavit 6 BAW-5823P. ‘'One e - 
Through Steam " end Fee enc I 

ORlFFiNtJ M Arkansas Power k Light Co ICANO0S4O4 B4/0B/13 
STOLZ*J F Operating Reactors Branch 4 6pp 26067 132 24X 
Fiche 50-313. 84/0B/13. B40B1 50180 


8400150414 Forwards IE Insp Rept 50-445/84-19 on 840501-31 6 notice 
of violation Areas inspected include preoperat i onal test 
witnessing, followup of FDl diesel generator insp £. plant 
tours 

BANOART, R L Region 4, Office of Director 04/07/26 EPENCE*M D 
Texas Utilities Electric Co (formerly Teias Utilities Generating 
Co > 2pp 26077 352 24X Fiche 50-443,64/07/26*8408130414 


— 8408150417 Notice of violation from insp on 040501-91 

» Region 4, Office of Director 34/07/36 2pp 26077 234 24X 

Fiche 50-449,84/07/26,0408150414 


--8409150440 IE Insp Rept 50-445/84-18 on 840301-31 Violations noted 
failure to foilou procedure during Train A emergency diesel 
generator auxillarij sys retest f* hold tags improperly 
removed from Train A diesel engine 

KELLEY. D L , SMITH* W F , HUNNICUTT* D M Region 4* Office of 

Director 84/07/06 lOpp S6077 236 24X Fiche 50-445*64/07/26, 

0400130414 


B408L30436 Motion for leave to make restricted sve of certain 
documents, for protective order k for in camera cross- 
exanination re documents Certificate of Sve encl Related 
c orrespondence 

FARLEY, E M Long Island Lighting Co FARLEY, E M Hunton & 

Nllllams OSD 097 QL 04/00/14 Atomic Safety and Licensing 

Board Panel 9pp 26069 262 24X Fiche 50-322,84/00/14*8409150433 


0400150473 Forwards direct testimony k supporting exhibits on adequacy 
& reliability of TDI emergency diesel generators W/o motion 
for protective order Certificate of Sve end Related 
c orrespond ence 

TARLETZ^O B Hunton 6 Williams TARLETZ.D B Long Island Lighting 
Co DSB 063 OL 04/08/14 BRENNER, L * FEROUBCN, G A , MORRIS* F A 
Atomic Safety and Licensing Board Panel 4pp 26060 S95 24X 

Ficho 50-322*84/08/14*0408190473 


— 8408190476 Testimony of CH Wells* DP Johnson-HF Wachob.C Seaman.D Clnlno 
h NK Burrell re shotpeening of replacement crankshafts 
Related correspondence 

WELLSfC H * JQHNSON. D P . WACHQO* H F Long Island Lighting Co 
OL 84/08/14 36pp 2606B 299 24X Fiche 30-322*84/00/14* 

8408150473 


— 8408190405 Testimony of RL McCarthy, PR Johnson* EF Montgomery & 

SK Chen on Suffolk County contention re replacement 
crankshafts on diesel generators Related correspondence 
MCCARTHY, R L ♦ JOHNSON, P R * MONTGOMERY* E F Long Island Lighting 
Co OL 84/08/14 62pp 26068 337 24X Fiche 30-322(64/08/141 

8408150473 


--8406190498 TefttimuTiy of EJ 'Youngling k FF Plschlnger on Suffolk County 
contention re replacement crankshafts on diesel generators 
Exhibits encl Related correspondence 

YaUNQLlNG*E J * PI8CHINGER.F F Long Island Lighting Co QL 
64/00/14 60Opp 26069 036 24X Fiche 30-322,04/00/14* 

6408130473 


— 04O31SO5O5 Vols i*2 8* 3 of testimony of RL MtCar thy * CA Rau* GH Wells* 
HF NachobiD Johnson. RK Taylor.CK Seaman.EJ Youngling* 

CS Mathews/MH L-ourey* Jr Wallace k MH Schuster on Suffolk 
County contention re cylinder blocks Related c orrespondence 
MCCARTHY* R L * RAU* C A * WELLS* C H Long Island Lighting Co QL 
84/00/14 300PP 26070 313 24X Fiche 50-322,04/08/14* 

6400150473 
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— 040815105 1*1 VqIs 1 h. £ o^ t«&tmonk; ot TO Hams Dl* John 5 Qn<f?L McCarthi^, 
FF P 1 sth i rt^et < CK. Searan LA Suianger K EJ youngling otk 
Suffolk Countg con t&n*^ i t>n re AE piston shirts Related 
corrospandence 

HARRIS, D a , JOHNEQM, I> P . KCCARTHY, R L Long Island Lighting Co 
QL B4/Oa/'i4 430pp ^6071 200 24X Fiche 50-332,84/00/14, 

0400150473 


— 0400130530 Vois I & 3 or tEstltnong of -CK Seaman, EJ Youngling, 
dC Kammeg or, CH Del Is, LA Suangor^JF WallatcCB Mathews «< 

FC Pischinger on Suffolk County contention re cylinder 
heads Exhibits l''36 enc 1 Related correspondence 

SE/v^AN. C K , 'iDUNGLlKO.E J , KAMMEYER.J C Long Island Lighting 
Co DL 04/08/14 300pp 26072 327 a4S< Fiche 30-322. B4/09/ 14 , 

0400150473 


04O816OO1B Discusses revised draft naint t surveillance progi am plan 
Revs Include five-phase approach to Program, mg t U 
identification of relevant industry programs & approx 
schedules Mee*'lng scheduled for 840822 to address plan 
RUSSELL. IJ T Dl/islon or Human Factors Safety 84/00/07 
TAYLOR. J H Bahcock & Hllcox Co Ip 26120^213 


9400160026 Forwards IE Insp Rept 50-443/a4-20 on 04O5O3''O619 Uo 
violations or deviations Identified 

DANOARTiR L Region 4, Office of Director 84/07/26 SPEWCE. h D 
Texas Utilities Electric Co (fonnerlg Texas Utilities Generating 
Co ) 2pp 26108 150 SAX Fiche 30-445.84/07/26,8408160026 


— G409160037 IE Inap Rspt 50-445/e4-'20 on 040303-0619 llo violations or 
deviations noted Major areas inspected inork (« documentation 
associated u/sl*'e portion of recertification program 
Implemented on Train B TDI emorgamcy diesel generator 
SMITH, W F . HUNNICUTT, D M Region 4. Office of Director 
04/07/05 9pp 26100 132 SAX Fiche SO-4 4 3. 84/07/26. 0408160026 


0408160066 Final deficiency rept re loose drive hubs on overspeed 
governor drive shaft on TDI diesel engines Initially 
reported on 840203 Hubs acceptable Also reportable under 
Part 21 

MILLS, L M Tennessee Valley Authority B4/08/03 O'REILLY. J P 
Region 2, Office of Director Spp 26108 224 a4X 
Fiche 90-438,04/08/03,0400160066 


0409160249 Notification of Q40D29 meeting w/C-E Owners Group Operations 
Subcornnittee in Dethesda.MD to discuss tasix analysis 
TfrRUlrament of Suppl I to NUREG-0737 U Generic Ltr 82-33 & 
portions of CEN-132pnDv 2 re Inadciiuatc core cooling 
CLAYTON/H I) Procedures & Systems Review Granch GL-02-33 
84/0B/09 ZEEhAtlNiD L Procedures t< Systems Review Branch 9pp 
26126 248 


8406160371 Forwards nonpropr i ef ary WCAP-10566 8« proprietary MCAP-10367. 
"Technical Bases for Elininating Large Prlmory Loop Pipe 
Rupture i" per Generic Ltr 64-04 !* application for 
uilthholdlng info Proprietary rept withheld (ref lOCFRa 7901 
DE VfWCENTIS. J Yankee Atomic Electric Co DE VINCENT 19. J Public 
Service Co of r/eu Hampshire 0L-a4-04 04/00/09 KMIOHTON, 0 M 

-tcenslng Branch 3 2pp 26091 099 24X Fiche 50-443. 04 /OB/09, 

3408160371 


3408160373 Requests Withholding of stated proprietary rept from public 
disclosure <ref lOCFn2 790 > Affidavit CAW-as-BD end 
WlESEMANNfrR A Westlnghouso Electric Corp CAW-B4-34 84/06/07 

EENTQN. H R Office of -Niuclear Reactor Regulation, Director 6pp 
26091 101 24X Fiche 30-443,04/08/09.0408160371 


'0408160370 WCAn-lOS66 

Nonpropr i etary ''Technical Oases Far Eliminating Large 
Primary Loop Pipe Rupture as Structural Design Basis for 
Seabrpok Units 162" Info deleted (ref 10CFR2 790) 

SWAMVrS A , CLARH.H F , LEE. V 0 Hestlnghause Electric Corp 
84/06/30 40pp 26091 107 a4X Fiche 30-443.84/08/09.8400160371 


1400160174 Forwards proprietary ''Conceptual Design Description for 
Pilgrim Nuclear Power Station Emergency L Plant Info 
Computer (EPIC) Safety Parameter Display Sys <0PDS>," per 
831026 commitment 6 TM] Action Item IDS Rept withheld 
MARRINtJTON, W D Dostan Edison Co QeCQ 04-133 84/00/10 

VASSALLO. D D Operating Reactors Branch 2 Ip 26091 192 24X 

Fiche 30-293.84/09/ 10. 0400160374 


8400160377 Forwards proprietary NEDE“242e4-PA L nonproprietary 
NEDD-24ae4-A, " Assa s i men t of Fuel Rod Dawing in GE DtfRs " 

Affidavit for ulthholding proprietary version end 
^no 790) 

General Electric Go MFN- 106-84 84/07/27 THOMAS, C O 

t^on 6 Special Projects Qranch 5pp 26088 S23 


0400160391 f-jT ward‘d 'Design Re low of Engine Base * Bearing Caps for 
TDI DSRV-16 Diead Engine^ ' 

RAY.C L in { Tran samei i ca Dela.al, Inc ) Owners Group 
□ QTP-iai-ri 31 B4/oa/lO DENTON. H R Ofuce of Nuclear Reactor 
Regulation, Director 2p p 2609) 147 24K Fiche S0-000> 84/08/10, 

0400160194 


— 0400160403 FAAA-B4-6-93 

"Design Ro.ieu of Engine Base * Bearing Caps for TDI 
DSnv-l6 Diesel Engines " 

failute Analysis Associates Fk 07396 04/00/31 44pp 

26091 149 24\ Fiche 50-000.04/00/10,0400160394 


84O8160395 Foiwards "Design Review of Elliott Model 90 G Turbocharger 
Used on TOI DSR-4G V DBRV -16 Emergency Diesel Generator 
Sets." representing rinal QA verified rept Addl copy 
forwarded to DNWL. per NRC request 

RAV.C L TOI < Transamer i ca Delaval, Inc ) Owners Group 
OOTP— i90-N-33 04/00/14 DENlQN, H R Office of Nuclear Reactor 

Regulation, Director 2pp 26088 163 24X Fiche 50-000,84/00/14. 

04OB 160395 


— 0400160397 FAAA-e4-5-7 

"Design Review of Elliqtt Model 900 Turbocharger Used on 
TDI D3R-40 6 DSRV-16 Emeigency Diesel (Senerator Bets " 
u failure Analysis Associates 04/O7/3t 61pp 26000 165 24X 

Fiche 50-000,04/00/14.0408160395 


0408160409 Ack receipt of 840703 ltr denying C-E Owners Group 840500 
request for relief fror fjRC review fee on CEN-152 Addl info 
re further actions on review fee will be forwarded 
fallowing C-E Owners Group 040920 meeting 

DELLS.n N C-E Operating Plants Owners Group NELLS, R N Northeast 

Utilities nwW-04-61 04/08/09 miller, W O License Fee 

Hanageme-nt Branch Ip 26005 360 


8400160461 Dockets Rev 7 to NEDO-20776, "Spent Fuel Sve s Operation 6 
GE U Mgt Corp QA Plan, ' w/NC Wheadon t DM Dawson 030329 6 
0210 1 tr c. re spec 1 1 VC ly . to assure d4icket file complete due to 
rev 6 resubmittal of rept as Rev 0 

nODERTS.J P Advanced Fuel * Spent Fuel Licensing Branch 04/00/10 
Advanced Fuel 6 Spent Fuel Licensing Branch ip 26126 078 


--8403160466 Forwards Rev 7 to NED0-20776< "Spent Fuel Sves Operation 
GE U Mgt Corp QA Plan " Rev duo to organi lat 1 onal change 
Within spen** fuel sves operation ^ GE U hgt Corp 

WHEADOH.W C General Electric Co 83/03/29 ROBERTS. J P NRC - 
Mo Detailed Affiliation Given Ip 26126 079 


--6409160472 Forwards Rev 7 to NEDO-20/76. "Spent Fuel Sves Operation 
CE U Mgt Corp QA Plan," referenced in License SNM-2500 for 
GE Morns Operation 6 incaiporated in NED0-2t326. App D-0 
DAWSDN.DM General Electric Co DMD-709 83/02/10 ROUSE. L C 

Advanced fuel h Spent Fuel Licensing Qranch Ip 26126 080 


9408160485 Forwards IE Insp Rept 50-443/04-15 on 840301-0430 t notice 
of deviation 

DANGART.R L Region 4. Office of Director 84/07/30 SPENCE. M D 
Tenas Utilities Electric Co (formerly Texas Utilities Generating 
Co > Jpp 26107 296 24XFlche 50-443,04/07/30.8400160405 


— 0409160300 IE Insp Rept 50-445/84-15 on 840301-0430 Deviation noted 
foiiure to provide review L approval for safety-related 
maint tnstruc tlons. per Rev 2 to Reg Guide t 33 
KELLEY, D L . SMITH. W F . HUNNICUTT, D M Reg I on 4. Of f i C e 0 f 
Director 04/07/27 l Ipp 26107 300 24X Fiche 50-445.04/07/30. 

84081 604Q 5 


9400160517 Significant Deficiency Rept SD 413-414/84-18 re residual 
stress In Type AN piston skirts Of TDI diesels Initially 
reported on B406S8 Bkirt cracks being evaluated Next rept 
by 8501 15 

TUCKER, H D Duke Power Co 04/07/2’^ O'REILLY, J P Region 2, 
Office of Director 3pp 26100 012 24X Fiche 50-413.84/07/27. 

0409160317 


8408170232 Forwards Rev 1 to NCDa-30477. "Safety Analysis of RHR 
Intertie Line. Mont led 1 o Nuclear Generating Plant " Rev 
suppls 840529 application to amend License DpR-22 

MU50LF, D Northern States Power Co 84/00/16 Office of Nuclear 

ReactuT Regulation, Director Ip 26118 103 24X 

Fiche 50-263.84/09/16,0400170232 


— 0406170262 NEDQ-30477 ROl 

Rev 1 to, "Sarety Analysis of RHR Intertie L 1 ne, Mont I c e 1 1 0 
Nuclear Generating Plant " 

BRANDON. R J , ORIDLE>,R L General Electric Co 04/06/30 27pp 
26119 104 a4X Fiche 50-263.84/08/16,0409170232 


GE BWRs *■ 

B3pp 26O0B 230 



NOIMDOCKETED ITEMS 


505 


e40ril70^3ii PuruiartJq OE D€>sign Mertios 170-107 » 170-109 t Bechtel Stress 

Kept Calculation SRl0ft35-SS27 re stiff pipe clamps 
described in IE Info Motice QS-SO Submittal addresses 
draft SCR Open Item 96 

MITTL I Public Be^^lce Electric f Cas Co or New Jersey 
IEIN-B3~aO 84/08/14 SCHWENCER, A Licensing Branch 5 2pp 
26114 062 24X Fiche 50-394- 84/00/ 11- 04081 70336 


— 0408170339 170-107 

"Clamp Induced Stress on Hope Creek Rec ir cu 1 at 1 on Piping " 

FARRELL- C A . ZALlZNiAK.M . THOllPSON, J L General Electric Co 
04/07/27 16pp 26114 064 24X Fiche 50-3 54- 04/00/ 1 4» 84001 70336 


— 9400170342 170-109 

Clanp Induced Stress on Hope Creeh Mam Steam Piping Lines 
C If 

ZALIZNYAK, n A i FARRELL- C A , THOMPSON- J L General Electric Co 
04/07/27 23pp 26114 082 24X Fiche 50-354,84/00/14.0400170336 


0408200322 Final Deficiency Rept DER 03-61 re C-E low pres^une safety 
injection pump failure to start ^ produce required head 
Case wear rings replaced I- clearance between impeller <- 
casing increased Propnetaiy CEN-205 {V>-P end 
VAN BRUNT. E E Ariiona Public Service Co ANPP-30134-TDS/ 

04/OS/O9 BISHOP. T W Division of Rc s ident. Reac tor Project 6 
Engineering Programs 40pp 26133 3lB 24^ Fiche 50-520.04/08/09- 
8400200322 

8400200481 Forwards SEX re reliability of diesel generators Related 
correspondence 

JOHNSON- G E Hearing Branch 4 DSB 175 OL 04/00/14 GUILD- R 

Polmelto Alliance RILEY. J L Carolina Environmental Study Group 
ILpp 26136307 24X Fiche 50-413.84/08/14.8400200401 

0408200499 Forwards add I info re NRC luitnesses on intervener diesel 
generator contention K two addl comments Related 
c orrespondence 

JGHNSaN-G E Hearing Branch 4 DSB 172 OL 04/08/19 GUILD, R 

Palmetto Alliance RILEY- J L Carolina Environmenta 1 Study Group 
Ip 26137 OOi 24X Fiche 50-413.04/08/15,8400200499 


— 0400200511 Supplemental responses to Palmetto Alliance L Carolina 
Environ Study Group 040318 general interrogatories 
Certificate of Sve and Related correspondence 
JOHNSON. G E Hearing Branch 4 0L 04/00/15 Palmetto 

Alliance I5pp 26137 002 24X Fiche 50-413,84/00/15,0408200499 


0400210311 Forwards Rca. 5 to QA program description for design & const 
phases Includes revs bo Bechtel t Ebasco programs 

OPREA. 0 W Houston Lighting V Power Co ST-HL-Ae-l0l9 03/11/01 
COLLINS, J T Region 4, Office of Director 9pp 26179 001 24X 
riche 50-490,03/11/01.0400210311 


>8400210117 Re-w 5 to QA program for design 6 const of South Texas 
Pro jec t 

» Houston Lighting h Power Co 83/11/01 54pp 26179 006 S4X 
Fiche 30-490.83/11/01,0408210311 


0400210365 Forwards "Torsiograph Test of Emergency Diesel Generator lA 
at Catawba Nuclear Power Station." in response to 840009 
telcon request Start 61 should show run duration of 39 h 
rathdh than 43 

TUCKER. H B DuVe Power Co 04/00/14 DENTON/ H R Office of 
Nuclear Reactor Regulation. Director ADEN8AN, E G Licensing Branch 
4 3pp 26170 175 24X Fiche 50-413,04/00/14.0400210369 


—0400210370 FAAA-84-5-23 

"Tors tograph Test of Energency Diesel Generator JA at 
Catawba Nuclear Power Station “ 

e Failure Analysis Associates PA07702 84/05/29 I9pp 

26170 178 24X Fiche 50-413/04/08/14.0408210365 


84002103/5 Forwards Q^W summary technical repts of first capsule from 
reactor vessel surveillance program, per App H of 10CFR50 
Repts delayed due to admin! strativfi oversight 
STEWART, M L Virginia Electric t Power Co 479 04/00/16 

DENTON, H R Office of Nuclear Reactor RegwUfelonr Director Ip 
26170001 24X Fiche 50-330,04/00/16,0408210373 


—0400210387 DAN-1794 

"Analysis of Capsule V. VEPCO, Nor th Anna Unit 2, Reactor 
Vessel Matls Surveillance Program " 

LOWr. A L , COLLINS, L L , PAVINICH, W A Babcock Wilcox Co 
03/10/31 173pp 26178 002 24X Fiche 50-338,04/08/16, 

0408210375 


—0400210393 BAW-i6a0 

"Analysis of Capsule V, VEPCD, Nor th Anna Unit I, Reactor 
Ve$sdl Matls Surveillance Program " 

LOHE. A L , PAVINICH. W A , SCHMOTZHR, J K Babcock S- Wilcox Co 
01/05/31 76pp 26170 099 24X Fiche 50'338. 84/00/16, 04OB21 0375 


0408210376 Furwards final Containment Issue Review Panel rept 
"Assessment of Humphrey Concerns. " technical memo 

ENGLAND. U ,i Containment IssuffS Owners Group ENGLAND, L A Gulf 
States Utilities Co LA»^-0G-121 04/07/27 DENTON, H R Office of 

Nuclear Reactor Regulation, Director 2 pp 26160 001 


— B4O02IO302 TM-928 

"Assessment of Humphrey Concerns-" technical memo 
PATEI , 0 R Containment Issues Owners Group PATEL. D R Creare. 
Inc HENNESSY- W P Stone 6 Webster Engineering Corp 04/07/31 
lS6pp 26100 003 


0408210406 Forwards 'Emergency Response Guidelines Comparison of Rev 1 
(ii/Ba$ic-'' per NRC 040620 request for addl info 
SPEPpARO. J J Westinghou se Operating Plants Owners Group 

SHF'»PARD, J J Carolina Power L Light Co 00-132 84/00/15 

EISEMHUT, D G Division of Licensing 4pp 26177 206 


— 8400210489 "Emergency Response Guidelines Comparison of Rev 1 U/fiasic 
* Westinghouse Electric Corp 84/00/15 21pp 26177 210 


0408210500 Forwards Rev 6 to QA program description for design 6 const 
phase of facilities Changes clarify definition of Bechtel 
dlv quality policies ^ defines responsibilities far trend 
analyst s 

□PREA.O W Houston Lighting 6 Power Co ST'HU-AE-1077 04/04/02 

COLLINB, J T Region A, Office of Director 3pp 26140 175 24X 

Fiche 90-498.84/04/03.8408210500 


— 8408210503 Rev 6 to QA program description for design 6 const of 
faeil 1 ties 

4 Houston Lighting tc Power Co 84/04/02 i?Opp 26140 170 24X 

Fiche 30-498,64/04/02,0408210500 


0400220544 SurKn-ary af 640301 meeting w/DUR Owners Group Subcommittee on 
Emergency Procedures 4( GE re open items in 0ER concerning 
energency procedure guidelines List of attendees end 
MCCOY. M A Procedures t* Systems Review Branch 84/08/16 
ZlEMANN. D U Procedures & Systems Review Branch I2pp 2619? 348 


6408230041 Ac k receipt of nonproprietary j, proprietary STD-B-03-OOa, 
"Hifetman RADLOK High Integrity Contalnars, " transmitted on 
840620 Tentative schedule for review of rept encl 
TIKTINSKY.D H Engineering Branch (Post 031001) 04/00/14 

LEOUCiR J Nestinghouse Hittman Nuclear, Inc 2pp 26233 331 


B4O023OO51 Forwards response to TDI emergency iJiosel generator issues 
raised by NRC L Dattelle personTiel during 840726 visit 
Ident i f icat 1 on of cylinder heads addressed 

TUCKER, H 0 Duke power Co 04/OB/O0 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADEN0AM, E G Licensing Branch 

4 4pp 26204 014 24X Fiche 50-413.04/08/00.0400230051 


0400230069 Requests review it comments on end Nest i nghouse Hittman 
8TD-rt-03-OOa, "Hittman RADLOK High Integrity Containers," 
by 841102 Enel withheld 

BARRETT. L H Engineering Branch (Post 031001) 84/08/19 

CDSTANZIrF A Division of Haste Management Ip 26233 272 


0408230064 Forwards responses to questions re 13AW-10155 "F0At12. " 
submitted on behalf of BVW Owners Group as part of small 
break LOCA methods program response to MJR£0-'0S65 & 

NURE0“0737r Item II K 3 30 

TAYLORiJ H Dabcock & Wilcox Co E8C-935 84/08/15 THOMAS, C O 

Standard! lat) on 6 Special Projects Dranch 14pp 26209 041 


8408230093 Forwards XN NF-a4-72, Su p p I 1, "Large Break LDCA-ECCS 
Analysis W/Increasdd Enthalpy Rise Factor Break Spectrum " 

Info submitted to suppi request for license amend for 
Cycle 10 operation 

CUTlER.A B Carolina Power 6 Light Co NU3-84-37a 84/08/20 

VARGA, S A Operating Reactors Branch I 2pp 26208 092 24X 

Fiche 50-261,84/08/20,0408230093 


—0400230103 XN-NF-a4-72 SOI 

"Large Dreal L0CA-ECC8 Analysis W/Increased Enthalpy Rise 
Factor Break Spectrum *’ 

TAHVILI.T j KAVSER. W V , chandler, J C Exxon Nuclear Co , Inc 
(subs of Exxon Corp ) 84/08/31 102pp 26200 004 24X 

Fiche 50-261,04/00/20.8406230093 


8400230109 Forwards discussion of containment thermal insulation safety 
issues considereo for Qwens-Cornl ng NUKON insulation 
(Topical Rept OCF-n Issues should he included in NRC 
review process 

PlNSKYiO P Ouens-Curning Fiberglas Corp 04/00/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director THOMAS, C □ NRC - 
No Detailed Affiliation Otven 6pp 26209 095 
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NONDOCKETED ITEMS 


9409330117 rorutards XN-*('iF-94-74* “Plant Transient /Nnali|sl9 for 
HQ Robinson Uni*- 2 at 2i 300 rMt W/Increased FNtDeJtalH “ 

CUTTER* A D Carolina PoLier l< Light Co NLS-B4-3S1 04/08/20 
VARGA* S A apBrat^lng Reactors Branch J 2pp 26208 137 a4X 
Flche 30-261. B4/OB/20i B4O023O1 17 


— 8408230122 5<N-NP-a4-74 

"Plant Transient Analysis for HD Robinson Unit 2 at 2.300 
MIH U/Increased FNCDeltalH " 

LEACH, C E . ADAMS, F 7 , HILLGGRE* M R Erxon Hue I ear Co , Inc 
(subs of Exion Carp > 84/08/16 200pp 26203 109 24X 

FUhe 50-261,04/08/20*9408230117 


0408230263 Foruards XH-NF-B3-61, “DC Cook Unit 1 LOCA-ECCS Analysis for 
Extended Exposure" proprietary XN-NF-64-23 (PI. "Mechanical 
Design Rept Suppl for DC Cook Unit 1 Extended Qurnup Fuel 
Assemblies " proprietary rept withheld 

CHANDLER. J C E»ion Nuclear Co * Inc (subs of Eiieoix Corp > 

04/08/21 DENTON*H R Office of Nuclear Reactor Regulation. 

Director 5pp 26204 028 24X Fiche 50 -31 5. 84/09/21 . 0408230263 


—8408230266 XN~NF~e3-6l 

"DC Caok Unit 1 LOCA-ECCS Analysis for Extended Exposure " 
TAHVILI.T , KAYSER.W V . STOUT.R 8 Ex iron Nuclear Co- . Inc <aubs 
□ f Exxon Corp ) 83/03/03 33pp 26204 033 24X 

Fi c h e 50-315* 84/08/21 . 84 08230263 


8408230340 Forwards proprietary draft ansuiers to questions in NRC 
Request 2 for addl Info on WCAP'-10054<P > U WCAP-10054. 

Addendum 1 to "Ifest ing house S-^all DreaSc ECC8 Evaluation 
Model Using NOTRUMP Code For C-E NSSS “ 

RAlie.E P Wfistinghouae Electric Corp M5~EPR-2'?40 04/00/10 

THOMAS. C D NRC - No Detailed Affiliation Oiven 3pp 26205 3SO 


--8408230 346 Requests proprietary draft ansuers to que-stions in NRC 
Request S for addl info on WCAP- 10054 (P) U WCAP-|O034i 
Addendum i "ifestimg hous e Small Qrea)( ECCS Evaluation Model 
Using NOTRUMP Code,' be withheld (ref 10CFR2 770) 

H1E8EMANN. R A Westing house Electric Corp AM-a4-74 84/08/10 

THOMAS. C 0 NRC - No Detailed Affiliation Given ip 26205 353 


0408240115 Forwards SEN re TDl Owners Group prcjgram plan 8ER addresses 
design revlew/quali ty revalidation program, test i ng ti insp. 
maint t surve 1 1 lane e & sets forth requirements for operation 
prior to completion of program plan 

EISENHUT.D 0 Division of Licensing 04/00/13 GEORGE. J 8 TDf 
(Transaoierlca Delaval. Inc ) Owners Group Ip 26253 174 24X 

Fiche 50-000.84/08/13,8400240113 


-•>0408240137 Safety evaluation of TDl Owners Group program plan Based on 
QNWL evaluation, p Ian incorporates essential elements needed 
to resolve outstanding concerns re reliability of TDl 
engines for nuclear sve 

« NRC - No Detailed Affiliation Given 94/00/13 sipp 
26235 19S 24X Fiche 30-000.84/08/13.9400240115 


'408240122 Forwards proprietary responses to 840326 request for adtfl 
info re NEDE-2214B concerning extended burnup application 
Responses withheld (ref 1 0CFR2 770) 

CHARNLEY. V S General Electric Co MFN-120-B4 84/08/16 

THOMAS. C □ Standardization 6 Special projects Branch Ip 
26227 313 


408240266 Forwards proprietary responses to Four technical questions 
re XN-NF-75-21 (P), "XCOQRA-IllC Computer Code to Determine 
Distribution of Coolant During Steady State 6 Transient Core 
Operation '■ Response withheld (ref 10CFR2 790 ) 

CHANDLER, J C Exxon Nuclear Ce , Inc (subs of Exxon Carp ) 
64/08/17 THOMAS. C □ Standard i la fc i on i Special Projects Drench 

ip S6223 185 


1400240426 Interin Deficiency Rapt DR-a20 re license Inditabions on 
valve seats of cycltnder leads in standby diesel generators 
supplied by TDl Intorin or final status rept urill be 
submitted by 841101 

BDOKER,JE Gulf States Utilities Co DR-220 84/08/13 

COLLINg,VT Region 4, Office of Director Ip 26^37 120 a4X 
Fiche 50-450. 84/08/13. 0408240426 


8400270065 Forwards tnep Repts 50-445/04-17 re disassembly, insp Ic 
reassembly of TOl emergency diesel generator# 50-445/94-05 re 
allegations on fabrication of pipe supports 6 restraints 
50-445/84-10 re ualkdown Related correspondence 

MIZUNO.G B Hearing Branch 1 DSQ 304 OL 04/06/16- DLOCM, P D 

Atonic Safety and Licensing Board Panel Ip 26247 067 24X 

Fiche 50-445.84/08/16. 8408270065 


0408270098 Forwards response to NRC 631229 1 tr re TDl emergency diesel 
generators Includes procurement & perforirance specs & Insp 
results 

BHELUrB H Tennessee Valley Authority 04/00/17 ADENBAJ1, E G 
Licensing Branch 4 167pp 26249 053 24X Fiche 50-430.04/03/17, 

8408270096 


940827010^? Foiwaids 0E^< re TDl Diesel Goneratat Ouine? s Group program 
plan W/o end Related correspondence 

JOHNSON, G t Hearing Branch 4 DSO 310 DL 84/08/20 

KELLtV, J L * PURDDM, P W , FOSTER. R F Atomic Safety and Licensing 

Board Panel Ip 26247 325 24/ Fiche 50-413*84/08/20.8408270109 


8408370122 Forwards SEH re TDl Diesel Generator Owners Group program 
plan Rept discussed during 040810 conference call Related 
correspondence 

MOORE J F Hearing Branch 1 DSD 308 OL 04/00/21 KELLEY, J L . 
CARPENTER, J H , BRiGHr.O 0 Atomic Safety and Licensing Board Panel 
50pp 26248 002 24X Fiche 30-400,84/00/21.8400270122 


8400270137 Motion for extension of time until 640B31 to file direct 
testimonypas opposed to presently scheduled date of 640821 
Related correspondence 

GODDARD, R J Hearing Qranch 3 DBB 314 OL 64/08/17 Atomic 

Safety and Licensing Board Panel 2pp 26243 213 24X 

Fiche 30-322,04/09/17,0400270137 


--8409270143 Affidavit of R Caruso supporting NRC motion for extension 
of time to file testimony re TDl emergency diesel 
generators Certificate of Sve enc 1 Related correspondence 
CARUSO, R Division of Licensing OL 84/08/17 7pp 26245 215 
24X Fiche 50-322*84/08/17.8408270137 


8408270155 Requests exemption to revise 10CFR170 license fee schedule 
re GESSAR II review Exemption to schedule appropriate since 
review of GESSAR II design committed under regulations 8< 
policies in existence in early 1982 

SHERWOOD, G G General Electric Co l1FNttilS-a4 04/08/10 
OIRCK&, W J Office of the Executive Director for Operations 2pp 
26245 322 24X Fiche 50-447,04/08/10.0408270155 


6408270159 Infer, ns that fee sent to Licensing Fee Mgt Branch for 
revleu I acceptance of 640724 request to extend use of 
burnable poison rod assembly retainers for four 18-month 
fuel cycles 

TAYLOR. JH Babcock t Wilcox Co ESC-537 84/00/20 THOMAS. C 0 

Standard 1 ta t ion U Special Projects Branch ip 26245 236 


8408270167 Application to amend License DPR-49. revi 5 mg Tech Specs to 
allou power uprate to 1.658 Approval requested prior to 
startup for Cycle 0 Foruards N>£DQ-30603 S' NEDC-30603-P 
NEDC-a0603”P withheld (ref lOCFn2 790) Fee paid 
tiCCAUGHY.R W louia Electric Light f* Power Co N0-84F-251B 
84/06/17 DENTON, H R Office of Nuclear Reactor Regulation. 

Director 20pp 26244 081 24X Fiche 50-331,84/08/17.8408270167 


— 0400270 i 75 NeDO-30603 

"D Arnold Power Uprate " 

BRANDON. R J . GRIDLFY. R L General Electric Co 84/07/31 33pp 
26244 153 a4X Fiche 50-331,84/08/17,8400270167 


8408270312 OcKCUnents changes to computer codes compromising 1981 ECCS 
evaluation model described In Rev i to WCAP-9220-P-A 
Impacted computer codes are SATAN, COCO it LOCTA Westinghouse 
plants need reana I gsl s. per lOCFRSO 46 

RAHE.E P Westinghouse Electric Corp NS-EPR-2952 84/08/14 

THOMAS. C 0 Standard 1 lat ion t Special Projects Qranch Bpp 
26242 349 


8408270409 Forwards proprietary i* nonproprietary Rev 2 to ’’CPC/CEAC Sy s 
Phase I Software Verification Test Rept." Rev 0 to ’CPC/CEAC 
8ys Phase II ."it Rev 0 to ■'SONGS-2 Cycle 1 " 

Proprietary repts withheld (ref 10CFR2 790) 

MEDFORD, M □ Southern California Edison Co 84/OS/Ol 
KNIOHTON.G W Licensing Branch 1 2pp 26238 001 24X 

Fiche 30-361,84/08/01.8108270409 


— B40B270412 CEN-269(S)-NP ROO 

Nonproprietary version of Rev 0 to "CPC/CEAC Sys Phase II 
Software Verification Test Rept " 

♦ Combustion Engineering. Jnc 84/03/31 25pp 26238 003 24X 

Fiche 30-361.84/08/01.8400270409 


-'8408270416 CEN-266iS) -NP ROO 

Nonpropr ietary version of Rev O to "SONGB-a Cycle I , CPC it 
CEAC Data Base " 

e Combustion Engineering, Inc 84/03/01 66pp 26236 029 24X 

Fiche 50-361,84/08/01,0408270409 


— B4OB27O410 C£N-176(S)-NP R02 

Nonproprietary version of Rev 2 to "CPC/CEAC Sys Phase i 
Software Verification Test Rept " 

•* Combustion Engineering, Inc 84/03/31 27pp 26238 096 24X 

Fiche 30-361,84/08/01.8408270409 
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rev Leu ca7me-nt% on (>lan to anj]«jje addl gravity 
retljud tests 35 part 0 t GASH code cr 1 f t c a i 1 o n f assesament 
tJt Apj> ^ uons^rvatiaTi Cjnparison methodology listed 
RAHe t P I'esi- inghouse ElectllL Corp MS- EPR -aa -29S3 84/0S/17 

UrtMCroRIiiD Rfiejctor Systems Branch OUHTON* L Sandia Lahora tor 1 e-s 
5|>P i2B 


00270539 Nnt 1 p 1 ca t i 0 n or 840024 meeting ui/Mes t i ng h oose Ouners Croup 
in Bothescra.nD to discuss SER inputs 

ORltMKArj.D s Stand aref I r d t Ion f Special Projects Branch 84/00/17 
THOMAS* C 0 S^-andar d i la 1 1 on t SpsLial Projects Qranc-h 3pp 
£36277 2&3 


OB280109 Foriuarda outline of actions required to insure reliability 
of Till y-20 diB'sel engines prior to rest^Tt* in response to 
£340629 summary of operating eaperience* insp results V 
aralysiB results 

QERLlMOEfi.c H Division of Licensing 04/08/20 GRIMES. C I 
Systematic Evaluation Program Branch llpp 26294 I4l 24X 
Fiche 50-206*84/08/20,8408280109 


08280122 Foriirards application fee for XN-NF-84-67 i P ) > '‘Stability 
Evaluation Methodology tor BUR Cores* ' per 10CFR170 
CHANDLER. J C Eiion Nuclear Co * Inc {subs of Exion Corp ) 

*JCC 112 84 04/09/15 M]LLER*W 0 License Fee Management Branch 

Ip 26261 125 


08200202 Application for amend to License DPR-49* revi s ing Tech Specs 
re operating limits of neiv bundle types.LOCA design basis. 

MAPLHOR I min critical power ratio for Cycle 8 reload 
MCOAUOHY.R U iDuja Electric Light 6 Power Co NS-84-35&3 
B4/0Q/17 DEmtgn. H R Office of Nuclear Reactor Regulation. 
Director 5pp 36264 067 S4X Eicho 30-33 1 * 84/08/ i 7. B4 002 S0202 


6400280209 NeD0~2l0B2-03 APP A 

App A to "LOCA Analysis Rept for Duane Arnold Energy Ctr 
{Load Planti » 

* Oereral Electric Co 84/06/30 46pp 26264 091 24X 

FI Che 50-331. 84/08/17 . 84 0 9 2 00202 


6408280211 23A1739 ROO 

Rev 0 to "Sup pi ementfl I Reload Licensing Submittal for 
Duane Arnold Atonic Energy Ctr. Unit 1. Reload 7 *' 

LAHDERr.P A General Electric Co 84/06/30 22pp 26264 138 
24X Flchc 50-331*84/08/17*8408280203 


08380205 testlmany of OH Hallman.RP Muschicli.SR Mard.JA Oormani 
CA {fells. LA Suianger. SK Chen, JO Barbour* JM Curtis t 
nc Oamberg re problems encountered in diesel generator 
c^ua I i f i c at i on program Related correspondence 

HALLMAN* 0 W . KUSCHtCW.* R P . UARD.S R Duke Power Co DSD 322 OL 
84/08/18 444pp 26271 3l6 24X Flchc 50-413*84/09/18.8408260205 


08200212 Forwards proprietary responses to Round Tuo questions on 
Rav 2 to XH- 74 - 5 . "Description of Exxon Nuclear Plant 
Transient Simulation Model for PWRs. IPTSPWR > '• Responses 
lulthheld (ref 1 0CFR2 790> 

CIV.NDlCR. J C Exxon Nuclear Co . Inc {subs of Exxon Corp 1 
s/CG Hi 64 84/08/14 THOMAS. C □ Statidar d 1 lation t Special 

iProjects Branch ip 26264 066 


IO02Q0220 Application for amend to License DPR-53* chang i ng Tech Specs 
to accommodate Unit 2*Cycle 6 operation 6 reflecting plant 
mods to be parforned during refueling outage 

MILLS>L M Tennessee Valley Authority 84/08/23 DCNTDN*HR 
Office of Nuclear Reactor Regulation. Director 3pp 26269 201 
a4X Fiche 50-260. 04/OB/23* B40B280220 


0408280226 TVA RLR-002 

"Reload Licensing Rept for Browns Ferry Unit 2. Cycle 6 " 
Determination of no significant haierds end 

■n Tennessee Valley Authority 84/07/31 3Gpp 26269 282 24X 

Fiche 50-260*84/08/23.8406280220 


108280259 Forwards "Westi nghouse Positlqn on Damping Values For 
Nuclear Poujer Plant Piping " Provides just I f ication for use 
□ f higher damping v'a 1 ues . de 1 1 nes intended applications for 
values t requests NRC approval of position 

RAIte.E P Westinghouse Electric Corp NS-EPR-84-39S5 04/08/16 

KNIGHI* J F Assistant Director for Comp t Structures Engineering 
{Post 830201) 2pp 26262 047 

-Q4O02GO26O "ifesti ngh ouse Position on Damping Values for Nuclear Power 
Plant Piping " 

♦ Westinghouse Electric Gorp 84/08/16 2ipp 26262 049 


1.06280265 Response to ASLH 840615 request far aifdJ info re TDI diesel 
generators ASLD should conclude that TD£ QA prograni adequate 
at all times Related correspondence 

nEVNDLDS.N S Texas Utilities Electric Co {formerly Texas Utilities 
Oefierating Co J REVNOLDS.N S Bishop. Liberman. Cook. Purcell i 
Reynolds I>SB 334 OL 84/09/25 a9pp 26262 008 24 X 

Fiche 90-445* 84/09/25- 8408280269 


— 8403280266 Affidavit of EJ P.reh re e aluation of TDI QA program TdI OA 
progi am dc^'eptable prior to Ju I 1990 discovery of auxiliary 
slid deficiency Prof qualifications t. Certificate of Sve 
enc 1 Related correspondence 

KREH, E J O'Donnell 6 Associates, inc OL 84/00/24 lOpp 
26263 03-^ 34X Fiche 30-445,94/00/25*8409290263 


8408280424 Informs that staff proposed witnesses include C Berlinjer. 
SJ Qush.AJ Henr iWsen* WH Laity & A Sarsten.per ASLD 840B21 
menorandum t order Prof qualifications of witnesses 6 
Certificate of Sve end Related correspondence 
CDDDARD n J Hearing Branch 3 DSD 339 OL 34/08/24 
BRENNER L - MORRIS. P A . FERGUSON. Q A Atomic Safety and Licensing 
Board Panel 72pp 26230218 34X Fiche 50-322*84/09/24* 

8409230424 


8408260461 Notifies that GAW-84-9 re setpoint methodology for reactor 
pro^-ectlon sys is proprietary fr will be withheld from public 
disclaaure per lOCFRa 790 

YOUNGBLOOD. B J Licensing Branch I 84/08/22 WIESEMANN.R A 
Uestl lighouse Electric Corp 3pp 26292 337 24X 

Fiche 30-445.84/08/22*8408280461 


8400290179 Forwards response to 940723 request for addl infd on repts 
submitted by TDt Diesel Oenerator Owners Group 
RAV.C L TDI ( Transamer lea Delaval, itic ) Owners Group 
CaTP-2l8-N“34 94/08/23 DERLlNGER, C Office of Nuclear Reactor 

Regulation* Director i 2 pp 26289 221 24X Fiche 30-000*94/09/23. 

0408290179 


0408290206 Forwards responses to 840131 questions re TDI diesel 
generators Renaining responses uill be delayed until 
completion of TDI Dinners Group site-specific DR/QR repts. 

Phase 1 disassembly 1 insp. Phase 2 testing it Phase 3 insp 
RODRIGUEZ* R U Sacramento Municipal Utility District RVR 84-336 
84/09/24 STDLZ.J F Operating Raectors Branch 4 I3pp 
26291 161 24X Fiche 50-312. 64/08/24. 9408290209 


8406300141 Requests formal uii t hdraitial of Rev 3 to DAU-10064* ‘'Program 
to Determine In-Reacfcor Performance of DStM Fuel* Cladding 
Creep Collapse ' Rept uill be revised to include info on 
small gap collapse L neu modeling techniques 

TAYLOR, J H Babcock Wilcox Co ESC-S55 84/09/27 THOMAS, C 0 
Standardization & Special Projects Branch Ip 26300 137 


9406300232 Forwards detcriptlon of program to implement TDI diesel Insp 
requirements for restart i* methods used to determine ESF 
loads* per 840726 request Program covers insps, tests t< maint 
It surveillance activities 

MEDFORD* M 0 Southern California Edison Co Q4/0a/2B PAULSON. U A 
Operating Reactors Dranrh 5 12pp 26300 111 24X 

Fiche 50-206. 64/08/29* 0408300232 


8406310109 Concurs in implementation of criteria for evaluating 
personnel capability in siiing I05CC*per 840907 Itr Meeting 
to review application of criteria f< addl results 
ap propT late 

DEVQUNO.R C Director "s Office* Office of Inspection and 

Enforrenent 04/06/24 NEILS. G H Northern State* Power Co 2pp 

26392 032 


■6402310112 Forward-s proposed grading criteria for (GSCC depth sliing 
course developed offered by EPR I NDE Ctr Concurrence 
requested 

NEIIS.Q H Northern. States Power Co 84/09/07 DEYQUNO. R C 
Director's Office. Office of Insppction and Enforcement 4pp> 
26352 034 


8406310195 Forwards proprietary Rev 2.8uppl 4 to XN<-74-5(P)> 
"Description of Etion. Nuclear Plant Transient Simulation 
Model for PWRs " Rept withheld tref 10CFR2 7901 
CHANDLER. J C Exxon Nuclear Co . Inc (subs of Exxon Corp > 
JJC-1 19-04 84/09/2? THOMAS, C D Standar d L la t i on S* Special 

Projects Branch Ip 26316 292 


0400310205 Expresses disagreement w/c one tus ions expressed in utiliQNilL 
6 NRC staff repts re reliability of Tol emergency diesel 
generators Pattern of deficiencies exists which precludes 
findings Related correspondence 

GUILD, R Guild. R OUILD.R Palmetto Alliance GUILD. R Carolina 
Environmental Study Group DSB 430 OL 84/08/16 KELLEY, U L , 
PURDDM. P W * FOSTER. R F Atomic Safety and Licencing Board Panel 
I93pp 26317 228 24X Fiche 30-413,04/08/16.0408310209 


8400310345 Advises of conpletlon of rqvieu tt forwards evaluation re 
lJAW-10129, "Lynx I ' Reactor Fuel Assembly Thermal Hydraulic 
Analysis Code " Rept acceptable for referencing In license 
applications to extent specified 

THOMAS, C a Standard! lation 6 Special Projei-ts Dra-nch B4/0B/23 
TAYLOR, J H Babcock ft. liilcox Co 4pp r.-i'O D4Fi 
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— 9403090)24 Topical lept evflliJation of D^irt‘-l0l29, ‘ LVNK 1 - Reactor Fuel 

A^aeTibli) Thernfll Hij<irfltilic AotllijikiSi Code" BAW-10130- 
"LVMX 2 - Subctiannel Thermal HgJtcjutic /^na 1 v % i ^ Pi ogram 
nept^ acceptable 

» C-ore Perfornatice Uraiich TAC 4J3B 84/07^31 6p P 26353 052 


WASTE MGT NUCLEAR WASTE MAWACEttEnT 


B4061905L4 Trip rept of 840418-19 aife 1 5 1 1 re DOE UtITRAP cnld-yr 
rbvleui Vieuigrapha encl 

ONJfiNQU!«{J N Lou-Levrel Waste 6 UraniuA Recovorg Project's Branch 
04/04/27 HlGCINOaTHAM, L L&w-Level Waste V Uranionj Recovery 
Projacts Branch B5pp 25037 001 


840621Q3C/4 Agenda for Nuclear Waste ftaard 340509 trieeting In Olijinpiat 
WA Map «ncL 

* Washington, State of 800 S4/05/09 Washington! State of 

4pp 25093 003 


8408010043 Submits coTman*'s on Scief'ce Advisorg Bpard review of 
PTO-posed EPA stds for ngt & disposal of spent nuclear fueli 
high level 6 transuranlc raduiastea NRC does not consider 
increased proposed release litnite necessary 
□ R0WNIN5/R E Division of Waste Management 94/07/06 
Environmental Projection Agency 6pp 23866 341 


B4OB0t0O46 Forwards ''FbS Remedial Actions at Fortner Vitro Chemical Co 
BlteiSoukh Balt Late City«Salfc Lake CountgiUT “ 

MDRLEY, J A Energy, Dept of 84/07/13 Affiliation Not 

Assigned Ip S386Q OQl 


—0408010053 DDE/EIS-0099-F 

"FE8 Remedial Actions at Former Vitro Chemica) Co Sita* South 
Salt Laic, Salt Lake CountyrUT Vol I - Tort 
« Energy. Dept of 84/07/31 SOlpp 25868 C02 


— 8408010063 DQE/E1S-0099-F 

"FES Remedial Actions at Former Vitro Chemical Co. South 
Salt Lake. Salt Lake Countg^UT Vol II «• Apps " 

» Energy. Cept of B4/07/31 396pp 25869 143 


B408010064 Forwards revised “UHTRA Project Env i ron. Heal th & Safety 
Plan. " Incorporating NRC comments 

MORLEY, J A Energy. Dept of 84/07/17 HIGGINOOTHAM Loui-Uevel 
Waste 8< Uranium Recovery Projects Branch 2pp 23897 238 


—0408010072 "UrtTRA Project Environ. Hea ) th «. Safety Plan 
« Energy. Dept of 84/06/30 2pp 25397 240 


■>0010070 Provides Salt Repository Project site rept for uk of 840709 
iRhA. T R NRC ' No Detailed Affiliation Olven 610 84/07/16 

lOHNIWO.R E Division of Waste Management tp 25897 337 


B010079 Forwards, for review. dra f t Paradox STP— I 0* "Site Technical 
Qsitlon Orounduater Issues For Parddoi Bedded Salt Dasln” 
it draft Palo Duro 8TP-1 O. '*Slte Technical Position 
Orounduater Issues for Palo Duro Bedded Salt Basin " 

KNAPP. H R Geotechnical Branch (Post 031001) 6l 1 04/07/19 

BRDWNINO.R 6 Olvtsloh of Waste Management Ip 29097 196 


-8400010083 PARADOX STP-1 0 DRFT 

Draft ''Site Technical Position Groundwater issues for 
Paradox Bedded Salt Dae in " 

* Division of Waste Management 84/07/31 14pp 25997 197 


--0408010080 PALO DURD 8tP- 1 0 OR 

Draft "Site Technical Position Groundwater issues for 
Palo Duro Bedded Salt Basin ''' 

* Division of Waste Management 84/07/31 J4pp 29097 211 


0400310114 Submits corrmants comprising Confederated Tribes of 
Unatilla Indian Reservation Input an draft mission plan 
PATAWA.E H Confederated Tribes of Umatilla Indian Reservation 
906 94/07/16 MEAD. C R Energy. Dept of 2pp 29873 334 


8408010123 Forwards vieugraphs from Attachment 4 to somm-ary meeting 
notes of 840109-12 workshop on geochemistry DDE sources tt 
refs requested for each vletwgraph 

WRlOHr.R J Repository projects Branch (Post B3iODn 909 
84/07/13 OLSON. O L Energy. Dept of 266pp 25873 001 


B40G010193 Summary of 640716 meeting tu/DOE re establishment of 
contact w/ti briefing by ode on plans for project decision 
schedule Copies of advanced draft provided DDE plans to 
Issue uraft project decision schedule in late -Jui 
NUMARK.N J Policy 6 Program Control Branch (Post B3I001 f 
84/07/16 Policy Program Control Branch (Past B3l00i> 2pp 

2S873 296 


84093101'^'* Trip rep* of 840faiQ-JO it. to Erigemont SD for mpetings 
w/r-ciuin * horreouiioi s or) DOE remedial action program 

FLCRV.C A Li}u-Le%el Waste’ f Uranium Racovoiy Projects Branch 
84/06/4^0 HICQINDOTHAII, L Lou,“Level Waste * Uranium Recovery 
Projects Branch Spp 25872 313 


B409D10361 Forwards Title I review docu.menta 1 1 on foi ^alt Lake City. 
Shiproct ' Canonsburg renedial action plans W/ o encis 
MARI IN. D E Low-Level Haste ^ Uranium Recovery Projects Dianch 
84/07/10 SMITH. 0 Uranium Recovery Field Office Ip 25072 359 


840B02021 7 Notifies of ti.-e change re Mitsubishi 9407)2 high integrity 
containef meeting m Detheada.MD Time changed to 3 pm rather 
than 2 pm as seated in Q40702 memo 

JOHNSON, T C Engineering Qranch (Post 831001 > B4/07/06 

SnoWNINGrR E Division of Waste Management BARRETT, L Engineering 
Branch tPost SGlOOl) H IGQ INDOTHAM, L Low-Lsvel Waste 6 Uranium 
Recovery Projects Bi anch 2pp 25998 199 


84 08020236 DQE/NE-SHQi ERfl 

Errata to "UMTRAP Radiological Survey of Shiprock Vicinity 
Property SHOl , 5h iproc k. KM '• 

* Argonne National Laboratory 91/07/05 2pp 25899 I6l 


— 8408020239 D0e/ME-SK02 ERR 

Errata to "UMTRAP Radiological Survey of Shiprock Vicinity 
Property SHD2. Sh iproe k , NJ4 " 

■* Argonne National Lebaratorg 84/07/05 Ip 25698 163 


G40S330045 Forwards modeling strategy document for high level waste 
perfornance aasessnent 

UNGHAN, J J Repository! Projects Branch (Post 831001) 04/07/16 

MILLER. M J Repository Projects Dranch (Pest 83)001) 7lpp 
25920 171 


0408030082 Forwards Mod AOOa to Cooperative Agreement DC-FCO4-01 AL16309 
w/State pf UT Agreement supports UMTRAP in State of UT. per 
Pub 1 ic Law 95-604 

HILL. T V Energy. Dept of 94/06/13 HIOOINBOTHAM. L Low- Level 
Waste 6 Uraniun Recovery Projects Branch B4pp 25920 242 


B408030D84 Forward^ "Cooperative Agreement Delween DDE *. State of OR 
HILL. T V Energy. Dept of 94/07/03 HICGINBQTHAM. L Low-Level 
Waate 6 Uraniun Recovery Projects Branch 58pp SS934 136 


8408030092 Forwards, fo r review ! comment, minutes of 0.10531 meeting 
(j/9alt state representatives re land acquisitiun. 
transportat 1 on 6 environ assessments Minutes of 0*10399-30 
meetings u/Salt representatives in Columbus. OH also encl 
TAYLDR, T J Energy. Dept or IN 412-04 04/07/17 LINEMAN. JJ 

Repository Projects Branch (Post 031001) aa4pp 25921 001 


8408030187 Forwards draft ’*Rfld lolog ical 6 Engineering Assessment for 
Property ED-00270-RS. " for review, comment, rev S./or 
c oncurrence 

RQDERTB, W A Energy. Dept of 94/07/23 HlGOIMDOTHAh. L 
Low-Level Waste ^ Uraniun Recovery Projects Branch ip 23934 193 


— B408030197 REAOOa/O ReA-E-D--70R 

Draft "Rad iol ogica 1 tt Engineering Assessment for Property 
ED-00270-RB " 

* Bendlt Corp 04/07/31 21pp 23734 194 


Q40Q030263 Farwards drafts "Radiological V Engineering Assessment for 
Property 0J-0S742-HR. " “Radiological !, Engineering 
Assassnent For Property 0^-l3716-MR" it "Radiological *< 

Engineering Assossnent OJ-OOU9“NR, " fqj concurrence 

TUCKER, MK Energy. De-pt of 04/07/16 HIOG 1 NDOTHAM. L Uow-Level 

Inlasta A Uraniun Recoverd Projects Dranch Ip 25920 068 


— B40B030264 REA0B74S REA-104/LS 

Draft “Radiological t. Engineering Assessment for Property 
0J-0a742-MR ” M/Four ovarslre figures Aperture cards 
available in PDR 

» Dendix Corp 04/06/30 35pp 25920 069 


—8408030260 RCA13716 REA-7 DRFT 

Draft "Radiological Eng ineer i ng Assessment for Property 
QJ-i3716-HR " W/fivo oversize figures Aperture cards 
ava liable in PDR 

a Qandix Corp 84/07/31 □4pp 23920 104 


—8408030270 REAOOU9 RFA-7 DRFT 

Draft "Radiological Engineering Assessment for Property 
GJ-00119 MR ■■ 

* Bend lx Corp B4/O6 /30 33pp 25920 138 
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840SD30P7'? *^itii'aiar y of DQE/fiRC 8<10^12 f> J3 a^eetlUQS »n Ga l ther&burg « MO 
re DWIP hyoiolcgic t h jrac ter i jat * on Attendei? cojrment^ enc I 
WRIGHT. R j TTRC “ No Detdiled Affiliation Given MECCA. J E 
Energy. DepL of 0091B 04/0^/14 NRC - No Detailed Affiliation 

Given I3pp 25920 050 


8*1000302193 Forwards West Valley Nuclear s^cs.Inc security safeguards 
plan Plan should be returned to DOE within 1 yr f< should not 
be duplicated CE util allow Fluor to vieui plan at Sunnyvale 
facility 

WUNDERLICH R C Energy. Dept Of 00613 Q4/O7/10 MALLGNEE, T O 

Fluor Corp 3pp 239j9 360 


0400060045 Forwards corrected Page 46 trom App A to ' ENVIROBTQNE Oypsuffl 
Cement 10CFR61 Coiipliance Testing Topical Ropt" (U5G-6e4-'lP 
& USG‘ 684- 1 hfP ) re ni > ratios for ion eichange bead resins 
solidified W7ENV1 ROSTONe Gypsum cement 

LANQE. R G US Oypsun Co B4/07M'? N 100 INDDTHAM, L Low Level 
Waste Licensing Branch 2pp 25937 009 


-^0400060047 USO-604-1NP ERR 

Corrected Page 46 from App A to "ENVIROSTONE Gypsum Cement 
10CrR6l Compliance Testing Topical ftept " 

♦US Gypsum Co 04/07/19 Ip 25937 091 


B40B060051 Foiwards proposed agenda ^ list of topics beneficial to 
address in Salt Repository Project Dfc info mgt sys 840603 
briefing NRC beconing familiar ui/sys in use 

LINEMAN. J J Repository -Projects Branch (Post B3100l> 00610 

04/07/24 NEFF.J 0 Energy. Dept of 3pp 25937 086 


B40B060059 App 7 to MDU between NRC *< DDE re repository projects in 
site suitability 6 planning phase 

* NRC - No Detailed Afrl nation Given ♦ Energy, Dept of 003S4 
84/07/27 3pp 25937 0G3 


B408Q60067 Informs of upcoming meetings ui/NRC for Jul-Nov 1984 Meeting 
announcement will be updated weekly 

TAYLOR. T J Energy Dept or 00617 34/07/20 LINEMAN, J NRC - 

No Detailed Affiliation Given PRISHMAN. 5 Texas. State of 
FDRBYTHE. R Mississippi. State of 2pp 2S937 076 


840B060106 Forwards draft processing site L disposal site 
charac ter i lat ion repts for Salt Lake City,UT Repts contain 
current data re conceptual design analysis Comments 
requested by B40624 

MATTHEWS. M L Energy- Dept of 84/07/20 MARTIN. D Uranium 
Recovery Licensing Branch Ip 25952 001 


— B40B0601 1 1 UMTRA-DaE/AL-050102 

Draft "Disposal Site Charac ter i xat i on Rept for U Mill 
Tailings Site at Sal* Lake Cityj-UT " Two oversiio maps 
end Aperture cards a\ailable in PDR 
* Energy, Dept of 84/06/30 155pp 25952 003 


— B4O0O6O122 UMTRA-DOE/AL 090102 

Review draft of "Processing Site Charac ter 1 latlon Rep t for U 
Hill Tailings Site at Salt Lake City,UT " Six oversiie maps 
end Aperture cards available in PDR 
♦ Energy, Oep^ of 84/06/30 236pp 23952 156 


840B060149 Forwards final summary Of hydrology data review on 840314-18 
in Columbus. OH Sunnary will be sent to representati ves 
from Silt states N USDS Agenda, attendance list related 
Info enc I 

LINFHAN, J J Repository Projects Branch (Post 831001) 614 

84/07/09 NEFF. J □ Energy. Dept of 20pp 25936 324 


840B060163 Forwards revised modeling strategy document for high level 
blasts performance assessnant 

DROWNING, R E Division of Waste Management 04/07/23 DAVIS, J O 
Office of Nuclear Material Safety f< Safeguards, Direc tar 70pp 
2S936 204 


0408060173 Suggests that Nevada Nuclear Waste Storage Investigation 
geology data review be hold during wks of 840820 27 

Requested data listed including calibr of current seismic 
velocity crustal nodel 

COPLAN, S Repository Projects Branch (Post Q31D01) 323 84/07/09 

VIETH, D Energy, Dept of 2pp 25936 202 


0408060178 Comments on Page 02 of Mouse Rept 98-795. agree ing that DOE 
should have capability to destructively evaluate glass 
melted at PNWL to determine quality 

HICK. E A Engineering Dra-ich (Post 031001) 84/07/16 JOMNSOM. T C 

Engineering Branch (Post 031001) Ip 25936 201 


04Oaj6Ol86 Trip rep*" of Nevada Nuclear Waste Storage Investigation 
6tv)7lO— J2 geochemistry wor k shop. 8407 1 3 geochemistry/ 
ni nerology-pc «■ rology workshop visit 6 940709 program revloiii 
of Pt ojec »■ 1 50 

STARitER. F J . FOVACH, L A Geotechnical Branch (Post 831001) FIN 
A-7150 00335 84/07/26 KNAPP. M R Geotechnical Branch (Post 

83 icon 38pp 2S9S0 296 


8406060229 Forwards listed doc ument s . itic 1 ud irig NUREO-0170, 
NUREC/CR-OVAS. NUREG-0194 t proposed rule for mod of 
protection requiranents for spent fuel shipment, per 
request W/o encl 

RUSSELL. C F Policy Program Control Branch (Post 031001) 00327 

84/07/19 LOU<.R R Nevada. State of !p 25990 249 


0408060242 Forwards K Hoathrook 040511 * 0605 memos re 84(5313-19 
DHtP/NRC workshops on gaalogy W/o enc 1 s 

HRtOHT.R J Repository Projects Branch (Post 031001) 911 

64/07/03 OLSON. 0 L Energy. Dept of Jp 29937 362 

B40Q060252 "Oea«-echnic a L Investigation for Dodo Canyon U Hill Tailings 
Remedial Action Program. Durang a S 1 1 e, Durang o . CO " 
e Dames «, Moore 83/10/20 43pp 23951 290 


04OBO6OS56 Clarlries response to question re results of drop tests 
Under conditions consistent w/lOCFR61,no evidence of water 
leakage after drop tests existed 

EPSTE1N,<3 Mitsubishi International Corp (subs of Mitsubishi 
Corp ) WSH-319 84/07/19 JOHNSON.! Division off Waste 

Management Spp 25950 345 


0408060264 Forwards revised final agenda for seventh bimonthly 
840801-02 meetings w/Salt states t NRC in Columbus, OH 
TAYLORj T J Energy. Dept of 04/07/26 LINCHAN,J J Repository 
Projects Branch (Post B31001) 4pp 25990 341 


0406060266 Forwards engineering fact sheet for Alternative 5. 
reprocessing, per 840717 nesting ro forthcoming Durango EIB 
PARKER.® E Jacobs Engineering Group. Inc 04/07/19 PENNIFILL.R 
Lou Level Haste Licensing Dranch 32pp 25950 309 


0408060274 Discusses proposed alternative sites for disposal of Durango 
mill tailings Sased on field obser vat I ons. ma jor engineering 
design measures ulll be needed at Lang Hollow L Dodo Canyon 
sites to satisfy groundwater protection requirements 
HI09INB0THAH, L Low-Level Waste ?« Uranium Recovery Projects Branch 
04/07/23 KORLEf, J A Energy, Dept of 2pp 25950 £96 


8400060295 Forwards J Buckley 840705 memo re ty pographlca 1 error In 
App V.Vol 2 of NUREG-0960 

WRIGHT. R J Repository Projects Branch (Post 031001) 00916 

04/07/23 OLSON. □ L Energy. Dept of Ip 25950 34? 


840B06033B Forwards listed documents re decision on DOE suldelines, 
including transcript of 840622 Commissiorh meeting I thrbd 
written testimonies from Camini salon 840622 meeting W/o enc 1 
RUSSELL, CF Division of Waste Management 04/07/03 BTEVENS. D 
Washington. State of Ip 25937 353 


8408060341 Forwards listed documents re decision on DOE guldellnos, 
including transcript of Commission 04D622 meeting three 
written testimonies from Commission 040622 meeting W/o enc 1 
MATTSON. D R Policy i Program Control Branch (Post 831001) 612 

84/07/03 DQHLINOER.H Louisiana. State of Ip 29937 392 


8408060431 "Bodo Canyon (Area E) Site Goomorphlc Evaluation " 
SCHUMM, 3 A . HARVEY. M D Water Engineering Ir Technology. Int 
03/11/10 ?pp 23937 325 


8406070063 Responds S Coplan B406O7 memo r« Nevada Nuclear Waste 
Bite Investigations proposed data reviews w/NRC for two of 
threa upcoming nestings Public will not be invited 

FREI.M H Energy. Dept of 84/07/03 DENNETT, W J Energy. D»pt 
of 2pp 25993 323 


8408070136 Forwards "Overview of Low Temp Sens i ti x at ion. " preparid by 
LLL as part of uaste package evaluation for Nevada Nu-c 1 ear 
Waste Storage Investigations 

BARRETT, LH Engineering Dranch (Post a31001> 00326 04/04/24 

CONTI, E F Division of Waste Management Ip 25957 156 


— S40B070140 UCRL- 19619 

"□vervLeu of Lou Temp Sens 1 1 i la t i on ■' 

FOX. M J / MCCRIGHT, 0 R Lawrence Livermore National Laboratory 
03/12/31 41pp 25997 197 


B40B070149 Forwards revised "Document Accessions LlstiJul 1904.*' for 
Roclcuell Hanford Operations 

a Basalt Haste Isolation Project 920 84/07/26 WRIGHT. R J 

Division of Waste Management Ip 25997 210 
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— 0408070153 Q0i,-20 Q4 

Revised Docuritjn*’ AucesBions List Ju I l‘?B4i ' for Rockwell 
Hanford Operations 

4 Oasalt Wast-e Isoia^^ioi' Project B4/0''/3l St2pp 25957 211 


84083701^1 ' Rad 10 I og ic d 1 ♦ Engineering Assessment for Salt Lake City 

Property SL'‘049 ‘ 

-» Horr t s on-Knud 5 en Co , Inc 84/0^/03 "^Bp? 26059 229 


B40a07027fc Advises that NRC cannot concur w/ interagency agreement 
betueen DOE & TVA re disposal of residual radioactive matls 
fron vicinity properties in Edgemonti SD< as presently worded 
Agreement should be reslsed 

L Low-Level Waste t' Uranium Recovery Projects Branch 
04/07/25 HILL< T V Energy- Dept Of 2pp 25956 259 


B40S070523 Trip rept Of 840720 meeting at EPA, Athens. CA re natal 
speci^bion L transport nodeltng List of attendees 8. 840531 
belcon record end 

KeLLE/. H R Ceotechnical Branch (Post 8310011 84/07/24 

J Geotechnical Branch (Post 8310011 4pp 25956 220 


B40B030332 Conflrns 840816 meeting in Silver Spring. MO to discuss 
AlTRAW & WASTErRA*<i w/ primary emphasis on scaling factor 
modeling contained In 61TRAK. per 840727 teUon 

VANCE. J N Impell Corp 84/07/27 ROLES. G Low-Level Waste & 
Oranliitn Recovery Projects Branch Ip 25976 007 


B408090299 Forwards DOE comments re proposed amend to 10CFR60 for 
disposal of high level uaste in unsaturated lone tt 
alter nat ives 

JQHNSGNi-C Policy A Program Control Branch (Post 831001) 331 

B4/07/S7 JOHUSDW. C Nevada. State of Ip 25984 352 


--B40a090303 forwards suggested alternate performance objective re amend 
to l0CrR60 for disposal of high level waste in unsaturated 
lones Proposal related to geologic setting of sites within 
lone 

RUSCHE. D C Energy. Dept of 84/07/n CKILK.SJ Docketing «i 
Services Branch 7pp 25984 353 


6400090*328 Summary of S40717 meeting w/State of CO. EPA, DOE 6 DDE 
contractors in Denver. CQ re Durango EIS Attendee list end 
PENNIFILL.R A Lou-Level Waste Uranium Recovery Projects Dranch 
04/07/24 HIGOINBQTriAfi, L Low-Level Waste t« Uranium Recovery 
Projects Branch 3p p 25984 341 


B408390331 Comments on study or soil samples from Beatty. NV disposal 
site (Questions raised re plans for further testing for 
Tc-99. 1-129 !. H-3 6 use of results by State of NV 

HlOCINBQTHAM. L Low-Level Waste Uranium Recovery Projects Branch 
84/03/27 NJS5BAUMEK. D A Assistant Director for State Agreements 
Programs Ip 25954 340 


B4D8130377 Forwards narked— up draft Beatty site closure plan submitted 
by U8 Ecology, fo-r review V comments Comments requested by 
040800 

lUSSBAUmER, D Assistant Director for State Agreements Programs 
4/07/13 H IGS INOOTHAM. L Lour Level Waste Licensing Branch 33pp 
6059 001 


400130079 "Geohydrological Studies Beatty, MV Disposal Facility " 
* Lau Engineering Testing Co 81/08/13 54pp 26059 038 


3400133081 "Gravel Cap Design Analysis Beatty Low Level Racfwaste 
Disposal Site. Beatty. MV " 

HQDHERiR L u 9 Ecology. Inc (formerly Nuclear Engineering. 
Inc ) 84/06/04 llpp 26059 091 


100130003 Summary of NfiC hydrology data orientation L data review 
840514-18 meetings in Columbus. OH Agenda, notes ?< attendee 
list end 

PEARRIMG. j R Engineering Branch (Post 831001) 621 84/06/06 

GBEeVES, j T Engineering Branch (Post 831001) aOpp 26036 310 


*400130(399 Forwards draft umbrella site technical position on BWIP 
geology, to fulfill Operating Plan Milestone 5314215 12 
Connents requested 

KMAPP, M R Geatechnlcai Branch (Post 831001) 923 84/07/30 

browning, R E □fflco of Nuclear Material Safety ft 
Safeguards. Director Ip 26036 293 


6408130105 Di jCusses impacr of neat cement ;one on tasoline head 
distribution in bore‘.ole 5 u/ nested pieiometers used to 
caller^ duunhole pressure data Problems w/p i o i ometer design 
identified * nodelmy rie''hods dia.-u^.soii Addl walk needed 
OCRDDN. M Gco^echnii-al Branch (Post 831001) 921 84/07/10 

KHAPP.M (leorechn I Co I BranLh (Post 831001) WRICHr.R Repository 
Projects Branch (Post 83100)) I6pp 26034 335 


B40B130116 Returns DOE-TVA iT'terayency agreement fciansmitted by 
L Hi gg iiibothan 840*^25 l*-r,per 840730 telcon W/o end 
MARQUEZ, R A Energy, Dept of 84/07/30 GNUGNOLI.G NRC - No 
Detailed Affiliation Given Ip 26034 33i 


8408130122 Atj. igceip* of 840709 data inventoiy S Porwatds list of data 
tha*- unitld be useful during 040724-2? hydrology data review 
COPLAN, 8 M Repository Projects Branch (Post 831001) 330 

84/07/20 VlEfH.DL Fneigy. Dept of 3pp 26034 331 


8408130130 Forwards ‘Geology ). Mineral Deposits of Southern Nyo 
County.'* 'Nevada Statistical Abstract," "Annual Rept 1901- 
82.' "Nevada Map At las-Foui th Edition" t Financial 
Statement. " per C Johnson 840613 request W/o end 

LOUX.R n Nevada. State of 328 04/07/25 RUSSELL, C F Policy & 

Program Control Branch (Post 831001) ip 26034 330 


6408130137 Notifies of upcoming meetings during 040801-1129 Updates 
will be submitted weekly 

TAYLOK, T j Energy, Dept of 620 84/07/27 LJNEHAN. J NRC - No 

Detailed Affiltation Given HiNCHflAN, J Utah. State of 
FORSYTHE, R Texas. State of 2pp 26034 320 


0408130140 Concurs u/remedlal action plan for State of CO tailings 
repository 

HICGINBaTHAH. L Low-Level Waste ft Uranium Recovery Projects Dranch 
94/07/27 CREW. f1 E Energy, Dept of 2pp 26034 326 


8400130144 Forwards cutaway diagram of Hanford basalt un I ts. showing 
interbeds basalts being considered for repository host 
rock 

WRIGHT, R J Repository Projects Branch (Post 831001) 908 

84/07/19 FARROW, N J Confederated Tribes of Umatilla Indian 
Reservation 2pp 26034 324 


0408130577 "Codes That May Be Used in Nevada Nuclear Waste Site 
Investigations Performance Assessment " 

♦ Sandxa Laboratories 329 B4/08/08 2pp 26038 315 


04OQ14O33B Approves DOE remedial action plan for reinoval of matl from 
former White Truck site in Salt Lake City Requests future 
submissions allow 1 .month rather than 10 days For review t 
concurrence NRC concurrence should not be assumed 

HIGGINBOTHAM. L Lqw-Level Waste f' Uranium Recovery Projects Branch 
84/07/23 MQRLEY, J A Energy. Dept of Ip 26061 285 


B40B150144 Forwards "DES Remedial Actions at Former Vanadium Corp of 
America Site. Durango. La Plata County. CO." per 040717 
meeting Evaluation should be concentrated in four listed 
areas Comments requested by 840817 

MORLEY, J A Energy. Dept of 84/08/01 PENNIFILL. R Low-Level 
Waste 8c Uranium Recovery Projects Dranch ip 26100 OOi 


--8409l30’l 49 "DES - Remedial Actions at Former Vanadium Corp of America 
Site, Durango, La Plata County. CO " 

* Dames U Moore 04/07/31 l.OOOpp 26100 003 


0408150252 Forwards comments nn geotechnical engineering issues in 
"Processing Site Character! lation Rept for U Mill Tailings 
Site at Riverton. WV. " per 840719 request 

SdYKGWSKI.S Engineering Branch (Post 831001) B4/O0/OI 
PENNIFILL, R Low-Level Haste 6 Uranium Recovery Projects Branch 
3pp 26099 355 


8408150337 Forwards "SRP for Draft Environ Assessment Developed by DDE. 
per Section 112(6) of Nuclear Waste Policy Act." for NRC 
use NRC will not comment on ODE methodology to compare 
sites, per 1OCFR60 

BROWNING, R E Division of Waste Management 84/07/03 DAVI6, J Q 
Office of Nuclear Material Safety ft Saf eguards. Director 2pp 
26098 298 


— 0408130341 Advises of major inconsistency between position taken In 
environ assessment review plan 8. DDE siting guidelines re 
methodology used by DDE to compare or select sites 8< 
relative m-eri ts of one site against another 

8URMLIER, J* NRC - No Detailed Affiliation Given 84/07/03 
JOHNSON, B NRC - No Detailed Affiliation Given 2pp 26090 300 


■0403130(0) "Site Technical Position - Geologic Issues for DWfP " 

» Geotechnical Branch (Post 831001) 84/07/31 16pp S6036 294 


— 8400150344 "SRP for Draft Environ Assessment Developed by DDE, per 
Section 112(b) of Nuclear Haste Policy Act " 

« Division of Waste Managerent 84/06/22 4lpp 2609B 302 
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tJflOBiSQjir Cr-jt* Pe-i-didJ A^t-isn Plan f 5»te Cornceptual Deaign for 
St jf3 1 1 i * 3 1 1 nn T In^ ti ? U Hill Tailings Site at Gunnison. 

CD " 

* En,.igj lep*- ,r O-i/Ot 35 250pp J609B 030 


G'<10B 1 Piaft, ''fTGi casing Site C tiar a i. ter 1 1 £< 1 1 on Rept for U Mill 

Tailinys Bite d» Ojnnison CQ ' 

* Energy. I'ept or 64 u4/ 30 300pp 26097 069 


B408l50<100 ''l>i9po^al Site Ch ai ac ter i j at ion Rept for Alternate U Mill 
Tailings Disposal Site m East Gold Rasin near Gunnison.CQ " 
MORLEY. J A Energy, Dept Qr 34^05.31 34pp 26104 330 


B408150403 'Disposal Site Charac ter i i a« ion Rept for Alternate U Hill 
Tailings Disposal Site in C^ance Gulch Mear Gunnison. CO " 

KOHLEY. J A Energy. Dept or B4/03/31 34pp 26105 235 


B408150419 'Environ Assessinent of Remedial Action at Gunnison U Hill 
Tailing Si to. Gunn ison. CO 

* Energy, Dept Or 84/06 00 400pp 26096 038 


6400150531 Foriijards “Rad i ol og i ca 1 ^ Engineering Assessment fox Property 
ED-00005-RS '* 

RDDERTSi I' A Energy, Dept of 84/00/01 HI OGIWBOTHAM, L 
Lo'i,-Levc I is‘as>'e Urantum Recovery Projects Branch Ip 260BD 272 


— 8403150533 "Rad lo J og i cal • Engineering Assessment for Property 
EU-'00005-RS " 

« Qendix Cnrp 04/07/31 2lpp 26080 273 


8400150568 Forwards “NRC Review Plan QA Program for Site 

Charac ter t la tion of High Level Nuclear Uaste Repositories “ 

Discusses steps taken to establish early agreement on QA 
program Site visits for Ju 1 ^ Auq proposed 

DROWNING. R E Division of Waste Management B4/06/29 BENNETT, M J 
Energy. Dept of 4pp 26000 316 


- “04O915O5'^2 "NRC Revieij Plan QA Program for Site Charac ter i lation of 
High Level Nuclear Waste Repositories " 

* Repository Projects Branch iPost 031001) 04/06/30 33pp 

26000 320 


Q40B150664 Forwards NRC comments ro DOE draft “Mission Plan for 
Civilian Radwasfce Mg t Program. '' per Mj Lawrence 040500 
request NRC/DOE interaction to ensure timely preparation of 
final mission plan continuing 

PALL/DJNO N CotTimlssionars 04/07/31 RUBCHE, B C Energy, Dept 
of 57pp 26104 003 


EI408160J4G Forwards draft interagency pr ogrammat ic agreement re U mill 
tailings dispusal sites Redraft contains new provisions re 
problems concerning low level radwasie myt % language which 
commits NRC s*, EPA to seek legislative relief 

DAVIS, J G Office of Nuclear Material Safety 8. Safeguards, Director 
04/O//,i5 cannon, J • THOMAS, L Environmental Protection Agency 
16pp 26120 146 


8408160051 Informs of review of radiological 8, engineering assessment 
for vicinity property listed in end I concurrence w/planned 
remedial action Concurrence based on listed items 

HiasiNBOTHAM, L Low-Level Waste h Uianlum Recovery Projects Branch 
84/07/27 CREW, E Energy. Dept of 2 pp 26126 361 


S40B16003S Forwards documents re NRC efforts in defining high level 
radwaste under Ndcioar Waste Policy Act of 1982 NRC 
com.nents to EPA on high level waste std 

OEU-, H J Division or Waste Management 04/00/03 DENNETT, J W 
Energy, Dept of 5pp 26126 356 


84081602/0 Forwards ‘Project Licensing Plan for UMTRAP Sites” 
for review f concurrence 

MORLEY, J A Energy, Dept of 84/00/07 H I GO 1 N0OTHAM, L Low-Level 

Waste tt Uranium Recovery Projec*^s Branch Ip 26126 043 


— 0409160283 "Project Licensing Plan for UMTRAP Sites 
^ Energy. Dept of 84/07/31 37pp 26126 044 


0408160209 Discuases s»-atus of Falls City.TX inactive U mill site (4 
plan of action Since current contractor due to lose license, 

DOE prepared to begin remedial action 

BAUQLnz.JE Energy. Dept of 84/00/06 H IGGINOOTHAM, L 
Lou-Level Waste f' Uranium Recovery Projects Branch 2pp 26124 340 


B40B16029"' Discusses narrier-55 high integrity container for low level 
raduaste Darner fully complies u‘/lOCFR6J ?, approved for use 
at Barnwell site 

HIPSMER.W M NUS Corp 04/08/07 JOHNSON. T Low-Levol Waste ?c 
Uranium Recovery Projects Branch 3pp 26124 343 


B4OBlb0l6-i. AJvisea bnet-ing by Impel I Corp re wdSte c la ssi f ication 

comoutcr proytams <61 THmK. 6 WASTETRAK) shifted from 040009 
to 840921 

RDLESi 0 W Lou-Level Waste !. Urarium Recovery Projects Branch 
84/00/02 GAtMiLL.W Meteorology V Effluent Tieafcment Branch 
MACDONALD, C E Tr an s p or t a 1 1 un Certification Branch GRELLA, A W 

Safeguards *v Materials Program Branch Ip 26124 341 


8408160469 Comments on topical rept re ENViRDBTOfiE gypsum cement 
Approval of rept should be limited to formulae which give 
acceptable product Long-term performance of gypsum cement 
needs further s*'udy 

COSTANZl.F n Waste Management Branch (post 040429) S4/O0/O9 

□ARRtTT L Engineering Branch (Post 031001) Ip S6l20 340 


0408160470 Forwards "Draft Generic Taclinical Position on Licensing 
Assessment Kethodalogy for High Level Waste Geologic 
Repos i t op les " for guidance to DOE 

MILLER, H J Repository Projects Branch (Post B3100U 04/07/31 

BROWNING, R E Division of Waste Management ip 26124 290 


—8408160475 "Draft Generic Technical Position on Licensing Assessment 
Methodology tor High Level Waste Geologic Repositories " 

-• Division of Uaste Manage, rent 04/07/31 39pp 26124 299 


8408160479 Submi^'s coriments on draft "Mission Plan for Civilian 
Raduaste Mg t Program," per Nuclear Waste Policy Act. Section 
301<b) 

FRI8HMAH, S Texas, State of B4/07/09 RUSCHE. D C Energy, Dept 
of 2Upp 2610B 331 


B4OS170413 Forwards draft "Radiological & Engineering Assessment & 
Final Design for Salt Lake City Property, SL-044 " 

* Morr i son-Knuds en Co . Inc 04/07/27 FLQRY, C NRC - No Detailed 
Affiliation Given Ip 26135 106 


—8400170415 Draft "Rad iol 0 gica 1 i* Engineering Assessment 4^ Final Design 
for 6ait Lake City Prop erty , SL-044 " 

4 Morr ison-Knudsen Co , Inc 84/07/25 62pp 26133 IB7 


8400170427 Forwards draft umbrella site technical position on geology 
for Nevada Nuclear Waste Site Investigations Document 
distributed to Engineering Branch for technical comments L 
Repository Projects Branch for general review 
KNAPP.hr Geotechnical Branch (Post 831001) 64/07/27 

DROWNING. R E Division of Uaste Management 14pp 26134 270 


0408200154 Forwards draft “Radiological 4 . Engineering Assessment for 
Salt Lake City Property SLC-019 " Comments requested by 
040806 

PEPIN J O Morr i son-Knud sen Co , Inc 84/07/26 FLORY, C NRC - No 
Detailed Affiliation Given Ip 26141 000 


—8403200137 Dra r t "Rad lo J og ic a I 1 Engineering Assessment for Salt Lake 
City Property SLC-019 " 

■4 Morr ison-Knudsen Co . Inc 04/07/24 4Spp 26141 089 


04Oe2OO18‘» Advises that testing of cement solidified activated carbon 
as stable mix meeting stability requirements of lOCFn61,ln 
process Appropriate data I fo-rmuJation for review will be 
submitted at conclusion of testing 

LEDUC.R J Westinghouso Hittroan Nuclear, Inc WHNl-E-792 
04/00/09 PERSON, L S Low-Level Waste b Ifranium Recovery Projects 
Branch 2pp 26142 293 


0406200197 Forwards list of inadequacies based on brief review of draft 
US Ecology. Inc closure plan proposal far Beatty low level 
uaste disposal facility Add 1 Info re hydro 1 ogy, g eology & 
geocheinistry warranted 

KNAPP, M R Geotechnical Branch (Post 031001) 64/08/08 

HIGGINBOTHAM, L Low-Level Waste V Uranium Recovery Projects Branch 
2pp 26142 290 


8400200200 Advises of completion of review of radiological 6 
engineering assessments for TVA millsite at Edgemont, SD tc 
concutrence w/planned renedia) actions 

H IGGIMBQtham, L Low-Level Waste Uranium Recovery Projects Branch 
64/00/08 CREW.M E Energy, Dept of 2pp 26142 206 


B408200329 "Lakoview Activity Status Rept, 040619 " 
■» Oregon. State of 64/06/19 5p p 26142 201 


8400200232 Notificatian of 840710 meeting w/Engineers Inti it US Bureau 
of Mines in Silver SprlngiMO to prepare for Nevada Nuclear 
Waste Site Investigations repository design data review 
scheduled for 840716-20 Proposed agenda end 

* Ergineering Branch (Post B31001) 84/07/10 Engineering Branch 

(Post 631001) I9pp 26142 262 
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B'VOB200£ia4 U mil Site Rpi’iedial Action Project Status Rept. 

May-June " 

* Oregon, State of a^^OA'OO lipp 26142 291 


8408200242 ‘Lekevieu Activilg Status Rept,B40915 ‘ 

» Oregcin, State of 04/05/15 lOpp 26142 005 


8409200245 "Lake^ieu' U Mill Site Remedial Action Project Status Repfc/ 
Feb 1'9B4 ‘ 

# Oregon, State of 94/02/29 2pp 26142 003 


0406200252 "Lakevieu U Mill Site Remodial Action Project Status Rept* 
Mar -Apr 1984 

ft Oregon, State ■of 84/04/30 6pp 26143 323 


0409200342 "Draft Radiological I Engineering Assessment , Vi c in 1 ty 
Property BLC-OSO “ 

» dorr I son-Knudsen Co , Inc 84/07/25 60pp 26141 020 


04OB2OO4O4 Foruards proposed agenda for 040027 meeting to discuss issue 
Sc npt info tracking sys used big reposltorij program ofcs 
WRrOHT*P J Repoaitorij Projects &ranch iPost 6310011 84/09/01 

OLSON, 0 L Energy. Dept of 4pp 26141 190 


0408200409 Foruards CBm.memts on Riverton processing site 
charaetersiation rept (PSCR) PSCR fails to achieve purpose 
of containing inventory of data relevant to remedial 
ac t ions 

WEBER.M F CeotocJinlca 1 Branch IPost 0310011 34/08/07 FCORY, C 

Lou-Level Waste & l/ranluo Recovery Projects Branch I6pp 
26141 162 


8409200425 Trip rept of 840723-27 visit to USOS In DenvertCQ re 
Nevada Nuclear Waste Investigations hydrologij data 

revi Btu 

RICEiD J Geotechnical Branch (Post 8310011 332 04/00/09 

JUSTUSpP S Oeatec hnica 1 Branch (Post 83J00II 3pp 26144 330 


0400200426 Forwards draft 'Site Technical Position - Oeocheni stry 
Issues for QUIP/" in response to BPS Plan Milestone 
3314213 S2 Comments requested by B40813 

STARMER.R J Geotechnical Branch (Post 831001) 930 84/07/30 

wniGHT,R J Repository Projects Branch (Post 831001) OREEVES/0 T » 
JOHMSDN. T C Engineering Branch iPost 931001) Ip 26183007 


— 8408200432 Draft 'Site Technical Position - Geochemistry Issues for 
DWIP ' 

■* NHC - Nd Detailed Affiliation Given 04/07/30 31pp 
26103 000 


8406200430 Confirns that geology data review scheduled for S-uk period 
connencing on 040917 at Yucca Mountain site 
VIETH. DL Energy* Dept of 334 64/09/07 CQPLAN, 0 M 

Repository Projects Branch (Post 831001) 2pp 26144 352 


1400200435 Forwards, for sig nature, sumnarij aP 040710-12 geochemistry 
uorlshap Summary should be returned so ends can be added S« 
distribution completed 

VIETH.DL Energy* Dept of 337 84/00/14 COPLAN, S fi 

Repository Projects Branch (Post 831001) lOpp 26)44 330 


408200439 Forwards, for rev 1 ew> aqui f or analysis paper re 6unnlson*CO 
site Paper concludes that aquifer restoration not 
ecanomica 1 1 y feasible 6 no addl field data required 
rtORLEY, J A Energy. Dept of 84/00/13 HAISFIELD.M NRC - No 

Detailed Affiliation Given 32pp 26182 337 


8400200444 Points out error in NRC 840705 comment 1 hr on "Repository 
Horlien Identification Rept," RHa-DH-sT-28P Comment 3 should 
read " performance function is paramount " 

WRIGHT, R J Repository Projects Qranch (Post 031001) 932 

04/08/02 OLSON, 0 L Energy* Dept of Ip 26144 320 


0400200452 Responds to DOE B40703 request for concurrence in 
Cooperative Agreement DE-FCQ4-B4 AL20534 between DDE & 8tate 
of OR Concurrence granted u/corcern re failure to mention 
NRC as cooperating agency W/o end 

HIGOINBOTHAhi L Low-Level Waste S' Uranium Recovery Projects Branch 
84/07/24 HILL, T V Energy. Dept af Ip 26143 362 


0408200459 Trip rept of B40712-I9 site visit to U recovery operation in 
Wyoming re review of environ, assessment & remedial action 
plan 8f preparation for IP recovery rulemaking 

DAM, W Geotechnical Branch (Post 831001} 84/08/07 STARMER* R J 

Geotechnical Branch (Post 831001) 5pp 26144 322 


64083304/0 r . i w<*rd5 drof*- Pe^lO'v nr Gerichemi ca I Condition Info at 
BWIF Site, 11979-831. ' in response to DPS Plan Milestone 
5314219 6J1 

BRD3K&, D J &BQ + <?chnicdl Branch (Post 831001) 929 84/07/31 

KNAPP M R Georechnical Jlrjnfh (Post 0310011 Ip 26182 227 


— 0403300T73 Drart 'Review iif Geochemical Condition Info at BWIP Site 
(1977-82 1 " 

NRC - No Detailed Affiliation (Jiven 82/12/31 66pp 
26102 228 


0400200474 Submits Nevada Nuclear Waste Storage Investigations site 
rept foi uK of Q40/30 Agenda for 840001-02 project 
manager-technical project oft-icers meeting end 
PRESIHQLT.P T Division of Waste Management 339 84/08/06 

BRCWNTNG. R F Division of Waste Management )9pp 26182 294 


8408200480 Forwai ds draft "Groundwater Issues for BWIP, “ site technical 
position 

KNAPP. MR Geotechnical Branch (Post 831001) 84/07/31 KILLER. H 

Repasl*-ory Trojects Bianch (Post 831001) ip 26)43 340 


— B40B?0C'491 BWIP STP I O DRFT 

Dratt "Groundwater Issues for OWIP. " site technical 
pns i t ion 

a Division of Nasto nanage.rent 84/07/31 l^pp 2614 3 341 


9400200536 Forwards draft data locations list & topical bibliography rc 
thermo 1 /thOT monechanica 1 properties of rock, for 840820 
meeting w/NRC Lists will be updated as necessary 

CASeV*L Energy. Dept of 629 84/08/08 JOHNSON, R NRC - No 

Detailed Affiliation Given 79pp 26144 132 


8408200514 Notifies of upcoming meetings w/NRC re info sy s. underground 
testing t rock nechanics data review 

TAVLGH, T J Enerflt/, Dept Q 624 94/03/03 HINCHMAN. J , 

FRSSHMAN. F , FORSYTIIE.R Energy. Dept of 2pp 26143 321 


0408200517 Requests transnlfatal of well summary repts Sc 
charac ter 1 rat 1 an status repts to R Johnson of NMSS. Div of 
Waste Mgt 

SHERWIN, J A Energy* Dept of 623 B4/0B/06 WERMUND. E 0 

Texas. Un i v of. Austin, TK Ip 26143 320 


0400210036 Agrees to G4O027 scheduled moeting in Richland. WA to discuii 
DOE/BWIP info sys. per 840001 1 tr Proposed agenda accepted 

u/o comments 

OLSOr/j □ L Energy. Dept of 923 84/08/10 WRIGHT. R J 

Repository Projects Dranch (iPosi 031001) Ip 26195 101 


0400210064 Agenda of S*'ate of WA Nuclear Waste Board 640610 meeting in 
Lacey, WA to discuss status of federal actions & defense 
waste project proposal 

a Washington, Btate of 927 04/06/18 Washington. State of 

Ip 26195 151 


84002100-71 Corrected agenda of State of WA Nuclear Waste Board B408)7 
meeting in Lacey*WA to discuss status of federal actions & 
defense waste project proposal 

* Washington, State of 928 84/00/17 Washington. State of 

2pp 26199 149 


8408210007 Forwards state comments on draft mission, plan for civilian 
raduaste mgt program (except MNl.per C Russell request State 
of MN comments will be sent directly by state 

OERVERS, J H Latir Energy Consultants 04/08/10 BROWNING. R E 
Division of Waste Managsnent BSpp 26194 319 


8408210113 Forwards "Draft Umbrella Site Technical Position on 
Oeoche'^ica) issues for High Level Waste Disposal Facility 
l-n Tuff " Comments requested by 840B13 

STARMER.R J Geotechnical Dranch (Post 831001) 33B 84/07/30 

COPLAWf S hf Repository Projects Branch (Post 031001) QREEVES.J T . 
JOHNSOri. T C Engineering Branch (Post 031001) ip 86195 320 


— 0400210124 ''Draft Umbrella Site Technical Position on Oeochemlca) 
Issues for High Level Waste Disposal Facility in Tuff " 
e Division of Waste nanage.rent 84/07/30 24pp 26195 321 


B40B31012S Forwards 840629 GA review plan, per 040725 request Package 
includes transnittat Itr.QA review plan ^ NURE0-iO55 W/o 
end 

LINEHAN. J J Repository Projects Dranch (Post 831001) 626 

04/07/30 NEFF. J a Energy, Dept of Ip 26195 319 


04OB21O13O Ac k receipt of topical rept of CVTRAK computer program 
Co.nputer code listing requested 

ROLFS. G W Lou-Leve) Waste tc Uranium Recovery Projects Branch 
04/08/07 SHUlMAN, M N CYGMA Energy Services Ip 26193 310 
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84Ge?lO’3‘ netting Uf DDE * Science App i i cat i ansi Inc on 840B30 

* 31 to ijiicjss info ingt sys currently in use f planned bg 
Nevada Nu.jt^r Uaste 5*-orage In ve 5 1 1 gat lOTt Proposed agenda 
t[ list ot topics enc 1 

CQ=’LAN 5 Pi Reposi^’oty Projects PrancO tPost 331001 > 335 

84/00/0^9 ‘lETH-D L Energy, Dept of 4pp 26195 314 


8400210171 Requests color prints of \occa Mountain core boxes for DOE 
Waste ligt P» eject Gfc 

VIETHiD L Energg, Dept of 336 94/0B/08 HEED, R C Pan 

Ai-neriian U'ui Id Airuags, Inc Ip 26195 220 


84OB21O10'o ‘Group Visit Info Sheet " fur upcoming Nevada Test Site 
visit 

OLORA, M Science Applications, Inc 333 84/08/06 3pp 

26187 351 


84O022OG61 Toruards State of N'* ccir,, rents on draft mission plan 

LOUX. R R Ne\ada, State of 84/00^10 BROWNINS, R E Division of 
Waste ManageTient 36pp 26211 305 


8400220065 Requests copy of official version of CHEtiffiN transport 
model 

KERRISI^, J r LOS AlaiDos Scientific Laboratory WX-4-6492 
84/08/00 5TARMER.R J NRC -No Detailed Affiliation Otven Ip 
26209 359 


8400220076 F 01 wards comments on DOE draft Apr 1984 "Mission Plan for 
Civilian Radwaste Mg t Program " Comments based on discussion 
at ACRS SubcOiTmittee on Waste Mgt 840807 meeting 
EDERSDLC, J C ACRS ~ Ad\isorg Committee on Reactor Safeguards 
84/08/13 DiRCKSiW J Office of the Executive Director for 
Operations 2pp 26210 35B 


--840S220081 Coments on DOE draft Apr 1964 "Mission Plan for Civilian 
Radwaste Mgt Pt ogram ' 

4 ACRS - Ad/isory Connittee on Reactor Safeguards 64/08/08 
3pp 26210 360 


8406220122 Forwards revised site-specific procedural agreement# 
incorporating changes agreed to at 840731 meeting, for NRC 
signature 

DENNETT, J K Energy, Dept of 84/08/09 DROWNING, R E Division 
of Waste Management I7pp 26S11 341 


0408220167 Discusses DOE 010625 responses to NRC 840416 comments re 
"Slope Stability 6 Seisric flisSi Evaluation" of Dec 1983 
draft Bhiprock renedlat action plan 6ci smo log leal aspects 
adequate 4- Chapter 3 statements accurate 

BLACKfORD.ri MRC - No Detailed Affiliation Given 04/08/07 

PENNIf ILL R MRC - No Detailed Affiliation Given Ip 26203 362 


8400220215 Forwards fully executed Interagency Agreement 
DE-ArD4-a4AL2724l between DDE 4 TVA NRC concurrence 
conditioned upon satisfactory resolution of NRC concerns by 
appropriate mod to agreement by 841002 

HILL#! V Energy. Dept of 84/00/10 DONOVAN. T K Tennessee 
Valley Authority 12pp 26210 336 


—9408220219 Concurs in Interagency agreement between DOE TVA re 
disposal of radioactive matls from vicinity properties In 
Edgenonfc, 3D Concurrence conditioned upon satisfactory 
resolution of NRC concerns 

HIOGINDOTMAM, L Low-Level Waste K Uranium Recovery Project* 

Branch 04/OB/O3 MARQUET# R Energy, Dept of 3pp 26210 350 


0408220223 Submits notice of opcomins meetings. per 030719-20 meeting 
Notice will be updated weotily 

TAYLOR. T J Energy. Dept of 637 S4/0B/1O LINEMAN, J NRC - No 

Detailed Affiliation Given MfNCHMAN, J Utah, State of 
FRISHMAN, S Texas. State of 2pp 26203 360 


8400220227 Confirms 040921 meeting in Denver. CD re comments on reviaed 
preliminary DES Proposed approach on groundwater analysis 
will be transmitted by 840013 for inclusion in DES 
MDRLEY. J A Energy, Dept of 84/08/10 PENN|F1LL,B NRC - No 
Detailed Affiliation Given 9pp 26203 351 


0408220232 Inform of publication of FES for UMTRA project in Salt 
Lake Clty.UT. per 840612 1 tr FES modified to incorporate 
statements re unconflned aquifer into Sections D 3 6 5 S< 

D 89 

DAUBLITZ.JE Energy, Dept of 84/08/08 HIOGINBOTKAM, L Loui 
Level Waste Licensing Branch 15pp 26203 336 


8408220234 Submits June 1934 highlights re remedial action plan 
Highlights include signing of MOU w/TVA re tailings disposal 
for Edgemont vicinity property ^ completion of Shiprpck 
final EIA 

MDRLEY, J A Energy. Dept of 04/08/13 HI00INBQTHAI1. L Lou Level 
Waste Licensing Branch 7pp 26203 329 


B4OB22O230 APinpta*^ed "Memo on Water Supply Investigation at ghlprock 
School f.awajo Indian R e ae r va 1 1 on, 5a n Juan County, NM '■ 

CALLAHAN, J P , HAW SUB A R GER . J rntenor. Dept of, Geological Survey 
55 / 03/31 16pp 26203 313 

8400220240 Agenda for 840017 meeting in Lacey, WA to discuss description 
of grant proposa I , sta tus of CIC agreement U DDE presentation 
of mission pi an 

* (lashington, State of 926 84/OB/I7 Washington. State of 

ip 2*203 3J2 


8408220324 Trip rept of 840717 visit to State of NV r oc kmec b an i c 3 
waste test site It 040710-20 visit to Sandia Natl Labs in 
Albuquer que, M4 re design test review Vtewgraphs end 

OREEVES, J T , DUTTA, P . TANIOUS. N Engineering Oranch tPost fl3100d 
343 84/08/07 COPLANDS Repository Projects Branch (Post 

B31001) 310pp 26203 001 

04OB22O496 Agenda for 840726 meeting u/llsted attendees in Silver 
Spring, MD to discu&s site characterization plan, format & 
content 

MILLER. H J . COOLEY, C NRC - No Detailed Affiliation Given 
84/07/26 NRC - No Detailed Affiliation Given 3lpp 26210 24S 


8400230027 Summary of 040730 meeting w/OOE L Colorado Dept of Health 
prelinlnary findings for Ounnlson.CO site 

HAISFICLD. M , PENNTFILLi R A Lotu-Level Waste & Uranium Rrcovarij 
Projects Branch 94/08/06 HIGGINOOTHAM, L Low-Level Haste it 
Uranium Recovery Projects Branch 2pp 26233 361 


8400230031 Forwards comments on draft Beatty site closure plan Plan 
inadequate for effecting proper closure of facility Major 
deficiencies Include lact of dacume-ntat ion re geology & 
hydrology it support for cost & financial data 

HIOGINDOTHAM, L Low-Level Waste & Uranium Recovery Projects Branch 
04/00/15 NGSSDAtiMEM, D A Assistant Director for State Agreements 
Programs 9pp 26233 354 


8400230033 Advises that Nuclear Packag mg 1 Inc topical rept on FL-50 
container acceptable Rept info should Include list of 
solid waste species source which might be Incompatible u/ 
container matl Info should meet NUREO-OBOO guidance 
GAMMILL. W P Meteorology 6 Effluent Treatment Branch 84/07/19 
BARRETT. L H Engineering Branch tPost 8310011 Ip 26233 393 


0400230034 Trip rapt of 940729-0302 visit to Hanford Reaerva ti on. WA re 
review of geologic maps & field work performed since 197? 
publication of ST-4 

CUTLER. J M Oeotochnical Branch <Post 831001) 937 04/08/14 

JUSTUS. P S Oeotochnical Branch iPost 031001) Spp 26233 391 


8400230036 Forwards Geotechnical Engineering review comments L 
questions re Shiprock renedlal action plan 
BARRETT. U H Engineering Branch (Post 831001) 84/08/10 

HIOOINBQTHAM, L Low-Level Waste & Uranium Recovery Projects Branch 
6pp S6233 34S 


04OB23OO3B Submits BWIP site rept for wks of 040708-0810 re 
transportation safety It review of issue tracking sys t, 
data/records mgt stjs 

COQF.F R Division of Waste Management 84/08/11 DROWNING. R E 
Division of Waste Managenent 4pp 26233 333 


— 8408230043 Advises that request for limited access to fiNWL documents r 
MCC-DS data package. in support of Hatls Review Board review 
of data package, honored 

KHllE. J D Energy. Dept of 04/00/03 CDa^^. F R NRC “ No 
Detailed Affiliation Given 0pp 26233 337 


8408230041 Ac k receipt of nonproprietary U proprietary STD-R-OS-OOH, 
"Hittman RADLD'^^ High Integrity Containers." transmitted on 
840628 Tentative schedule for review of rept end 
TIKTIN9KY. D H Engineering Branch (Post 831001) 94/00/14 

LEDUC. R J WestlnghouBC Hittman Nuclear, Inc 2pp 26233 331 


8409230046 Forwards selected major comments re draft Umbrella Site 
technical position for sal t. g oology , groundua ter 
g eocheml stry. d eslgn & waste package Comments developed 
considering need to mlnlnlze efforts to make revs 
MILLER, HJ Repository Projects Branch (Post 831001) 04/09/07 

JiNAPP.M R Geotechnical Dranch (Post 931001 > BARRETT. L. 
Engineoring Branch (Post 831001) ISpp 26233 316 


8400230033 Trip rept of attendance at AmBrican Oeophysical Union 
Spring conference on 040514 In C inc Innati. OH re presentation 
of paper on flow parameters of partly saturated soils U 
spatial variability Vieugraphs end 

COOKE, B A Geotechnical Drench (Post 831001) G4/0B/O2, KNAPP. M R 

Geotechnical Branch iPost 83100l> 26pp 26233 290 
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6408330062 CcHiments on T^ovitie^d moJelJTig strAtegy dommcnt for high 
level uaate perfQrnaTice a^ses-biupnt P-i sctc p anc i es e*ist 
betueen dOLunnen*' D0£ siting giiidoime'S 

FEHRlNflEH-D J Repository Projects Oranch fPoat 031001 > 84/08/06 

PFLUM/C C Repository Projects Draurh (Post- 031001) 2pp 
26233 273 


840823006*? Req^uests revieu comments on end Idlest i n^hou^ e Hitfcman 
STD~R-O3''00a, ‘Hittman PADLOI^ f-ligh Integrity Con ta > ner s » '" 
by 841102 Enel ujithbeld 

DARRETriLH Engineering Rranch (Pogt 831001 > Q4/OB/13 

COSrANZl(F A Division of Waste Management Sp 26233 272 


B40B230079 Foroards com-nents on QMl /QNW 1 -313, *'Salton S«a Oeotherinal 
Fi e Ld. Cal ifornio as Near-Field Matural Analoff of Raduagte 
Repository in Salt MFC supports use of natural analogs for 
DDF assessment of high level waste site 

LINEHAM/J J Reposifcorii Projects Branch (Post 631001) 633 

B4/08/10 NEFF. J 0 Energy. Dept of Spp 26233 344 


Q4DB23G0B3 Concurs u/pl-^nned remedial! actions for vicinity property 
identified in encl.based on review of radiological 8< 
engineering assassnents 

HIOOINQOTHAM. L Low-Level Waste t> Uranliiun Recovery Projects Branch 
84/08/01 naRLEY.J A Energy. Oept of 2pp 26233 242 


6406230100 Provides clarification of NRC position rc revised procedure 
for Bitendtng U documcht mg NRC concurrence In vici-nlty 
property remedial actions^per reciptertt 640711 comments 
HIQOINBDTHAMi L LoW'Level Waste Vlraniuitb Recovery Projects Branch 
84/09/06 MORUE/.J A Energy. Dopt of 2pp 26236 129 


B40S53D362 Forwards re4.>^est For addl info to continue revietti of Nuclear 
Pac Vaglng, Int topical rept on FL 30 Ferralium 325 high 
Intcgritg con^^alner Response requested uiithln 45 days of 
I tr rece ipt W/o enc 1 

NUSSSAUMER. 0 A Assistant Director for State Agreements Programs 
84/08/15 KlfiNffi.N P Washington. State of. Dept of Social «< 

Health Services ip 26230 33B 


8408230394 Forwards list cf documents needed to allow commont on S40601 
prellnltiarij draft environ assessment for Nevada Nuclear 
Waste Storage Investigations Project W/o end 
COPLAN. S n Repository Projects Branch (Post 631001) 345 

84/08/ ID VIETH. D L Energy. Dopt of Ip 26230 237 


8409230393 Foritfards draft generic technical position of licensing 
assessment methodology for high level waste geologic 
repositories W/o encl 

MlUl ER> H J Repository projects Branch (Post 831001) 84/08/10 

DENNET1.JW Energy Dept of 2pp 26230 255 


0409230420 Comments on grounduater BTP for Palo Duro i. Parados bedded 
salt basins Progran inconsistent in treating prewastc 
enplacenent phanonenon u/po s t-emp lacement phefiomenotij per 
l0CFn6O 113 

JOHNSON. T C Engineering Branch (Post 831001) 636 94/08/07 

POHLE. J Geotechnical Branch (Pest 831001) 2pp 26230 241 


8408230423 Comments on draft site technical position on grounduater 
Issues for Palo Duro i Parado* bedded salt basins Emphasis 
on groundwater 6 eicluslom of waste pacitage interactions 
urged 

PETERSON. C K Divislqn of Waste Management 632 04/08/03 

TOKAR.tt Division of Waste Management 2pp 26230 227 


8408240005 Agenda of 840710-12 geochemistry yorkshop ut/Nevada Nuclear 
Waate Site Investigations at Uos Alamos Natl Lab to 
discuss geochenical issues Vietugi'aphs one 1 

« NRC - No Detailed Affiliation Olven 340 84/07/12 NRC - No 

Detailed Affiliation Given 354pp 26252 001 


8408240103 Act receipt of Itr re high lev«l repository sites in UT 
Paradox Basin NRC preparing to revietj site environ 
assessments from DOE US Park Eve vieuis uill be considered in 
revi BU 

LINEHAN.D J Repository Projects Branch (Post 831001) 639 

84/08/06 HINTZMVER.L Interior* Dapt of» National Park Service 
Ip 26255 352 


B408240119 Comments on Jun 19Q4 progress rept for Contract 
NRC''02-84-002 Task Orders 001 002 complete Remaining work 

under Task Orders 003-006 noted 

BUCKLEY. J T Engineering Branch (Post 031001) NRC-02-B4-002 

1420 84/09/07 COMM 1 NO 5, R Engineers In ternat t ena 1 , Inc 2pp 

26295 274 


0408240214 "Geochemical 8«nsltivst(J Analysis." monthly rept fnr Jul 
1984 

aiEOELiM D Sandia Laboratories FIN A-1756 I4S4 84/08/15 
KELLY. W NRC - No Detailed Affiliation Given Spp 26254 391. 


840824027) rvnu.atiJs cum.Ten^s on NRC r<>,ie.j of DOE 640111 response to 
NRC 830615 concerns on biploratory 5hd)t const *. sealing 
meth Qds 

CUMMINGS R A Engineers I ntei na 1 1 ona 1 , Inc FIN D-1004 
tl46-000-04C B4/OB/13 OUCFLEY. J High Level Waste Tochnical 

Development Branch 20g p 26355 137 


8408240260 ‘Ko n 1 1 or /Re V i eu Aspects of DOE * Other Natl r, mtl Waste 
Hgt Programs" » "ShoTt-Teim Technical Assistance.* summary 
of actli/itie. for Jul V9Q4 

CRANWELL. R M Bandia Laboratories riNA-'n65 1 423 84/08/15 

PEErEflS.U A Repository Projects Branch (Post 631001) 3pp 
26237 360 


840G240265 "Technical Assistance in Sei smo-Tec ton l c Impacts in 
Repositories.' Monthly Hgt Lti Piogress Rept 16 for Jul 
1984 

CHUNG. D H Lauirenco livermore National Laboratory FIN A-0294 
£0-84-065/ 0326 ^ 64/06/09 BLACKFaPD, M E Geotechnical Branch 

<P05i 631001) 6pp 26251 366 


B408240264 "(oupled Therra 1 -Hydrol og i Cd l-t1ec ham ca 1 Assessments 6 Bite 
Character ] Id tlon Activities for Geologic Repositories.'' 
monthly rept foi Jul 1904 

CHU.MQ Sandia Laboratories FINA-1755 1425 B4/O0/J5 

NATARAJA.tl S Engineering Branch (Post 831001) 2pp 26292 359 


0406240291 "Benchmarking of Computer Codes Licensing Assistance." 
monthly Itr progress rept for juJ 1904 

UDGT. D K CorSTAR Research. Inc FIN 13-6905 1410 04/08/10 

BRQDK5. R Division of Waste Management 44pp 26251 319 


8408240295 "Geological Stability Issues for BWIP. " site technical rept 
CHUNO. D H Laurence Livermore National Laboratory FIN A-0294 
1430 04/08/10 Division of Waste Management 34pp 26231 285 


G4OB240335 Requests technical assistance in reviewing encl list re salt 
environ assessnents & corrosion S' failure of 1025 wrought 
steel overpaeV Comments requested by 040610 

WICK. E A Engineering Branch (Post 831001) FIN A-3167 1413 

64/08/03 SOD. P Broolhaven National Laboratory 7pp 26S53 329 


B40624G334 Forwards "Nevada Nuclear Waste Storage Investigations 
Pro J ec ti Mon th ly Rept. May 1984 ' 

VIETH. D L Energy, Dept of 64/07/10 BENNETT. J W Energy, Deot 
of ip 26253 209 


—0408240355 "Nevada Nuclear Waste Storage Investigations Pro jee t. Monthly 
RuRtiMay 1904 " 

e Energy, Dept of 04/05/31 75pp 26253 207 


8400340372 Inforns that neno on thermodynamic relations in 
magneti te *h emat ite water sys reviewed, in response to 040720 
meniQ Inconsistent use of sign conventions by DOE in draft 
SCR created confusion 

KNAPP, M R Geotechnical Branch (Post 831001) 64/08/10 

BARRETT. L H Engineering Branch (Post 831001) Ip 26254 344 


0408240374 Reviews rept of investigation for AML Project 7, Part 111 
outlining proposed reclamation plan for several abandoned 
mines near Baggs.WY Points requiring discussion at Q40705 
meeting listed 

BEACH. 0 U'yo.TVing. State of 01234 04/06/19 ANSELMl.K . 

VQELLER, J Wyoming. State of 4pp 26294 336 


8400240376 Recommends that work backfill be changed tg engineered 
barrier sys in performance Issues 366 from App C of DWIP 
SCA.per 840724 neeting u/J Oreeves 

TIKTINSKV. D Engineering Branch (Post 831001) B4/O0/O6 

JOHNSON.R Repository Projects Branch (Post 031001) Ip 
26294 334 


8400240378 Forwards details of concerns about DDE treatment of waste 
package environ re thermodynamic relations in magnetite 
water sys as set forth in BWIP BCR of Nov 1982 W/o encl 
BARRETT. L H Engineering Branch (Post 83iool) 84/07/20 
KNAPP. M R Geotechnical Branch (Post 011001) Ip 26254 332 


0408240360 Discusses evaluation of solsmoganic haiard concepts at Palo 
Duro Basin salt sites developed from recent work along Meers 
Fault near Lauton.OK Possible connection of neotectonlc 
activity needs assessment Lists tests 

CHtiNO. D H Laurence Livermore National Laboratory FIN A-0294 
E0-B4-066 84/08/09 JUSTUS, P S Geotechnical Branch IPost 

831001) 2pp S6249 360 


0400240390 "BWrp Hydrogeology." Ltr Rept 88 for Jul 1904 

RDWE. J Colder Associates FiN B-7373 823-1033 04/08/00 

ODRDQN. (1 Division of Waste Management 2pp 26248 360 
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B4OB24039:: SuiTiiary or 040714 meeting uj/ Q1JL in Sil^'er Spring MD re BML 
final rept on data re^ieu in suppoit of environ as&es anient 
rept- analyij^ (FIN H-3lij4 re re/iew of Di of Engineering 
udigte package progranj 

WICM B. A Engineering Branch (Post 031001 ) FIN A-31&4 1412 
aA/OB'O'’ GARRETT, L H Engineering Branch (Post 031001) 4pp 
26249 151 


840Ba70')S0 Di^icusses concerns le "Determination of Radionuclide 
Solubilitg in Oroundua ter for Assessme-nt of High Level 
Radjaste Isolation MarVed-up draft repts enc I 

KELhERS.A D Dak Ridge National Laboratory FtN 0-0287 1409 

04/00/15 I?RDa.^S.D J Geotechnical Branch (Post SDlOOl) 63pp 

26250 246 


0400270070 Comments on revleui or thermal analysis of environ 
asseasnent for Swisher repository in salt Tuio components of 
uncertainty in prediction of temps eilstNRC ahould request 
code listings u/sanple prohleirs 6 documentation 
SASTHF( C Biookhaven rfational Laboratory 1426 84/08/10 

Brookhav'on National Laboratory l9pp 26278 325 


04O827OJ74 Forwards review comments for repository site design rock 
mechanics sections of draft Nevada Nuclear Waste Storage 
Investigation Project rept 

HQLLQ‘^ E E Interior. Dept of. Bureau of Mines 1422 B4/0B/1O 

AMET.E B Interior. Dept of- Bureau of Mines Ip 26278 318 


— 04002/0070 Forwards review comments for draft Nevada Nuclear Waste 
Storage Investigation Project environ as ses sment 
HOLI OP. E E Interior. Dept of. Bureau of Mines 84/08/10 
TlKTINSkY.D Engineering Branch (Post 031001) 6pp 26S7Q 319 


0408270250 Forwards draft radiological fc engineering assessment repfes 
for Properties 0J-12P61 MR. 0 J-34247-RS. GJ-063 lO-VL. 

0J-00133-C5. GJ-03142-CB. 0J-037a5-CS !< <3J-09566-VL 

TUCKER. M K Energy. Dopfc of 84/08/01 HlOGINDOTHAMf L Low-Level 
Waste h Uranium Recovery Projects Branch Ip 2^6278 OOl 


— 8400270253 Draft "Rad io log i ca 1 i Engineering Assessment for Property 
0J-12261-MR ' 

« Bend lx Corp 84/07/31 36pp 26278 0 0 2 


— B40B270256 REA-0J-34247-RS REA- 

Draft "Radiological tf Engineering Assessment for Property 
0J-34247-RS " 

s Bend I* Corp 84/07/31 S0pp 26278 036 


“0408270262 REA0631B-QJ REA- 1 08/ 

Draft "Radiological t Engineering Assessment for Property 
0J-0631B-VL " 

« Bend lx Corp 64/07/31 30pp 26278 0 6 4 


—8400270264 REAOOl 53^.03 1 42 REA- 3 

Draft "Rad lolog lea I 6 Engineering Assessment for Property 
0J-00t53-CS Z* CJ-03142-CB " W/ono oversize map Aperture 
card available In POR 

» Bendix Corp 04/07/31 24pp 26278 094 


—84082/0267 REA0S7a5-GJ REA-112A 

Draft "Rad lolog ical 6 Engineering Assessment for Property 
OJ-O5705-CS 6 Property 0J-09S66-VL " 

* Dendix Corp 84/07/31 27pp 26278 119 


0400280005 Forwards marked-up "Progress in Evaluation of Radionuclide 
Geachenical Info Developed by IJDE DWIP rept t< M Siegel 

rept. "Calculations of Radioelement Solubilities in Basalt 
Ground Waters " 

BRADBURY, JW Geotechnical Branch (Post 831001) PIN B-O290 
84/08/13 WHATLEY. 8 K Dak Ridge National Laboratory 77pp 
26293 248 


— B4O02BOOO7 SD-BWI-DP-QOl RA-0 

Rev A -0 to "DWiP Data Package for Ref Solubility L Kd 
Values " 

SALTER. P F , JACOBS.© K Rockwell International Corp B3/01/06 
9pp 26293 327 

— 8403200009 "Calculations of Radloe lament Solubilities In Dasalt Ground 
Waters. " 1 tr rapt 

SIEGEL. M Sandie Laboratories B3/10/31 I5pp 26293 336 


B4OB20OO31 Summariies co/imenta te rec ommendationa. per review of revised 
rept. “Benchmark Problems for Repository Siting Models." 
(NURE0/CR-3O97> Addl paragraphs on ground rule* using 
benchmark problens needed 

BROOKS. P P Repository Projects Branch (Post 831001) FIN 8-6935 
04/08/06 VQOT, D K CorSTAR Research. Inc 13pp 26293 156 


8408200112 'Shiprock Well Completions " 

PR I CE. J Jacobs Engineering Group. Inc 84/06/13 WEDER.M F NRC 

- No Detailed Affiliation Given ISpp 26294 124 


8400200121 'Comnents on Ooub 1« -Pora s i ty Models for Fissured Groundwater 
Reservoir w/Fracture 3kin * 

WILLJAMS.R E Idaho. Un I v of. Moflcow, ID FIN 13-7377 1431 

B4/OB/27 Division of Waste Management Bpp 26294 116 


6408200338 Inforns of review of process control program section of 
Chem-Nuclear CNSI-WF C-Ol-HP. "Waste Form C er fc I f i cat i on " 
Chen-Nuclear requested to provide written description of 
cauaes 6 corrective actions taken 

QAMMILL. W P Meteorology t Effluent Treatment Branch 64/08/15 
HIGOINDOTHAN. L Low-Level Waste & Uranium Recovery Projects Branch 
2pp 36294 048 


G4062B0340 Forwards comments on "Design Criteria for Stabilization cf 
Inactive U till! Tailings Sites,*' per B40717 request 
SMYK0W3KI.S . OILLFN, D M Engineering Branch (Post 831001) 

04/08/01 PENNIFILL.R Low-Level Waste i. Uranium Recovery Projects 
Branch 2pp 26294 041 


B4O029O393 Activities of Contract NRC-02-a4-00l . Mo n th ly Progress Ltr 
Rept 4. advising that no task order commitments assigned for 
or in state of assign, nent 

MURPHY. V J Weston Geophysical Corp FIN D~I003 W0C-R531 

B4/OB/14 RICE, 3 J Geotechnical Branch (Post 831001) Ip 
26309 009 


8408290317 "halnt 6 Validation of Computer Programs." monthly rept for 
v/ul 1984 

CRANWELL, R M Sandla Laboratories FIN A-1166 84/07/31 

COD ELL. R Geotechnical Branch (Post B31001 ) 3pp 26329 005 


B4O03OOI79 ‘•'Haint 6 Violation of Computer Programs." reviled monthly 
rept for Feb 1984 

ORTIZ. N R Sandla Laboratories FIN A-1166 1073 84/02/29 

CODELL, R Geotechnical Branch (Post 831001) I8pp 26330 342 


6400310263 Forwards 0 Jacobs trip rept of B40B22 visit to ONWI 
WHATLEr, S K Oak Ridge National Laboratory FIN 0-0287 1443 

B4/oe/23 BROOKS. D J Geotechnical Branch (Post BSiOGi) 7Spp 
26351 239 


6400310270 Forwards response to 840612 comments on UMTRA Balt Lake 
City FES & on 040606 meeting groundwater issues FR notice of 
FES availability published on 840803 Comment period close* 
on 840903 

tlORLEV. J A Energy. Dept of B4/08/24 HI GO I NQDTHAM. L Lou-Level 
Waste It Uranium Recovery Projects Branch 3pp 26330 310 


6408310373 Confirms 040031 info mgt sys meeting in Las Vegas. NV« per 
040609 request 

VIETH. D L Energy. Dept of 84/08/20 COPLAN. S M Repository 
Projects Branch (Post B310D1 ) Ip 26350 317 


8400310331 Forwards results of radium S radon emanation coefficient 
tests on four U tailings samples received 640213 from 
Riverton, WY site Enc I completes Task 3b deliverables Lab 
test procedure described in 830603 memo 

NIELSON, K K Rogers 5< Associates Hnu i near i ng Corp 84/03/27 
OZAACK. D D Jacobs Engi-neering Group. Inc 6pp 26351 001 


— 0406310335 UMTRA-00E/AL-O230 

"Data for Oeochenical I nv« sttfla k 1 on of UMTRAP Designated 
Site at Rlverton.wy " 

MARKOS, 0 , BUSH. H J . MDRLEY. J A Energy. Dept of 83/09/30 
70pp 26331 009 


— 0400310339 UMTRA-DDE/AL-0229 

"Ceochemi cal Investigation of UMTRAP Designated Site at 
Riverton. UY " 

MARHOS.O , 0U5H, K J . MDRLEY. J A Energy. Dept of B3/O9/30 
aapp 26351 079 


— 8400310344 "Hydr ogeoc heml ca I Studios of U Mill Tailings at Riverton. WY 
k Maybell.CQ. " quarterly progress rept. Ju l-5ep t 1982 Undated 
Riverton Mill radiological contamination survey etic 1 
NARASIMHAN. T M Lawrence Oerkeley Laboratory 82/09/30 il2pp 
26351 162 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 


B40B240il9 Comments on Jun 1904 progress rept for Contract 
NRC“02^B4-O02 Task Order* OOl ft 002 complete Remaining work 
under Task Orders 003-006 noted 

DUCKLCV.J T Engineering Branch (Post 631001) FIN D-1004 1420 

84/00/07 CUilrlTNOS. R Engineers International. Inc 2pp 
26255 274 
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040SS40314 "G«oc hsm I c a t Sen&iti\«itu Analysis^'' monthlij rent for Ju) 
l'?04 'f f 

BfPQELiM D Sandid Lad&ratories FIN A"l73fci 14i24 Q4yOayi3 

KELI.V.W r-RC - ho Detailed Affiliation Given 5pp 26354 351 


0400240321 Foritjards coir.-nents on rJRC revieui of DOE 0<)aili rosponao to 
r^R■C 030615 concerns on e i p lo natory shaft const t sealing 
me thoda 

cun til NO 5, n A Englrieora In ternat i ana I , inc FIN 0-1004 1421 

04/00/13 DUCKLEVi J High Level Waste Technical Development Dranch 
20pp 26S59 137 


3400240260 '’Mon i ter/Re vi eu Aspects of DOE t, Other Natl & Inti Waste 
Mg t Prograrns^' (, "Short-Term Technical Assistance*" summarg 
of activities for Jul 1984 

CRAMWELL,!? M Sand la Laboratories FTN A-1163 1423 84/00/15 

PEETGRS^L A Repasitoru Projects Dratich (Post 031031) 3pp 

26237 360 


0408240265 "Techrical Assistance in Se i amo-Tec tonic Impacts In 
Repos LtOT I es- Monthly Mg t Ltr Progress Rent 16 for Jul 
1934 

CHUNO* D H Laurence Livermore National Laboratorij FIN A-oa94 
14S9 B4/0S/O9 DLACKFORDiME Geotechnical Branch <Poat 031001 > 

6 pp 26254 266 


0400240334 '•'Ceupled Thcrmal-Hvcfrol og ica J -Mcchanl cal Assessments 5t Site 
C hara c t er 1 1 a 1 1 on Activities for Goologic Repos i tor ies i “ 
manthlg rept for Jul 1964 

CHU.M S Sandia Laboratories FIN A-17S3 1425 84/06/15 

NAtARAJAiM S Engineering Branch CPost B3100I) 2pp 262 S 2 359 


9400240291 “Denchnar Ici ng of Computer Codes & Licensing Assistance*" 
monthly Hr progress rept for Jul 1984 

VOGT.l) K CorSTAR Research* Inc FIN □-6903 NRC-Oa-Bl-026 
04/00/ IB DR0D,4S*F Division of Waste Management 44pp 
26251 319 


0409240295 "Geological Stability Issues far DWfP* " site technical rept 
CHUN0«0 H Laurence Livermore National Laboratory FIN A-0294 
L-79 84/09/10 Division of Waste Management 34pp 26251 2B5 


840D240390 "OWIP Hydr o jeo 1 o gyi " Ltr Rept 90 for Jul 1904 

ROifE. J (bolder Associates FIN 0-7373 NRC-02-83-045 04/08/06 

aaRD0N»M Division of Waste Management 2p p 26246 360 


0400370050 Olicusses concerns re "Determination of Radionuclide 
Soluhllity In Oroundufater for Assessment of High Level 
Radiyastc Isolation " Marlred-up draft repts end 
liELtlERS.A 0 Oat Ridge National Laboratory FIN Q-02e7 1409 

04/06/15 DRODKO. D J Osotechnical Branch (Post 631001) 6Spp 

26290 246 


9408260031 Summarlies eomrients fc recommandatlons* per review of revised 
repti "Denchmark Problems for Repository Siting Modetsr" 
(NU6E0/CR-3097) Arfdl paragraphs on ground rules using 
benchmark problems needed 

BROOKS* P P Repository Projects Qranch <Po«t 831001) FIN D-6985 
04/06/06 V60T.D K CorSTAR Research, Inc 13pp 26293 136 


0400200121 "Comnents on DoubJ e-Porusl ty Models for Fissured Groundwater 
Reservoir u/Fracture Skin " 

MILLIAhfSrR E Idaho* Dn 1 v of* Moscou* ID FIN 6-7377 1431 

94/08/27 Division of Waste Management Spp 26294 116 


840B290295 Activities of Contract NRC-O2-B4-0BI* Mon thly Progress Ltr 
Rept 4* advising that no task order commitments assigned for 
or in state of assignment 

HURPHViV J Weston Geophysical Corp FIN D-1003 WGC-R531 
04/00/14 RlCEiIl J OeotBchnlcaJ Branch <Poat 931001) Ip 
26307 009 


8408290337 "Kaint 6 Validation of Computer Programsi" monthly rept for 
Jul 1984 

CRANWELL*R M Bandia Laberatories FIN A-1166 84/07/31 

CODELL. R GaatechnHil Branch (Post 031001 J, 3pp 26329 003 


0400300170 "Maint h Violation of Computer Programsi •' revised monthly 
rept far Feb 1904 

ORTIZ^N R 9andU Laboratories FIN A~1166 1073 04/02/29 

CODELL* R GeotBchnlcal Branch (Post B31001 ) 10pp 26330 342 


0409310263 Forwards 0 Jacobs trip rept af 040022 visit to QNWJ 
WHATLEy»8 K Oak Ridge National Laboratory FIN 0-0287, i445 

04/08/23 DR0DK8. D J QeatechnUaJ Branch (Post 831001) 75pp 
26331.259 


XPORTHC EkPORT AND Itlt^ORT LICENSES 


B40516D213 Ltr or assurance re eiport of 302 kg V-235, con tal nrd in 
10.066 kg U, to Japan 

SHIRAKAWA^T Japan* Go\ t of 84/04/20 RAYMOND. J F Energy. 
Dept of Ip 24467 247 


8403160242 License for Natl Nuclear Corp to export 2 58 mg C f -253* 
contained in one neutron source, to United Kingdom 

ZIMMERMAN* J V Assistant Director for Export/ Import t* International 
Safeguards BNFL-C-720 84/04/30 ip 24491 004 


B40B010J36 Amend 3 to Ues<‘i iighouse export 1 1 c en s e* e x t end i ng expiration 
date from 050101 to 901231 for export of licensed matls to 
Spa lfi 

ZIMMERMAN, J V Assistant Director for Export/ Import L International 
Safeguards MMH-496 84/05/22 Ip 25673 311 


84O0D1O13B Executive Qranch position re 00£ application to export 
2 kg Pu 6 12 kg depleted U to Japan License should be 
granted Assurance ltr one I 

DEVINE* J B State, Dept of 64/05/18 SHEA* J R Office dP 
International Programs* Director 2pp 25873 309 


0408010142 App I Icatlon for license to export ZircalQy-4 double thlmbl* 
tubes to Japan 

ASTLEY, E R Sandvtk Special Metals Corp SBH-4113S 64/05/17 Ip 

25973 306 


8408060064 Forwards application to amend export 1 icense* add 1 ng 
Blayals 3 as addl ultimate consignee Ltr of assurance 
required 

ZIMMERMAN* J V Assistant Director for Export/ Import & Internationa] 
Safeguards 84/07/30 THDRNE* C E Energy* Dept of Ip 
23937 078 


0400060350 License for G£ to export 3 065 kg U-235* conta ined in 65 kg 
l/i to Spain 

MOORE* R N Assistant Director for Export/Import L International 
Safeguards DOW-B3-006 84/07/27 2pp 25937 350 


8406060351 License for Westlnghouse to export 10 g U-235* contained in 
220 g U* to Spain 

M00RE*R N Assistant Director for Export/Impor t t International 
Safeguards riMH-36i 84/07/27 2pp 25937 340 


0408060333 Llcerfse far GE to export U densitometer to Spain 

M0-QRE*R N Assistant Director for Export/Import & International 
Safeguards BOM-a4-114 84/07/27 ip 25937 343 


8406060359 License for Elgar Inti Corp to export ono lot irtverters* 
converters, frequency changers S' generators* having 
multiphase electrical pouer output uilthin range of 600 to 
2*000 Hi* to France 

MOORE'R N Assistant Director for Export/Import U Internat ionat 
Safeguards Z-206A 64/07/27 Ip 25937 344 


6408060402 Application for license to export 15*327 kg U* as UF6, to 
Japan 

0KADA*S Mitsui U Co (USA)* Inc (subs of Mitsui 8* Co * Ltd ) 
M0K“F5-n7(A) 84/07/24 ip 25950 362 


6408060406 Application for license to export 11.139 kg U, as UF6i to 
Japan 

DKADA/S Mitsui !f Co (U6A)* Inc (subs of Mitsui h Go i Ltd ) 
MDK-F5-R7 CB) 84/07/19 Ip 23950 361 


8408060432 Application for license to export 769 mg U- 236 * enriched to 
93X U-235. to Italy 

HEIMAN*D Reactor Experiments* Inc lTAL-42695 84/07/10 Ip 

25937 333 


6408060435 Requests Executive Branch position re Mitsui Co <U8A)iln-( 
application for license to export 351 kg U-235, as UF6r to 
Japan 

ZIMMERMANiJ V Assistant Director fop Export/Import i International 
Bafeguards 84/07/27 THORNE. C E Energy* Dept, of Ip 
25937 320 


— 6408060438 Application for license to export 331 kg U-235* as UF6> to 
Japan 

OKADA* 6 Mitsui I* Co (USA)* Inc (subs of Mitsui & Co r Ltd,) 
MBK-F3-R7 (□) 84/07/19 Ip 25937 321 


6406070049 License for GE to export 1,000 kg natural U* as U02 pouder* 
to Spain 

MODREiR N Assistant Director for Export/Impart 6 international 
Safeguards 84/07/27 2pp 25955 336 



NOWDOCKETED fTEMS 


04OG:)7O171 Applicjlion #or license to export tiodel 848TCM-3'-4'l-2 
oscillator f i nver tersj conve r ters frequently changers, 
t n ft atic 3 

LANE- M E California [n-s tru.^ent s 2B32-ti B4/06/19 3pp 

25957 1 14 


8408070175 Requests Execij*^ive ^rau-ch postion re 810210 tt 090& 
applications for license to export reloads of I oiu enriched 
U 

Z IWEFlilAtJj 0 V Assistant Director for Ex p or t / Import t- International 
Safeguards 84/07/31 THORNE- C E Energy, Dept of Ip 
33957 113 


B40B0701G1 Amend I to t'esti nghouse export 1 i censej add mg Meetinghouse 
Nuclear Japan as addl intermediate consignee 

ZlhHERMAN/J V Assistant Director for Eipor t / Import L International 
Safeguards 04/07/30 Ip 3S957 112 


0400070202 Amend I to Mitsui Air Intl> Inc export license. increasing 
value of equipneht 

ZIMMERMAN. J V Assistant Director for Expor t / Impor t t International 
Safeguards 04/07/31 Ip 25957 099 


0400070306 Amend 2 to Mitsui Air Inti, Inc export license, increasing 
value of equipnent, add 1 ng Hamaoka 3 p aiuer reactor as addl 
facilitiy 4 adding El ectro 1 1 z i ng> Inc as new supplier 

ZIMMERMAN. J V Assistant Director for Export/Import L In t erna 1 1 ona 1 
Safeguards 04/07/31 Ip 25957 098 


8408070209 Amend 3 to Mitsui Air Inti. Inc export 1 1 c ense. ad d ing 
Fulushima 4 t 2 facilities 

ZIMMERMAN. J V Assistant Diiector for Estport/ Import t. International 
Safeguards 84/07/31 Ip 2595/ 097 


0400070214 Amend 3 to Mitsui Air Inti, Inc export I ic ens e , add Ing 
FukusMma 4 t. 2 facilities 

ZIMMERMAN, J V Assistant Director for Ej p or t / Import Z< International) 
Safeguards 04/07/31 Ip 25957 096 


B40B070506 License for Carpenter Technology Corp to export 210 
Zirca log-BHR fuel channels to Iteily 

ZIliMERMAN.J V Assistant Director for Export / Import & International 
Safeguards SPD 5732 Q4/07/31 ip 25956 236 


Q40B070S10 License for Elgar Inti Corp to export i nverter s* c onver ter a, 
frequency changers f generators, to Sweden 

ZIMMERMAN, J V Assistant Director for Export / Import Inter national 
Safeguards 10366 SWEDEN B4/07/3L Ip 259S6 225 


0400070512 License for Elgar Inti Carp to export invert crs» c onverter s, 
frequency changers f generators, to The Netherlands- 

ZIMMERMAN.J V Assistant Director for Export/ Import Z International 
Safeguards 84^07/31 tp 25956 2S4 


0400080013 Inforns that Australian govt not prepared to give prior 
consent to export of all Australian origin nuclear matl 
specified in License XSNi}'-0740 & XSNri~l473 Oovt exercising 
prior consent over retransfer on casc-by-casc basis 
CEJA, S N Energy. Dept of 84/07/26 Z IflMERMAM. J V Assistant 
Director for Export/Impor t * International Safeguards 2pp 
25981 033 


0408000100 License foi 8lgna Chemical Corp to export 5 O kg 
deuterium oxide to Spam 

ZIMMERMAN, J V Assistant Director for Export/ 1 mpurt 6 International 
Safeguards D-ilS 84/08/01 Ip 23979 100 


8408030110 License for Wastinghouse to export 660 zirconium tubes, 
2,600 lirconiun plugs. 1.400 stainless steel springs, 100 
thimble screws S' 14 Inconel, gr ids to Spain 

ZIMMERMAN, J V Assistant Director for Export/ Import l< International 
Safeguards MHH'~523 94/03/01 Ip 25979 119 


B40B150112 Lirense for Trans nu c lean, Inc to export 12,330 kg U''233 to 
Nest Germany 

ZlhMERHnN J V Assistant Director for Ex port/ Impar t International 
Safeguards NO/-451 84/08/08 2pp 26104 280 


0400150128 Ltr of assurance re export of 308 kg 0-235. co-nta i tied in 
7.206 kg U. to Japan 

BHIRAP Al-'A, T Japan- Go^ t of 84/07/27 THORNE, C E Energy, Dept 
Df Ip 26104 255 


8400150131 Advi-ses that govt or Australia will req^ulre fabricator 
(UMAEAl to- dilute -high enriched 0 to at least DOH 

savage, E N Australia, Oovt of 208/14/8 04/07/31 WRIOHT, D 

Office of [ nternat i ona 1 Programs, Director Ip 26104 254 


8400150135 Application to amend export 1 i cens e. ex t ending expiration 
date to B71001 

ORVAN. D C Texas Nuclear Div isuba of Ramsay Engineering Co > 

84/07/27 U'RlOriT, D Assistant Director for Exp ort/ Imp ort & 

In ternati ona 1 Safeguards Ip 26104 250 


0400150163 License for Wostinghouse to export 70 pieces of IncanBl-600 
steam generator tubing to United i^ingdom 

ZlhMERlIAN, J V Assistant Director for Expo r t/ Imp or t ti International 
Safeguards MMH-5a9 84/00/06 ip 26104 001 


8400150166 Amend 3 to import license for Ed 1 ow Inti Co for British 
Nuclear Rue 1 s- Ltd, e x tend i ng expiration date until 870101 It 
increasing quantity to 230 kg U 

ZIMMERMAN, J V Assistant Director for Expor t/lmport S. International 
Safeguards 04 / 00/08 2pp 26103 36i 


0400150169 License for Erxon Nuclear Co, Inc to export li035 Vg U-235i 
contained in 30,451 kg U, to Nest Germany 

Z IKMERHAN, J V Assistant Director for Eicpor t/Impart & International 
Safeguards B4/OS/OB 2pp 26103 359 


0408150179 Ltr of assurance re erpurt op 749 kg U-235, contained In 
24,229 kg U, to Japan 

BHiRAFAWAiT Japan* Oovt of 04/07/27 TKQRNE, C E Energy, Dept 
□f Ip 26102 362 


G4061501B2 Informs that License XSNM-SISO may be issued No matl 
changed circumstances since issuance of License XSNM-1975 
MDQREiR N Assistant Director for Export/Import Z International 
Safeguards 04/08/00 Assistant Director for Export/ Import & 

Int erna tl ona 1 Safeguards Ip 26102 361 


8408150237 Application for Itcense to import max of 27,030 kg U as 
UF6i from France 

HERSCH.MM Nestlnghause Electric Corp MMH-536 84/08/07 

HOOREfR N Assistant Director for Expor t/Impart Z International 
Safeguards 2pp 26t02 357 


8408150346 Requests Executive Branch position re Her nisch f eger Corp 
application for license to export tuio electric overhead 
traveling cranes to China for use in Qinshan Nuclear Power 
Reactox 

ZIMMERMAN, J V Assistant Director for Export/ Impor t 8, Internaticinal 
Safeguards 04/00/08 STOIBER. C R State, Dept of. Dureau of 
Oceans t Inti Environ b. Scientific Affairs Ip 2609? 358 


— 0408150250 Application for license to export two electric overhead 
traveling cranes to China for use in Qinshan Nuclear Powar 
Reactor 

CHERQNF9, W J Harn 1 » c h f eg er Corp CMEC-a4 B4/07/25 Ip 
26099 339 


0408 1 50270 L Ic ense for Exxon Nuclear Co. Inc to export 1,300 kg U-235i 
contained In 44, 530 kg U. to ifest Germany 

ZIMMERMAN, J V Assistant Director for Ex p or t / 1 mpor t & Internationa! 
Safeguards 04/OS/O0 2pp 26099 353 


8408030219 Application for license to export sparo parts . con s i s ting 
of P/N NV23~1 6 P/N NV23-2 check valves, to Canada 
SMITH, N Bpunsuick Co N42i50 84/07/26 Ip 25978 325 


6400000532 Application to amend import 1 1 cense, ad d ing addl Isotope of 
Pu Renewal of license also requested 

BAGQY, L A Amersham Corp 84/07/26 MOORE. N Office of 
International Programs, Director 2pp 25975 350 


0408030534 License for General Motor s, Sag maw Steering Gear Div, to 
export spare parts for loading &r unloading Fuel elements to 
Canada 

ZIMMERMAN, J V Assistant Director for Export/Import 8t Internationa 
Safeguards B4146 84/08/02 Ip 25975 357 


B40B150359 Application for license to export 10 Ci spherical microshell 
glass or plastic p el lets, conta ining elementary deuterium b 
tritium, to France 

UIIDHAN, J C KMS Fusion. Inc iSubs of KMS Industries. Inc ) 
EMSF-06a4-EP 04/00/06 3pp 26099 360 


— 6409150361 Foruariis application for License to export lO Cl spherical 
microshell glass or plastic pel le ts» conta in 1 ng elementary 
daifterium b tritiu.^., to France 

NIDMAN.J C KMS Fusipn, Inc C&ubs of KMS Industries, Inc ) 
RB0-356-JCH B4/O0/O6 Assistant Director for Exp ort/ 1 mp ort It 

International Safeguards Ip 26099 363 


8400150402 Informs that License XSNN-2153 may be issued No ipatL 
Changed c irc umstances since issuance of License XSNM-1975 
MOGRE, R N Assistant Director for Export/Import & International 
Safeguards 04/00/08 Assistant Director for Export/Import & 

International Safeguards Ip 26105 26? 
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6408130645 Application tor license to «*«pDrt tuio electric: overhead 
traveling cranes to Ch»na 

CHERDNES^W J Ham i sch f e g or Corp CMEC-a4 e4/'0a/03 Ip 
26102 33Q 


B408130703 Informs that License XSNn-2154 nia</ bo issued No mail changed 
t ire unstances since issuance of License VSNM-I*?73 

HOGRE. n N Assistant Director for Eicp ort/ I mpor t t. International 
Safeguards B4/03/0R Assistant Director for Espor t / Impor t *< 
International Safeguards Ip 26102 333 


8403150705 Informs that Anend 1 to License <SrJh-2l24 mag be issued No 
matl changed c ircuns^-ances since issuance of License 
XSNM-2126 

MQOFEi R N Assistant Director for E>port/lnpor t U In terna t ional 
Safeguards 64/06/08 Assistant Director for Eipor t /I^por t & 

International Safeguards Ip 26102 334 


B4OB1SO7O0 Amend 1 to Qraunkohle Transport USA export license, 
authorliing increase fron 15 kg U~23S. c onta ined in 307 kg U» 
to 77 kg U-235, contained In 1,533 kg U 

ZIMHERMAN, J V Assistant Director for Eipor t/ Impart * International 
Safeguards KEX-EX-4 04/06/03 Ip 26102 353 


3403150713 Amend 2 to Delegation of Commission of European Communities 
export 1 1 cens ej a dd ing listed countries to license 

ZlhMERMAN. J V Assistant- Director for E* por t/Imp orfc t International 
Safeguards AO/1376 84/00/08 Ip 26102 352 


8408150717 License far Exxon Nuclear Co, Inc to export 1» 130 kg U-235, 
contained in 32,273 kg u, to Deigium 

ZIMMERMAN. J U Assistant Director for Ex por t/lmport it Interna tlonal 
Safeguards 64/00/08 2pp 26102 350 


3403150719 Application for license to export 47,106 kg U, containing 
1, 743 kg U-233, to Franca 

HERSCH, M M Wes^tnghouae Electric Corp MMH-532 64/08/02 tp 

26102 349 


8408150722 Application for license to export packing to South Korea 
BUTLER, D L Dorg-Wamer Corp P60431N 04/00/07 ip 26102 348 


B408150724 Application for license to export mechanl c al, h ol 1 ou core, 
hellf urapped cable h slip ring assembli; to Tatuan 
HINKLE, K A Teleflex, Inc 019110 04/07/02 Ip 26102 347 


3408150726 Application far license to export 500 liters deuterium to 
Japan 

* liatheson Oas Products NSK 73104 04/07/31 Ip 26102 346 


B4D81SD73D Application for license to export tuo fission chambers to 
France 

HERSCH. M M Nestinghouse Electric Corp MMH 533 84/00/03 Ip 

26102 34S 


f06S70220 Application to amend export ] icense, e x tend ing period 
of performance for 2 addl i|rs 

MORQENSTERN, A Sigma Chemical Co 64/08/06 HEM2V, E Assistant 
Director for Eipor t/ Import Ic International Safeguards Ip 
26134 316 


a40Bl70405 License for Mitsui U Co to -export 749 kg U'‘2334 contained 
in 24,229 kg U, to Japan 

ZINMERMANiJ V Assistant Director for Exp ort/ Impor t U Internationa) 
Safeguards 64/06/13 2pp 26134 300 


B4061704D6 Foruards application to export enriched UF6 to Japan 
SHIBATA, y Mitsubishi Internationa] Corp isubs of Mitsubishi 
Corp ) H5A-54B4-02 84/06/03 Assistant Director for 

Export/Impor t h Internat i ona 1 Safeguards 2pp 26134 297 


— 8400170408 Application for 1 icenso to export 565 kg U'’235, contained 
in 16, 467 kg Ui- to Japan 

SHIBATA, Y Mitsubishi Internal iona 1 Corp (subs of Mitsubishi 
Corp > HSA-54B4-02 a4/'OB/03 Ip 26134 299 


6400170411 License for Mitsui 6 Co, Inc to export 200 kg U-235, c on fra Ined 
in 7, 206 kg U. to Japan 

ZIMMERMAN, J V Assistant Director for Expor t/Jmpori -It Int erna t iottal 
Safeguards k'tDK~T2'R7 84/00/13 2pp 26134 295 


8408170423 License for Edis Corp to export digital analog progranunor 
having multi-^phase electrical pouer output within range of 
600 to 2,000 Hertz, to Itaig 

Z IMMERMAhc, J V Assistant Director for Ex por t/lmparfc << International 
Safeguards B 0 51667 84/08/09 ip 26134 294 


8408170431 InffOr,ns that License XSNM-2127 may be issued No matl 
changed c n c uns*^anc es since issuance of License /SNM-2131 
MOORE, R N Assistant Director for Export/ Impor t f International 
Safeguards 04/00^13 Assistant Director foi Expor t / I mp or t ti 

Inter ost ] ona 1 Safeguards Ip 261 34 293 


6400170425 Infor.ns that License XSNM-2137 mag be issued No matl 
changed c n Constances since issuance of License XsrJM-2l3l 
MOORE. R N Assistant Director for Cx p ort/ Imp or t ?< International 
Safeguards 04/03/13 Assistant Director for Ex por t / Im p or t fc 

International Safeguards Ip 26134 292 


8408200150 License for Nuclear Valve Div of Dorg-Uarner Corp to export 
miscellaneous spare par*-s tor use in valves, to South Korea 
ZIMMERMAN. J V Assistant Director for Export/ Impor t $. International 
Safeguards P60431 N 04/09/09 Ip 26142 329 


6406200160 License for Reactor Exper iments, I nc to export 709 mg U-235, 
contained in 840 mg U, to Italy 

ZIhMERMAN,J V Assistan^^ Director for Ex p ort/ Impor t & International 
Safeguards ITAL-42695 84/00/09 2pp 26142 361 


8408200199 Discusses 840037 application for license to export spare 
vals'e parts to South Korea License issued ui/o normal 15-day 
waiting period 

ZIMMERMAN. J V Assistan*" Director for Ex port/ Import 5^ International 
Safeguards 84/00/09 Assistant Director for Export/lmport & 

International Safeguards tp 26142 292 


6406200314 Forwards end use statement re export of remote control 
measuring device to Taiuan 

HINKLE, M Teleflex, Inc 04/08/06 HEMOY. E NRC - No Detailed 
Affiliation Given 2pp 26141 240 


8406300450 License fur California Instruments to export one Model 
S40rCM-3-4-l -2 oscillator i Instruction manual to France 
ZIMMERMAN. J V Assisfrani Director for Expor t/ Impor t 1 International 
Safeguards 28326 84/08/14 Ip 26144 327 


6406300457 Application for license to export S03T ac power source it 
05OT-3 plug-in oscillator to France 

LANE, M California Instruments 28439 84/00/09 Ip 26143 361 


8408200435 Reguests Executive Branch position re Uesiinghouse 
application for license to export 47,100 kg enriched U to 
Franc e 

ZIMMERMANiJ V Assistant Director for Ex por t/ Impor t %i International 
Safeguards 84/08/14 6T0IDER, C R State. Oopfc of, Bureau of 
Oceans f Inti Environ f. Scientific Affairs Ip 26143 32? 


— 0408200493 Application for license to export 1,743 kg U-235, c on tai ned 
In 47,108 kg U. to France 

HEHSCH. M M Westinghouse Eleclriv Carp MMH-532 04/00/02 Ip 

26143 330 


8406200537 Application for license to export power source. osc i Ilator U 
frequency changers to United Kingdom 

LANE. M California Instruments 28315 04/00/08 2pp 26143 289 


8408200541 Application for license to export Model 8501-3-2467 plug**ln 
oscillator b CCL4S69B frequency changer to Austria 

LANE, M California Instruments 20380 84/00/08 2pp 26143 283 


0408200563 Forwards application to export zirconium tubing to 
Canada 

□ AUMOARD. R W Cabot Corp 1127V 64/08/09 HEMOY, E Assistant 

Director for Ex pot i/Impor t A Inter nat i ona 1 Safeguards Ip 
26143 275 


' — 8403200366 Application for license to export zircanium tubing to 
Canada 

DAUMOARD, R U Cabot Corp 04494-00 84/08/09 Ip 26143 276 


6408200596 Forwards application for export license for minor nuclear 
export Ltr of assurance required U/o end 

Z IMMERMAN'. J V Assistant Director for Export/ Impor t 6 International 
Safeguards 94/00/14 THORNE, C E Energy. Dept of Ip 
2614J 269 


64OB2I0064 Inforiiis that polishing compound matls will be shipped to 
Iran, per recent telcon 

PICrOCCHI,J H Gerard Kluyskens Co , Inc 84/06/06 MOORE. N NRC 
- No Detailed Affiliation Given tp 26195 146 


0406210164 Application for license to export 12 Type WX 33000 CO-SPN 
detectors to Uest Oerinany 

KeEfHtR,W Hesfrlnghouse Electric Corp ZE 10629 84/06/10 Ip 

26195 222 


NONDOCKETED ITEMS 


519 


840821016^/ application foi licence to export six Tijpe 33080 
CO-SPrJ detecturs ♦’o Uest Germany 

HEtTHER/K Uestinghouse Electric Corp ZE 10628 S'l/Oa/lO Ip 
36195 IS\ 


8408230430 Amend 1 to Srgna Chemical Co export 1 1 c ensoi eiten d ing 
Bjpjrotion date from 840901 to 860901 

ZlhMfcRhAr . J V Assistant Director for Exp or t/ Import t. International 
Safeguards D-96 84/08/16 Ip 26211 OBO 


8408220431 License far Uestinghcuse to oxport tu >0 WL-Q073 fission 
chambers to Trance 

ZIMHERMANiJ V Assistant Director for Export/Import i International 
Safeguards nhH 533 81/08/20 Ip 26211 002 


8408220422 License for California Instruments to export pouier source* 
oscillator f instiuction manuals to France 

ZIMMERMANiJ V Assistant Director for Export/ Import & International 
Safeguards 28046 04/08/17 Ip 26211 001 


8408220430 Requests Executive Branch vleu/s on KMS Fusion. Inc 
application to export deuterium & tritium to France 

Z IhMERHAri. J V Assistant Director for Export/Import I* Internationa! 
Safeguards B4/OB/17 ST0IQER*C R State. Dept of* Bureau of 
Oceans » Inti Environ 6 Scientific Affairs Ip 26209 346 


B40B230164 Application for amend to export 1 i cense* adding Qlayals 3 
reactor to end use of SMil in original application 
DUBOIS* D European Conruntties* Commission of 84/08/13 
THORNE* C E Energy. Dept of Ip 26230 254 


B40B230468 Application for amend to export 1 icense* requesting increase 
In max enrichnent from 3 3V, to 4 0*/. 4- providing intermediate 
consignee 

WILSON* D 0 Oenoral Electric Co DDW-123-84 04/08/14 

WRIGHT* B L Office of International Programs. Director Ip 
26230 250 


8408230469 Application for license to export 12L 6 kg U to France 
81 2 kg U to West Germany 

MCDONOUGH* « D Energy, Dept of 84-63 84/08/06 7pp 

26230 243 


B40B230173 Application For license to export pouer sy s* osc i 1 la tor t. 
other electrical equip.nent to Qraiil 

LANE.H California Instruments 27733 84/03/01 2pp 26230 217 


8408230485 Application for license to export inverters* converters* 
generator, pQtuer source 6 oscillators to Bra i i 1 

LANE* M California Instruments 28131 04/03/29 2pp 26230 214 


04O823O1Q8 Application for license to export lirconlum fuel tubes t 
end plugs & stainless staol springs to Belgium 

HERSCH* M M WestinghOuse Electric Corp MMH-539 04/08/13 Ip 

26230 213 


8408230493 Application for license to export Invertors* converters, 
frequency changers, genera tor s & oscillator to Suiltierland 
LANE/M California Instruments 27967 04/01/19 ip 26230 212 


B40B230498 Application for license to import 38*377 kg U as UF6* 
containing 1.344 kg U-235. from Belgium 

HERSCH. M M Westinghouse Electric Corp MMH-540 04/08/13 

MDORbi R N Assistant Director for Exp ort/Import S. International 
Safeguards 2pp 26230 210 


8408230500 Application for license to export inverters, converters* 
frequency changers* genera tors* pouer source ft oscillator to 
Franco 

LANE*|1 California Instruments 28046 04/03/01 ip 26230 20? 


840B23050S Application for license to export B30T-4-2-4-1973 oscillator 
to United Kingdom 

LANE* M California Instrument* 28342 04/08/13 2pp 26230 207 


B408230510 Application for license to export 38*377 kg U* conbainiing 
1*344 kg U-235* to Belgium 

HERSCH* M M Westinghouse Electric Corp MMH-543 84/0B/I5 ip 

26230 206 


8408230513 Application for amend to export 1 1 cense* requesting increase 
In max enrichment from 3 95/. to 4 0/{ (< amending 840503 
r eques t 

WILSON* B D Oenoral Electric Co BDW'*122'*B4 84/08/14 

WRIGHT* B L Office of International Programs* Director Ip 
26230 205 


8408230516 Amend I to Arersham Corp import 1 i c e n se* a d d i ng 2 micrograms 
Pu-236 authoriied for import from United Kingdom & extending 
expiration date frorni 040901 to 870901 

ZIMMERMAN* J '' Assistant Director for Exp art/ Import 6 International 
Safeguards 84/08/17 ip 26230 204 


B40S230519 License for Brunsuiclr Corp to export one NV 23-1 U one 
NV 23-2 chad valve to Canada 

ZIHMhRMAN*J V Assistant Director for Ex p orft/ I mport i International 
Safeguards NA3150 81/08/16 ip 26230 203 


0408230525 License for Transnuc lear* Inc to export 4 879 kg U-235i 
contained in 10 747 kg U* to Siuitlerland 

ZIMMERMAN* J V Assistant Director for Export/ Impor t t, International 
Safeguards NUK-44 I 84/00/15 2pp 26230 201 


84O023OS3O License for Hathesan Gas Products* Inc to export 90 g 
deu tei 1 urn* to Japan 

ZIMMERMAN.J V Assistant Director for Exp ort/ Impor t t International 
Safeguards N3K-731B4 84/00/17 Ip 26230 200 


840B230535 Amend 2 to Ramsey Engineering Co export I i ce ns er e x tend ing 
expiration date from 84X001 to 871001 

ZIMMERMAN* J V Assistant Director for Export/Import International 
Safeguards 04/00/17 ip 26230 199 


B408230560 Issue* license to export frequency changers to France w/o 
customary 19-day uaiting period 

ZIMMERMAN* J V Assistant Director for Export/Import ft International 
Safeguards 84/00/17 Assistant Director for Export/Import 6 

International Safeguards Ip 26230 265 


640B230562 Forjartfs application for export license to ship 623*939 
kg U*containing 22*141 hg U-235* to Eueden 

HAMNETT* B A Transn uc 1 ea r , Inc TNH-433 04/08/16 MOORE. N 

Office of International Programs* Director Ip 26230 262 


--8400230563 Application for license to export 623.939 tg U. containing 
22* 141 Kg U-233* to Sueden 

HANNETt.Q A Tran snuc I ear . Inc TNH-433 04/09/16 2pp 

26230 263 


8408310001 Requests Itr of assurance be obtained re ODE application for 
license to export low enriched U fuel to Federal Republic of 
Germany 

ZIMMERMAN* J V Assistant Director for Expor t/Impor t t International 
Safeguards 84/08/21 THORNE* C E Energy* Dept of Ip 
26390 206 


--0408310005 Application for license to export 203 kg U mefcal to Federal 
Republic of Germany 

MCDONOUGH, M D Energy* Dept of B4-63 04/00/06 7pp 

26350 207 


B408310006 Requests Itr of assurance be obtained re Westinghouse 
application for license to export 1,344 kg U-23S* c ontai nad 
in 30*37/ kg UF-6< to Belgium 

ZIMMERMAN* J V Assistant Director for Export/Import t I nt ernat lonal 
Safeguards 04/08/20 THORNE, C E Energy* Dept of 2pp 
263S0 200 


G4O031OO19 Forwards Dupont MEN Products application for export license 
for minor nuclear export Ltr of assurance required 

ZIHMERMAN, J V Assistant Director for Export/Import International 
Safeguards 81/08/24 STOIDER.C R Energy, Dept of Ip 
26330 190 


— 8408310023 Application for license to export tritium gas net 092 in 
breakseal tubes to Chile 

DUMAS* D El du Font de Nemours !.( Co * Inc 84 / 08/08 Ip 
26350 191 


0408310178 License for Thorn EMI Oencom* Inc to import 30 mg Pu“23a from 
United Kingdom 

ZIMMERMAN, J V Assistant Director for Export/Import t International 
Safeguards 84/00/24 Ip 26331 339 


8408310100 Application for license to export i nver ter s* c onve rters* 
frequency changers ( generators to 5u>l t lerland 
HALUB.P Elgar Corp 17176 a4/-08/2l Ip 26332 04 1 


8108310303 Application for license to export K-3 gas in breakseal tube 
to Australia 

DUHASiD E I dv Port de Nemours I Co , Inc B4/OB/OB Ip 
26350 300 


I 


I 

I 
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840031033? App I j ca*’ 101 ' to a.-neod^ e»pcitt 1 i cens e . e j tend ing expiration 
date until G'?093l ^ increasing amo-unt to 100 hg 

SROvl^l^ L K Ed low Interna 1 1 □ tia 1 Co B4/08'2l 4^RIGHT. G Assistant 
Director #jr Eipor I<'np o r t t Intc r n^t i onal Safeguards Ip 
26350 301 


S40Q310310 Application for license to export 4? tubes^eiade from 
Zircania. to Canada 

AERNI.O L TeUdgne Geatec^ 1107 <AFH1 84/08/15 Ip 
26350 306 


04OB31O317 Reques*^s Eiecu*-ivB Granch position re Transnuc 1 ear. Inc 
application for license to eiport 22. I4t 170 kg U- 235. in 
form of UF6 to Sueden 

Z IMMERMArJ. J y Assistant Director for E*p ort/ Import t International 
Safeguards 04/08/21 THDR^JE, C E Energg. Dept of Ip 
S6350 302 


— B409310321 Application for license to export 22.141 170 kg U-233. 
in form of C;F6. to Sweden 

HAHNETT.B A Transnuclear, Inc TWH-453 84/08/16 2pp 

86330 303 


— 8409310325 Foruards application to export 22.141 £70 kg U-S35 to 
Suodcn 

HANNETl.fl A Transnuc I ear . Inc TfJH-453 84/08/16 MDORE. N 
Assistant Director for Exp ort/ I mpor t fc In terna btona 1 Safeguards 
Ip 26330 305 


8408310330 License for f e I ef 1 e . . I nc to export 1 c ab 1 e , mec han i ca 1 . h tx I I 
care heli» urapped F.N 23695-164-? 6 3 slip ring assemblies 
P/N i-o Tai!i.-n 

Z lMJ1ErtM»inr J 'v Assistant Director for E* por t/ Impor t ! I n t erna t i oiig j 
Safeguards 019110 84/08/21 Ip 26350 312 


04OB31O337 Application for license to export Pu-239 in Model CS-1 alpha 
chock source Pu-239 t Model S94-4 alpha calibr std set. to 
Republic 0 1 - Korea 

ESHn-lOHAiO Ebcrline Instrument Corp SO NO 809004 84/08/14 tp 

26350 111 


0408310341 License for DOE to export 2 kg Pu 12 kg depleted U to 
Japan 

ZIMMERMAN. J V Assistant Director for E* por t/Impor t ^ International 
Safeguards 83-7.1 84/08/21 2pp 26350 309 


040831014* Application far license to export 24 Ci tritium gas. in glass 
break seal ampoule. to Japan 

DUMAS. D E I du Pont de Nemours • Co . Inc 94/00/08 Ip 
26350 131 
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Q 

DANOARTiR L 

84081000^0 

50-445 

A 

DANOARTi R L 

8408140383 

50-445 

A 

OANQARTid L 

84001300^1 

50-443 

a 

BANOART.R L 

B408130414 

50-445 

Q 

BAMOARTiR L 

8408130649 

30-445 

Q 

BANOARTiR L 

840816003^6 

50-445 

0 

DANOART. R L 

8400160201 

50-445 

Q 

DANOARTrR L 

8408160403 

50-443 

0 

DANOART. R L 

8408210148 

50-443 

F 

DANOART. R L 

8408230147 

50-443 

Q 

BANKB^H H. 

84081401314 

50-400 

T 

BARANDUSKV. P M 

BARAN0W3KY.P U 
BARBDURiJ Q 

B407170313 

84071703164 
84 082 8020 3 

NUREO 

MJREO 

50-413 

T 

BARHAM* C D- 

8408210037 

50-400 

J 

SAR1.P A 

8408220333 

90-352 

A 

BARKHURST.R P 

8408310361* 

50-382 

A 

BARLETTAiR E 
BARLQUi 0 

8408010131 

8408060183 

I^REO 

50-70 

0 

OARLONi Q 

84080601^14 

50-70 

0 

BARLOU* Q 

84080601^^74 

30-70 

0 

BARLaUi Q 

84080602064 

50-70 

0 

OARNESi I 

BARNES. I 

84080103724 

84080901304 

QA999 

50-313 

Q 

BARNES. I 

84082300134 

50-278 

Q 

BARNES. L 

8408080027 

50-445 

T 

BARR. 8 

8408230327 

50-269 

P 

BARRETT* L H 

8408070136 

WASTE MOT 

BARRETT* L H 

8408230036 

WASTE MOT 

BARRETT. L H 

8408230069 

WASTE MOT 

BARRETT. L H 

0408240378 

WASTE HOT 

BARTH* C A 

8408090170 

50-400 

0 

BARTH. C A 

840a(}90224 

50-400 

0 

BARTH* C A 

8408140064 

50-400 

T 

BARTH, C A 

8408200439 

50-400 

0 

BARTHOLOHEil. R 

84080702824 

50-309 

F 

oartlett, D 

84081401634 

50-329 

A 

QARZANO. N 0 
QARZANO.N J 
aARZANO. N J 
BASklN. K P 

8408070311 

8408130329 

84081300374 

8408090187 

40-2061 

40-2061 

40-2061 

50-361 

P 

aASKlN*^ P. 

84080901944 

50-361 

P 

BABKIN. K P 

8408130203 

30-206 

0 

BATEMAN. N H 

84002003664 

90-354 

0 

DATES. J 0 

84080300604 

90-329 

A 

bateg. j U 

BATES . J H 

OATES. J H 

BATSEI^. J 

84083704274 

84083004014 

84083102994 

04080601974 

70-143 

70-27 

70-1151 

50-70 

0 

BAUBLITZ.J E 

8400160289 

WASTE MOT 

BAUDLITZ.J E 

B4D8230232 

WASTE MOT 

BAUMr A 

84003002374 

30-2 &9 

P 

BAliHGARD. R U 
BAUMOARDiR N 
BAUNACK. U 

8406200963 

84062009664 

84081902714 

XPORTLIC 

KPORTLIC 

50-289 

0 

BAUNACK. » 

84062103814 

50-332 

0 

bauser* D □ 

8408080217 

50-400 

9 

BAUSERi D D 

8408080217 

50-400 

O 

BAUSER. 0 D, 

8406130300 

50-289 

0 

BAUSER. D B 

8408130300 

50-287 

0 

BAUSER* 0 B 

8408200468 

30-289 

0 

BAUBERrO D 

8400200468 

30-289 

0 

BAUSER. D B 

940B200S1 9 

30-2B9 

0 

BAUSER. D 0 

840620091 5 

50-269 

0 

BAUSER. 0 B 

8406270115 

50-269 

0 

BAUSERi D B 

8408270119 

90-267 

0 

BAUSERi D B 

8408310207 

50-269 

o 

DAUBERiB a 

8408310207 

50-289 

0 

BAUSER. M A 

BAUSER. M A 

□408070493 

8408140214 

PRM 

50-250 

0 

DAUBER. H A 

8408140214 

50-250 

0 

BAUSER* M A 

64081402204 

50-250 

0 

bauser* M A 

64081402204 

50-250 

o 

BAUSER. M A 

64081402364 

50-250 

0 

BAUSERi M A 

84081402364 

50-250 

0 

BAUSER* M A 

0 408 14 0236 

50-250 

Q 

DAUBER, M A 

6408140293* 

50-250 

Q 


PERSONAL AUTHOR INDEX 


author 

ACCESSION 

NUMBER 

subject 

CATEGOnv 

dauser.m a 

8409140253* 

30-250 

G 

□auser.m a 

0408140233* 

30-250 

G 

DAUSER.M A 

8409140271* 

50-250 

0 

DAUBER. H A 

8409140271* 

30-250 

O 

BAUSER. M A 

0408140277* 

50-250 

G 

BAUSER, M A 

0408140277* 

50-250 

Q 

BAUSER. M A 

0408140277* 

50-250 

G 

BAXTER.! A 

6408140014 

30-400 

T 

BAXTER.! A 

0408140014 

50-400 

T 

BAVLESB.R S 

0407100420 

50-263 

B 

DAYNARD, P Y 

0409240133 

50-302 

F 

DAVNARD. P Y 

640927021 1* 

50-302 

Q 

BAYNE, J P 

9408010319 

50-333 

P 

BAYNE. J P 

0408010321* 

50-333 

P 

BAYNE, J P 

6408070364 

50-333 

P 

BAYNE. J P 

6408070417 

30-333 

P 

DAYNE, J P 

6408070423* 

50-333 

P 

BAYNE. J P 

6408100087 

30-333 

F 

BAYNE, J P 

BAYNE, J P 

6408130309 

6408190147 

50-206 

71-240 

F 

DAYNE, J P 

6409130230 

30-206 

F 

BAYNE, J P 

6408170277 

S0-2B6 

P 

DAYNE, J P 

0408210436* 

30-333 

G 

DAYNE, J P 

0409210443 

30-206 

P 

DAYNE* J P 

940B2I0449* 

50-206 

P 

BAYNE, J P 

8409220224 

50-333 

P 

DAYNE* J P 

6408230164 

50-206 

F 

DAYNE, J P 

6409240145 

30-333 

P 

DAYNE, J P 

8408310093 

50-333 

P 

DEACH, A D 

6408170117* 

30-443 

0 

DEACH* A D 

04091701 17* 

50-443 

G 

DEACH* A B 

0409170117* 

50-443 

G 

DEACH* 0 L 

0400310163* 

50-293 

G 

DEACH. 0 

8408240374 

WASTE MGT 

0 EASLEY. D 

6409200230* 

30-326 

S 

DEATTV, 0 P 

0408030234 

30-261 

P 

DEATTY* 0 P 

8408140131* 

50-400 

T 

deaver. j 

8400300031 

30-320 

P 

DEAVER.J R 

8409140197 

50-320 

F 

DECKiO P 

8408030276 

50-151 

F 

DECKiO P 

8409300194 

50-151 

8 

DECKER* D H 

6405230241 

90-454 

0 

DECKER. D 0 

8405250241 

30-454 

G 

DECKHAH. D 

8408150431 

30-403 

0 

BECKHAM, J T 

8408100043 

30-366 

P 

BECKHAM. J 1 

0408130961 

50-321 

P 

BECKHAM. J T 

8403140106 

30-321 

P 

BEHREM8. P A 

8409300308* 

50-294 

R 

aELANOER.xf U 

0408100037* 

50-202 

Q 

BELCHER, R L 

0409220172 

30-166 

R 

BEL18LE.0. A 

B408270221* 

50-335 

Q 

BEHSLE.O A 

0408270492* 

50-413 

0 

BELKE.W 

□408190513* 

50-382 

Q 

BELL. J 

8408200023* 

50-289 

Q 

BELL.H J 

BELL.N 

0408160053 

B40B140417 

WASTE HOT 

NUREO 

BELLAMY, R 

040 B 030209 

30-333 

0 

dellamy.r r 

8400030236 

30-272 

Q 

BELTER* L W 

8400220331 

50-445 

O 

BELTER. L W 

8400220331 

30-445 

0 

BELTER. L H 

0408220336 

50-445 

0 

BELTER *L W 

0408270154 

50-445 

0 

BELTER, L W 

0406270154 

90-443 

0 

DEMIS. P 

0408270972* 

50-395 

Q 

DEMiSi P R 

0400140070* 

30-400 

T 

DEMIS. P R 

0408140061* 

50-400 

T 

DEMIS. P R. 

9408140066* 

30-400 

T 

DEMIS, P R. 
DENDER.M 

DENDER.M 

DENDER.M 
□EMOER.M 
BENEDICK* U. 0 
DENNETT. J 0 
DENNETT. J P 

0408270936* 

0408020213 

0408020213 

6408020244 

0408020244 

0408100199 

8408100153 

0408130402 

30-261 

ACR8 

ACRS 

ACRS 

ACRS 

I^REO 

NUREQ 

PR 

Q 

DENNETT.J W 

BERO* R E 

0408220122 

0406270026 

WASTE MOT 
40-0593 

DEROAN* Q W 

8406060100 

50-237 

8 

DEROAN* Q W 

8408200919 

30-249 

8 

DEROER.D 

BERQCR, J D 

840B310238 

0408020223* 

30-289 

70-8 

P 

DERKOUITZ.D M 

0406190686* 

50-327 

A 

DERLINOERiC H 
BERMAN* M 

BERMAN* M 

0406280109 

0406100132 

6406130006 

30-206 

NUREO 

NUREO 

0 


AUTHOR 

accession 

numder 

subject 

CATfcGOH 

1 


— 


^ - 

i,L«NAOEr, L 

0409060224.* 

50-207 

9 

DCRNADEI. L 

040906020 1 

50-309 

$ 

QERNADEI. t 

0409060201 

50-309 

G 

OERNABEI.L 

0408060224*' 

50-309 


DERNADEI* L 

8400070400 

30-209 


UERNABEI.L 

8409070106 

50-309 

■5 

DERNADEI* L 

8400140479 

S0-2D9 

■S 

BERNADEl. L 

8400140479 

50-309 


DERNADEI* 1 

8400220256 

50-309 

4 

DERNADEI. L 

840B2202S8 

30-309 

G 

DERNADEI* L 

S4O022O3fa3» 

30-309 


bernabei-l 

8400220263*- 

30-209 

Q 

DERNADEI* L 

Q4O02^’O366 

50-209 

4 

BERNADEl-L 

8400220366 

50-209 

G 

DERNADEI, L 

8400240251 

30-309 

Q 

DERNADEI. L 

8400240251 

50-209 

0 

DERNADEI, L 

8400310106 

30-302 

G 

DERNADEI. L 

Q40B3101O6 

50-302 


DERNADEI. L 

8409310106 

30-302 

Q 

DERNADEI. L 

0406070382 

50-309 


BERNADEl* L 

□408070332 

50-289 

G 

QERNHOFT* S 

□408060244 

SO-305 

9 

BERNHOFT* 8 

□40808091 0 

50-303- 

9 

DERNTHAL* F 

□408200436 

50-349 

J1 

BERNTHAL.F M 

□408290396 

coMMies icai 

DERRY* D L 

8408240320 

NUREO 


BERRY* J A 

□4080aO466» 

30-345 

0 

DERRY* R B 

8408320307 

50 -SO 9 

G 

BESS* J 

□40815051 5* 

30-302 

G 

DESS. J E 

□408290100* 

30-<)5B 

a 

QETHUNE. E 

840807021 5* 

30-416 

u 

BETTENHAUStN* L 

8408080461* 

30-320 

9 

BETTENHAUSFN, L 

□408060476* 

30-322 

>1 

BETTENHAUa&N. L 

□400080490* 

50-289 

9 

BETTENHAUSEN* L 

a40e0H053O« 

50-332 

9 

BETTENHAUSEN* L 

a40813O<l io» 

50-389 

9 

8ETTENHAU5EN, L 

840816011 0» 

SO-317 

9 

SETTENHAUSeN, L 

□400160432# 

50-2 4 5 

<1 

BEVAN.R D 

0406060425 

50-337 

P 

BEVAN.R D 

84001 5O300 

50-254 

P 

BEVILU.M 

9408010029 

7I-916S 


SEYEA, J 

□408310197# 

50-289 

P 

BE YEA, J 

□408310239# 

50-289 

P 

3IDD* K E 

8400270363# 

30-335 

4 

SICEHOUBE.H J 

Q40823D136# 

50-377 

© 

1 1 DINGER. 0 H 

□400290330 

50-450 

A 

11G08.C 

□408080237 

50-445 

1 

JinCH, M L 

□408270169# 

50-269 

P 

IIRD* W 

□400150608# 

50-339 

A 

ItSHOP.E 

9408210260* 

SO-331 

J 

1I8H0P.T W 

□400010270 

50-344 

9 

3I6H0P.T W 

□400030262 

30-3 4 4 

<1 

aiaHop.T W 

□408070324 

50-375 

9 

IISHOP* T H 

□408070931 

30-3 7 5 

P 

aiaHop* T w 

□408070332# 

50-275 

P* 

QiaHOPiT w 

□400000491 

50-2 7 5 

9 

BISHOP* T W 

B4O0O8O494 

50-344 

a 

QiaHOP* T w 

□408090016 

50-397 

9 

ai8H0P*T w 

□408090043 

50-36 S 

9 

BISHOP* T W 

□4O8S0O313 

50-375 

9 

aiBHap.T w 

840B2P0051 

50-528 

9 

aiSHQP.T w 

□400270325 

30-306 

P 

DISHOP.T W 

8408270349 

30-306 

0 

□ISHOPiT W 

□400290160 

30-397 

a 

aiSHOP.T M 

□400300094 

30-33S 

9 

□I8HDP.T W 

94003001 lO 

30-313 

9 

OtSHOP.T W 

□400300140 

30-37 5 

9 

DISHOP.T W 

□400300197 

30-333 

9 

□iGHOPiT W 

□400300240 

50-313 

9 

DISHOP.T W 

□400300373 

30-34 4 

Q 

DISHOP.T W 

□400300393 

50-52© 

9: 

DISHOP.T W 

□400300446 

50-397 

9 

DiasETT* P 

□400080166# 

50-367 

9 

DiaSETT* P 

8400090330* 

50-333 

9 

DITTNER* R 

84O0O'7O364« 

PROJ 


DLACK.K M 

8400060200# 

50-416 

S 

DLACKFDRD.M 

8400220167 

WASTE MGT 

DLAKE, E L 

8408020042 

50-309 

0 

DLAKE. E L 

8400020042 

30-389 

4^1 

DLAKE, E L 

□400130450 

30-S69 

G 

BLAKE* E L 

9400200557 

30-3Q9 

4 

DLAKE. E L 

8400200357 

50-309 


BLAKE, J J 

□40014009 1-* 

50-40© 

t 

DLAKE* J J 

□400240342# 

50-339 

9 

DLAKE, J J 

□400240366* 

50-321 



PERSONAL AUTHOR INDEX 


B23 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

category 

BLAKE, J J 

B408R705I40* 

30-430 

a 

BLAKE. J J 

0400270275* 

50-417 

Q 

BLAKE. J J 

04O027O3B0* 

30-338 

Q 

BLAKE. J J 

8408270469* 

30-390 

Q 

BLAKE. J J 

8400200046* 

50-261 

Q 

BLAKE. J J 

0408200091* 

50-400 

Q 

BLAKE. J J 

0408200393* 

30-413 

0 

BLAKE. J J 

8400290039* 

50-261 

Q 

BLAKE. R 

0400200203* 

30-412 

E 

BLANCHARD. B 

0400210213 

50-334 

D 

BLAND. J 3 

8408070462* 

PRM 


BLANHLEY. W E 

8400030175 

0A999 


BLATT. H 

0400200539 

30-247 

S 

DLATT. M 

0408220214 

50-247 

S 

BLEUEL. U H 

0400170321* 

50-434 

T 

BLIND. A A 

0400130307 

30-316 

S 

BLOCH. P D 

0400200255 

50-443 

G 

BLOCH. P B 

8400200391 

30-155 

G 

BLOUOH. A R 

8400150244* 

50-277 

0 

BLUBAUOH. R E 

8408240036 

40-3433 


BLUHMiR B 

8408200334* 

30-339 

F 

BLUMBERO. N 

8400000478* 

50-322 

0 

BLUMBERO. N 

0400160115* 

50-317 

0 

BLUHE. M 

0400020177* 

50-339 

G 

BLUMENTHAL. A 

8400280093 

PR 


BOAR OMAN. J R 

8408130375* 

50-313 

Q 

BQARDMAN. J fi 

8408220256* 

50-302 

0 

fiOARDMAN. J R 

8409270300* 

30-290 

a" 

BOCGIO. J L 

8400220333 

30 - 3:52 

A 

fiOODEN. 0 

0409270038 

40-0684 


BOODEN. 0 

8409270131 

40-1162 


BOGGS. R S 

8409060231* 

50-329 

P 

BOLANDER. N A 

8408160248 

50-269 

P 

BOLBTAD. J. N 

8408160146 

MJREQ 


BQKBEROER. C 

8407300136* 

30-213 

P 

BOMBERGER.C R 

9408290321* 

50-346 

P 

BONNIES, 0 

8408270576* 

CONTRACT 


BOOKER. J E 

8408010004 

50-430 

s 

BOOKER. J E 

8408010012 

50-430 

s 

BOOKER. J E 

9408010241 

30-439 

G 

BOOKER. J E 

8409020023 

30-438 

s 

BOOKER. J E 

9408060020 

50-4 50 

A 

BOOKER. J E 

0408060147 

30-439 

E 

BOOKER. J E 

8408070520 

30-439 

S 

BOOKER. J E 

0408070529 

50-438 

a 

BOOKER. J E 

8408080199 

50-458 

3 

BOOKER. J E 

8408080236 

50-438 

8 

BOOKER. J E 

840B0B0471 

50-439 

a 

BOOKER. J E 

8400100068 

50-459 

Q 

BOOKER. J E 

9408100109 

50-438 

Q 

BOOKER. J E 

9408140340 

50-439 

E 

BOOKER. J E 

8408140421 

50-430 

A 

BOOKER. J E 

0409140534 

50-430 

8 

BOOKER. J E 

8408150132 

50-430 

a 

booker. J E 

9408130162 

50-430 

B 

BOOKER. J E. 

8408130177 

50-430 

8 

BOOKER. J E. 

8408150308 

50-430 

B 

BOOKER. J E 

0408130383 

50-430 

6 

BOOKER. J E 

8408130691 

50-430 

0 

BOOKER. J E 

8408130704 

50-430 

a 

BOOKER, J E 

8408130707 

50-438 

a 

BOOKER. J E 

9408160194 

50-458 

a 

BOOKER. J E 

8408160242 

50-459 

S 

BOOKER. J E 

8408160386 

50-458 

A 

BOOKER, J E 

04OB21O49O 

50-458 

A 

BOOKER. J E 

9406220504 

50-438 

8 

BOOKER, J E 

0406220305 

50-439 

8 

BOOKER. J E 

0408220511 

50-438 

S 

BOOKER. J E 

8406230538 

50-430 

8 

BOOKER. J E 

8408240310 

50-438 

5 

BOOKER, J E 

8409240404 

50-430 

S 

BQOKERiJ E 

0400240426 

50-430 

C 

BOOKER. J E 

8408280409 

50-430 

8 

BOOKER. J E 

8408290414 

50-430 

8 

BOOKER. J E 

0409290416 

50-430 

S 

BOOKER. J E 

0409260420 

50-430 

8 

BOOKER. J E 

9406280446 

50-430 

8 

BOOKER. J £ 

9406200438 

50-430 

6 

BOOKER. J E 

940B300343 

50-430 

8 

BOOKER. J E 

9406300494 

50-430 

S 

BOOKER. J E 

0400300507 

50-458 

8 

BOOKER. J E 

8409310067 

30-459 

e 

BOOKER. J E. 

8400310172 

30-458 

E 

BOOB. A J, 

8400130609* 

50-329 

A 

BOOTH, D M 

8406240242# 

30-413 

I 


ACCESSION SUBJECT 
AUTHOR NUMBER CATEGORY 


BORDENICK. 6 M 

6406010234 

50-322 

G 

BORDENICK, D <1 

8406070393 

50-322 

G 

BORDENICK. B M 

8406090161 

50-322 

0 

BORDENICK. B M 

8408090210 

50-022 

G 

BORDENICK. B M 

0406 1 30090 

50-322 

0 

SORDINE. T C 

0408270127 

50-235 

5 

BORDINE. T C 

0408270180 

50-255 

S 

QORDINE. T C 

8408260003* 

90-235 

0 

BOREN. A 

0408000245 

30-449 

T 

□OSKEY. B 

0408080197 

30-34B 

« 

BOSKEY. B 

840B0BO197 

50-348 

H 

BQBKEY. B 

8406060202 

30-349 

H 

BD9KEY, B 

6406080202 

30-348 

M 

BOSKEY. B 

8408080241 

50-349 

M 

BOSKEY. 6 

6408060241 

30-340 

H 

BOSTED. C 

0408300193* 

50 -328 

Q 

BOULAY. n J 

0406210477 

State Prog 

BQURASSA.L 

8406310154 

PR 


BONERS. H 

6406610033* 

30-275 

P 

BOYD, D C 

a40BO<l0402* 

50-263 

0 

DOYD. D C 

8408030179* 

50-153 

Q 

BOYD. D C 

6406230236* 

30-409 

Q 

DOYD, D C 

6406230497* 

30-263 

Q 

BOYER. R E 

8408230229 

QA999 


BOYER. V S 

6406020073* 

50-352 

A 

BOYER. V 9 

6408070433* 

30-332 

0 

BOYER. V 8 

04OSO7O45O* 

30-332 

0 

BOYER. V 8 

8400210369 

30-277 

P 

BOYLE. L A 

8400310071 

30-249 

8 

BOYLE. M L 

6400210373 

30-29 

P 

BRADBURY. J W 

840B2B00Q5 

WASTE MOT 

BRADFORD. L 

8400140010 

30-289 

0 

BRADLEY, E J 

8408020036 

50-332 

A 

BRADLEY, E J 

8408070033 

50-332 

A 

BRADLEY. E J 

6406210076 

90-352 

K 

BRADLEY. E J 

0406260272 

30-278 

P 

BRADLEY. E J 

6406260273* 

50-278 

P 

BRANCH. C U 

6406060064* 

CONTRACT 


BRANCH. E B 

6406310194* 

30-434 

T 

BRANCO. J C 

6406160496 

30-334 

0 

BRANDENBURG. B 

9400140493 

30-247 

0 

BRANDENBURG. B 

0406170270 

50-247 

0 

BRANDON. R J 

6406170262* 

50-263 

P 

BRANDON. R J 

8400270173* 

50-331 

P 

BREDE8, N 

8400020002 

50-322 

0 

BREEN, N 

6406130405 

30-304 

S 

ORENNEHAN. F 

8400310041 

l&E 


BRENNER. L 

8408030099 

50-322 

0 

BRENNER. L 

8406090490 

50-322 

0 

BRENNER. L 

6406150142 

30-322 

0 

BRENNER, L 

8400190135 

50-322 

0 

BRENNER. L 

6400190183 

50-352 

0 

BRENNER. U 

0400170305 

50-352 

0 

BRENNER, L 

8406170332 

50-322 

0 

BRENNER. L 

8406220342 

50-322 

0 

BRENNER. L 

8406230200 

50-332 

0 

BRENNER. L 

0400270364 

50-322 

0 

BRENNER. L 

8406260162 

50-332 

0 

BRENNER, L 

6408300168 

50-352 

0 

BRICH.R F 

8408240391 

40-1341 


BRICH.R F 

8400270036 

40-1341 


BRIDENOAUOK, D 

0406020129 

50-322 

T 

BRIOATI.J J 

6408130341 

50-322 

G 

brioati.j j 

0408210386 

50-322 

Q 

BRIOATI.J J 

040821 0388 

50-322 

0 

BRIQ08, L E 

8408080330* 

50-332 

Q 

BRIGHT, 0 0 

0408070293 

50-400 

0 

BRINKMAN, D 3 

8408270539 

TOPREP 


BRITT. R W 

6408020135* 

50-266 

F 

BRITT, R H 

0406060127 

50-266 

P 

BRITT. R W 

8406070030 

50-266 

P 

BRITT. R W 

8406070245 

30-266 

P 

BRITT. R W 

8406070328 

50-266 

P 

BROCK. B L 

840BOB0151* 

70-734 


BROCK. D L 

8406090122* 

70-984 


BROCK. B L 

6409130311* 

70-1297 


BROMBERG, B 

6406240089 

CONTRACT 


BROMBERG, B J 

04O6OBO476. 

CONTRACT 


BR0N3. J C 

0408010317 

50-2 B6 

8 

BRONS, J C 

8406230423 

50-266 

R 

SRQNS.J C 

8406240043 

50-206 

8 

BRONS, J C 

0409310177 

50-206 

Q 

BROOKS. D J 

8406200470 

WASTE MOT 

BROOKS. P P 

6406260031 

WASTE MAN A 

BROWN, C H 

840B230149* 

50-409 

0 



ACCESBION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

BROWN, E M 

64080201 87# 

30-32? 

G 

BROWN, J E 

S4D8220393* 

50-445 

T 

BROWN. J £ 

8400220393* 

50-44 5 

T 

BROWN, L R 

0400310307 

KPORTLIC 


BROWN, N D 

6409290179 

30-289 

F 

DROWN, 8 R 

8408240362 

^A1RE0 


DROWN, W 0 

8400060324 

70-37 1 


BROWN, W 8 

8400060386 

70-1151 


BROWN, W D 

840BOBO391 

70-734 


BROWN, W 0 

640QOB0393 

70-143 


BROVIN. N B 

8409080425 

70-734 


BROWN, W B 

6408080435 

70-1257 


BROWN. W B 

8408160064 

70-1151 


BROWN. W L 

6400240395 

40-8929 


BROWNING. R £ 

6400010043 

WASTE MGT 

DROWNING. R E 

640B060163 

WASTE mot 

DROWNINO.R £ 

0409150337 

WASTE MOT 

QRCWNINO.R E 

8409130369 

WASTE MOT 

BROWNLEE, V L 

6409140324 

50-370 

S 

BROWNLEE. V. L 

8408230001 

50-370 

8 

BROWNLEE. U L 

6409240290 

50-370 

S 

BROWNLEE. U L 

8409240329 

50-369 

8 

BROWNLEE, V L 

0409240421* 

50-269 

Q 

BROWNLEE, V L 

0409270279* 

50-369 

Q 

BROWNLEE, V L 

0409200156 

50-369 

8 

DRUCIAK, J D 

8408060042 

50-374 

8 

BRUCIAK, J 0 

8409230333 

50-374 

S 

BRUOOER.R M 

8409220337 

PR 


BRUNNER, J e 

6408140573* 

50-329 

A 

BRUNNER, J E 

8408130577* 

50-329 

A 

BRUNNER. J E 

8409150566* 

50-329 

A 

BRUND.O E 

8409140273 

50-273 

D 

BRYAN, D C 

0409150135 

XPORTLIC 


BRYANT. J 

6408240421* 

50-269 

Q 

BRYSON. M C 

0409240249 

NUREG 


BUCHANAN. J K 

8406310194* 

50-454 

T 

BUCKALEW. W H 

0408080367 

NUREG 


BUCKLEY, D 

0409090473 

50-400 

F 

BUCKLEY. B. 

04OB23O364 

50-400 

A 

BUCKLEY. J T 

04OB24O119 

WASTE MANA 

BURDOIN.J F. 

0409090513* 

50-275 

6 

BURDOlNiJ F 

B40B30Q133* 

50-312 

Q 

BURGER, F J 

B40GS70152 

50-271 

R 

GUR0E3S, D L 

B409170266* 

50-329 

F 

eURKE. D J 

0409270456* 

50-280 

6 

BURNETT, P T 

0409260049* 

50-390 

Q 

BURNS. J J 

0309220362* 

50-295 

P 

BURNS, J J 

6409200400* 

50-295 

P 

BURNS, S 

8408070273 

50-445 

T 

BURNS, a 0 

8409150062 

4D-S061 


DURRELL. N K 

04OB1 50476* 

30-322 

T 

DURWELL. 8 6 

0408060 1 3 5 

50-445 

A 

BURWELLi 3 B 

8409090463 

50-445 

0 

BURWELL. 8 B 

8408090431 

50-443 

F 

BURWELL. S D 

8409160SD1 

50-443 

T 

BURWELL. 8 B 

8409200136 

50-443 

A 

BURWELL. 6 B 

0409210561 

50-443 

0 

BURWELL. 8 B 

0409270563 

50-443 

A 

BUSCHODM. R L 

8408310073 

NUREG 


BUSH, K J 

8409310333* 

WASTE MOT 

BUSH, K J 

8400310339* 

WASTE MOT 

BUSH, M W 

0409220379 

50-352 

0 

BUTCHER, E 

0409300219* 

50-3 66 

P 

butcher. R, C 

0409230040 

50-239 

8 

BUTCHER, R C 

0409310114* 

50-239 

Q 

BUTLER. D 

G4DB230252* 

50-454 

Q 

BUTLER, D 

6400270277* 

50-454 

Q 

BUTLER, D L 

0409150722 

XPDRTLIC 


BUTLER, 8 » 

0409270392* 

50-327 

6 

BYRD, R W 

8409060030 

50-416 

8 

BYRD, R U 

8409060193* 

50-416 

B 

BYRD, R W 

0409060530 

50-416 

8 

DYRD, R W. 

0409160175 

30-416 

8 

BYRD, R W 

0408240210 

30-416 

8 

BYRD, R W 

0408300490 

50-416 

8 

CABELL, A 8 

8400130027* 

71-93 


CAHILL, W U. 

8409140095* 

30-438 

Q 

CAiNrJ M 

0409020033 

50-382 

A 

CAINrJ M 

84091 40204 

50-392 

A 

CALABRESE. R V. 

8409130223* 

50-289 

P 

CALDWELL, J L 

8409200271* 

50-416 

Q 

CALDWELL, J L 

04OB27O347* 

50-416 

Q 

CALDWELL, R A 

0409230152* 

50-445 

Q 

CALDWELL, R A 

0400230466* 

50-283 

0 

CALLAHAN, J P. 

8408220230 

WASTE MGT 



PERSONAL AUTHOR INDEX 


524 



ACCESSION 

SUBJECT 

author 

number 

CATEGORY 

CALSQYA5-C D 

BAOSBIOIBB 

30-275 

P 

CALSDYAS. C D 

9408310149 

30-344 

P 

CAMPBELL. B 

8408220343 

PR 


CAMPBELL^P L 

8408080312 

50-368 

S 

CAMPBELL, P L 

840B240077 

50-368 

s 

CAMPBELL.fi H 

8403270242* 

50-410 

0 

CANNON. J A 

840B1A0292* 

ORO 


CANTRELL. F 

8400270107* 

50-395 

0 

CANTRELL. F S 

B40B230040 

50-239 

8 

CANTRELL. F 8 

8409230240* 

50-239 

Q 

CANTRELL, F B 

B40B270372* 

50-395 

0 

CANTRELL. F S 

B40B310U4* 

50-239 

0 

CAPANO' DOLAN. L 

84082303B7 

PR 


CAPBTICK.R W 

0408310279 

50-271 

H 

CAREY, U J 

8408130436 

50-334 

P 

CAREY, J J 

8408130439* 

30-334 

P 

CAREY, U J 

0408130499 

50-334 

P 

CAREY, U J 

B4 082302 9 9 

50-334 

0 

CAREY. J J 

8400270341* 

50-334 

0 

CARNEY. U 

84080702174 

50-322 

H 

CARPENTER, D 

B4OBO90D19* 

50-397 

Q 

CARPENTER, D C 

0408130371 

50-39 

R 

CARPEMTER.F 0 

0408060419 

50-332 

R 

carpenter. F D 

0408310023 

50-332 

R 

CARPENTER. J H 

0408070293 

30-400 

0 

CARPENTER.! 0 

0408270332* 

CONTRACT 

CARR, A V 

0408060035 

30-413 

0 

CARR, A V 

0400080339 

50-413 

0 

CARR, A V 

0408140103 

30-413 

0 

CARR, A V 

8400140110* 

50-413 

0 

CARR, A V 

0408140113* 

50-413 

0 

CARR. A V 

0408160121 

50-413 

0 

CARROLL. R 

0408270347* 

50-416 

0 

CARSON. B H 

0400230157* 

30-332 

Q 

CARTER. B 

0408090020 

50-259 

s 

CARUSO. R 

0408270143* 

50-322 

G 

CA8CARANO. R N 

0408010165 

50-295 

F 

CASCARANO.R N 

0408100013 

50-295 

P 

CASCARANO.R N 

8408220036 

50-293 

Q 

cascarano.r N 

8400270372 

50-295 

P 

CASCARANO.R N 

0408310115 

50-304 

P 

CASCARANO.R N 

0408310200 

50-295 

P 

CASCARANO.R N 

8408310202 

50-293 

P 

CASEY, L 

8408200306 

HASTE MOT 

CASHWELL.R J 

8408140321 

50-136 

F 

CASSEL. D W 

0400170319 

50-434 

r 

CASSIDY. T U 

0408170203* 

50-266 

0 

CASTELLI. F P 

0408010231* 

50-334 

E 

CASTIOLIONE.L 

8400290067 

50-153 

S 

CASTIOLIONE.L 

640B290231 

50-135 

8 

CATCHPDLE.O 0 

0400240030 

40-8743 


CATCHPOLEiO J 

0408240079 

40-0745 


CATONiO M 

0400300272 

NUREO 


CATION. 1 

0400020248 

ACRS 


CATION. I 

0400020232 

ACRS 


CEJA. S N 

0408000013 

XPORTLIC 


CERNE. A C 

04Oai5O262tt 

50-443 

Q 

CERZOStMO.R R 

0408000233 

NUREO 


CESAREiJ 0 

0400210103 

50-416 

R 

CHAMBERLAIN, D 

0400090093* 

50-450 

Q 

CHAMBERLAIN. 0 

0400200203* 

50-412 

E 

CHAHBLESBrP M 

0400210483 

16E 


CHAH.T L 

0400170117* 

50-443 

Q 

CHANDLER, J C 

0407300143 

TOPREP 


CHANDLER. J C 

0408090198 

50-316 

P 

CHANDLER, J C 

0408090209* 

50-316 

P 

chandler, J C 

0408090230 

TOPREP 


CHANDLER, J C 

0400140191 

TOPREP 


CHANDLER. J C 

0400140363* 

50-261 

P 

CHANDLER. J C 

0400140396 

TOPREP 


CHANDLER. J C 

640B230J03* 

50-261 

p 

CHANDLER. J C 

0400230263 

50-315 

p 

CHANDLER. J C 

04OS24O26O 

TOPREP 


CHANDLER, J C 

8408200122 

TOPREP 


CHANDLER, J C 

0400200212 

TOPREP 


CHANDLER. J C 

0400310193 

TOPREP 


CHANDLER, L J 

0400010209 

50-320 

c 

chandler. L J 

8400020222 

50-275 

0 

CHANDLER. L J 

8400020227* 

50-275 

0 

CHANDLER. L J 

8408020231* 

50-275 

0 

CHANDLER, L. J 

6400020333* 

50-275 

G 

chandler, l j 

6400020233* 

50-275 

0 

CHANEY. H D 

8400160226* 

50-382 

a 

CHANEY. H D 

8400220137* 

50-458 

3 

CHAPLIN, 8 D 

8408200115 

50-320 

8 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

category 

CHAPMAN. D N 

0408080146 

50-443 T 

CHARAK, I 

8400170152* 

30-329 0 

CHARAK. 1 

8400170137* 

50-329 Q 

CHARNLEY. J S 

8312020299* 

30-334 E 

CHARNLEY. J 8 

8408130084 

TOPREP 

CHARNLEY. J S 

8400240122 

TOPREP 

CHAUDHARY. 5 K 

8400210331* 

50-352 Q 

CHAUDHARV, S K 

8400240253* 

30-410 Q 

CHEH. U 

840020DS04* 

50-354 a 

CHELLIAH. E 

8400290138 

50-352 A 

CHEN, 8 K 

8408150483* 

SO-322 T 

CHEN, 8 K 

8406280205 

50-413 T 

CHENEY, C A 

8408060231* 

50-328 P 

CHERONES. H J 

8400150230* 

XPORTLIC 

CHERONES.H J 

8400130642 

XPORTLIC 

CHEUNO. L 

6400090330* 

50-322 Q 

CHEUNO, L 

8400200304* 

50-354 Q 

CHEVERTON.R D 

8400080415 

NUREO 

CHILES. L 

6400010340* 

30-335 H 

CHILK. 8 J 

8404230191* 

PR 

CHlLKiS J 

0407230112 

40-8027 

CHILK. S J 

8400010133 

30-322 0 

CHILK. S J 

8400020000 

30-460 0 

CHILK. S J 

8408020013 

50-413 0 

CHILK. 8 J 

8408020044 

50-322 0 

CHILK. 0 J 

8408020197 

50-275 0 

CHILK. S J 

8408020206 

30-273 0 

CHILK. S J 

8408060417 

lOCFR 

CHILK. S J 

8400060434 

30-322 0 

CHILK. S J 

8408060437 

30-322 0 

CHILK. a J 

8408060446 

lOCFR 

CHILK. 8 J 

6400070265 

30-273 0 

CHILK. B J 

8400070312 

PRM 

CHILK. S J 

6408070319 

PRM 

CHILK. 8 J 

0400070361 

50-273 0 

CHILK. S J 

8400070383 

PR 

CHILK. S J 

B4Oa07Q39aii 

PR 

CHILK. a J 

0408070463 

30-434 0 

CHILK. a J 

8408070467 

30-275 0 

CHILK. 8 J 

8408070491 

50-293 0 

CHILK. B J 

8400080024 

lOCFR 

CHILK, S J 

8408080216 

50-416 P 

CHILK. 8 J 

8408140006 

30-275 0 

CHILK, B J 

8400 140009 

30-273 0 

CHILK, 8 J 

8400140434 

30-434 0 

CHILK, 8 J 

0408140460 

50-278 0 

CHILK. S J 

8408140486 

50-273 0 

CHILK. 8 J 

8408200373 

50-329 0 

CHILK. 8 J 

8406200608 

50-293 0 

CHILK. 6 J 

8408210332 

30-322 0 

CHILK, 0 J 

6408220251 

30-275 0 

CHILK. B J 

8408220323 

50-275 Q 

CHILK. 8 J 

84082P0338 

30-289 0 

CHILK. S J 

0408240424 

50-273 0 

CHILK. 8 J 

0408270046 

50-209 0 

CHILK, S J 

6408280168 

50-209 0 

CHILK. 8 J 

0406280175 

30-289 0 

CHILK, 8 J 

0400280217 

50-273 0 

CHILK. 8 J 

04OB28O237 

30-352 0 

CHILK. 8 J 

8408280333 

50-3 P 

CHILK. S J 

0408280398 

30-443 0 

CHILK. 8 J 

8408290290 

PR 

CHILK. B J 

8400290297* 

PR 

CHILK, B J 

B40B300043 

lOCFR 

CHILK, B J 

8406300161 

30-322 0 

CHILK. B J 

8400310099 

30-289 0 

CHILK, a J 

8408310423 

50-289 0 

CHIN. R Y 

8408090404 

30-295 0 

CHOI. K 

0408170343* 

30-354 0 

CHOKSHI.N C 

8400270170* 

50-155 Q 

CK0ULE8.N C 

8400230298* 

50-373 Q 

chduleb, N C 

8408300199* 

50-303 0 

CHRI8S0TIM0B, N 

8400010294* 

30-373 Q 

CHRISeaTlMDB. N 

0408010316* 

50-374 Q 

CHRIBSOTIHDB. N 

0408230355* 

30-254 Q 

CHR1S60TIHDS. N 

8408240114 

50-374 8 

CHRI08OTIHOS. N 

6408300108* 

30-10 Q 

CHRISTENSEN. 8 

6408020129 

30-322 T 

CHRISTKAHr J N 

0408010261 

30-322 0 

CHRI8THAN.J N 

0408010261 

50-323 Q 

CHRISTMAN. J N 

8400060400 

50-322 Q 

CHRISTMAN. J N 

8400000408 

50-322 G 

CHRISTMAN. J. N 

8408300124 

50-322 0 

CHRISTMAN, d N 

8400300124 

50-322 Q 

CHRISTMAN. W T 

84080804 i? 

30-322 <? 


AUTHOR 

ACCESSION 

number 

SUBJECT 

CATEGORY 

CHRISTMAN. W T 

8408000417 

50-322 

Q 

CHRIBTNDT. E 

6408200227* 

50-434 

Q 

CHRIBTNOT.E 

0408270277* 

50-454 

Q 

CHRISTNDT. E 

Q40S300196* 

50-440 

Q 

CHRI8TNDT. E F 

0408090217* 

50-434 

a 

CHRl STOPFER. 0 

8408130394* 

50-454 

a 

CHRI STOPFER. 0 

□408150646* 

50-341 

Q 

CHRISTOPHER. T 
CHU. M 8. 

6408030037 

8408240204 

QA999 

WASTE MANA 

CHUNO, D H 

8408240265 

WASTE MANA 

CHUNG. 0 H 

8408240295 

HASTE MANA 

CHUNO. D H 

8408240366 

WASTE MOT 

CHUNG. J Ul 

8408130410* 

50-289 

Q 

CHUNG. J N 

840B130417* 

30-2B7 

Q 

CHURCHILL. B N 

8400070437 

50-289 

0 

CHURCHILL, B H 

6400070437 

50-867 

0 

CHURCHILL, B N 

8400230272 

50-269 

0 

CHURCHILL, a W 

6400230272 

50-289 

0 

CHURCHILL, a H 

8406200219 

50-368 

0 

CHURCHILL, a W 

6400200219 

50-362 

0 

CXLIMBERO.R L 

0409160341* 

50-341 

a 

CILLIS, M 

0400070021* 

30-344 

a 

C1LLI8.M 

0409090080* 

50-344 

a 

ClMlNOi D 

B40B1 50476* 

50-322 

T 

CINQUEMANI.D K 

B40B140449 

50-219 

0 

CIDFFI. d 

6408200023* 

50-239 

Q 

CIPOLLA.A J 
CtPOLLA, A, J 
CIPOLLA.A d 
CLARK. B L 

8408130240 

0409130273 

8400170393 

8408000533 

40-3392 

40-3392 

40-3392 

50-277 

8 

CLARK, B L 

0408000333 

50-277 

9 

CLARK. B L 

8400130601 

30-277 

9 

CLARK, B, L 

8400290107 

30-277 

8 

CLARK, a W 

8400300183* 

30-263 

F 

CLARK. C 

8406300407* 

50-328 

a 

CLARK, H F 

8400160376* 

50-443 

A 

CLARK. J R 

0400090341 

30-259 

9 

CLARK, L 

CLARK, L 

CLARK, N E 

B4O013O2O3 

8400130212* 

8406200340 

70-930 

70-930 

30-395 

9 

CLARK, N. E. 

8400200344 

50-395 

a 

CLARK, N.H 

CLARK, P, R 

9408240320 

8408270145 

WREO 

30-209 

Q 

CLARK, P R 

0400310133 

3O-209 

P 

CLARK. R, 

6408310098* 

CONTRACT 

CLARK. R. A 

CLARK. R J. 

Q40S0B0472 

8408030110 

NUREO 

30-296 

P 

CLARK. R, d 

8400130026 

30-259 

P 

CLARK. R. d 

840S160424 

30-259 

P 

CLARK. R d 

0406200264 

30-259 

P 

CLARK, R d 

8409210003 

30-25? 

P 

CLARK, R d. 

8409260257 

30-259 

P 

CLARK, R d 

9400290202 

30-259 

P 

CLARK, R d 

9409310414 

50-259 

P 

CLARK, R d 

8409310420 

50-259 

P 

CLARK, R, J. 

9400310424 

30-260 

P 

CLANSON.C A 

8406020048 

30-322 

T 

CLAY . E L 

CLAY. 0 U 

B40S290367* 

9400240239* 

70-1113 

50-413 

r 

CLAYTON, H. B 

9405010077* 

30-315 

F 

CLAYTON, H fi 
CLAYTON, H. B 

9406160249 

9408240330* 

TOPREP 

50-250 

r 

CLEMENT8, B R 

8400030115 

30-445 

8 

CLEMENTS, B R 

9409090044 

30-445 

9 

CLEMENTS, B R 

9408090105* 

50-445 

A 

CLEMENTS, B R 

9409160183 

30-443 

8 

CLEMENTS, B. R 

8408160204* 

30-445 

Q 

CLEMENTS. B R 

9409160510 

50-445 

8 

CLEMENTS, B R 

840B270369 

30-445 

F 

CLEMENTS, B R 

8409890373 

30-443 

8 

CLEMENTS, H R 

9409290394 

50-445 

9 

CLEMENTS, B. R 

0408290469 

50-445 

9 

CLEMENTS, B. R 

8400290123 

30-443 

8 

CLEMENTS, B R 

8406290209 

30-445 

K 

CLEMENTS, R, H 

8406010136* 

50-412 

F 

CLEMENTS, H L 

9406070386 

30-322 

0 

CLEMENTS, W. L 

9409140349 

30-273 

0 

CLEMENTS, W L 

B40BS3030& 

30-445 

0 

CLEMENTS. W L, 

940623031 1 

30-443 

0 

CLEMENTS, W L 

0406270059 

30-445 

0 

CLEMONS, P 

9406200023* 

50-289 

Q 

CLEMONS, P 

9406240231* 

30-213 

a 

CLEMON0. P E. 

9406010286* 

30-847 

Q 

CLEVELAND, d. C. 
CLEMETT, d 

9408130001 

9409140479 

NUREO 

30-400 

T 
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CUiNE. U 

BA0B270537* 

50-30^ 


i.uor\, yj W 

040602031 9 

50-329 

A 

CGUNSIL.U G 

0400070321 

30-213 

CLINE. W E 

0iJO827O295# 

SO-BSO 

Q 

COOK. J U 

8406020106 

NUREG 


COUNSIL, U G 

0408070321 

50-213 

CLINE. W E 

□408270432* 

50-302 

0 

CQDK, J U 

0406070103 

30-329 

0 

CDUNSIL.W O 

0408070321 

30-213 

CLINE. W E 

S408200a70« 

50-269 

Q 

COOK, J W 

8408070237 

30-329 

0 

COUNSIL. W G 

040807031 1 

30-336 

CLOl/OH, R L 

840e0B0357 

NUREG 


CaOK.J u 

8408090284 

30-329 

S 

CDUNSIL.W G 

0408070341 

30-336 

COATS. M L 

8408060026 

50-445 

T 

COOK. J W 

04061302274 

30-329 

A 

CDUNSIL.W G 

04O8OBO414* 

90-845 

CQDELL.R B 

S40B30029S 

N^REO 


COOK. J U 

04081302994 

50-329 

A 

CDUNSIL.W 0 

04080604144 

30-245 

COHEN. D A 

840B14O377 

PB 


COOK, J W 

04081302904 

30-329 

A 

CDUNSIL.W Q 

0408090082 

30-423 

COHEN. 1 

S4O0O3O221» 

50-333 

Q 

COOK. J W 

04081906444 

90-329 

0 

CDUNSIL.W 0 

0408090082 

30-423 

COHEN. I 

840B33023S* 

50-220 

Q 

COOK, J W 

04061906694 

50-329 

0 

COUNSIL. W G 

0408090180 

30-213 

CDLARULLI.P F 

0408140488 

50-247 

0 

COOK, J W 

8406 1906724 

30-329 

G 

CDUNSIL.W 0 

B408 100063 

90-213 

COLARULUIiP F 

8408140408 

50-247 

0 

COOK, J W 

04061906894 

90-329 

A 

CDUNSIL.W 0 

B4O0 100063 

50-213 

COLBURN. T G 

8408090514 

50-266 

H 

COOK. J W 

84001907104 

50-329 

A 

CDUNSIL.W 0 

0408 100063 

50-213 

COLE. A W 

84080201264 

50-440 

I 

CQQK. J U 

04082104944 

30-329 

E 

CDUNSIL.W G 

B408100064 

50-423 

COLE. R F 

B408300168 

50-352 

0 

COOK. J W 

84082200594 

30-327 

Q 

CDUNSIL.W O 

0408100064 

50-423 

COLEY, J L 

04082403664 

50-321 

G 

COOK. J U 

0408310054 

30-329 

8 

CDUNSIL.W 0 

0408100102 

50-245 

COLEY, J L 

84082900394 

50-261 

0 

COOK. J M 

0400310239 

30-329 

3 

CDUNSIL.W 0 

0408100102 

30-245 

COLL. M A 

0400090397 

50-350 

0 

COOK, K W 

B40B070109 

30-302 

F 

CDUNSIL.W G 

0408100116 

30-213 

COLL. N A 

8400090397 

50-250 

Q 

COOK, K W 

B40BD 70230 

30-3B2 

F 

CDUNSIL.W G 

B408100116 

50-213 

COLUi N A 

8400090437 

50-250 

0 

COOK, K W 

04OB 100006 

30-382 

Ql 

CDUNSIL.W 0 

0408100116 

30-813 

COLL. N A 

8400090437 

50-250 

0 

CQDK,K U 

0408100007 

50-302 

O 

CDUNSIL.W 0 

6408130316 

30-336 

COLLING, J T 

B40B0703t5 

Skate Prng 

COOK. K W 

8408100117 

30-302 

r 

COUNSIL. W G 

0408130316 

50-336 

COLLINS, J T 

8408070339 

State Prog 

CaDK,K U 

8408130342 

30-302 

F 

COUNSIL. W 0 

0408130232 

30-336 

COLLINS, J T 

B408090022 

50-313 

Q 

CODK,K W 

0408210303 

30-302 

A 

COUNSIL, W 0 

8408130232 

50-336 

COLLINS. J T 

0408100141 

50-302 

Q 

COOK.K U 

0408230179 

30-302 

A 

COUNSIL, W 0 

8408160328 

30-213 

COLLINS, L L 

84081404134 

50-346 

P 

COOK.K W 

84082302044 

30-302 

0 

COUNSIL, W 0 

840B16039Q 

50-213 

COLLI MS, L L 

8408140433# 

50-313 

P 

COOKiK W 

B406310229 

30-302 

F 

COUNSIL, W 0 

8400200172 

30-336 

COLL IMS, L L 

04082103874 

90-338 

P 

COOKiK W 

B40B3 10236 

30-302 

A 

CDUNSIL.W 0 

8400200172 

30-336 

COLL INS, P F 

8408320322 

PR 


COOK, R 

0408010174 

30-320 

8 

CDUNSIL.W 0 

B4082 10306 

50-249 

COLLINS. 8 

0408310371 

90-333 

Q 

COOK, R 

840B0 10220 

30-320 

S 

CDUNSIL.W G 

B40B2 10306 

30-849 

COLLI NB.S J 

B4QB1 50633 

50-410 

A 

COOK. R 

0400010230 

50-320 

B 

CDUNSIL.W G 

0408210339 

50-423 

COLLINSjS j 

84083402534 

50-410 

Q 

COOK, R 

84083003814 

50-320 

Q 

CDUNSIL.W 0 

0408210339 

30-423 

COLLINS, 8 J 

04082705414 

50-333 

Q 

COOK,R J 

04081303234 

50-329 

A 

COUNSIL. W G 

0408210469* 

30-336 

COLLINS, T R 

e4a82SOOS2« 

50-302 

Q 

CDOK,R J 

04081303564 

50-329 

A 

CDUNSIL.W G 

0408210469* 

50-336 

COLMAR, R 

8408220265 

NUREG 


COOK,R 0 

04081509954 

30-329 

A 

CDUNSIL.W G 

8400210480 

50-213 

COLQMflO, R W 

8408200240 

90-312 

P 

COOKiR J 

04081506324 

50-329 

Q 

CDUNSIL.W 0 

0408210480 

30-213 

COUOHDO, R U 

8408310196 

90-313 

S 

COOK,R J 

04081506904 

30-329 

0 

CDUNSIL.W 0 

B4OB210480 

50-213 

CQNLONi T E 

04082403994 

90-321 

0 

COOK,R 0 

04081906984 

50-329 

R 

CGUNBIL.W 0 

6408220222 

50-213 

CONLON, T E 

84082403624 

90-390 

0 

COOK,R J 

04081507434 

30-329 

A 

CDUNBIL.W 0 

0408280159 

90-423 

CONLDN. T E 

84082701914 

90-413 

0 

COOKiR J 

04082703234 

50-329 

A 

CDUNSIL.W D 

8408200139 

90-423 

CDNLON, T E 

84002703714 

50-413 

Q 

COOKE, B A 

8408230053 

WASTE MOT 

CDUNSIL.W 0 

B4OB2e0S5S 

90-423 

CONLON, T E 

84002704144 

50-424 

G 

COOKE,! C 

04080201224 

50-329 

A 

CDUNBIL.W. O 

B40Q8B029S 

50-423 

CONLON. T E 

84002704404 

50-424 

Q 

COOKE.! C 

04081400504 

30-329 

A 

CDUNSIL.W 0 

8408290298 

50-213 

CONLON, T E 

84082000284 

50-400 

Q 

COOKE,! C 

04081400694 

50-329 

A 

COUNSIL. W. 0 

0408290298 

50-2 1 3 

CONLON, T E 

84003801404 

S0-2S9 

G 

COOLEY. C 

0408220496 

WASTE MO! 

CGUN81L. W. Q 

8408290296 

90-213 

CONNAUGHTON, K 

84000702214 

50-494 

G 

COOLEY, n A 

04080600994 

50-402 

0 

CGUNSlLi W. 0 

8408300135 

90-213 

CONNELL, K 

84003101914 

90-341 

F 

COOLEY, R A 

04080900374 

30-298 

0 

CGUNSILi W. Q 

8408310107 

90-213 

CONNER, E 

84001902714 

50-209 

Q 

COOLEY, R A 

04080900734 

50-302 

0 

CGUNSILi W. 0 

0408310187 

90-213 

CONNER, E 

8400210383 

50-209 

S 

COOLEY, R A 

04082901194 

50-368 

Q 

COUNSIL. W.O 

8408310187 

30-lfl3 

CONNER, e L 

84002802934 

90-219 

G 

COOLEY, R A 

04082901424 

50-205 

O 

COUNSIL, W 0 

0408310187 

90-213 

CONNER , E L 

84083000964 

50-219 

0 

COOLEY, R A 

84082901764 

50-360 

G 

COUILL, Q W 

84 082702 90* 

50-219 

CONNER, T B 

8408010246 

90-394 

0 

COOMBS, H A 

840B160405* 

50-900 

A 

COWAN, K 0. 

8406070192 

50-897 

CONNER, T D 

8408010246 

90-394 

0 

COONEY, M J 

0408160335 

90-392 

F 

COWG3LL, C. J 

8400260293* 

50-219 

CONNER, T B 

8408010299 

90-352 

0 

COONEY, M U 

0408230185 

90-277 

P 

COHGILL.C J 

8408300096* 

30-219 

CONNER, T B 

8408010295 

90-352 

0 

COONEY, M J 

0408310004 

50-277 

Q 

COYLE, L 

8408060203 

90-237 

CONNER, T B 

9400070287 

50-352 

0 

COONEY, M J 

B4O031O417 

90-392 

Q 

COYLE, L 

8408200501 

90-10 

CONNER, T a 

8408070207 

90-352 

0 

COOPER, M R 

8408090136 

90-327 

8 

COYLE, L 

8408240218 

90-237 

CONNER, T B 

84080702914 

50-352 

0 

COOPER, M R 

8408160493 

90-327 

8 

COYLE, L 

8408270435 

90-249 

CONNER, T B 

84080702914 

90-352 

0 

COOPER, M R 

8408160522 

90-327 

8 

CRACKER, H W 

8408230235* 

90-220 

CONNER, T B 

8400070390 

50-352 

0 

COPELAND, V 0 

840B0 10260 

90-199 

0 

CRANE, P A 

04OB3OO48S 

90-275 

CONNER, T B 

0400070350 

90-352 

0 

COPELAND, V G 

0408010260 

90-195 

0 

CRANWEi-L. R. « 

0408240260 

WASTE \ 

CONNER, T B 

8400070495 

90-392 

Q 

COPELAND, V 0 

0408080224 

90-193 

Q 

CRANWELL, n M 

8408290337 

WASTE , 

CONNER, T B 

8400070495 

90-392 

0 

COPELAND, V Q 

0408080224 

90-159 

0 

CREED, J R 

8408060036* 

90-341 

CONNER,! B 

8400060019 

90-394 

D 

COPELAND, V 0 

0403140028 

90-496 

0 

CREED, J R 

9408100037* 

50-202 

CONNER,! B 

8400080379 

90-392 

0 

COPELAND, U 0 

0403140028 

90-436 

0 

CREED, U R 

8408210471* 

50-461 

CONNER,! D 

8408080399 

90-352 

0 

COPELAND, V 0 

04081400344 

90-496 

0 

CRLENUAK, R. V 

8408270269* 

90-321 

CONNER , ! B 

8408130390 

PR 


COPELAND, V Q 

04081400344 

50-496 

0 

CROCKER, H W 

8408030221* 

50-333 

CONNER, ! D. 

8408240236 

90-352 

0 

COPLAN, B 

0408060173 

WASTE MOT 

CROCKER, H. W 

8408060208* 

90-213 

CONNER, ! B 

8408240236 

90-392 

0 

COPLAN, 9 M 

8408130122 

WASTE MOT 

CROCKER, H W 

8408150980* 

90-29 

CONNER , T B, 

8400240341 

90-392 

Q 

COPLAN.S M 

6408210133 

WASTE MOT 

CROCKER, H W 

8408160272* 

30-334 

CONNER, T B 

8400240241 

90-392 

Q 

CDPLAN, S M 

8408230394 

WASTE MOT 

CROCKER, H W 

8408270465* 

50-271 

CONNER , T B 

8400240296 

90-392 

0 

CORDARO, 11 G 

8408020048 

90 -322 

T 

CRQBBYiO e 

8408280 1S7 

50-261 

CONNER , T n 

8400240296 

90-392 

Q 

CCRDARQ. M C 

04081303324 

90-322 

O 

CRaS8HAN,W 

B40B1S091S* 

50-302 

CONNER,! B. 

8400280448 

90-394 

Q 

CORLEY, U Q 

04081306934 

90-329 

A 

CRQ88MAN,W A 

8408030273* 

50-382 

CONNER, T B 

8400200448 

90-394 

Q 

CORLEY, W 0 

04082200904 

90-329 

A 

C R 08811 AN, W A 

B40S060037* 

90-382 

CONRAD, H F 

04O014OO7S# 

90-400 

T 

CDRRADlNI,ri L 

8408020235 

ACR9 


CR08BKAN, U A 

8408060323* 

50-382 

CONTE* R. 

8400190271* 

90-207 

0 

CDRRADINI, N, U 

0408020235 

ACR9 


CR086MAN, U A 

8408160226* 

50-302 

CONTRELL, F a 

8400240236 

90-328 

8 

CORWIN, hi R 

0408080419 

NLIREO 


CRDSGMAN, W A 

8408220900* 

90-392 

CONWAY, J T 

84000103724 

OA977 


CDS!ANZI,F A 

8408160467 

waste MOT 

CR08B0N, R 8 

8408160403* 

90-500 

COOK, D B 

8400230496 

90-294 

8 

CQSTELLOt F 

84082000234 

90-20? 

Q 

CROUCH, D. B. 

0408280365 

40-843- 

COOK, F R. 

8 40523 0038 

WASTE MQT 

COTTER, 8 P 

8400070475 

50-322 

0 

CROUSE, R P 

84QB07O301 

50-346 

COOK, O. 

840816031 1 

90-333 

R 

COTTRELL. W B 

8408290190 

NUREG 


CROUSE, R P. 

0408070335 

50-346 

COOK, J A. 

0400240379 

NOREO 


COTTRELL, W B 

8408290198 

NUREG 


CROUSE, R. P 

8408130390* 

90-346 

COOK, J W 

0408010149* 

90-329 

A 

COUNSIL. W, & 

B40B070220 

30-423 

A 

C ROUSE. R. P 

8406 130395* 

90-346 

COOK, J W 

0408020014 

90-327 

A 

C0UN8IL, W 0 

8408070220 

50-423 

A 

CROUSE. R. P 

8408130411* 

90-344 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMOER 

subject 

category 

CROUSE. R P 

S40ai 30421 

90-346 

P 

CROUSE, R P 

B40ai304Sa« 

30-346 

P 

CROUSEi R P 

6405140410 

50-346 

P 

CROUSE. R P 

0400170214 

50-346 

Q 

CROUSE, ft P 

0406200133 

50-346 

P 

CROUSE, R P 

04OB21D343 

50-346 

0 

CRDUSEiR P 

8408210436 

50-346 

P 

CROUSE. R P 

Q406290197 

30-346 

K 

CROHi H T 

B405090319 

40-6940 


CROW, N T 

8406260034 

70-143 


CROUi H T 

0408260331 

70-930 


CRQH£«D M 

6408020106 

NUREG 


CROWLEY, D R 

e40a240366» 

50-321 

Q 

CRGULEYit) R 

a406270273» 

SO-417 

0 

CRUTCHFIEUO, D 

B40801003B 

50-206 

P 

CRUTCHFIELD, D 

6406060338 

50-341 

A 

CRUTCHFIELD, D 

8400070008 

Ml SC 


CRUTCHFIELD, D 

0400070099 

50-29 

P 

CRUTCHFIELD, D 

B40aia025i» 

50-302 

0 

CRUTCHFIELD, D 

6408140108 

50-206 

P 

CRUTCHFIELD, 0 

G403140408 

50~213 

P 

CRUTCHFIELD, D 

6408160172 

50-153 

P 

CRUTCHFIELD, D 

6408200114 

50-206 

P 

CRUTCHFIELD. D 

6408230077 

50-29 

S 

CULLEN, E J 

B4081 30404 

50-332 

0 

CULLEN, E vl 

8408200206 

50-332 

G 

CULLEN, E J 

6408240262 

50-352 

0 

CUMMINGS, 0 E 

6408080315* 

50-275 

0 

CUMMINGS, 0 E 

6408080317* 

50-275 

G 

CUMMINOSiC E 

840808032 

50-275 

Q 

CUMMINGS, J C 

6409100153 

NUREG 


CUMMINGS. R A 

8403240221 

WASTE MANA 

CUMMINS, J £ 

8408150102* 

50-445 

Q 

CUMMINS, J E 

8408130655* 

90-445 

G 

CUNNINGHAM, 0 E 

8408090335 

50-73 

P 

CUNNINGHAM, G H 

640B070029* 

50-447 

H 

CUNNINGHAM, 0 H 

8408150120 

50-348 

« 

CUNNINGHAM, ft E 

6408010244 

40-2061 


CUNNINGHAM, R E 

64080301G3 

40-2061 


CUNNINGHAM, R E 

6408060023 

40-2061 


CUNNINGHAM, ft E 

6408220429 

70-364 


"UNNl NOHAM, R G 

840B230267 

50-5 

P 

oca,L M 

6408130062 

40-2061 


IRAN,D 

6408070344 

PR 


RAN,D 

8406240234 

50-443 

0 

TI8,U M 

8406280205 

30-413 

T 

T18,N W 

6406060143 

50-387 

I 

TIS,N W 

8406070342 

30-367 

P 

TI8,N W 

6408130129 

30-367 

F 

iHNIR,H 

6408220350 

PR 


JTLER,U M 

6408230034 

WASTE MOT 

JT8HALL. N H 

8408300282 

NUREO 


UTTER, A H 

6408030074 

50-261 

F 

jUTTER, A B 

8408030096 

50-261 

P 

CUTTER, A B 

8406030162 

50-261 

P 

CUTTER, A B 

8400060237 

50-400 

A 

CUTTER, A D 

04DBO7O374 

30-261 

P 

CUTTER. A 0 

8408060252 

30-324 

P 

CUTTER. A B 

8408160129 

50-324 

Q 

CUTTER, A 0 

8408220126 

50-261 

F 

CUTTER, A B 

640822022? 

50-261 

P 

CUTTER. A 0 

6408230093 

50-261 

P 

CUTTER. A B 

6406230117 

50-261 

P 

CUTTER, A H 

8408280166 

30-324 

0 

dahlen, d 

0406240042 

50-293 

6 

DALE, L F 

8408030073 

50-416 

P 

DALE. L. F 

8406030095 

50-416 

P 

DALE, L F 

6406030103 

50-416 

P 

DALErL F 

6408030106 

50-417 

A 

DALE.L F 

8408030120 

50-416 

8 

dale.l F 

6406060030 

50-416 

S 

DALE.L F 

6406060174 

30-416 

P 

DALErL F 

8406060185 

30-416 

8 

DALE.L F 

6406060169 

50-416 

8 

DALE.L F 

0406060249 

50-416 

P 

DALE, L F 

6406070404 

50-416 

P 

DALE.L F 

8406070430 

50-416 

P 

DALE, L F 

8406070436 

50-416 

P 

DALE, L F 

6406080538 

50-416 

8 

DALE, L F 

6406090137 

50-416 

6 

DALE.L F 

8408090163 

50-416 

8 

DALE.L F 

0408130365 

50-416 

8 

DALE.L F 

8408130371 

50-416 

8 

DALE.L F 

0408140116 

50-416 

P 

DALE.L F 

8408150131 

50-416 

P 


AUTHOR 


accession 

NUMBER 

SUBJECT 

CATEGORY 

DALE, L F 


8408130201 

50-416 

P 

DALE.L F 


8408160173 

50-416 

S 

DALE.L F 


0400210105 

30-416 

R 

DALE.L F 


0408210131 

50-416 

r 

DALE.L F 


8408210484 

90-416 

F 

DALE.L F 


8408240210 

50-416 

S 

DALE.L F 


8408270263* 

50-417 

0 

DALE.L F 


8408270321* 

90-416 

0 

DALE.L F 


0408300490 

50-416 

5 

DALE.L F 


8408310222 

90-416 

P 

DALTRDFF, S L 


8407160090 

50-277 

F 

DALTROFF, S L 


840806032 1 

50-277 

P 

DALTROFF. 0 L 


8408070303 

90-278 

P 

DALTRDFF. S L 


8408220497 

90-332 

r 

DALTRDFF, 3 L 


8408230250 

90-392 

V 

DALTRDFF, 3 L 


8408310008 

50-352 

F 

DALYi d j 


8406230301 

90-317 

P 

DAM, N 


8400200459 

WASTE MOT 

DANCE. H C 


8400030126 

50-339 

Q 

dance, H C 


8408130149 

50-269 

Q 

DANCE, H C 


8408230392 

90-338 

S 

dance, H C 


8408240336 

50-321 

Q 

DANCE, H C 


8408240364 

90-321 

0 

DANCE, K C 


8408240416 

90-269 

0 

dance. H C 


8400270184 

90-413 

G 

dance, H C 


8408270219* 

50-302 

Q 

dance, H c 


8408270289 

90-250 

0 

dance, H C 


8408270291 

90-335 

Q 

dance. H C 


8408270306* 

90-335 

Q 

dance, H C 


8408270334 

50-321 

Q 

dance, H C 


8408270342 

50-424 

G 

DANCE. H. C 


8408270360 

50-335 

0 

dance, H C 


8408270367 

90-413 

Q 

dance. H C 


8408270383 

50-369 

G 

DANCE. H C 


8408270307 

50-330 

Q 

dance. H C 


0408270408 

50-424 

0 

DANCE, H C 


8408270428 

90-302 

0 

dance. H C 


8408270429 

90-424 

0 

DANCE. H C 


8408270433* 

90-424 

0 

dance, H C 


8408270443 

90-280 

G 

DANCE. H C 


0408270444 

50-369 

G 

DANCE, K C. 


8408270452* 

50-2B0 

Q 

DANCE. H C 


8408270474 

50-413 

0 

dance. H C 


8408270484 

50-413 

Q 

DANCE, H C 


0408280061 

50-302 

0 

dance. H C 


0408280072* 

90-302 

G 

DANCE. H C 


8408280152 

50-424 

a 

dance. H C 


8408280327 

90-413 

0 

DANCE, H C 


8408280361 

90-269 

0 

dance, H C 


8408200386 

90-413 

Q 

DANCE. H C 


8408290330 

90-330 

Q 

dance, H C 


8408300208 

50-302 

F 

DANCE, H C 


8406300238 

90-366 

P 

DANCE, H C 


8408300244 

90-269 

F 

dance, H C 


8408300303 

90-339 

F 

DANCE, H C 


8408300344 

50-424 

0 

dance, H C 


8408300338 

50-413 

F 

dance. H.C 


8408300393 

90-339 

0 

dance, H C 


8408300419 

90-290 

P 

DANCE. H C 


8408300427 

90-269 

F 

DANCE. H C 


8408300429 

50-280 

F 

DANCE, H C 


0408300433 

50-280 

F 

dance, H C 


840B30O436 

90-321 

F 

dance, K c 


8408310030 

50-250 

V 

DANCE. H C. 


0408310057 

90-321 

F 

DANCE, H C 


8408310060 

90-280 

F 

dance. H C 


8408310429 

90-250 

V 

DANIELSEN. D 

C 

04OB29O275 

50-494 

0 

DANIELBON, 0 

H 

0400070340* 

50-496 

Q 

DANIELSON, D 

H 

8408080195* 

90-494 

a 

DANIELBON. D 

H 

9408090189* 

90-266 

Q 

DANIELSON. D 

H 

8400090193* 

90-255 

Q 

DANIELSON. D 

H 

8408130487* 

90-494 

0 

DANIELSON. D 

H 

0408160327* 

50-346 

Q 

DANIELBON, D 

H 

8408160341* 

90-341 

0 

DANIELBON. D 
DARDEN, T 
DARDEN. T 

H 

8408310394* 

8403160003 

8408210280 

50-341 

U.E 

1S.E 

0 

darling, S 8 


8409150395 

90-318 

8 

DAVIS, 0 A 


8408160405* 

90-908 

A 

DAVIS, J E 


8408070123 

90-403 

B 

DAVIS, J E. 


8408090271 

50-403 

6 

DAVia.J 0 


0400160048 

WASTE MOT 

DAVIS. J.M 


8408140151* 

50-400 

T 

DAVIS. K, 


8400270497 

CONTRACT 



ACCESSION 

SUHJECT 


AUTHOR 

NUnRER 

CATEGUnV 

DAVIS, M J 

8409270496* 

30-280 

G 

DAVIS, P 

8400130319 

50-382 

Q 

DAVIS, P n 

0408130324* 

30-382 

Q 

DAVIS, W G 

8408010210 

30-490 

0 

DAVIS, W 0 

8408010245 

50-498 

G 

DAWSON, D M 

0408160472* 

70-1300 


DAY. J 

Q408060382* 

70-1362 


OE VINCENT IS. J 

8409160371 

50-441 

A 

DE VINCENTIS.J 

8408160371 

30-443 

A 

DEAQA2I0, A 

8408170002 

50-346 

P 

DEAGAZIO, A 

□408270471 

30-346 

F 

deagazio, a 

8408200349 

50-346 

F 

DEAGAZIO, A W 

8408070499 

50-346 

P 

DEAN, R B 

0408130269 

NUREO 


DEAN, R 8 

Q40B3 10004 

NUREG 


DCDDLT, D 

8408060197* 

50-70 

0 

DEDDLT, R 

8408270320 

PR 


DECKER, T R 

8408270227* 

30-302 

Q 

DECKER, T R 

8409280370* 

50-269 

Q 

DEFAYETTE-n W 

8409030179* 

50-155 

Q 

DELGAIZA, T J 

8204150347* 

50-293 

P 

DELOEOROE. U 0 

0408200274 

50-434 

Q 

della RATTA.A 

8408130407* 

70-371 


DEMOQR. D E 

8408230239 

50-195 

Q 

DEMOS, 0 

8408140038* 

50-496 

0 

DEMDSa, D H 

8408310194* 

90-454 

T 

DENENDERQ, E 

8408080008* 

CONTRACT 


DENTON, H R 

8409030219* 

50-320 

P 

DENTON, H R 

8409030218* 

50-320 

P 

DENTON, H R 

8408030223* 

50-320 

P 

DENTON, H n 

8400030277 

MIGC 


DENTON, H R 

8408070029 

50-44^ 

M 

DENTON, H R 

8408070076 

50-366 

6 

DENTON, H R 

8408070268 

PR 


DENTON, H R 

B40BOB0082 

50-320 

II 

DENTON. H n 

8408130022 

50-299 

P 

DENTON, H n 

0400130075 

90-348 

M 

DENTON, H R 

8408130168* 

50-413 

P 

DENTON, H R 

8408130242 

90-366 

P 

DENTON. H R 

8400130999 

PRM 


DENTON. H R 

8400 1906 11 

90-254 

H 

DENTON, H R 

8408160161 

90-271 

P 

DENTON. H R 

8408160439 

MI SC 


DENTON. H R 

04OB1 70007 

90-344 

P 

DENTON. H R 

8408200274 

50-209 

M 

DENTON. H R 

8408230359 

90-302 

H 

DENTON, H R 

8400230436 

90-209 

11 

DENTON. H n 

8408240369 

MI 80 


DENTON. H R 

8408240425 

MI8C 


DENTON. H R 

8400300175* 

50-219 

F 

DENTON. R E 

8408070074 

50-317 

a 

DE8LANDES.K D 

8408080931 

50-336 

S 

DCVINCENTI8. J 

0408070332 

50-443 

A 

devincentis, j 

8408070332 

90-443 

A 

DEVINCENTla. J 

8400070362 

50-443 

F 

DEVINCENTIB, J 

8408070362 

90-443 

F 

DEVINCENTIBi J 

8400100013 

90-443 

Q 

DEVINCENTIB. J 

8400100013 

50-443 

B 

DEVINCENTIB, J 

8400 100003 

90-443 

8 

DEVINCENTla, J 

8409100136 

50-443 

S 

DEVINCENTIS, J 

8409100136 

90-443 

5 

DEVINE, J D 

8409010130 

XPDRTLIC 

DEVINE. T 

8400010239 

50-275 

0 

DEVINE, T 

8408020192 

50-279 

0 

DEWEY. L 8 

8400070390 

50-458 

G 

DEWEY. L B 

8400130102 

90-354 

0 

DEYOUNO, R 

0311020513 

90-445 

A 

DEYDUNO.R C 

8303300734 

90-445 

A 

DEYOUNO. R C 

8303300736* 

50-445 

A 

DEYOUNO, R C 

8309130017* 

50-329 

G 

DEYOUNO. R C 

8309130110 

50-449 

A 

DEYOUNO. R C 

8309130112* 

50-449 

A 

DEYOUNO. R C 

8309130117* 

90-449 

A 

DEYOUNO, R C 

8407020541 

REVIEW GRP 

DEYOUNO. R C 

8407200109 

REVIEW GRP 

DEYDUNO.R C 

8407300142 

50-329 

0 

DEYDUNO.R C 

8407300151* 

90-329 

0 

DEYOUNO, H C 

8407300196* 

50-329 

0 

DEYDUNO.R C 

0408150097 

QA999 


DEYDUNO.R C 

8409150665* 

90-329 

A 

DEYOUNO. R C 

8400170109 

50-443 

G 

DEYOUNO, R C 

8408220431 

90-309 

F 

DEYOUNO. R C 

8408310108 

TOPREP 


DEYOUNO. R D 

8409240021 

90-382 

0 

DIAZ. N J 

8408130261 

70-1060 
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AUTHOR 


accession 

NUMBER 
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CATEGORV 

DICK, G F 


840808032*? 

50-244 

F 

DiCK>G F 


8408300327 

30-244 

F 

DtEDERlCH, G 

J 

8408060042 

50-374 

8 

DIEDERICH, Q 

J 

8408060055 

50-373 

S 

DIEDERICH, 0 

J 

8408060063 

30-373 

s 

DIEDERICH, 0 

J 

0408060107 

50-374 

s 

DIEDERICH, G 

J 

0408060207 

30-373 

8 

DIEDERICH, 0 

J 

0408060227 

50-374 

s 

DIEDERICH. 0 

J 

0408060255 

50-373 

5 

DIEDERICH. 0 

J 

8408060283 

50-374 

S 

DIEDERICH, 0 

J 

8408070391 

30-374 

a 

DIEDERICH, G 

J 

8408070490 

30-374 

s 

DIEDERICH, G 

J 

8408090324 

50-373 

s 

DIEDERICH, G 

J 

8400160140 

50-373 

R 

DIEDERICH, 0 

J 

8408200323 

50-373 

s 

DIEDERICH, G 

J 

0408200326 

30-373 

s 

DIEDERICH. G 

J 

S4O023OS24 

50-374 

B 

DIEDERICH. Q 

J 

8408230333 

50-374 

s 

DIEDERICH. G 

J 

8408240044 

50-374 

s 

DIEDERICH, 6 

J 

8408240179 

50-374 

s 

DIEDERICH, G 

J 

8408300380 

30-373 

R 

DIEDERICH, G 

J 

8408300508 

50-373 

R 

DIEDERICH, 0 

J 

8408310047 

30-373 

6 

DIEDERICH, 0 

J 

8408310333 

50-374 

8 

DIENES. A F 


8408160255 

30-233 

R 

DIETZ, C R 


8408060128 

50-323 

S 

DIETZ, C R 


8408090032 

30-325 

s 

DIETZ, C R 


0400090390 

30-324 

B 

DIETZ, C R 


8408090432 

50-325 

8 

DIETZ, C R 


8403100039 

50-324 

0 

DIETZ, C R 


8408130338 

50-324 

8 

DIETZ, C R 


a40Bl401Sl« 

50-400 

T 

DIETZ, C R 


8400160075 

50-325 

S 

DIETZ. C R 


8400160133 

50-325 

S 

DIETZ, C R 


8400240227 

50-324 

0 

DIETZ, C R 


840027043 1 « 

50-324 

0 

DIGGS, R M 


8408010122 

50-366 

p 

DIGGS, R M 


8408070040 

50-155 

p 

DIGGS, R M 


8400070154 

50-213 

p 

DIGGS. R M 


8400090491 

50-230 

p 

D1G08, R M 


8400140073 

50-344 

p 

DIGGS, R M 


0400160293 

30-255 

p 

DIGGS, R H 


8400160494 

50-313 

p 

DIGOB, R M 


B408170017 

30-237 

p 

DlOOB,n M 


8400210547 

30-409 

p 

DIGGS, R h 


8408210550 

50-266 

Q 

DIGGS, R M 


8408210552 

50-304 

P 

DtOOSiR M 


0400210625 

50-206 

P 

DIGGS. R M 


0400230291 

50-309 

P 

DIGGS, R 11 


8400230310 

50-510 

A 

diianni,d c 


B40B160482 

50-244 

P 

DIMEGLIO. A 

F 

8408090332 

PR 


DIMEGLIO, A 

F 

8408210328 

50-193 

8 

DIMMOCK, L 


8408a00060« 

50-263 

Q 

OIRCKS.W J 


B40S1B014S 

50-350 

H 

dircks. H j 


840703001 1« 

REVtEU 

GRP 

dircks.h j 


8407120142 

50-520 

D 

DIRCKS, U J 


0400010275 

50-275 

U 

DIRCKS, U J 
DIRCKSiN j 


8408010338 

8408060309 

50-335 

MISC 

H 

DIRCKS, W J 


840807004 1 

50-416 

H 

dircks, W J 


8408070201 

50-416 

U 

dircks, H J 
DIRCKS. H si 

dircks, W si 


8408070211 

04O0O9OL3B 

0400090406 

50-322 

SECY 

SECY 

K 

DIRCKS, VI. J 


0400090508 

50-413 

U 

dircks, VI si 


0400130202 

50-416 

U 

DIRCKS, W J 
DIRCKS, W J 


0408130547 

84081602a8« 

50-322 

ORQ 

A 

dircks, V/ J 


8408170094 

50-352 

U 

DIRCKS, U J 
DIRCKS, VI J 


8408200449 

8408220274 

50-352 

DRG 

U 

DIRCKS, W J 


8400230056 

50-272 

H 

DIRCKS, vr J 


0400280054 

50-322 

H 

dircks, H J 

divine, J R 


0400300020 

0408310075 

REVIEW 

MUR EG 

GRP 

DIXON, 0 Vi 


8408060103 

50-395 

P 

DIXON, 0 VI 


8408060134 

50-395 

P 

DIXON, Q VJ 


8400060140 

50-395 

P 

DIXON, 0 VI 


8408070373 

50-373 

P 

DIXON, Q VI 


8408070402 

50-395 

Q 

DIXON, 0 W 


8400080124 

50-395 

P 

DIXON, 0 K 


0400000187 

50-395 

K 

DIXON, 0 vr 


0400090143 

50-395 

B 

DIXON, 0 W 


040809024 1 

50-395 

0 


AUTHOR 

ACCESSION 

NUMBER 

subject 

CATEGORY 

DIXON, 0 U 

0400100002 

50-395 

F 

DIXON, 0 M 

8400130340 

50-395 

S 

DIXON, 0 N 

8400130364 

50-393 

F 

DIXON, Q W 

DIXON, 0 M 

0400140265 

0400160525 

50-393 

71-9131 

P 

DIXON. 0 U 

0400170300 

50-393 

V 

DIXON. □ N 

0400200340 

50-395 

8 

DIXON. □ U 

0400200344 

50-395 

0 

DIXON. 0 N 

8408230507 

30-393 

8 

OIXDN, 0 U 

8400240002 

50-395 

P 

DIXON, 0 N 

B40B27O174* 

50-395 

Q 

DIXON, 0 U 

0400280104 

30-395 

P 

DIXON, 0 U 

0400200207 

50-395 

Q 

DIXON, 0 W 

0400300314 

50-395 

8 

DJEMAL, A 

0400220148 

50-369 

J 

DJEMAL, A 

04OB29OOO6 

50-269 

J 

DODDS, R T 

0406000497* 

30-344 

Q 

DODDS, R T 

8400090019* 

50-397 

Q 

DODDS, R T 

0408170369 

50-397 

S 

DODDS. R T 

0400240207 

30-344 

8 

DODDS, R T 

8400290036 

30-397 

8 

DODDS, R T 

0400300230* 

50-312 

0 

DODDS, R T 

0400300377* 

50-344 

0 

DODDS, R T 

8400300300* 

50-344 

Q 

DODDS, R T 

8400300431* 

30-397 

0 

DODDS, R T 

0408300464* 

50-397 

Q 

OOERFLEIN, L T 
DOEROE, D H 
DOHERTY, J F 

8400270541* 

0400290103 

0400140419 

50-333 

NUREG 

PR 

Q 

DOMENICr,P V 

0400230063* 

50-272 

H 

DOMER, J A 

8400140331 

50-259 

8 

DOMER. J A 

0408140375 

50-259 

P 

DOMER. J A 

8400150213 

50-296 

0 

DOMER. J A 

0400200131 

50-239 

P 

DOMER, J A 

040824010? 

50-239 

Q 

DOOLITTLE, E L 

B40B090438 

50-423 

A 

doroskon. j 

0400060301 

30-209 

0 

DOROSKON. J 

8400060201 

30-209 

0 

OOROSHOU, J 

8408060224* 

30-209 

0 

DORQSHOVI, J 

8400060224* 

30-289 

0 

DORQSHOW, J 

6400070382 

50-289 

0 

DOH08HOVI, J 

0400070382 

50-209 

G 

DDR08HDN. J 

0408070408 

30-209 

0 

D0R06H0N. J 

8408070408 

50-289 

0 

DQR06KQN. J 

8400140449 

50-219 

G 

DOROSHOU, J 

8408140479 

50-289 

0 

OOROSHOU, J 

0400140479 

50-2B9 

0 

OOROSHOvr, J 

0400240250 

50-219 

G 

DOTY, J W 
DOUGHERTY, D 

8400030025* 

0400010151 

50-327 

NUREO 

P 

DOUOHERTY, J D 

8400010250 

50-338 

0 

DOUGHERTY, J □ 

8400010230 

50-338 

G 

DOVE, K 

0400310156 

50-461 

A 

DOWNEY, B L 

0400280156 

50-443 

0 

DOWNEY, B L 

8408280136 

30-445 

0 

DOWNEY. B L 

8400200251 

50-445 

G 

DOWNEY. B L 

0400200231 

50-445 

0 

DOYLE, J 

0400090303* 

50-445 

0 

DRAOOUN. T 

8408030267* 

50-272 

Q 

DRAOOUN, T 

8408240076* 

50-334 

Q 

DRAOQUN, T F 

8400230136* 

30-277 

Q 

DREHOBL, K E 

0400010163* 

50 '-329 

0 

DREHGQL.K £ 

0408170102* 

30-329 

A 

DREIFUS.D 

0400070218 

50-322 

0 

DREIFUS.D 

0400090218 

30-322 

0 

DREIFU8;D 

8400090223* 

50-322 

Q 

DREIFUS.D 

0400090223* 

50-322 

0 

DRIKER.E 

8400130692* 

50-329 

A 

DRUOA.R J 

8400100092 

50-334 

8 

DRUOA.R J 

0400100113 

50-334 

8 

druqa.r j 

8400210016 

30-334 

S 

DRUOA.R J 

DUBOIS, D 

0400210023 

B40B230464 

50-334 

XPORTLIC 

8 

DUBOIS. D L 

8408270500* 

50-290 

Q 

DUDLEY. N F 

B40B31004B* 

50-470 

a 

DUQOlNi 0 

0400170053 

50-320 

S 

DUGOIN. 0 

0400230309 

50-327 

B 

OUGOlNiG E 

DUMAS, D 

DUMAS. D 

DUMAS. D 

8400310030 

8400310023* 

8400310303 

8400310446 

30-327 

XPORTLIC 

XPORTLIC 

XPORTLIC 

8 

DUNCAN, R M 

0400220374* 

30-445 

T 

DUNCAN, R M 

6400220374* 

50-445 

T 

DUNLAP. J 

0400310063 

30-272 

8 

DUNLAP. J M 

8408030192* 

50-410 

0 


AUTHOR 

ACCESS tDN 
NUMBER 

SUBJECT 

CATEGORY 

DUNLAP. J M 

0408130424* 

50-277 

Q 

DUNLOP, A 

8400230232* 

50-454 

a 

DUPONT, S G 

0408130475* 

50-341 

a 

DURR.J P 

0408100072 

50-247 

0 

DURR, J P 

0400150619 

50-332 

a 

DURR.J P 

0408150634* 

50-272 

0 

DURR, J P 

0400150653* 

50-334 

Q 

DURR, J P 

8400160260* 

30-322 

G 

DURR, J P 

8400210517* 

30-336 

a 

DURR. J P 

8409230145* 

30-271 

0 

DURR. J P 

8400230205* 

30-293 

a 

DURR.J P 

B40B270242* 

50-410 

o 

DURR. J P 

04003001 13* 

30-247 

a 

DURR.J P 

8400300116* 

50-29 

Q 

DUB.R 8 

8400160 140 

30-373 

R 

DUTTA, P 

DUVALL, D D 

DUVALL, D D 

DUVALL, D D 

8400220324 

B408030099 

8408030163 

8408070317 

MA3TE HOT 
QA999 

OA999 

0A999 

DUVALL, D D 

DUVALL, D D 

DUVALL, D D 

DYER.F F 

DYKBTRA, J 

0408220317 

0400240259 

0 4 08240 276 
0400300272 
0408130007 

30-245 

0A999 

OA999 

NUREO 

NUREG 

0 

DYNNER.A R 

0408140013 

50-322 

T 

DYNNEft.A R 

0408140013 

50-322 

T 

DYNNER.A R 

0408140466 

50-322 

Q 

dynner.a r 

B4OB140466 

50-322 

0 

DYNNER.A R 

8400230264 

50-322 

0 

DYNNER.A R 

8400230264 

50-322 

Q 

DZENIS.E A 

8400140262* 

5O-2S0 

0 

DZENI8. E A 

0408140262* 

50-250 

0 

EAGLE, J R 

0400060251 

50-265 

0 

EAPEN. P K 

0400090031* 

50-277 

Q 

EARLE, □ K 

8408020029 

50-341 

K 

EARLE. 0 K 

840B160474 

50-341 

A 

EBERLY, R 
EBERSOLEjJ C 
EBERSOLE, J C 
EBER80LE, J C 

EBERBOLE, J C 

8400140073* 

0400170207 

0400170316 

0400170373 

0400170370 

50-400 

ACRS 

ACR8 

ACRS 

ACRB 

T 

EGERSQLE, J C 
ECKER.R 11 

ECKERT, J, P 
ECKERT, J P 

ECKERT, J P 
ECKERT, J P 

0400220076 

0400130043 

840B270121* 

840B270S56* 

0408270274* 

0408310039* 

WASTE MOT 
NUREG 

70-27 

70-27 

70-27 

70-27 

ECKHARDT, J 

0408140346 

50-aiff 

8 

ECKHARDT. J H 

0408300254* 

so-aiB 

0 

ECDNDMD3. N 

0400280393* 

50-413 

Q 

EDDLEMANi W 

0400030070 

50-400 

0 

EDDLEMAN, W 

0400030070 

50-400 

0 

EDOLEMAN, W 

0400070459 

30-400 

0 

EDDLEMAN, W 

840B140002 

50-400 

0 

EDDLEMAN. W 

840B140119 

50-400 

o 

EDDLEMAN. W 

B4O014O122* 

30-400 

D 

EDDLEMANi W 

G4O014O125* 

50-400 

0 

EDDLEMAN. W 

B408160105 

50-400 

0 

EDDLEMAN, W 

8400200498 

50-400 

0 

edblman.m R 

8400020110 

50-440 

I 

EDELMAN.M R 

0400030145 

50-440 

A 

EDELMANiM R 

B4O0O7O1B4 

50-440 

A 

EDELMAN.M R 

8408090148 

50-440 

8 

EDELMAN.M R 

840809026 1 

30-440 

6 

EDELMAN.M R 

0400130393 

50-440 

B 

EDELMAN.M R 

0408220490 

50-440 

8 

EDELMAN.M R 

0400220502 

50-440 

3 

EDELMAN.M R 

8400270320 

50-440 

F 

EDELMAN.M R 

8400200131* 

50-440 

a 

EDELMAN.M R 

0400300054 

50-440 

0 

EDWARDS. E W 

0400010196 

50-416 

0 

EGBERT. D K 

0408220399* 

50-445 

T 

EICHENHOLZ. K 

0403160002* 

50-29 

Q 

EICHENHOLZ.H 
EINZIOER.R E 

8408270079* 

8400240379 

50-29 

hAJREG 

Q 

EI8ELE.W F 

0400230524 

50-374 

0 

E18ENHUT. D 0 

0312120393* 

50-329 

A 

EI8ENHUT. D 0 

04OS16D47O 

S0-B9 

P 

EIBENHUT. D G 

8405160473* 

50-07 

P 

EI8ENHUT-D G 

04O62PO2S9 

50-322 

T 

EIBENHUT. D 0 

0407310035 

50-275 

Q 

EISENHUT, D. G 

0407310030 

50-275 

E 

EISENHUT, D 0 

B40B060161* 

50-293 

P 

EIBENHUT- D Q 

8400060408 

50-206 

P 

EISENHUT, D 0 

8400070036* 

50-170 

P 



PERSONAL AUTHOR INDEX 


628 


AUTHOR 

accession 

NUMBER 

SUL c 1 
CAfCGOR 


ElSENhUT. D G 

8408070059 

50-311 

P 

EISENHUT, D Q 

0408070110 

30-3 

P 

EISENHUT. D Q 

8408070127* 

50-166 

P 

EISENHUT, 0 G 

a4oao;o309» 

30-219 

P 

EISENHUT. D G 

8408070459 

50-443 

A 

EISENHUT, D 0 

8408000037* 

50-346 

F 

EISENHUT, D 0 

8408080454 

50-445 

A 

EISENHUT, D G 

8408090409* 

50-397 

P 

EISENHUT. D G 

8408090414* 

50-397 

P 

EISENHUT. D G 

8409090517* 

50-334 

P 

EISENHUT. D Q 

8408090524* 

50-334 

P 

EISENHUT. D G 

8408090533 

50-170 

P 

EISENHUT. 0 0 

8408090534* 

50-170 

P 

EISENHUT. D G 

8408130164 

30-413 

P 

EISENHUT. 0 G 

8408130298* 

50-10 

F 

EISENHUT. 0 G 

8408130559* 

50-334 

P 

EISENHUT. 0 0 

8408140558 

50-166 

P 

EISENHUT. D G 

8408140561* 

50-166 

P 

EISENHUT. D G 

8408130220* 

30-219 

P 

EISENHUT. D G 

8408130583* 

50-271 

P 

EISENHUT. D Q 

8408160313 

50-445 

Q 

EISENHUT. D G 

8408160477 

50-352 

A 

EISENHUT. D G 

8400170346* 

50-334 

F 

EISENHUT.!) G 

8408200010 

50-289 

Q 

EISENHUT. D 0 

8408200273 

50-3 

P 

EISENHUT, D 0 

8408200306 

50-423 

A 

EISENHUT. D G 

8408200441* 

50-260 

P 

EISENHUT. D 6 

8408200489* 

50-202 

F 

EISENHUT. D G 

8408210005* 

50-10 

F 

EISENHUT. D 0 

840821001 J* 

50-219 

P 

EISENHUT, D 0 

8408210309* 

50-255 

P 

EISENHUT, D G 

8408210404* 

50-329 

A 

EISENHUT. D G 

0400210433* 

50-329 

A 

EISENHUT. D G 

840821O4S0* 

50-329 

A 

EISENHUT. S G 

8408220099* 

50-409 

P 

EISENHUT, D G 
EISENHUT. D G 

8408220173 

B408220302* 

50-445 

ORG 

T 

EISENHUT. D G 

8408220469 

50-209 

P 

EISENHUT, D G 

0408230374 

50-302 

A 

EISENHUT, D 0 

EISENHUT. D 0 

8408240115 

9409340401 

50-206 

Ml SC 

S 

EISENHUT. D G 

B40827047B* 

50-346 

F 

EISENHUT. D 0 

0408200113 

50-255 

F 

EISENHUT, D G 

B4O930O171 

50-213 

F 

EISENHUT. D 0 

8408260229 

50-482 

F 

EISENHUT. D G 

8408280348* 

50-346 

F 

EISENHUT. D G 

0409300519* 

30-261 

F 

EISENHUT, D 0 

8408310284 

50-266 

P 

EISENHUT, D G 
EISENHUT. D G 

8408310374 

8408310410 

50-305 

MISC 

P 

ELAM. D D 

8408270290* 

50-219 

P 

ELAYAT, H 

8404230171* 

50-400 

F 

ELEY, G D 

8408020129 

50-322 

T 

ELIN. J □ 

8408310244* 

50-206 

a 

ELLEMAN, T 8 

0408140151* 

50-400 

T 

ELLERSHAU.L E 

8400090130* 

50-313 

G 

ELLIOTT. C H 

8409010190 

50-352 

0 

ELLIOTT. C U 

3400060170 

50-352 

0 

ELLIS. D V 

0400090104 

50-29 

s 

ELLIS. D W 

8409330540 

50-29 

8 

ELLIS. J 

0409090408 

50-445 

G 

ELLIS . J 

0409090420* 

50-445 

G 

ELLIS. J 

8400090434* 

50-445 

G 

ELLIS. J 

8400090463* 

50-443 

G 

ELLIS. J 

8406090480* 

50-445 

0 

ELLIS. J 

8400090480* 

50-443 

G 

ELLIS. J 

8400090 512* 

50-445 

0 

ELLIS . J 

8408160106 

50-443 

G 

ELLlSi J 

8408160113* 

50-443 

G 

ELLIS. J 

0408160114 

50-445 

0 

ELLIS. J 

9408160141 

50-445 

0 

ELLIS, U 

8408160133* 

50-445 

G 

ELLIS. J 

0408160171 

50-445 

G 

ELLIS. U 

B40B16O179* 

50-445 

0 

ELLIS. U 

0408201)605 

50-445 

G 

ELLIS, J 

8408240244 

50-445 

0 

ELLIS, J 

0400200136 

50-445 

0 

ELLIS , J 

8400280141# 

50-445 

G 

ELLIS, J 

8408310102 

30-445 

0 

ELLIS, J 

8408310105* 

8408270456* 

S408230392 

8408270329* 

8408270363* 

8408070205 

50-445 

50-2BO 

50-338 

50-230 

50-335 

50-29 

Q 

Q 

S 

0 

Q 

S 


AUTHOR 


elsasser. T 

ELSASSER, T C 
ELSASSER. T C 
EUSASSER. T C 
ELSA3SER, T C 

ELSASSER.T C 
ELSASSER. T C 
ELTON* T L 
ELTON* T L 
ELTON. T L 

ELTON. T L 
EHOREV. D E 
EMCH. R L 
EMCH. R L 
EMMETT . J 

emrit.r 
ENDRE6.0 U 
ENO.P 
ENOEL.R F 
ENOELDER*T C 

ENOELKEN.R H 
ENOELKEN/R H 
ENGELMANN. R 
ENGELMANN. R 
ENGLAND. L A 

ENGLAND. L A 
ENGLE, L B 
ENGLE. L B 
ENNIS. J D 
ENNIS, J D 

ENNIS. K 
ENNIS. K 
EPSTEIN. G 
ERDMAN.C A 
ERICKSEN. E P 

ERICKSEN.E P 
ERLER, B 
ESCH*H E 
ESELCROTH. P 
ESELOROTH, P 

ESKRIDGE.H C 
ESKRIDOE.H £ 
ESKRIDGE.H E 
ESPINDSA.Q 
ETHRIDGE. D 

ETHRIDGE. D 
ETHRIDGE* D 
EVANS. C A 
EVANS, C A 
EVANS, C A 

EVANS, C A 
EVERETT, R J 
EWING, J W 
EVSTER, R 
FALCONER. D P 

FALEVITS. 2 
FALEVITS , Z 
FALEVITS* Z 
FALL IN, J F 
FALTER, H W 

FANNING. G 
FARDER, M J 
FARLEY, E M 
FARLEY, e M 
FARLEY, E \^ 

FARLEY, E M 
FARLEY. E M 
FARLEY, E M 
FARLEY. E M 
FARLEY. E M 

FARLEY, E M 
FARLEY. E M 
FARLEY. E M 
FARLEY, E K 
FARLEY, E M 

FARLEY. E M 
FARLEY, E M, 
FARLEY, E M 
FARLEY. E M 
FARLEY. E M 

FARNELL. A S 
FARNELL.A 6 
FARRAR.D L 
FARRAR. D L 
FARRAR.D L 


accession 

NUMBER 


a40a290007» 
04062601 7V« 
0408080403* 
0408090141* 
8408190255* 

8408270486* 

8408270918* 

0408200438 

8400220491 

840B270229 

B40B300333 

B40B010166 

8408160343 

8400160346 

8408290328 

040B220269 

8408290171 

Q40B23O252* 

8408280353 

8408300194* 

8408130220 
8408130293 
B4 08240406 
8408270104 
8408210376 

8408210376 

B40Q090441 

8408210975 

8408130204* 

8408130410* 

8408280126* 

8400200139# 

8408060256 

8408190371 

B40S170326* 

B40B17O326* 

04OB31O192 

0408310169* 

8408030197 

8408290403* 

8408020205 

0409210183 

8408210190* 

8408310337 

8408080089 

840B2P0403* 

940G220403* 

0408030275* 

8400160804* 

0400230522* 

8408270007* 

8408200092* 

0400140413* 

0400130924 

0408230166* 

0400190293* 

8400300196* 

8408300220* 

8408160234 

8400100101* 

6400080237 
8400160193* 
8408010169 
8408010169 
840809041 1 

040809041 1 
8408090431 
8408090431 
8400190438 
8400130436 

0408230231 

8400230231 

0400280492 

8408280492 

8408270317 

8408290317 

8408310210 

8408310218 

8408310224 

8408310224 

8408140263* 

8400140263* 

8408030232* 

8408070212* 

8408130413* 


SUDJt( T 

categor 

V 

AUTHOR 

accession 

NUMBER 

SUBJECT 

CATEGORY 

50-423 

0 

FARRAR, D 1 

04OS14O139 

50-237 

F 

70-1 143 


farrar, D 1 

B4O014O169* 

50-374 

Q 

50-245 

0 

FARRAR, D L 

04001401 BO* 

30-374 

G 

50-213 

G 

FARRAR, D L 

04001401 90* 

50-374 

Q 

50-213 

G 

FARRAR, D L 

9400140241* 

30-454 

G 

50-184 

Q 

FARRAR, 0 L 

8408140397 

50-237 

F 

50-34 

Q 

FARRAR, D L 

0400160145* 

30-10 

G 

50-366 

S 

FARRAR, D L 

8408160345 

50-237 

P 

50-366 

S 

FARRAR, D L 

8408170369 

50-454 


50-321 

s 

FARRAR, D L 

B4092 10203* 

50-374 

G 

50-321 

s 

FARRAR. D L 

0408210358* 

50-456 

G 

nureg 


FARRELL. C A 

0408170339* 

50-334 

G 

50-133 

p 

FARRELL. C A 

04OBI 70342* 

50-334 

G 

50-155 

p 

FARRELL, E V 

04081 30108 

50-317 

S 

50-454 

0 

FARRELL, R E 

0400200292* 

30-438 

G 

nureg 


FARRON, P 

8400010162 

50-389 

G 

nureg 


FASANDi A 

0400010170 

30-330 

0 

50-454 

Q 

FASANO. A 

8400010174 

50-320 

S 

50-354 

H 

FASAND, A 

B408010220 

50-320 

3 

70-B24 


FASANO. A 

S4OS0 10230 

50-320 

S 

50-361 

A 

FASANO. A 

□408300381* 

50-320 

G 

30-36 1 

G 

FAUDER. J 

8408270031 

40-8302 


40-8304 

40-4492 

TOPREP 


FAU0ER, J 

FAUDER, J 

FAW, R B 

0408270069 

8408270138 

8408310117 

40-8302 
40-aS02 
SO- 1 88 

F 

tgprep 


FAY, C W 

0407310166 

50-266 

K 

50-330 

P 

FAY. C W 

0408030167 

go -266 

F 

50-338 

P 

FAY. C W 

0408100052* 

50-266 

G 

50-395 

G 

FAY, C W 

8400210232 

30-266 

R 

30-338 

G 

FAY. C W 

0400270233 

50-266 

P 

0A999 


FAY.C U 

8406200128 

50-266 

P 

0A999 


FAY. C U 

0400200216 

50-266 

P 

WASTE MGT 

FAY, C W 

040030031 t 

50-266 

S 

50-59 

R 

FAY.C U( 

8400300518 

50-266 

B 

50-454 

T 

FEE.W F 

0400200258 

50-423 

E 

50-454 

T 

FEE. W F 

8406280230 

50-423 

E 

50-454 

T 

FEHRINGER.D J 

8400230062 

WASTE MOT 

50-255 

0 

FEIERAaEND, C D 

B40B270363* 

50-333 

0 

50-308 

8 

FELTON, J M 

0407130037 

FOIA 


50-322 

Q 

FELTON, J M 

8400010061 

50-329 

A 

70-36 

70-36 


FELTON, J M 

FELTON, J M 

8408310133 

8408310142 

FOIA 

50-273 

P 

70-36 


FELTON, J M 

0408310147 

50-344 

P 

XPORTLIC 


FELTON. J M 

8400310151 

50-142 

P 

30-445 

T 

FELTON, J M 

8400310155 

FOIA 


30-443 

T 

FEN8TERMACHER 

0400130225* 

50-289 

P 

SO-443 

T 

FERGUSON. R L 

0408140093* 

50-400 

T 

50-302 

Q 

FERKIN. Z G 

0408020047 

30-352 

0 

50-313 

Q 

FERLIC. K 

0408100033 

50-29 

S 

30-267 

Q 

FERLICi k 

8408270410* 

50-309 

G^ 

50-450 

Q 

FERNANDEZ, C 

8307010039* 

50-277 

P 

30-272 

Q 

fey.f L 

8400300176 

50-263 

F 

30-346 

P 

FEY, F L 

0408300180* 

50-263 

F 

30-413 

0 

FEY.F L 

0408300 183* 

50-263 

F 

50-231 

G 

FIEDLER. D C 

8408100124 

QA999 


50-253 

G 

FIEDLER, P D 

8408010293 

50-219 

B 

30-440 

Q 

FIEDLER, P n 

8408060142* 

50-219 

Q 

50-341 

Q 

FIEDLER, P 0 

0400070152 

50-219 

P 

50-273 

0 

FIEDLER, P 0 

0400070300 

50-219 

P 

30-461 

A 

FIEDLER, P D 

0400070348 

50-219 

P 

30-443 

T 

FIEDLER, P D 

840B070454 

50-219 

P 

30-483 

G 

FIEDLER, P D 

8400080498 

50-219 

8 

50-322 

G 

FIEDLER, P D 

S40S090230 

50-219 

P 

50-322 

G 

FIEDLER. P D 

8400130191 

50-219 

F 

50-322 

0 

FIEDLER, P D 

8408220336 

50-2 1 9 

P 

50-322 

0 

FIEDLER. P D 

8409220373 

50-219 

P 

50-322 

G 

FIEDLER. P 0 

0408230098* 

50-219 

0 

30-322 

Q 

FIEDLER. P D 

8408270205 

50-219 

P 

30-322 

G 

FIEDLER. P D 

8400870381 

50-219 

P 

30-322 

0 

FIEDLER. P D 

8408310128 

50-219 

Q 

30-322 

Q 

FIELDS. J S 

8408300340 

50-387 

S 

30-322 

G 

FIKAR.L F 

8408200295 

50-443 

8 

30-322 

0 

FIKAR, L F 

8408220412* 

50-443 

0 

30-322 

0 

FINDLEY. D E 

8408130437* 

contract 


50-322 

0 

FINDLEY, D E 

8408130 442* 

CONTRACT 


50-322 

Q 

FINDLEY, D E 

0408130445* 

CONTRACT 


50-322 

0 

FiNKELi A 

0408080470* 

50-289 

0 

50-322 

Q 

FINKEL, A 

0400090330* 

50-322 

Q 

50-322 

Q 

FINKEL, A 

8408200504* 

50-334 

Q 

50-322 

Q 

FIORATO. A E 

0408220090* 

50-329 

A 

50-329 

A 

FIORELLI. 0 
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GUSTE, W J 

S40BD90194# 

50-416 

O 

HARE, 8 M 

6400280089* 

90-254 

9 

GUTHRIE. 8 

8408030179# 

50-195 

Q 

HARMON. D F 

8408160297 

ORO 


OUTTERMAN. A H 

8408060106 

90-499 

Q 

HARPSTER, T L 

6408190499* 

50-333 

Q 

GUTTERMAN. A H 

8408080186 

90-490 

G 

HARRAN, 0 

8408230431 

90-249 

ft 

CUTTMAM, D 
KAFEMEI8TER. D 

8408290342 

8408310212 

90-458 

PR 

M 

HARRELL. P H 
HARRINGTON. R M 

B408090160# 

8400130001 

90-313 

fKTREG 

Q 

HAFEMEISTER.D 

8408310215# 

PR 


HARRINGTON. T E 

B40B1 00000 

90-293 

0 

HAGAN. T F 

0408060017* 

CONTRACT 


HARRINGTON. W D 

B4O0O2O13O 

90-293 

P 

HAGAN, T F 

0408060029# 

CONTRACT 


HARRINGTON. W D 

B40B030022 

50-293 

a 

HAGAN, T F. 

0400060037* 

CONTRACT 


HARRINGTON. W D 

6408060009 

50-293 

p 

HAGAN. T F 

8400060040# 

CONTRACT 


HARRINGTON, N 0 

8408000903 

90-293 

ft 

HAOAN. T F. 

0400060048# 

CONTRACT 


HARRINGTON, U D 

8408090114 

90-293 

a 

HAGAN. T F 

0400060214# 

CONTRACT 


HARRINGTON, W D 

8408090248 

80-293 

p 

HAGAN. T F 

0400080067# 

contract 


HARRINGTON, W D 

8408100046 

90-293 

a 

HAOAN. T F 

0408080480* 

CONTRACT 


HARRINGTON, W D 

0408100099 

50-293 

a 

HAOAN. T F 

8408090910# 

CONTRACT 


HARRINGTON, W D 

840814023? 

50-293 

p 

HAOAN. T F 

0408200997* 

CONTRACT 


HARRINGTON. W D 

6408140290 

90-293 

p 

HAOAN. T F 

0408200606* 

CONTRACT 


HARRINGTON. W D 

8408140291 

90-293 

p 

HAOAN. T F 

8409210032* 

CONTRACT 


HARRINGTON. W D 

B4DB1 90055 

90-293 

a 

HAOAN. T F. 

0409210046* 

90-206 

P 

HARRINGTON. W D 

8400190087 

90-293 

p 

HAOAN, T F. 

0408210047# 

CONTRACT 


HARRINGTON, W D 

B40B160033 

90-293 

p 

HAOAN. T F 

0408220000* 

CONTRACT 


HARRINGTON, H D 

8408160041 

90-293 

p 

HAOAN. T F. 

0408320404* 

CONTRACT 


HARRINGTON. W D 

B40B 160094 

90-293 

ft 

HAOAN. T F. 

0408240094* 

CONTRACT 


HARRINGTON. W D 

B40B1 60368 

90-293 

F 

HAGAN. T F. 

0408290349* 

CONTRACT 


HARRINGTON, U D 

8408160374 

90-293 

F 

HAGAN. T F 

0408300237* 

90-269 

P 

HARRINGTON, W D 

8408220133 

90-293 

P 

HAGAN. T F 

0409310080* 

CONTRACT 


HARRINGTON, W D 

6408300198 

90-273 

P 

HAGEN. E H. 

0408390190 

NUREO 


HARRINGTON, W D 

B40B30034B 

90-293 

9 

HAGEN, E W. 

HAGEY, h 

HAGGARD. D. L 

8400290198 

0403060020 

8408290171 

hWREO 

CONTRACT 

NUREO 


HARRIS. D G 

HARRIS, J D 

HARRIS, J D 

6408150514* 

e40B290190 

B40B290198 

90-322 

IfJREO 

NUREO 

T 

HAI8FIELD. M 

0400230027 

WASTE MOT 

HARRIS, J R 

8408140086# 

90-400 

T 

HA I ST. D 

0400220139 

50-361 

0 

HARRIS, M 6. 

8408240172 

90-331 

a 

HAI8T. D 

0400280078 

90-362 

8 

HARRIS, R H 

8408270242# 

90-410 

a 

HA 1ST, D P 

0408080497* 

90-344 

Q 

HARRISON, J J 

6408030076# 

50-329 

a 

HALL, E L 

8400070409* 

90-39D 

Q 

HARRISON. J J 

6408070173 

90-329 

A 

HALL. 0 L 

8408130446* 

90-338 

Q 

HARRISON. J J 

840013039? 

90-329 

A 

HALL. D P 

8400060366 

50-461 

B 

HARRISON. J J 

8408150702# 

90-329 

a 

HALL. D P 

8400070219 

90-461 

R 

HARRISON. J J 

8408230912* 

90-329 

a 

HALL. D P 

8400070460* 

50-461 

0 

HARRISON. J J 

6408240144* 

50-329 

a 

HALL. D P 

0400060940 

90-461 

8 

HARRISON. B F 

B407230193 

l^REO 


HALL. D P 

0400130238 

90-461 

8 

HARRISON. 8 F 

6400070117 

QA999 


HALL. 0 P 

0400270139 

50-461 

A 

HARROLD.K 

0408060197* 

50-70 

0 

HALL, 0 P 

0400270310 

90-461 

8 

HAR8HBARGER, J 

8408270238 

HASTE MOT 

HALL. D P 

04OB28OO94 

90-461 

A 

HARBHE. B L 

0400090106* 

COMMISSION 

HALL.O P 

0400300022 

90-461 

8 

HART. R D. 

0408010311 

90-291 

a 

HALLrD P 

0400300076 

50-461 

S 

HART. R D 

6408030239 

90-290 

a 

HALL. D P. 

0400300210 

90-461 

8 

HART. R D 

V 8408080230 

90-290 

a 

hall.d P. 

0400300224 

90-461 

8 

HART/ R. D 

0408270203 

50-290 

a 

HALL. R 

0400090176 

50-267 

8 

HARTMAN, a L 

6408220367 

50-449 

T 

HALL, R E. 

0400060097* 

90-382 

Q 

HARTMAN, 8. L 

6408270367 

90-445 

T 

HALL. R E. 

0400060100* 

90-4 82 

0 

HARTMAN. W C 

B408030041 

0A999 


HALL. R E 

0408160923* 

90-482 

Q 

HARVEY, C 0 

8408310079 

NUREO 


HALL. R, E 

8408200092* 

90-272 

O 

HARVEY, M D 

8408060431 

WASTE MOT 

HALL. R E. 

0408230192* 

90-449 

Q 

HA8BE.R, 

B40B010285* 

90-341 

a 

HALL. R E 

0400230466* 

90-205 

Q 

HASSELL. D. F 

B40B270191 

90-322 

a 

HALL. R E. 

0400230922* 

90-267 

Q 

HASSELL. D F, 

6408300129 

50-330 

a 

hall. R E 

0400270007* 

90-4 98 

Q 

HATE, K. V 

6408140023* 

90-400 

T 

HALL. R E 

8408290104# 

90-298 

Q 

HAUGHEY.M F 

8408060409 

90-410 

F 

HALL, H. J 

0400140194# 

90-206 

P 

HAUOHEYrM F 

B4080B0164 

90-410 

E 

HALLNANiO H 

0408280209 

90-413 

T 

HAUGHEYi M. F 

B40820014B 

90-410 

E 

HALLBTROM. 0 A 

0400140081* 

90-400 

T 

HAUGHEY.K F 

8400310267 

90-410 

A 

HALMAN. E L 

HALUB 1 P 

0400310390# 

0400310100 

CONTRACT 

XPORTLIC 


HAUGHEYrM F 
HAWKINS, D A 

6408310391 

84082P0397 

50-410 

CONTRACT 

E 

HANADAi Q 

0400090004* 

90-361 

Q 

HAWKINS, D. A 

8408270974 

CONTRACT 


HAHADAi 0. 

HAHADA. O.H 

0400070091* 

0400270346* 

90-312 

70-734 

0 

HAWKINS, D. A. 
HAWKINS, E F 

8408290347 

8408240177 

CONTRACT 

40-8722 


HANILTON.P 

0400160094 

90-293 

R 

HAWKINS. E F 

8408240180* 

40-8768 


HAMILTON, P. J 

0400100046 

90-293 

0 

HAWKINS, E F 

8408240183* 

40-8768 


HAHlLTONiP J. 

0400100099 

90-293 

0 

HAWKINS. E. F 

8400240207 

40-8696 


HAMILTON. P, J 

0400300348 

90-293 

0 

HAWKINS, E F 

8408270040 

40-8661 


HAMMER rCH. T 

0400060107 

90-374 

0 

HAWKINS, E F 

8406270048 

40-8768 


HAMPTON, J. U 

0400270169# 

90-269 

P 

HAWKINS, E F 

8408270099 

40-8629 


HAMPTON, L 

0400140102# 

90-329 

A 

HAWKINS, E F 

8408270100 

40-0696 


HANAN.N 

HANAUERiS H 

HAKNET Ti 8. A 
HANNETT. 0. A 

0400270333 

0400070413 

0400230962 

0408230963* 

90-352 

PR 

XPORTLIC 

XPORTLIC 

A 

HAWKINS, E F. 
HAWKINS, E F 
HAWKINS, E F. 
HAWKINS, E F. 

8408270117 

8408270197 

8408270209 

8408280334 

40-8661 

40-8064 

40-8726 

40-8768 


HANNETT. 8 A 

0400310321* 

XPORTLIC 


HAWKINS, F 

6408010289* 

50-341 

a 

HANNETT. 0, A 

8408310325# 

XPORTLIC 


HAWKINS, F. 

8408060309* 

90-496 

a 

HANNON r L 

0408080370 

NUREO 


HAWKINS, F. 

8408160217* 

90-494 

a 

harbuck.c c 

0408160237# 

90-499 

0 

HAWK INS, F 

8408300121* 

90-496 

a 

HARBUCK, C- c 

8403220500* 

90-362 

0 

HAWKINS, F, C 

8408190911* 

90-461 

a 

hardorove, T » 

8408240413 

40-2259 


HAWKINS, F C. 

8408170274# 

90-329 

a 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HAWKTNBiF C 

940e2a029BH* 

30-373 

Q 

HAWKIIJS. F C 

04OB3OO199« 

so-aoo 

Q 

HAWKiNSiT I 

840B200497* 

30-400 

0 

HAWXHUR8T, J 

04OB23O233# 

30-220 

Q 

HAWXHUBST, J J 

6408030221# 

30-333 

0 

HAYEStD B 

S40Q020194# 

FOIA 


HAYE8.B D 

e40B02019&» 

30-329 

Q 

HAYESrB □ 

840B17O311 

30-289 

0 

HAYEarD M 

8400070221* 

50-494 

Q 

HAVNEai J 0 

8408010304 

30-361 

8 

HAYNEfli J G 

8408030123 

30-206 

F 

KAVNESrU G 

8408060034 

30-361 

6 

HAYNEB. J G 

B40B06O039# 

30-361 

9 

HAVNESi j g 

B408060223 

30-361 

9 

HAYNES. J 0 

B4 0807037 9 

30-206 

S 

HAYNES. J 0 

6408080489 

30-361 

8 

HAYNES. J. 0 

8408090418 

30-362 

8 

HAYNES. J G 

6408140216 

30-206 

8 

HAYNES. J G 

8408170099 

30-361 

S 

HAYNES. J 0 

0406240084 

30-361 

8 

HAYNES. J 0 

840B240200 

30-362 

8 

HAYNES. J. 0 

0408280223 

30-361 

8 

HAYNES. J 0 

6408200296 

30-361 

8 

HAYNES. J 0 

8408300492 

30-361 

6 

HAZEL TINE. J 

8408210916# 

30-392 

A 

hearron. T 

840B170304# 

30-329 

T 

HEBDON. F J 

8406070026 

□RG 


HECKER. 0 E 

6408270147# 

30-412 

E 

KEETHER.U 

6408210164 

XPORTLIC 


KEETHER.W 

8408210169 

XPORTLIC 


KEHL.C W 

8408200271# 

30-416 

Q 

HEHL.C M 

8408270187# 

30-399 

0 

HEHL. C U 

8408270972# 

30-399 

Q 

HEIDCNREICH. J 

8408140317# 

CONTRACT 


HEIDER.L H. 

6408100093 

30-29 

0 

HElNANiO 

6408060432 

XPORTLIC 


HElNBi J 

6408230301# 

30-341 

E 

HEINZ. J 

8408220296 

30-289 

0 

HEI8HMAN.R F 

8408170117# 

30-443 

a 

HELOESON.K A 

8408010024 

70-820 


HELOESDNrK. A. 

8406020096 

70-820 


HELLER. J K 

8408300168# 

30-319 

Q 

HELLER. L H. 

8110190801# 

30-329 

A 

HELTEMES. C. J 

8406010162* 

30-366 

6 

HELTEHES. C U. 

8408060069 

MI8C 


HELTEMES. C, J. 

B40B060073# 

Miac 


HELTEHE8. C, J, 

6408060077# 

Hiac 


HELTEMES. C. J 

8408060081# 

Miac 


HELTEMES. G. J 

6408130320 

NUREO 


HELTEMES. C J 

6408220441 

Miac 


HENDER80N. J 0 

B11026O0S2# 

30-329 

8 

hennessv. U P 

8408210362# 

TOPREP 


HENNICK. A 

8406090272 

I^REG 


hennick.a 

8408130263 

NUREO 


HENNICK. A 

8406310064 

rAJREO 


henries. H E 

840B090162# 

30-309 

P 

henry. L. 0 

8408060162 

90-97 

F 

hen SHAM. E. 

6406130219 

40-8027 


HEN SHAH. E 

8408080493 

40-8027 


HENSLEY. K D 

8408130343 

70-143 


HENSLEY. K D, 

8406170012 

70-143 


HERBERT. R J 

8408090340 

90-249 

8 

HERBERT. R. J. 

6406090340 

90-24 9 

8 

HERHaRN.O. I. 

6408100089 

90-461 

A 

HER BORN. 0. I 

0408140331 

90-461 

E 

HERJNOjR f. 

B40S160248 

90-319 

Q 

HERINO.R,F, 

8406080109 

90-316 

P 

HERMANN. R. A, 

840B06027B 

90-220 

P 

herhann.r. a, 

8406060332 

90-220 

P 

HERMANN. R. A, 

8406190623# 

90-293 

P 

HERMAN. R. VI 

8408130241# 

90-329 

A 

HERMAN. R. H. 

6408140922# 

90-329 

A 

HERRitCK. R. G 

8407090037# 

90-219 

P 

HERRINGTON. C C, 

8408130033 

70-1300 


HER8CH. M, M. 

6408180237 

XPORTLIC 


HER8CH.M K 

8408130719 

XPORTLIC 


hersgh.m m. 

8406130730 

XPORTLIC 


HER8CH. M. H, 

8408200493# 

XPORTLIC 


HERBCHi H. M. 

8408230488 

XPORTLIC 


HERBCHi M m. 

840S230498 

XPORTLIC 


HERBCH. M. M 

0408230810 

XPORTLIC 


herbhev. a P 

8408140340 

90-392 

0 

HlATTiS L. 

8408090196 

90-440 

9 

HIATT. B. L. 

8408090202# 

90-440 

0 

HIATT. 8. U 

6408090231 

90-440 

9 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


HIATT, 8 L 

8408090243 

90-440 1 

0 

HIOOINBOTHAM. L 

8408060274 

HASTE tlQT 


HIGOINBOTHAM, L 

8406070276 

WASTE MOT 


HIOOINBOTHAM. L 

8406090331 

WASTE MGT 


HIGOINBOTHAM. L 

8406130140 

WASTE MOT 


HI0GIND0TH4M, L 

8 408 140338 

WASTE MOT 


HIOOINBOTHAM. L 

8408160031 

WASTE MOT 


HIOOINDOTHAM, L 

8408200208 

MA9TE MOT 


HIGOINBOTHAM, L 

8408200432 

WASTE MOT 


HIOOINBOTHAM, L 

840822021*?# 

WASTE MOT 


HIOOINBOTHAM, L 

8408230031 

WASTE MOT 


HIOOINBOTHAM, L 

8408230063 

WASTE MOT 


HIOOINBOTHAM, L 

6406230100 

WASTE MOT 


HIOOINS. B E 

8408160494 

30-394 

D 

H100IN8,J C 

6400220424# 

90-449 

0 

HIOOINS, R L 

8408310302# 

90-299 

G 

HILDEBRAND, J E 

6406070203 

90-320 

0 

HILDENORAND, P 

6408240160# 

40-8766 


HILDENBRANO, P 

8408240183# 

40-6766 


HILDENORAND, P 

8408240333# 

40-8966 


HILOENBRAND, P 

8408240389 

40-6674 


HILDENBRANO, P 

8408270040 

40-8681 


HILDENBRANO. P 

8408270048 

40-8768 


HILDENBRANO. P 

C40B270117 

40-8681 


HILDENBRANO. P 

8408280334 

40-8766 


HILL.C Z 

8408240417 

40-8984 


HILL.C Z. 

8408270238 

40-8964 


HILL. D 

840809001*7# 

30-397 

a 

HILL. D. 

840829034^# 

CONTRACT 


HILL.P. W 

8408220060# 

CONTRACT 


HILL.T V 

8408030082 

WASTE MOT 


HILL. T, V. 

8408030064 

WASTE MOT 

HILL. T. V 

8408190193 

40-6500 


HILL. T. V 

6406290219 

WASTE MOT 

HILL.T. V 

640824021 1 

40-1341 


HILLS. D E 

6408130479# 

30-341 

0 

HIND, J, A. 

6408S40429 

90-309 

G 

HINKLE. K 

6408200314 

XPORTLIC 


HINKLE. K A 

6408190724 

XPORTLIC 


HINTZ,D C 

6400060244 

30-309 

8 

HINTZ,D C. 

6400070279 

50-305 

F 

HINTZ,D C 

6408070292 

90-303 

F 

HINTZ.D C 

B4080B0033 

30-309 

8 

HINTZ.D G 

B40B0B091O 

50-309 

8 

HINTZ.D C 

8406100019 

30-309 

F 

HINTZ.D C 

8400100076 

30-309 

P 

HINTZ.D C 

8408160211 

30-305 

R 

HINTZ.D C 

8408220264 

30-305 

P 

HINTZ.D C. 

8408240199 

30-309 

P 

HINTZ.D C. 

6408280144 

90-309 

F 

HINTZ.D C. 

6408280479 

30-309 

P 

HlPSHERiVr. M 

6406160297 

WASTE MGT 

HlRaCH. D. 

6408070366 

30-142 

0 

HlRSCHi D 

6408070474 

30-142 

0 

HlRSCHi D 

6408310192 

30-142 

P 

HIR8CH.D 

6408310209 

30-142 

0 

HITCHLER.M, J 

6408140016# 

90-400 

T 

hitchler.m j 

6406140018# 

30-400 

T 

HOCHBRUECKNER 

8406040336 

90-322 

0 

HOCHENDONER. L 

8406140449 

90-219 

0 

hodel. D p. 

8406290390# 

COMMISSION 

HODODONi A. P 

8406090197 

90-392 

0 

KODODON.A P 

6406090236# 

90-392 

T 

HOOBON. J 

6406090330# 

90-322 

Q 

H0D6ON. J. 

6406200904# 

90-394 

0 

HOFFMAN. J. 

6406160344 

90-413 

J 

HOFHAN. L. A 

6408020070# 

30-133 

P 

HOOAN. R 

8408190941# 

30-333 

0 

HOOAN.R T. 

6408190303# 

90-317 

Q 

HOOAN, ft. T. 

8406200944# 

90-247 

0 

HOOAN, T.F. 

B408270976# 

contract 


HOOOARDi a.T 

8406080023 

90-449 

T 

HOOOARD. 8. T 

840822039&# 

90-449 

T 

HOUAHAN, 0, M 

8409180433# 

REVIEW ORP 

HOLBROOK. K. L 

8406290171 

NUREO 


HOLCOMBE. J C 

8408090194# 

90-361 

P 

HOLDEN. C. 

6406270410# 

90-30Y 

Q 

HOLLAR. D E 

8408130266 

30-400 

0 

hqllendach. d. 

8408300407* 

90-926 

0 

HOLLOP.E.E 

8406270074 

WASTE MOT 

houlop.e e 

8408270078* 

WASTE MOT 

HOLMBEROi J 

8406290309 

90-494 

0 

HOLMCa. H. H 

8408270284# 

90-494 

E 

HOLMES. H.H 

8408270292# 

90-494 

E 

holmes iH H 

6408270296# 

90-494 

E 


53 ' 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HDLONICH. J J 

0403210558 

90-402 

HQLONICH, J J 

0408280037 

50-482 

HOLONICH, J J 

0403280279 

90-483 

HOLONICH. J J 

6408300079 

50-482 

HOLT. D D 

6408130007 

rKJREO 

HDNi A 

6408080497# 

90-344 

HDOD. D 

8111240064* 

30-329 

HDOD. D 

8201090063# 

30-329 

HOOD, D 

84D8O2O1G0# 

90-329 

HOOD, D 

840B030202# 

30-329 

HOOD, D 

8408140526# 

30-329 

HOOD, D 

8408190027# 

30-329 

HOOD . 0 

0400170320# 

50-329 

HOOD. D 

0408210377# 

30-329 

hood. D 

0408210379# 

30-32? 

HOOD. 0 

0408210364# 

30-329 

HDOD. D 

0403210446# 

50-329 

HDOD.D 6 

B203020D90# 

90-329 

HDOD.D 6 

0301190407# 

30-329 

HDOD.D 8 

8400020 178# 

90-329 

HDOD.D B 

S4O0O3OOO4# 

30-329 

HDOD.D 5 

6408030013# 

30-329 

HDOD.D B 

B40B1 90709* 

30-329 

HDOKS. R. W 

6408310199# 

30-494 

HOOPER. R L 

840BL300S1# 

WASTE MOT 

HOQTEN.B G 

6408020079 

NUREO 

HOPKE.P K 

04OBO3O276 

50-151 

HOPKINS. J 

6408220427 

30-399 

HOPPER. A 

6408060014 

CONTRACT 

hopper. A 

0408060018 

CONTRACT 

HOPPER. A 

0408060031 

CONTRACT 

HOPPER. A 

6403060041 

CONTRACT 

HOPPER. A 

6408060211 

CONTRACT 

HOPPER. A 

6408080059 

CONTRACT 

HDPPER. A 

6406310042 

50-206 

HORIN. W A 

6408080413 

90-445 

HORIN.W A 

0408080413 

90-445 

HORlNiW A 

8408130309 

30-443 

HORlNiW A 

64 OB 13030 5 

50-449 

HORIN.W A 

B40B230319 

30-445 

HORlNiW. A 

0408230319 

50-445 

HORIN.W A 

0406280083 

50-445 

HORIN.W A 

04 08280 0B3 

50-449 

HORIN.W A 

04OS31O216 

30-445 

HORIN.W A 

6408310216 

90-443 

hdrvath. e 

640820 D073 

50-346 

HOWARD. J E 

8408030121 

30-293 

HOWARD. K E 

B40BOfl0063 

30-331 

HOWATH. E A 

840B260067 

90-346 

HOWE. P W 

8408140131# 

50-400 

HGWErP W 

6408280239 

90-324 

HOYLE. A. 

6408060033 

CONTRACT 

HOYLE. A 

6408300233 

50-209 

HOYT. 0 W 

6406090194# 

50-361 

HOZLE.A 0 

6408230233 

StAti Pr 

HSU. C. 

B4083103S9 

90-290 

HBU. C 

B4O031O399# 

50-298 

HU. C K. 

B40B170343# 

50-334 

HUBBARD. F R 

0408130229# 

50-287 

HUBBARD. R B 

B 408020 129 

50-322 

HUDSDNi G 

0406300100# 

50-263 

HUDSPETH. J, B, 

0408210417 

30-364 

HUETER.L J 

6408010341# 

50-454 

HUETER.L J. 

640a270D?0« 

30-341 

HUGHES. E A 

8403010276# 

30-206 

KUOHES, E A 

840BD 10267# 

50-206 

KUKILLi H d 

B40B020137 

50-2B9 

KUKILLi H D 

8408030006 

50-269 

HUKILL. H D. 

8408030086 

50-269 , 

HUKILL. H D 

6408030107# 

90-209 

hukill. H. d. 

B408D70238 

50-289 ' 

HUKILL. H D 

8408070280 

9D-2B9 

HUKILL. H D, 

6406000300 

90-269 

hukill, H d 

6408090144 

90-209 

HUKILL, H D 

0408130218 

90-209 ' 

HUKILL. K D 

0408130343 

50-209 , 

HUKILL. H D 

6408140406 

90-269 ' 

hukill. H D, 

8408140411 

90-269 , 

HUKILL, H D. 

0408160162 

90-2G9 

HUKILL, H, D 

6408220210 

90-289 

HUKILL. H D 

6406220363 

50-2B9 1 

HUKILL. H. D 

6403240066 

90-209 1 

HUKlLLi H D 

6408240167 

90-28? ' 

HUKILL. H D 

8408270199 

90-289 [ 

HUKILL. H D 

640B300503 

90-269 1 
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AUTHOR 

ACCESSION 

NUliQER 

SUBJECT 

CATEQQnv 

HULLi R E 
humphrev, H H 
HUMPHREYS, P 

0408160504* 

6406080304* 

6408010166 

50-313 

PR 

I^REO 

0 

HUNNICUTT. D 

6408930152* 

50-445 

o 

HUNNICUTTrD » 

8408150102* 

50-445 

0 

HUNfaCUTT, D M 

6408130440* 

50-445 

0 

HUNNICUTT, D M 

6408150653* 

50-445 

a 

HUNNICUTT, D M 

6408160037* 

50-445 

Q 

HUNNICUTT, 0 M 

6408160500* 

50-443 

Q 

HUNNICUTT. D M 

8408290108* 

50-458 

G 

HUNBTADiA A 

8408240238 

50-202 

s 

HUNT, 8 N 

0408150566* 

50-329 

A 

HUNT. S U 

8408150571* 

30-329 

A 

HUNTER, D R 

8408090121 

50-313 

0 

HUNTER. D R 

0408100037 

50-285 

G 

HUNTER, D R 

0403100069 

50-482 

G 

HUNTER. D R 

0403100097 

50-443 

0 

HUNTER, D R 

8408100139 

50-482 

G 

HUNTER, D R 

S40B140266 

50-445 

V 

HUNTER. D R 

8408160498 

50-313 

O 

HUNTER, D fl 

8408160320 

50-482 

0 

HUNTER, D R 

8408230461 

50-283 

G 

HUNTER, 0 R 

8408280075 

50-285 

V 

HUNTER, D R 

S40B290113 

50-368 

0 

HUNTER, D R 

84082901 40 

50-285 

0 

HUNTER, D R 

8400290172 

50-360 

Q 

HURLEY, J 

8408280143 

50-416 

F 

HUSAIN, A 

HUXTARLE. H P 

8408070478* 

S40B130007 

30-29 

NUREG 

P 

hyder.j E 

IDEKER.R, L 
rDEKER,R L 
rDEKER,R L 

S40B01030&* 

840B0201S4 

8406150156 

840B170392 

50-151 

70-143 

70-143 

70-143 

0 

tONATONIG, A 

8406140324 

50-370 

6 

rONATONIB.A J 

8406230001 

50-370 

S 

IGNATQNIBrA U 

84QB240290 

50-370 

S 

ISNATQNIS,A J 

8406240329 

50-369 

s 

IQNATGNIS,A J 

9408280156 

50-369 

8 

IMBRO, E 

8408010345* 

50-318 

6 

IMBRa, E V 

8408010343 

30-310 

8 

IPPOLnO,T 

8406150029* 

50-329 

A 

IPPOUITD, T A 

8408090505 

50-445 

A 

rPPOLITO. T A 

6408140066 

50-445 

E 

IRELAND, R E 

6406060323* 

50-362 

0 

IRELAND, R E 

6408160237* 

50-4SB 

0 

IRELAND, R E 

6406160516* 

50-267 

Q 

IRELAND. R E 

0408220500* 

50-382 

0 

IRWIN, D P 

6408070274 

50-322 

0 

RWIN, D P 

6408070274 

50-322 

0 

RWIN, D P 

6408070442 

50-322 

Q 

RUIN.D P 

8406070442 

50-322 

G 

RWJNrD P 

8408070446* 

50-322 

0 

RWIN. 0 P 

84O607O44BK 

50-322 

0 

RWIN.D P 

8406060428 

50-322 

Q 

RWIN. D P, 

8408080426 

50-322 

0 

IRWIN, D P 

6406140003 

50-322 

Q 

IRWIN, D P 

8409140003 

50-322 

O 

I8LEY, T. 

6408160497 

50-346 

9 

jablonski.p u 

6408240321* 

50-461 

Q 

JACKA, B 

8408060227 

State Prog 

JACKtW, I N 
JACKSON, G. 
JACKSON, 0. 
JACKSON, 0. 
JACKSON. 0 

6400290370* 

640B01002S* 

9406010031* 

6408130292* 

0406140480* 

50-266 

71-9163 

71-9163 

71-184 

71-9016 

Q 

JACKSON. R,£ 

0309270518* 

50-329 

0 

JACKSON. R £ 

0408140242* 

50-329 

A 

JACOBS. D K 

JACOBS, 0 K 

0408260007* 

0408300282 

NASTE NOT 
WREO 

JACOBS, R 

8408090053* 

50-307 

0 

JACOBS, R. H 

0406200041* 

30-387 

Q 

JAFFE. D H 

0403290354 

50-317 

a 

JAFFEi D H 

64 06200320 

50-317 

p 

JAFFE, D H 

JANDLfJ C 

640624001 5 
6408160071 

30-317 

QA999 

p 

JANO, J 

6406240076* 

50-334 

0 

JANO,J C 

6408010398* 

50-307 

Q 

JANG, J C 

6406060467* 

50-219 

Q 

JANG, J C 

B40B1 30305* 

50-317 

0 

JANSEN, R L 

6406080264* 

50-413 

E 

JAPE, F 

B40B27033B* 

50-321 

Q 

JAPE. F 

0406270419* 

50-390 

□ 

JAPE, F 

0408270490* 

50-413 

Q 

JAPE, F, 

6408280049* 

50-390 

Q 

JAUDON, J. P 

8408060313* 

50-285 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATCOORv 

jauddn, j p 

8408090095* 

30-458 

a 

JAUDQN, J P 

8408150375* 

50-313 

Q 

JAUOON, J P 

8408160237* 

30-458 

Q 

JAUDDM. J P 

8408160315* 

50-458 

Q 

JAUOON, J P 

8408200292* 

50-458 

Q 

JAUD3N. J P 

8408200304* 

50-498 

0 

JAUDON. J P 

8400200326* 

30-438 

0 

JAUDON. J P 

04002201 57* 

30-458 

Q 

JAUDON. J P 

0400220256* 

50-392 

0 

JAUDONrJ P 

0408220500* 

50-382 

Q 

JAUDON, J P 

B40B230013* 

50-298 

Q 

JAUOQN. J P 

6406270007* 

50-458 

0 

JAUDQN. J P 

0408270500* 

50-298 

Q 

JAUDON. J P 

8400290104* 

50-298 

Q 

JAUDON. J P 

JEANMDNOD, J 

6408290106* 

8408230S15 

50-458 

0A999 

Q 

JENKINS, 0 R 
JENKINS.O R 

0408270317* 

8409270423* 

30-335 

70-143 

Q 

JENKINS.O R 
JENKINS, 0 n 

8409270447* 

0408270531* 

30-369 

70-27 

Q 

JENKINS, 0 R 
JENKINS. 0 R 

0408280082* 

0406260389* 

30-302 

70-1201 

Q 

JENKINS, 0 R 
JENKINS, 0 R 

8408280485* 

B40B300206* 

50-269 

70-924 

G 

JENS. W H 

8406010037 

30-341 

A 

JENS* W H 

8409010S16 

SO-341 

E 

JENS^ W H 

8406060082 

30-341 

0 

JENS. W H 

8408070356* 

50-341 

G 

JENS. W K 

8408070440 

30-341 

A 

JENS. W H 

8408080299 

50-341 

F 

JENS. W H 

8409060305 

30-341 

F 

JENS. IT H 

840806051 1 

30-341 

8 

JENS. W H 

8409080516 

30-341 

8 

JENS. %t H 

8409090055 

30-341 

8 

JENS.H H 

0408090062 

30-341 

9 

JENS.U H 

0406090071 

50-341 

S 

JENS.U H 

8409130163* 

30-341 

Q 

JENS. U H 

8408140016 

30-341 

S 

JENS. U H 

8408160444 

30-341 

s 

JEN3.W H 

8409210079 

50-341 

A 

JENS. M H 

8408220135 

30-341 

9 

JENB. H H 

8409220175 

50-341 

9 

JENS. U H 

0409220 1 93 

30-341 

a 

JENB. H H 

0409220209 

30-341 

9 

JENS. N H 

0400230274 

30-341 

F 

JENS. H H 

B40B230296 

30-341 

E 

JEHS. N H 

8408230389 

30-341 

F 

JENBrW H 

8409270352* 

30-341 

Q 

JENSrM H 

8409300045 

30-341 

8 

JENS. V H 

8409300061 

30-341 

9 

JENS, \A H 

8409300069 

50-341 

8 

JENS, H H 

0408300209 

30-341 

B 

JENS, » H 

8409300216 

50-341 

6 

JENS, H H 

8408300223 

30-341 

B 

JENS, N H 

8409300251 

30-341 

S 

JENS, H H 

8409300257 

30-341 

8 

JENS, U H 

8408310189 

30-341 

F 

JENSEN. C M 
JERSE.J L 
JIERREE, C C 

JIERREE.C G 
JIERREE, C C 
JIERREE, C C 
JIERREE.C C 
JIERREE.C C 

JIERREE.C C 
JOHANBEN, J 

8408030066 

8408240270 

8409210120* 

0400210143* 

8408230481* 

8406240192 

8406240197* 

8400240209 

8400270049 

8406100129 

30-112 

0A999 

40-2239 

40-4492 

40-8102 

40-299 

40-299 

40-6094 

40-8452 

ItfE 

F 

JOHNSON, A D 

8409090019* 

30-397 

0 

JOHNSON. D 0 

0409060263 

50-233 

S 

JOHNSON. D D 

B408070435 

50-253 

F 

JOHNSON. B D, 

6406060331 

50-233 

P 

JOHNSON, B. D 

3408140295 

30-233 

F 

JOHNSON. 0 D 

6400140389 

50-233 

P 

JOHNSON, B D 

e408160'279 

30-233 

8 

JOHNSON, B. D 

8408170364 

30-233 

F 

JOHNSON, B D 

8408230201 

30-253 

P 

JOHNSON, 6 D 

8408310056 

50-253 

S 

JOHNSON, B D 

8408310059 

50-233 

8 

JOHNSON, B D 

8406310161 

50-233 

0 

JOHNSON, C 

0408090299 

WASTE MOT 

JOHNSON. C, 

8409230172 

50-317 

P 

JOHNSON. C E 

8409200304* 

30-498 

Q 

JOHNSON. 0 

8409130505* 

30-322 

T 

JOHNSON. 0. t1 

0408060446* 

30-334 

Q 

JOHNSON. D P 

0409130476* 

50-322 

T 





ACCESSION 

SUQJECT 


AU THOR 

NUMDER 

CATEGQrv 

JOHNSON. 

D 

P 

8400190514* 

50-323 

T 

JOHNSON, 

D 

R 

8408140071* 

30-339 

A 

JOHNSON. 

E 

H 

B40B030943 

30-438 

A 

JOHNSON, 

E 

H 

8408030044 

30-298 

0 

JOHNSON, 

E 

li 

8408060592 

30-402 

0 

JOHNSON, 

E 

H 

□400060175 

50-402 

0 

JOHNSON, 

E 

H 

8409060202 

50-298 

G 

JOHNSON, 

E 

H 

8408060307 

30-283 

Q 

JOHNSON, 

E 

H 

8400070225 

50-267 

P 

JOHNSON, 

E 

H 

8409090034 

50-298 

Q 

JOHNSON, 

E 

H 

0409090070 

50-392 

Q 

JOHNSON, 

E 

H 

9408090090 

30-438 

Q 

JOHNSON, 

C 

H 

6408090150 

30-313 

Q 

JOHNSON, 

E 

H 

9409100033 

30-458 

Q 

JOHNSON, 

E 

H 

9409100107 

30-299 

0 

JOHNSON, 

e 

H 

8408100131 

50-363 

Q 

JOHNSON. 

E 

H 

9400100132 

30-496 

G 

JOHNSON. 

E 

H 

8400140091 

30-438 

0 

JOHNSON. 

E 

H 

0408150312 

30-313 

0 

JOHNSON. 

E 

H 

8408150372 

50-313 

G 

JOHNSON, 

E 

H 

840B160230 

50-436 

0 

JOHNSON, 

E 

H 

B40B160433 

50-490 

G 

JOHNSON, 

E 

H 

B40B160S07 

30-267 

Q 

JOHNSON, 

E 

H 

04OG16O31 1 

50-438 

Q 

JOHNSON. 

E 

H 

8408170202 

50-496 

A 

JOHNSON, 

E 

H 

8408200290 

50-430 

Q 

JOHNSON, 

E 

H 

8400200299 

30-490 

0 

JOHNSON, 

E 

H 

8408200316 

50-438 

G 

JOHNSON, 

E 

H 

B40B200391 

50-267 

P 

JOHNSON, 

E 

H 

8408210090 

50-490 

G 

JOHNSON. 

E 

H 

9409220152 

50-430 

Q 

JOHNSON, 

E 

H 

8409230010 

30-290 

0 

JOHNSON, 

£ 

H 

0409230471 

30-267 

0 

JOHNSON, 

E 

H 

B40B270003 

30-450 

0 

JOHNSON. 

E 

H 

0409270489 

30-290 

0 

JOHNSON. 

£ 

H 

9409270500* 

50-290 

Q 

JOHNSON. 

E 

H 

9409290101 

50-290 

Q 

JOHNSON, 

£ 

H 

9409290103 

50-436 

G 

JOHNSON, 

E 

H 

9409310040 

50-267 

F 

JOHNSON, 

E 

H 

8409310132 

50-430 

A 

JOHNSON. 

F 

R 

940921O316* 

50-352 

A 

JOHNSON, 

0 

E 

8408010211 

50-413 

0 

JOHNSON, 

0 

E 

0408070422 

50-413 

0 

JOHNSON, 

0 

E 

0400090191 

30-413 

G 

JOHNSON, 

0, 

E 

9408130270 

50-413 

0 

JOHNSON, 

0 

C 

9400200491 

30-413 

0 

JOHNSON, 

0 

E 

9400200499 

50-413 

G 

JOHNSON, 

0 

E 

9409200506 

50-413 

G 

JOHNSON, 

Q 

E 

9409200511* 

50-413 

0 

JOHNSON, 

Q 

E 

9409270092 

50-413 

0 

JOHNSON, 

0 

E 

0408270109 

50-413 

D 

JOHNSON, 

0 

E 

8408270119 

50-413 

0 

JOHNSON, 

D 

E 

0400260435 

30-413 

0 

JOHNaON, 

H 

D 

840S100034* 

30-230 

F 

JOHNaON, 

J 


0408230091* 

30-293 

0 

JOHNSON. 

P 


0408060013 

50-273 

9 

JOHNSON. 

P 

R 

8400130493* 

50-322 

T 

JOHNSON. 

T 


840B010233 

50-424 

G 

JOHNSON, 

T 

C 

B40B020217 

WASTE MOT 

JOHNSON, 

T 

C 

0409230420 

WASTE KGT 

JOHNSON, 

W 

D 

B40906019D* 

50-402 

0 

JOHNSON, 

W 

D 

9409090130* 

50-313 

0 

JOHNSON, 

w 

D 

B40B090160* 

30-313 

0 

JOHNSON, 

N 

D 

B40B1 50375* 

30-313 

Q 

JOHNSON, 

W. 

R 

8409090179 

50-302 

Q 

JOHNSTON, 0 N 

B40B300390* 

50-344 

Q 

JOHNSTON, J 8 

9409070049* 

50-416 

H 

JONES, D 

E 


8409090199* 

30-266 

Q 

JONES, D 

E 


8400090193* 

50-233 

Q 

JONES, D 

E 


9409160327* 

50-346 

Q 

JQNEBi D 

T. 


9409010156* 

50-412 

F 

JONES. D 

H 


9409170266 

30-538 

F 

JONES. D 

W 


9409270225* 

70-1131 


J0NE6. D. 

W 


9409300374* 

70-27 


JONES. D 

H 


9400300401* 

70-27 


JONES, D. 

W 


B40B310255* 

70-1151 


JONES. 0 

T 


9409030257 

50-259 

9 

J0NE8, 0 

T 


9406060113 

50-239 

S 

JONES. 0. 

T 


940908051 B 

50-239 

9 

J0NE8. 0, 

T 


0409090020 

50-239 

S 

JONES, 0 

T 


9409090341 

50-259 

8 

JONES. 0 

T 


9409160306 

50-239 

8 

JONEBi 0 

T 


9409160516 

50-239 

6 

JONES, 0 

T 


0400160519 

50-239 

9 

JONES. 0. 

T 


9409200300 

50-239 

B 
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AUTHQrt 

ACCESSION 

number 

SUBJECT 

CATEGORY 

JQNCS. 0 T 

0AO83OO412 

50-296 

S 

JQNEB. G T 

BA0B27O150 

50-296 

S 

JONES. 0 T 

BAO0S7O366 

30-239 

R 

JONES. 0 T 

BAOBasoaA*? 

50-259 

5 

JONES. V H 

□408220171 

50-280 

R 

JONES, W C 

0408100062* 

50-205 

Q 

JORDAN. E L 

B404040322* 

50-321 

F 

JORDAN, E L 

0406140090* 

30-413 

F 

JORDAN, E L 

0407230229 

30-3 

Q 

JORDAN. E L 

0400010333 

30-3 

a 

JORDAN, E L 

B40B010337 

30-3 

Q 

JORDAN, E L 

0400070120 

50-3 

0 

JORDAN. E L 

0400100009 

50-3 

Q 

JORDAN, E L 

0400100021 

30-3 

Q 

JORDAN, E L 

0400100038 

50-3 

Q 

JORDAN, E L 

0408100055 

50-3 

0 

JORDAN. E L 

0408140208 

50-3 

0 

JORDAN, E L 

0400210142 

30-3 

0 

JORDAN, N 3 

JORDAN, W S 

JORDAN, U 5 

0408070206 

0400070344 

0400130396 

PR 

PR 

50-209 

G 

JORDAN, N B 

0400130396 

50-209 

0 

JORDAN, W B 

□400140033 

50-209 

Q 

JORDAN, W 8 

0400140035 

50-209 

0 

JORDAN, U S 

0400240234 

50-443 

G 

JORDAN. U B 

B40B240234 

50-443 

0 

JOYNER, J 

JOYNER, J 

JOYNER, J 

JOYNER, J 

JOYNER, J 

JOYNER, J 

0400030002 

0400100129 

8408160003 

8400160130 

8408210280 

840831006S 

I&E 

|8<E 

I8<E 

I8«E 

I(.E 

30-272 

6 

JOYNER, J 

JOYNER, J H 

8403310000 

8408030180 

IhE 

30-410 

Q 

JUDDrP V 

8400140401 

50-302 

A 

JUDO, P V 

8408210403 

50-302 

A 

JUDSONjV a 

0408010101 

50-434 

0 

JUDSON.V A 

B4O0O1O1B1 

50-454 

0 

JUDBON. V A 

0400010101 

50-434 

0 

JUDSON. V A 

0400000390 

50-454 

0 

JUDBON, V A 

B4OBO0O39O 

50-454 

G 

JUDSON.V A 

0400000390 

30-454 

0 

JUDBON, V A 

0400000393 

50-434 

0 

JUDSON.V A 

0400170298 

50-454 

T 

JULIAN, C A 

0400030023 

30-390 

S 

JULIAN. C A 

0400200271* 

30-416 

0 

JULIAN, C A 

8400270347* 

50-416 

Q 

JULIAN, C A 

8408270382* 

50-327 

0 

JUNO-KI, P 

8408280471* 

COhhlSSlON 

JUST, R A 

JUSTICE. A D 

8408130007 

8408220371* 

NUREO 

50-443 

T 

JUSTICE, A D 

8408220371* 

30-443 

T 

KADAK.A C 

8408280035 

50-271 

P 

KADAMDl.P 

8408080280 

50-269 

P 

KADAMDI. P 

KAFKA, A 

8408090433 

8408220333 

TOP REP 

50-352 

A 

KAKLE.J D 

KAKLE.J D 

KAHLE.J D 

KALI TOMSK 1, T 

KALIVIANAKIS.N 

8408270286* 

8400270540* 

0408300307* 

0408080333 

8408060251 

70-27 

70-1113 

70-1201 

PR 

30-263 

S 

kalivianakis, N 

8408210060 

30-234 

R 

KAUIVIANAKIS, N 

8408230433 

50-254 

R 

kalivianakib, N 

0408330496 

50-254 

a 

KALIUlANAKia, N 

6400300279 

50-234 

R 

KALMON, K J 

8408310053 

50-374 

8 

KALUZNY, S P 
kahmer, d s 

B40QDA0386 

0400300469* 

NUREG 

50-327 

Q 

KAMMEYERjJ C 

0400150530* 

50-323 

T 

KANAKARIS, G A 

0408140027* 

50-400 

T 

KANAKARISiO A 

0408140027* 

50-400 

T 

KANE, J 

0408020038* 

50-329 

A 

KANE, J 

8400020071* 

50-327 

G 

KANE. U 

0400020006* 

30-327 

0 

KANE, J 

0400020079* 

30-329 

A 

KANE, J 

0400020127* 

30-329 

0 

KANE, J 

0400020178* 

50-329 

T 

KANE, J 

0400020106* 

50-327 

0 

KANE, J 

B408020193* 

50-329 

A 

KANE, J 

B408030020* 

50-329 

A 

KANE, J 

0400030028* 

50-327 

A 

KANE. J 

04OBO3OO56* 

50-329 

A 

KANE, J 

B4O014O134* 

50-327 

A 

KANE, J 

B40B140163* 

50-327 

A 

KANE, J 

8408140170* 

50-327 

A 


author 

ACCESSION 

NUMBER 

SUDJECl 

category 

aANE, j 

B40B 140209* 

50-329 

A 

KANE, J 

8400140213* 

50-329 

A 

KANE, J 

840B1 40223* 

30-329 

A 

KANE. J 

8400140238* 

30-329 

G 

KANE, J 

840014031 1* 

SO-329 

A 

KANE, J 

S40B1 40347* 

50-337 

A 

KANE. J 

8408150019* 

50-329 

A 

KANE. J 

840B1 50022* 

50-329 

A 

KANE. J 

8400150042* 

50-329 

A 

KANE. J C 

B40B140965* 

50-329 

A 

KANE, J D 

B306D603B7* 

50-329 

A 

KANE, J D 

0408140536* 

50-329 

A 

KANE, J D 

0408130612* 

30-329 

e 

KANE, R 8 

0408170407 

50-199 

I 

KANOA. D K 

0408030141 

50-320 

P 

KANGA.Q K 

0400060166 

50-320 

F 

KANOA, B K 

B40BD6D310 

50-320 

S 

KANOA. B K 

8400100130 

50-320 

Q 

KANOA. B K 

8400140279 

50-320 

P 

KANOA. B K 

8400160033 

50-320 

P 

KANQA. 0 K 

8400200113 

50-320 

5 

KANOA, B K 

8400240225 

50-320 

H 

KANOA. B K 

8406200076 

30-320 

0 

KANOA, 0 K 

8400310129 

50-320 

P 

kantor.f 

8400130646* 

50-341 

Q 

KAO. 0 C 

8408130420* 

50-454 

0 

KARAM, R A 

840B2B0193 

50-160 

F 

KARHAN, M 

8400010200 

50-436 

C 

KARR, J E 

0406010030 

50-329 

S 

KARR, J E 

8400240140* 

50-329 

R 

KARRi J E 

840B240152* 

50-329 

R 

KARR, J E 

B40B240139* 

go-329 

R 

KA3SNER. 0 

0408130604 

50-295 

8 

KASSNER,0 

8400140428 

50-295 

F 

KATTAN, J 

840B230569* 

50-293 

Q 

KAUFMAN, P D 

840B0B0193* 

50-434 

0 

KAUFMAN, P D 

8408150407* 

50-454 

0 

KAUFMAN, P D 

8400160341* 

30-341 

Q 

KAUFMAN, P D 

0400310394* 

50-341 

Q 

KAY, J A 

0400010141 

50-29 

P 

KAY.J A 

0400020039 

50-29 

P 

KAVpJ A 

0400070373 

50-29 

F 

KAY.J A 

8400140312 

50-29 

P 

KAY, J A 

8408210419 

50-29 

P 

KAY.J A 

0408230162 

50-29 

P 

KAYSER.U V 

0408090207* 

50-316 

P 

KAVSER.M V 

8408140363* 

50-261 

P 

KAVSER.M V 

8408230103* 

50-261 

P 

KAYSER, N V 

8400230266* 

30-315 

P 

KEATING, D E 

0400160341* 

50-341 

0 

KEDDIBiN N 
KEELEViO 6 

8406070170 

0408030064* 

QA999 

50-329 

A 

KEIMIO.R 

8408160002* 

50-29 

G 

KEIMIO.R 

0408310065 

50-272 

S 

keimio.r R 

0408030192* 

30-410 

G 

KEIMIO.R R 
KEIMIO.R R 

04O81SO4O7* 

0408150424* 

70-371 

50-277 

G 

KEIMIO.R R 

0408150693* 

50-243 

Q 

keimio.r R 

0408150721* 

50-317 

Q 

keimio.r R, 

8408200407* 

50-29 

Q 

keiser.h W 

0408080142 

50-300 

8 

KEISER.H W 

0400090393 

50-308 

B 

KEIEERiH W 

0400090393 

50-307 

S 

KEISER.H N 

a40a0703?6 

50-3B7 

8 

KEISER.H W 

0408090421 

50-307 

S 

KEIBER.H U 

0408090439 

50-307 

S 

KEISER.H N 

8408160164 

30-388 

8 

KEIBER.H W 

0408200283 

50-387 

S 

KEISER.H N 

840821029Q 

30-387 

S 

KEISER.H U 

8408240065 

30-387 

8 

KEISER.H W 

8408240246 

50-387 

8 

KEISER.H H 

8408300109 

50-308 

S 

KEISER.H N 

0408300379 

50-308 

8 

KEISER.H N 

84083004B4 

30-308 

8 

KEISER.H M 

0408300407 

50-307 

S 

KEITH, H N 

0408240243 

50-333 

8 

KEITH. « R 

8408160261 

50-331 

S 

KELLER. J C 

0408080274 

30-445 

T 

KELLER, J C 

0408000294 

50-445 

T 

KELLEY, D L 

8408150440* 

30-445 

Q 

KELLEY, D L 

0408160500* 

50-443 

Q 

KELLEY, J L 

8406020062 

30-413 

0 

KELLEY. J L 

840B070293 

50-400 

0 

KELLEY, J L 

840B230160 

30-400 

0 

KELLEY. J L 

8400230280 

30-413 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQRV 

KELLEY, W R 

0400070323 

WASTE MGT 

KELLY, E 

B40S310276 

50-334 

A 

kelly, 0 

8400090033# 

50-387 

0 

KELLY, J 

B4O0O6OO57* 

50-382 

0 

KELLY, J A 

B4O0O3O275* 

SO-302 

0 

KELLY, J A 

B40B060180* 

50-482 

Q 

KELLY, J A 

8400160323* 

50-482 

G 

KELLY, J A 

B4O029O1O4# 

50-298 

0 

KELLY, K 

KELLY, L 

0400070014 

0400230420 

NUREG 

50-286 

R 

KELLY, R Q 

KELLY, W J 

B4O0O3O136 

B40B070369 

QA999 

50-275 

S 

KELLY. W J 

B4O031OO3B 

50-275 

S 

KELMERSiA D 

B4O027OO3O 

WASTE MANA 

kelmers.a D 

KEMPER. J 

8400300282 

8400210429* 

MUREO 

50-332 

0 

KEMPER, J B 

B40B020030 

30-352 

A 

KEMPER, J 5 

840B06O232 

50-352 

E 

KEMPER. J 8 

B4O0O7OO37 

30-352 

A 

KEMPER. J 3 

B4O0O7OSB9 

30-352 

E 

KEMPER. J S 

B40B070313 

50-332 

E 

KEMPER, J 8 

8400 I 30296 

30-332 

Q 

KEMPER. J S 

B4DB130317 

30-332 

A 

KEHPER.J S 

B40B140303 

30-352 

E 

KEMPER. J S 

8400 160379 

50-332 

E 

KEMPER. J S 

B40B200147 

50-332 

F 

KEMPER.J S 

8400200206 

30-352 

F 

KEMPER, J 8 

B40B20O262 

30-352 

E 

KEMPER.J S 

B40B2 10031 

30-332 

E 

KEMPER.J 8 

B40B2 10303 

30-352 

A 

KEMPER.J S 

8400210452 

50-352 

F 

KEMPER.J 3 

0400210513 

30-352 

A 

KEHPER.J S 

8400220119 

30-352 

A 

KEHPER.J S 

8400220163 

50-352 

A 

KEMPER.J S 

8408230292 

50-332 

E 

KEMPER.J 8 

8408270161 

30-352 

A 

KEMPER, J B 

04OB27O376 

50-352 

E 

KEMPER.J 3 

B40B280130 

30-352 

A 

KEMPER.J S 

8400200177 

50-352 

F 

KEMPER.J 8 

B40B31O007 

30-352 

A 

KEMPER.J S 

B40B310012 

30-352 

A 

KEMPER.J S 

8406310018 

30-352 

A 

KEMPER.J 9 

8408310030 

30-352 

O 

KEHPERi J S 

6406310110 

50-352 

B 

KEHPER.J 8 

840S31012A 

30-352 

0 

KEMPER. J 6 

6406310146 

50-332 

A 

KEMPER.J S 

6400310413 

50-352 

A 

KEMPFiC R 

KENYON. B D 

B40B01015I 

B4OBO3O170* 

NUREO 

50-367 

Q 

KENYON, B D 

640808026? 

30-307 

G 

KENYON. B D 

B4O01OO125 

50-367 

F 

KENYON. B P 

B40B3101 18 

50-387 

0 

KENYON. B D 

6400310214 

50-387 

F 

KENYON. T J 

B40B09042B 

30-390 

A 

KEPPLER.J 0 

7812070142* 

50-329 

A 

KEPPLER, J 0 

B4OB07O401 

50-10 

G 

KEPPLER.J Q 

6400070480 

50-483 

P 

KEPPLER.J 0 

B4O80BO539 

50-456 

A 

KEPPLER.J 0 

6408130234* 

30-327 

A 

KEPPLER.J 0 

B4O013O315* 

30-327 

T 

KEPPLER.J 0 

6400130336* 

30-329 

A 

KEPPLER.J 0 

6408130299* 

30-255 

a 

KEPPLER.J 0 

8408130626# 

30-329 

A 

KEPPLER.J 0 

640B130639* 

30-329 

G 

KEPPLER.J 0 

8408150677* 

50-329 

Q 

KEPPLER.J 0 

04OB 150609* 

50-329 

A 

KEPPLER.J 0 

8400150706* 

50-329 

A 

KEPPLER.J 0 

640B17O1 19* 

30-329 

a 

KEPPLER.J 0 

B4O0 170232* 

30-329 

Q 

KEPPLER.J 0 

B40B17O263 

30-293 

a 

KEPPLER.J 0 

B40B23D170 

50-493 

p 

KEPPLER.J 0 

8400240296 

50-313 

V 

KEPPLER.J 0 

B4C82BOL47 

30-313 

Q 

KEPPLER.J 0 

8408300136 

50-253 

0 

KERCH, H W 

840B270242* 

30-410 

Q 

KERR.O U 
KERRI9K.J F 

840B300289 

6408220063 

NUREO 

WASTE MOT 

KEBSEL, R 

6400010077 

30-322 

T 

KEBSLER.J M 
KESSLER, J J. 

0408300282 

8408240163 

NUREO 

50-354 

D 

KETZLACH, N 
KEUMIN.J L 

8408070266 

8400230239 

70-2884 

50-155 

S 

KEYiS W 

KEY.W J 

0400150114* 

8400070340* 

71-6346 

50-456 

0 

KHLAFALLAH, M Z 

8400170343* 

50-354 

Q 
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KILBER.U E 
KH-L<5DRE, M R 
KILLOORE. M R 
HIMBALL. J 
KIMBALL, J 

KIMBALL, J 
K I MERY, A L 
KIMLER, 0 
KIMMELMAN, I I 
KiNNEMAN.xi 

HlNNEMANi J 
KtNNEMAM. J 
KINNEMAN. J 
KINTNER.L L 
KIRK.Q B 

KIRK, 0 B 
KlRKiW F 
KIRSCK, D 
KIRSCH. D F 
KIRVJAN# B 

KLEIN, B R 
KLEIN, T J 
KLEIN. T J 
KLEIN8MITH, H E 
KLHINBQROE, W P 

KLEINBDROE, W P 
KLIKA, J C 
KLiNOLERrQ 
KLOPP.O T 
KMETY.K L 

KNAPP, M R 
KNAPP, M R 
KNAPP, M R 
KNAPP, M H 
KNAPP, H R 

KNAPP, M R 
KNAPP, P J 
KNICELEY,^ R 
KNIESER, 0 U 
KNIGHT, J P 

KNIGHT, J P 
KNIGHT, J P 
KNIGHT, J P 
KNIGHT, J P 
KNIGHT, M R 

KNIGHTON, 0 N 
KNIGHTON/ G W 
KNIGHTON, 0 H 
KNIGHTON/ e W 
KNIGHTON, G W 

^iGHTONiO U 
JIGHTON,© W 
gIGHTONiO U 
giGHTON/0 W 
>|IGHTaN,0 W 

NlOHTONrO M 
,NIGHT0N,G W 
KNIGHTON, G H 
KNOP, R C 
KNOPiR C 

KNDPi R C 
KNOTTS, J B 
K0EER,R N 
KOBER,R N 
KOBER, R H 

KOBERjR U 
KOBER, R U 
KDBERi R U 
KOBER, R U 
KOBER, R » 

KOBER, R W 
KOBER, R N 
KOBER, R W 
KOBER, R N 
KOBER, R U 

KOBER, R H 
KDCMER,D C 
KDCHHAR,D 5 
KOENIGS, R L 
KOENIGS, R, L 

KOENIGS, R. L 
KOENIGS. R L 
KOENIGS, R L 
KOENIGS, R L 
KOENIGS. R L 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

author 

84081 5071 4* 

50-329 

A 

KDEN10B,R L 

8408230122* 

50-261 

P 

KOENIGS, R L 

B40B240309 

50-261 

P 

koester.g L 

0OQB1 30764* 

50-329 

A 

kqester,g L 

8307130423* 

50-329 

A 

KOESTER, 0 L 

9307 130425* 

50-329 

A 

koester-g L 

840BQ20103 

40-0027 

koester.o L 

8400230435 

50-254 

R 

koester,g l 

8408280353 

50-354 

H 

koester.o l 

B408 160003 

16E 


koester.o l 

8408210280 

16E 


KOESTER.O L 

8408270297* 

40-672 


koester.o l 

8408310080 

I6E 


KOESTER.O L 

9408310264 

50-341 

A 

KOESTER.O L 

04OBO6O241 

50-327 

S 

KOESTER.O L 

8400160269 

50-328 

s 

KOESTER.O L 

8408300134 

70-371 


KOESTER.O L 

0408220139 

50-361 

8 

KOESTER.O L 

8408300149* 

50-275 

Q 

KOESTER.O L 

0408010166 

NUREO 


KOESTER.O L 

6408030059* 

50-329 

A 

KOESTER.O L 

8408240408 

40-8384 

KOESTER.O L 

8408270137 

40-8584 

KOESTER.O L 

8408160132* 

50-324 

0 

KOESTER.O L 

8408280046* 

30-261 

0 

KOESTER.O L 

8400280091* 

50-400 

Q 

KOESTER.O L 

8408240044 

50-374 

S 

KOHL. C N 

8408010164 

50-280 

G 

KOHLER, A D 

8408210344* 

30-434 

G 

KOUTAY. P 

8408310039 

NUREG 


KQNWINSKl.O R 

8408010079 

WASTE MOT 

KONWINGKI.O R 

8408130099 

WASTE MGT 

KQNWINSKl.O n 

8408170427 

WASTE MOT 

KQNWINSKl.O R 

8408200197 

WASTE MOT 

KQNWINSKl.O R 

8408200480 

WASTE MOT 

KQNWINSKl.O R 

8408240372 

WASTE HOT 

KQNWINSKl.O R 

6408030148* 

70-371 


KQNWINSKl.O R 

B40S 100037* 

30-282 

Q 

KQNWINSKl.O R 

0408070094 

aA999 


KQNWINSKl.O R 

8103070480* 

50-329 

A 

KQON, A R 

8205210467* 

30-329 

A 

KQON. A R 

8206020031* 

50-329 

A 

KOSCHIKiM 0 

8312080183* 

50-329 

A 

KOSTAL.K T 

8408130260* 

50-302 

0 

KDBTAL, K T 

8408270193 

50-209 

5 

kottan, j 

B40S0904S4 

50-361 

P 

KOTTAN, J J 

8408090483 

50-dZB 

A 

KOTfAN.J J 

8408130182 

50-520 

F 

KQUSEL.O J 

BA0Qi302i7 

60-443 

A 

KOVACH, L A 

0408140056 

50-361 

0 

KOWINSKI.O R 

9409130137 

50-400 

F 

KRASOPQULOB, A 

0408230295 

50-382 

F 

KRAUSE. C W 

8408230300 

50-273 

F 

KRAUSE. D 

8408230306 

50-36 i 

f 

KREK, E J 

8408230310 

50-520 

F 

KREH, J L 

8400230369 

50-520 

A 

KRICH, R M 

8408230377 

30-412 

A 

KRtCH. R M 

B40B230379 

50-275 

£ 

KRJCHiR M 

0408030207* 

50-341 

Q 

KRiESELiT A 

8408090304* 

50-440 

Q 

KRIMH.R 

8408240321* 

30-461 

Q 

KRIMM.R W 

0408020027 

50-4 J 6 

O 

KRINN, R W 

8408030014* 

50-244 

Q 

KRIMM.R W 

84Q807017Q* 

50-244 

Q 

KRIMM. R W 

8408070198 

50-244 

a 

KRIMM.R W 

8408070248 

30-244 

p 

KRIMM.R W 

0408070515 

50-344 

p 

KRIMM.R W 

8400070324 

50-244 

p 

KRQEB, R, J 

8408080091 

50-344 

p 

KROPP, W 

8408100032* 

50-844 

0 

KROPP, W 

8400100056* 

50-244 

Q 

KRWO, H E 

8400130337 

50-244 

P 

KUCERA. R 

8408140161 

50-244 

F 

KUCHARSKI, 8 

8408170047 

50-244 

P 

KWZYWSKr.L A 

B40917005Q 

30-244 

P 

kuczynski.l a 

8408290112 

30-244 

S 

KUCZYNSKt.L A 

S 408080 422 

MJREO 


HUCZYNBKtfL A 

8408170307 

50-454 

T 

KUCCHLE. C 

8408090443 

30-897 

8 

KUEMIN, J L 

8408090450 

50-397 

8 

KUEMINiJ L 

8408090459 

50-897 

8 

KUEMIN, J L 

B408200132 

30-397 

S 

KU£MIN, J L 

8408200341 

50-897 

S 

KULM. V 

8408290017 

30-397 

s 

KUKlDER. 0 A 

84 08 29002 4 

50-397 

s 

KUPPERMAN. D 


ACCESSION SUBJECT 


number 

category 

AUTHOR 

B40B290D30 

30-397 

5 

KUSEK.L T 

94002701 16 

50-397 

5 

kusek, L t 

0400020103 

50-4BP 

F 

KUSHNER.W L 

0400030012 

50-4Ba 

A 

kushner.m l 

B4O0O3O159 

30-488 

A 

KUZCVNSKI.L / 

8408100066 

50-408 

E 

KUZO. 0 B 

0408100073* 

50-403 

Q 

KUZO, 0 D 

0400140001 

30-408 

S 

KUZa. 0 D 

B4O0 140020 

50-488 

S 

LACEY, W S 

0400 140237 

30-488 

S 

LACEY, 14 9 

B4O014O3OS 

50-408 

s 

LACEY, W 9 

0400140337 

30-488 

F 

LACEY, W S 

B40B140350 

50-408 

A 

LACKER. D K 

0408160505 

50-488 

S 

LAFLEUR.J D 

0408160514 

50-408 

8 

LAMPS, W 

0408200119 

50-408 

A 

LAMBE, W 

8408220130 

50-403 

S 

LAMPE. W 

0408220207 

50-403 

F 

LAMBE, W 

8400290217 

50-403 

S 

LAMBE, W 

B4OB22O240 

30-403 

9 

LAMBERT, H B 

6409220309 

50-483 

A 

LAtIDERT.P A 

8408220479 

30-483 

S 

LANDSMAN, n B 

8408270377 

30-403 

A 

landsman, R B 

8400200193 

30-403 

V 

LANDSMAN, R B 

8400200435 

30-483 

S 

LANDSMAN, R P 

8408290033 

30-493 

r 

LANDSMAN, R P 

B40B090178 

30-383 

0 

LANE, M 

B40B 170233 

30-308 

Q 

LANE, M 

B40B01O300* 

50-247 

Q 

LANE. M 

B408240324 

40-1 162 


LANE, f1 

B408240373 

40-0670 


LANE.M 

0400270033 

40-1 162 


LANE. M 

0408270041 

40-2239 


LANE, H 

8408270047 

40-1162 


LANE, h 

0408270033 

40-0504 


LANE, M E 

8408270063 

40-1162 


LANE.R C 

8408270064 

40-297 


LANOE, n 0 

B4O027O835 

40-3453 


LANKSDURY, R D 

8408270248 

40-8304 


LANNING, W 

B4O023O3O7 

50-395 

S 

LARIVIE8E. P 

0408300314 

50-395 

8 

LARIZZA. 0 F 

8408130635* 

50-329 

A 

LAROCHE. 0 L 

8408270172* 

50-454 

0 

LARSON, C E 

0408270172* 

50-454 

0 

LARSON, C E 

0400200023* 

50-207 

0 

LARSON, 0 E 

8409010398* 

50-387 

Q 

LATHWELL, M J 

8408230157* 

50-352 

Q 

UAURENSON, J A 

8408310166 

50-287 

r 

LAURENSON, J A 

0408060106 

WASTE MOT 

LAURENBON. J A 

8400270220 

40-1162 


LAZARUS. W 

0408210301* 

50-245 

Q 

LEACH. C E 

0400210232 

50-266 

R 

UCACH. C E 

8400070272 

30-313 

F 

LEAHY, M 

8400290260* 

50-443 

0 

LEAHY, M 

8408270432* 

50-302 

0 

LEAR, 0 

9408060113* 

50-153 

Q 

LEAR. 0 

0408210287 

50-155 

P 

LEAR. Q 

8400210498 

50-135 

P 

LEAR, 0 

8400300305 

50-315 

S 

LEAR.O 

8405240290 

30-3 

P 

LEAR , Q 

B404040169 

50-10 

r 

LEAR. 0 

0408090130 

50-416 

F 

LEAR, 0 

0408070042 

50-413 

F 

LEAR.O 

0408070036 

30-247 

F 

LEAR, 0 

8408210346 

50-302 

F 

LEAR, 0 E 

8408210408 

50-272 

r 

LEAR.O E 

0408300319* 

50-324 

F 

LEAR.O E 

8408130094* 

30-433 

0 

LEAR, J 

8408060309* 

50-456 

0 

LEARNER, H A 

0408160217* 

50-454 

0 

LEARNER. H A 

8408230166* 

50-231 

Q 

LEARNER, H A 

8400310139 

PR 


ledoick.r B 

8400090479* 

50-322 

0 

LEDDICK.R S 

9408070393 

50-390 

8 

LEDUC.R J 

0408070393 

50-387 

8 

LEDUC.R J 

8400070396 

50-387 

S 

LEE.O R 

8400300499 

50-387 

3 

LEE, 0 R 

8400160130 

50-295 

3 

LEE, 0 R 

0408160101 

50-135 

P 

LEE.O R 

8400270067 

50-155 

3 

LEE, 0 R 

8400290251 

30-153 

3 

LEE.O R 

8400300086 

30-153 

3 

LEE.O R 

8408160407* 

30-500 

A 

LEE. R, S 

8408200521 

50-289 

G 

LEE.S Y 

8408240328 

NUREO 


LEE, T. D 


ACCESSION 

number 

BAOSO^O'JOl 

B40809040S 

8408150628 

0400170179 

9408200283 

B408270G86« 

8400270439* 

0408200329* 

84OB1OO092 

8408100113 

8408210016 

9408210023 

8408020110 

B409300204* 

8408090519 

8400130488 

8408130580 

840B1306D9 

8408150390 

8408010287* 

8408280211* 
0408 130033* 
8408170098* 
0408170233* 
8408170284* 

8408240144* 

8408200457 

0409300537 

0400200941 

8408230473 

0408230483 

8408230493 

8408330500 

B4O023OSO5 

8409070171 

0406230514 

8408060043 

8408230149* 

8408060093* 

B40Q240169 

9408290112 

8408210374* 

8400070197* 

B40830O1B0* 

□4D80B0099 

04OQ 130376* 

8408090213 

8400090242 

D400150073 

8400070239* 

9400140363* 
8400230122* 
9400210104 
B4083 10067 
0205050209* 

0206240401* 

8210270126* 

9211030222* 

9310050136* 

0310070101* 

9310070262* 

8310240291* 

8400020192* 

8409020199* 

0010160003* 

001 1240409* 

0408020104* 

B408140&30* 

8409010177 

8409010177 

840B010177 

0408210378 

9400270303 

9408020239 

8408200187 

8408030168 
8409070233 
0400090320 
8409000523 
840009031 1 

8409090316* 

0400290256 

0408280033 

0408300282 

8408030033* 


SUBJECT 

category 


50-305 

S 

50-283 

S 

30-317 

F 

30-293 

F 

30-307 

9 

50-369 

0 

30-324 

d 

30-413 

a 

30-334 

3 

50-334 

& 

50-334 

3 

50-334 

PR 

S 

50-369 

F 

50-430 

M 

30-450 

li 

30-450 

M 

50-450 

fi 

50-438 

H 

50-206 

P 

50-331 

P 

50-329 

A 

50-329 

T 

30-329 

A 

50-329 

A 

50-329 

XPDRTLIC 

XPDRTLIC 

XPDRTLIC 

XPORTLIC 

D 

XPDRTLIC 

XPQRTLIC 

XPORTLIC 

XPQRTLIC 

XPQRTLIC 


50-293 

S 

WASTE MOT 

50-409 

MI SC 

Q 

30-354 

D 

30-244 

S 

50-353 

D 

30-202 

0 

50-263 

F 

50-263 

O 

30-155 

F 

50-322 

0 

50-328 

0 

30-322 

0 

50-244 

P 

30-261 

P 

50-261 

P 

50-249 

S 

50-237 

3 

50-329 

A 

50-329 

A 

30-329 

<7 

30-329 

9 

50-329 

Q 

50-329 

& 


30-329 A 
50-329 O 
50-329 A 
30-329 A 
30-329 O 

50-329 
50-329 
30-329 
30-434 
50-434 

50-434 
30-302 
50-302 
71-9092 
WASTE riOT 


50-267 

F 

30-267 

S 

30-267 

a 

50-267 

P 

50-267 

F 

30-267 

F 

50-267 

P 

50-360 

NUREG 

70-143 

P 


>>0 




ACCESSION 

subject 


AUTHOf? 

NUMflER 

CATEGORN 

LEE, T D 

aA0B13O3a3» 

70-143 


LEE,W S 

8A0B240342* 

50-413 

1 

LEE, V S 

a40B16O378» 

30-443 

A 

leech* P H 

aAOBl 30620 

50-293 

P 

LEECH* P H 

8A0B3JO396 

30-273 

P 

LECGETT, R W 

8408130009 

NUREG 


LEJN5*E 

840B1 70200 

MI SC 


LEMPGES, T E 

8408020113 

90-220 

R 

lempoes, T E 

BAOG030201 

30-220 

S 

LEMPGES, T E 

84O0D8O2S9 

50-220 

8 

LEMPGES , T E 

B40B08O4B3 

50-220 

5 

LEIH=*0ES, T C 

8408280248* 

90-220 

0 

LHNAHAN, J J 

B4Q81403S6* 

30-400 

T 

LENTSCH, J H 

8408020330 

90-344 

K 

LENTSCHi J M 

8408020039* 

30-344 

P 

LEONARD. J D 

8408060323 

50-322 

V 

LEONARD. J D 

8408070385 

50-322 

V 

LEONARD. J D 

8408080340 

PR 


LEDNAni>. J D 

8408300328 

90-322 

A 

LEONARD. 0 D 

8408270226 

90-322 

A 

LEONARD . J D 

8400280187* 

90-322 

O 

LEONARD. J D 

8408300123 

90-322 

V 

lers. L L 

8408010299* 

30-407 

o 

LETSCHE, K J 

8408010239 

90-322 

0 

letsche, k j 

8408010239 

50-322 

o 

LETSCHE. K J 

8408140470 

50-322 

0 

LETSCHE. K J 

8408140470 

SO-322 

G 

LETSCHE. K J 

8408140477* 

90-322 

Q 

letsche. K J 

8408140477* 

30-322 

G 

LETSCHE. K J 

8400160210 

50-322 

Q 

LETSCHE, K J 

84QQ1602I0 

90-322 

G 

LETSCHE. K J 

B408S30194 

90-322 

Q 

LETSCHE, K J 

0408230174 

90-322 

G 

LETSCHE, K J 

□408200249 

90-322 

G 

LETSCHE. K J 

8408200249 

50-322 

G 

LETSCHE. K J 

8408280403 

90-322 

G 

LETSCHE. K J 

8408280405 

50-322 

Q 

LETTIERI. V 

8408220419* 

50-44 9 

Q 

lettieri. V 

8408220424* 

50-443 

a 

LEVIN. H A 

8408150741* 

50-329 

A 

LEWIS. D R 

8408200561 

50-289 

G 

LEWIS. D R 

8408200561 

50-289 

G 

LEWIS. D R 

8408230207 

50-289 

Q 

LEWIS, D R 

8408230207 

90-289 

G 

LEWIS, M I 

8408020 U1 

PH 


LEWIS, M I 

840B070349 

PR 


LEWIS, h I 

8408140463 

50-289 

G 

LEWIS. M I 

8408280412 

30-289 

Q 

LEWIS. R C 

8408130335 

30-416 

F 

LEWIS. R C 

8408130394 

30-330 

Q 

LEWIS. R C 

8408130408* 

50-330 

Q 

LEWIS. R C 

8408130433 

50-330 

Q 

LEWIS. R C 

8408130443* 

SO-330 

0 

LEWIS. R C 

0408200263* 

90-416 

0 

LEWIS, R C 

8408230148 

30-250 

Q 

LEWIS. R C 

8408230151 

30-251 

0 

LEWIS. R C 

0408230158* 

30-291 

0 

LEWIS. R C 

8408230167 

30-239 

Q 

LEWIS. R C 

8408230180* 

50-239 

Q 

LEWIS. R C 

8400230219* 

30-259 

Q 

LEWIS. R C 

8408240316 

50-261 

0 

LEWIS. R C 

8400240365 

30-434 

Q 

lewis. R c 

0408240368* 

30-424 

Q 

LEWIS. R. C 

0408270192 

30-335 

Q 

LEWIS. R C 

8408270206 

50-302 

Q 

LEWIS. R C 

0408270209* 

30-333 

Q 

LEWIS, R C 

□408270241 

30-321 

Q 

LEWIS. R C 

a 40827 024 9 

90-367 

0 

LEWIS, R C 

840B270255* 

50-321 

Q 

LEWIS, R C 

8408270257 

90-417 

Q 

LEWIS. R C 

840B270266* 

50-369 

a 

LEWIS. R C 

8408270268* 

50-417 

Q 

LEWIS, R C 

8400270313 

30-416 

0 

LEWIS, R C 

0408270314 

30-230 

Q 

LEWIS, R. C 

8408270322* 

30-390 

Q 

LEWISrR C 

0409270326* 

30-4 1 6 

Q 

LEWIS. R C 

8408270365 

90-327 

Q 

LEWIS. R, C 

8408270375* 

50-327 

0 

LEWIS, R C 

8408270913 

50-261 

0 

LEWIS, R C 

8408270928* 

go-261 

0 

LEWIS, R C 

0409200456 

50-400 

0 

LEWIS. R C 

8400280472 

50-267 

0 

LEWIS. R C 

8400280479* 

30-269 

0 

LEW I S. R C 

0408270031* 

90-261 

o 

LEWIS. R C 

8408300173 

50-369 

F 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESBION 

NUMBER 

SUBJECT 

CATEGORV 

ULWIS, R C 

0400300297 

50-400 

F 

LEWIS. R C 

0408300313 

50-324 

F 

LEWIS. R C 

0400300320 

50-321 

P 

LEWIS. R C 

040030031 7 

50-400 

Q 

LEWIS. R C 

0400300353 

90-390 

Q 

LEWIS. R C 

0400300354 

50-390 

V 

LEWIS, R C 

0400300357 

50-269 

F 

LEWIS. R C 

0400300360 

50-290 

V 

LEWIS, R C 

0400300363 

50-327 

F 

LEWIS. R C 

0400300366 

90-424 

A 

LEWIS, R C 

B409300369 

50-280 

P 

LEWIS, R C 

0403300370 

50-390 

V 

LEWIS. R C 

0403300400 

90-413 

Q 

LEWIS. R C 

0403300413 

50-416 

P 

LEWIS. R C 

0403300421 

30-321 

P 

lewis. R C 

8409300424 

30-390 

A 

LEWI8. R C 

0403300420 

90-416 

P 

LEWIS. R C 

8403300439 

50-416 

P 

LEWIS. R C 

8403300440 

50-413 

A 

LEWIS. R C 

84033 too 16 

30-413 

P 

LEWIS. R C 

8408310021 

50-321 

P 

LEWIS. R C 

040831 0026 

50-413 

P 

LEWIS, R C 

Q40B310D52 

50-321 

P 

LEWIS. R C 

84QBJ 10062 

50-302 

P 

LEWES. R C 

B4D83 10069 

50-280 

F 

LEWIS. R C 

0408310241 

30-413 

P 

LEWIS. R C 

3408310242 

50-413 

P 

LEWIS. R C 

8408310390 

30-366 

P 

LEWIS, R C 

0408310401 

50-2B0 

F 

LEWIS. R C 

0408310405 

50-424 

0 

LEWIS. R C 

040831041 1 

50-261 

F 

LEWIS. R C 

3408310419 

50-424 

Q 

LEWIS, R C 

8408310420 

50-413 

A 

LEWIS. S H 

B40B1 30299 

50-434 

G 

LEWIS. S H 

3408170141* 

50-329 

A 

LEWIS. 5 K 

0408200587 

50-339 

0 

LEWIS. 8 H 

8400200593* 

50-339 

0 

LEWIS. 8 H 

84082B0443 

50-494 

0 

LEY. M 

0403230373 

30-412 

A 

LICITRAi E A 

0403090440 

90-920 

F 

LICITRA. E A 

8409090323 

50-920 

A 

UICITRA. E A 

0403230367 

90-528 

A 

LIDENi e a 

0403020100 

50-272 

K 

LIOEN. E A 

0403030247* 

50-272 

□ 

LIDENi E A 

0409130362 

50-311 

P 

LlDEN. E A 

0403190223 

50-272 

F 

LIDEN, E A 

0403190243 

50-272 

P 

LIOEN. E A 

0409160142 

50-272 

R 

LIOEN. E A 

0400200343 

50-272 

P 

LIOEN, E A 

0408210339 

50-272 

P 

LIDEN, E A 
LIEBERMAN. J A 

0403240 1 1 7 
0409070462* 

50-272 

PRM 

P 

LIEDERMAN, 8 

0403190700* 

90-329 

A 

LIGHTCAP. J 0 

0403290303 

50-434 

Q 

LINDER, F 

0400060004 

50-409 

0 

LINDER, F 

0408140287 

50-409 

P 

LINDER. F 

0403190212 

50-409 

P 

LINDER. F 

0403160136 

50-409 

S 

LINDER. F 

0409160309 

50-409 

5 

LINDER, F 

8403210333 

30-409 

F 

LINDER. F 

84032P0109 

50-409 

F 

LINDER, F 

8408220190 

50-409 

R 

LINDER, F 

8408270030 

50-409 

P 

UNDER. F 

8408270274* 

50-409 

Q 

LINDER, F 

8408310176 

30-409 

P 

LINDSEY, D J 

8408030256 

50-333 

B 

LINDSEY, 0 J 

B408270144 

50-333 

S 

LINEMAN. 0 J 

0403240103 

WASTE MOT 

LINEMAN, J J 

0403030043 

WASTE MOT 

LINEMAN, J J 

0409060051 

WASTE MOT 

LINEMAN. J J 

0403060149 

WASTE MOT 

LINEMAN. J J 

8408210129 

WASTE MOT 

lineman, j j 

8408230079 

WASTE MOT 

LINENDEROER.O 

84O32?O2a0 

50-70 

G 

UINENBEROER.G 

8408310104 

50-35B 

0 

LINVILLE.U C 

8408030031* 

50-272 

Q 

LINVILLE. J C 

8408070337* 

50-272 

Q 

LJNVJLLE, J C 

8408150370* 

50-272 

Q 

LlPCMAtt. J 0 

8408070282* 

50-305 

F 

LIPINBKI. D 

8408230091* 

50-293 

0 

L1PIN5KI.D R 

a4oaoso403* 

50-24S 

0 

L1PCN8K1,0 R 

8408160432* 

30-245 

0 

LISENO.R T 

8408030394 

50-333 

8 

lisenq, R t 

0408230396 

50-333 

S 

LITTLE, W B 

0403060325* 

50-382 

0 


535 


AUTHOR 

ACCESSION 

NUMBER 

subject 

CATEGORY 

LITTLE.W S 

8400070333 

50-436 

G 

little, W S 

8406090184 

50-266 

G 

little, W 8 

8400090193 

50-255 

G 

LITTLE. W S 

8408140130 

50-155 

0 

LITTLE. U a 

8408140156 

50-374 

0 

LITTLE. Vi S 

84GB1 90290 

50-259 

Q 

LITTLE, W S 

8400160324 

50-346 

Q 

LITTLE. U a 

8408160329 

50-266 

Q 

little. Vi a 

8408200090 

50-294 

Q 

LITTLE. W 8 

8408300179 

50-440 

Q 

little, W 9 

84DB30018&* 

90-440 

Q 

little, Vi S 

6408300203 

50-341 

Q 

LITTLE. U S 

8408300207* 

50-341 

Q 

LITTLEMALES. G 

8408070334 

aA999 


HTTLEHALES, 0 

8408070466 

(IA999 


LIU, L 

8400210263* 

50-331 

I 

LIU, W C 

9408270469* 

50-390 

Q 

LLOYD. R L 

0400170117# 

50-443 

0 

LDCKE. R r 

8408140484 

50-352 

0 

LDCRE, n T 

0408140484 

50-352 

0 

LOCKWOOD. G J 

8408080367 

NUREO 


LODGE, T J 

8408280437 

50-440 

0 

LDFY. R 

0408090074* 

contract 


LOFY. R A 

8400080907* 

CONTRACT 


LDOUE, R H 

8400080933 

50-277 

B 

LOOUE. R H 

0408080539 

50-277 

9 

LDOUE, R H 

8408130601 

50-277 

B 

LDMR , J 

0408290258 

50-317 

9 

LOKKEN,R 0 

8408310075 

lAJREG 


LOMAX, D S 

8400080500 

50-368 

9 

LOMAX. D B 

8408300475 

50-369 

9 

LOMBARDO, J J 

0408150229 

50-219 

P 

LOOMIS. J N 

0408 07047 B» 

50-29 

P 

LQUX, R. R 

B408130130 

WASTE MOT 

LOUX. R R 

B4 08220 06 1 

WASTE MOT 

LOVELL, J 

B408 160521 

50-250 

9 

LOVELL. J 

8403200273 

50-250 

9 

LOVENDALE. P 

04O331O26B 

7O-130B 


UDVENDALE. P C 

8403080496* 

50-295 

G 
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8408280066 

50-334 

Q 

martin. t 

J 


8408300342 

50-354 

8 

MARTIN. T 

T 


84080 102B2 

30-247 

0 

MARTIN. T 

T 


B40801028B 

30-249 

0 

MARTIN. T 

T 


8408010393 

50-307 

0 

MARTIN. T 

T 


6408010397 

40-6499 


MARTIN. T 

T 


B40803DD05 

30-244 

0 

MARTIN. T 

T 


0408030104 

50-289 

0 

MARTIN. T 

1 


B40G030122 

50-269 

Q 

MARTIN. T 

T 


8408030173 

50-387 

0 

MARTIN. T 

T 


0408030259 

50-272 

a 

MARTIN. T 

T 


8408060139 

30-219 

Q 

MARTIN. T 

T 


8408060190 

30-213 

Q 

MARTIN. T 

T 


0408060373 

70-1362 


MARTIN. T 

T 


0400070174 

50-244 

Q 

MARTIN. r 

T 


8408070320 

30-213 

P 

MARTIN. r 

T 


0408070323 

50-334 

0 

MARTIN. r 

T 


0408070353 

30-412 

0 

MARTIN. T 

T 


8408080157 

30-387 

Q 

MARTIN. T 

T 


8408080204 

30-220 

Q 

MARTIN. T 

T 


8408000233 

30-244 

Q 

martin. t 

T 


8408000243 

30-289 

G 

MARTIN. T 

T 


8408000246 

50-289 

Q 


AUTHOR 

ACCESSION 

NUMDER 

SUBJECT 
CATE GORY 

MARTIN, T 

T 

B40BOBO456 

50-220 

Q 

MARTIN. T 

T 

B40B080463 

50-219 

G 

martin, T 

T 

0408080473 

30-322 

0 

MARTIN. T 

T 

04OBOBO4BJ 

50-209 

G 

MARTIN. T 

T 

B4DB080523 

30-352 

a 

MARTIN, T 

1 

8400090036 

90-277 

G 

MARTIN, T 

T 

8408090088* 

50-271 

G 

MARTIN, T 

T 

B40B090319 

90-322 

G 

MARTIN, T 

T 

8408100032 

50-244 

G 

MARTIN, T 

T 

0408100020 

50-352 

G 

MARTIN. T 

T 

8408 100041 

70-1941 


MARTIN, T 

T 

B40B100043 

50-244 

G 

MARTIN,! 

7 

B4DB1OO093 

90-272 

F 

MARTIN, T 

T 

B40B1 30303 

50-247 

G 

MARTIN, T 

T 

8408130406 

90-289 

G 

MARTIN,! 

T 

8403190107 

50-336 

G 

MARTIN, T 

T 

8408190238 

50-219 

F 

MARTIN. T 

T 

8408190298 

90-317 

G 

MARTIN. T 

T 

8408190390 

70-37 J 


MARTIN,! 

T 

8408190409 

50-277 

Q 

MARTIN,? 

T 

8408150453 

50-333 

Q 

MARTIN. T 

T 

8400190337 

90-333 

Q 

MARTIN,? 

T 

8408190573 

30-29 

G 

MARTIN,? 

T 

8400150631 

90-272 

Q 

MARTIN, T 

T 

8408190630 

90-354 

G 

MARTIN,! 

T 

8408 1 90688 

90-245 

Q 

MARTIN,? 

T 

8408190697 

50-286 

G 

MARTIN,? 

T 

040819071 1 

50-317 

Q 

MARTIN,? 

I 

8406190715* 

50-317 

Q 

MARTIN,! 

T 

8400160102 

90-317 

G 

MARTIN,? 

T 

8400160235 

50-245 

0 

MARTIN. T 

T 

8408160231 

90-322 

Q 

MARTIN,! 

T 

8406160266 

50-334 

Q 

MARTIN, T 

T 

0406160428 

90-245 

Q 

MARTIN. T 

T 

8400170079 

90-220 

P 

MARTI NiT 

T 

6406170168 

90-244 

P 

MARTIN, T 

T 

8408200014 

90-269 

G 

MARTIN. T 

T 

8406200043 

90-272 

G 

MARTIN. T 

T 

8408200476 

50-29 

0 

MARTIN,? 

T 

8408200499 

50-334 

0 

MARTI NiT 

T 

8406200510 

90-247 

Q 

MARTIN,! 

T 

6408210236 

50-247 

a 

MARTIN,! 

T 

8408210277 

50-333 

Q 

MARTIN.! 

T 

6406210420 

30-352 

0 

MARTIN,! 

T 

0406210424 

50-333 

0 

MARTIN,! 

T 

6406210468 

50-336 

0 

MARTIN. T 

T 

0408210494 

50-245 

Q 

MARTIN,! 

T 

04OB21O919 

50-336 

0 

MARTIN,! 

T 

8406230094 

50-219 

0 

MARTIN. T 

T 

6400230130 

50-277 

Q 

MARTIN,! 

T 

840B230139 

90-27 1 

0 

MARTIN,! 

T 

6406230133 

50-352 

Qt 

MARTI NiT 

T 

B40S23O1B3 

70-1490 


MARTIN,! 

T 

8408230193 

40-791 


MARTIN, T 

T 

0406230226 

50-220 

0 

MARTIW, T 

T 

8408230242 

50-322 

0 

MARTIW, T 

T 

8408230276 

50-293 

Q 

MARTIN,! 

T 

8408230467 

50-309 

Q 

martin,! 

T 

8408230366 

50-293 

0 

MARTIN,? 

T 

0408240071 

30-334 

Q 

martin, T 

T 

8408240220 

50-213 

Q 

MARTIN, T 

T 

8408240272 

30-317 

F 

MARTIN, T 

T 

0408240292 

30-271 

0 

MARTIN. T. 

T 

0408270230 

30-293 

F 

MARTIN, T 

T 

04OB27O234 

30-410 

0 

MARTIN, T 

T 

6408270203 

40-672 


MARTIN, T 

T 

0408270327 

30-5 

P 

MARTIN, T 

1 

0400270461 

50-271 

0 

MARTIN, T 

T 

0400270470 

30-333 

0 

MARTIN,! 

T 

6408280099 

30-354 

0 

MARTIN, T 

T 

6406280249 

50-220 

0 

martin,? 

T 

8406300106 

30-247 

Q 

MARTIN,? 

T 

B40B300107 

50-29 

0 

MARTIN, T 

T 

8408310131 

30-272 

0 

MARTIN, T. 

T 

0408310140 

70-2571 


MARTIN,? 

T 

0400310320 

70-221 


MASTEflSON. V 

0400060207 

50-373 

B 

MATHEWS, C S 

B40BI 90509* 

50-322 

T 

MATHEWS, C 

; 9 

0400150930* 

50-322 

T 

MATHIA8E. C D 

8406160169 

50-263 

F 

MATHIS, C- 

J 

B40B080S03 

50-293 

R 

MATTHEWS. C W 

8408130314* 

CONTRACT 


MATTHEWS. M L 

8408060106 

WASTE MCT 

MATTHEWS. 

p 

0406220269 

NUREO 


MATTHEWS. 

T P 

0406200599 

50-289 

R 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

category 

MATT I A, M J 

MATT I A, M J 
MATTSON. D R 

B40BOS0025* 

B40B270503* 

0400060341 

CONTRACT 
CONTRACT 
WASTE mot 

MAUPIN. M U 

0408130464 

30-338 

G 

MAUPIM, M W 

0406190464 

30-33B 

G 

MAUPIN. M U 

8408200477 

30-339 

C 

MAUPIN, M W 

8408200477 

30-339 

G 

MAUPirl, M U 

8408300177 

50-338 

G 

MAUPIN. M W 

8408300177 

30-338 

G 

MAUPIN, M W 

8408310130 

30-339 

G 

MAUPIN, M W 

0408310190 

50-339 

0 

MAURA. F 

8408060329* 

90-382 

Q 

MAURER, B F 

8408310194* 

50-434 

T 

MAXWELL. 0 F 

8408140039* 

30-329 

A 

MAV. e L 

8408160329 

50-29 

S 

MAV. M P 

MAYS. VI « 

MAYS. N M 
MCALPINE.E J 
MCALPlNE.e J 

MCALPINE.E J 
MCALPINE.E J 
MCALPINE.E J 
MCALPINE.E J 
MCALPINEiE J 

MCALPINE.E J 
MCALPINE.E J 
MCALPINE.E J 
MCALPINE.E J 
MCALPINE.E J 

MGBEE, R D 

8408300272 
8408280018 
0408200022* 
B40B030033* 
8408 130383* 

8408140136 

8408270225* 

8408270286* 

840B270427* 

8408270940* 

8409280367* 

9408300307* 

8408300394* 

B40B300401* 

8408310299* 

8408220360* 

r*;REo 

40-8857 

40-0837 

70-143 

70-143 

70-143 

70-1151 

70-87 

70-143 

70-1113 

70-1113 

70-1201 

70-27 

70-27 

70-1131 

50-445 

T 

MCBEE, R D 

84DB2203B0* 

90-443 

T 

MCBREARTY. R A 

B40B1S0634* 

90-272 

G 

MCBREARTV.R A 

8408230143* 

90-271 

G 

MCBREARTVj r a 

8408300113* 

90-247 

0 

MCDRIDE. M 

9408230091* 

30-293 

0 

MCCABE, E 

8408280107 

90-213 

a 

MCCABE, E 

0400290483* 

90-322 

Q 

MCCABE. E 

B40B3 10074 

30-813 

s 

MCCABE, E 

840B3101 1 1 

30-213 

s 

MCCABE, E C 

6408090033* 

30-397 

Q 

MCCABE, E C 

B4DB200041* 

50-3 Q7 

a 

MCCABE, E C 

8408200366* 

90-334 

Q 

MCCALLISTER. P 

0104230479* 

90-329 

0 

MCCALLI8TER. P 

0408140232* 

90-329 

A 

MCCALLISTER. P 

0400140957* 

90-329 

A 

MCCALLISTER. P 

0400190019* 

90-329 

A 

MCCANN. M 

0408220333 

90-332 

A 

MCCARTHY. R L 

0408150489* 

50-322 

T 

MCCARTHY. R L 

8408190509* 

90-322 

T 

MCCARTHY. R L 

B40B190514* 

50-322 

T 

MCCARTY, C 

MCCAY. S 6 
MCCLESKEY, K 

040824037 S 

0400190736* 

8400230409 

40-8769 

71-9073 

90-322 

C 

MCCLESHEYr 14 

8408230409 

90-322 

C 

MCCLE8J4EY. 14 E 

0408020024 

90-322 

0 

MCCLES14EY. K E 

04OBO2OO24 

90-322 

0 

MCCLESk'.EY. 14 E 

0408070236 

90-322 

0 

MCCLESi'.EY. 14 E 

0408070236 

90-322 

0 

MCCORMICK- BARGE 

0408160193* 

90-483 

0 

MCCORMICK-BARGE 

8400300180* 

50-319 

0 

MCCOY. M A 
MCCRIOHT.D R 

0406220944 

8406070140* 

TOPREP 
WASTE MOT 

MCCRORY, B L 

040829011 9* 

90-360 

Q 

MCCROHV, B L 

0400290142* 

90-209 

Q 

MCCRORY. B U 

0408290176* 

90-360 

Q 

MCDERMOTT, J L 

0406010237* 

90-279 

0 

MCDIARMID. R C 

0406030134 

90-279 

0 

MCDONALD. G E 

0406070469 

90-340 

F 

MCDONALD- D 0 

8406060436 

90-250 

P 

MCDONALD. D 0 

0408070032 

90-230 

P 

MCDONALD. 0 0 

8400220946 

90-250 

P 

MCDONALD, D O 

0400230477 

90-230 

P 

MCDONALD. D 0 

0400230964 

90-230 

P 

MCDONALD. J R 

MCDONALD. R 
MCDONALD. R P 

6408220327 

B4D027O9SS* 

B408070314 

KWREO 

CONTRACT 

90-340 

7 

MCDONALD. R P 

04D01OOO36 

90-348 

P 

MCDONALD. R P 

0408130349 

90-364 

0 

MCDONALD, R P 

0400130374 

90-340 

F 

MCDONALD, R P 

8400200611 

90-348 

R 

MCDONALD, R P 

040821041 S 

90-364 

P 

MCDONALD, R P 

0408230390 

90-340 

P 

MCDONALD, R P 

0400230319 

90-340 

8 

MCDONALD, R P 

0400260040 

90-340 

0 



PERSONAL AUTHOR INDEX 


538 



ACCESSION 

SUBJECT 


ACCESSION 

SUBJECT 


ACCESSION 

SUDJECT 

AUTHQFl 

NUMBER 

category 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUM8ER 

category 

MCDONALD. R P 

04OS28O176 

30-348 

Q 

MEDFQRO. M 0 

0408160215 

50-206 

P 

MILLER. M E 

8408230168 

50-322 

0 

MCDONALD. R P 

8408300169 

90-348 

G 

MEDFORD. M Q 

0400210165 

50-206 

P 

MILLER. i1 M 

8408010S86* 

30-247 

Q 

MCDGMQUGH. M D 

B408530469 

XPPRTLIc 

MEDFORO. M 0 

0408220090 

90-361 

R 

MILLER. M S 

8408030086 

50-322 

0 

MCDONDUOH. ti D 

B40B310009* 

XPQRTLIC 

MEDFORD. M 0 

0408230178 

50-206 

P 

MILLER, M 5 

8408030086 

50-322 

0 

MCDUFFIE. M A 

0408070331 

50-400 

K 

MEDFORD. M O 

0408240168 

50-206 

P 

MILLER. M B 

8408030109 

50-322 

0 

MCDUFFIE. M A 

B40ai4'Ql&l« 

30-400 

T 

MEDFORD. M 0 

0408240267 

50-36 1 

P 

MILLER. M S 

0408030105 

50-322 

G 

KCFADDEN. J 

B4aao6ooa4 

70-3377 


medfdrd.h 0 

0408240294 

50-361 

P 

MILLER. M a 

0408070424 

50-322 

0 

MCOARRY. J M 

□408020060 

50-413 

Q 

MEDFORD. M 0 

0408270409 

50-36 i 

P 

MILLER. M S 

8408070424 

50-322 

0 

MCOARRYiJ f1 

B40BOS0060 

90-413 

Q 

MEDFORD. M 0 

8408300163 

50-36 1 

P 

MILLER. M T 

8408230157* 

50-352 

Q 

MCOARRY, J M 

8408270347 

90-413 

Q 

MEDFORD. M 0 

8408300232 

50-206 

S 

MILLER. R I 

8408160390 

71-5926 


MCOARRY. J M 

6408220347 

50-413 

0 

MEDLOCK.R L 

0408080429 

40-8452 


MILLER. R L 

8408290185 

NUREG 


MCOAUGHY. J P 

8408200137 

90-416 

Q 

MEEK. B 

8408060197* 

50-70 

0 

MILLER. W H 

8408240363* 

50-390 

Q 

MCOAUOHY. R U 

8408020006 

90-331 

P 

mehrer.r 

0408130392 

71-9147 


MILLER. W H 

8408280140* 

50-259 

0 

MCOAUGHY. R W 

840B03003B 

50-331 

P 

IHEISENHEIMER. J 

8408030001* 

50-329 

A 

MILLER. W J 

8408160471 

50-331 

s 

MCOAUGHY. R M 

B4QB0^0001 

50-331 

F 

MEI8ENHEIHER, J 

840803005 1 * 

50-329 

A 

MILLER. W 0 

8408060212 

50-305 

p 

MCOAUGHY. R W 

0408080083 

50-331 

P 

MELOSH. K J. 

8400160411* 

50-500 

A 

MILLER. W a 

8408080409 

50-267 

p 

MCOAUOHY.R H 

8408130170 

30-331 

P 

MENDEZ, R 

8408090217* 

30-454 

a 

MILLER. W □ 

8408090139 

50-295 

p 

MCOAUOHY.R W 

0408140247 

50-331 

P 

MENDEZ. R 

8400200297* 

30-494 

Q 

MILLER. W 0 

8409160165 

30-289 

f 

MCOAUOHY.R W 

0408140439 

50-331 

P 

MENDEZ. R 

8408270277* 

50-494 

0 

MIULER.W □ 

0400160299 

50-247 

f 

MCOAUOHY. R W 

8408190004 

50-331 

0 

WENDONCA.M M 

8408060013 

50-275 

8 

MILLER, W □ 

8409160473 

30-335 

p 

MCOAVOHY, R H 

0408210236 

50-331 

I 

MERRITT, a 

8409060293 

50-237 

3 

MILLER. W 0 

840017001 1 

30-293 

F 

MCOAUOHY.R H 

8408210499 

90-331 

P 

MERRITT, a 

8408310063 

50-237 

8 

miller, W 0 

8408170013 

50-335 

P 

MCOAUOHY.R W 

B4OB24O105 

30-331 

P 

NERR 1 WEATHER, N 

0408240399* 

50-321 

Q 

MILLER. W □ 

8400170389 

50-389 

P 

MCOAUOHY. R. H 

6408240118 

50-331 

P 

MERR I WEATHER, N 

8408270440* 

50-424 

Q 

MILLER, W. 0 

B40B270493 

50-320 

P 

MCOAUOHY. R, H 

8408270567 

50-331 

P 

MERRYMAN.R G 

8408160146 

NUREG 


MILLER. W 0 

8408280330 

50-272 

P 

MCOAUOHY.R U 

8408280202 

50-331 

P 

merbchoff.e W 

8408240140* 

0A999 


MILLS. C R 

8408210298 

50-282 

8 

MCOAUOHY.R M 

0400310220 

50-331 

E 

meserve.r a 

8408070294 

40-2061 


MILLS, L C. 

8408060378* 

70-1362 


MCGOVERN, J J 

8408090396 

70-607 


WEBERVEiR a 

0408070482 

40-2061 


mills, L M 

0400010172 

50-390 

A 

MCGOVERN. J J 

B4O01 50247 

70-607 


MEBERVEiR. A 

8408070482 

40-2061 


MILLS, L M 

8408010344 

50-259 

P 

MCGUIRE. 0 R 

84080301 27* 

90-3 35 

0 

MESERVE.R A 

8408000235 

40-2061 


MILLS. L M 

8408020145 

50-259 

F 

MCGUIRE. D R 

8409070409* 

90-3 90 

0 

ME8ERVE.R A 

8408080239 

40-2061 


MILLS. L M 

S4O0O3OO19 

50-259 

F 

MCGUIRE. D R 

8409130166* 

90-269 

0 

MEeSENQER.G H 

8408310032 

50-275 

P 

MILLS. L M 

8408030019 

50-327 

P 

MCGUIRE. D R 

8400130204* 

50-395 

0 

MESSENQER, 0 H 

8408310035* 

90-273 

P 

MILLS. L M 

8408030026 

50-327 

P 

MCGUIRE. D R 

B40B13041G* 

50-338 

Q 

mewhinmey.u a 

8408160125 

NUREO 


MILLS, L M 

8408030032 

50-390 

F 

MCGUIRE. D R 

6408130446* 

50-338 

0 

MEYER. 0 W 

6408150244* 

90-277 

Q 

MILLS, L M 

8408030120 

BO-390 

A 

MCGUIRE. D R 

0408160317* 

70-143 


MEYER, a E 

8408300282 

I^REO 


MILLS, L M 

8408030159 

50-438 

A 

MCGUIRE. D R 

8408230295* 

90-324 

0 

rULBROTrU E 

8408160193* 

90-403 

Q 

MILLS. L H 

8408060021 

50-259 

P 

MCGUIRE. D R 

8408840010* 

90-261 

0 

MILDROT.W E 

B4QB160331* 

90-266 

Q 

MILLS, L M 

8408060220 

50-328 

P 

MCGUIRE. D R 

B4O02QO192* 

70-143 


MILEY, 0 H 

B40B030276 

90-151 

F 

MILLS. L H 

8408060254 

50-327 

F 

MCOURREN, H J 

B4 08130270 

90-413 

0 

MILLER. D D 

B4QB1 90662* 

50-329 

A 

MILLS. L M 

8408070133 

50-327 

P 

MCOURREN^H J 

8408200593* 

50-330 

Q 

HILLER. D E 

8408020223* 

70-B 


MILLS, L, M 

8408070370 

50-259 

P 

MCKENNA. E 

8408160359 

90-206 

P 

HILLER. D £ 

8408150381* 

50-440 

Q 

MILLS, L H 

Q40B070396 

rWREO 


MCKENNA. E 

8408160375 

90-206 

P 

MILLER, 0 E 

B 408270091 

90-326 

F 

MILLS. L M 

8400090024 

50-430 

S 

MCKENNA. E M 

8408280173 

50-206 

P 

MILLER. H J 

8408160470 

WASTE MGT 

MILLS. L M 

0408090025 

50-438 

S 

MCKINLEY. J C 

B40801019B* 

50-329 

a 

MILLER. H J 

0408220496 

WASTE MGT 

MILLS. L M 

B40B09002B 

50-433 

8 

MCKINLEY. U C 

8408010202* 

50-329 

□ 

miller, h j 

84082300^6 

WASTE MGT 

MILLS, L M 

8408090033 

50-438 

3 

MCLAUGHLIN. P 

0406020280* 

90-329 

A 

MiLLEftrH J 

B40B230395 

WASTE MOT 

MILLS, L M 

8408090057 

50-433 

S 

MCMANUS. A 

8408100144* 

90-289 

0 

miller. H L 

S40BO20132 

50-280 

F 

MILLS. L M 

8408070065 

50-390 

S 

MCMILLEN. vl, S 

8408300060* 

50-263 

0 

MILLER. J.K 

8408020102 

REGOD 


MILLS. L M 

6408090078 

50-390 

S 

MCMiLLENiU I 

8408310302* 

50-295 

0 

miller, j. R 

0400010071 

50-339 

F 

MILLS. L M 

8408090268 

30-438 

S 

CMUPRAYiC M 

0408020021 

50-322 

T 

MILLER, J R 

8408010120 

90-266 

P 

MILLS, L M 

B408090S79 

50-438 

S 

MURRAY. C M 

8408030074 

90-322 

0 

miller, j r 

0408010303 

90-339 

F 

MILLS. L M 

8408090416 

50-438 

8 

MURRAYiC H 

8408030074 

90-322 

0 

miller. J.R. 

0408070002 

90-344 

P 

MILLS. L M 

8408100024 

50-327 

F 

MURRAY. C M 

B40BD7G30B 

90-322 

0 

miller. J R 

3408070142 

50-209 

F 

MILLS. L M 

0408130275 

30-390 

A 

MUR RAY. C M 

6400070308 

90-322 

0 

MILLER. J R 

0408070271 

50-317 

P 

MILLS, L M 

8400130375 

30-390 

A 

MUR RAY. C M 

0408000338 

90-322 

0 

MILLER. J H 

B40B070492 

50-266 

F 

MILLS, L M 

0400140332 

30-327 

P 

MUR RAY. C M 

8408000336 

50-322 

0 

MILLER. J n. 

9408070908 

50-344 

P 

MILLS, L M 

8408160058 

50-438 

B 

.MURRAY. C M 

84080B0410 

90-322 

0 

HILLER, J R 

0408070911* 

50-344 

P 

MILLS, L M 

8408160066 

50-430 

S 

CMURRAY.C M 

6408080410 

50-322 

0 

MILLER. J R 

0408080055 

50-368 

Q 

MILLS, L M 

8403160154 

50-390 

S 

fCMURRAY.C M 

8400230199 

50-322 

o 

miller, J R 

8400130223 

90-339 

P 

MILLS. L M 

8408160173 

50-390 

E 

MCMURRAY.C M 

8408230199 

90-322 

Q 

miller. J R 

0408140029 

50-339 

F 

MILLS. L M 

8408160179 

50-390 

B 

MCNEILL.C A 

B40803Q294 

90-333 

S 

MILLER, J R 

0408140033* 

50-339 

F 

MILLS, L M 

8408160200 

50-43B 

a 

MCNEILL.C A 

8408030256 

90-333 

s 

MILLER, J R 

8408 1 40063 

90-339 

P 

MILLS, L M 

8408160434 

50-438 

8 

MCNEILL.C A 

8408030287 

50-333 

R 

MILLER, J R 

B4O0 160167 

90-309 

P 

MILLS. L M 

8408210435 

50 -'390 

A 

MCNEILL.C A 

8408160311 

90-333 

R 

miller. J R 

B40B 170036 

90-309 

P 

MILLS. L M 

8408220137 

50-259 

P 

MCNEILL.C A 

0400210281* 

50-333 

0 

MILLER. J R 

0400170147* 

50-344 

P 

MILLS. L M 

0408230192* 

50-259 

Q 

MCNEILL.C A 

8408230356 

90-333 

3 

killer. J R 

8408200002 

90-26 6 

P 

MILLS. L M 

0408230208* 

50-259 

Q 

MCNEILL.C A 

8400240243 

90-333 

S 

miller. J R 

8408200164* 

90-33 6 

P 

MILLS. L M 

8408270199* 

50-259 

0 

MCNEILL.C A 

8408270144 

90-333 

s 

MILLER. J R 

8408200219 

90-368 

P 

MILLS. L M 

0408270370* 

50-327 

a 

KCNEILL.J D 

8400140490 

50-458 

0 

MILLER. J R 

B40B200325* 

90-317 

P 

MILLS. L M 

8409270468* 

50-438 

Q 

MCNEILL. W M 

8408130695* 

90-445 

a 

MILLER, J R 

8408200360* 

50-2S5 

P 

MILLS. L M 

8408270475* 

50-438 

0 

MCNEILL. W M 

8408200326* 

90-450 

o 

MILLER, J R 

8400200484 

90-202 

F 

MILLS, L M 

8408270483* 

50-438 

Q 

MCQUADE, J 

8408300209 

NUREO 


miller, J R 

8408240017* 

90-317 

P 

MILLS. L M 

B4082B0086 

50-328 

P 

MCQUEEN. A D 

8408130490 

90-206 

F 

miller, L 

6408300390* 

50-528 

Q 

MILLS. L M 

8408280100 

50-438 

0 

MCVEY.E A 

8408060099 

90-373 

8 

MILLER, L 

04OB3OO397* 

90-528 

Q 

MILLS. L M 

8408280116* 

50-259 

4 

MECCA. J E 

8400030279 

HASTE MOT 

miller, l 

04OB3OO4O7* 

90-528 

Q 

MILLS, L M 

8408280220 

50-260 

f 

MEDFORD. M. 0 

8400010226 

50-206 

P 

miller, L F 

840B310244* 

90-2 06 

G 

MILLS, L M 

840B290245 

50-259 

F 

MEDFORD. M 0 

8400010240 

50-361 

P 

MILLER, L K 

8400200276 

30-31 1 

R 

MILLS, L M 

8408290250 

50-390 

A 

MEDFORD. « 0 

0400010272 

90-206 

P 

MILLER, M 

8408200023* 

90-289 

0 

MILLS, L M 

8408290355 

50-390 

A 

MEDFORD, « P 

0400030166 

90-206 

P 

MILLER. M 

6408210336 

30-454 

0 

MILLS. L M 

8408300477* 

50-327 

0 

MEDFORD. M 0 

6408060080 

50-361 

P 

MILLER. M 

8408210336 

30-454 

G 

MiLSTEADi W 

6408220265 

NUREQ 


MEDFORD. M D 

8408060112 

50-361 

a 

miller. M E 

8408130109 

90-322 

0 

MILTENBEROER. 8 

8408060140 

50-483 

« 

MEDFORD. M 0 

840907041 1 

90-206 

0 

miller. « E 

8408140024 

90-394 

0 

MILTENBEROER. 8 

8400070123 

50-483 

3 

MEDFORD. M 0 

8408100091 

50-361 

p 

MILLER. M E 

8408150192 

30-322 

Q 

MILTENBERGER. 8 

0400090271 

50-483 

8 

MEDFORD. M 0 

8408100115 

50-361 

p 

MILLER. M E 

8408210351 

90-32S 

G 

MILTENBEROER. 8 

8408160176 

50-483 

8 




ACCESSION 

SUBJECT 


AUTHOR 

number 

CATCGORV 

MlLTENDEfiGER, S 

8^00160236 

50-483 

S 

HILTENBERGER, S 

B40Q230427 

50-483 

s 

HlLTENnERGER> S 

0400230946 

50-483 

s 

rtlLTENBERGER- S 

0400240193 

50-483 

s 

HlLTENBERGERi S 

8400240315 

30-483 

5 

ttlNARlCl'iJ 1-* 

Q40B290190 

MJREG 


KlNARlCKiJ U' 

0400290190 

nureq 


mineck, D L 

0400060141 

50-331 

s 

MlNECKi D L 

8400160261 

50-331 

s 

HINECK. D L 

8400160471 

30-331 

B 

MlNECKi D L 

0400220202 

50-331 

0 

MINECK, D L 

0400230429 

50-331 

R 

niNECK. D L 

8400240172 

30-331 

S 

MINER, B 

Q4O8OVO202 

30-312 

F 

miner, 5 

0408210199 

30-312 

P 

MINICHIELLO, J 

0408210426* 

30-29 

P 

MINNER8, N 

0400220269 

NUREG 


MINOOUE, R D 

8400160271* 

ORO 


MINOOUE,R 0 

0408160275* 

ORG 


MINOOUE, R D 

0408160200* 

ORO 


MINOR, 0 C 

840803011 2* 

30-322 

0 

MINOR, 0 C 

8400030112* 

50-322 

0 

MIRAOLIA, F J 

8400240201* 

50-29 

F 

MIRANDBUKI. J A 

8408230109 

50-423 

D 

MJRANQUSKtrU A 

8400230024 

30-410 

D 

KIRANDUSKTtJ a 

0400230412 

50-438 

D 

MISCHEL, A 

8408200093 

PR 


MiTTLiR L 

8400010219 

50-334 

E 

mittu,r l 

8408030069 

50-354 

E 

MITTL,R L 

□408060176 

50-354 

E 

mittl,r L 

8408060279 

50-354 

A 

MITTL.R L 

B40S080290 

30-354 

E 

MITTU,R L 

B408080344 

30-354 

A 

MITTL.R L 

B40Q100063 

SO-354 

F 

MITTU, R L 

0400 140336 

50-334 

e 

MITTL.R L 

0400160336 

50-334 

A 

MITTL.R L 

8400160348 

30-334 

E 

MITTL.R L 

8408170052 

30-354 

F 

MITTL.R L 

8400170103 

30-354 

£ 

MITTL.R L 

8400170336 

50-354 

Q 

MITTL.R L 

8408170337 

50-354 

A 

MITTL.R L 

8400210442 

50-394 

A 

MITTL.R L 

8408230352 

30-334 

A 

MITTL.R L 

8408240273 

50-354 

E 

MITTL.R L 

8408240293 

50-354 

D 

MITTL.R L 

8408200201 

50-354 

E 

MITTL.R L 

0408290002 

30-354 

F 

MITTL.R L 

8408290090 

50-354 

A 

MITTL.R L 

0408290134 

50-354 

E 

MITTL.R L 

84003001 S3 

30-334 

A 

MITTL.R L 

8408310198 

90-354 

K 

MIZUNO. 0 5 

8408270065 

30-443 

Q 

MI2UNO, 0 S 

8408270094 

50-445 

0 

MIZUNO. 0 5 

8400270097 

30-443 

G 

MIZUNO. 0 S 

8408280232 

30-445 

0 

MIZUNO. 0 B 

B4O03OO139 

50-445 

0 

MOHR.C M 

8405210578 

nureo 


MOHR.C M 

8409210379 

NUREG 


KONAOHAN. J A 

8400280433 

30-322 

0 

MONAOHAN. J A 

0400280433 

50-322 

0 

MDNIGK.R J 

0408270508* 

CONTRACT 


MONTOQMERY. D M 

8400270386* 

50-369 

0 

MDNTOOMERY. D M 

8408270439* 

30-324 

Q 

MDNTQOMERYi D M 

8400280123* 

70-1113 


MDNTOOMERY. D M 

0400280329* 

30-413 

Q 

MONTOQMERY. E F 

8408150489* 

50-322 

T 

MDNTODMERV. J 

8408150499 

30-289 

G 

MDNTOOMERY. R 

8408200238* 

50-920 

8 

MDONEY, 0 

8408270042 

40-8902 


MOONEY. 0 

8408270424 

40-8302 


MOONEY, J 

B4081 90600* 

30-329 

A 

MOONEY, J A 

8408070180* 

30-329 

A 

MDONEY, J A 

8408190733* 

30-329 

A 

MOORE, D E 

8408130166* 

30-269 

Q 

MOORE, J E 

0400070397 

30-400 

0 

MOORE. J E 

0408090172 

50-400 

Q 

MOORE, J, E 

8400130111 

30-247 

G 

MOORE, J E 

8408200490 

50-400 

G 

MOORE. J E 

8408270122 

50-400 

0 

MOORE. R N 

8400060350 

XPORTLIC 


MOORE, R.N 

8408060351 

XPORTLIC 


MOORE. R N 

8408060333 

XPORTLIC 


MOORE, R N. 

8408060359 

XPORTLIC 


MOORE. R, N 

8400070049 

XPORTLIC 


MOORE. R N 

B408150182 

XPORTLIC 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

number 

SUBJECT 

CATEGORY 

MOORE, R N 

8408150402 

XPORTLIC 


MOORE. R N 

8408150703 

XPORTLIC 


MOORE, R N 

0408150703 

XPORTLIC 


MOORE. R N 

0408170424 

XPORTLIC 


mqqre.r N 

8408170425 

XPORTLIC 


MORGAN. R C 

8400140151* 

50-400 

T 

MORGAN, R E 

0408060313 

30-261 

8 

MORGAN. R E 

0408100004 

50-261 

F 

MORGAN. R E 

8408160144 

50-261 

R 

MORGAN. R E 

84081701 00 

50-261 

6 

MORGAN. R E 

0408240095* 

50-261 

Q 

MORGAN. R E 

8408270521* 

80-261 

Q 

MORGAN. R E 

8408280035* 

50-261 

Q 

MORGAN. R E 

8408200133 

50-261 

Q 

MORGAN. R E 

0408290023* 

50-261 

Q 

MORGAN. R E 

0400290028* 

50-261 

Q 

MORGAN. T A 

0400010276* 

50-206 

P 

MORGENSTERN. A 

0400170220 

XPORTLIC 


MORIARTY. J M 

0400200307 

50-352 

S 

mqrley.j a 

0408010046 

WASTE MOT 

MQRLEY. J A 

0408010064 

WASTE MOT 

MORLEY.J A 

0400150144 

WASTE MOT 

mqrley.j a 

0400190400 

WASTE MOT 

MORLEY.J A 

8408130403 

WASTE MOT 

MQRLEY.J A 

0408160270 

WASTE MOT 

MORLEY.J A 

0408200439 

WASTE MOT 

MORLEY.J A 

0400220227 

WASTE MOT 

MORLEY.J A 

8408220234 

WASTE MOT 

MORLEY.J A 

8408310270 

WASTE MOT 

MORLEY.J A 

8408310333* 

WASTE MOT 

MORLEY.J A 

0408310339* 

WASTE MOT 

MQRLEY.R C 

8408070419* 

50-412 

F 

MORRILL. P 

8408280070 

50-362 

S 

MORRIS. C 

0408070057 

MISC 


morris, P A 

B40B300168 

90-382 

0 

MORRIS.? W 

8408220301 

50-322 

0 

MORTON. H W 

0408070462* 

PRM 


MORTON, K V 

B40B060426* 

CONTRACT 


HORTON, K V 

0408070037* 

contract 


MORTON. K V 

0408080000* 

CONTRACT 


MORTON. K V 

0408090046* 

CONTRACT 


MORTON. K V 

0408090074* 

CONTRACT 


MORTON. K V 

8409140317* 

CONTRACT 


MOUNT, D K 

840BO 10334 

State Prog 

KOWRY, W R 

8405310267 

PR 


MOHRY.W R 

8408020233 

70-734 


MOWRY.M R 

0400130109 

71-6346 


MOWRYiW R 

8408270311 

50-09 

F 

MOXLEY. M 

04OB24O399 

40-4492 


MROCZKA. E J 

8400070112 

30-245 

s 

MRQCZKA. E J 

8408070 112 

50-245 

8 

MROCZKA. E J 

8408080531 

50-336 

8 

MROCZKA. E J 

8408200394 

30-336 

R 

MROCZKA. E J 

8408200994 

50-336 

R 

MROCZKA. E J 

8408230431 

90-245 

R 

MROCZKA. E J 

0408230431 

50-245 

R 

MROCZKA. E J 

8408200262* 

30-423 

E 

MROCZKA, E J 

8408290004 

50-243 

S 

MROCZKA. E J 

8408290004 

50-245 

8 

MUDD.C H 

8408060070 

50-348 

F 

MUDD. C H 

8400230326 

50-348 

F 

MUELLER. R J 

8408280208 

50-203 

8 

MUFFETT, J 

0408160341* 

50-341 

Q 

MUFFETT. J U 

8408080193* 

30-434 

Q 

MULDER. R U 

B40B010330 

50-62 

F 

MULDER. R U 

0408010391 

30-62 

F 

MULLER. R 

8400010204* 

30-329 

□ 

MULLIGAN. M 

0408090238 

50-352 

0 

MULLIGAN. M 

84001 70331 

50-352 

0 

MULLIKIN. R 

0400150519* 

50-382 

Q 

MUNRO.J J 

0408020201 

71-9021 


MURDOCK. R J 

8408010293 

50-219 

a 

MURLEV, T E 

8408030177 

State Prog 

HURLEY. T E 

8408090265 

50-388 

8 

hurley, T E 

8408210189 

70-303 


HURLEY, T E 

8408210196* 

70-303 


HURLEY, T E 

0408230290 

50-277 

F 

HURLEY, T E 

8408230304 

50-309 

F 

MURLEV, T E 

B408270335 

50-334 

0 

HURLEY. T E 

04002601 BD 

50-322 

0 

MURPHY. J. A 

0404040098* 

50-380 

u 

MURPHY. J D 

0400170070 

71-9192 


MURPHY. L 0 

0408310002 

CONTRACT 


MURPHY, M E 

8408060325* 

50-382 

Q 

MURPHY, M E 

8408160237* 

50-438 

0 


539 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

MURPHY. M E 

MURPHY. 5 

8406220300* 
S40B1 70204 

30-302 

71-9192 

Q 

MURPHY, V J 

8408290293 

WASTE MANA 

MURPHY. W P 

0408000041 

50-271 

F 

MURPHY. W P 

8408090089 

30-371 

Q 

MURPHY. H P 

0406240004 

50-371 

P 

MURPHY. W P 

0408270152 

30-271 

R 

MURPHY. W P 

0400310093 

50-271 

F 

MURRAY. B 

8408090176 

30-267 

8 

MURRAY, B 

0408160226* 

50-382 

0 

MURRAY. B 

04OB16O513* 

50-433 

Q 

MURRAY, B 

0408220157* 

50 -450 

0 

MURRAY. T D 

8406010313 

30-346 

8 

MURRAY. T D 

840BOB0906 

50 -346 

6 

MURRAY. T D 

8408090026 

30 -346 

B 

MUSCHICK.R P 

84082 B020S 

50-413 

T 

MU80LF, D 

B4071 00420 

30 -263 

B 

MUSOLF. D 

0408080099 

50 -263 

3 

MUSOLF. D 

MUSOLF, D 

MUSOLF. D 

8408090011 

□408130020 

0408130024* 

50-263 

71-83 

71-83 

F 

MUSOLF, D 

8408160222 

50 -263 

P 

MUSOLF, D 

0408160229* 

50-263 

P 

MUSOLF, D 

0408170292 

50-263 

P 

MUSOLF, D 

6408240230 

S0-2B2 

8 

MUSOLF, D 

8408270293 

30-263 

P 

MUSOLF, D 

0400270299* 

50-263 

P 

MUSOLF. D 

B4D880O16O 

30-263 

P 

MUSOLF. D 

0400200164*- 

30-263 

P 

MUTTENBEROC, S 

0400210402 

50-403 

F 

MYERB, C 

B40B 140346 

50-312 

8 

MYERS, C J 

8406300234* 

50-312 

0 

MYERS, D 0 

8400270436* 

50-280 

a 

MYSINOER.E D 

840BO 20242 

50-275 

0 

NAGATA.P K 

0408010027* 

50-298 

p 

NAIDU,K 

0408300220* 

50-341 

Q 

NAIDU.K n 

0400300196* 

90-440 

0 

NAPUDA, 0 

8400000242* 

50-244 

Q 

NAPUDAi 0 

B40S090330* 

30-322 

Q 

NAPUDA, 0 

04OB1 30455* 

50-333 

Q 

NARA81MHAN. T N 

8408310344* 

WASTE HOT 

NARBUT, P 

B40B30D193* 

50-528 

Q 

NARnUT,P P 
NARDI.A J 

NAROI.A J 

0408300407* 

8406010040 

0408160392 

50-S28 

70-1151 

70-1131 

0 

NARROW, L 

0408230285* 

50-293 

Q 

narrow, L 

04OB3OOU6* 

50-29 

Q 

NRRUS.O E 

04OBO1O313 

50-346 

8 

NARUS.O £ 

0408 160199 

50-346 

8 

NASLUNO.C D 

0406230427 

50-403 

8 

NASLUND.C D 
NAUTZ,J L 

8400230346 

0408070431 

50-403 

PRM 

8 

NEIGHBORS, 0 

8400010161 

80-280 

P 

NEIGHBORS, D 

0406010208 

30-303 

P 

NEIGHBORS. 0 

NEILS, 0 H 

NELSON. G B 

nelson, 0 w 

8400060407 

8400310112* 

04OBS7O346* 

B40B2P034B 

30-305 

TOPREP 

70-734 

PR 

P 

NELSON, M A 

NELSON, P R 

0406220365* 

0406030147* 

50-289 

70-371 

P 

NELSON, R E 

8406270276* 

50-454 

E 

NERSES, V 

840B23D3B1 

50-443 

A 

NEUMEYER.8 A 

8408OB0272 

30-443 

T 

NEVILLiJ F 

B408 140023* 

50-400 

T 

NEWMAN, J R 

0400160196 

50-498 

0 

NEWMAN, J R 

0400160196 

30-498 

0 

NGUYEN. H 

0400 160390* 

30-430 

A 

NQUVEN. T 

6406210426* 

30-29 

P 

NICHOLAS, H 

04OBO8O49O* 

30-2B9 

Q 

NICHOLAS, H 

B40B090330* 

30-322 

Q 

NICHOLAS, H H 

0400080256* 

50-209 

Q 

NICHOLS. N N 

0408070372 

30-332 

0 

NICHOLS, N N 

0400070372 

50-332 

G 

NICHOLS, N N 

B4O0S4O234 

30-332 

T 

NICHOLS, N N 

B4O024O254 

30-332 

T 

NICHOLSON, N A 

B40BOQ0496* 

50-295 

0 

NICHOLSON, N A 
NICDLOSl. J 

B40B1S0547* 

640B000002 

30-263 

I&E 

a 

NIELSON. K K 

8408310331 

WASTE MOT 

NIEMCZYK.S J 

G40B070027* 

30-447 

H 

NIEMCZYK.S J 

0400160339 

30-447 

A 

NIGHTINGALE. E 

0408 1701 17* 

30-443 

Q 

NIMITZ, R L 

8408010286* 

50-247 

a 

nimitz.r L 

8408010292* 

30-243 

a 

NIMITZ. R L 

840B210244* 

50-247 

0 



540 


AUTHOR 

ACCESSION 

KUI^QER 

SUBJECT 

CATEGORY 

NIMITZ.R L 

B.4 03530 S4Bt» 

50-323 

Q 

NIX, H 


50-321 

F 

NIX. H 

0403250333 

50-321 

F 

NIX. H C 

3408090287 

50-321 

S 

NIX. H C 

B40B20C0OI 

50-321 

R 

NIX. H C 

Q'IOS200<I3B 

50-366 

S 

NIX.H C 

a 4092:^0491 

50-366 

S 

NIX. H C 

8403270329 

50-321 

a 

NIX, H C 

8409300333 

50-321 

S 

NIX. H C 

Q40B3005S7 

50-366 

s 

NQIDU.K R 

8406130293^1 

50-235 

0 

KQRQERHAUO.L R 

B40B21O167* 

30-142 

Q 

NORELIUS. C 

6408090049 

50-4 36 

Q 

NQRELIUS.C 

a 409150029# 

50-329 

A 

NDRELIUS.C E 

0408010302 

50-151 

Q 

KCRELIUS. C E 

B40901O312 

50-374 

Q 

MOREL tUS< C E 

B40B01O314* 

50-374 

0 

M0RELIU8. C E 

84080700£i6 

30-10 

0 

NORELIUS. C E 

B400&40344 

50-10 

Q 

NQRELIUB.C E 

04081 50S33# 

50-329 

Q 

NORELIUS. C E 

3408150720# 

50-329 

A 

NORELIUS, C E 

8409150732# 

50-329 

A 

NORELIUS. C E 

3408150734# 

50-329 

A 

NORELIUS. C E 

3409170174# 

50-329 

0 

NORELIUS. C E 

340Q17023A# 

50-329 

Q 

NORELIUS. C E 

B40B1 70276* 

50-329 

S 

NCRELIUSiC E 

8406210193 

50-374 

0 

NORELIUS. C E 

8409230349 

50-254 

0 

NORELIUS. G E 

8406230351# 

50-234 

Q 

NORELIUS. C E 

Q40B240332 

50-352 

S 

NORELIUS. C E 

8408270207 

SO-409 

0 

NORMAN. C H 

8408010269# 

50-153 

0 

NORMAN. C R 

8408010269# 

50-155 

0 

NORRHOLH. L 

8409010300* 

30-247 

Q 

NORRHOLM. L 

8409100072 

50-247 

S 

NDRRHDUli. L 

B40B310251 

50-286 

0 

NQRRHOLM. L J 

B40B03003I* 

50-872 

Q 

ndrrholh. L J 

04OBO7O237* 

50-272 

0 

NCRHHOLM. L J 

0406130370* 

50-272 

Q 

NORRIS. J 

9408280296 

30-295 

P 

NORRIS. J A 

840806033 5 

50-295 

P 

nqrris. j a 

6408130047 

SO-293 

P 

NORRIS, vl A 

B40B 170033 

50-295 

P 

HORRY. P 0 

8408070103 

ORO 


HORRY. P 0 

8408030177 

□RO 


HORRY. P 0 

8408 130560* 

PRM 


NORRV. P 0 

S40BI 30533 

DR6 


NORRY.P Q 

8408300222 

DRO 


NORTH. H 

8408070416 

50-312 

B 

NORTH. H 

8408090004* 

50-361 

Q 

NORTH. H 

8408090080* 

50-344 

0 

ORTH. H 

8408090091* 

50-312 

0 

RTH.H S 

0408230087* 

50-312 

0 

'TON. J 

8400230144* 

50-341 

0 

TDN.J F 

6408080195* 

50-454 

Q 

ACHEi^. F 

6408090314 

50-267 

5 

AK.T M 

0509230336* 

50-329 

E 

AK, T M 

0407310030 

50-4 54 

S 

MK.T M 

0407310032 

50-454 

Q 

UAK. T M 

0406090323 

50-423 

E 

jOyAW. T M 

0406130160 

50-32B 

F 

NOVAK. T M 

0408130648* 

50-329 

A 

NOVAK , T M 

840B210410* 

50-329 

A 

NOVAK, r M 

0408210414* 

50-329 

A 

NOVAK, r M 

0408210464* 

30-329 

Q 

NOVAK. T M 

0400220463 

50-332 

A 

NOVAK. T M 

0408230247 

50-4 5 4 

Q 

NOVAK. T M 

0408290041 

50-413 

F 

NOVAT. J 

8408160146 

NUREG 


HQNAK.A 5. 

0408130720* 

50-329 

A 

NU3ENT, E L 

0408200400 

40-2239 


NUOENT. E L 

0408240414 

40-2259 


numark.n j 

6408010193 

WASTE MCT 

NU3SQAUNER. D 

B40ei30077 

WASTE HOT 

NUSSBAUrtEH, D A 

6408230362 

WASTE MOT 

NYKIRK. 0> 

0400070239 

50-295 

F 

NYKIRK. J 

0408070240 

50-293 

F 

0 'CONNOR. P W 

0408010187 

30-482 

A 

D 'CONNOR. P W 

0408070394 

50-4B2 

A 

a 'CONNOR. P w 

8408210556 

50-402 

F 

□ 'CONNOR, P Ini 

0408380037 

50-402 

h 

□ 'CONNOR, P W 

8408300075 

50-482 

F 

□ 'DWYER. 0 

8408130473* 

50-341 

0 

O'NEILL. J 

8408160392 

PR 


O'NEILL.U 

8408210327 

50-155 

0 


PERSONAL AUTHOR INDEX 


AUTHOR 

f^CCESSlON 

MUMQER 

SUBJECT 

CATEGORY 

□ 'NEILL. J 

840B210J30* 

30-1 5b 

G 

0 'NEILL. J 

Q 'NEILL. J 

B40B2 10337* 
0400210432 

50-153 

PR 

G 

0 'NEILL , J M 

6400020054 

50-400 

G 

□ 'NEILL. J H 

0400020054 

50-400 

G 

□ 'NEILL. J P 

Q40aa&0244 

50-153 

G 

□ 'REILLY, J P 

0408070357 

30-200 

0 

D 'REILLY, J P 

0408070360* 

50-280 

0 

□ 'REILLY, J P 

0408300352 

30-321 

F 

0 'REILLY. J P 

8400300336 

30-369 

Q 

0 'REILLY. J P 

9400300364 

50-340 

F 

□ 'REILLY, J P 

9408300371 

30-416 

P 

0 'REILLY, J P 

8409300373 

50-413 

V 

0 'REILLY, J P 

0408300376 

30-321 

F 

0 'REILLY, J P 

04 0930 0392 

50-230 

P 

0 'REILLY. J P 

8408300393 

50-335 

V 

0 'REILLY, J P 

6400300402 

50-239 

F 

□ 'REILLY. J P 

0408300417 

50-302 

F 

□ 'REILLY, J P 

0408300434 

30-259 

P 

□ 'REILLY, J P 

0408300319 

50-327 

F 

0 'REILLY, J P 

0408300320 

State Prog 

□ 'REILLY, xl P 

0408310014 

50-261 

V 

O'REILLY, J P 

8408310036 

50-259 

V 

□ 'REILLY, J P 

8400310364 

50-250 

V 

O'REILLY. J P 

0408310107 

50-259 

a 

□ ''TDDLE.J D 

8408020130 

50-247 

p 

O'TODLE.J D 

0408060349 

50-3 

F 

O'TOOLE. J D 

6400070114 

50-247 

F 

O'TOOLE. J D 

0408070421 

50-247 

F 

O'TOOLE. J D 

6408070425 

50-247 

Q 

□ 'TOOLE. J D 

6408130211 

50-247 

P 

O'TOOLE. J D 

0408130325 

30-247 

F 

□'TOOLE. J D 

0408130398# 

30-247 

0 

a 'TOOLE. J D 

0408130121 

50-3 

F 

□' TOOLE. J 0 

0408200309 

50-247 

Q 

a 'TOOLE, J 0 

8408200539 

30-247 

5 

O'TOOLE. J D 

O4'O021OOO2 

50-247 

F 

0 'TOOLE. J D 

8408220214 

50-247 

S 

0' TOOLE. J □ 

8408240164 

50-247 

P 

a ' TOOLE. J D 

8408290279 

50-247 

0 

□DERG, C R 
aDCCAARDEM. fl H 

8408150102* 

6408060420 

50-445 

71-9001 

Q 

OESTMANN.rt J 

0408150401* 

50-254 

0 

DEBT MANN, M J 
□GLE.K M 

OOLE.K H 

OKADA. S 

OKA DA. 6 

QKADA. S 

6408270288* 

6408240402 

6408270350 

840B060402 

8408060406 

0408060438* 

50-440 

40-0502 

40-B502 

XPQRTLIC 

XPORTLIC 

xportljc 

Q 

□HR ENT. D 

8400270142 

50-142 

P 

OLIVEIRA. W 

84 08080242* 

SO-244 

0 

OLIVEIRA. W 

04 0809 0330* 

30-322 

Q 

OUlVERIA, U 

OLSEM, A F 

8408080166* 

6408020203 

50-307 

70-624 

Q 

QLSEN, A F 

0408130115 

30-13 

P 

□LSWAM.L N 

6408010185 

30-434 

E 

OLBKAN.L N 

OLSON. J F 

0400090528 

B4O00BO334* 

30-454 

PR 

0 

OLSON. 0 L 

0400210038 

WASTE MOT 

GPEKA. J F 

6400070220 

30-423 

A 

OPEKA. J F 

64 0807 0220 

30-423 

A 

OPEKA. J F 

0400100063 

30-213 

P 

OPEKA. J F 

0400100063 

30-213 

P 

OPREA. 0 M 

0400150387 

50-490 

S 

OPREA. G M 

0408210396* 

50-496 

Q 

OPREA, 0 M 

0408210311 

30-498 

A 

OPREA. 0 W 

040021 0500 

S0-49B 

A 

OPREA, G W 

0408220130 

30-496 

8 

OPREA, 0 W 

0408240312 

30-496 

5 

OPREA, 0 14 

04 0027 0212 

30-498 

0 

OPREA. G M 

0408300370 

30-496 

5 

ORDERS. W 

0408270279* 

30-069 

0 

ORTIZ. N R 

8408300178 

WASTE MAMA 

OSBORNE, 0 D 

0408200161 

50-336 

P 

DSTER. J 

8400270038 

50-10 

J 

OSTRANDER, N C 

0400300109 

30-142 

R 

OTTO, H M 

84 0807 0284 

30-354 

H 

OTTO, S H 

8408090144 

30-289 

S 

QUELLE rTE,R » 
PAGE, M 

PAGE. M 

PAGE, J1 

PAGE, h 

PAOE.M 

PAGE. H 

8408300301 

8408230150 

6406230404 

8400270547 

04OB27O501 

8408310260 

8408310363 

30-413 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

S 


accession sunjecT 


AUTHOR 

NUMBER 

CATEGOnv 

page, R 0 

0400060363 

70-2986 


PACE, n G 

Q40H060375« 

70-2989 


PAGE, R G 

6400070259 

70-2684 


page, R 0 

0408170310 

40-2061 


page. R G 

8400230053 

40-2061 


PAHWA.S D 

8408080321* 

CONTRACT 


palladino, n 

6408140366* 

50-329 

A 

PALLADINO, N 

8400130664 

WASTE MGT 

palladino. N J 

8408010277* 

50-273 

U 

PALLADINO, N J 

8408080034 

CQMtnSQlQN 

PALLADINO, M J 

0408030427 

COMMISSION 

PALLADINO. M J 

8408000430 

50-416 

U 

PALLADINO, N J 

8408090109 

CQMMISSICN 

palladino, N J 

040809011 1* 

COMMISSION 

PALLADINO, N J 

0400090216 

CDMMISSICN 

PALLADINO. N J 

B40B220444 

50-320 

P 

palladino. N J 

8408280467 

CDMMlBaiaf^ 

PALLADINO. N J 

84032901 54 

50-320 

U 

palladino, N J 

8408290340 

COMMISSION 

PALOMINO, F 0 

8400010239 

50-322 

G 

PALOMlNQ.r G 

8409140005 

50-322 

0 

PALOMINO, F G 

8408140470 

50-322 

0 

PALOMINO, r G 

8400140477* 

50-322 

C 

PANCIERA, V 

8408270269* 

50-321 

Q 

PANCIERA. V 

8408270331* 

50-424 

0 

PANCIERA, V 

8408200132 

30-424 

8 

PANCIERA, V W 

0400240371* 

50-424 

□ 

pandey, S 

8404040095* 

50-39B 

U 

PANODURN, G C 

0408230481* 

40-6102 


PANODURN, 0 C 

8408240212 

40-6432 


PANODURN, G C 

8408240216 

40-S602 


PANODURN, G C 

□40B270033 

40-6102 


PANODURN. 0 C 

8408270035 

40-8102 


PANODURN. 0 G 

8408270106 

40-8432 


PAQLINO.R J 

8408000236* 

50-269 

Q 

PAPAZaOLOU. I A 

04OB22O333 

50-352 

A 

PAPER lELLO.C J 

8408010297 

50-409 

□ 

PAPER lELLO.C J 

8408010332 

50-454 

Q 

PAPER lELLO.C J 

8406020130 

50-266 

F 

PAPER lELLO.C J 

8408020160 

50-266 

F 

PAPER lELLO.C J 

B40S020220 

70-8 


PAPER lELLO.C J 

8408030251 

50-10 

Q 

PAPER lELLO.C J 

S40B060095 

30-373 

F 

PAPER lELLO.C J 

8408060110 

50-155 

Q 

PAPER IElLO.C j 

0408080405 

50-293 

Q 

PAPER lELLO.C J 

8408080406* 

50-293 

Q 

PAPER lELLO.C J 

8400100026 

50-403 

Q 

PAPER lELLO.C J 

8400130103 

50-454 

Q 

PAPER lELLO.C J 

0400130401 

50-10 

F 

PAPER lELLO.C J 

8408130300 

50-440 

Q 

PAPER IELLO.C J 

8408150396 

50-454 

Q 

PAPER lELLO.C J 

0408150392 

50-254 

Q 

PAPER IELLO.C J 

0408150399 

50-266 

0 

PAPER lELLO.C J 

8400130344 

50-263 

0 

PAPER lELLO.C J 

8408130546* 

50-263 

Q 

PAPER IELLO.C J 

S40B 150630 

50-34 1 

0 

PAPER IELLO.C J 

8408200233 

50-135 

Q 

PAPER lELLO.C J 

9406270084 

50-341 

0 

PAPER lELLO.C J 

0406270270 

50-440 

Q 

paper IElLO.C J 

0408270309 

50-293 

F 

paper IELLO.C J 

0406270348 

50-341 

G 

PAPER lELLO.C J 

0408270390 

50-153 

Q 

PAPER IELLO.C J 

04OS29O197 

50-266 

F 

PAPER IELLO.C J 

Q40Q310173 

50-262 

F 

PAPER IELLO.C J 

0408310268 

70- 1 300 


PAPER IELLO.C J 

8406310280 

50-305 

Q 

PARR. J Y 

8406240322 

NUREO 


PARKER. 0 E 

840B060266 

WASTE MGT 

PARKS. R D 

0406220373* 

50-289 

0 

PARSONS. G E 

0400230198* 

40-791 


PARSONS. R M 

8400070018 

50-400 

S 

PARSDNB, n M 

8400090031 

50-400 

5 

PARSONS, R 11 

8408090066 

50-4 00 

S 

PARSONS. R M 

8400090131 

50-400 

S 

PARSONS, R M 

8400090291 

50-400 

5 

PARSONS, R M 

8400140327* 

50-400 

T 

PARSONS. R M 

6406160168 

50-400 

S 

PARSONS. R M 

0408160408 

50-400 

3 

PARSONS, R M 

840B160416 

50-400 

3 

PARSONS, R M 

04OB16D437 

50-400 

3 

PARSONS, R M 

8408160438 

50-4 00 

S 

PARSONS. R M 

840B16D443 

50-400 

8 

PARSONS. R M 

8406280460# 

50-400 

Q 

PARSONS, R tt 

8408280465# 

50-400 

Q 

PARSONS, R M 

8408280469* 

50-400 

0 



AUTH□^^ 

ACCESSION 

NUMBER 

SUBdECT 

CATEGDRV 

PARSONS, R M 

B40S300350# 

50'400 

0 

PARVIN, M d 

840B 1402264 

50-250 

0 

PARVIN.M J 

B40Q1402P64 

50-250 

G 

PA8C1AK, W 

04002402314 

50-213 

0 

PASCIAK.W J 

04000103904 

50-387 

Q 

PASCIAK.N J 

04000802094 

50-320 

0 

PASCIAKiW J 

0400080467# 

50-219 

Q 

PASCIAt^.W J 

□4001503094 

50-317 

0 

PASClAk.W J 

84001503414 

50-333 

0 

PASCIAK, W J 

04001307014 

50-286 

Q 

PASCIAK, W d 

84002003444 

50-247 

0 

PA8CIAK, W J 

04002301374 

50-352 

Q 

PASCIAPwW d 

84002302404 

90-322 

0 

PASCIAK«H d 

8400230495# 

50-309 

0 

PASClAKi^ d 

0400270473# 

50-333 

Q 

PASTdA, M d 

0400060120 

50-325 

6 

PA8TVA, M d 

0400090032 

50-329 

S 

PASTVA. M d 

0400090390 

50-324 

3 

PASTVAiM d 

8400090432 

50-329 

8 

PA8TVA, H d 

0400160075 

50-325 

S 

PABTVA^M d 

8408160133 

50-325 

S 

PASTVA, K d 

8400240227 

50-324 

s 

PATAWA, E H 

0408010114 

WASTE MOT 

PATErR J 

0408070049 

90-323 

V 

PATErR d 

8408070479 

90-27 5 

V 

PATE.R d 

0408090045# 

90-361 

Q 

PATE, R d 

0408310243 

90-206 

Q 

PATE. Z T 

0408020091 

NUREO 


PATE. Z T 

8408920310# 

ORO 


PATEL. B R 

8408810302# 

TOPREP 


PATEL, Q R 

8408210302# 

TOPREP 


PATONiW D 

8408020103# 

90-329 

0 

PATON. W, D 

0408030109# 

90-329 

0 

PATON.U D 

0408070377 

90-329 

0 

PATQN.W D 

0408130340# 

90-329 

A 

PATDN.W D 

8400140150# 

90-329 

A 

PATON, N D 

8408140339# 

50-329 

A 

PATDN.W D 

8408130616# 

50-329 

A 

PATON, W D 

8408150793# 

50-329 

A 

PATQN.W D 

84088103714 

50-329 

0 

PATTERSON, C A 

8408230240# 

50-299 

Q 

PATTERSON, d P 

8408150646# 

90-341 

0 

PATTON, d D 

8408060297 

40-8102 


PAUL, n A 

0408150406# 

50-266 

Q 

PAULITZ/F P 

8408080256# 

90-289 

Q 

PAULK, 0 L 

8408230240# 

90-299 

Q 

PAULSON, W A 

8400010030 

90-249 

P 

PAULSON, W A 

0408070092 

90-219 

P 

PAULSON, W A 

B408070210 

90-213 

P 

PAULSON, W A 

8408070251 

90-244 

P 

PAULSON, W A 

8400070299# 

90-244 

P 

PAULSON, W A 

8400070304 

90-219 

P 

PAULSON, W A 

8400070331 

90-206 

P 

PAULSON, W A 

0400090099 

NUREQ 


PAULSON, W A 

0400090179 

90-299 

P 

PAULSON, W A 

8400090275 

90-244 

P 

PAULSON, W A 

8400090281# 

90-244 

P 

PAULSON, W A 

0400090307 

90-199 

P 

PAULSON. W A 

8400130202 

90-29 

P 

PAULSON, W A 

8400130289 

90-10 

F 

PAULSON, W A 

8408130350 

90-29 

P 

PAULSON, W A 

8408130366 

90-299 

0 

PAULSON, W A 

0408190229 

90-219 

P 

PAULSON, W A 

0408150269 

90-219 

F 

PAULSON, W A 

0408160062 

90-237 

P 

PAULSON. W A 

8408160070# 

90-237 

P 

PAULSON, W A 

8408160149 

90-29 

P 

PAULSON, « A 

B408160393 

90-244 

P 

PAULSON, W A 

0408160396# 

90-244 

P 

PAULSON, W A 

8408170130 

90-206 

P 

PAULSON, W A 

B4OB170143# 

90-206 

P 

PAULSON. W A 

8408210001 

90-10 

F 

PAULSON, W A 

0400210008 

50-219 

P 

PAULSON, W A 

8406210029 

50-409 

P 

PAULSON, W A 

8408210307 

90-255 

P 

PAULSON, W A 

0408210338 

50-199 

P 

PAULSON, W A 

8408210371 

90-206 

P 

PAULSON, W A 

8400220093 

90-409 

P 

PAULSON, W A 

8400220326 

90-213 

P 

PAULSON, W A 

0400230304 

90-219 

P 

PAULSON, W A 

040823041 0 

50-409 

P 

PAULSON, W A 

0400240266 

50-29 

F 

PAULSON, W A 

0400290001 

90-195 

P 

PAULSON, W A 

0408290136 

50-206 

P 

PAULSON, W A 

8400300040 

50-295 

F 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PAULSON, « A 

0400300102 

30-237 

P 

PAULSON, W A 

04083001 1 1# 

90-237 

P 

PAULSON, W P 

0408300120 

90-255 

Q 

PAULSON, W A 

0408300148 

30-219 

P 

PAULSON, W A 

0408300172 

50-219 

F 

PAULSON. W A 

0400310125 

50-213 

S 

PAULTON. B R 

0400020069 

90-297 

P 

PAVINICH, W A 

04082 10307# 

90-330 

P 

PAVINICH, W A 

0400210393# 

90-330 

P 

PAWLICH.E T 

0408020190# 

50-329 

Q 

PAWLICkrE T 

840B020194# 

50-329 

Q 

PEARRINO, d R 

840B130085 

WASTE MGT 

PECK, S 

8408020220 

40-8724 


PEEBLES, T A 

8408210441 

50-290 

N 

PEEBLES, T A 

8400270329# 

90-290 

0 

PEERY,W W 

8408270931* 

70-27 


PELIZ2A. M B 

0400240353 

40-0706 


PELLET, d L 

8408060099# 

90-402 

Q 

PELLET, d L 

8408090037# 

90-290 

Q 

PELLET, d L 

0400090073* 

90-332 

Q 

PELLETIER, d P 

8408230934 

90-271 

8 

PELLETIER, d P 

8400230942 

50-271 

S 

PELLETIER, d P 

8408200307 

50-271 

S 

PELLETIER, d P 

8409300470 

d0-27t 

s 

PELLETIER, d P 

0408300488 

90-271 

s 

PELROY. R A 

0409310079 

MJREO 


PELTON. J R 

0408160414* 

90-908 

A 

PENNIFILL.R A 

8400090320 

WASTE MOT 

PENNIFILL.R A 

0408230027 

WASTE MOT 

PENNJND. 0 d 

0400270147# 

90-412 

E 

PENTZ.D L 

8400230336# 

CONTRACT 


PEPIN, d 0 

0400200194 

WASTE MOT 

PERANICH, M 

8406190919# 

90-302 

0 

PEREIRA. D B 

8400090049# 

50-361 

Q 

PEREZ, 0 P 

8400300294* 

50-312 

0 

PERK I NS, A J 

04OB1 40449 

50-219 

6 

PERKINS, L K 

8400240393 

40-0601 


PERLIS, R G 

0400010109 

90-424 

0 

PERLIS.R 0 

8400010201 

90-443 

0 

PERLIS. R 0 

S40B070403 

90-443 

0 

PERLIS.R 0 

0400200607 

50-322 

0 

PERLIS.R 0 

8400270103# 

90-449 

0 

PERLIS.R 0 

8400270111 

90-322 

0 

PERLIS.R 0 

8400200452 

50-490 

Q 

PETERS, R d 

8400210639 

90-279 

P 

PETERSON. C H 

6400230423 

WASTE MOT 

PETERSON. H A 

8408280016# 

40-6902 


PETERSON, T 

8400290300 

90-494 

0 

PETRICK.N A 

8407310144 

90-482 

A 

PETRICK.N A 

8408060234 

50-4B2 

A 

PETRICK.N A 

B408 160063 

90-482 

F 

PETRlCKrN A 

0408210313 

90-402 

A 

PETRICK. N A 

84O027O3S9 

90-402 

F 

PETRICK.N A 

8400300090 

50-402 

F 

PETRONE, C 

8400290403# 

90-322 

Q 

PETROWSKt.S 

04O82OO9<I7 

90-304 

8 

PETROWSKI.S E 

8408060290 

90-304 

8 

PETTENOILL, H d 

0400210110 

40-2259 


PETTENOILL. H d 

8408210120# 

40-2259 


PETTENOILL, H d 

8408210129 

40-4492 


PETTENOILL, H d 

8408210143# 

40-4492 


PETTENOILL, H d 

8400230472 

40-8102 


PETTENOILL, H J 

8400230401# 

40-0102 


PETTENOILL, H d 

8400240142 

40-3453 


PETTENOILL, H d 

8400240163 

40-299 


PETTENOILL, H d 

8400240174 

40-4492 


PETTENOILL, H d 

8400240102 

40-4492 


PETTENOILL, H d 

8400240109 

40-299 


PETTENOILL, H d 

8408240109 

40-299 


PETTEN0ILL,H d 

0400240190 

40-3453 


PETTENOILL. H J 

0408240192 

40-299 


PETTENOILL. H J 

0408240197# 

40-299 


PETTENOILL, H J 

0408240207 

40-0690 


PETTENOILL, H J 

0408240209 

40-0084 


PETTENOILL, H d 

0408240212 

40-0452 


PETTENOILL, H d 

8400240216 

40-0602 


PETTENOILL, H d 

84O024O3<1O 

40-6622 


PETTENOILL, H J 

8400240349 

40-1162 


PETTENOILL, H J 

8400240347 

40-6622 


PETTENOILL, H J 

8400240373 

40-0690 


PETTENOILL. H d 

8406240380 

40-299 


PETTENOILL, H d 

8400270022 

40-6699 


PETTENOILL, H d 

8400270033 

40-1162 


PETTENOILL, H d 

8400270039 

40-0102 


PETTENOILL, H J 

8400270037 

40-299 
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AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

category 

PETTENOILL, H 

J 

B409270041 

40-2259 


PETTENOILL. H 

J 

B4O027OO44 

40-3453 


PETTENGILL, H 

J 

B408270047 

40- 1 1 62 


PETTENOILL. H 

d 

B408270093 

40-0504 


PETTENOILL, H 

J 

8408270055 

40-5102 


PETTENOILL, H 

J 

8400270062 

40-3493 


PETTENOILL, H 

J 

8400270064 

40-299 


PETTENOILL, H 

d 

0403270060 

40-299 


PETTENOILL, H 

d 

8408270106 

40-6493 


PETTENOILL. H 


8400270220 

40-8004 


PETTENOILL, K 

J 

0408270248 

40-8584 


PEWBLEid A 


6408290310 

90-454 

0 

PFAFF, S J 


0400240346 

40-6699 


PHILBRICK.S S 

0408020237 

ACR8 


PHILBRICK.S S 

0408020237 

ACRS 


PHILLIP, 0 A 


0400140039* 

90-329 

A 

PHILLIPS, H y 


0400170117* 

90-443 

Q 

PHILLIPS, d K 


B408070478* 

90-29 

P 

PHiLLIPSiM P 


04000102??* 

90-409 

Q 

PHILLIPS, M P 


0400150394* 

90-454 

Q 

PHILLIPS, M P 


8400190646* 

90-341 

Q 

PHILLIPS. M P 


B40B240429# 

90-305 

a 

PICARD, R R 


8408060409 

ffJREO 


PiCIOCCHliJ H 

8400210004 

XPQRTLIC 


PICKETT, D 


04OB3OO219* 

90-366 

p 

PIERINOER.P 


0406310042 

50-310 

8 

PIERSON, R 


840B270279* 

90-369 

Q 

PiLANT.d M 


640803001 1 

90-290 

Q 

PiLANT.d M 


8408070267 

90-290 

F 

PILANT, J M 


B40B070275 

90-290 

P 

PiLANT.d M 


9408070316 

50-290 

F 

PILANT, J M 


6408100014 

90-290 

R 

PiLANT.d M 


6406100145 

90-290 

P 

PiLANT.d M 


0400140431 

90-290 

F 

PiLANT.d M 


0400190447 

90-290 

1 

PILLAY.K 8 


0408090409 

WJREO 


PIN8KV,0 P 


0408230109 

TOPREP 


PIRFO, 0 R 


0408150077 

90-498 

Q 

PIRFO, 0 R 


8408190130 

90-490 

0 

PIRFO, 0 R 


0409190176 

90-498 

0 

PIRFO, D R 


0408290396 

90-498 

0 

PIRTLE.O 


0406190747* 

90-329 

A 

PIRTLE, 0 


0400190790* 

90-329 

A 

PIRTLE.O L 


0400210471* 

90- 461 

0 

PISCHINOEft.F 

F 

8400190498* 

50-322 

T 

PI8CHIN0ER,F 

F 

9400190914* 

90-322 

T 

PI8CH1N0ER, F 

F 

6400150930* 

90-322 

T 

PITTMAN, d 


6400220269 

IWREO 


PlTTS.d 


6408080091 

90-449 

T 

PITTS, J. 


B4oaoaoo9i 

90-449 

T 

PLAINE, H H 


8407300105 

90-322 

A 

PLAINEi H H 


64030901 08 

COMMISSION 

PLiMLrO 


8403140420 

90-299 

F 

PLiMLrO 


8408310166 

90-299 

F 

PLISCO, L 


6409090093* 

90-307 

Q 

PLlSCQiL R 


8408200041* 

50-307 

Q 

PLOBKI.T d 


6400190394* 

90-494 

a 

PLUMLEE.O L 


0400160516* 

90-267 

Q 

PCUMLEE, K E 


0400030140* 

70-371 


POINDEXTER, T 

C 

3408010326 

90-320 

P 

POLK, P J 


0400070059 

90-206 

P 

POLK.P d 


8400090949 

90-206 

P 

POLLOCK, M 8 


0408 290466* 

90-322 

0 

POPPEiL K 


8408170021 

71-6244 


POTAPOVS, U 


0409300191 

OA999 


POTAPOVS, U 


8400010364 

QA999 


POTAPOVS, U 


0400080218 

QA999 


POTAPOVS, U 


8400310232 

CONTRACT 


POTTER, J P 


8408210469 

I&E 


POULOB, 6 d 


B810130322* 

90-329 

A 

POULOS.S d 


8309270222* 

90-329 

A 

POULDB. B d 


04OSO2O1B1* 

30-329 

0 

POULOS.S d 


6400140109* 

90-329 

A 

POULOS.S J 


8400140196* 

90-329 

A 

PDOLOSi S d 


0400140296* 

90-329 

A 

POWELL, A, W 


8400140191* 

90-400 

T 

POWELL, P C 


6400130212* 

70-930 


POWERS, C.M 


6400030260 

90-397 

8 

POWERS, C M 


84O0O&O233 

90-397 

8 

POWERS, C M. 


6403060239 

90-397 

0 

POWERS, C M 


8400060301 

90-397 

0 

POWERS, G M 


8400290143 

90-397 

B 

POZDOLSKIi A 


8400290281 

90-494 

0 

PRASaiNQB.P 0 

6408100199 

NUREO 


PRATT, W T 


0408090200 

90-206 

P 
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AUTHOR 
PHELL.J A 

P^E^^DEROAS r I K 
PRENDEROAST- K 
PRESTHOLTiP T 
PRICEi J 

PROBBT. J R 
PROTO. N T 
PROTO, N T 
PROTO. N T 
PROTO. N T 

PR CUD MAR. 8 
PUGH. C E 
PULLANI.S V 
PURDV. 0 
PURDY. 0 

PUTMAN. K 8 
PUTNAM. K B 
PUZEY.A M 
PUZEY.A M 
PUZEY.A M 

QUAMME, D t 
QUENNOZ.B M 
OUENNOZ.S M 
OUENNOZ.S n 
OUINTANA.C A 

QUIRK, J F 
RADER. R M 
RADER. R M 
RADER. R M 
RADER. R M 

RADER. R M 
RADER. R n 
RADER.R M 
RADER.R M 
RADER.R M 

RADER.R M 
RADER.R M 
RADER.R M 
RADER.R M 
RADER.R t1 

RADER.R M 
RADER.R M 
RADER.R M 
RADFORD. E P 
RADFORD. E P 

RARE. E P 
RAHE. E P 
RAHE. E P 
RAHE. E P 
RAHE. E P 

>AHE.E P 
AHE.E P 
AHE. E P 
ANDALL. R 
ANDALL.R 

ANDALL. R 
ANDAUL. R 
(ANDAZ2A. J S 
RANDEN.L 
RANGE. J vl 

RANGE. J J 
RAPKIN. A 
RAPKIN. A 
RAPKIN. A 
RAPKIN. A 

RAPKIN. A 
RAPKIN. A 
RAPKIN. A 
RAPKIN. A 
RASMUSSEN, L C 

RATCLIFF, U H 
RATHBUN.L A 
RAU, C A 
RAVAL. J 
RAYrC L 

RAY.C, L 
RAY.C L 
RAViC L 
RAY.C L 
RAY.C L 

RAY.C L 
RAY.C, L 
RAY.C L 
tC L 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 

NUMBER CATEGORY 


B40Q090031# SO-377 Q 

840B30D127* S0-W8 Q 

B40B300504* 50-312 Q 

04OB2OO474 WASTE MQT 

8406280112 WASTE MOT 

8406220202 50-331 S 

8406080173 40-20i>l 

8408080173 40--2061 

84060801804 40-2061 

0406080180* 40-2061 


8406210349 

04OBO8O3S5 

8406210301* 

8406230432 

8406280221 

8406230429 

8408060141 

8406060033 

8406100033 

8408210292 

8406150651* 

8406160497 

8406230104 

8406160199 

8406080359 

S406160377 

8406060033 

6406060033 

8406060182 

8406070363 

B406D70363 

8406070413 

6406070412 

0406070444 

8406070444 

0406080369 

8406080389 

8408130477 

3406130477 

3408260223 

8400280223 
8408260356 
3406280386 
040602002 1 
0406020021 

0407230200 

3406060116 

0406080276 

0408140273 

0406230340 

8403270312 

8408270449 

8400260239 

8400030201 

8406060259 

8406080483 

8406200339 

8406020121 

8406240040 

8406200394 


PR 

WREO 

50-243 Q 
30-443 T 
50-445 0 

50-331 R 
30-331 S 
30-344 F 
30-344 F 
30-344 F 

50-329 A 
30-346 S 
30-346 R 
30-346 S 
NUREO 

TOPREP 
50 -332 0 

50 -332 0 

30-392 0 

30-392 0 

50 -392 0 

30 -352 O 

50-352 0 

90-352 0 

30-352 0 

50-334 0 

30-354 0 

50-352 0 

50-332 0 

90-354 0 

50-354 0 

50-352 0 

90-332 0 

50-322 T 
90 -322 T 

TQPREP 
TOPREP 
90-601 K 
90-601 A 
TOPREP 

TOPREP 
TOPREP 
TOPREP 
50-220 S 
90-220 s 

50-220 8 

50-220 8 

90-309 K 
40-0727 
30 -322 T 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

RAY.C L 

8400160374 

30-206 

S 

RAY.C L 

8400160373 

50-206 

S 

RAY.C L 

8400160373 

50-206 

8 

RAY.C L 

8400290179 

50-206 

S 

RAY.C L 

8408290179 

30-206 

S 

RAY.H B 

8400140260 

50-361 

Q 

RAY.H S 

0408200333 

50-361 

0 

ray-holmes. P 

8408270269* 

30-321 

Q 

RAYMOND. W J 

0400030229* 

50-271 

Q 

RAYNOR. J 

8408200912 

50-318 

S 

RAYNOR, J W 

8400200492 

50-318 

8 

REA.K 

REAGAN, E E 

REAGAN, E E 

REAGAN. E E 

REAVIS, J A 

0400010166 
8408130739* 
8400 130742* 
8400130744* 

8408220463 

I^REG 

71-9073 

71-9073 

71-9073 

50-369 

R 

REAVtS.J A 

8408220460 

50-269 

R 

REAVIS. J A 

8400300406 

50-413 

R 

REAVIS. J A 

840B300509 

90-370 

R 

rebelowski.t a 

8400290007* 

50-423 

Q 

REED. J 

8408270333 

50-392 

A 

REEVES. E A 

8400240229 

50-348 

F 

REGAN. N A 

REGAN. N A 

REGAN. U H 

8408130494 

8400210483 

8408020136 

70-27 

70-27 

90-395 

M 

REHM, T A 

8408080406 

COMMISSION 

REHM. T A 

8400130696* 

50-329 

A 

REHM,T A 

8408160030 

COMMISSION 

REHM.T A 

0408300270 

COMMISSION 

REID.K 

8408310042 

50-31S 

8 

REINMUTH.O M 

0400130729* 

50-329 

A 

REINSCH.H 0 

REIS. E J 

8400030133 

8400280396 

8A999 

50-498 

0 

REI8.H F 

8400210347 

50-290 

G 

REI8.H F 

8400210347 

50-290 

0 

REI8.H F 

8408210380 

50-290 

G 

REI8.H F 

8408210300 

90-290 

0 

REMIS.8 

8400270136 

90-394 

D 

REMIS.S C 

8400060070 

90-394 

D 

REMIS.S C 

0400090253 

50-394 

0 

REMIS.S C 

8400140543 

50-394 

Q 

REMIS.S C 

8400230093 

50-394 

D 

REMIS.S C 

8400230070* 

90-394 

D 

REMIS.S C 

8400280447 

90-394 

G 

REMIS.S C 

8400270014 

50-354 

0 

REMLEYiM E 

REOUA, 0 

8400130364 

0400030240 

70-29 

90-261 

P 

REOUA.O 

0400090444 

90-261 

P 

REQUA.O 

8400270074 

50-261 

P 

RESSLSR, U C 

8400090334 

50-289 

R 

REST. J 

REYES. L 

8408310077 

8400100109 

NUREO 

90-295 

8 

REYES, L A 

8400150475* 

50-341 

0 

REYES. L A 

8400160173* 

50-403 

Q 

REYES. L A 

8400230149* 

90-409 

0 

REYES. L A 

8400230252* 

50-494 

0 

REYES. L A 

0400300100* 

30-315 

a 

REYNOLDS. J R 

840B0600<16 

90-275 

0 

REYNOLDS, J R 

8400060046 

90-275 

0 

REYNOLDS, J R 

8400060217 

90-275 

0 


8406280394 

8408070311 

8408130329 

8406130337* 

8406170363 


90-322 T 

40-2061 

40-2061 

40-2061 

40-2061 


REYNDlOSi J R 
REYNOLDS. J R 
REYNOLDS. J R 
REYNOLDS. J R 
REYNOLDS. J R 


040806021 7 
0408070297 
8408130309 
0408130309 
0408140464 


30-275 0 
30-275 0 
30-275 0 
30-275 0 
30-275 0 


0406170367* 40-2061 
0400170309* 40-2061 
04O017O39A 40-2061 
0406290008 40-2061 
0406020088 pR 


REYNOLDS. J R 
REYNOLDS. J R 
REYNOLDS. J R 
REYNOLDS. J « 
REYNOLDS. J N 


8408140464 
B4083 10210 
8408310210 
8408030113* 
840803019 I* 


30-275 0 
30-275 0 
50-275 0 
50-135 P 
30-235 P 


8408090531* 
8406290171 
8400190903* 
8408090330* 
8 40929 006 2 


CONTRACT 
NUREG 
90-322 T 
90-322 Q 
90-206 8 


REYNOLDS. N 3 
REYNOLDS. N S 
REYNOLDS, N 9 
REYNOLDS. N 9 
REYNOLDS. N S 


0408030001 
840803000 1 
B4080BOI62 
B4080B016S 
0408130073 


30-416 0 
30-416 0 
50-445 0 
30-445 0 
50-445 O 


0409290062 

0405290179 

8403290179 

8408060030 

0408060090 


90-206 0 
90-206 S 
90-206 8 
90-206 8 
90-206 8 


REYNOLDS. N 8 
REYNOLDS. N 8 
REYNOLDS. N S 
REYNOLDS. N S 
REYNOLDS. N 5 


0408130093 

8408230107 

0400230107 

04OS23O297 

0400230297 


90-445 0 
50-445 0 
30-445 Q 
30-445 0 
30-445 0 


8406060102 

8408060102 

0409060324 

0408060324 

8408160394 


90-206 S 
90-206 S 
90-206 8 
90-206 8 
90-206 S 


REYNOLDS. N. S 
REYNOLDS. N. 8 
REYNOLDS. S 
REYT8LATT, Z. 
REYT8LATT, Z 


B40B280263 

840B28026S 

8408210301* 

8408280370* 

8408280300# 


30-445 0 
30-445 0 
50-332 Q 
30-295 P 
30-295 P 



ACCESSION 

SUBJECT 


AUTHOR 

NUrtDER 

CATECCBY 

REYT6LATT. Z 

8408280381# 

50-299 

P 

reytdlatt. z 

8400280407# 

50-299 

P 

REYTSLATT. 2 

840828041 1# 

90-299 

P 

REYT6LATT, Z 

8408280422# 

50-299 

P 

REYTDLATT. 2 

8408280430# 

90-299 

P 

REYTDLATT, Z V 

8408280360 

50-299 

P 

REYTDLATT, 2 V 

8408280366# 

50-299 

P 

REYTDLATT. 2 V 

8408280373# 

90-299 

P 

REYTDLATT, 2 V 

8408280383# 

50-299 

P 

REYTDLATT. 2 V 

8408280387# 

90-299 

P 

RHODES. M L 

0408070273 

50-449 

T 

RIANI. L 

□408220265 

NUREO 


RICE. D J 

0408200423 

WASTE MOT 

RICE. 0 B 

8408200603 

40-206 J 


RICE. B A 

8408310154 

PR 


RICHARD. J a 
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8408010107 

50-373 

P 

iCHMENCER. A 

8408010227 

50-334 

A 

ICHUENCER. A 

B4OSO60273* 

50-352 

A 

ICHHENCER. A 

6408070147 

50-354 

F 

iCHWENCER. A 

6408080034 

30-410 

C 

iCHUENCER. A 

8408080148 

50-373 

P 

ICHUENCER. A 

64080801 53« 

30-373 

P 

CHWENCER. A 

6408030314 

50-374 

P 

CHHENCER. A 

8408080319* 

50-374 

P 

CHHENCER. A 

840809021 3* 

50-322 

0 

CHUENCER. A 

8408090407 

50-397 

P 

CHWENCER. A 

8408090410* 

50-397 

P 

CHWENCER. A 

8403090452 

50-354 

E 

CHWENCER. A 

8408 L 30201 

50-354 

A 

CHWENCER. A 

6403160163 

SO-410 

D 

CHWENCER. A 

6403160166* 

50-410 

D 

CHWENCER. A 

6408160170 

50-354 

E 

CHWENCER. A 

8403160431 

50-410 

D 

CHWENCER. A 

8403170104 

50-410 

0 

CHWENCER. A 

8403170107 

30-410 

D 

CHWENCER. A 

8403170110 

50-410 

D 

CHWENCER. A 

8408170227 

50-373 

P 

CHWENCER. A 

6408 170243* 

30-373 

P 

CHWENCER. A 

6406200366 

50-3S4 

D 

CHWENCER. A 

6408200540 

50-4 56 

D 

CHWENCER. A 

8408200346* 

50-436 

D 

CHWENCER. A 

04OS2OO532 

50-456 

D 

CHWENCER. A 

8408220164 

50-438 

D 

CHWENCER. A 

6408220432 

50-354 

D 

CHWENCER. A 

8408220434 

50-436 

D 

CHWENCER. A 

6408220433 

50-374 

P 

CHWENCER. A 

0408240194 

50-456 

F 

CHWENCER. A 

8408240303 

50-461 

A 

CHWENCER. A 

8408270479 

50-373 

P 

CHWENCER. A 

8408270490 

50-397 

P 

CHWENCER. A 

8408270301* 

50-397 

P 

:hwencer. a 

8400280339 

50-397 

P 

3HWENCER. A 

8408310292 

30-410 

F 

IHWENCER. A 

8408310426 

30-387 

P 

HWENCER. A 

8408310439 

50-373 

P 

CHWENCER. A 

8408310450 

30-373 

P 

:1NTD. J 

8408070207* 

50-416 

U 

COTT. A E 

B40B160144 

50-261 

R 

:OTT. D U 

6408060100 

50-237 

8 

:dtt. D J 

B40B060293 

50-237 

8 

:OTT. D u 

6408090052 

50-237 

S 

jQTT.D J 

0408070131 

50-237 

6 

XTT. D J 

8408130146 

50-249 

a 

:orT. D J 

8408130271 

50-237 

R 

^orr. D u 

8408130330 

50-237 

3 

:dtt. d j 

6408200301 

50-10 

8 

:OTT. D u 

6408200319 

50-249 

s 

:dtt. D u 

B40B2 10104 

50-249 

8 

iOTT. D U 

6408230263 

50-10 

F 

:OTT. D u 

0408240218 

50-237 

6 

:dtTi d u 

0408270455 

50-249 

8 

:OTT,D J 

8406300366 

50-10 

R 

DTT. » J* 

8400310063 

50-237 

S 

OTT.D J. 

0406310067 

50-237 

S 

OTT. D U 

8408310071 

50-249 

8 

DTT.L 

OTT.N 

8408060203 

6408270350 

50-237 

PR 

8 


ACCESSION SUBJECT 


AUTHOR 

NUMB EH 

CATEGORY 

SCOTT. R 

B40B10006 J 

50-346 

F 

SCOTT. T G 
SCULLE.K A 

S40Q300272 

0408140333 

NUREG 

30-456 

A 

SCULLE.K A 

B40B14O37Z1 

30-436 

A 

SEAMAN. C 

0406130476* 

30-322 

T 

SEAMAN. C K 

□408130505* 

50-322 

T 

SEAMAN, C 

0406130514* 

50-322 

T 

SEAMAN, C K 

04OB1 30530* 

50-322 

T 

SEARS, C F 

0408090082 

50-423 

A 

SEARS. C F 

8408090062 

50-423 

A 

SEARS. C F 

B408 100064 

50-423 

8 

SEARS, C F 

8406100064 

30-423 

8 

SEARS. C F 

0406(001 16 

50-213 

Q 

SEARS. C F 

04061 001 16 

30-213 

Q 

SEARS. C F 

8406100116 

50-213 

0 

BEARS. C r 

8406210480 

50-213 

Q 

SEARB. C F 

0406210460 

50-213 

0 

SEARS. C F 

84062 104 BO 

50-213 

Q 

SEELlMGER.x/ L 

0406200580 

30-269 

0 

SEOE. 0 

GEIKEN. 8 U 

0406220265 

0406010386 

NUREC 

50-483 

S 

6EIKEN. S U 

8406030235 

50-462 

S 

SEIKEN. S U 

0408310101 

30-403 

A 

SELAN.U C 

8408200173* 

50-336 

P 

SELDY.O L 

0406230164* 

30-317 

P 

SENECHAt.M E 
8ERDANESCU. M A 

0408080334* 

0406140031* 

PR 

50-400 

T 

SEROANESCU. H A 

0408140031* 

30-400 

T 

SERINl.O L 
SEYFRIT.K V 

0408060371* 

B4O02POO67 

70-2908 

50-273 

0 

SHACK rW U 

SHACK. U U 
SHAEFFEfi.M J 

8408100131 

0406310083 

0408170187* 

NURCO 

(^REO 

50-329 

A 

SHAFER, W 

04 0820 0300 

50-233 

8 

SHAFER. W 

0408210269 

30-313 

8 

SHAFER. W 

0408240114 

50-374 

8 

SHAFER. M 0 

84 0601 0289 

50-373 

a 

SHAFER. W D 

0406010291* 

50-373 

a 

SHAFER, W D 

0400010401 

S0-P63 

Q 

SHAFER. W D 

0406030176 

50-133 

Q 

SHAFER, W D 

8408070109 

50-203 

0 

SHAFER, W D 

8406090169 

50-293 

0 

SHAFER, W 0 

B40Bn03a7 

50-346 

0 

SHAFER. W D 

0408130391 

50-346 

0 

SHAFER. W D 

0406130407 

50-346 

a 

SHAFER. W D 

0408160139 

50-10 

0 

SHAFER. W D 

0408160198 

50-373 

Q 

SHAFER, M D 

0408160206* 

30-373 

0 

SHAFER, W D 

0408170090* 

30-329 

8 

SHAFER. W D 

8406230204 

30-315 

0 

SHAFER, W D 

04OB23O227 

50-407 

a 

BHAFER, W D 

8406230234* 

50-409 

Q 

SHAFER, W 0 

04OB23O489 

30-263 

Q 

SHAFER. W D 

8400240062 

50-235 

0 

SHAFER. W 0 

0406240063* 

30-253 

0 

SHAFER. W D 

0406290563 

30-266 

Q 

SHAFER. W D 

8406300095 

30-10 

Q 

SHAFER. W D 

0408300099* 

30-10 

0 

8HANBAKY. M. 

0408010286* 

30-247 

Q 

SHANDAKV.M 

8406030267* 

30-272 

Q 

8HANBAKY* « 

8400200023* 

50-289 

Q 

8HAN0AKY,M 11 

0400010292* 

30-243 

Q 

SHANBAKY.M N 

0400210244* 

30-247 

Q 

SHANBAKY.M 11 

0406230136* 

50-277 

Q 

SHANBAKY.M « 

0408230369* 

30-293 

0 

SHAHBAK.Y.M « 

0400240076* 

50-334 

Q 

SHAPIRO. R E 

0408270136 

30-354 

D 

SHAPIRO, R E 

0408200447 

50-334 

0 

SHAPIRO. R E 

8408200419 

50-334 

0 

SHAPIRO, R E 

8406290014 

30-334 

Q 

SHAUB. E 

0400080166* 

30-387 

Q 

8HAUQ. E 

0406090330* 

30-322 

Q 

SHAWiR W 

0408240239* 

30-413 

1 

SHEAi J 

0408200190 

30-243 

P 

8HEA, K H 

0408030067 

30-331 

U 

SHEA. K H 

8408030129 

50-331 

J 

SHEDLDSKYi U 

8406290483* 

30-322 

a 

SHE DUOS KV.J T 

0408000403* 

30-243 

Q 

SHELL. R H 

0400270098 

30-430 

A 

SHELL. R H 

0400270156 

50-327 

P 

8HEPPAR0.J U 
SHEPPARO.J U 
SHERWIN.U A 

0400210486 

8406210496 

8408200517 

TOPREP 

TOPREP 

WASTE MOT 

SHERWOOD, 0 0 

0408230209 

30-447 

A 

SHERWOOD, 0 Q 

9408240340 

50-133 

5 


AUTHOR 

ACCESSION 

NUMQER 

subject 

CATEGORY 

SHERWOOD. 0 G 

B40B270135 

50-447 

P 

SHEWMAKER.R C 

640B130256* 

30-382 

G 

SHEWMON, P 

8206060009* 

50-329 

D 

SHEWMON. P 0 

8406010183* 

30-329 

D 

SHI BATA, Y 

8408170406 

XPORTLIC 


SHIOATA. V 

S40B170408* 

XPDRTUIC 


SHIELDS, U 

6408070490 

50-374 

S 

SHIELDS, U M 

6409060063 

50-373 

8 

SHIELDS. J M 

0406200326 

50-373 

S 

SHIFFCR.U D 

8408070369 

50-275 

8 

SNIFFER, U D 

0406160491 

30-275 

8 

SHiFFCfi, U D 

6406210226 

SO-275 

5 

SHIFTER. U D 

9406230476 

50-275 

B 

SHfFFER. U D 

6406270112 

50-275 

6 

SNIFFER. U D 

8406310038 

50-273 

6 

SNIFFER. J D 

8400310143 

30-275 

S 

SKIRAKAWA. T 

8403160213 

XPORTLIC 


SHIRAHAWA. T 

04OS1SO12B 

XPORTLIC 


SHIRAKAMA. r 

8406130179 

XPORTLIC 


BHIU, K 

6409220333 

50-352 

A 

SHOEMAKER . C U 

04OBO2O219 

50-27 5 

0 

SHOEMAKER. C U 

6406030099 

50-322 

0 

SHOEMAKER, C U 

8406060221 

50-402 

0 

SHOEMAKER. C U 

8406070358 

50-322 

0 

SHOEMAKER. C U 

84OBO9O103 

go-275 

G 

SHOEMAKER. C U 

840B130138 

50-352 

0 

SHOEMAKER. C U 

6406130410 

50-322 

0 

SHOLLV, S C 

840814044B 

50-247 

0 

8HDLLY. 5 C 

0408230323 

30-289 

0 

SHOW, F U 

0408260391 

50- 1 55 

G 

SHQPENN. N M 

6408210143* 

40-4492 


SHOPENN.N M 

0408240109 

40-299 


SHQPENN. N M 

0408240190 

40-3453 


SHOPENN.N M 

B408240195 

40-6693 


SHOPENN.N M 

0408240207 

40-0693 


SHOPENN.N M 

8406270044 

40-3433 


SHOPENN.N M 

8406270062 

40-3453 


SHOPENN.N M 

B40B270100 

40-0693 


BHQPPEN. N M 

8408240142 

40-3453 


SHUMAKER. U 

B4O014O449 

50-219 

G 

SIEGER. J D 

8406150124 

30-334 

P 

SIEOOR.O R 

6408170314 

50-461 

G 

SIEDOR.O R 

0408170323 

50-461 

G 

SIEGEL, B L 

6408130132 

50-461 

A 

SIEGEL. M 

B4O820OOO9* 

WASTE mot 

81EGEL,M D 

8408240214 

WASTE MANA 

SILOERO. U E 

8406010214 

50-440 

0 

BILDERC, U r 

8408010214 

50-440 

0 

SILDERG. U t 

8406010229 

50-440 

0 

BILDERO. U E 

8400010229 

go-440 

G 

SILBERO. U E 

B40B1 40420 

PR 


SILVER. H 

8406090077 

50-209 

F 

SILVER. H 

04002004 IB 

50-302 

P 

SILVER, H 

0408210054 

30-302 

P 

SILVER. H 

6408210567 

50-302 

P 

SILVER, H 

8400220203 

50-302 

P 

SILVER. N S 

B40B300304 

50-334 

D 

BILVIS. R M 

B40B130433 

CONTRAC T 


SILVI8. R M 

6408130440 

CONTRAC r 


SlUViS. R M 

0406130444 

CONTRACT 


SILVIS.R M 

8408220384 

CONTRACT 


aiMAN-TOV. I 

8400130001 

NUREG 


SIMAN-TOV, M 

8400130007 

NUREG 


8IMQNEN. F A 

84O02PO37O 

t^lREO 


SIMPSON. R W 

8400220391* 

50-443 

T 

SIMPSON, R W 

B40B22038I* 

50-44 5 

t 

5IH8. W T 

B40B070273 

50-44 3 

t 

SINCLAIR, U D 

B40B020D82 

50-271 

0 

SINCLAIR, U D 

S4060&0226 

50-271 

Q 

SINCLAIR. U D 

G408160032 

30-271 

P 

SINCLAIR, M 

0408170297* 

30-329 

T 

SINGER. 0 L 

8403210379 

NUREG 


SINGH, B K 

0407300089 

50-443 

F 

SINGH. D K 

8400090497 

50-244 

P 

SINGH. H 

8400140286* 

50-329 

A 

BIN6H. H 

B40B1 40367* 

50-329 

A 

SINGH, H 

840B1 30046* 

30-329 

A 

SINGH. H 

0408210410* 

50-329 

A 

SINGH, H 

B408210430* 

50-329 

A 

SINGH. H N 

0408140144* 

50-329 

A 

SINGH, H N 

0408140300* 

50-329 

A 

SINGH, H N 

8400140319* 

30-329 

A 

SINHA,U N 

8400160390* 

50-458 

A 

SINKS , 0 J 

8400300322 

70-923 


SISK. D P 

8408160491 

50-275 

a 


PERSONAL AUTHOR INDEX 


545 


^UTHQR 

ACCESSION 

NUflftER 

SUBJECT 

CATEGDR 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

category 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

D 1 

P 

84082 103P6 

30-'275 


^rrlHE, D R 

B4O02OO323 

30-373 

B 

ST LAURENT, N N 

9406300441 

50-29 8 

SJbK, D 1 

P 

6408230476 

50-275 

S 

SMYTHE. D R 

B40B3 10047 

30-373 

S 

STAMIRIS. D 

8406020107* 

30-329 0 

SISK- D 1 

P 

8408270112 

30-275 

5 

SNELL, W 0 

B4O0O 10299* 

30-409 

Q 

STAMIRIB. a G 

8406170292* 

30-329 T 

SISK. D 1 

P 

8400310143 

50-275 

S 

SNELL. W 0 

0400240429* 

50-305 

Q 

STAND, J 

8400060325* 

50-382 Q 

SISKIND, 

. 0 

8408010151 

NUREG 


SNieZEK. J 

G4O0OIO159 

REVIEW GRP 

STANLEY. R W 

8406080142 

30-389 6 

SJDBLOM, 

iG 1 

84O016O264« 

OftO 


SNYDER, □ J 

B4O0O1OO49 

30-320 

P 

STANLEY. R W 

9406090421 

30-387 3 

SHEDIRrt, 

, C 

0408150598 

71-9073 


SNYDER. D J 

e40S0J021 1 

30-320 

P 

STANLEY, R W 

840B160164 

30-300 S 

SMEENGE, 

,n j 

840015051 1» 

50-461 

Q 

SNYDER, □ J 

B4O0O6O253 

30-320 

P 

STANLEY. R W 

9406240246 

30-387 S 

SMIDTH. P T 

B40B1506a2« 

30-329 

A 

SNYDER. B J 

B40fl0700B3 

50-320 

P 

STANLEY. R W 

9406300399 

30-309 S 

SMITH. D 

F 

8408240169 

40-8102 


SNYDER. B J 

6400 160042 

50-320 

P 

STANLEY. R W 

8400300494 

30-300 S 

SMITH. D 

L 

84080601 13 

30-259 

3 

SNYDER, B J 

8400280341 

50-320 

P 

BTANBDERRY. U W 

8408200370* 

30-269 Q 

SMITH. D 

L 

8408080518 

50-259 

S 

SOMERVILLE. K Q 

S40S240341 

40-8783 


gTARKEY, R B 

0406070060 

50-323 S 

SMITH. D 

L 

8408160519 

50-259 

a 

SQMHERS. D A 

6408010147* 

30-329 

0 

STARKEY. R B 

0408010295 

30-323 8 

SMITH. D 

L 

B40B300412 

30-296 

8 

SaMBA0,l1 L 

8408310194* 

30-434 

T 

STARKEY. R B 

8409060068 

30-325 8 

smith. d 

L 

8408270150 

30-296 

s 

SORDILL-P 

8400140449 

30-219 

G 

STARKEY. R B 

9408300312 

30-323 8 

SMITH. D 

L 

8408280349 

30-259 

s 

SORENSEN. 0 C 

04OBO7O247 

30-397 

a 

STARMER.R J 

9406060186 

WASTE MOT 

SMITH. G 

C 

8408150407* 

70-371 


SORENSEN. 0 C 

04OBO7O325 

30-397 

p 

STARMER. R J 

8409200426 

WASTE MOT 

SMITH. 0 

C 

84081 30424* 

30-277 

G 

SORENSEN. 0 C 

04OBO7O333 

30-397 

p 

BTARMER. R J 

6408210113 

WASTE MGT 

SMITH. G 

L 

8408090032 

50-237 

S 

SORENSEN. G C 

B40B0a0l75 

50-460 

A 

BTAROBTECKI. R 

8406260175 

70-1143 

SMITH, 0 

L 

8408090131 

30-237 

5 

SORENSEN. 0 C 

B408090262 

50-397 

P 

STAROSTECKI. R 

9406010296 

30-247 Q 

SMITH. I 

U 

B405250231 

30-344 

G 

SORENSEN, G C 

6408160404 

30-508 

A 

STAROSTECKI, R 

640SD30027 

30-272 Q 

SMITH, M 

E 

8408010231* 

30-334 

E 

SORENSEN. 0 C 

B40B 170031 

30-460 

A 

BTAROBTECKI. R 

04O8D3O146 

70-371 

SMITH. M 

J 

8408130394* 

30-434 

Q 

SORENSEN. 0 C 

B408270073 

30-397 

P 

STAROSTECKI, R 

6408030222 

30-271 Q 

SMITH. N 


8408080219 

XPORTLIC 


SORENSEN. G C 

8408270153 

50-397 

P 

9TARDBTECKI, R 

6409070232 

50-272 Q 

SMITH, P 

A 

8408010048* 

CONTRACT 


SORENSEN, R C 

8406300437* 

50-328 

0 

STAROSTECKI, R 

9408080212 

50-334 0 

SMITH. P 

A 

6408010182* 

CONTRACT 


SORRELL. E C 

6408030163 

30 -321 

F 

STAROSTECKI, R 

8408060353 

30-243 Q 

SMITH . P 

A 

8408070033* 

contract 


SORRELL. E C 

0409210472 

30-321 

F 

STAROSTECKI. R 

0408000464 

30-243 Q 

SMITH. P 

A 

Q40S070104* 

CONTRACT 


SORRELL. E C 

8400270301 

50-321 

F 

STAROSTECKI. R 

0403090040 

30-387 0 

SMITH, P 

A 

8408080064* 

CONTRACT 


SORRELL. E C 

8408280233 

30-321 

F 

STAROSTECKI. R 

8408090133 

30-213 Q 

SMITH. P 

A 

8406080321* 

contract 


SPANG. J R 

8400290265 

30-209 

T 

STAROSTECKI. R 

0408100123 

50-289 Q 

SMITH. P 

A 

6408080507* 

CONTRACT 


SPANQ. J R 

0408290269* 

50-209 

T 

STAROSTECKI. R 

G4D81 30350 

50-29 Q 

SMITH. P 

A 

8408090142* 

CONTRACT 


SPANGLER. R G 

8408020072 

NUREO 


BTAROBTECKI. R 

8408190233 

50-277 Q 

SMITH. P 

A 

8408090331* 

CONTRACT 


SPECK, 8 W 

0408100060 

50-295 

F 

BTAROBTECKI. R 

8403190251 

50-213 Q 

SMITH. P 

A 

S408130314* 

CONTRACT 


SPECK, S W 

840030021 1* 

50-302 

F 

STAROSTECKI. R 

8408190256 

50-443 Q 

SMITH. P 

A 

0408130437* 

CONTRACT 


9PEI8, T P 

8407020544* 

REVIEW ORP 

STAROSTECKI, R 

8408190264 

50-2B9 0 

SMITH. P 

A 

6408130442* 

CONTRACT 


SPEIB.T P 

04OB22OO7O* 

50-329 

A 

STAROSTECKI. R 

6400190366 

50-272 Q 

SMITH. P 

A 

8408130445* 

contract 


SPENCE, F D 

040D2900S6* 

50-322 

H 

STAROSTECKI. R 

8408160073 

30-29 Q 

SMITH. P 

A 

0408130397* 

CONTRACT 


SPENCE. M D 

8408140393 

30-445 

K 

STAROSTECKI, R 

6408160270 

50-311 0 

SMITH. P 

A 

8408220136* 

CONTRACT 


SPENCE, M 0 

04OB27OD73 

50-443 

A 

STAROSTECKI, R 

8400200032 

50-3B7 0 

SMITH. P 

A 

6408220397* 

CONTRACT 


SPENCER. S 

6406030243 

30-445 

T 

STAROSTECKI, fi 

0408200235* 

50-368 U 

SMITH. P 

A 

8408230336* 

contract 


SPESSARD. R L 

6406070204 

50-454 

0 

STAROSTECKI. R 

S40B200364 

50-354 Q 

SMITH. P 

A 

0408230506* 

CONTRACT 


8PE&SARD, R L 

8400070334 

30-341 

Q 

STAROSTECKI. R 

84082 10368 

50-352 0 

SMITH. P 

A 

8408270552* 

CONTRACT 


SPESSARD. R L 

0400000171 

30-263 

0 

STAROSTECKI, ft 

0408230092 

50-293 0 

SMITH. P 

A 

6408270358* 

CONTRACT 


SPESSARD, R L 

0400080174* 

50-263 

D 

STAROSTECKI, ft 

B408240233 

50-410 0 

SMITH. P 

A 

8408270592* 

CONTRACT 


SPESSARD, R L 

8408080188 

30-434 

Q 

STAROSTECKI, ft 

0408240361 

50-317 D 

SMITH. P 

A 

8408310262* 

CONTRACT 


SPESSARD, R L 

B40B090212 

30-434 

Q 

STAROSTECKI, R 

0408270406 

50-309 0 

SMITH. P 

A 

8408310368* 

CONTRACT 


SPESSARD, fi L 

0400100003 

30-440 

A 

STAROSTECKI, ft 

0408270477 

50-104 Q 

SMITH. R 

U 

6408070226 

40-0706 


SPESSARD, R L 

0400100044 

30-266 

0 

STAROSTECKI, R 

8408270510 

50-94 0 

SMITH. R 

D 

8408240156 

40-0004 


SPESSARD, R L 

0408130372 

50-305 

P 

STAROSTECKI, R 

0408270536 

50-333 Q 

SMITH. R 

D 

840B240166* 

40-299 


SPESSARD. R L 

0400140098 

30-409 

P 

STAROSTECKI, R 

0408270377 

50-29 0 

SMITH, R 

D 

0408240175 

40-0768 


SPESSARD. R L 

0408140229 

50-454 

0 

STAn08T£CKI,R 

0408200101* 

50-352 A 

SMITH. R 

D 

8408240176* 

40-0768 


SPESSARD. R L 

8408140402 

30-403 

0 

STAROSTECKI, R 

0408280291 

50-219 a 

SMITH. R 

D 

8408240181 

40-2859 


SPESSARD, R L 

B40B130471 

50-34 1 

0 

STAROSTECKI, R 

8408290003 

50-423 0 

SMITH. R 

D 

8408240186 

40-1162 


SPESSARD, R L 

8400130492 

30-434 

0 

STAROSTECKI, R 

0408290476 

90-322 Q 

SMITH. R 

D 

8408240198* 

40-8A9S 


SPESSARD, n L 

8409160164 

50-403 

0 

STAROSTECKI. R 

8408300087 

50-219 Q 

SMITH. R 

D 

8408240201* 

40-299 


SPESSARD, R L 

8408160190* 

50-483 

Q 

STAROSTECKI. ft 

0408300374 

50-320 Q 

SMITH. R 

D 

6408240213 

40-299 


SPESSARD, R L 

8409160212 

50-454 

Q 

STAROSTECKI, ft 

8408310044 

30-470 Q 

SMITH. R 

D 

0408240331 

40-8386 


SPESSARD, R L 

8408160216* 

50-454 

Q 

STASEK, S 

8408300108* 

30-10 0 

BM I TH. R 

D 

8400270026 

40-0786 


SPESSARD, fi L 

8408160334 

50-341 

a 

6TATTDN. C D 

0408200062 

QA979 

SMITH. R 

D 

8400370331 

40-8432 


SPESSARD, R L 

8408160338* 

50-341 

Q 

8TAUTER.J C 

6408020153 

40-0027 

SMITH, R 

D 

8400270334 

40-299 


SPESSARD, R L 

8408170322 

30-133 

P 

STAUTER.J C 

B4091 90671 

40-0027 

SMITH, ft 

D 

84OSS7O402 

40-3433 


SPESSARD. R L 

8408170039 

30-454 

a 

gTAUTERiJ C 

8400190673* 

40-8027 

SMITH, R 

D 

0408270487 

40-299 


SPESSARD. R L 

8408 1 70099 

50-331 

p 

9TEFAN0. J J 

8408290396 

50-440 E 

SMITH. ft 

D 

8408280006 

40-299 


SPESSARD, fi L 

8408200221 

50-454 

Q 

STEINBRENNER.F 

0408130397* 

CONTRACT 

SMITH, ft 

D 

8408280014 

40-0302 


SPESSARD, fi L 

8400230141 

30-341 

0 

STEIBS. A W 

B408220156* 

CONTRACT 

SMITH. R 

D 

6408280023 

40-3433 


SPESSARD. R L 

8408230142* 

50-341 

0 

STELLO, V. 

8406200226* 

PR 

SMlTH.fi 

H 

8408060208* 

50-213 

Q 

SPESSARD, R L 

8408230243 

50-434 

0 

BTELLD, V 

B4062B0010* 

PR 

SMITH, fi 

H 

6408160272* 

30-334 

Q 

SPESBARD.R L 

8409270245 

50-454 

0 

STELLO, V 

8408010042 

REVIEW GRP 

SMlTH.fi 

M 

6408310035* 

30-275 

P 

SPESSARD, R U 

9408300119 

50-456 

0 

STELLO, V 

0408070081 

REVIEW GRP 

SMITH. R 

U 

8408270465* 

50-271 

Q 

SPESSARD, R L 

8408300143 

Miac 


STELLO, V 

0406230396 

REVIEW ORP 

SMITH, a 

P 

8408030272 

30-307 

8 

BPE8SARD. R L 

0408310381 

50-34 1 

Q 

STELLO, V 

0406270102 

REVIEW GRP 

SMITH. W 

r 

8408130102* 

50-443 

Q 

SPESSARD, R L 

0408130120 

50-461 

A 

STELLO, V 

B40BS7D102 

REVIEW GRP 

SMITH, H 

F 

8408150440* 

30-445 

0 

SPIEGEL. 0 

8409290342 

50-45B 

fi 

STELLO, V 

8400270343 

REVIEW OftP 

SMITH, W 

F 

8408160037* 

50-443 

Q 

5PIELE8. P 

8408240031 

40-0697 


STELLO, V 

0408270446 

REVIEW GRP 

SMITH, U 

F 

6408160300* 

50-443 

0 

SPlELESiP R 

8408240102 

40-0380 


STERGAKOS. E P 

0409130339* 

30-322 0 

SMITH, W 

0 

8408060151 

50-316 

6 

BP INRAD, B I 

04OBO8O333 

PR 


STERN. T 

0408080303* 

NJREG 

SMITH, H 

Q 

8408080536 

50-313 

8 

SPITZBERG, P D 

0400090127 

40-0022 


STEVENS. J A 

9406060210 

50-456 F 

SMITH, W 

G 

8408130307 

50-316 

8 

SPITZQERG, D D 

0400210120* 

40-2259 


STEWART, D L 

8408310075 

WJREG 

SMITH, W 

Q 

8408160127 

50-316 

8 

SPIVEY. H, L 

0408230360* 

50-302 

H 

STEWART. W L 

840B02008B 

50-330 F 

SMITH, W 

G 

8408160527 

50-315 

9 

BPRUNOER. C K 

0408070391 

50-374 

s 

STEWART, W L 

840802004 1 

50-280 Q 

SMITH, H 

0 

6400220486 

50-313 

8 

ST LAURENT, N 

0400160529 

50-29 

S 

STEWART. W L 

8408020132 

50-280 F 

SMITH, W 

G, 

8408300503 

30-313 

8 

ST LAURENT. N N 

0400090104 

30-29 

s 

STEWART. W L 

B409D70039 

50-2 BO F 

eMVKDySKI, s 

8400130232 

WASTE MOT 

ST LAURENT. N N 

8408210330 

50-29 

s 

STEWART. W L 

6409070400 

50-33B F 

SMyKQWSKt. 5 

840^280340 

WASTE MOT 

ST LAURENT, N N 

0408230340 

50-29 

3 

STEWART, W L 

0408070489 

30-200 V 

SMYTH, C 

U| 

6408240066 

50-289 

R 

8T LAURENT. N N 

0408240153 

50-29 

F 

STEWART. W L 

0400090149 

30-338 P 



PERSONAL AUTHOR INDEX 


AUTKDH 

ACCESSION 

number 

SUBJECT 

category 

STEWART, W L 

B40B090233 

90“33a 

P 

STEWART. W U 

8406100090 

90-280 

F 

STEWART. W L 

840B130400# 

SO -338 

Q 

STEWART. W L 

8403130403* 

30-330 

Q 

STEWART. W L 

8408130438* 

90-338 

0 

STEWART. W L 

0408130983 

90-260 

P 

STEWART. W L 

6406160039 

90-380 

P 

STEWART. W L 

B40B16D406 

90-200 

F 

STEWART, W L 

8406170222 

90-280 

F 

STEWART, W L 

S40B1 70300 

90-338 

P 

STEWART, M L 

8408210132 

50-200 

P 

STEWART, W L 

8408210379 

90-336 

P 

STEWART, W L 

B40B2P0171 

50-260 

R 

STEWART, W L 

6408240300 

90-280 

P 

STEWART, W L 

8408270448* 

50-260 

0 

STEWART, W L 

0408380190 

90-200 

Q 

STIETZEL, J F 

8408080936 

90-319 

6 

STIJOEREW, E V 

B40B210426* 

90-29 

P 

STILES. J M 

B40B290313 

90-494 

0 

STILES, N W 

8408140496 

90-443 

0 

GTITT, D. D 

B40B 160348 

90-369 

p 

3TDDDART.P 0 

040827032 7* 

90-302 

Q 

STODDART.P 0 

6406260123* 

70-1113 


STOHR.J P 

8408030039 

70-143 


STOHR, J P 

8408130360 

70-143 


aTOHR,J P 

8406130382# 

70-143 


STOHR, J P 

6406140199 

70-1113 


GTOHR,J P 

8408160310 

70-143 


STOHR, J P 

8408230261 

70-143 


STOHR.J P 

8409270116 

70-27 


STOHR.J P 

0406270139* 

70-27 


STOHR.J P 

6406270322 

70-1191 


STOHR, J P 

8408270394 

70-27 


STOHR.J P 

8408370260* 

70-27 


STOHR, J P 

8408270411 

70-143 


STOHR.J P 

B406370419# 

70-143 


STOHR.J P 

B40B270430 

70-143 


STOHR, J P 

B40B270924 

70-27 


STOHR, J P 

840B370334 

70-1113 


STOHR, J P 

8408280091 

70-143 


STOHR.J P 

8408280090 

70-1201 


STOHR.J P 

0400200118* 

70-1113 


STOHR.J P 

8408260109 

70-143 


STOHR.J P 

0408280382# 

70-1201 


STOHR, J P 

8408280390 

70-143 


STOHR.J P 

8408260300# 

70-143 


STOHR.J P 

0408200362 

70-1113 


STOHR.J P 

0408300190 

70-824 


STOHR.J P 

B40B300300# 

70-624 


STOHR, J P 

6408300280 

70-143 


STOHR.J P 

0408300384 

70-143 


STOHR, J, P 

8400300296 

70-1201 


STOHR, J P 

8408300367 

70-27 


STOHR, J P 

0400300391 

70-27 


STOHR, J P. 

8408300398 

70-27 


STOHR, J P. 

8408310031 

70-27 


STOHR, J P 

8408310068 

90-13 

F 

STOHR, J P 

8408310294 

70-1181 


STOKELY, J R 

B4O03OO272 

^AJREO 


STOKES, C C 

6408170296 

90-494 

T 

STOKES, C C 

8408170380 

90-494 

T 

STOKES, C C 

0406200498# 

90-494 

T 

8TDLZ.J F 

6406080161 

90-312 

P 

STDLZ.J F 

8406060178 

90-321 

P 

STOLZ. J. F. 

6408000436 

90-269 

P 

STOLZiJ F 

B40B0B0477 

90-289 

P 

STOLZ. J F 

8406060924 

90-346 

P 

STDLZ.J F, 

8408080927# 

90-346 

P 

STOLZ. J F 

6400130302 

90-321 

F 

STOLZ, J F 

6406190969 

90-346 

P 

STDLZ.J F. 

8400160031 

90-346 

F 

STOLZ, J F 

0408160060 

90-289 

P 

STOLZ, J F 

6408160289 

90-289 

P 

STDLZ.J F 

8406210061# 

90-302 

P 

STOLZ, J F 

6408210062 

90-312 

P 

STDLZ.J F. 

8400210070# 

90-312 

P 

STDLZ.J F 

8400210192 

90-312 

P 

STOLZ, J F 

6408210976# 

90-302 

P 

STOLZ. J F 

6408320930# 

90-277 

P 

STDLZ.J F 

8406230469 

90-346 

P 

STOLZ, J F. 

8408230996 

90-346 

P 

STOLZ, J, F 

6408270464 

90-269 

P 

STDLZ.J F 

8400370467 

90-289 

P 

STOLZ. J F 

8400370499 

90-269 

P 

STDLZ.J, F 

8400380319 

90-346 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

category 

STDLZ.J F 

0408280488 

90-346 

P 

STOLZ, J F 

8408300197 

90-366 

P 

STOLZ, J F 

6408300217* 

50-366 

P 

STOLZ, J F 

8409310305 

90-209 

P 

STOLZ, J F 

B4083 10308* 

90-289 

P 

STDLZ.J F 

B40B310406 

50-302 

P 

STOUT, R B 

8408090209# 

90-316 

P 

STOUT, R 6 

Q40B230266* 

90-319 

P 

STREETER.J F 

84000603^4# 

50-494 

8 

STREETER, J F 

8408070213 

50-494 

0 

STREETER, J F 

8408070216# 

50-454 

Q 

STREETER, J F 

8408070221# 

90-494 

0 

STREIER.O 

8408310302# 

90-233 

Q 

8TRUCKMEYER, R 

8408190309# 

90-317 

Q 

9TRUCKMEYER. R 

8408190701# 

90-286 

a 

STRUCKMEYER. R 

8408200944# 

50-247 

Q 

STRUCKHEYER, R 

8400230499* 

90-309 

a 

STUBDINB, J F 

84083001 B4 

50-191 

B 

BU, T Y 

8408130420* 

30-494 

Q 

8UERMANN. J 

8408 100 109 

90-299 

6 

SUOARHAH. R J 

8408010223 

90-392 

0 

SUQARHAN. n J 

8408010223 

50-332 

0 

SUOARMAN, R J 

8408010228# 

50-392 

0 

8U0ARHAN, R J 

8408010228* 

50-332 

0 

BUOARHAN, R J 

8408010248 

90-392 

0 

SUOARHAN. R J 

8408010248 

90-352 

0 

SUOARMAN, R J 

8408090226 

90-392 

0 

SUOARMAN, R J 

8408090226 

90-332 

0 

SUOARMAN. R J 

8408090233# 

50-392 

0 

SUOARMAN, R J 

8408090233# 

90-332 

0 

SUOARMAN, R J 

8408130368 

90-392 

0 

SUOARMAN, R J 
SULLIVAN, H 
SULLIVAN, H 

8408130368 

8400020170 

8408020170 

50-392 

ACRE 

ACRS 

0 

SUMMER, J T 

8408130410# 

30-209 

Q 

SUMMERS, R J 

8408190370# 

90-272 

0 

8UN0, H J 

8UNDIN,R 

8408160132# 

8408240040 

90-324 

40-8727 

Q 

SURMEIER, J 

SWAIN. H W 

8408190341* 

8408210416 

WASTE MOT 
REOOD 

SWAMV, 8 A 

8408160370* 

90-443 

A 

SWANOERi F 

8408080908 

90-346 

9 

SWANOER. F 

8408090026 

90-346 

8 

SWANOER.L A 

8408190914# 

90-322 

T 

SWANOER. L A 

8408190930# 

90-322 

T 

6WAN0ER.L A 

8408280209 

90-413 

T 

SWARTZ, E D 

8407100002 

50-496 

8 

SWARTZ, E D 

8400060136 

90-494 

A 

SWARTZ. E D 

6408080198 

90-494 

F 

SWARTZ. E D 

8408100119# 

90-496 

Q 

SWARTZ. E D 

8408130231 

90-494 

S 

SWARTZ, E. D 

8408130409 

90-454 

Q 

BWARTZ.E D 

6400130419 

30-494 

0 

SWARTZ. E D 

8408140371 

30-494 

E 

BWARTZ.E D 

8408140380 

90-494 

A 

BWARTZ.E D 

8408140386 

90-496 

A 

BWARTZ.E 0 

8408220368 

30-434 

A 

BWARTZ.E 0 

0408240196 

90-494 

Q 

BWARTZ.E D 

8408300044 

90-496 

S 

SWARTZ, E D 

8WARTZMAN, 0 L 
8WARTZMAN, 0 L 

8408300214 

8408010198 

8408060396 

90-496 

NUREO 

WREO 

6 

SWARTZ WELDER, R 

8408060310 

90-320 

8 

SWENSON. A. 
SWENSON. D V 

B40B140449 

8408130006 

90-219 

NUREO 

0 

8WETLAN0. P 

8408280107 

90-213 

8 

BWETLANDi P 

8408310074 

90-213 

5 

SWETLAND. P 

G40B310111 

90-213 

a 

SWETLAND. P, D, 

0408090141# 

90-213 

Q 

SWETLAND, P D 

8408190239# 

90-213 

0 

SWlOERiM. A 

8408190467 

90-440 

0 

BWIOER.M, A 

8408190467 

90-440 

0 

8WIHART, 0 L 

8408240179 

90-374 

8 

BZCZECH. R A 

8408160182 

90-289 

8 

TAHVILI.T 

8408230103# 

90-261 

P 

TAHVILI.T, 

B40B230266# 

90-319 

P 

TAN, P 

8408010199# 

90-329 

0 

TAM. P. 

8408210098 

90-334 

p 

tamblino.t N 

8408030179# 

90-139 

Q 

tamqlino. T. N 

8408130244# 

90-329 

A 

TAMBLINO, T, N 
TANOiP K 

8408190737# 

8408160146 

90-329 

hUREQ 

A 

TANI.H 

8408300121# 

90-496 

Q 

TANI.K, 

8408300196# 

90-440 

Q 

TANI.K, 

8408300220# 

90-341 

a 



ACCESSION 

SUBJECT 

AUTHOR 

NUMOER 

CATEGORY 

TANIQUS. N 

8400220324 

WASTE MGT 

TAPLEY. J 

840S1 00061 

90-346 

F 

TARLETZ, 0 □ 

8408190473 

90-322 

T 

TARLETZ.D B 

8408190473 

90-322 

T 

TAUBLINO, T N 

0408010300* 

90-191 

Q 

TAYLOR, F Z 

8408200282# 

90-2B9 

H 

TAYLOR, H S 

8408030143 

QA999 


TAYLOR, J A 

8408290193 

90-336 

6 

TAYLOR, J H 

8408070309 

90-269 

P 

TAYLOR, J H 

0406080016 

TOPREP 


TAYLOR, J H 

84082204 1 5# 

90-449 

Q 

TAYLOR. J H 

8408230084 

TOPREP 


TAYLOR, J H 

8408270199 

TOPREP 


TAYLOR. J H 

B40B300141 

TOPREP 


TAYLOR. M 

8400310080 

I6E 


TAYLOR. M E 

8408160176 

90-483 

8 

TAYLOR. M E 

8408160256 

90-463 

8 

TAYLOR, M E 

8408240193 

90-403 

8 

TAYLOR, P A 

B4082704B0# 

90-413 

Q 

TAYLOR, R K 

8408190909# 

90-322 

T 

TAYLOR. T B 

8408310219 

PR 


TAYLOR. T 0 

8408310221# 

PR 


TAYLOR, T J 

8408030092 

WASTE MOT 

TAYLOR, T J 

8408060067 

WASTE MOT 

TAYLOR, T J 

8408060264 

WASTE HOT 

TAYLOR, T J 

8408 130 137 

WASTE MOT 

TAYLOR. T J 

8408200914 

WASTE MOT 

TAYLOR. T J 

640B220223 

WASTE MOT 

TEMPLE, 0 M 

8408300127* 

90-928 

Q 

TENZER, B. E. 

8400030021 

8A999 


TER AO. 0 

8408210461* 

90-329 

A 

THADANl.M C 

8408060270 

90-331 

F 

THADANI.M C 

8408060429 

90-237 

P 

THATCHER. 0 

6408220269 

NUREO 


THAYER. J K 

840B070472 

50-29 

P 

THiEBi A. C. 

S40B060072 

90-413 

A 

THOMAS, C C 

840B010306# 

90-191 

Q 

THOMAS, C 0 

8409160476# 

90-89 

P 

THOMAS, G Q 

8409300696 

90-204 

F 

THOMAS, C 0 

8407110979 

90-192 

F 

THOMAS. C □ 

B40B010049 

90-196 

F 

THOMAS, C. 0 

8408010299 

90-160 

P 

THOMAS. C 0 

6408030209 

90-9 

P 

THOMAS. C 0 

8408030301 

90-199 

V 

THOMAS, C 0 

8408060146 

90-134 

F 

THOMAS. C 0. 

6408060369 

90-223 

P 

THOMAS. C 0 

B408060449 

90-396 

P 

THOMAS. C 0. 

840807001 i# 

90-396 

P 

THOMAS, C 0 

8408070039 

90-170 

P 

THOMAS, C 0 

8408070097 

90-229 

F 

THOMAS, C 0 

6408070124 

90-166 

P 

THOMAS. C 0. 
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SO -3 32 

Q 

50-302 

p 

WIOOINTQN. D L 

0400010310 

30-315 

P 

50-302 

s 

WIOO INTON. D L 

04OBO2O1 16 

REVIEW GRP 

50-302 

8 

WIGG INTON. D L 

0408160423 

50-315 

P 

30-302 

8 

WILBER. H A 

8408090170 

50-382 

G 

50-302 

s 

WILBORN-L 

0408090157 

40-8769 


50-302 

8 

WILBUR. L C 

0408070345 

PR 


30-302 

R 

WILCOVE.M N 

04OBO2OIB3* 

50-329 

0 

50-302 

P 

WILCOVE. M N 

84 08020 1B9« 

50-329 

O 

50-302 

F 

WILCOVE.M N 

8408090164 

50-434 

0 

50-302 

P 

WILCOVE. M N 

0408150119 

50-434 

T 

50-302 

s 

WILCOVE.M N 

0408150676* 

30-329 

A 

30-302 

s 

WILCOVE.M N 

04001 30723* 

30-329 

A 

50-302 

S 

WILHITE, M 

0400300093 

50-293 

S 

50-302 

0 

WILKINSON. R 

8408090162 

50-294 

V 

30-302 


WILKS- B L 

0408210290 

30-387 

a 

50-302 

0 

WILKS. □ L 

0408240065 

50-387 

8 

30-302 

5 

WILLETT, D J 

B40B090019* 

50-397 

O 

50-434 

T 

WILLIAMS. C C 

8408090217* 

50-434 

0 

NUREG 


WILLIAMS. C C 

8409150293* 

50-233 

Q 

S0-3B9 

P 

WILLIAMS. C C 

04OB17OIB1* 

50-329 

Q 

50-335 

F 

WILLIAMS, C C 

0400200227* 

50-434 

Q 

50-352 

6 

WILLIAMS. C C 

8408230144* 

50-341 

Q 

30-352 

0 

WILLIAMS. C C 

8408270277* 

50-434 

Q 

50-352 

0 

WILLIAMS. C C 

0408300121* 

50-456 

Q 

50-332 

0 

WILLIAMS. C C 

8406300196* 

50-440 

G 

30-352 

G 

WILLIAMS, C C 

8408300220* 

30-341 

0 

50-352 

G 

WILLIAMS. D 

8400230252* 

50-454 

Q 

50-352 

0 

WILLIAMS. D L 

0408160193* 

30-483 

0 

50-350 

0 

WILLIAMS. 0 

0408160169 

30-263 

F 

50-350 

G 

WILLIAMS. J H 

0400150244* 

50-277 

O 

50-332 

0 

WILLIAMS. J W 

0407260218 

30-250 

K 

50-352 

G 

WILLIAMS. J W 

840B010311 

50-251 

S 

50-332 

0 

WILLIAMS. J W 

0408030164 

30-335 

P 

50-352 

G 

WILLIAMS. J W 

B40B030235 

30-333 

& 

50-352 

T 

WILLIAMS. J W 

G4 00030239 

50-230 

3 

SO-352 

T 

WILLIAMS. J V 

0408080230 

50-250 

8 

50-352 

0 

WILLIAMS. J W 

0400090009 

SD-333 

F 

50-352 

0 

WILLIAMS. J W 

8408090096 

30-309 

P 

WASTE MANA 

WILLIAMS. J W 

B 408090243 

50-333 

P 

70-1308 


WILLIAMS. J W 

04OB1OOO16 

50-230 

F 

CONTRACT 


WILLIAMS. J W 

0408130215 

50-333 

F 

50-327 

p 

WILLIAMS. J W 

8408160921 

50-230 

a 

50-454 

0 

WILLIAMS. J W 

0400170054 

50-389 

p 

50-454 

G 

WILLIAMS. J W 

8408170084 

50-230 

p 

50-367 

G 

WILLIAMS. J W 

B40B 170233 

50-333 

Q 

30-367 

G 

WILLIAMS. J W 

0400200143 

50-389 

P 

SO-434 

Q 

WILLIAMS. J W 

8408200200 

50-309 

P 

WASTE MOT 

WILLIAMS. J W 

8408200273 

50-250 

B 

50-289 

Q 

WILLIAMS. J W 

04OB23O155* 

50-231 

Q 

90-293 

a 

WILLIAMS. J W 

8408270015 

50-250 

P 

COMMISSION 

WILLIAMS. J W 

S408270019 

50-230 

P 

50-321 

Q 

WILLIAMS. J W 

0408270200* 

50-333 

Q 

50-298 

F 

WILLIAMS. J W 

8408270203 

30-230 

S 

40-6659 


WILLIAMS. J W 

04OB27O29G* 

30-333 

Q 

50-445 

T 

WILLIAMS. J W 

B4OB270316* 

30-230 

a 

NUREG 


WILLIAMS. J W 

B408270344 

50-250 

p 

50-255 

Q 

WILLIAMS. J W 

B408270384 

30-230 

0 

50-309 

F 

WILLIAMS. J W 

B4OB2BOD50 

30-333 

a 

50-309 

s 

WILLIAMS- J M 

9408280106 

30-389 

Q 

50-309 

p 

WILLIAMS. J W 

0408280182 

30-333 

a 

50-309 

p 

WILLIAMS. J W 

8408200236 

30-335 

0 

30-309 

F 

WILLIAMS, J W 

84082B023B 

30-2 50 

p 

50-309 

P 

WILLIAMS. J W 

B408310133 

50-250 

F 

WASTE MGT 

WILLIAMS. J W 

S40B310145 

30-309 

P 

WASTE MOT 

WILLIAMS, L A 

04 08060426* 

CONTRACT 

UARTE MOT 

WILLIAMS- R £ 

840B280121 

WASTE MANA 

NUREO 


WILLIAMS. R J 

8408160384* 

TOPREP 


XPORTLIC 


WILLIAMS. W R 

8408130007 

rfJREO 


XPORTLlC 


WILLIAMSON. £ L 

840B02006B* 

50-413 

Q 



WILLIS. J L 

0408140191* 

50-400 

r 



WILL9EY.W B 

8408130361 

50-277 

p 



WILLBEV. W n 

9408210546 

50-171 

R 

TOPREP 


WILSON. B 

B40B240313 

50-327 

S 

TOPREP 


WILSON. B D 

9408330168 

XPORTLIC 



WILSON. B D 

84QB230S13 

XPORTLIC 

50-498 

A 

WILSON, J 

8408230334 

30-382 

A 

50-4 1 3 


WILSON. J.H 

B40B 130001 

NUREO 


50-601 

K 

WILSON, K R 

9408160238 

50-302 

B 


PERSONAL AUTHOR INDEX 



accession 

SUBJECT 


AUTHOR 

NUMBER 

category 

MILBON. R F 

Q408280I7B 

50-289 

P 

HILSON^V H 

0403210336* 

50-329 

A 

UILSONiV H 

04082103?^* 

50-329 

A 

UtLSO^ti \l H 

8400210397* 

50-329 

A 

MILSDM. V H 

B4Q021O4OI* 

50-329 

A 

UIL8GN. U E 

B40a020D93 

PR 


UILTERDINQi D J 

0408220388* 

50-445 

T 

MiLTEftDINO, D T 

0408220388* 

50-445 

T 

UINDHAM^R 

8408070267 

50-298 

F 

WISE, C L 

8408140482 

50-440 

Q 

UXBEi R 

8408160515* 

50-458 

Q 

UI&EKAN, G R 

8408270371* 

50-413 

Q 

WX5E<1AMi 0 R 

8408260026* 

50-400 

Q 

HlTHERSiB D 

8408010281* 

50-344 

0 

HITHERB.B D 

8408020037 

50-344 

P 

WITHERS. 0 D 

8408070447 

50-344 

P 

WITHERS. 0 D 

8408080316 

50-344 

P 

WITHERS. D D 

8408090138 

50-344 

P 

WITHERS. B D 

8408090237 

50-344 

P 

WITHERS. D D 

8408130414 

50-344 

F 

WITHERS. B D 

8408140202 

50-344 

P 

WITKERBi B D 

8408140289 

50-344 

P 

WITHERS. B D 

B40B210139 

50-344 

P 

WITHERS. B D 

8408210415 

50-344 

F 

WITHERS. B 0 

8408210438 

50-344 

P 

WITHERS. Q D 

8408280242 

50-344 

P 

HITTENBURO. K C 

8408060233 

50-374 

S 

WDCKENFUaS. W A 

8408300079 

50-166 

P 

WOHl-D. P. R 

8408160193* 

50-483 

Q 

WOJTULEWICZ. T. 

8408120146 

50-249 

S 

WQJTULEWICZ. T 

8408130330 

50-237 

s 

WOLF. J. F 

8408170291 

50-320 

G 

WOLF. T 

8400070242* 

TOPREP 


WOLF. T R 

8408070236 

toprep 


WDLFEr J F 

9408030078 

50-320 

0 

WOLFE. S J 

840B1S0139 

50-289 

0 

WOLFEiS J 

8408310148 

50-338 

0 

WOLLETT, fl 

840001004 1 

CONTRACT 


HOLLETT. 8 

8408070047 

CONTRACT 


WOLLETT. 8 

8408080502 

CONTRACT 


HOLLETT. B 

8408090135 

CONTRACT 


WOLLETT. 8 

8408090548 

CONTRACT 


WOLLETT. a 

8408140510 

CONTRACT 


WOLLETT. S 

8408270557 

CONTRACT 


HOLTNER.E 

B4081S03aON 

50-29 

0 

WQLTNER.E 

8408270463* 

50-271 

Q 

WONOiC C 

8408310089 

NUREO 


WONO.H J 

04OB17OU7* 

50-443 

Q 

WOO. H W 

8408220370 

NUREG 


WOODiJ H 

640829000 3 

50-354 

D 

WOODARD. G 

8408090338* 

50-322 

Q 

WOODARD. C H 

8408150110* 

50-336 

Q 

WOODARD. J D 

840823051 5 

50-348 

8 

WOODHEADiC P 

8408010207 

50-142 

0 

WDODHEAD.C P 

8408070498 

50-440 

G 

WOODHEADiC P 

840G270D57 

50-440 

0 

WOODS. J 

8400090336 

50-304 

8 

WOODWARD. C H 

8408160246* 

50-245 

0 

WOODWARD. J D 

840820061 1 

50-348 

R 

MOOLEVER.E J 

8408010154 

50-412 

F 

WOOLEVER.E J 

840802001 1 

50-412 

E 

WOOLEVER.E J 

8408020019 

50-412 

E 

WOOLEVER.E J 

8408060259 

50-412 

8 

WOOLEVER. E. U 

8408070355* 

50-412 

G 

WOOLEVER.E J 

840807041 4 

50-412 

F 

WOOLEVER.E J 

8400070433 

50-412 

E 

WOOLEVER.E J 

840813000 5 

50-412 

E 

WOOLEVER.E J 

8408130313 

50-412 

E 

WOOLEVER.E xf 

8408140088 

50-412 

E 

WOOLEVER.E J 

8408140137 

50-412 

E 

VER.E J 

8408150199 

50-412 

E 

VER.E J 

8408160333 

50-412 

E 

VER.E J 

8408160399 

50-412 

E 

/ER.E J 

8408210437 

50-412 

A 

P ^FD E J 

8408210476 

50-412 

8 


8408230246 

50-412 

A 


3408230329 

50-412 

E 


840824027 5 

50-412 

Q 


8408270071 

50-412 

P 


8408270141 

50-412 

E 


6408270165 

50-412 

e 


8408280200 

50-412 

E 

F 


E 

A 

F 


AUTHOR 


ACCESSION 

NUMBER 

subject 

CATEGORY 

WRAY. J R 


0408270317* 

50-335 

Q 

WRAY. J R 


8408270386* 

30-369 

0 

WRAY, J R 

WRAY. J R 


8408270423* 

8408270447* 

70-143 

30-369 

Q 

WRIGHT. C L 


8408060315 

50-261 

S 

WRIGHT. C L 


840B1701BB 

50-261 

a 

WRIGHT. D R 


8408220385* 

50-445 

T 

WRIGHT. D R 


8408220335* 

50-445 

T 

WRIGHT. 0 


8408100109 

50-295 

S 

WRIGHT. G 


8408200308 

50-253 

s 

WRIGHT. G 


8408210269 

30-313 

8 

WRIGHT. 0 C 


0408090177* 

50-295 

Q 

WRIGHT. 0 C 


8408230211* 

50-313 

Q 

WRIGHT.O C 


8408240088* 

50-255 

Q 

WRIGHT. N A 


8408070302 

50-332 

G 

WRIGHT. N A 


840B1 50429 

30-352 

0 

WRIGHT. N A 


840B2B0415 

50-352 

0 

WRIGHT. N A 


8400300119 

30-332 

G 

WRIGHT. R J 


8408010123 

WASTE MOT 

WRIGHT. R J 


0408030279 

WASTE MOT 

WRIGHT. R J 


8408060242 

WASTE MOT 

WRIGHT.R J 


8408060295 

WASTE MOT 

WRIGHT. R J 


0408130144 

WASTE MGT 

WRIGHT.R J 


8408200404 

WASTE MOT 

WRIGHT.R J 


8408200444 

WASTE MOT 

WRIGHT. T W 


8408010181 

50-454 

0 

WRIGHT. T W 


8408010181 

30-454 

G 

WRIGHT. T W 


8408170332 

30-434 

0 

WU.R R 

WUNDERLICH. R 

C 

0408230196* 

8408030283 

70-1450 
WASTE MOT 

WYANT, F J 
WYNGARDEN.S D 


0408090367 

8408290351 

NUREG 

70-143 


YANDELL. L A 


8408060313* 

50-285 

0 

YANDELL.L A 


8408270500* 

50-290 

0 

yang. M 8 


8408130420* 

50-454 

0 

VEH.N 


8408160390* 

50-450 

A 

YEN. T C 


8408130455* 

50-445 

A 

YIN. I T 


8408020131* 

50-275 

a 

YIN. I T 


8408020134* 

50-275 

0 

YIN. I T 


8408160341* 

50-341 

G 

YORK.J W 


8408270469* 

50-390 

0 

YOUNG. C 


8408080087* 

50-320 

H 

YOUNG. C 


8408090220 

50-320 

H 

YOUNG, F 


8408150271* 

30-289 

0 

YOUNG. 0 0 


8408010188* 

50-329 

0 

YOUNG. 0 0 


0408010191* 

30-329 

0 

YOUNG. h A 


8408010213 

50-250 

0 

YOUNG. H A 


8408070305 

50-250 

0 

YOUNG. M A 


8400070477 

50-416 

0 

YOUNG. M A 


8408150133 

50-244 

G 

YOUNG, T 


B40BOB0501* 

30-275 

0 

YOUNG. T 


8408060513* 

50-273 

0 

YOUNG. T 


8408300100* 

30-520 

0 

YOUNG. T 


8408300105* 

50-528 

Q 

YOUNG, T 


8408300114* 

50-312 

Q 

YOUNG. T 


8406300133* 

30-312 

Q 

ypUNOBLOOD. B 

J 

0408010078 

30-445 

A 

YOUNGOLOOD. D 

J 

0408010082 

30-483 

P 

YOUNGBLOOD. 8 

J 

0408010098 

30-445 

8 

YOUNODLOOD. B 

J 

0408010099 

30-307 

P 

YOUNGBLOOD. D 

J 

0408010112 

30-445 

A 

YQUNGDLOaO. D 

J 

0408010116 

50-434 

A 

YOUNGBLOOD. D 

J 

0408010129 

30-423 

D 

YOUNGBLOOD, D 

0 

0408010131* 

30-423 

0 

YOUNGBLOOD. B 

J 

8400010197 

30-423 

D 

YOUNGQLOOD. B 

xi 

0408010252 

30-423 

D 

YOUNGBLOOD. D 

J 

8406020140 

50-423 

D 

YOUNGBLOOD. B 

x) 

B408060240* 

50-402 

A 

YOUNGBLODD. D 

x} 

8400060399 

50-482 

A 

VaUNOBLaOD. D 

xJ 

8400070026 

50-482 

A 

YOUNGBLOOD. D 

J 

8408070034 

50-434 

A 

YOUNGBLOOD, B 

J 

8408070137 

30-440 

A 

YOUNGBLOOD. B 

J 

8408130181 

50-443 

a 

YOUNODLOOD, D 

J 

8400130267 

30-443 

F 

YQUNODLQDD. B 

J 

0400130449 

50-443 

A 

YOUNODLOOD, B 

J 

6408130492 

30-440 

A 

YQUNOBLaOO. B 

J 

8408150526 

30-423 

E 

YOUNODLOOD, B 

J 

8408160067 

30-483 

P 

YOUNGBLOOD. B 

J 

0408170139 

50-443 

E 

YOUNODLOOD. B 

J 

0408200469 

50-423 

E 

VOUNOBLaODi B 

J 

8406200471* 

50-423 

E 

YOUNGBLOOD. D, 

J 

0408200333 

30-423 

A 

YOUNGBLOOD . B 

J 

6408210158 

30-443 

F 

YOUNGBLOOD. □ 

J 

0408240222 

50-423 

A 

YOUNGBLOOD. B 

J 

8408280301 

50-434 

E 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

category 


YOUNGBLOOD, B J 

8408280342 

30-445 

A 

YOUNGBLOOD, D J 

8408280461 

50-443 

A 

YOUNGBLOOD, B J 

8408290363 

30-454 

A 

YOUNGBLOOD, D J 

8408300017 

30-423 

A 

VQUNGBLDDO, B J 

0400300230 

50-436 

A 

YOUNODLOOD. B J 

8408310171 

50-440 

F 

youngling, E J 

8408130498* 

50-322 

T 

YOUNGLING, E J 

8408130305* 

30-322 

T 

YOUNGLING, E J 

8400130314* 

50-322 

T 

YOUNGLING. E J 

0400150530* 

50-322 

T 

YUHAS. 0 

04OBD6O123 

50-312 

5 

YUHAS. G 

0408060136 

50-319 

8 

YUHAS, 0 

6400090004* 

30-361 

Q 

YUHAS, G 

8408090091* 

30-319 

Q 

YUHAS, 0 P 

8403090021* 

30-344 

0 

YUHAS, 0 P 

8400090000* 

30-344 

Q 

YUHAS. 0 P 

94O023OOS7* 

50-312 

Q 

YUNDT, C P 

8400090060 

50-344 

5 

YUNDT.C P 

8400200149 

50-344 

8 

ZAHNLEUTER.R J 

8400020200 

50-322 

0 

ZAHNLEUrER, R J 

8408080410 

50-322 

G 

ZAHNLEUTER. R J 

8408130162 

30-322 

G 

ZAHNLEUTER. R J 

8408130264 

30-322 

G 

ZAHNLEUTER.R J 

8400130264 

50-329 

G 

ZAHNLEUTER.R J 

84OB14O130 

50-322 

0 

ZAHNLEUTER.R J 

a40Bl60210 

30-322 

G 

ZALIZNYAK, M 

8408170339* 

50-354 

Q 

ZALIZNYAK.M A 

8408170342* 

50-354 

Q 

ZECHi 0 0 

8408060043 

QA997 


ZECH, 0 0 

940S060089 

QA999 


ZECH. 0 0 

8408060131 

QA999 


ZECH. G 0 

3408070387 

QA999 


ZECH. G G 

8400080046 

QA999 


ZECH. G G 

34OB0B0D5O 

QA999 


ZECH. 0 G 

8408060114 

QA999 


ZECH. 0 0 

6406080130 

QA999 


ZECH. 0 0 

8400060282 

QA999 


ZECH. 0 0 

0408080306 

QA999 


ZECH.G 0 

0408000300 

QA999 


ZECH, G 0 

B40808031 1 

QA999 


ZECH, 0 G 

8408080336 

QA999 


ZECH, 0 0 

0400000341 

QA999 


ZECH.O G 

B408U90006 

0A999 


ZECH, 0 0 

0408090063 

0A999 


ZECH, 0 0 

8400090174 

0A999 


ZECH, 0 G 

0406090101 

0A999 


ZECH. 0 0 

0408090190 

QA999 


ZECH, 0 0 

0408100126 

GA979 


ZECH, 0 0 

0400140290 

QA999 


2ECH,0 0 

0406140298 

QA999 


ZECH, 0 0 

8406170024 

QA979 


ZECHtO G 

S40B170057 

QA999 


ZECH. 0 G 

0408170105 

QA999 


ZECH. 0 G 

0400200196 

50-400 

8 

ZECH. 0 0 

0400200315 

QA999 


ZECH. 0 G 

0408200351 

0A999 


ZECH. 0 0 

0408210390 

QA999 


ZECH. G G 

0408210399 

50-400 

S 

ZECH, 0 G 

0408220320 

QA999 


ZECH. 0 0 

0408220360 

0A999 


ZECH. G 0 

B4082203B3 

QA999 


ZECH. 0 0 

0408240013 

50-352 

Q 

ZECH, G 0 

0408240125 

QA999 


ZECH, Q, 0 

0400270353 

QA999 


ZECH, G G 

0400260120 

QA999 


ZECH, 0 G 

840B26D215 

50-390 

0 

ZECH, G 0 

0400290201 

QA999 


ZECH. G G 

0406290315 

0A999 


ZECH. L W 

0406230202 

50-273 

G 

ZECH. L W 

0408280427 

50-2B9 

G 

ZEFF. D W 

0408280270* 

70-iaoi 


ZEFF, D W 

0408200277* 

70-1201 


ZEUOIN. L D 

8408130347 

30-323 

C 

ZEUGIN.L D 

8406130347 

30-322 

0 

ZIBULSKY, H 

8406000209* 

50-220 

Q 

ZIDULBKY.H 

g4O02DOO23« 

50-209 

Q 

ZIBULSKY. H 

0400270473* 

30-333 

0 

ZIMMERMAN. J V 

0405160242 

XPORTLIC 


ZIMMERMAN. J V 

0408010136 

XPORTLIC 


ZIMMERMAN. J V 

0408060064 

XPORTLIC 


ZIMMERMAN. J V 

0408060435 

XPORTLIC 


ZIMMERMAN. J V 

0408070175 

XPORTLIC 


ZIMMERMAN. J V 

0408070101 

XPORTLIC 


ZIMMERMAN, J V 

0408070202 

XPORTLIC 


ZIMMERMAN. J V 

0400070206 

XPORTLIC 




PERSONAL AUTHOR tNDEX 
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AUTHOR 


ACCESSION 

NUilBER 

SUBJECT 

CATEGDRV 

ZIKMEPMANi J 

U 

04080 Z0209 

xportlic 


ZIMMERMAN- J 

V 

B40B07O2I4 

KPQRTLIC 


ZIMMERMAN, J 

V 

8400070306 

XPDRTLIC 


ZIMMERMAN, J 

V 

B40B070510 

xpdrtlic 


ZIMMERMAN, J 

V 

0400070312 

XPDRTLIC 


ZIMMERMAN. J 

V 

0408080109 

XPDRTLIC 


ZIMMERMAN, J 

V 

04000001 18 

XPDRTLIC 


ZIMMERMAN, J 

V 

8408000334 

XPDRTLIC 


ZIMMERMAN, J 

V 

0400150112 

XPDRTLIC 


ZIMMERMAN, J 

V 

B4D015O163 

XPDRTLIC 


ZIMMERMAN. J 

V 

B4081S0166 

XPDRTLIC 


ZIMMERMAN, J 

V 

0400150169 

XPDRTLIC 


ZIMMERMAN. J 

V 

B40S1S0246 

XPDRTLIC 


ZIMMERMAN, J 

V 

8408150270 

XPDRTLIC 


ZIMMERMAN, J 

V 

0408150700 

XPDRTLIC 


ZIMMERMAN, J 

V 

8400150 713 

XPORTLIC 


ZIMMERMAN, J 

V 

0400130717 

XPDRTLIC 


ZIMMERMAN, J 

V 

8408170403 

XPDRTLIC 


ZIMMERMAN, J 

V 

0400170411 

XPDRTLIC 


ZIMMERMAN, J 

V 

0400170423 

XPORTLIC 


ZIMMERMAN, J 

V 

0408200150 

XPDRTLIC 


ZIMMERMAN, J 

u 

0400200160 

XPORTLIC 


ZIMMERMAN, J 

V 

8408200 1 89 

XPORTLIC 


ZIMMERMAN, J 

V 

8400200430 

XPORTLIC 


ZIMMERMAN, J 

V 

8400200483 

XPORTLIC 


ZIMMERMAN, J 

V 

8408200396 

XPORTLIC 


ZIMMERMAN. J 

V 

8408220420 

XPORTLIC 


ZIMMERMAN, J 

V 

0400220421 

XPDRTLIC 


ZIMMERMAN, vl 

V 

0408220422 

XPDRTLIC 


ZIMMERMAN, J 

V 

0408220430 

XPDRTLIC 


ZIMMERMAN. J 

V 

0400230316 

XPORTLIC 


ZIMMERMAN, J 

V 

040023031? 

XPORTLIC 


ZIMMERMAN. J 

V 

0400230325 

XPORTLIC 


ZIMMERMAN, J 

V 

8400230330 

XPORTLIC 


ZIMMERMAN, J 

V 

8408230533 

XPORTLIC 


ZIMMERMAN, J 

V 

0400230360 

XPORTLIC 


ZIMMERMAN, J 

V 

0400310001 

XPORTLIC 


ZIMMERMAN, J 

V 

0400310006 

XPORTLIC 


ZIMMERMAN, J 

V 

8408310019 

XPORTLIC 


ZIMMERMAN, J 

V 

0400310178 

XPORTLIC 


ZIMMERMAN, J 

u 

04003103 1 7 

XPDRTLIC 


ZIMMERMAN, J 

V 

B4O031O33O 

XPORTLIC 


ZIMMERMAN, J 

V 

0400310341 

XPORTLIC 


ZIMMERMAN, R 


04O03OO19S* 

50-5S8 

Q 

ZIMMERMAN. S 

R 

0400060 0 74 

50-261 

P 

ZIMMERMAN, S 

R 

0408060 1 92 

50-400 

A 

ZIMMERMAN, a 

R 

0400070 4 07 

PR 


ZIMMERMAN, S 

R 

0400000 271 

50-400 

A 

ZIMMERMAN, 0 

R 

0400000276 

50-324 

P 

ZIMMERMAN, 8 

R 

0408080285 

50-400 

F 

ZIMMERMAN, B 

R 

8400080332 

50-26 1 

P 

ZIMMERMAN, S 

R 

0400000337 

50- 400 

E 

ZIMMERMAN, 8 

R 

840B090309 

50-400 

K 

ZIMMERMAN, B 

R 

8400140336 

50-261 

P 

ZIMMERMAN, B 

R 

8400230221 

50-324 

P 

ZIMMERMAN. S 

R 

8400200199 

50-261 

P 

ZIMMERMAN, 8 

R 

8400280207 

50-400 

A 

ZIMMERMAN. S 

R 

840029001 1 

50-261 

P 

ZIMMERMAN, 8 

R 

0400300243 

50-400 

Q 

ZUKDR, D J 


0408010206* 

50-329 

0 

ZUKOR, D vl 


G40B3 10269 

50-344 

8 

ZUPKQ, J M 


B40B090076 

50-311 

3 

ZUPKO. J M 


B4O013OSBB 

30-311 

8 

ZUPKQ, J M 


0400160276 

50-272 

8 

ZUPKa, J H 


B40B200276 

50-31 1 

R 

ZUPKO. J M 


B40B30034 9 

50-311 

3 

ZUPKQ, J H 


0400300400 

50-311 

0 

ZUPKQ, J U 


04OB23OSO1 

50-272 

8 

ZURAKQWSKI.P R 

B4OBO0O131* 

70-734 


ZURAKQNSKI. F 

‘ n 

040013031 1* 

70-1237 



ZUTQVSKYiL E 
ZWAHR» J E 
ZWAHR. J E 


B40B29034<?hi CONTRACT 
0408220388* 50-443 T 

0400220380* 30-443 T 




CORPORATE SOURCE INDEX 


The subject category column in this Index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50'320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS, These cate- 
gories are defined In Appendix B and listed in the Contents. 


An asterisk following the accession number in this Index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed^ refer to the 
index entitled ''Cross Reference of Enclosures to Principal 
Documents." 


AUTHOR 

affiliation 


AC£ Fodoral Reporter*. Ific 

Aerojet £norg(j Convenlon Co I*ubs of 
Oenerol Tire Rubber Co > 


Agri culture. Dept of 

Agriculture. Dept of. Reseerch Center 
Air and Hater Pollution Patrol 


Alabama Electric Cooperative. Inc 


Alabama Power Co 


Alaska. State of 

Alden Rcsaarcb Laboratory 

Allied Chomieal Carp 


American Insulated Hire Corp 
American Nuclear Corp 


ACCESSION 

NUMBER 

SUBJECT 

CATEODRV 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

840eS70503* 

CONTRACT 





8409310338 

40-4492 


04OB27O3O8# 

CONTRACT 


American 

Nuclear 

Society 

84080 7034 6 

PR 


8408100131 

TOPREP 


American 

Society 

of Mechanical Engineers 

8408000297 

NUREO 








8408280126# 

QA999 


8408140300 

TOPREP 





840B2BO139* 

GA999 


e40ei40304« 

TOPREP 











American 

Society 

of Quality Control 

8400080255 

NUREO 


84081^0486 

80-354 

D 

American 

Society 

of Utility Investors 

840 9290 26 3 

50-289 

T 

840828018? 

50-423 

D 




8408290269* 

50-209 

T 

8408230412 

30-458 

D 

American 

Statistical Association 

8408080008* 

CONTRACT 


B4O023OO24 

50-410 

D 

Amershaa Corp 


8408080332 

XPQRTCrC 


8408010233 

30-352 

0 










Ametek. 

Inc 


84080 30175 

QA999 


8409140430 

50-332 

0 

Anaconda 

Co (subs of Atlantic Richfield 

84082 00288# 

30-SS8 

8 

8408140430 

50-332 

0 

Co ) 






8408140432* 

50-352 

0 

Anaheim. 

CA 


B408090174* 

50-361 

P 

0408140452# 

50-352 

0 

Anchor/Darling Valve Co (sub* of 

8408070094 

QA999 


8408200433 

50-352 

0 

Anchor/Dari mg 

Industries, Inc ) 







Anefco. 

Inc 


8400170070 

71-9192 


8408200442# 

50-332 

0 







8408200447# 

50-352 

0 




0408170204 

71-9192 


8408280334 

50-332 

0 

Ann Riley U Associates 

8408200446 

30-454 

T 

8408240240 

30-352 

0 

Anthony. 

R L 


0408080191 

30-352 

0 

8408080197 

50-348 

M 




04080 90263# 

30-352 

0 







&40B2S0491 

30-332 

0 

B40BOB0197 

50-348 

M 







8408080202 

30-348 

M 




04083 1 0096 

30-332 

0 

8408080202 

50-348 

M 

Argonne National 

Laboratory 

8408020236 

WASTE N(5T 

8408080241 

30-348 

M 




8408020239# 

WASTE MOT 

8408080241 

30-348 

M 




8408080374 

NUREO 








8400100151 

NUREO 


8400060070 

30-348 

F 







8408060070 

30-348 

F 




8400170132# 

30-329 

0 

6408070314 

30-348 

V 




0408170157# 

50-329 

0 

0408070469 

30-348 

F 




8408240322 

NUREO 


840007046? 

30-348 

F 




8408310077 

NUREO 








84083 1 0083 

NURE(9 


8400100036 

30-348 

P 







8400130343 

30-364 

Q 

Arizona Public Service Co 

84080 1 021 S 

30-328 

K 

8408130374 

30-348 

F 




B4D801O219 

30-328 

K 

8408130374 

30-348 

F 




84080 1 0213 

30-328 

K 

84082006 U 

30-348 

R 




8408010346 

30-328 

8 







8406010346 

30-328 

8 

8408210412 

50-364 

P 







8406210417 

30-364 

F 




0408010346 

50-528 

8 

8408230326 

50-340 

F 




0408010377 

50-328 

5 

8408230326 

30-348 

F 




8408010377 

30-520 

9 

8408230390 

30-348 

P 




8400010377 

30-520 

8 







8408010381 

30-520 

9 

840B230396 

50-348 

P 







040823039?# 

50-348 

P 




0408010301 

50-520 

S 

B40B2303??ft 

30-348 

P 




8408010381 

30-520 

8 

8408230313 

50-348 

8 




0408010304 

30-520 

8 

840B2B004B 

30-348 

Q 




8408010384 

30-520 

0 







8408010384 

30-520 

S 

8408280176 

30-348 

Q 







B40B30016? 

50-348 

G 




04OBO1O38S 

30-520 

Q 

8408240026# 

50-382 

0 




8408010388 

30-520 

8 

8400270147# 

50-412 

E 




840BO 10388 

30-520 

8 

8408130240 

40-3392 





840B02C229 

30-529 

8 







840BOSO232 

30-520 

S 

8403130273 

40-3392 








8408170393 

40-3392 





8408020232 

30-520 

9 

8408090002 

aA999 





8408020232 

30-520 

8 

B408270361 

40-4492 





8408030048 

50-520 

8 
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AUTHOR 

ArFJLlATlD'^ 


ACC EBB ION 
NUMDER 


8406030053 

040B030053 

8408030053 

9408030061 

8408030061 

8408030097 

8408030097 

0408030097 

8408030144 

8408030144 

8408030144 

8408030340 

8408030240 

8408030340 

8408030302 

8408030302 

8408030302 

8408060073 

8408060075 

8408060075 

8408060319 

8408080048 

8408060048 

8408080048 

8400080499 

8408080499 

8408080499 

8408080529 

8408080529 

8408080329 

8408090012 

8408090012 

8408090012 

8408100127 

8408100127 

8408100127 

8408130172 

8408130172 

S40B130172 

8408130274 

8400130274 

8408130274 

84081302774 

8408130277* 

0408130277# 

8408130303 

8408130332 

8408130332 

8408130332 

8408130344 

8408130344 

S40B130351 

0408130301 

8408130301 

8408130429 

8408140227 

8408140227 

8408140227 

□408150207 

0408150207 

8408150207 

8408160192 

8408160192 

8408160192 

8408160480 

8408160480 

8408160480 

8408160506 

840B160006 

8408160506 

8400170348 
8400170348 
84081 7034B 
0408170384 
8400200112 

8408200112 

840B200112 

0408200217 

8408200217 

8400200217 

8400200224# 

0408200224# 

0408200224# 

8400200259 

8400200255 


SUBJECT 

CATEGORY 


50-538 8 
SO- 328 S 
50-520 S 
30-529 8 
■iO-329 B 

50-328 F 
30-028 F 
30-528 F 
30-328 A 
50-528 A 

50-528 A 
30-320 S 
50-528 5 
50-328 8 
30-528 8 

50-528 8 
30-320 9 
30-320 K 
50-528 K 
30-338 K 

50-528 A 
50-320 A 
50-328 A 
30-528 A 
90-520 S 

50-528 9 
50-520 8 
50-528 8 
50-528 8 
30-528 B 

50-520 B 
50-528 8 
50-528 8 
50-320 A 
50-528 A 

50-320 A 
50-538 8 
50-528 8 
30-520 a 
30-520 A 

30-520 A 
50-928 A 
50-520 A 
50-528 A 
30-520 A 

50-528 8 
30-520 S 
50-328 8 
90-520 9 
50-528 B 

30-528 8 
50-52ft C 
30-328 E 
50-328 E 
50-529 S 

50-528 A 
30-320 A 
50-528 A 
50-520 A 
50-520 A 

50-328 A 
30-920 S 
50-528 S 
30-328 S 
30-328 8 

30-328 8 
30-928 8 
30-928 S 
50-328 6 
30-528 S 

30-323 A 
30-528 A 
30-928 A 
30-928 9 
30-928 F 

50-328 F 
30-928 F 
30-528 f 
30-528 F 
30-920 F 

50-528 F 
50-528 F 
50-520 F 
50-520 A 
30-528 A 


AUTHOR 

AFFILIATION 


Ariion^i State of 
ArtansBS Powop & Light Co 


ACCESSION 

NUMBER 


8400200253 

8400200205 

8408200297 

8408200297 

8408200297 

8408200322 

8408200322 

8408200322 

0400200599 

0408200399 

0408200399 

8400200600# 

84O022OO71« 

8400220128 

0400220120 

8408220120 

8408220143 

0408220143 

B40B220143 

0408240261 

0408240261 

8408240261 

8408240263# 

B40B240263# 

0408240263# 

8408240289 

0408240289 

04OB24O2B9 

8408270133 

8408270133 

8408270133 

8408270140* 

8408270140* 

8408270140* 

8400270260 

8408270260 

0408270260 

8408280204 

8408280204 

8408280204 

8408280263 

8408280263 

8408280275 

8408260283 

0400280297 

8403280297 

8408280297 

6408280302 

8408280302 

0408280302 

8408280317 

0408280317 

8400280317 

0408280329 

8400280335 

8408280335 

8408200335 

8408280357 

8408280397 

8408280357 

8408070104* 

8408200334* 

8408060187 

8408070483 

8408070489# 

8408080493 

B40B080500 

0408080512 

8408080526 

0408130190 

8408130326 

8408130367 

8408140328 

8400140395 

840814035S 

8408140403 

0400140429 

8408150180 

0400150184* 

9408190317* 

0400170061 

8400170061 

8408200303 

84082X0313 

8408220316* 


SUBJECT 

CATEGORY 


50-928 A 
50-928 S 
90-528 8 

90-528 S 
30-928 S 

50-928 S 
50-920 6 

90-928 S 
50-528 F 
90-528 F 

90-528 F 
50-928 F 
50-928 Q 
50-928 B 
90-928 8 

50-528 8 

50-528 S 
50-528 8 

50-928 8 

90-928 A 

50-520 A 
90-928 A 
90-928 A 
90-928 A 
90-920 A 

50-528 A 
90-928 A 
50-928 A 
50-928 E 
50-928 E 

50-528 E 
90-928 E 
90-928 E 
50-928 E 
50-928 F 

50-920 F 
50-920 F 
50-923 8 

50-528 8 

90-520 8 

50-528 fi 
50-528 S 
50-926 8 

50-928 8 

50-920 8 

50-928 8 

50-526 8 

90-928 S 
90-920 S 
50-928 a 

50-920 8 

50-928 S 
90-928 S 
50-928 8 

90-920 S 

90-528 8 

90-928 S 
30-920 3 

90-928 8 

50-928 8 

CONTRACT 
90-328 F 
50-368 S 
30-313 P 
90-313 P 

50-368 8 

50-368 a 
50-368 6 

50-368 8 

50-313 S 

90-313 S 
30-360 P 
90-368 P 
50-313 P 
90-313 P 

50-313 P 
50-313 P 
50-313 P 
50-313 P 
90-313 Q 

50-313 P 
50-313 P 
50-313 P 
50-313 P 
90-313 P 
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AUTHOR 

apfiliation 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 



04OS23O4O1 

50-313 

F 



8408230417 

30-313 

F 



8408240093 

50-313 

S 



8408240077 

30-360 

3 



8408240080 

90-368 

S 



8400280184 

30-313 

f 



8408200184 

30-313 

F 



8408280180* 

50-313 

F 



8408200188* 

50-313 

F 



8408300134 

90-313 

a 



8408300475 

90-368 

a 



8408300496 

50-368 

s 



8408310231 

50-313 

p 

Armed Farces Rad i t>b i o 1 og 1 ca 1 

Research 

8400090537* 

50-170 

p 

institute 





Armyj Dept of< Corps of Engineers 

0104230479* 

50-329 

0 



8408010182* 

CONTRACT 




8408140144* 

50-329 

A 



840B140144* 

50-329 

A 



8408140232* 

50-329 

A 



8408140319* 

50-329 

A 



S40B1 40367* 

50-329 

A 



8408140937* 

50-329 

A 



8408150019* 

90-329 

A 



8408190015* 

90-329 

A 

Arthur D Little# Inc 


8408010224* 

90-394 

E 

Ashtabula County# OH 


8408140482 

50-440 

0 

Aspen Systems# Inc 


0408230125 

NUREG 


Atlas Foundry it Machine Co 


8408 190592 

71-9147 


Atlas Minerals# Inc 


8408240096 

40-3493 


Atomic Industrial Forum 


8408080303* 

NUR EO 


Auetralia# Govt of 


8408090991* 

CONTRACT 




840Q1 50131 

XPORTLIC 


OIW Cable System*# Inc 


8408230219 

QA999 


Babcock & Wilcox Co 


0408010020 

70-364 




8408020203 

70-824 




84OBO7O309 

90-269 

P 



8408070392* 

50-269 

P 



8408080016 

TOP REP 




8408130434 

70-27 




8400140413* 

90-346 

P 



8408140433* 

50-313 

P 



0408190119 

90-13 

P 



8408190118* 

90-13 

P 



8403150667 

70-364 




8408210387* 

90-330 

P 



840B2 10393* 

90-338 

P 



84CB210463 

70-27 




8408230084 

TOPREP 




8409270121* 

70-27 




8408270159 

70PREP 




0408270258* 

70-27 




8400270274* 

70-27 




3408280270* 

70-1201 




0408280277* 

70-1201 




8400300141 

TOP REP 




8400300194* 

70-824 




8403310039* 

70-27 


Baltimore Gas & Electric Co 


8400070074 

50-317 

Q 



8400070074 

50-317 

Q 



0400070343 

50-317 

F 



8409130402 

PR 




8400150188 

90-317 

S 



8408190399 

90-318 

8 



8408170086 

50-317 

F 



8409170261 

50-317 

F 



9408200492 

90-318 

8 



8408200912 

90-318 

S 



Q40B27O535 

50-317 

R 



8408290298 

90-317 

B 



0408310042 

50-310 

S 

Darrlsi Sott# Denn & Driker 


8408150692* 

90-329 

A 

Basalt Waste Isolation Project 

0408070149 

WASTE MOT 



04080701 93* 

WA8TE MOT 

Battelle Memorial Institute# 

Co 1 umbus 

0408010048# 

CONTRACT 


Laboratorl es 







8408170016 

70-0 




8408220387* 

CONTRACT 


Battelle Memorial Institute# 

Pacific 

840B060409 

90-206 

8 

Northiuest Laboratories 







8408130043 

NUREG 




0408220370 

NUREG 




8400290171 

NUREG 




8408310075 

NUREG 


Bear Creek Uranlun Co 


8408000429 

40-0492 



AUTHOR 

affiliation 


Bechtel Corp 


Dsltuay Limousine Service* Inc 
Qendix Carp 


Berger* D 

□erVshire Medical Center* Pittsfield* MA 

Bishop* Liberman* Cook* Purcell 
Reynnldti 


Oorg-Warner Corp 
Boston Edison Co 




accession 

NUMDEn 


84000200 70* 
840B0300Sa* 
8403030093 
8408030103 
8400030103 

8408030102 

8408030133 

8408030142 

8400030142 

8408030142 

8400070456# 

8408140065* 

8408140071* 

8408140076* 

8408140079* 

8408140314* 

840814O314* 

8408140320* 

8400140326* 

0408140326* 

840B140570* 

0400150566* 

8408150571* 

8408150730* 

8408170343* 

8408270307* 
8408SB0062 
8408000480* 
8-108030197* 
84 0003 026 4* 

8400030268* 

0408030270* 

8408130533* 

8408270253* 

8400270256* 

B408270262* 

8408270264* 

8408270267* 

8408310238 

8408230196* 

0400020060 

8408030001 

0408080162 

0408000162 

8408080413 

0409080413 

8408130093 

0409130305 

8408220331 

0408220331 

0408220336 

0408220347 

8408220367 

8400220367 

8400230187 

8400230187 
8400230257 
8400230319 
0400230319 
84002701 54 

8400280083 

0400200156 

8400280196 

8400280165 

0400280165 

8400280251 

8400280251 

B4O02BO265 

8400310216 

8400190722 

8400020130 

8403020139* 

B4O0O2O142* 

8408020144* 

8400020147* 

840B020149* 
8400030022 
8400030121 
8408060005 
840806000 B* 

8408080303 

8408090114 

8408090248 

6408100008 


SUBJECT 

CATeOGRV 


50-133 P 
50-329 A 
30- 528 K 
50-528 K 
30-928 K 

30-528 K 
QA999 

30-928 K 
30-528 K 
30-528 K 

30-490 A 
30-329 A 
30-329 A 
30-329 A 
50-329 A 

30-332 e 
30-332 e 
30-392 E 
50-352 E 
30-392 E 

50-329 A 
30-329 A 
50-329 A 
50-329 A 
30-394 Q 

50-363 P 
QA999 
CONTRACT 
WASTE MOT 
WASTE MOT 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 

WASTE MOT 
WASTE MOT 
WASTE MOT 
30-389 P 
70-1430 

30-413 G 

SO-416 0 

50-445 0 

30-445 0 

50-445 0 

50-449 Q 
30-449 0 

50-449 0 

30-445 0 

30-445 G 

50-445 G 
30-413 0 

50-445 T 
50-443 T 
30-449 0 

30-443 G 
30-449 0 

50-449 0 

30-445 G 
30-445 0 

90-449 0 

50-449 Q 
30-449 Q 
30-443 G 
30-449 G 

30-449 G 
50-445 G 
30-449 G 
50-443 0 

JfPDRTLlC 

50-293 P 
50-293 P 
50-S93 P 
30-293 P 
50-293 P 

90-293 P 
S0-S93 8 

90-293 P 
90-293 P 
90-293 P 

90-293 R 
50-293 0 

90-293 P 
90-293 Q 



CORPORATE SOURCE INDEX 


author 

AFFILIATION 

ACCESSION 

NUNBER 

SUBJECT 

category 


8408100046 

50-293 

8 


0400 i 00099 

50-293 

0 


840B 140239 

50-293 

P 


8408 14024 5* 

50-293 

P 


8408140250 

90-273 

P 


0400140291 

90-293 

P 


0400140256* 

50-293 

P 


0408150035 

50-293 

Q 


8408150067 

90-293 

P 


0408160033 

90-293 

P 


8400160036* 

90-293 

P 


840 81 60041 

50-293 

P 


0408160045* 

50-293 

P 


8408160094 

50-293 

R 


8408160360 

50-293 

r 


8400160369* 

30-293 

F 


04OB16D374 

50-293 

F 


0400320133 

50-293 

P 


8409200269 

50-293 

F 


S4O83OO190 

90-293 

P 


0408300348 

50-293 

3 

Brookhaven National Labaratorg 

0400010151 

NUREO 



0400010166 

MUR EG 



0408010179 

NUREO 



0408070014 

MUR EG 



8408090200 

50-206 

P 


0400220333 

50-352 

A 


6400220415* 

50-449 

Q 


8408220419* 

90-445 

Q 


8400270070 

WASTE HOT 

Broun h Rooti Inc (sub* of Halliburton 

BA0B070105 

50-449 

T 

Co ) 





9400070273 

50-449 

T 


0400070273 

90-449 

T 


0400080023 

90-449 

T 


0400000023 

90-449 

T 


9408080027 

90-449 

T 


0400080032 

90-449 

T 


0406000032 

90-449 

T 


8408000009 

90-449 

T 


0408000009 

90-449 

T 


0408080297 

90-445 

T 


0406000257 

90-445 

T 


0406220371* 

90-445 

T 


8408220371* 

90-449 

T 


04Ofl22O374» 

90-449 

T 


B40S220374* 

90-449 

T 


6400220380* 

50-445 

T 


0408220390* 

50-449 

T 


8408220301* 

90-449 

T 


0400220301* 

90-449 

T 


8400220305* 

50-449 

T 


0408220305* 

50-44 3 

T 


0408220306* 

50-449 

T 


0400220388* 

50-449 

T 


8400220393* 

50-449 

T 


8408220393* 

50-449 

T 


8400220399* 

90-449 

T 


0400220399* 

90-443 

T 


6400220403* 

90-449 

T 


8408220403* 

90-449 

T 


8408220409* 

90-449 

T 


8408220405* 

50-449 

T 

Broun Boverl Lorp (subs of Braun Bovrri 

0400030069 

QA797 


tt Co « Ltd ) 





8408030165 

QA779 



8408070317 

aA979 



6400220317 

50-245 

B 


8406240259 

QA999 



8408240276 

QA999 


Brun**ilck Co 

8400080219 

XPORTLIC 


Brush Wellmanr Inc. 

8400060300 

40-0722 


Businessmen for the Public Interest 

8406260276 

50-494 

0 


8406000395 

90-494 

0 


8400170290 

90-494 

T 


8408170326* 

90-494 

T 


8400170300 

90-494 

T 


8400170382 

90-494 

0 


6406280194 

90-367 

0 


6400310201 

90-494 

0 

C-E Operating Plants Ouners Group 

6408130349 

TOPREP 



6406160409 

TOPREP 


CEIP Fund> Inc 

6400220350 

PR ^ 


CEPA 

6400 M 0540 

90-392 

Q 

CYONA Energg Servicss 

6400140422* 

PR 



AUTHOR ACCESSION SUBJECT 

affiliatiotj number category 


QA0S2 10426* SO'' a*? P 

Cabot Corp 0^08200363 XPORTLIC 

B40B200566* XPORTLIC 

California Instrumants 0400070171 XPORTLIC 

8400200457 XPORTLIC 

B409a00S37 XPORTLIC 

04OBaoO&4l XPORTLIC 

8400230473 XPORTLIC 

8408230405 XPORTLIC 

8408230493 XPORTLIC 


04OB23O5OO XPORTLIC 

0400230303 XPORTLIC 


Ca 1 If ornla. 

Ufi iv 

of. 

Barkeleg, CA 

0400020211 

ACRS 





B40S3101 54 

PR 


California. 

Uni V 

of* 

Irvine- CA 

0408270091 

50-326 

F 

California. 

Univ 

of. 

Las Angelas* CA 

0400010339 

50-142 

P 





0400190141 

71-522 






84081 50 143* 

71-322 






0400210359 

PR 






0400270142 

90-142 

P 





8400300109 

50-142 

R 





0400310141 

PR 


Ca lifornian 

Uni V 

of* 

Riverside. CA 

0400310134 

PR 


Ca 1 lfornia« 

Univ 

of* 

San Francisco. CA 

0400310154 

PR 


Ca Ilf nrnla* 

Unlv 

of. 

Santa Oarbera. CA 

8400130074* 

30-433 

0 


Campaign for Prosper ogs Oeorpia 8408010233 3D''424 0 

0400010233 30-424 0 

0400010267 30-424 Q 

8400010267 50-424 0 

Cardinal Industrial Products Corp B40B10D124 0A999 

Carolina Environiriental Studg Group 0408070443 30-413 0 

0400200948 50-413 0 

8408310205 50-413 0 

Carolina Power ic Light Co 8406070060 50-389 0 

0407260111 30-324 K 

8407260111 50-324 K 

8407260 112* 30-324 K 

04072601 12» 50-324 K 

8408010295 50-325 8 

8408020012 30-400 A 

0408020054 50-400 0 

8408030034 50-324 F 

0408030034 30-384 F 

0400030040 50-324 F 

0409030040 90-324 F 

B4O0O3OO94 50-261 F 

0409030096 30-261 P 

8408030100a 50-261 P 

640B030162 90-261 P 

0400030234 50-261 P 

0400060074 50-261 P 

0400060000 50-323 8 

04O8O6OI2B 30-325 8 

B40B060192 30-400 A 

8408060 196« 50-400 A 

0408060257 30-400 A 

04OBO6O319 50-261 8 

B40BD70374 50-261 P 

0408070378* 50-261 P 

0400070301 50-400 K 

8408070394* 30-400 K 

0400070407 PR 

0408000217 50-400 0 

0408000232 30-324 P 

8400000271 50-400 A 

0400000276 50-324 P 

8400000276 50-324 P 

8400000285 50-400 F 

8400000332 50-261 P 

0408000337 30-400 E 

8400090018 30-400 S 

0400090031 90-400 8 

0400090066 50-400 0 

0408090131 50-400 8 

8400090291 50-400 8 

8408090390 90-324 S 

0400090432 30-325 8 

04OBO9D5O9 50-4D0 K 

8408100004 90-261 F 

0408100010a 50-261 F 

0408100039 50-324 8 

8400130208 90-400 0 

0408130338 90-324 8 

0408140004 50-400 0 

8400140008 50-400 0 



CORPORATE SOURCE INDEX 


557 


AUTHOR 

AFFIUIATIGN 

ACCESSION 

NUM0ER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8408140014 

50-400 

T 


8408090434* 

30-443 

0 


B408140018* 

30-400 

T 


B4 080904 63* 

30-443 

0 


B40B1400S8 

30-400 

0 


8408090463* 

30-443 

0 


840Sl400B3« 

50-400 

T 


8408090471* 

50-445 

0 


6408140027* 

30-400 

T 


0400090471* 

30-445 

0 


B40ai4003&» 

30-400 

T 


0408090480* 

30-443 

0 


6408140046 

30-400 

0 


B4080904 80* 

30-443 

0 


8408140057 

50-400 

Q 


8408090480* 

30-443 

0 


640814014^ 

50-400 

T 


8408090488* 

50-443 

0 


8408140151* 

50-400 

T 


0408090303* 

30-443 

0 


0408140356 

50-261 

P 


8408090503* 

30-443 

G 


8408160075 

50-325 

8 


0408090512* 

30-443 

0 


0408160129 

50-324 

Q 


8408090512* 

30-443 

0 


0403160133 

30-323 

S 


0408160106 

30-443 

0 


8408160144 

30-261 

R 


0408160106 

50-443 

0 


8408160168 

50-400 

8 


0408160113* 

30-445 

0 


8408160408 

50-400 

S 


8408160113* 

30-443 

0 


8408160416 

30-400 

8 


8408160114 

30-443 

0 


8400160437 

30-400 

6 


840B160114 

30-443 

0 


8408160430 

30-400 

8 


8408160131* 

30-443 

Q 


0408160443 

50-400 

8 


0400160131* 

50-443 

0 


8408170188 

30-261 

S 


0408160141 

50-445 

G 


8408210027 

30-400 

J 


0408160141 

50-445 

Q 


8400210486 

TOPREP 



6408160153* 

50-445 

0 


8408220126 

50-261 

F 


0400160153# 

50-445 

0 


840B220229 

30-261 

P 


8408160138* 

50-443 

0 


0408230093 

30-261 

P 


8408160158* 

50-445 

0 


8408230117 

30-26t 

P 


8406160171 

50-445 

0 


8408230221 

30-324 

P 


0408160171 

50-449 

0 


0408240095* 

30-261 

a 


8408160178* 

90-445 

0 


0408240227 

50-324 

6 


8408160178* 

50-445 

0 


0400270431* 

50-324 

0 


04081 60 1&7* 

90-445 

Q 


8408270521* 

50-261 

Q 


0408160107* 

50-449 

Q 


840B280035* 

30-261 

Q 


0408200603 

50-443 

G 


0408200133 

50-261 

Q 


0408230173 

90-445 

6 


840B2B0166 

30-324 

0 


0408240244 

90-449 

0 


8408280166 

50-324 

0 


0408240247 

50-449 

T 


0408260186 

30-400 

0 


0408240247 

50-449 

T 


8408280199 

50-261 

P 


0408240246* 

90-445 

T 


8408280207 

30-400 

A 


840824024B* 

50-445 

T 


6408260235 

30-324 

F 


0408280136 

50-445 

6 


6406280460* 

30-400 

Q 


B4OB2B0136 

90-449 

G 


8406260465* 

50-400 

0 


0406280141* 

90-443 

G 


8408280469* 

30-400 

0 


0408280141* 

90-449 

0 


8408290011 

30-261 

p 


0408280146* 

50-449 

0 


8408290025* 

30-261 

0 


0408290319 

90-449 

0 


8408290028* 

50-261 

Q 


0408310102 

90-449 

G 


8408300243 

30-400 

Q 


0408310102 

50-449 

0 


8408300312 

30-323 

8 


0400310105* 

90-449 

G 


8408300330* 

30-400 

0 


0408310105* 

90-449 

G 

Center for Lau) in the Public Interest 

8400060046 

30-273 

0 

Citizens for Safe Energy 

0408310106 

50-382 

0 


8400060046 

30-275 

0 

Citizens for an Orderly Energy Policy, 

8408220301 

50-322 

0 


8408060217 

30-273 

0 

Inc 





8400060217 

30-273 

0 

City College of New York 

0408020021 

50-322 

T 


0408 130389 

30-273 

0 


0408310194* 

50-434 

T 





Clark, R 0 

0408310006* 

CONTRACT 



0408130309 

30-273 

0 






0408140464 

30-273 

0 

Clermont County, OH 

04OBO6OO17* 

CONTRACT 



8408140464 

30-273 

G 

Cleveland Electric Illuminating Co 

0408010214 

50-440 

G 


8400310210 

30-273 

G 


0408010214 

50-440 

G 

Central loua Pouer Cooperative 

8400210268* 

30-331 

I 


0408010217* 

50-440 

G 






0408010217* 

50-440 

G 

Chattanooga State Technical Community 

0408080064* 

CONTRACT 






College^ Chattanoogar TN 





0408020110 

50-440 

I 

Chem’'Noc lear Systems^ Inc 

8400170021 

71-6244 



0408020110 

50-440 

I 


8400170023* 

71-6244 



0408030149 

50-440 

A 

Chemical Uaste Hanagementi Inc 

6400210549* 

30-171 

R 


0408070104 

50-440 

A 

Chicago Fluid Power Co 

8408210290 

30-282 

8 


0408090146 

50-440 

8 

Chicago* Urtiv of* Chicago, tL 

0408310194* 

50-434 

T 


0408090140 

50-440 

8 

Christie Institute 

0408060201 

30-269 

0 


0408090261 

30-440 

8 


0408060224* 

30-289 

0 


0408130393 

50-440 

8 

Christy, W 

0400070382 

30-289 

0 


04081 30467 

50-440 

G 


8400070406 

50-289 

G 


0408220490 

50-440 

8 


8400140479 

30-209 

0 


0408220502 

50-440 

8 

Cincinnati Oas 8, Electric Co 

8408070461 

30-358 

0 


0408270320 

50-440 

F 

Citizens Against Nuclear Power 

8408100110 

50-293 

p 


0408280131* 

50-440 

Q 

Citizens Association for Sound Energy 

8408090200 

30-443 

0 


0408280131* 

50-440 

G 


8408090200 

50-443 

0 


0408300054 

30-440 

S 


8408090206# 

30-445 

0 

Coalition for Responsible Energy 

0408270350 

PR 



8408090206* 

30-443 

0 

Education 





8400090408 

50-445 

0 

Coffey County, KS 

B40B02D117* 

30-482 

F 


6408090408 

50-445 

0 

Cohen, D A HO 

0408140377 

PR 



8408090420* 

30-443 

0 

Colorado, State of 

0408230253 

State Prog 






0408230299 

State Prog 


8408090420* 

30-445 

0 






8406090426* 

50-443 

0 

Colt Industries, Inc 

0408200307 

50-352 

8 


8408090426* 

50-445 

0 

Combustion Engineering, Inc 

0408010247* 

50-361 

P 


8408090434* 

30-443 

0 


0408010256* 

50-361 

P 



CORPORATE SOURCE INDEX 


eanograph I c 


ACCESSION 

riuriBER 


8408020031 
8408020205 
B408020207« 
84081 00 1 37 » 
B408 140230 

8408140390 

8408210183 

B408210190# 

S40B2101?7« 

8408270412* 

0408270412* 
84082704 1 6* 
B40B27Q416* 
8408270418* 
e40B2704l6» 

Q40B310368* 
►< 8400160454 

8400230506* 

8408290005 

0408070386 

8408070474 

0408310152 

0405250241 

0407100002 

0408010165 

8408010165 

8400010171* 

8408010171* 

8408030252* 

0408060042 

8408060055 

8408060063 

8408060065 

0408060071 

8408060085 

8408060085 

8408060100 

0400060101* 

0408060101* 

0400060107 

0400060108 

0408060136 

0400060144 

04OBO6D14S 

8408060145 

0400060153* 

8408060153* 

0400060160 

0400060203 

0400060207 

0408060227 

0408060251 

8400060255 

8408060276 

8408060276 

0408060200* 

8408060280* 

8408060203 

8408060290 

8408060293 

0400070212* 

8408070239 

8400070239 

8408070240 

8408070240 

8408070391 

8408070490 

8400060198 

8408000190 

8400080190 

9408000190 

8408000190 

8408080205* 

8400080205* 

8400000205* 

8408000205* 

84080B0205* 

0408090047 

8408090052 

8408090151 

8400090324 

0400090326 

8400090404 

8400100015 


SUBJECT 

CATEGORY 


50-317 P 

70-36 

70-36 

50-520 A 
50-470 B 

50-470 A 
70-36 
70-36 
70-36 
50-361 P 

50-361 P 
SO-361 P 
50-361 P 
50-361 P 
50-361 P 

CONTRACT 
50-354 D 

CONTRACT 
50-354 D 
50-142 0 

50-142 G 
50-142 P 
50-454 G 
50-456 S 
50-295 F 

50-295 F 
50-299 F 
50-295 F 
50-10 Q 
50-374 a 

50-373 a 
90-373 B 
90-294 0 

50-249 P 
50-373 0 

50-373 Q 
50-237 a 
50-373 F 
90-373 F 
50-374 S 

50-254 Q 
50-454 A 
50-374 P 
50-373 P 
50-373 P 

50-373 P 
50-373 P 
30-374 P 
50-237 S 
50-373 8 

50-374 S 
50-269 8 

50-373 3 

90-237 P 
50-237 P 

50-237 P 
90-237 P 
50-374 S 
90-304 B 
50-237 8 

50-454 Q 
50-293 F 
30-293 F 
30-293 F 
30-293 F 

30-374 a 
30-374 S 
30-454 F 
30-434 F 
30-454 F 

30-434 F 
30-434 F 
90-434 F 
50-434 F 
30-434 F 

30-494 F 
30-434 F 
50-304 B 
30-237 8 

50-237 B 

30-373 B 
30-304 B 
30-295 S 
30-295 P 


AUTHOR 
AF* I LI ATI ON 


ACCESSION 

NUMBER 


8408100040* 

8408100119 * 

8408130108* 

B40SJ30108* 

0408130146 

0408130231 

0408130231 

8408130231 

8400130231 

8400130231 

8400130271 

8400130271 

8408130330 

8408130403 

0408130409 

0408130413* 

0408130413 

0408130436 

0408130604 

0408140026 

0400140020 

9400140034* 

0400140034* 

8400140030* 

0408140030* 

0408140139 

0408140139 

0408140139 

0408140139 

0400140139 

8400140169* 
8400140179 
0400140179 
0400 140100* 
0408140190* 

B4081 40234 

0400140234 

8400140241* 

8400140317 

0409140323 

0408140323 

0408140369 

0400140371 

8400140371 

0409140371 

8408140371 

0409140372 

0408140372 

0408140372 

0400140372 

0408140372 

0408140372 

0400140372 

0400140300 

9400140390 

0409140300 

8400140300 

8408140300 

8408140386 

8409140386 

8408140389* 

0408140389* 

0409140309* 

8400140309* 

8408140309* 

9408140397 

0408140409 

0400140420 

8400140420 

0400130090 

0400130090 

0400190098 

0400130098 

0400130098 

9409130098 

8408150098 
8400190090 
8408130098 
0408130099 
04081 9009B 

0408130098 

8400190098 

0400190113 

8408160122 

6408160122 


SUBJECT 

CATEGORY 


30-494 T 
30-436 Q 
90-434 0 
30-434 O 
50-249 B 

30-494 8 
30-434 S 
30-434 5 
30-434 S 
90-434 6 

30-237 R 
30-237 R 
30-237 B 
30-304 0 
30-434 □ 

30-10 F 
30-434 O 
50-304 5 
30-293 9 
50-436 Q 

50-436 0 
30-496 O 
90-436 0 
30-436 0 
30-496 0 

30-237 F 
30-237 F 
50-837 F 
30-237 F 
30-237 F 

90-374 Q 
30-373 F 
90-373 F 
90-374 Q 
90-374 0 

90-494 F 
30-494 F 
90-494 Q 
90-294 P 
30-373 P 

90-373 P 
90-294 F 
90-494 E 
30-494 E 
90-434 £ 

90-494 E 
50-237 V 
90-237 V 
30-237 V 
90-237 V 

30-237 V 
30-237 V 
90-237 V 
90-494 A 
90-494 A 

90-434 A 
30-494 A 
30-494 A 
90-496 A 
90-436 A 

30-237 U 
90-237 V 
90-237 V 
90-237 V 
90-837 U 

50-237 F 
50-374 P 
90-299 F 
90-899 F 
30-237 Q 

90-237 Q 
90-237 Q 
50-237 Q 
90-237 Q 
90-237 Q 

50-237 Q 
90-237 Q 
90-237 0 
90-237 Q 
30-237 Q 

90-237 Q 
90-237 0 
90-237 P 
90-899 R 
90-899 R 



CORPORATE SOURCE INDEX 


AUTHOR 

APriuiATIOV 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 


AUTHOR 

AFriLlATiDN 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

640Bl&Ot4O 

50-373 

R 




B4DB2402I8 

30-237 

S 

84081601 AO 

90-373 

R 




6403570087 

50-295 

Q 

8403160145* 

50-10 

Q 




04082701 13 

50-454 

A 

8408160150 

50-295 

S 




84082701 14 

90-237 

P 

8408160343 

50-237 

P 




84082701 14 

30-237 

P 

8408160345 

90-237 

P 




B40B2701 14 

50-237 

P 

8408160343 

90-237 

P 




84082701 19 

50-454 

A 

8408160364 

50-373 

P 




8408270110 

30-454 

A 

8408160364 

50-373 

P 




8408270163 

50-434 

Q 

8408160387 

30-373 

P 




8408270172* 

50-434 

Q 

8403160307 

50-373 

P 




8408970204 

90-434 

E 

3408160415 

30-454 

A 




8406270218 

30-454 

F 

04031 6041 S 

50-454 

A 




8408270218 

30-454 

F 

3403170069 

50-494 

A 




B4D8270265 

50-434 

E 

8403170398 

90-299 

F 




B40027035B 

30-373 

r 

8408170393 

50-293 

F 




8408270362* 

30-373 

F 

8403170399* 

90-295 

F 




0408270372 

50-295 

p 

3403 170399* 

50-295 

F 




8403270373 

30-454 

E 

3408200353 

50-373 

S 




840B270373 

50-454 

E 

8400500331 

50-237 

Q 




B40B270373 

90-454 

E 

8408500331 

90-237 

a 




0408270499 

50-249 

B 

8408200331 

90-237 

Q 




8403280119 

90-295 

P 

8408200331 

90-237 

0 




8408260274 

50-454 

Q 

8408500331 

50-237 

Q 




□403290038 

50-10 

J 

8408200331 

90-237 

0 




8403300044 

30-496 

S 

8408200331 

90-237 

Q 




8408300044 

90-456 

s 

Q40B200331 

90-237 

Q 




8408300093 

50-494 

K 

8408200331 

90-237 

0 




8408300093 

90-494 

K 

8408200331 

90-237 

0 




8408300033 

30-494 

K 

8408200331 

90-237 

Q 




8403300093 

30-454 

K 

8403200331 

90-237 

Q 




8403300093 

30-494 

K 

8408200331 

90-237 

0 




0408300093 

90-299 

S 

8408200458* 

90-494 

T 




0408300136 

50-299 

R 

8408200458* 

30-494 

T 




8408300214 

30-496 

S 

B408200S01 

90-10 

8 




840330021 4 

90-496 

e 

8408200919 

90-249 

8 




8408300299 

50-254 

R 

8408500526 

90-373 

S 




84QB300299 

30-294 

R 

0408200947 

90-304 

8 




0400300308* 

90-294 

R 

8408210068 

90-294 

n 




8408300329* 

50-294 

R 

8408210068 

30-294 

R 




8405300336* 

50-254 

R 

8408210104 

90-249 

s 




8403300368 

90-10 

R 

8408210203* 

90-374 

Q 




0408300388 

50-373 

R 

8408210336 

90-494 

0 




840Q300380 

50-373 

R 

8408210336 

90-494 

0 




8408300393* 

90-373 

R 

0400210344* 

90-494 

0 




840Q300908 

90-373 

R 

3400210344* 

90-494 

0 




□408300503 

30-373 

R 

8408210350* 

50-496 

0 




G40B300913* 

50-373 

R 

0408210358* 

90-496 

0 




8408300916* 

30-373 

R 

8408220079 

90-454 

0 




8406310047 

90-373 

5 

8408220079 

50-494 

0 




8408310093 

90-374 

8 

B40B220D79 

90-454 

Q 




0400310063 

50-237 

3 

8408220079 

30-494 

a 




8409310067 

90-237 

a 

8408220079 

90-494 

0 




8408310071 

50-249 

a 

8408220086 

50-299 

0 




840 83101 19 

90-304 

p 

8408220106 

50-494 

F 




8408310163 

90-494 

A 

8408220106 

90-494 

F 




G40Q310169 

90-299 

F 

6408220112* 

90-494 

F 




0408310200 

50-295 

P 

8408220239 

90-494 

A 




B40 831 0202 

90-299 

P 

8408550239 

90-494 

A 




8408310203 

30-294 

P 

8408220239 

90-494 

A 




8408310203 

30-254 

P 

8408220239 

90-494 

A 




Q40B310206* 

90-254 

P 

8408220239 

90-494 

A 




8408310206* 

90-254 

P 

3408220306 

90-494 

E 




B408310211 

30-237 

P 

8408220306 

50-494 

E 




840031021 1 

90-237 

P 

8408220306 

90-494 

E 




8408310226 

90-454 

E 

8408220306 

90-494 

E 




8403310226 

90-494 

E 

8408220306 

90-494 

E 




8406310233 

90-373 

F 

8408220368 

90-494 

A 

ConcQrned Cttliens of Louisa Countui VA 

8408010290 

30-338 

C 

8408220368 

90-434 

A 

ConFoder^ied 

Tribes of Unatl 1 la 

Indian 

8408010114 

WASTE MOT 

8408230270 

30-294 

F 

RsservatiDn 









Connecticut 

Yanlee Atonic Pouer 

Co 

B40B070321 

90-213 

H 

8408230283 

90-10 

F 







8408230435 

30-294 

R 




8408090180 

50-213 

Q 

8408230435 

50-294 

R 




8408 1 DD063 

90-213 

P 

8408230496 

90-294 

8 




8408100116 

90-213 

Q 

0408230514 

90-293 

8 




8403160326 

80-213 

F 







8408210480 

90-213 

Q 

8408230924 

90-374 

8 







8408230933 

90-374 

8 




8408220222 

50-213 

0 

8400240042 

90-299 

8 




8408230482 

50-213 

S 

8408240044 

90-374 

8 




8408290298 

90-213 

P 

8408240139 

90-434 

F 




8408300139 

50-213 

P 







84083 10 107 

90-213 

G 

840B240L39 

90-494 

F 







8408240173 

90-494 

F 




8408310107 

50-213 

F 

8408240173 

30-494 

F 




840B3101B7 

50-213 

F 

8408540179 

90-374 

6 

Conner Wetterhahn 


B40B0 10246 

90-354 

0 

8408240196 

90-494 

Q 




8408010299 

90-392 

0 


559 



S60 


CORPORATE SOURCE INDEX 


AUTHCH 
Arr [liaticn 


Conservation Council of North Carolina 
Consolidated Edison Co of New Vorlti Inc 


Cans tr n't t ion Technoiogij Laboratories 
Consumors Power Co 


ACCESSION 

NUJ10ER 


B408060053 

3400060053 

3406060182 

8408060182 

840B060228 

8403060228 

8403070287 

84030702B7 

8403070291# 

8408070291# 

0408070350 

840B070350 

8408070363 

3408070363 

8408070372 

0408070372 

6408070412 

B40B070412 

8403070429 

8408070489 

9408070444 

8403070444 

8408070461 

8408070493 

8408070493 

8408080019 

0408080389 

B40B080399 

8408080399 

8408030404 

8403080404 

8408130398 

8408150367 

8408150477 

0408240236 

8408240236 

8408240241 

8408240241 

840G24O2S4 

340824Q2S4 

8408240256 

8408240256 

3408280223 

3408280388 

3408280443 

8408310223 

8408090455 

8403020138 

8408060349 

8408060349 

3408070114 

8408070421 

8408070425 

8408130211 

8408130325 

8408130388# 

8408140493 

8408140493 

8408150121 

8408150121 

8408150125# 
8408170270 
840B1 70270 
8400200309 
8408200539 

0403210002 
84082202 14 
8403240164 
8408290279 
6408150699# 

3403010147# 

8408010149# 

0408010163# 

8408010260 

B408010263# 

8408010269# 

3408020014 

8408020014 

0408020015 

8408020015 

8408020106 
8408020122# 
6408030064# 
3408030109 
34030301 13# 


SUBJECT 

CATEOOnV 


50'352 G 
50-352 G 
50-332 0 
50-352 0 
50-352 G 

50-352 0 
50-352 O 
50-332 Q 
30-352 Q 
30-332 0 

50-332 0 
30-352 G 
50-352 0 
30-352 G 
50-352 0 

50-352 0 
30-352 G 
50-352 O 
50-352 O 
30-352 0 

50-352 0 
30-352 0 
30-358 0 
30-352 0 
50-352 0 

30-354 8 
50-354 0 
50-352 0 
50-352 G 
50-332 0 

50-352 0 
PH 

30-352 0 
50-332 0 
30-332 O 

30-332 0 
50-332 O 
50-352 0 
50-352 T 
SQ-3S2 T 

50-332 0 
50-352 0 
50-354 G 
50-352 0 
50-334 0 

50-352 0 
50-400 0 
30-247 P 
50-3 F 
50-3 F 

50-247 F 
50-247 F 
50-247 O 
30-247 P 
50-247 F 

30-247 0 
50-247 0 
50-247 0 
30-3 F 
30-3 F 

30-3 F 
30-247 0 
30-247 0 
50-247 Q 
30-247 8 

30-247 F 
30-247 9 
30-247 P 
30-247 Q 
50-329 A 

30-329 0 
50-329 A 
30-329 0 
50-155 0 
50-135 G 

50-133 0 
30-329 A 
50-329 A 
50-329 A 
50-329 A 

NUREO 

50-329 A 
30-329 A 
50-135 P 
30-153 P 


AUTHOR 

affiliation 


accession subject 

HUMBER CATEGORY 


8408030116# 

8408030130 

8408030151# 

8408030152# 

8408060115# 

8408060263 

8408070180# 

8408070183 

8408070183 

8408070227 

8408070227 

8408070431 

8408070435 

0408070430# 

0408070441# 

8408080224 

8408080331 

0408090032 

8408090166 

8408090171# 

8408090204 

8408090284 

8408090327# 

8408090378 

8408100134 

8408100138* 

8408130227# 

8408130227# 

8408130255# 

8408130255* 

8408130290* 

8400130348* 

8400130353 

8400130376* 

8400140031* 

8400140050* 

8400140055* 

8400140069* 

8408140263# 

8408140295 

8400140388 

8408140553# 

8408140562* 

8408140573* 

8408150577# 

8408150577# 

8408150586* 

8408150608# 

8408150635# 

8403150644# 

8408150644* 

8400150651# 

8408150652# 

8400150662* 

8400150669* 

8408150672# 

8408150672# 

8408150685# 

8408150712* 

8408150712# 

8408150716* 

8408150718* 

8408150718* 

8408150735# 

8408150738# 

8408150749# 

8408160181 

8408160255 

8408160279 

8408170081# 

8408170102* 

8408170187# 

0400170195* 

8400170279* 

8408170358# 

8403170364 

8403170365* 

8408170367# 

8403170367# 

8408170372# 

8400170374* 

8408170374# 

8400170377# 

8400170377# 

8408210287 


50-155 P 
50-255 P 
50-255 P 
50-255 P 
50-155 Q 

50-255 9 
30-329 A 
50-329 0 
30-329 Q 
50-329 Q 

50-329 Q 
30-255 P 
50-253 F 
50-253 P 
50-255 F 

30-155 G 
30-235 P 
50-323 8 
30-133 P 
30-153 P 

50-329 S 
50-329 3 
30-155 P 
50-233 8 
30-235 P 

50-255 P 
50-329 A 
30-329 A 
30-329 A 
50-329 A 

50-329 A 
50-329 A 
50-253 F 
30-155 F 
50-400 T 

50-329 A 
50-329 A 
50-329 A 
50-329 A 
30-253 F 

30-255 P 
30-329 A 
30-329 A 
30-329 A 
50-329 A 

50-329 A 
50-329 A 
50-329 A 
50-329 A 
50-329 0 

30-329 G 
50-329 A 
30-329 A 
50-329 A 
50-329 G 

50-329 Q 
50-329 G 
50-329 A 
50-329 A 
30-329 A 

50-329 A 
50-329 A 
30-329 A 
50-329 A 
50-329 A 

50-329 A 
50-155 P 
50-255 R 
30-235 a 
50-329 A 

50-329 A 
50-329 A 
30-329 A 
50-329 A 
50-329 A 

50-255 F 
50-329 A 
50-329 A 
50-329 A 
50-329 A 

50-329 K 
50-329 K 
50-329 A 
50-329 A 
50-155 P 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Conta Inmont Issues Ouncrs Group 


CorSTAR Researchi Inc 
Corn Belt; Pouer Cftaperatkve 
Covington Burling 


Crauforil Fitting Co 
Crearot Inc 

Critical Mass Energy Project 
Crystal River. FL 
Dairyiand Pouer Cooperative 


Dames t* Moore 


Data Consultants. Inc 

Dauphin County. PA 
Dayton X-Ray Co 


OeKalb Area Alliance for Responsible 
Energy 


Dal-Aware Unlimited. Inc 


Delauare Solid Waste Authority 
Delaware. State of 
Detroit Edison Co 


ACCESSION 

NUMBER 

sudject 

CATEGORY 

B40BS 10434* 

30-329 

E 

8405210490 

30-133 

F 

8408320039* 

50-329 

Q 

8408220039* 

50-329 

Q 

84062:30201 

30-235 

P 

0408230239 

30-155 

S 

8408240161 

30-233 

P 

8408270127 

30-235 

s 

8408270130 

30-233 

8 

8400270281* 

50-233 

a 

0400270330* 

50-329 

0 

8408270392* 

30-155 

a 

8408280003* 

30-233 

a 

8408290067 

30-135 

s 

8408290231 

50-133 

a 

8408300096 

50- 1 33 

s 

8400310034 

50-329 

8 

8408310034 

50-329 

S 

8408310036 

50-255 

s 

8408310039 

50-253 

a 

8408310161 

30-235 

Q 

8408310163* 

50-233 

Q 

840B310239 

50-329 

S 

0408310239 

50-329 

a 

04OB2 10376 

toprep 


8408210382* 

tdprep 


8408240291 

WASTE HANA 

8408210272* 

50-331 

1 

8408070482 

40-2061 


8408080233 

40-2061 


8408240313 

50-327 

B 

8408210382* 

TOPREP 


0408030282* 

MISC 


8408200606* 

contract 


0408060004 

50-409 

0 

8408140287 

50-409 

P 

8408130212 

50-409 

P 

8408160186 

50-409 

8 

8408160309 

50-409 

S 

8408210333 

50-409 

F 

8408220103 

50-409 

F 

8408220170 

50-409 

R 

8406270080 

50-409 

P 

0408270294* 

30-409 

Q 

0408310176 

50-409 

P 

0408310179* 

50-409 

P 

8408060282 

WASTE MOT 

0408090092* 

50-423 

A 

0408150149* 

WASTE MOT 

8408270376* 

CONTRACT 


8408140449 

50-219 

0 

8408130122 

71-6717 


0408130122 

71-6717 


0408130122 

71-6717 


0408130607 

71-6717 


8408 130607 

71-6717 


8408130607 

71-6717 


8408010177 

50-434 

0 

84DBD10177 

30-434 

0 

0408010181 

30-434 

0 

84080 101 B1 

30-434 

0 

8408080390 

30-434 

0 

8408170319 

30-454 

T 

84000 10223 

50-332 

0 

6408010223 

50-332 

0 

8408010228* 

50-332 

0 

840BD1022B* 

30-352 

G 

8400010248 

30-332 

0 

0408090226 

30-552 

0 

0408090233* 

30-832 

G 

8408130368 

30-532 

0 

8408140484 

30-532 

0 

8408100003 

30-334 

K 

B4O0O7O2B4 

30-354 

H 

8406010037 

30-341 

A 

8408010216 

30-541 

E 

8408020029 

30-341 

K 

8408060082 

30-341 

Q 

8408070336* 

30-341 

Q 

0408070440 

50-341 

A 

840808029? 

30-541 

F 

0408000302* 

30-341 

F 

04O8OBO3OS 

30-341 

F 

8408080311 

30-341 

8 


author 

affiliation 


Detroit. MI 
Ooliertyi J F 

Domus Design Studios, tnc 

Dan L Warneri Inc 

Daugherty. J 0 
Dr W J Hall 
Duke Power Co 


ACCESSION 

number 

SUBJECT 

CATEGORY 

B4DBDQ0S16 

30-341 

8 

8408090033 

30-341 

5 

8408090062 

30-341 

8 

0408090071 

50-341 

8 

8408130163* 

50-341 

0 

8408140016 

SO-341 

S 

8408160444 

50-341 

s 

8408160474 

50-341 

A 

0408210079 

50-341 

A 

B4D82 10083* 

50-341 

A 

840B220L85 

SO- 341 

8 

0408230175 

SO-341 

S 

0408220193 

50-341 

5 

0408220209 

50-341 

S 

B 408230274 

30-341 

F 

8408230296 

50-341 

E 

8408230301* 

50-341 

E 

8408230389 

50-341 

F 

6408230391* 

50-341 

F 

B40S27O352* 

50-341 

a 

8408300043 

50-341 

s 

840B3D0061 

50-541 

8 

8409300069 

50-341 

8 

8408300209 

50-341 

S 

8400300216 

50-341 

8 

0408300223 

30-341 

3 

8408300251 

30-541 

8 

84 08300237 

50-341 

3 

8408310 18B 

30-341 

F 

8408310191* 

50-341 

F 

0408220343 

PR 


B40B140419 

PR 


8400220400* 

CONTRACT 


8400220404* 

contract 


0408020161 

40-8027 


8408010250 

50-338 

G 

8408140194* 

50-206 

P 

0403290062 

50-206 

8 

8403290062 

50-206 

8 

8403290062 

50-206 

8 

8403290179 

50-206 

3 

8403290179 

50-206 

8 

8403290179 

50-206 

8 

0408020060 

50-413 

G 

8408020060 

50-413 

G 

8408020066* 

50-413 

0 

8408020066* 

50-413 

0 

6408030150 

50-369 

P 

0400030130 

50-369 

f 

8408050153* 

50-369 

P 

8408030153* 

50-369 

P 

8408060053 

50-413 

0 

8408060033 

30-413 

0 

8408060030 

50-206 

s 

0408060072 

50-413 

A 

840BD60097 

50-413 

P 

0408060102 

50-206 

0 

8408060102 

50-206 

s 

8400060102 

50-206 

8 

8408060104* 

50-413 

P 

8408060117 

50-413 

P 

8408060119* 

50-413 

P 

0408060524 

50-206 

a 

8408060524 

50-206 

8 

8408070265 

50-413 

P 

8408070263 

50-413 

P 

8400070298 

50-369 

F 

8408070322 

50-413 

F 

8408070331 

50-413 

F 

8408070351 

50-413 

F 

8408070443 

50-413 

9 

8408070443 

50-413 

8 

8408070468 

50-369 

P 

8408070487 

50-413 

F 

940808 0273 

50-413 

E 

6408080375 

50-413 

E 

8408080539 

50-413 

0 

6408080339 

50-413 

G 

B40B090007 

50-413 

F 

8408090007 

60-413 

F 

8408090274 

50-370 

S 

8400090278 

50-413 

B 

84QB09027B 

50-413 

8 

6408130169 

50-369 

P 

6408140105 

50-413 

0 



S62 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFiLIATiCM 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 



number 

cateodry 

AFFILIATION 

NUMBER 

CATEGORY 

0408 HO 103 

50-413 

C 


9400270259* 

50-369 

Q 

04081401 10» 

30-413 

0 


0408270339 

30-269 

p 

B40G140110# 

30-413 

0 


04OB27O339 

30-269 

p 

B40BI40115* 

30-413 

0 


B40B270339 

90-269 

P 

6408140115* 

30-413 

G 


B40B27034S* 

50-269 

P 

B40B 140430 

50-413 

P 


0408270343* 

50-269 

P 

8408 140430 

30-413 

P 


0408270343* 

30-269 

P 

8408150221 

50-369 

S 


8400270391 

30-413 

Q 

8408 1 50326 

30-269 

F 


0408270391 

30-413 

Q 

8409150335* 

30-267 

F 


04OS28O2O3 

30-413 

T 

8408160050 

30-369 

P 


8408200230 

50-369 

Q 

840B160121 

50-413 

0 


0408200234 

90-369 

Q 

840816015V 

50-413 

S 


0408200234 

30-369 

Q 

8400160174 

50-369 

P 


0408280241 

90-269 

Q 

8408160174 

50-369 

P 


840B2802B1 

90-413 

P 

8408160193 

50-413 

8 


8400280372 

90-413 

F 

8408 1 601 B3 

50-413 

8 


04OB20D372 

30-413 

F 

84081603V4 

50-206 

0 


0400280377* 

50-413 

F 

8400160394 

50-206 

S 


8400280377* 

90-413 

F 

8408160394 

50-206 

B 


8400280389 

90-369 

8 

8408160393 

50-206 

B 


8408280476* 

90-269 

Q 

8408160393 

50-206 

B 


8408290094 

30-370 

a 

8408160393 

30-206 

a 


8400270179 

30-206 

8 

8408160417 

50-269 

a 


8408300014 

30-269 

F 

8408160429 

30-413 

s 


B4O03OOO14 

90-269 

F 

8408160429 

50-413 

s 


S40B300014 

30-269 

F 

8408160468 

30-413 

a 


8408300014 

50-269 

F 

8408160317 

30-413 

a 


8408300014 

50-269 

F 

8408160517 

50-413 

a 


8408300014 

50-269 

F 

8400170329 

30-269 

F 


8400300014 

30-269 

F 

8408170329 

30-269 

F 


8408300021* 

50-269 

F 

8408170329 

30-269 

F 


8408300021* 

50-269 

F 

8400200059 

30-269 

P 


8408300021* 

50-269 

F 

8408200039 

50-269 

P 


8408300021* 

50-269 

F 

8400200059 

30-269 

P 


8408300021* 

50-269 

F 

8408200069* 

30-269 

P 


B408300021* 

30-269 

F 

8408200069* 

50-269 

P 


8400300021* 

90-269 

F 

8408200069* 

30-269 

P 


B40B300021* 

50-269 

F 

8408200100 

50-369 

F 


B40B300D2B* 

50-269 

F 

8408200149 

30-269 

P 


0408300028* 

30-269 

F 

D40B200149 

50-269 

P 


8408300020* 

50-269 

F 

8400200149 

30-269 

P 


8408300028* 

50-269 

F 

8408200153* 

30-269 

P 


8408300028* 

50-269 

F 

6408200155* 

30-269 

P 


8408300028* 

50-269 

F 

8408200155* 

30-269 

P 


8408300028* 

30-269 

F 

8408210362 

30-413 

P 


8408300028* 

50-269 

F 

8408210365 

30-413 

P 


8408300406 

30-413 

R 

0408210365 

30-413 

P 


8408300497 

50-287 

6 

8408210396 

30-369 

P 


B40B300S01 

50-413 

8 

8408220091 

30-269 

F 


840830030? 

50-370 

R 

8408220201 

30-269 

K 


8408310121 

50-269 

F 

8408220201 

30-267 

K 

Duquoane Light Co 

8408010134 

50-412 

F 

8408220201 

50-269 

K 


8408010196* 

30-412 

F 

8408220208* 

30-267 

K 


8408020011 

30-412 

E 

8408220208* 

30-269 

K 


8400020019 

50-412 

E 

D40B220208* 

50-269 

K 


8400060239 

50-412 

e 

040 D2 202 92 

30-269 

P 


0408070335* 

50-412 

0 

0408220292 

30-869 

P 


8408070414 

50-412 

F 

0408220292 

30-269 

P 


0408070432 

50-412 

E 

0408220303 

50-413 

P 


0408100092 

30-334 

8 

0408220303 

30-413 

P 


8408100113 

50-334 

8 

0408220347 

30-413 

0 


0408130003 

50-412 

E 

0400220463 

30-369 

R 


8408130312 

50-412 

E 

0408220463 

30-369 

R 


8408130436 

50-334 

P 

0400220468 

50-269 

R 


8408130437* 

50-334 

P 

0408230051 

50-413 

P 


8408130441* 

50-334 

P 

0400230527 

50-269 

P 


8408140088 

50-412 

E 

0408230527 

30-269 

P 


B40B140127 

50-412 

E 

0400230327 

50-269 

P 


B40B130124 

50-334 

P 

0408230327 

50-269 

P 


840813019? 

50-412 

£ 

0400230327 

50-269 

P 


8408150499 

50-334 

P 

0408230327 

30-269 

P 


8408160333 

50-412 

E 

0400240224 

30-413 

1 


840816039? 

50-412 

E 

0408240224 

30-413 

I 


8408210016 

50-334 

8 

0400240224 

30-413 

1 


8408210023 

50-334 

B 

0408240242* 

30-413 

I 


8408210437 

50-412 

A 

0408240242* 

50-413 

I 


8408210476 

50-412 

S 

0408240242* 

30-413 

I 


8408230246 

50-412 

A 

B408240242* 

30-413 

I 


8408230299 

50-334 

Q 

0400270160 

30-267 

P 


8400230329 

50-412 

E 

8400270160 

30-269 

P 


B40B240279 

50-412 

Q 

0400270160 

30-367 

P 


8408270071 

50-412 

P 

8408270169* 

30-269 

P 


0408270141 

50-412 

e 

8408270169* 

50-269 

P 


8408270165 

50-412 

E 

8400270167* 

50-269 

P 


8408270341* 

50-334 

Q 



CORPORATE SOURCE INDEX 
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AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ArriLIATlOW 

ACCESSION 

number 

SUBJECT 

CATE(3aRV 


0408280200 

90-412 E 


0400200430 

waste mgt 


8400290222 

30-412 E 


8400200433 

WASTE MOT 


840B29033A 

30-412 A 


9400200439 

WASTE nor 


B40B31020B 

30-412 F 


84(38200906 

WASTE MOT 

Durhantp NH 

0400140436 

30-443 0 


0400200514 

waste MOT 

E C Rndabaugh Associates. Inc 

8400130041 

NUBEO 


B40B200917 

WASTE MGT 


04OS27O9BQ» 

CONTRACT 


8408210030 

WASTE MOT 

El du Pant de Nemours ^ Co . Inc 

040031 0023* 

XPORTL IC 


0400210171 

WASTE MOT 


0400310303 

XPORTLIC 


0408220122 

WASTE MGT 


0400310446 

XPORTL IC 


0400220213 

WASTE MOT 

EA Engineering. Science Technalogg. 

0400090334 

50-289 R 


0400220223 

WASTE MQT 

Inc 




0400220227 

WASTE MGT 

EG&O. inc 

84032 10S7Q 

NUREO 


0400220232 

WASTE MGT 


8403210379 

NUREQ 


8408220234 

WASTE MGT 


04080 10027« 

SO-290 P 


0408230043* 

WASTE mot 


□40009001 9« 

30-397 0 








8408230469 

XPORTLIC 


8400130433* 

50-445 A 


840824021 1 

40-1341 


04081 60240 

30-269 P 


8408240354 

WASTE MOT 


0400240379 

NUHEG 


8408240393* 

WASTE MOT 


0400240382 

NUREG 


0408270290 

WASTE MOT 


9408300060* 

50-263 0 








8408270319 

PR 

Earthpajf Engineering. Inc 

8400070509 

40-8084 


84OB29039O* 

COMMISSION 

Ebasca Services. Inc (subs of Enserch 

8408030021 

QA999 


8400290352* 

COMMISSION 

Carp ) 




8408310003* 

XPORTLIC 


0408070273 

30-443 T 


8408310270 

waste MOT 


8400070273 

30-445 T 





8408000031 

30-443 T 


B40B310273 

WASTE MGT 





8408310333* 

WASTE MOT 


0400000257 

90-449 T 


8408310339* 

WASTE MGT 


04001 40027* 

50-400 T 

Engineering Planning 6 Managementi Inc 

0408170327* 

30-319 F 


8408140031* 

90-400 T 

Engineers Internatianal. Inc 

840B240221 

WASTE MANA 

Eberline Instrument Carp 

8408310337 

XPORTLIC 




Eddleman< U 

8408030070 

90-400 0 

Environmental Protection Agency 

8408 1 60264* 

□RG 





8408160292* 

□RO 


8408070459 

30-400 G 


8408210205 

50-394 D 


8408140002 

30-400 0 


0408210326 

30-334 D 


8408140119 

30-400 0 


8408220151 

50-496 D 


8408140122* 

90-400 0 





B40B140123* 

90-400 0 

Esaer Carp 

8408170056* 

90-394 F 




European Commuhl ties. Ca("miesian of 

04OB23O464 

XPORTLIC 


8408160103 

50-400 0 

Evereat Minerals Corp 

6408280018 

40-8857 


8408200498 

50-400 0 


840B2B0022* 

40-8897 

Edison Electric Institute 

8408070497* 

PRM 


B40B2B0024+ 

40-8837 

Edlobi International Co 

8408310307 

XPORTLIC 




Elgar Corp 

8408310180 

XPORTLIC 

Eitran. Inc 

0408200366* 

30-2.93 P 





8408280373* 

90-295 P 

End Nuclear Dumping In the Pacific 

8408220343 

PR 


0408280378* 

50-293 P 

Energy Fuels Nuclear. Inc 

8408080144 

40-0681 


8408280300* 

50-299 P 


840B24O393 

40-0681 


0408200301* 

30-299 P 


0408280010 

40-0679 





0408200012* 

40-0679 


848B2B0411* 

30-295 P 





8408280422* 

30-299 P 


8408280110 

40-8679 


0408200430* 

50-299 P 


0408290216 

40-0681 

Exxon Corp 

8408060297 

40-8102 


8408290366 

40-0601 

Exxon Nuclear Co , inc (subs of Exxon 

8407300143 

TOPREP 

Energij. Dept of 

8408010046 

WASTE MOT 

Corp 1 




B4Q80 10093* 

WASTE MOT 








8400090198 

50-316 P 


8408010063* 

WA8TE MOT 


840B090S09* 

90-316 P 


8408010064 

WASTE MOT 


8408090230 

TOPREP 


8408010072* 

WASTE MOT 


8400140191 

TOPREP 


0408030082 

WASTE MOT 


840ai;40363« 

50-261 P 


8408030084 

WASTE MOT 








0400140376 

TOPREP 


8408030092 

WASTE MOT 


8408 230103* 

50-261 P 


8408030187 

WASTE MOT 


8408230122* 

30-261 P 


04OBO3O263 

WASTE MOT 


8408230263 

50-315 P 


0408030279 

WASTE MOT 


8408230266* 

30-315 P 


8408030283 

WASTE MOT 








8408240260 

TOPREP 


640B0600S9 

WASTE MOT 


8400240309 

30-261 P 


B40B060067 

WASTE MOT 


0408280122 

TOPREP 


0408060106 

WASTE MOT 


8400280212 

TOPREP 


0400060111* 

WASTE MOT 


0408310199 

TOPREP 


8408060122* 

WASTE MOT 







Failure Analyala Asaoclaiss 

8409290075* 

50-206 9 


8400060264 

WASTE MOT 


8409290073* 

30-206 9 


0400070063 

WASTE MOT 


8409290075* 

50-206 9 


0400080013 

XPORTLIC 


0409290073* 

30-206 S 


8408090303* 

WASTE MOT 


0405290073* 

30-206 8 


84081301 16 

WASTE MOT 








8409^90079* 

30-206 8 


8408130137 

WASTE MOT 


8409390271* 

30-206 S 


8408130144 

WASTE MOT 


8408060387* 

3D -206 5 


0400130193 

40-6300 


0408060307* 

90-206 8 


8408130363 

WASTE MOT 


B40Q0603B7* 

30-206 8 


9408150365 

WASTE MOT 








9408060387# 

30-206 5 


8400150400 

WASTE MOT 


8408060387* 

30-206 8 


8400 1 90403 

WASTE MOT 


8408160397* 

50-206 5 


8408130419 

WASTE MOT 


0408160397* 

50-206 8 


8408190331 

waste mot 


0408160397* 

50-206 9 


8408150942 

71-6346 








8408160397* 

30-206 S 


8408160270 

WASTE MOT 


8408160397* 

30-206 9 


8408160283* 

WASTE MOT 


8400160403* 

30-206 9 


8408160289 

WASTE MOT 


8408210370* 

90-413 P 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFlLIATlOr^ 


rauska ^ Asaociatasj Inc 

Fedoral ELnergency Management Agency 


Florida Pouer V Light Co 


ACCCS6IGN 

NUMBER 

SUBJECT 

CATEODRY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

B4082301I2« 

90-327 

P 


84DB270019 

90-230 

P 

8^04040 I 

90-10 

F 


0400270200# 

30-339 

Q 

84040401 72» 

90-10 

F 


0408270203 

50-250 

S 

8405240290 

50-3 

F 


0400270298# 

30-339 

Q 

8408070427 

50-322 

0 


8408270316# 

30-290 

0 

0408000138 

90-416 

F 


8400270344 

50-230 

P 

0408080141 it 

90-416 

F 


8400270344 

90-230 

P 

0408090042 

90-413 

F 


8408270384 

30-230 

Q 

0408090096 

90-247 

F 


8408280038 

50-335 

G 

8408090099* 

90-247 

F 


0408280097 

30-335 

F 

8408090039* 

90-247 

F 


6408280106 

30-309 

Q 

0408090061# 

50-247 

F 


6408280182 

50-333 

Q 

8408090061# 

90-247 

F 


8400280236 

50-333 

Q 

8408100060 

90-293 

F 


8400280238 

30-230 

P 

8408130373 

30-322 

T 


840B2B023B 

90-230 

P 

8408190443 

90-322 

0 


8406310133 

90-250 

F 

8400800497# 

30-400 

Q 


8408310143 

30-389 

P 

8408210346 

30-302 

F 

Florida Pouier Corp 

0408020010 

30-302 

P 

8408210394# 

30-308 

F 


8400020010# 

30-302 

P 

0408210400 

90-272 

F 


0408060199 

30-302 

P 

0408210408 

30-272 

F 


8408060306 

50-302 

9 

8400290206* 

30-266 

F 


84O0O8O1B9 

30-302 

8 

0408290336 

COMMISSION 


0408160238 

30-302 

8 

8408290399* 

COMMISSION 


8408160247 

50-308 

8 

8408300211# 

30-302 

F 


0408160410 

30-302 

8 

04OB3OO319* 

50-324 

F 


0408160926) 

30-302 

R 

0408300323# 

30-324 

F 


8408200278 

30-302 

P 

8407260218 

90-290 

K 


840820031 1 

30-302 

F 

8407260220# 

90-290 

K 


8408200330 

30-302 

P 

0408010311 

90-251 

a 


8408200346) 

30-302 

S 

0400020123 

90-3B9 

F 


8408230424 

50-302 

S 

8408030164 

30-339 

P 


6400230430 

50-302 

s 

0408030235 

30-333 

e 


0400240153 

30-302 

F 

8408030239 

30-230 

e 


840027021 1# 

30-302 

G 

8408080230 

30-230 

8 


0408280069# 

50-302 

Q 

3408090009 

90-335 

F 


0400200194 

50-302 

P 

8400090009 

90-333 

F 


0408280170 

50-302 

G 

8400090096 

90-3B9 

P 


8400300341 

50-302 

0 

0400090243 

90-333 

P 

Florida) Unlv of« OatnesvUJei FL 

8400130261 

70-1060 


0408090397 

90-230 

0 

Franklin rn#tl tut#/Frank 1 In Research 

0109130143# 

30-293 

P 




Center 




8400090397 

30-290 

0 





0408090437 

90-290 

0 


8204190347# 

50-293 

P 

8400090437 

30-290 

0 


0307010039# 

50-277 

P 

0408100016 

90-290 

F 


0404040095# 

50-308 

U 

8408100016 

90-290 

F 


0404040093# 

50-300 

U 





8404040096# 

50-308 

u 

8408100016 

90-290 

F 





0408100016 

90-280 

F 


8404040096# 

30-388 

u 

8408100016 

90-250 

F 


8407090037# 

30-219 

p 

8408100094* 

30-290 

F 


8407300136# 

30-213 

p 

0408100094# 

90-280 

F 


8400280321# 

30-346 

p 




Friends of the Earth 

6400060191 

90-352 

0 

0408100034# 

90-830 

F 





8400100034# 

90-290 

F 


0408280491 

30-332 

0 

8408100094# 

90-230 

F 


0408310096 

30-352 

0 

8408130219 

90-333 

F 

OA Technologies. Inc /General Atomic Co 

8403310267 

PR 


8408130219 

30-333 

F 


8408020253 

70-734 






8408020256# 

70-734 


8408140214 

90-250 

0 





8408140214 

30-230 

0 


8400150109 

71-6346 


8408140220# 

90-230 

0 


6408270311 

90-89 

F 

8400140220# 

90-230 

0 

General Electric Co 

0312020299# 

30-394 

E 

8408140226# 

30-230 

0 


8409300761 

70-1113 






0403300762# 

70-1113 


0400140236# 

90-230 

0 





8408140236# 

30-230 

0 


8405300763# 

70-1113 


0400140293* 

90-230 

0 


8408090333 

50-73 

P 

0408140233# 

90-230 

0 


8408090337# 

90-73 

P 

8400140262# 

30-230 

0 


8408130033 

70-1300 






8408130173# 

90-331 

P 

0408140262# 

30-230 

0 





8400140271# 

90-230 

0 


04081 900B4 

TOP REP 


8408140271# 

90-230 

0 


8408160377 

TOP REP 


8408140277# 

30-230 

0 


8408160384# 

TOP REP 


0408140277# 

90-230 

0 


0408160390# 

50-430 

A 





0400160466# 

70-1300 


8400160921 

90-230 

B 





8400170034 

90-3Q9 

p 


0408160472# 

70-1308 


8408170084 

90-230 

p 


0408170262# 

90-263 

P 

0400170233 

90-333 

a 


0408170339# 

30-394 

Q 

0408170237# 

90-333 

0 


8408170342# 

50-394 

Q 





8400230209 

30-447 

A 

0400200143 

90-389 

p 





0408200200 

90-389 

p 


6406230460 

XPORTLIC 


0400200273 

90-290 

8 


0408230313 

XPORTLIC 


8400210347 

90-230 

0 


8408240122 

TOP REP 


8408210347 

30-230 

0 


840624034S 

50-133 

B 





0408270159 

30-447 

P 

8408210380 

90-250 

0 





8408210380 

90-230 

0 


8408270179# 

30-331 

P 

8400210441 

30-230 

H 


0400200111 

70-1113 


8408230133# 

90-231 

0 


0400200209# 

50-331 

P 

8408270013 

90-250 

p 


0408200211# 

30-331 

P 


CORPORATE SOURCE INDEX 


author 

affiliation 


Oeneral Public Utilities •* GPU Service 
Corp 


Georg Id Institute of Technology! Atlentai 
QA 

Oaorg le Poieer Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHHR 

affiliation 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

0^08310160 

50-373 

8 



8408130412 

50-424 

A 

8<)OB3lOt06 

50-219 

5 



B4O013O361 

30-321 

P 

840B010S93 

50-219 

S 



B40B130S61 

50-321 

P 






8408130567* 

30-321 

P 

8408010329# 

50-320 

P 



8408130367* 

50-321 

P 

8408010331# 

50-320 

P 











B40B140106 

50-321 

P 

8408020137 

50-289 

K 



8408140106 

30-321 

P 

8400020141* 

50-289 

K 



B4OB140124* 

50-321 

P 

8408030006 

50-209 

P 



8408140124* 

50-321 

P 

8408030088 

50-209 

F 



8408 1 5024 2 

50-366 

P 

8408030 107* 

50-289 

Q 











B40B150494 

50-424 

A 

B40B030I0B* 

50-289 

0 



8408170253 

30-321 

F 

8408030141 

30-320 

P 



8408170238 

50-321 

F 

8408060142* 

50-219 

0 



8408170301 

50-424 

A 

8408060166 

50-320 

F 



8408200001 

50-321 

fl 

8408060310 

30-320 

8 











B40G200001 

50-321 

n 

8408070132 

30-219 

P 



04O02OO43B 

30-366 

a 

8408070203 

50-320 

Q 



8409210175 

30-366 

p 

8408070238 

30-289 

P 



84OB210233* 

30-366 

p 

8408070280 

50-289 

P 



8408210357 

50-321 

p 

8408070300 

30-219 

P 











8408210357 

30-321 

p 

8408070306* 

50-219 

P 



8400210416 

SEOOD 


8408070348 

50-219 

P 



B4OB210472 

30-321 

F 

0408070434 

30-219 

P 



0408210472 

30-321 

F 

8408080300 

30-289 

Q 



B40B210474 

30-321 

P 

8408080498 

30-219 

B 











8408210474 

50-321 

P 

8408090100 

50-320 

F 



8408220491 

50-366 

S 

8408090144 

50-289 

S 



840823023 1 

SD-321 

P 

8408090330 

30-219 

P 



840823025 1 

50-321 

P 

8408090237* 

50-219 

P 



8408240367* 

50-424 

Q 

8408090334 

50-289 

R 











0408270229 

30-321 

8 

8408100130 

50-320 

Q 



0408270247* 

50-321 

Q 

8408130191 

30-219 

F 



0408270301 

30-321 

F 

8408130218 

50-209 

P 



0408270430* 

50-424 

Q 

8408130343 

50-209 

P 



04O82BO163 

30-366 

Q 

8408140197 

30-320 

F 











04O82QO2OB 

50-424 

A 

8408140279 

50-320 

P 



B40828020B 

50-424 

A 

8408140406 

50-289 

P 



B4082B0213* 

50-424 

A 

8408140411 

50-289 

P 



8408260213* 

30-424 

A 

8400140415* 

30-289 

P 



0408260233 

50-321 

F 

8408160035 

30-320 

P 











B4082BD239 

50-321 

Q 

0408160162 

50-209 

8 



6408300024 

50-321 

P 

8408200115 

30-320 

6 



0408300024 

50-321 

P 

8408210320 

30-320 

F 



0408300072 

50-321 

1 

8408220218 

30-209 

P 



0408300115 

50-366 

P 

8408220356 

30-219 

P 











B40G300333 

50-321 

S 

8408220363 

50-289 

P 



6408300346* 

30-424 

Q 

0408220365* 

30-209 

P 



8408300517 

50-366 

S 

0408220375 

50-219 

P 

Oeotochhlcal Engineersi Inc 

8210130322* 

50-329 

A 

0408230098* 

50-219 

a 



0305270222* 

50-329 

A 

8408230101* 

50-219 

Q 











8408020181* 

90-329 

0 

8408230302 

30-239 

f 



8400140185* 

50-329 

A 

8408230382 

30-289 

F 



0408140105* 

30-329 

A 

8400240066 

30-289 

R 



6408140196* 

50-329 

A 

0400240167 

50-289 

P 



B4Q014O196* 

50-329 

A 

0400240225 

30-320 

H 











0409140296# 

50-329 

A 

8400240257* 

30-219 

0 



8408140300* 

S(J-329 

A 

8400270143 

30-209 

0 

Gerard Kluysiiens Co « Inc 


84082 10084 

XPORTLIC 


8408270195 

50-289 

e 

Ge«ellschaPt fuer Nuklear 

Service^ <TibH 

0408090562 

PROJ 


8408270205 

30-219 

p 



0408090364* 

PROJ 


0408270290* 

30-219 

p 









Oettg/Petrotomics Co 


0400240336 

40-6659 


0408270331 

30-219 

p 



8400240346 

40-6639 


8408200076 

30-320 

a 

Olbbs & Hini Inc Isubs 

of Dravo Corp 

) 0400070170 

QA999 


0400280178 

30-209 

p 

01 ibert/Conmanweal th« Inc 

(formerly 

0400220332 

NUREO 


840B2B0179 

30-20? 

F 

Gilbert Assaclatesi Inc, I 

1 




8408300031 

50-320 

p 

Oolder Associates 


G40B230336* 

CONTRACT 


0408300503 

50-289 

G 



04O924D39O 

WASTE MAMA 

8408310128 

30-219 

a 

Government Accountability 

Project 

0408010233 

30-275 

0 

0408310129 

30-320 

p 



0408010233 

30-275 

0 

8400310153 

30-289 

p 



8408010237* 

50-275 

0 

8400310166 

30-209 

F 



B40S0 10237* 

30-27a 

0 

8408280195 

30-160 

F 



0400020152 

50-275 

0 






0400020152 

50-273 

Q 

8408010336 

50-424 

H 



0400060201 

50-289 

Q 

8408030163 

50-321 

F 



0408060224* 

30-209 

Q 

8408030163 

30-321 

F 



0408070302 

90-289 

0 

8408060003 

50-424 

F 











8400070408 

50-289 

0 

8408070141 

30-366 

0 



8408140479 

50-209 

0 

0400070148 

30-321 

P 



8400170223* 

30-329 

G 

0408090023 

30-424 

S 



0408170312* 

50-329 

T 

8409090287 

50-321 

3 



8408220250 

50-209 

0 

8408100045 

30-366 

P 











04OBZ2O263* 

50-289 

0 

8408100049* 

30-366 

P 



0408220366 

50-289 

0 

8408130379 

50-321 

F 



0408240251 

50-289 

0 

8408130379 

50-321 

F 



8408270336* 

50-329 

T 


565 
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CORPORATE SOURCE INDEX 


A'JTHOR 

AC LESS I ON 
NUtiDER 

SUBJECT 

categorv 

AUTHUn ACCESSION 

/'PFILIATION NUMBER 

SUBJECT 

CATEGORY 


0^00310106 

50-382 

G 

8408200454# 

50-352 

U 


0400310207 

50-142 

G 

0400200056# 

50-322 

H 

Guiltl. H 

8400070443 

30-413 

0 

House of Hep . Interior ' Insulai Affairs 8400000432# 

50-416 

U 


84O0SOO540 

90-413 

0 

8400200279# 

50-369 

U 


0400310205 

30-413 

0 

House of Hep . h'ays and Means 8407100397# 

50-413 

U 

Gulp NuclPtJr. Inc 

0400010025 

71-9163 


Houston Lighting 6 Poo/Pr Co 0408010222 

30-498 

K 

Gulf Statoe Utilitxjfe Co 

0408010004 

30-430 

S 

8408010222 

50-490 

K 


0408010012 

50-458 

S 

0400010225# 

50-490 

K 


0408010241 

50-4 5B 

G 

8408010225# 

50-490 

K 


0400020029 

90-430 

B 

0400070446 

30-498 

A 


0403060028 

50-430 

A 

B4OBO0O1B6 

50-498 

0 


0400060147 

30-430 

E 

8408150309 

30-49B 

B 


0408070920 

50-430 

8 

0408160196 

50-490 

G 


0408070529 

50-430 

S 

0408210096# 

30-490 

0 


0400080199 

30-450 

0 

040021031 1 

50-490 

A 


3400080236 

30-438 

s 

8400210311 

50-498 

A 


Q40B0B0471 

30-430 

s 

0400210317# 

30-498 

A 


3400100068 

30-438 

0 

8408210317# 

50-498 

A 


8403100108 

50-450 

0 

8400210500 

30-490 

A 


84001 4009 9HI 

50-450 

Q 

8408210500 

50-490 

A 


0400140340 

30-450 

E 

8400210503# 

30-490 

A 


3408140421 

30-438 

A 

0400210303# 

50-490 

A 


04O014OS54 

30-438 

S 

0400220130 

30-490 

S 


0400150132 

30-438 

S 

0400220161 

50-498 

A 


0400150162 

30-450 

s 

0400240312 

30-490 

B 


0408150177 

30-450 

s 

8408270212 

30-49B 

0 


0408150308 

30-450 

s 

8408270333 

30-490 

A 


04001 503B9 

90-450 

5 

8408270333 

50-490 

A 


0400150691 

S0-43B 

8 

8408300370 

30-490 

S 


0408130704 

90-438 

0 

0400300370 

30-490 

S 


04031 50707 

30-430 

S 

Hunter Corp 0400310194* 

30-434 

T 


8408160194 

30-450 

S 

Hunton & Williams 0400010169 

50-322 

0 


0408160242 

30-450 

8 

□403010261 

30-322 

0 


0408160306 

50-490 

A 

0408020024 

50-322 

0 


34081 60437» 

50-458 

Q 

0408030090 

30-322 

0 


84082103/6 

TOPREP 


8400070256 

30-322 

0 


0400210490 

30-450 

A 

8408070274 

50-322 

0 


0400220304 

50-430 

a 

0400070399 

30-322 

0 


6403220509 

30-430 

8 

0400070442 

30-322 

0 


0400220511 

50-430 

s 

0400070448# 

30-322 

0 


Q4OB23O530 

30-438 

3 

0400000408 

50-322 

G 


8400240310 

30-450 

S 

8400000417 

30-322 

0 


□400240404 

30-430 

s 

0400000428 

30-322 

G 


8400240426 

30-430 

c 

0400090218 

30-322 

0 


8408200400 

30-430 

8 

8406090223# 

50-322 

G 


0400260414 

50-450 

6 

04000904 1 1 

50-322 

G 


0408280416 

50-498 

8 

0400090431 

50-322 

0 


0400280428 

50-458 

S 

0400130347 

50-322 

0 


0400280446 

30-458 

9 

0400140003 

50-322 

0 


0403280430 

30-430 

S 

0400150430 

50-322 

0 


0406300343 

50-458 

S 

8409150464 

50-330 

G 


0406300494 

30-438 

0 

0400150464 

50-33S 

G 


8408300507 

90-456 

9 

0400130473 

50-322 

T 


8406310007 

30-438 

S 

8408160100 

50-322 

0 


0400310172 

30-450 

E 

8408200477 

50-330 

G 

II H UolmDfi T^^stln9 Laboratories/ Itic 

B408270276t» 

30-454 

E 

0400200477 

50-330 

0 


84O037O2a4« 

30-454 

C 

0400230231 

50-322 

0 


8403270292* 

30-434 

E 

840023040? 

50-322 

C 


0400270296* 

90-454 

E 

0400200394 

50-322 

T 

HHS. Dcpi Of. 0 £5 Public Health Service 

04OB24OD94* 

CONTRACT 


8408200433 

50-322 

G 

HahncnanTt Univ Hosp . Philadelphia. PA 

0400060378* 

70-1362 


0400200492 

50-322 

0 

(fdrrrorlij Hahnemann Medical Coll & Hosp) 




0400290317 

30-322 

0 


0408060302* 

70-1362 


0400300124 

30-322 

0 

Harmon 1* Ueis^ 

B40B0702B6 

PR 


8408300177 

30-330 

0 


8406070344 

PR 


8408300177 

30-330 

0 


8403130396 

30-209 

0 








8403310137 

FOIA 



640B1 40035 

50-289 

Q 

8400310150 

50-330 

G 


3400140474 

30-289 

0 

0408310150 

30-330 

G 


0408220362 

30-209 

G 

0400310216 

50-322 

G 


8408240234 

30-443 

Q 

8400310224 

50-322 

0 


8400240245 

30-289 

0 








JNTi^RA Technol ug 1 cs< Inc 0408080321# 

CONTRACT 



0400270359 

30-209 

c 

IdahUt Univ of< Moscou. 10 8400280121 

WASTE MANA 


□408200493 

30-209 

Q 

Illinois pQuer Co 0408060366 

30-461 

8 

Harf»i sichfoger Corp 

84001 90230# 

XPORTLIC 


0400070219 

50-461 

R 


3400150642 

XPORTLIC 


0400070460# 

50-461 

Q 

Harrlaburpf PA 

0408140449 

30-219 

0 








B4080B0540 

50-461 

8 


8400220307 

30-209 

0 

B4081000B9 

50-461 

A 

Hatfield tiectric Co 

8408310194# 

30-454 

T 

□40813023B 

50-461 

B 

Hlttman Nuclear f* Development Corp 

0408020238 

71-9092 


0408140351 

50-461 

t. 

isubs of Hittiitan Carp > 




0400270135 

50-461 

A 

Homestalie Mining Co 

8400200365 

40-0434 





Nou^o of Rpp 

0400020208 

30-209 

0 

8400270316 

50-461 

B 





8400200094 

50-461 

A 


8408070215# 

30-416 

u 

6406300022 

50-461 

6 


8400070217# 

30-322 

H 

8408300076 

50-461 

8 


8408130210# 

30-416 

U 

B4063002 1 0 

50-461 

B 



CORPORATE SOURCE INDEX 


5 


affiliation 

Illinoisi State of 


IlUnoisr Unjv of, Urbai%a, II 

Impell Corp 

Indian River Community College^ Ft 
Pierce. FL 

Indiana L flicfiigan Electric Co 


Industry Degraded Core Rulenaking Program 


Inhalation Toxicolog-y Research Institute 
Institute of Nutlear Pouier Operations 

Interior. Dept of 

Interiori Dept of. Dureau of Mines 
Interior. Dept of. Oeotogica) Survoy 
Interstate Amiosite Corp 
louia Electric Light t* Pauer Co 


ACCESSION 

SUBJECT 


author 

accession 

SUBJECT 


NUURER 

CATECaHV 

AFF ILIAT rO"! 

r^UtlBER 

CATEOaNV 

e^0R3002?4 

50-461 

8 


8408210477 

50-331 

f 

B40B07031 1 

40-2061 



Q40B210002# 

50-331 

r 

a400 130329 

40-2061 



8400230202 

50-331 


8403130337# 

40-2061 



3408330427 

50-331 

F 

8408140333 

50-436 

A 


8408240105 

50-331 

r 

8408 140376 

50-436 

A 


9408240118 

50-331 

F 

8408170314 

30-461 

G 


8408240124# 

50-331 

F 

8408170323 

30-^61 

0 


0408240173 

50-331 

r 

8/108170383 

40-2061 



8408240239# 

50-331 

F 

84 OBJ 703B7» 

40-2061 



8400270167 

50-331 

F 

B4Q017O3G9* 

40-2061 



8408270173# 

50-331 

P 

8408170396 

40-2061 



8408280202 

30-331 

F 

8408290008 

40-2061 



0408200206# 

50-331 

P 

8408290309 

30-454 

Q 


8408310228 

30-331 

E 

8408030276 

50-191 

F 

loua Wesleyan Callege< tit Pleasant* lA 

8403080339 

PH 


8408300184 

50-191 

S 

Isham. Lincciln tt Dealc 

0409250241 

S0-4S4 

0 

8400080322 

WASTE MOT 


040801024? 

50-454 

T 

8403060048# 

CONTRACT 



8408010260 

SO- 195 

C 





9408080224 

50-155 

c 

8405160248 

50-315 

0 


0408 i 40028 

50-496 

a 

8406080109 

90-316 

P 









84081 4002B 

50-456 

G 

8406080113# 

30-316 

P 


0400140034# 

50-456 

Q 

0400060076 

30-319 

P 


B40B 140034# 

50-496 

Q 

8408060118 

30-315 

F 


B40B 140102# 

50-327 

A 

8408060118 

90-319 

F 


840B 140263# 

50-327 

A 

Q4Q8060191 

30-316 

S 









0409210336 

90-434 

G 

8408060348 

30-315 

F 


8408270163 

50-434 

Q 

8408060348 

90-319 

F 

Jacobs Engineering Croup* Inc 

8408060266 

WASTE MOT 

8408070373 

90-319 

F 


6408280112 

WASTE MOT 

8408070272 

30-319 

F 

Japan* Oovt of 

8405160213 

XPORTLIC 


8408070307 

50-319 

F 









8408190158 

XPQRTLIC 


8408070307 

90-319 

F 


8408150179 

XPORTLIC 


8408080084 

30-313 

0 

Johns Hopkins Medical Institutions* 

8408220148# 

SO- 320 

P 

6408080084 

30-315 

Q 

Daltifnarcr «lD 




B40B080936 

30-315 

a 

Joint Interveners - Diablo Cantjen 

8400060046 

S0-27S 

0 

8406100074 

30-319 

F 


Q40BD6OO46 

50-273 

0 

8400130307 

30-316 

5 


8408060217 

30-273 

0 

6 4001 3032 1 

30-319 

F 


8408060217 

50-279 

0 

6408140164 

90-31 5 

P 


8408070297 

30-275 

0 

840B16D127 

30-316 

8 


0408070297 

30-273 

0 

8408160180 

30-319 

P 


0400130307 

30-279 

0 

8400160927 

30-319 

8 


8400130389 

90-27 S 

0 

6408170322 

30-319 

F 


0408140464 

90-275 

0 

8408210196 

50-319 

F 


0408140464 

90-273 

0 

0408210136 

50-319 

F 


B408310210 

30-279 

0 

0400220486 

90-319 

a 

Joint Interveners - River Dend 

8408010230 

50-450 

G 

8408240121 

50-316 

p 

Joint Interveners - Shearon Harris 

0408010264 

90-400 

0 

0408240180 

50-319 

p 


0408030070 

90-400 

0 

0408240188 

50-319 

p 


0408140478 

90-400 

T 

6408300909 

50-319 

8 


8400510323 

50-400 

0 

S408230105« 

50-327 

P 

KUCi I tic 

0400550322 

PR 


0400230103# 

90-327 

P 

MM8 Fusion. Inc (Subs of KMR Industrie 

0408 15035? 

XPQRTLIC 


0400230108# 

50-327 

P 

5* Inc 1 




04082301 12# 

50-327 

P 


0400 1 5036 1 ♦ 

XPORTLIC 


84082301 12# 

30-327 

P 

Kansas City Poucr £. Light 

040BD5DOBG 

PR 


84062301 16# 

50-327 

P 

Kansas Oas * Electric Co 

0400020105 

90-402 

F 





0406030012 

90-402 

A 

04082301 16# 

30-327 

P 





0400230 119# 

30-327 

P 


8406030016# 

90-4B2 

A 

04002301 17# 

30-327 

P 


8409030159 

30-402 

A 

8408230181# 

50-327 

P 


84061 00066 

30-482 

E 

6400160129 

NUREO 



8400100075# 

90-482 

0 





8409140001 

90-482 

0 

0400050091 

NUR£0 






□400020102 

REOOD 



8400140020 

30-482 

3 

040B220310* 

ORO 



84091 40237 

30-432 

3 

8408220319# 

ORO 



6409140300 

30-402 

8 

0400210213 

90-354 

D 


6400140337 

90-482 

F 





B409i 40350 

90-402 

A 

8400270074 

WASTE MGT 





8403270078# 

WASTE MOT 


64O016OSO5 

50-482 

8 

0408200121 

30-274 

F 


B4O016O5I4 

50-482 

0 

0408220238 

WASTE MOT 


B40Q2001 19 

90-482 

A 

8408070413 

PR 



0400200123# 

90-4G2 

A 





8400220158 

90-402 

9 

0408020006 

50-331 

P 





0408020009# 

50-331 

P 


0408320207 

90-482 

F 

8408030038 

50-331 

P 


8408320217 

50-4B2 

0 

8408060001 

50-331 

F 


0400220248 

50-462 

S 

8408060141 

50-331 

0 


840822030? 

90-4B2 

A 





840832047? 

50-402 

B 

8408000083 

50-331 

P 





8408130170 

90-331 

P 


8400370377 

90-482 

A 

8408140247 

50-331 

P 


0400300193 

90-482 

V 

0408140435 

50-331 

P 


8408200435 

50-482 

S 

8408130004 

50-331 

0 


8408290033 

30-482 

r 




Kansas State Umv , Manhattan, KS 

04OB31O1 17 

90- 1 Be 

F 

8 4081 60261 

50-331 

8 





8408160471 

50-331 

8 

Kansas, State of 

0406020114# 

50-402 

F 

8400210256 

30-331 

I 

Kelley Dry# 1 Warren 

0400080173 

40-2061 


8400210263* 

30-331 

1 


8400080100# 

40-2061 
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CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


Kerr-McOe-e Chemical Corp (aub« of 
Kerr-McGBC Corp > 


Kerr-HcOee Corp 


Kir k p atrlc Is j Lockhart. Hill. Christopher 
& Phillips 


Korea Electric Co 
Kultni V 

Lancaster Coi/ntg. PA 
Latir Energg Consultants 
Lau Engineering Testing Co 


Laiurence Berkaleg Laboratorg 
Lawrence Livermore National Laboratorg 


LeQoauff Lamb* Leibij h MacRae 


League of Women Voters of Pennsglvanla 
League of Women Voters of Rockford. IL 


Legal Envlronmantel Assistance Foundation 
LeuilSi M 


Limerick Ecologg Action 


Lone Star Bereu Co 
Lone Tree Council 
Long Island Lighting Co 


ACCESSION 

NUMBER 


8408220331 

8408070294 

B40a0e0233 

8400200603 

8408020193 

8408070482 

8408190671 

8408190679* 

8408300322 

8408010239 


8408030074 

8408030086 

8408030109 

8408070308 

8408070424 

8408080338 

8408060410 

8408140013 

8408140466 

0408140470 

0400140477* 

8408160210 

8408170313 

8408210388 

8408230194 

8408230199 

8408230264 

8408280249 

9408280409 

8408280471# 

8408160407# 

8406200493 

8408210087 

8408130079# 

8408130397# 

0400310344* 

0404230171* 

8408010199 

8400070140# 

8408080919# 

8408080917# 

8408080921# 

8408200173* 

8408240269 

8400240293 

8400240388 

8408020120 

8408070420 

8408130398 

8408200907 

8408100144* 

8408010177 

0408010177 

8408010181 

8408010181 

B40BOG0390 

8408010267 

8400020111 

0408070349 

8408140469 

8408280412 

840B01Q190 

0408060170 

8408090298 

0408170301 

0408160071 

8408170304* 

840B010169 

8408010261 

8406020024 

8408020048 

8408030090 

8408060323 

8408070296 

0408070274 

8408070389 

8400070399 

0408070442 

8408070440* 

8400070498* 

8408080340 

0408080406 

8408000417 


SUBJECT 

CATEGORY 


40-206 1 
40-206 1 

40-2061 

40-2061 

40-0027 

40-2061 
40-8027 
40-8027 
70-929 
30-322 0 


90-332 0 

90-322 G 
90-322 G 
90-322 G 
50-322 0 

90-322 0 

90-322 0 

90-322 T 
90-322 9 

30-322 O 

90-322 Q 
90-322 0 

90-322 0 

90-322 O 
90-322 0 

30-322 0 

90-322 G 
50-322 0 

90-322 0 

COMMISSION 

90-908 A 
30-289 0 

WASTE MQT 
WASTE MOT 
CONTRACT 

WASTE MOT 
90-400 F 
NUREO 
WASTE MOT 
90-279 Q 

90-279 □ 

30-279 Q 
90-336 P 
WASTE MANA 
WASTE MANA 

WASTE MGT 
PR 

90-244 G 
PR 

90-244 0 

90-289 G 
90-494 0 

90-494 0 

90-494 0 

50-494 0 

50-454 G 
50-424 Q 
PR 
PR 

90-289 0 

50-289 0 

50-352 0 

50-392 0 

30-392 G 
90-392 G 

QA999 

90-327 T 
90-322 G 
90-322 0 

90-322 0 

90-322 T 
90-322 0 

90-322 V 
90-322 0 

90-322 0 

90-322 V 
90-322 Q 
90-322 G 
90-322 G 
50-322 Q 

PR 

90-322 0 

50-322 0 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


Los Alamos Scientific Laboratorg 


Louisiana Power &. Light Co 


Loulslanai State of 


KATHTECHr Inc 


0408080423* 

8408000428 

8408090218 

S40B090223* 

6400090411 

8408090431 

0408130347 

8408130352* 

8408130399* 

8400130399* 

8408140003 

0408190430 

8408150473 

8408130476* 

8408190489* 

840B15049B* 

8408150505* 

8408150914* 

8408190530* 

8408160100 

840B2D032B 

0408230231 

B40B230409 

8408270226 

0408280187* 

8408280394 

8408200397* 

B40Q280433 

0408200492 

8408290317 

0408290486* 

8408300123 

0400300124 

8408310218 

8408310224 

8406230301 

8408010308* 

8408080397 

840BOB040? 

8408100153 

8408160146 

3408220065 

8408220337 

840B240249 

8408010399 

8408020033 

8408020039* 

B40B030296 

8408060032 

8408060061 

8409070109 

8408070230 

8408090029 

840B100006 

8408100007 

8400100117 
8408130342 
B408 140284 
8408 1601 BO 
8408160221 

840B16022B 
8408210309 
B4082 10361* 
8408210376 
8408230179 

8408230284* 

8408240407 

8408270303 

8408280219 

8408280436 

0408280440 

8408290131 

8408290139 

8408290149 

8408300921 

8408310225 
B4083 10236 
8408010196 
S40B010210 
8408010210 

8406010245 
6408010249 
8400090194* 
84081 4049B 
8408080472 


50-322 

90-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

90-322 

50-322 

50-322 

90-322 

90-322 

50-322 

50-322 

50-322 

90-322 

90-322 

90-322 

90-322 

90-322 

90-322 

90-322 

50-322 

90-322 

90-322 

50-322 

50-322 

50-322 

90-322 

90-322 

90-322 

50-322 

90-317 

90-191 

NUREO 

NUREO 

NUREO 


NUREO 
WASTE MOT 
PR 

NUREO 
50-382 8 


50-302 

90-382 

50-382 

50-302 

90-302 

50-382 

90-302 

50-382 

90-362 

50-362 

90-382 

50-302 

90-302 

50-382 

90-382 

90-382 

90-382 

50-382 

90-302 

90-382 

50-302 

50-302 

50-382 

90-302 

90-382 

90-382 

90-382 

90-382 

50-382 

90-302 

90-382 

90-362 

50-416 

90-498 

90-498 

90-498 

50-498 

90-416 

90-498 

NUREO 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

affiliation 

ACCESS I ON 
NUMBER 

SUBJECT 

CATEOQRV 

MHB Technical Associates 

8408020127 

30-322 

T 


8408060189 

30-416 

S 


8408030112* 

30-322 

0 


8408060193* 

50-416 

s 

MPR Associates! Inc 

8408100080* 

90-220 

P 


0408060200* 

30-416 

s 

d 1 s 0 n f IN 

04080^0214* 

CONTRACT 


8400060249 

30-416 

p 

Halne Yankee Atomic Pouer Co 

8408020121 

30-309 

K 


0408060249 

50-416 

p 


6408020125* 

30-307 

K 


8408070404 

50-416 

p 


8408030008 

50-309 

F 


8408070404 

50-416 

p 


8408030272 

30-309 

S 


8408070430 

30-416 

p 


B4080703A7 

30-309 

P 


8408070436 

50-416 

p 


8408090173 

30-309 

P 


8400070436 

50-416 

p 


8400140399 

30-309 

F 


0408070486 

50-416 

p 


8408230331 

30-309 

F 


8408070406 

30-416 

p 


8408280210 

90-309 

F 


8408060936 

30-416 

8 


6408200227 

30-309 

P 


8408090137 

30-416 

5 


8408310204 

30-309 

F 


8408090163 

30-416 

S 

Management Anali/sis Co 

a4081302/,9tt 

30-329 

A 


0408130130 

30-416 

G 


0408130306* 

30-329 

A 


8408130363 

50-416 

3 


8408190710* 

30-329 

A 


B408 130371 

30-416 

a 

Manhattan College, Rlverdalci NY 

8400170407 

50-199 

I 


8408140116 

50-416 

p 

Maricopa County, AZ 

8408200334* 

30-528 

F 


6408130131 

50-416 

p 

Marsh & McLennani Inc 

8408130129 

30-244 

J 


8408130134* 

50-416 

p 


8400160344 

30-413 

vl 


S40BL30160 

30-416 

p 


8408220148 

30-369 

J 


8408150201 

30-416 

p 


8408290006 

30-269 

J 


8408130201 

30-416 

p 

Maryland, Univ of, College Park, HD 

8408220172 

50-166 

n 


8400160061 

30-416 

s 


8408240246* 

30-443 

T 


B40B1 60061 

30-416 

s 


8408300079 

30-166 

P 


B40B160173 

30-416 

s 


8408300083* 

30-166 

P 


04OB1 60421 

30-416 

8 

Massachusetts Institute of Technology, 

8408130205 

70-936 



8400160421 

30-416 

8 

Cambridge, MA 





0400200127 

30-417 

A 


8408130212* 

70-930 











0408210103 

30-416 

R 


0408210046* 

50-206 

P 


B40B21013i 

30-416 

F 

Massachusetts, Commonueal th of 

8408210477 

Stat* Prog 


040931(3131 

30-416 

F 


6408210478* 

State Prog 


0408210484 

30-416 

F 

Mathfson Oas Products 

6408150726 

XPORTLIC 



8408240210 

30-416 

B 

Maxima Corp 

8408290349* 

CONTRACT 











0408270263* 

30-417 

Q 

Mtloshi H J 

8408160411* 

50-306 

A 


0409270321* 

30-416 

Q 

Memphis state Unlv , Memphis, TN 

8408170286 

30-538 

F 


0409280137 

30-416 

8 


8406270332* 

CONTRACT 



0409260137 

30-416 

0 

Meteorological Evaluation Services, Inc 

8400010231* 

50-334 

E 


8409280143 

30-416 

F 

Metropolitan Edison Co 

0408020042 

50-289 

0 










8409280143 

30-416 

F 


8406070418 

30-320 

0 


0409280196 

30-416 

Q 


8408070437 

30-269 

0 


840B300490 

30-416 

3 


8408070470 

30-320 

0 


0409310222 

50-416 

P 


8408090423 

30-209 

0 

Missouri, State of 

04OB3IO139 

PR 



8408130300 

30-209 

0 









Mitsubishi International Corp (subs of 

0409060236 

WASTE MOT 


6400140007 

30-289 

0 

Mitsubishi Corp > 





84081 50438 

30-289 

0 


04091 70406 

XPORTLIC 



0408170323 

30-289 

0 


0409170400* 

XPORTLIC 



8408170330* 

90-289 

0 

Mitsui & Co (USA>, Inc (subs of Mitsui 

0409060402 

XPORTLIC 



8400200468 

30-269 

0 

Ic Co , Ltd ) 









6408060406 

XPORTLIC 



8408200313 

30-269 

0 






8408200937 

30-289 

0 


8409060436* 

XPORTLIC 



8408200961 

30-269 

0 

Montesanoi WA 

840B060037* 

CONTRACT 



8400230207 

30-269 

0 

Morgan Associates 

8408140486 

30-247 

0 


0408230272 

50-289 

0 

Morris, IL 

8409060040* 

CONTRACT 






Morrl son-Knudsen Co , Inc 

0409070161 

WASTE MOT 


8408270113 

50-289 

0 






8400310207 

50-289 

0 


9408100101* 

50-461 

A 

Michigan State l/nlv , East Lansing, MI 

0400090162 

30-294 

V 


04081 704 1 3 

WASTE MQT 


8400090169* 

30-294 

V 


8408170413* 

WASTE HOT 

Michigan, Univ of, Ann Arbor, MI 

8408020239 

ACR8 



8408200134 

WASTE MOT 






8408200137* 

WASTE MOT 


8406130314* 

CONTRACT 







6408170307 

50-434 

T 


8406200342 

WASTE MQT 

Middletoujn, CT 

8408210032* 

CONTRACT 


Mount Morris Times, Mount Morris, IL 

8408290313 

30-434 

0 

Miducst Electric Cooperative 

8408080936 

30-319 

0 

N C Kist & Associates, Inc 

8400140317* 

CONTRACT 


Minnesota, State of 

8408080333 

PR 


NU8 Carp 

8400140401 

30-382 

A 






8400190733 

71-9073 



8408000334* 

PR 






Miranda Associates, Inc 

0408220378 

NUREO 



8408 190736* 

71-9073 


Mississippi Pouer u Light Co 

8408020027 

30-416 

0 


0408130739* 

71-9073 



0400030079 

30-416 

p 


0408150742* 

71-9073 



8400030079 

30-416 

p 


9408150744* 

71-9073 







8408160297 

WASTE MOT 


8408030081 

50-416 

Q 






8408030099 

90-416 

P 


8408210403 

50-382 

A 


8408030095 

90-416 

P 


8408210409* 

30-3B2 

A 


8408030103 

30-416 

P 

NUTECH Engineers, Inc 

0409160132* 

SO-324 

a 


8408030103 

90-416 

P 

Nantz, J L 

8408070451 

PRM 






National Board of Boiler & Pressure 

0407230133 

NUREO 



0408030106 

90-417 

A 

Vessel Inspectors 





8408030120 

30-416 

8 






8408030120 

30-416 

8 


8408070117 

aA999 



8408060030 

30-416 

S 

National Laugers Guild, Los Angeles 

8408280093 

PR 



6400060174 

50-416 

P 

Chapter 








National Technical Bgstens 

8408030041 

QA999 



0400060174 

30-416 

P 

Nebraska Public Poiiter District 

9408030011 

30-29B 

Q 


0406060169 

30-416 

6 


0408070267 

30-29B 

F 


8408060169 

30-416 

6 






6406060169 

30-416 

6 


04OBO7O295 

30-29Q 

P 
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CORPORATE SOURCE INDEX 


AUTHDW ACCESSION 

SUBJECT 


author 

ACCCSBIQN 

SUBJECT 


APFlLIATIOrJ NUMPER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

840B0703I6 

50-290 

F 


8408100111* 

50-220 

P 

8408100014 

30-290 

R 


8408100118 

30-410 

8 

84081 000 17« 

50-296 

R 


8408100120* 

30-220 

P 

8408100145 

50-290 

P 


84081*0367 

50-220 

P 

8408140431 

50-298 

F 


84081*0372* 

30-220 

P 

8408150447 

90-298 

1 


8408200335 

30-220 

S 

8408840072 

50-296 

8 


6408210439 

50-410 

8 

8408240171 

30-298 

F 


8408210447 

30-410 

F 

NaotTon Products, inc 840aiS0S'?0 

71-9073 



0408230237 

50-220 

X 

Nevada, Gtiitc Qf 8408080227 

State Prog 


8406280001 

90-410 

E 

8408130130 

WASTE MGT 


84082601*3 

50-410 

E 

84082200^1 

WASTE MOT 


8406200248# 

30-220 

Q 

Neii) England Coalition on Nucloar 0408240234 

30-443 

G 


8408300033 

30-220 

P 

Pollution 




8400300037# 

30-220 

P 

Nbui Jarsoy. State of 84080*0090 

50-334 

D 


8400300041# 

30-220 

P 

8400090255 

30-354 

0 









8408300300 

50-410 

A 

8400140543 

30-354 

0 


0408300343 

50-410 

8 

0408230083 

50-334 

D 


8408300362 

50-410 

8 

a40a230090«» 

30-334 

0 


64083003*3 

30-410 

8 

840827013* 

30-334 

D 


0408310235 

50-410 

Q 

8400280353 

30-334 

H 








Nlchlrcn Bhoshu Temple 

6408080173 

40-2061 


8408280447 

30-354 

G 


8406080160# 

40-20*1 


6408280449 

30-334 

0 


8406220331 

40-2061 


8408290014 

30-334 

G 

North Carolina Municipal Pouer Agencies 

8400240239# 

30-413 

I 

8408300304 

30-334 

D 

North Carolina State Unlv , Raleighi NC 

0400020063 

30-297 

P 

Now Vqrk^ State Unlv of. Buffalo. NV 8408060162 

30-37 

F 









84000200*7# 

50-297 

P 

84080*01 *7» 

30-57 

F 

North Dakota, State of 

8406010334 

State Prog 

Neu York, State of 840*04033* 

30-322 

0 

Northeast Nuclear Energy Co (subs of 

8400070112 

50-245 

9 

8408010077 

30-322 

T 

Northeast Utilities) 




8400010239 

30-322 

0 


8406070220 

30-423 

A 

8408020200 

50-322 

G 


84OBO70321 

50-213 

H 

8408070439* 

30-220 

r 


840B070321 

30-213 

H 

B40B0B041O 

30-322 

0 


8406070321 

50-213 

H 

64081301*2 

50-322 

G 


8408070341 

90-336 

P 

84061302*4 

50-322 

0 


8408080414# 

50-249 

Q 

0400130284 

50-322 

6 


8406090062 

90-423 

A 

8406140005 

50-322 

0 


8408090340 

50-245 

8 

0408140138 

30-322 

G 


640B100063 

90-213 

P 

8408140470 

30-322 

0 


84081000*3 

90-213 

P 

8408140477* 

30-322 

G 


04081000*4 

90-423 

8 

04081*0210 

50-322 

0 


8408100102 

50-249 

P 

84081*0224* 

50-322 

0 


8408100116 

90-213 

<3 

Nouman & llo 1 1 z l n g^er 6408030087 

50-331 

J 


640810011* 

50-213 

0 

□408030129 

50-331 

J 


8408100116 

50-213 

0 

8408070453 

PRM 



040813031* 

30-336 

P 

040808018* 

50-490 

0 


8408150232 

50-33* 

P 

6408140214 

50-230 

0 


8408200172 

50-33* 

P 

8408140214 

50-250 

Q 


0408200594 

50-33* 

R 

8400140220* 

30-250 

0 


840821030* 

50-245 

P 

0400140220* 

30-230 

G 


8408210339 

30-423 

E 

840614023** 

30-250 

0 


8408210469# 

30-336 

0 

640814023** 

30-230 

0 


840B210460 

50-213 

0 

8408140233* 

30-250 

0 


8408230431 

50-245 

R 

8408140233# 

30-230 

0 


8408280159 

90-423 

E 

8408140271# 

30-230 

0 


0408280256 

90-423 

E 

8408140271# 

30-230 

0 


64082802*2# 

90-423 

E 

0408140277* 

30-250 

0 


8406290004 

50-245 

8 

6408140277* 

30-230 

0 


8400290290 

50-213 

P 

84061*019* 

50-490 

Q 


8406310187 

50-213 

F 

6400210347 

50-250 

Q 

Northeast Utilities 

84060701 12 

50-249 

8 

6408210347 

30-230 

0 


8400070321 

90-213 

H 

8408210380 

30-250 

0 


8406070321 

90-213 

H 

8408210360 

30-230 

0 


8406070321 

90-213 

H 

8408310247 

30-275 

G 


8408070341 

90-33* 

P 

Niagara Hohawk PouBr Corp 8407090212 

30-410 

K 


8406080414* 

90-249 

0 

8408020079 

NUREO 



8406080531 

90-336 

8 

8408020113 

50-220 

R 


84080900B2 

90-423 

A 

8408020119# 

50-220 

R 


8406090340 

90-249 

8 

8408030201 

30-220 

a 


8406100063 

50-213 

P 

84080*0134 

30-220 

P 


84OBIO0063 

90-213 

P 

84080*0171 

30-220 

F 


84061000*4 

90-423 

8 

84080*0248 

50-220 

P 


84061 □0070# 

50-213 

P 

8408060260 

30-410 

A 


0400100070# 

50-213 

P 

6408060284 

30-410 

A 


6400100077* 

30-213 

P 

840B070434 

30-220 

F 


8408100077# 

50-213 

P 

8408080237 

50-220 

8 


840B100102 

30-249 

P 

8408080483 

30-220 

9 


840810011* 

50-213 

Q 

8408090077 

30-220 

P 


6408100116 

30-213 

Q 

8408090081* 

30-220 

P 


6408100116 

50-213 

Q 

6408100071 

30-410 

8 


B40B130316 

50-33* 

P 

6406100074 

50-220 

P 


B40G1 50232 

50-336 

P 

9408100076 

30-220 

P 


84081*0390 

50-213 

F 

840B1000Q1* 

30-220 

P 


84081*0390 

90-213 

F 

840eiO00B*R 

30-220 

P 


64061*0409 

TOPREP 


8408100103 

30-220 

P 


8408200172 

50-336 

P 
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((^UTHCR 

AFFiulATtOM 

ACCESSION 

NUMDER 

SUBJECT 

CATEGORY 

AUTHOR 

APf ILlATfCN 

ACCESSION 

nUuDER 

SUBJECT 

CATEGORY 


0408200594 

50-336 

R 


8408300202 

NUREO 



840B2 10306 

50-243 

P 


940B300287 

NUREO 



0400210339 

30-423 

E 


0400310265 

waste man^ 


04082 J 0469* 

30-336 

Q 

Ocean Fleets Consultancy Service 

04O8O2O189 

50-322 

1 


0400210460 

50-213 

Q 

□ ffice of Management 6 Hodge*- 

0400060019 

DfiG 



0408230431 

30-243 

R 


04000601 14 

ORG 



8400280159 

50-423 

E 


04080602 I 9 

□RC 



8400200250 

30-423 

E 


0400070031 

ORG 



8400290004 

50-245 

8 

Ogle PctTuleumr Inc 

8400340050 

40-0745 



0408290290 

50-213 

P 


8400240079 

40-0745 



0400310187 

50-213 

F 

Ohio Citiiens for Responsible Energy 

8400070196 

50-440 

C 

Northeafit Utilities Service Co (subs 

of 0400070220 

30-423 

A 


0400090196 

50-440 

C 

Northeast Utilities) 





8408090202# 

50-440 

G 


0408130349 

TOP REP 



04OSO9O2O2* 

50-440 

G 

Northern States Pnuer Co 

8407100420 

50-S63 

8 


8400090231 

50-440 

G 


8400070197* 

50-202 

0 










8400090231 

50-440 

G 


04O8OBOO99 

50-263 

S 


04OSO9O24 5 

50-440 

G 


0400090011 

50-863 

F 


0400090245 

50-440 

Q 


8400090014* 

50-263 

F 

Oklahoma. Uni\ of. Norman. OK 

B40B030066 

50-112 

F 


0408130020 

71-83 


Omaha Public Pouer District 

0400060289 

50-205 

9 


8400130021* 

71-03 











8408070128 

50-285 

P 


0408130024* 

71-83 



B4D0O9O4O1 

30-205 

6 


0408160169 

30-863 

F 


04OBO9O4OS 

50-263 

S 


8400160222 

30-263 

P 


8400 100062# 

50-205 

Q 


8400160229* 

50-263 

P 


8408100104 

50-283 

P 


0400160233* 

50-263 

P 










8408150136 

71-256 



8400170252 

50-263 

P 


8400200589 

30-2BS 

R 


8400240230 

30-282 

S 


8400240230 

50-205 

5 


0408270293 

50-263 

P 


8400270244 

50-285 

P 


0408270299* 

50-263 

P 


0408280288 

50-293 

8 


0400270302* 

30-263 

P 










840B2Q0343 

50-289 

S 


0408200127 

50-263 

B 

Oregon State Univ , Corvallis. OR 

0408020081 

PR 



0408280160 

50-263 

P 

Oregon. State of 

040020022? 

WASTE MOT 


0408280164* 

50-263 

P 


8400200234 

WASTE MOT 


8400200169* 

50-263 

P 


8408200242 

WASTE MOT 


0408300176 

50-263 

F 










840B20024S 

WASTE MOT 


0400300176 

50-263 

F 


8408200252 

WASTE MOT 


8400300176 

30-263 

F 

Ouiens-Corning Fiberglas Corp 

0408230109 

TOPREP 



0408300176 

50-263 

F 

Pacific Oas 1 Electric Co 

□406150149 

50-279 

P 


0408300100* 

50-263 

F 


0408010036 

71-202 



6408300180* 

50-263 

F 










8408020056 

50-133 

P 


0408300100* 

50-263 

F 


8408020063* 

50-133 

P 


0403300160* 

50-263 

F 


□40B020067* 

30-133 

P 


0400300103* 

50-263 

F 


8408060120 

30-323 

A 


8400310112* 

TOPRCP 



8408060126 

50-323 

A 

Nuclear Fuel Services. Inc (subs of 

8408020154 

70-143 






Oetty Oil Co > 





0408070278 

50-323 

A 






8408070327* 

50-279 

Q 


0408130301* 

70-143 



8408070369 

50-279 

S 


0408150156 

70-143 



8408000453 

50-275 

F 


0400150161* 

70-143 



0400000438* 

50-275 

F 


6400150545 

70-143 







8408170012 

70-143 



0408130003 

90-275 

P 






0408130100 

50-275 

P 


0408170392 

70-143 



0408130180 

90-279 

P 


8400270413* 

70-143 



0400130291 

50-273 

Q 


04O0S0OOS3* 

70-143 



040014001 1 

90-275 

P 


0408200174 

70-143 







0408280299* 

70-143 



8408140011 

50-273 

P 






0408140341 

90-323 

P 

Nuclear Information h Resource Service 

8408140417 

NUREO 



0408160234 

30-279 

Q 

Nuclear System 

0408090510* 

contract 



04OB 160267 

90-273 

F 

Nuclear Utility Task Action Committee 

0400140423* 

30-450 

A 


8408160267 

90-273 

F 

Nucon. Inc 

8408010276* 

50-206 

P 






840801 0207* 

50-206 

P 


8408160273* 

50-275 

F 






8408160273* 

30-273 

F 

O'Donnell & Associatesj Inc 

8400200268* 

30-445 

0 


8408160491 

90-279 

5 

O'Neillf J 

8400210327 

50-155 

0 


8408200310* 

30-279 

Q 


8408210330* 

50-155 

0 


0400200310* 

30-279 

0 


B40B2 10337* 

30-155 

9 






8400210432 

PR 



8408210226 

30-273 

3 






8408210406 

90-275 

P 


8400280244 

50-155 

Q 


0408210637 

30-275 

P 

DTHA; Inc 

8408070462* 

PRM 



0400210639 

50-27 5 

P 

Oak Ridge Associated Univs 

0408020225* 

70-0 



0408230008 

30-273 

P 

□ak Ridge National Laboratory 

8408070007 

NUREO 







0408080355 

NUREO 



B40B230012* 

50-275 

P 






0408230476 

50-273 

8 


8408000415 

NUREO 



0408230553 

30-273 

F 


8408080419 

NUREO 



0408230553 

90-279 

F 


8408080422 

NUREO 



8408230350* 

30-273 

F 


8408130001 

NUREO 







8408 I 30007 

NUREO 



84082303SB* 

50-275 

F 






B40B270U2 

90-279 

B 


0408130009 

NUREO 



0 40 B2 70396 

30-323 

A 


8408130041 

NUREO 



8408300402 

30-279 

P 


8408230184* 

50-317 

P 


8408310038 

30-279 

S 


8408230191* 

50-317 

P 






8400270050 

WASTE MANA 


8408310143 

50-275 

8 






8408310230 

30-279 

F 


8408290190 

NUREO 


Palmetto Alliance 

8408070443 

30-413 

G 


8408290198 

NUREO 



8408300540 

50-413 

G 


8400300272 

NUREO 



0408310205 

90-413 

0 
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CORPORATE SOURCE INDEX 


AUTHOR 

APF7LIATIGN 


J'ararneterj Inc 


Pathfindsr Katies Corp 


PeJton* J R 

Penn-s vlvan i a Potutfr t( Light 


PennsyWania Power Co 
Pennsylvania State Univ > ' 
Park/ PA 

Pennsylvania! Com!Tionweal th 


Perryi DU 

Philadelphia Electric Co 


Co 


III 1 vers 1 ty 

of/ 


ACCESSION 

NUMDER 


B40B080307* 
B40B090074* 
B 40 B 090272 
Q 40 aia 02 £i 3 
840331 00B4 

0403030356 

0408200400 

6400200401* 

8400240334 

0408240413 

B40B24QA14 

6408240419* 

8408270093 

8408160414* 

8408030178* 

940 B 060143 

8408070342 

0408070342 

8408080142 

8408080269 

0400000269 

B40B090393 

a40809039!l 

840B090396 

8408090421 

8408090439 

8408100123 

8408130129 

8408160164 

8408200283 

0408210290 

8400240069 

0400240246 

8408300109 

0408300340 

0408300399 

8408300404 

0408300489 

0408310118 

0408310214 

8400310214 

8408020126* 

8408090046* 

8408230267 

8408020047 

0408140131 

8408140449 

8408230440* 

0408210047* 

8407160090 

0407160091* 

0408010259 

04OSO1O259 

0408020030 

8408020030 

8408020098 

0408020098 

8408020079* 

8408020079* 

8408020000* 

0408020080* 

0400020084* 

0408020084* 

B40B020090* 

8406020090* 

8408060053 

8408060093 

8400060228 

8408060220 

8408060232 

8403060232 

0400060321 

0400070033 

0400070033 

8400070037 

0400070037 

0400070220 

0408070287 

0408070207 

8408070209 

0408070289 

04OSO7O291* 

0408070291* 

8408070303 


SUBJECT 

category 


CONTRACT 

CONTRACT 

NvREO 

NUREG 

NUREG 

40-6622 

40-2239 

40-2299 

40-6622 

40-2259 

40-2259 
40-2259 
40-2259 
90-900 A 
50-387 Q 

50-307 1 

30-307 P 
90-307 P 
30-300 9 

90-307 Q 

50-3B7 0 

90-388 B 
90-387 S 
90-387 a 
90-307 9 

30-307 B 
50-387 F 
90-307 F 
30-388 9 

90-307 a 

50-387 9 

90-307 B 
50-387 9 

90-308 0 

50-387 6 

30-388 S 
90-308 9 

50-387 S 
90-307 0 

50-387 F 

90-387 F 
90-440 I 
CONTRACT 

30-9 P 
90-352 0 

50-289 0 

90-219 0 

90-289 H 
CONTRACT 
50-277 F 

50-277 F 
90-392 0 

90-352 0 

90-392 A 
50-392 A 

50-352 A 
90-352 A 
50-392 A 
50-392 A 
90-392 C 

30-392 C 
90-392 K 
90-392 K 
90-392 A 
50-392 A 

90-392 0 

30-352 0 

90-392 Q 
90-392 0 

90-392 E 

50-352 E 
90-277 P 
90-392 A 
90-392 A 
90-392 A 

50-392 A 
50-352 A 
50-392 0 

90-392 0 

50-392 e 

90-392 E 
90-392 0 

90-392 G 
90-270 P 


author accession subject 

affiliation NUMOER cateoorv 


0408070336 

90-392 

F 

0408070390 

90-352 

G 

8408070390 

50-392 

G 

8408070363 

90-392 

0 

8408070363 

90-392 

0 

0408070366 

90-352 

0 

8408070366 

90-392 

G 

8408070372 

90-352 

0 

8408070372 

50-352 

0 

8408070412 

90-392 

0 

B4O0O7O412 

50-392 

0 

0400070419* 

50-352 

Q 

0400070419* 

90-392 

Q 

8400070429 

90-352 

0 

0408070429 

50-352 

0 

8408070433* 

50-392 

0 

0408070433* 

50-392 

0 

8408070444 

90-392 

0 

8400070444 

50-352 

0 

8408070450* 

50-392 

G 

8408070450* 

90-392 

0 

0408070495 

90-392 

G 

8408070495 

90-392 

0 

8408070513 

90-392 

E 

8406070913 

90-392 

E 

8408000399 

90-392 

G 

8408000399 

90-392 

0 

8408000404 

50-392 

0 

8408000404 

90-392 

0 

8408080533 

50-277 

8 

8406000939 

90-277 

6 

8400100048 

50-278 

S 

8406130296 

50-392 

Q 

8408130296 

50-392 

Q 

8406130317 

50-352 

A 

8406130317 

50-392 

A 

8400130361 

50-277 

P 

8406130361 

90-277 

P 

8406130601 

90-277 

8 

0408140303 

90-392 

E 

0406140303 

50-392 

E 

8406190367 

90-352 

G 

8400190367 

90-352 

Q 

8408190404 

90-352 

0 

8408190404 

50-352 

0 

8406190477 

50-352 

0 

8408190477 

90-352 

0 

8406190602 

71-9111 


0408160355 

90-392 

F 

0406160359 

90-392 

F 

8408160360* 

90-392 

F 

8408160379 

90-392 

E 

8408160379 

50-392 

E 

8408200147 

50-392 

F 

8406200147 

90-352 

F 

B408200206 

90-352 

F 

8408200206 

50-392 

F 

8408200262 

90-392 

E 

8408200262 

50-392 

E 

8408200286 

90-392 

0 

6408200286 

90-352 

0 

8408210031 

50-392 

E 

8408210031 

90-392 

E 

8408210076 

90-392 

K 

8408210076 

90-392 

K 

84082 1 0303 

50-392 

A 

8408210303 

50-392 

A 

8408210369 

50-277 

P 

840821038? 

90-277 

P 

8408210394* 

90-392 

Q 

0408210429* 

90-392 

Q 

8408210492 

50-352 

F 

0408210452 

90-352 

F 

8408210913 

90-352 

A 

3408210913 

90-392 

A 

8408210920* 

90-392 

A 

8408210946 

90-171 

R 

8408220119 

50-392 

A 

8408220119 

50-392 

A 

8408220169 

50-392 

A 

8408220169 

90-392 

A 

8409220168* 

90-352 

A 

8408220168* 

90-392 

A 

8408220497 

90-392 

F 

8408220497 

90-392 

F 
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author accession 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8A0BS20S01« 

50-352 

F 


0406140202 

30-344 

P 

840622050 (« 

50-352 

F 


0408140269 

50-344 

P 

0406230185 

50-277 

P 


6406210139 

30-344 

P 

8406230165 

50-277 

P 


6406210292 

30-344 

F 

84OB23OSS0 

50-352 

U 


0408210415 

SO-344 

F 

B40B230272 

50-352 

c 


6408210436 

30-344 

P 

8406230292 

50-352 

e 


6406280149 

30-344 

S 

840B230297» 

50-352 

E 


B40B280242 

30-344 

P 

8409240236 

50-352 

Q 


6400280253 

30-344 

F 

8406240236 

50-352 

0 

Pauper Authority of the State of Neup York 

64080 103 1 7 

30-206 

5 

8406240241 

50-352 

0 


8400010319 

50-333 

P 

8406240241 

50-352 

0 


8406010321* 

30-333 

P 

8409240254 

50-352 

T 


8406010322* 

50-333 

P 

8406240254 

50-352 

T 


8400030234 

30-333 

S 

8400240256 

50-352 

0 


8408030236 

50-333 

8 

8400240256 

50-332 

0 


6406030287 

50-333 

R 

8400240262 

50-333 

0 


8406070364 

50-333 

P 

8400270161 

50-332 

A 


B406070417 

30-333 

P 

8400270161 

50-352 

A 


8408070423* 

50-333 

P 

8400270376 

50-352 

e 


6408070426* 

30-333 

P 

8400270376 

50-332 

E 


8406100087 

50-333 

F 

8400260130 

50-332 

A 


B40B100105* 

30-333 

F 

8400280130 

50-332 

A 


6406130309 

50-286 

F 

8400280 132« 

50-332 

A 


0400130313* 

50-206 

F 

8400260177 

50-332 

P 


8400140460 

50-247 

0 

8400200272 

50-278 

P 


8408150147 

71-240 


84Q026O273« 

50-270 

P 


6408130230 

50-206 

F 

84O02eO27B« 

50-278 

P 


8408160311 

50-333 

R 

8406280386 

50-353 

0 


0408170377 

50-266 

P 

8400200366 

50-332 

0 


0406210201* 

50-333 

Q 

8400290107 

50-277 

8 


0408210436* 

50-333 

0 

8400310004 

50-277 

Q 


8408210443 

50-206 

P 

0400310004 

30-277 

0 


0408210449* 

50-206 

P 

8408310007 

50-332 

A 


8408210451* 

50-286 

P 

8408310008 

50-332 

F 


8408220324 

50-333 

P 

8400310008 

50-352 

F 


G40G230I64 

50-206 

F 

8400310012 

50-332 

A 


0406230171* 

50-206 

F 

04OB31OO12 

50-332 

A 


8406230356 

50-333 

0 

0400310010 

50-332 

A 


B408230428 

50-206 

R 

8408310010 

50-352 

A 


B40B240040 

50-206 

8 

8400310058 

50-352 

0 


0408240145 

50-333 

P 

8408310058 

50-352 

Q 


8408240243 

50-333 

3 

84083101 10 

50-352 

8 


0408270144 

50-333 

8 

8400310110 

50-352 

0 


8408310095 

50-333 

P 

8400310124 

50-352 

Q 


8406310177 

50-206 

Q 

0408310146 

50-353 

A 

Pouer Dreakersi Inc 

0406240270 

aA999 


8408310146 

50-352 

A 

Public Interest Research Oriiup> 

0406060103 

50-70 

0 

8400310223 

50-353 

0 

Cal 1 fornla 




8400310413 

50-352 

A 


0408060191* 

50-70 

0 

8408310413 

50-352 

A 


8408060197* 

30-70 

0 





8408060206* 

50-70 

0 

8408310417 

50-352 

Q 





PhiUdilphiai PA 8406820379 

50-352 

0 

Public Service Co of Colorado 

8406010006 

90-267 

R 

Philbricki 38 8408020237 

ACR8 



0408010008* 

90-267 

R 

Phillips Indu$krle9« Inc 8408200332 

50-461 

6 


0408020 1 90 

90-267 

P 

8408200332 

50-461 

8 


8408030160 

90-267 

F 





0408070233 

90-267 

0 

8408200332 

30-461 

8 





8408200332 

50-461 

6 


8408070313 

90-267 

F 

8408200333 

50-528 

8 


8408060514 

90-267 

S 

8408200333 

50-528 

S 


0408060520 

90-267 

a 

8408200333 

50-520 

8 


8408080525 

90-267 

p 





0406090311 

90-267 

p 

B40B20033G 

50-461 

a 





Phosnlxvlllar PA 8408060179 

50-352 

0 


84000903 1 6* 

90-267 

p 

Plckardi Lowe O^rrickr Inc 8408130225* 

50-209 

p 


0400090322* 

90-267 

p 

Pitttburghi Univ ofi Ptbbiburghi PA 8408020021 

50-322 

T 


8400150306 

90-267 

0 

Plataau Resourcaa. Ltd 6408130272 

40-0674 



8408160207 

90-267 

0 





0408200559 

90-267 

p 

8400240047 

40-0674 






8406240351 

40-7069 



0406210420 

90-267 

Q 

8408240410 

40-0698 



8406210462 

90-267 

P 

Plymouth* MA 8408200597# 

CONTRACT 



8408230456 

50-267 

R 

Portland Camant A««oclation 8408220090* 

50-329 

A 


0408230457# 

50-267 

R 





0408230459* 

90-267 

R 

Portland Ocnarai Elsctrlc Co 8408010281* 

50-344 

Q 





8408020050 

50-344 

K 


B40B260480 

50-267 

F 

8408020051* 

30-344 

K 


8400290101 

50-267 

F 

8408020057 

50-344 

P 


0400290256 

50-267 

P 

6408020059* 

30-344 

P 


8408290264 

90-267 

F 




Public Service Co of Neu/ Hap^pshlra 

0408070332 

90-443 

A 

8400020061* 

50-344 

P 





8400060058 

30-344 

F 


B40B070362 

90-443 

F 

8400070447 

30-344 

P 


B4DB070362 

90-443 

F 

8408080316 

30-344 

P 


0408100013 

50-443 

5 

8408090060 

30-344 

8 


0408100013 

90-443 

B 





0408100003 

90-443 

S 

8408090158 

50-344 

P 





8400090237 

30-344 

P 


B40B10D136 

90-443 

0 

8400100058 

30-344 

F 


04D81OO1G6 

50-443 

3 

8406130414 

50-344 

F 


0408160371 

90-443 

A 

8408130416* 

30-344 

F 

Public Service Electric Ic Gas Co of Neiu 

0408010219 

90-394 

E 


UbTSBII 
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AUTHOR 

ArPlLIATlCfi 


Pullman» tnc 

Radiation tianagemant Corp 


Re/5pecj Inc 

Reactor £xpc i imei>ts j Inc 
Rl^ade Island U Providence Plantation 
Rljotfe Islandi State of 
Rochester h- Electric Carp 


ACCESSION 

NUnQER 


BA0Q010234« 
8408010246 
8408020100 
8408020 108» 
8408030069 

8408030247* 

8408060176 

8408060279 

8408070326* 

8408080290 

B40B0B0344 

8408080346* 

8408080389 

8408090076 

8408100063 

8408100067* 
8408100083 
8406100096 
B40810014D 
B40B1 30363 

8408130568 

8408140336 

8408130233 

8408130243 

8408130343 

8408160143 

8406160142 

8408160276 

8408160336 

8408160348 

8408170032 

8408170103 

8408170336 

0408170337 

8408200276 

8408200343 

8406210335 

8408210333 

8408210442 

8408230332 

6408230365* 

8408230371* 

8408230501 

8406240117 

6406240117 

8408240373 

8408240268* 

8408240293 

8408280066 

8408280089 

840828020) 

8406280223 

8408280448 

8408290002 

8408290096 

B40B290102* 

8408290134 

8406290138* 

8408290144* 

8408290149* 

8406290160* 

8406300153 

8406300342 

8408300349 

8408300400 

84083)0198 

8408130278 

8408130283* 

8408020228 

8400020230* 

8408150114* 

8406060432 

6406210326 

8408090332 

6408030014* 

6408070178* 

8408070198 

8408070246 

8408070420 

8408070515 

8408070516* 

8408070524 

8408070526* 

8408060091 

6408100032* 


SUBJECT 

CATEGORV 


50-354 E 
50-354 G 
50-272 K 
50-272 K 
50-354 e 

50-272 Q 
50-354 E 
50-354 A 
90-354 Q 
50-354 E 

50-354 A 
50-354 A 
50-354 0 

50-311 9 

50-354 F 

50-354 F 
50-354 S 
50-354 S 
50-354 B 
30-311 P 

50-311 9 

50-354 E 
50-272 F 
50-272 P 
50-272 P 

50-272 R 
30-272 n 
30-272 8 

30-334 A 
30-334 E 

30-334 F 
50-354 e 
30-354 Q 
30-334 A 
30-311 R 

30-872 P 
30-272 P 
30-872 P 
30-354 A 
30-394 A 

30-354 C 
30-354 K 
50-272 S 
50-272 P 
50-272 P 

90-354 E 
50-354 E 
30-334 D 
30-334 0 

30-354 Q 

SO-354 E 
30-354 6 

50-334 0 

30-354 F 
30-334 A 

50-354 A 
50-354 E 
50-354 E 
30-354 E 
50-394 E 

50-394 E 
30-354 A 
30-354 5 

30-311 S 
30-311 B 

50-334 K 

71-184 

71-184 

40-8724 

40-8724 

71-6346 
XPQRTLIC 
50-193 B 
PR 

30-244 0 

30-244 Q 
30-244 0 

30-244 P 
30-244 0 

50-244 P 

50-244 P 
30-244 P 
50-244 P 
50-244 P 
30-244 a 


AUTHOR 

AFFILIATION 


Rochester. NY 
RockbestoB Co 

Rockuiell International Corp 


Rqckg Moontajn Energy Co 

Rogers it Associates Engineering Corp 
Sacramento Municipal Utility District 


Safe Energy Alliance 

San Diego Oas Electric Co 

San Jose State Univ i Ban Josb, CA 

Sandia Laboratories 


Sandvlk Special Metals Carp 
Sargent & Lundy. Jnc 


Science 6 Engineering Associatesi Inc 
Science Applications. Inc 


Senate 


Sequoyah Fuels Corp 

8hau. Pittman. Potts It Trowbridge 


ACCESSION 

NUMBER 


8408100036* 

8400130357 

8408140161 

8408140167* 

8408150108 

B40Q1 70047 
8408170038 
8408200507 
8408270232 
8408290112 

8408060023* 

8408070334 

8408070466 

B40803006B* 

8406150364 

□400280007* 

8408240031 

8406240102 

8408310331 

0400060006 

840006001 I 
8408060177 
8408130207 
8408140239 
8408160290 

B40B1 70362 
6408200339 
8408240111 
8408240112 
8408270061 

0406270401 
640B280240 
8406290288 
S4083101 13 
8408310196 

8408310217 

8400310220# 

6406310234 

6406310237* 

6408310249 

8400310246* 
8408140449 
8408090 1 94* 
8408020129 
8408080359 

8408080367 

8406100147 

840S100132 

8406100133 

8400130006 

8409130577 

0400240214 

6400240260 

0406240264 

8408240320 

0406280009* 

0400290337 

0400300178 

8408310089 

8408010142 

8408030143 

0408130420* 

8408270172* 

B40B310192 

8400310192 

6408310194* 

8408310194* 

8408310199* 

8408310199* 

840B080472 

6408130437* 

8408130442* 

8408130445* 

0400150275* 

B408210160 

8408270998* 

0408310262* 

8403100192* 

0406010340* 

0408070048* 

8406220296 

8400230063* 

0406240339 

0408240377 

0408010214 


SUDviECT 

CATEGORY 


30-244 Q 
30-244 P 
30-244 F 
30-244 F 
30-244 P 

30-244 P 
30-244 P 
30-244 G 
30-244 F 
30-244 S 

CONTRACT 
0A999 
QA999 
30-389 A 

70- 25 

waste MOT 
40-8697 
40-8360 
WASTE MOT 
50-312 V 

30-312 Q 
30-312 P 
30-312 F 
30-312 P 

71- 5926 

90-312 P 
50-312 0 

30-312 8 

50-312 P 
50-312 P 

30-312 P 
90-312 P 
30-312 8 

90-312 P 
90-312 6 

50-312 P 
50-312 P 
90-312 P 
90-312 P 
50-312 P 

90-312 P 
90-219 0 

30-361 P 
90-322 T 
NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

WASTE MOT 
WASTE MANA 
WASTE MANA 
WASTE MANA 
NUREO 

WASTE MOT 
waste MANA 
WASTE MANA 
NUREO 
XPDRTLIC 

QA999 
90-454 Q 
90-454 0 

50-494 T 
90-454 T 

50-454 T 
90-454 T 
90-454 T 
90-494 T 
NUREO 

CONTRACT 
CONTRACT 
CONTRACT 
50-219 F 
WASTE MOT 

CONTRACT 
CONTRACT 
90-367 H 
50-339 H 
90-416 H 

50-269 0 

90-272 H 
40-8768 
40-8768 
90-440 0 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

affiliation 


accession 

NUMBER 

SU8JECT 

CATEGORY 


8^08010229 

50-440 

G 



6408200287 

50-395 

G 


B40a0200<?2 

50-209 

0 



84083Q0514 

30-393 

6 


8406020034 

30-400 

0 

Southern Catil^ornla Edison 

Co 

6406010226 

30-206 

P 


8408070418 

30-320 

0 



6406010240 

30-361 

P 


8408070437 

30-287 

0 



6400010272 

30-206 

P 


0408070470 

30-320 

0 



8408010304 

50-361 

8 


8408080217 

30-400 

0 



8408030123 

50-206 

F 


8408090423 

30-289 

0 



6408030123 

50-206 

F 


840B 130300 

30-289 

0 



B406030166 

30-206 

P 


8408140004 

30-400 

0 



640003 01 69i» 

30-206 

P 


8408140007 

30-289 

G 



6408060034 

50-361 

a 


8408140008 

30-400 

0 



8406060039* 

30-361 

g 


8400140014 

30-400 

T 



B40Q0600BO 

30-361 

p 


8406140023 

30-400 

0 



6406060080 

50-361 

p 


B40814004B 

30-400 

0 



0403060112 

50-361 

Q 


8408140037 

30-400 

0 



8408060 1 1 2 

50-361 

Q 


8400140420 

PR 




0408060223 

50-361 

8 


84081 S04&7 

30-440 

0 



B40B07D379 

50-206 

8 


8408170325 

30-289 

0 



8406070411 

50-206 

0 


84081 70330« 

30-289 

0 



8406070411 

50-206 

Q 


8408200468 

30-289 

0 



840608048? 

30-361 

6 


8408200315 

30-209 

0 



8408090107 

50-361 

P 


8400200337 

30-289 

0 



8408090107 

50-361 

P 


8408200361 

30-289 

G 



6406090194* 

50-361 

P 


8408230207 

30-269 

0 



8406090194* 

50-361 

P 


8408230272 

30-289 

0 



B40BQ9020L* 

50-361 

P 


8408270113 

30-289 

G 



6406090201* 

50-361 

P 


8408280219 

30-382 

G 



6406090419 

50-362 

0 


8408310207 

30-289 

0 



6408100091 

50-361 

P 

Biirra Club 

8408310106 

50-382 

0 



8408100091 

50-361 

P 

Sigma Chemical Co 

8408170220 

XPORTLIC 




8408100115 

50-361 

P 

Sinclair^ N 

8408170297* 

SO-329 

T 



8408130203 

50-206 

Q 

Sinnlsslppi Alliance #or the EnvlTonment 

8400010177 

30-434 

0 



8406140216 

50-206 

S 

<SAPE1 






0406140260 

50-361 

Q 


8408010177 

30-484 

0 



6406140260 

30-361 

Q 

* 

8400010181 

80-454 

0 












8406160215 

50-206 

P 


8408080390 

30-434 

0 



6406170059 

50-361 

9 

Small Suiineea Administration 

8408220080* 

CONTRACT 




B40B20033S 

50-361 

G 


8408220400* 

contract 




8406200335 

SO- 361 

G 


840e220404e 

CONTRACT 




B40621O163 

50-206 

P 


8408290349* 

CONTRACT 













B40B210179* 

50-206 

P 

Society Against Nuclear Energy 

8408140449 

50-219 

0 



8406210479 

30-363 

Q 

South Carolina Electric & Oas Co 

8406060103 

30-393 

p 



6400220090 

30-361 

R 


8408060134 

50-393 

p 



6406220099 

50-361 

R 


8400060140 

50-393 

p 



8400230170 

30-206 

P 


8400070373 

30-395 

p 












6408240084 

50-361 

8 


8408070402 

50-395 

Q 



8408240169 

30-206 

P 


8408080124 

50-393 

P 



8408240200 

50-362 

8 


6408000187 

80-395 

K 



0408240267 

50-361 

P 


8408080192* 

50-395 

K 



8400240267 

50-361 

P 


8408080196# 

30-395 

K 












8409240294 

50-361 

P 


8408080200# 

50-398 

K 



8408240297# 

50-361 

P 


8408080207* 

30-395 

K 



8408270409 

50-361 

P 


840B0BO214* 

50-395 

K 



8406270409 

SO-361 

P 


840BDB0221* 

50-395 

K 



8400200225 

50-361 

S 


8406080226* 

30-398 

K 












6406290296 

50-361 

0 


8408080228* 

50-395 

K 



B40e3GGl63 

50-361 

P 


840BOB0232* 

30-393 

K 



6406300163 

50-361 

P 


8400080237* 

30-395 

K 



840630 0163* 

50-361 

P 


8408080240* 

30-395 

K 



6406300165* 

50-361 

P 


0408080244* 

50-395 

K 












640830 0232 

50-206 

a 


8408080248* 

50-395 

K 



0408300492 

50-361 

8 


8406080231# 

30-393 

K 

Southern Callfornlar Univ 

ofi LOS 

6406160405* 

50-509 

A 


8408080234# 

50-395 

K 

Angelest CA 






8408080260# 

30-395 

K 

Southern Co Services* Inc 


8406020106 

NUREO 



8408080262* 

30-395 

K 

Bpiegel S* NcDiarmid 


8406030154 

50-275 

0 


8408080263* 

50-393 

H 



8408290342 

50-458 

H 


8406090143 

30-395 

a 

StamlrlB* B 


8406020107* 

50-329 

6 


0406090241 

50-395 

5 



0406170 292# 

50-329 

T 


8408100002 

50-395 

F 

Standardized Nuclear Unit Pouer Plant 

0407310144 

50-402 

A 


8408100012* 

30-395 

F 

System 











0408010306 

50-402 

8 


8408130340 

30-395 

8 







0408 1 30364 

50-395 

F 



840B0103B6 

50-402 

9 


0406140263 

30-395 

P 



B40BO 10386 

50-4B2 

S 


0406 1 60323 

71-9151 




0408030255 

S0-4B2 

8 


0406170308 

30-395 

V 



0406030255 

50-402 

a 







8408030255 

50-402 

8 


8408170313* 

50-395 

V 







8408170318* 

50-395 

V 



840B06D234 

50-492 

A 


8408200340 

50-395 

8 



0408160063 

50-402 

F 


0406200344 

30-395 

3 



8408160063 

S0-4B2 

F 


8408230307 

30-395 

a 



0408210313 

30-402 

A 







B40B2703B9 

50-462 

F 


8408240002 

30-395 

p 







0408270174* 

30-395 

Q 



840B2703B9 

50-492 

F 


8408260104 

30-395 

P 



B40B300090 

50-402 

F 


0408260114* 

30-395 

P 



8406310101 

50-402 

A 



576 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


StatCj Dept tj9 
Steel, Kettor £, Davis 


Steuart b Btevenson Servlcea 
Stone it Webster Engineering Corp 


Stone it Webster. Inc 


Streichi Langr Weeks ti Carden 
Suffolk Countyi NY 


Sugartn^n & Denuorth 


Sunfloufr Alliance 

7DI (Transamerica Oelaval, Inc ) Oumer* 
Or oup 


ACCESSION 

NUMBER 


8408010133 

3408090397 

8408090397 

3408090437 

3408090437 

34081 4023&» 
8408140336* 
3408140203* 
8408140293* 
0408140277* 

0408140277* 

0408100106* 

0408030136 

0408060133* 

3408210382* 

0408280203* 

8408310213* 

0406010030 

0400190714* 

0400240132 

0406240134* 

0408240130* 

8408240143* 

0408240140* 

8408240192* 

8408240159* 

8407120136 

8408010239 

8408020021 

8408030074 

8408030086 

6408030105 

0408030112* 

0408070300 

0408070424 

0408000330 

0408030410 

0408130341 

0408140013 

0400140017* 

8408140466 

8408140470 

8408140477* 

8408160210 

0408160224* 

0409170315 

0408210380 

0408230194 

0400230199 

0408230264 

04OQ2BO249 

8400280409 

8408010223 

0400010223 

0400010228* 

0400010223* 

3400010248 

0400090226 

0400090233* 

0400130368 

8408140484 

0408010229 

8400200437 

0405290062 

8405290062 

8405290062 

8405290062 

8405290062 

8405290062 

0405290062 

8405290062 

8405290062 

8405290062 

0405290062 

8405290062 

0405290062 

0405290062 

0405290062 

3405290062 

0405290062 

8405290062 

8405290062 

8405290062 

8405290062 


SUBJECT 

CATEGORY 


XFDRTLIC 
50-290 0 

50-250 0 

50-290 0 

30-250 0 

50-290 0 

50-250 0 

50-250 0 

50-250 0 

30-230 0 

50-230 0 

50-461 A 
QA999 

50-206 S 
TOPREP 

50-412 E 
50-412 F 
50-329 8 

50-329 A 
50-329 R 

50-329 R 
50-329 R 
50-329 R 
50-329 fl 
50-329 R 

50-329 R 
50-523 D 
50-322 0 

50-322 T 
50-322 Q 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-322 T 
50-322 T 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-352 0 

50-352 0 

50-352 O 

50-352 0 

50-352 0 

50-352 O 
50-352 0 

50-352 Q 

50-352 0 

50-440 0 

50-440 0 

50-206 0 

50-206 a 

50-206 B 
50-206 8 

50-206 8 

50-206 8 

50-206 B 

50-206 0 

30-206 0 

50-206 8 

90-206 8 

50-206 a 

50-206 6 

50-206 B 
50-206 a 
50-206 8 

50-206 B 

50-206 8 

50-206 B 
50-206 8 

50-206 8 


AUTHOR 

AFFILIATION 


TERA Corp 


TMl Public Health Fund 


Tayloe Associates 


Tech/Dps 

Technology for Energy Corp 
Teledyne Engineering Services 
Teledyne Oeotach 
Teledyne Isotopes 

Teleflex, Inc 

Temple Unlv , Philadelphia, PA 
Tennessee Valley Authority 


ACCESSION SUBJECT 


number 

category 

0409290062 

90-206 

8 

0409290062 

90-206 

8 

0409290179 

50-206 

8 

0409290179 

90-206 

8 

0409290179 

90-206 

S 

0403290179 

90-206 

8 

0405290179 

90-206 

S 

0409290179 

90-206 

8 

0409290179 

90-206 

8 

8403290179 

50-206 

8 

8405290179 

50-206 

0 

8409290179 

90-206 

0 

8405290179 

50-206 

0 

8405270179 

50-206 

0 

8409290179 

90-206 

0 

0409290179 

50-206 

8 

8409290179 

90-206 

6 

8405290179 

50-206 

8 

0409290179 

90-206 

8 

□409290179 

90-206 

8 

0409290179 

90-206 

8 

D405290179 

50-206 

8 

0409290179 

90-206 

8 

0409290179 

90-206 

B 

0409290179 

90-206 

8 

04OBO6OOSO 

50-206 

8 

0400060102 

50-206 

8 

0400060324 

50-206 

8 

0400160394 

50-206 

S 

0400160395 

90-206 

8 

0400290179 

90-206 

0 

0400140012* 

90-279 

P 

0400190741* 

90-329 

A 

0400190741* 

90-329 

A 

0400190745* 

90-329 

A 

0400150749* 

90-329 

A 

□400270149* 

90-209 

0 

0400310157* 

50-239 

P 

0408310239* 

50-209 

P 

□408100030 

50-454 

T 

8408190524 

50-413 

0 

0408160076 

90-322 

0 

0400 1 60079 

50-352 

0 

8408160099 

90-352 

0 

8408160103 

50-392 

0 

0408160109 

50-413 

0 

0408160112 

50-392 

0 

04081601 IB 

50-322 

0 

0400160123 

90-322 

0 

8408160120 

50-400 

0 

8400020201 

71-9021 


8408230097 

50-327 

p 

8408060016* 

50-293 

p 

B408310310 

XPORTLIC 


6408210559* 

90-171 

R 

8408150724 

XPORTLIC 


8408200314 

XPORTLIC 


8408170326* 

90-454 

T 

8408010172 

50-390 

A 

0400010172 

50-390 

A 

8400010344 

50-299 

P 

0400010344 

50-299 

P 

B40B010344 

90-299 

P 

0400020145 

50-259 

F 

8400020149 

50-259 

F 

04000201 45 

50-259 

F 

0400020191* 

50-299 

F 

0400020151* 

90-239 

F 

0400020191* 

50-259 

F 

0400020196* 

50-299 

F 

B40B020196* 

90-299 

F 

0408020196* 

50-299 

F 

0400020242 

90-279 

0 

0400020242 

90-279 

□ 

0400030015 

90-299 

F 

8400030019 

90-327 

P 

8408030025* 

90-327 

P 

8408030026 

90-327 

P 

8408030026 

90-327 

P 

8408030032 

90-390 

F 

6408030032 

90-390 

F 

8408030128 

50-390 

A 

8408030128 

50-390 

A 

0408030155 

50-430 

A 

0400030257 

90-259 

0 



CORPORATE SOURCE INDEX 


577 


AUTHOR ACCESSION 

affiliation number 

SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOGRY 

0408060021 

50-239 

P 




8408270136 

SO -327 

P 

840B060029* 

30-239 

h 




8408270162* 

30-327 

P 

8408060098 

30-239 

R 




8408270162* 

30-327 

P 

84080601 13 

50-239 

S 




0408270199* 

50-259 

Q 

8408060220 

30-326 

P 




B40G27O366 

50-259 

R 

8408060241 

50-327 

s 




8408270369* 

50-239 

R 

8408060254 

30-327 

F 




8400270370* 

50-327 

Q 

8408060234 

50-327 

F 




□408270374* 

50-259 

R 

8408070133 

30-327 

P 




8408270468* 

30-438 

a 

8408070133 

30-327 

P 




8408270473* 

50-438 

Q 

8408070370 

50-259 

P 




0408270463* 

30-438 

a 

8408070370 

30-239 

P 




B40B2GD066 

50-320 

p 

8408070370 

30-259 

P 




8400200100 

30-438 

Q 

8400070373# 

30-239 

P 




84O02BD1 16* 

30-259 

0 

8408070375* 

30-239 

P 




8408200220 

50-260 

P 

8408070373* 

50-239 

P 




8408280222* 

30-260 

P 

8408070396 

NUREO 





6408280226* 

50-260 

P 

8408080318 

30-239 

9 




6408280349 

50-259 

6 

8408090020 

30-239 

8 




6408290245 

50-259 

F 

8408090024 

30-439 

B 




B4O029O243 

50-259 

F 

6408090023 

50-438 

S 




8408290250 

50-390 

A 

8408090023 

30-436 

8 




8408290230 

50-390 

A 

0400090028 

30-438 

8 




6408290355 

50-390 

A 

8408090028 

30-438 

6 




6408290333 

50-390 

A 

8408090033 

30-438 

8 




6408300469* 

50-327 

Q 

0408090033 

30-438 

8 




0408300477* 

30-327 

a 

8408090057 

30-430 

8 




6408310050 

50-327 

B 

8408090063 

30-390 

8 

Tvxas 

A&M Univ r 

College station. TX 

B40B1S0371 

30-59 

R 

8408090078 

30-390 

8 


Nuclear Dlv {subs of Ramsay 

6400150135 

XPORTLIC 


0400090136 

50-327 

8 

Engln»arlng Co 

> 







Taias 

Tech Unlv 

, Lubbockr TX 

6400220327 

NUREO 


8408090268 

30-438 

8 







0408090279 

50-438 

8 

Texas 

Uttllbles 

Electric Co (formerlg 

6400020072 

NUREO 


8408090341 

30-239 

8 

Tixai 

I Utilities 

Oenerating Co } 




8408090416 

30-430 

6 




6400030113 

30-445 

a 

8408090416 

30-438 

8 




6400030153 

30-445 

A 







6400030133 

30-445 

A 

8408100024 

30-327 

F 




6400060165 

30-445 

A 

8408100024 

30-327 

F 







8408130273 

30-390 

A 




6400060184 

30-445 

R 

8408130273 

30-390 

A 




6400070105 

go-445 

T 

8408130280* 

30-390 

A 




6400070103 

30-445 

T 







B4O0OBOO26 

50-445 

T 

6408130280* 

30-390 

A 




6400080026 

30-443 

T 

6408130373 

30-390 

A 







8406140331 

30-239 

8 




8400000032 

30-445 

T 

6408140375 

30-259 

P 




B 400080032 

50-445 

T 

8408140332 

30-327 

P 




6400080051 

30-445 

T 







6400080051 

50-445 

T 

8408140332 

50-327 

P 




6400080100 

50-445 

T 

6406140333* 

30-327 

P 







8408140333* 

50-327 

P 




6400000100 

30-445 

T 

8408130213 

30-296 

0 




6400000146 

50-443 

T 

8408160038 

30-438 

8 




64O0OBO 1 62 

30-443 

0 







6409000162 

30-445 

0 

8408160066 

50-430 

8 




8408000160* 

50-445 

0 

8406160134 

30-390 

e 







B40B1601S4 

30-390 

8 




6406080160* 

50-445 

0 

8408160173 

30-390 

8 




640008024 5 

50-443 

T 

8408160173 

30-390 

a 




64O0OBOS45 

50-445 

T 







6400080272 

30-443 

T 

8408160173 

30-390 

8 




6400000272 

50-445 

T 

6408160179 

30-390 

8 







8408160179 

30-390 

8 




6408000294 

50-443 

T 

6408160179 

30-390 

8 




6408000294 

50-443 

T 

6408160200 

30-436 

8 




6408000413 

30-445 

0 







6408000413 

30-443 

0 

6408 160269 

50-328 

9 




0400090044 

50-443 

8 

8408160434 

50-438 

9 







8408160433 

50-327 

8 




6400090044 

30-445 

9 

6408160493 

50-327 

8 




6400070105* 

30-445 

A 

8408160308 

30-259 

S 




B40B1 30093 

30-445 

0 







8408130093 

30-445 

0 

8408160318 

50-259 

8 




6406130305 

30-445 

0 

8408160519 

50-239 

8 







6408160322 

30-327 

8 




6408140393 

50-445 

K 

8408170033 

30-326 

8 




8408140393 

50-443 

K 

8400200131 

50-259 

P 




0400160157 

50-443 

A 







6408160137 

50-443 

A 

6408200300 

30-259 

8 




640B1601B5 

30-443 

8 

8408200412 

30-296 

8 







8408210433 

30-390 

A 




6400160183 

30-443 

S 

8408220137 

50-259 

P 




B40B1 60204* 

50-443 

Q 

8408230192* 

50-289 

0 




B40B1 60330 

50-445 

Q 







B40B1 60330 

50-445 

Q 

8408230192* 

30-239 

0 




6400160333 

30-443 

A 

8408230192* 

50-239 

a 







6408230208* 

30-239 

Q 




8400160333 

30-443 

A 

8408230208* 

50-259 

a 




6400160340* 

50-443 

A 

6408230208* 

30-239 

0 




6406160340* 

50-443 

A 







B40B160412 

50-443 

A 

6406230309 

30-327 

a 




6400160412 

50-443 

A 

6408240109 

50-239 

0 







8408270098 

30-438 

A 




6406160310 

50-443 

8 

8408270130 

30-296 

8 




6408170065 

30-443 

R 

6408270136 

30-327 

P 




8408170065 

50-445 

R 


1 



578 


CORPORATE SOURCE INDEX 




AUTHOR ACCESSION 

AFJFILIATION NUMBER 

SUBJECT 

category 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

04O82OQ295 

SO-445 

3 


84O8OBOO30* 

COMMISSION 

B4O02OO293 

SO'"443 

S 


6408160477 

WASTE MOT 

8406220331 

50-449 

0 

Three Mile Island Alert 

6406060201 

30-209 0 

6408220331 

50-449 

0 


0406060884* 

30-289 0 

84O022O3A7 

30-449 

T 


8400070362 

30-289 0 

0408220367 

30-443 

T 


6408070406 

50-269 Q 

840622037 1 • 

90-445 

T 


6406140010 

90-209 0 

8406280371* 

30-449 

T 


B40B140449 

90-219 0 

0408220374* 

30-443 

T 


8406140449 

30-219 0 

6400220374* 

30-449 

T 


8400140479 

50-289 0 

0400220380* 

SO-443 

T 


6400220238 

50-289 0 

6408220360* 

90-445 

T 


&4O6S80263* 

30-289 0 

6400220301* 

30-449 

T 


8408220366 

50-289 0 

8406220361 * 

30-449 

T 


8400240290 

30-217 0 

8406820380* 

30-443 

T 


0408240231 

30-289 0 

0408220309* 

50-443 

T 

Toledo Edison Co 

8406010313 

30-346 S 

6408220368* 

90-445 

T 


8400060322 

30-346 F 

8408280360* 

30-449 

T 


0408070301 

90-346 X 

6406820373* 

90-449 

T 


0408070333 

90-346 P 

0406220393* 

50-449 

T 


6406030306 

50-346 B 

6400220396* 

50-449 

T 


8408000308 

50-346 9 

040688039^* 

90-449 

T 


8408090026 

30-346 a 

0408220403* 

30-449 

T 


8408100061 

30-346 F 

0408880403* 

90-443 

T 


8408130390* 

90-346 0 

04Oa22O4O9» 

30-449 

T 


8408130393* 

90-346 Q 

6400220403* 

90-449 

T 


8400130411* 

30-346 0 

8406280412* 

30-449 

0 


8408130421 

90-346 P 

6406230187 

90-449 

0 


8408130428* 

90-346 P 

8406230107 

90-449 

0 


8408140410 

90-346 P 

8400230297 

50-449 

0 


0408160199 

90-346 8 

8406230319 

30-449 

0 


0400160497 

90-346 S 

6408230319 

90-449 

0 


8400170214 

90-346 0 

6406230390 

90-449 

F 


8408200073 

90-346 F 

6400230397* 

90-443 

F 


8408200126 

90-346 F 

6406230400* 

30-443 

F 


8408200139 

90-346 P 

6406230438 

90-449 

T 


0400210343 

90-346 0 

6406270030 

90-443 

A 


B40B2 10496 

90-346 P 

6406270030 

90-449 

A 


0400230104 

90-346 R 

8400270067 

50-445 

A 


0400200007 

90-346 F 

8400270067 

30-449 

A 


8408200149 

90-346 F 

0408270079 

50-443 

A 


B40B280197 

50-346 K 

8406270123 

90-449 

A 


B40B280198* 

90-346 K 

0408270123 

30-449 

A 

Torres Pines Technology 

0400060419 

90-352 R 

8406270124 

50-449 

A 


0400310023 

90-392 R 

8408270132 

50-449 

A 

Trenseiner lea DelavaL« !nc 

040023022? 

0A999 

9400270132 

50-449 

A 

Transnoclear< Inc 

8400140469 

7l-'90i6 

8400270194 

90-449 

0 


8408140476* 

71-9016 

9400270 1 94 

50-449 

0 


8408140489* 

71-9016 

9400270271 

90-449 

X 


8400190994 

71-9016 

940B27027J 

90-449 

X 


0406130600* 

71-9016 

9406270368 

90-443 

F 


0408190647 

71-9016 

9406270368 

90-449 

F 


0408190634* 

71-9016 

6406860083 

30-449 

0 


8400210314 

PR 

6408260083 

90-449 

0 


8408230962 

XPORTLIC 

6406260142 

30-449 

A 


8408230963* 

XPORTLIC 

0400200142 

90-449 

A 


0400310321* 

XPORTLIC 

6406200196 

90-449 

0 


0400310323* 

XPORTLIC 

0406200196 

90-449 

0 

Transportation^ Dept Qf< Federal Highway 

8408240163 

90-394 D 

6406260169 

90-449 

0 

Administration 



8400200169 

30-449 

0 

Trial Lawyers for Public Justice 

8408090200 

90-449 0 





8408090200 

90-445 0 

0400260190 

30-449 

A 




6408260190 

30-449 

A 


8408090206* 

90-443 0 

6408260210 

30-449 

A 


8400090206* 

90-449 0 

8406260210 

30-449 

A 


8408140499 

90-449 0 

8408260221 

30-445 

0 


8408230173 

90-449 0 





8408240247 

90-449 T 

6406260221 

30-449 

0 




0406880291 

90-449 

0 


B40B2B0197 

90-449 0 

6406260291 

90-449 

0 


B4DB290319 

90-445 0 

6408200269 

30-449 

0 

Turk. J 

040806020? 

90-70 0 

6406280379 

90-449 

8 

Tuikegee Institute, Tuskegee, At 

8408060426* 

CONTRACT 




U a Ecology, Inc (formerly Nuclear 

8408010034 

27-48 

8406200379 

90-449 

S 

Engineering, Inc ) 



8406260384 

30-443 

a 




6408260304 

90-443 

B 


840B060026 

27-39 

6408260466 

30-443 

0 


8408130081* 

WASTE MOT 

6408860466 

90-443 

6 

U> S Oypsum Co 

8408060049 

WASTE MOT 





8408060047* 

WASTE MOT 

6406290129 

90-443 

8 

U S. Merchant Marine Academy, King* 

0408020129 

50-322 T 

0400290129 

30-449 

S 

Point, MV 



8408290200 

90-443 

K 




6409290206 

90-449 

K 

UHETCO Hinerals Corp (subs, of Union 

8408000144 

40-8681 

8408290211* 

30-443 

K 

Carbide Carp ) 






Uniformed Bervices Unlv. of Health 

8400300237* 

90-289 P 

0408290211* 

30-449 

K 

Be iences 



8406300239 

30-449 

A 

Union 76 Minerals Esploration Co 

0408270197 

40-8984 

8406300239 

30-443 

A 

Union carbide Cdrp 

8407230131 

40-299 

6406310216 

30-443 

Q 


8406060383 

40-299 

8t4te of 6406020110 

PR 







CORPORATE SOURCE INDEX 


579 


AUTHOR 

affiuiation 


Union Electric Co 


Union Mlnoralg 


Union of Concerned Scientists 


United Nuclear Carp 


United Teclmolog lee Corp 

Uranarr USAi Inc 

Uraniun Reeourcesr Inc 

Utllitg Nuclear Waste Nanagement Group 

Utility Safety Classification Group 
Venice Alliance for Survival 
Vermont Yankee Nuclear Power Corp 


Virginia Electric tc Power Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGaKY 

author 

AFFIUIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

340B070996 

70-607 



8408020041 

50-200 

0 

840B190S47 

70-687 



8408020041 

50-200 

Q 

040824001 e 

40-299 



8408020041 

50-280 

a 

8408240344 

40-299 



8408020041 

50-280 

Q 

8408240384 

40-299 



8408020132 

50-280 

F 

8400240396 

40-299 



840B070039 

50-280 

F 

8408240400# 

40-299 



8408070039 

50-280 

F 

8408240412 

40-299 



8408070039 

50-200 

F 

8408270077 

40-299 



04OBO7OO39 

50-280 

F 

8408270120 

40-299 



8400070039 

50-200 

F 

S4O037O10B 

40-299 



B 408070 4 00 

50-330 

F 

8408280399 

40-299 



84080704 00 

90-338 

F 

8406140221 

90-483 

A 


8405070406# 

90-338 

F 

8408030098 

90-483 

P 


0400070409 

30-280 

V 

8408060148 

90-483 

S 


B408090149 

50-338 

P 

8408060206 

50-483 

P 


8408090235 

90-338 

P 

B4080602B7tt 

50-483 

P 


8408090239 

90-330 

P 

8408070123 

90-483 

a 


8408090239* 

90-338 

P 

8408090971 

50-403 

s 


8408090239# 

59-330 

P 

8408100034# 

50-403 

Q 


0409100090 

59-289 

F 

8408130397 

90-483 

F 


Q40B130400# 

99-330 

fl 

8408140129 

50-483 

F 


8408130403# 

99-338 

Q 

8408140305 

90-403 

P 


8408130403* 

50-338 

Q 

8408140404# 

30-483 

0 


8408130430# 

59-338 

Q 

8408160176 

90-483 

8 


8408 130438# 

50-338 

Q 

8408160256 

50-483 

8 


0408130985 

90-200 

P 

8408210402 

90-403 

F 


8408150464 

90-338 

0 

8408220278 

50-483 

P 


0408190464 

50-338 

0 

0408230427 

90-403 

8 


0408160039 

50-280 

P 

840B230546 

50-483 

S 


0408169406 

50-280 

F 

8408240193 

50-403 

8 


0408160406 

50-800 

F 

8406240319 

90-403 

8 


0408170222 

50-200 

F 

8408270393 

50-403 

F 


0408170222 

50-280 

F 

8408240408 

40-0584 



0408170300 

50-338 

P 

8408240417 

40-0504 



0408200477 

30-330 

0 

B408240423# 

40-8984 



04OB2OO477 

50-330 

0 

8408270238 

40-0584 



0408210132 

50-280 

P 

8408270243# 

40-0984 



0408210132 

90-200 

P 

S40B020040 

90-289 

0 


0408210375 

90-338 

P 

8408070027# 

90-447 

H 


0408210379 

90-333 

P 

0408130396 

90-289 

0 


0408220171 

50-280 

B 

8408140035 

90-289 

0 


0408220171 

90-280 

R 

8408140448 

90-247 

0 


0408240200 

90-280 

P 

8400140474 

90-209 

0 


0408270448# 

90-280 

d 

6408190145 

90-209 

0 


0408280150 

90-280 

a 

8408160339 

90-447 

A 


04OB2BO19O 

50-280 

0 

8400170335 

50-209 

0 


0408289150 

50-880 

a 

8400220362 

90-289 

0 


04082801 SO 

50-280 

0 

8400230325 

90-289 

0 


04082801 50 

90-200 

9 

8406240245 

90-28? 

0 


0408290193 

90-333 

8 

8408270359 

50-289 

0 


0408300177 

50-330 

G 

8408280493 

90-289 

0 


8408300177 

90-338 

G 

8406010024 

70-820 



8408310190 

90-330 

O 

8408020096 

70-020 



6408310190 

90-330 

0 

8408290185 

NUREO 


Virginia Polytechnic Institute State 

0408220196# 

CONTRACT 





Univ 1 Blaclsburgi VA 




8408300134 

70-371 






8408230198# 

40-791 


Virginia^ Univ of» Charlottesvi 1 ler VA 

0408010350 

90-62 

F 

8408240341 

40-8783 



0408010391 

99-62 

F 

8408240353 

40-0706 



B 4083 103 90# 

CONTRACT 


0408070457# 

PRM 


Valpe* Boskey Lyon# 

8408080197 

50-348 

M 





0408080197 

50-348 

M 

8408090106# 

COMNIB8ION 





8408130346 

PR 



6408080202 

59-348 

rt 

8408020082 

90-271 

Q 


8408060202 

50-340 

ti 

8408060226 

90-271 

0 


640808024 1 

90-348 

h 

8408080041 

90-271 

F 


840808024 1 

50-348 

H 




U J Meal ley Co 

6408130197 

PT21 


8408090089 

90-271 

Q 





8408160092 

90-271 

P 

ME8TEC ServicBSi inc 

6408070053# 

CONTRACT 


6408160096# 

90-271 

P 

Walworth Co (subs of lU International 

0408210093 

71-3? 


8408230534 

90-271 

9 

Carp ) 




8408230542 

90-271 

6 

Warren Wilson College^ Suannanoai NC 

6408280360 

90-299 

p 





8400280303# 

50-295 

p 

8408240004 

50-271 

P 


8408280307# 

50-299 

p 

8408270152 

90-271 

B 





8408260055 

90-271 

P 

Uashlngtun Public Power Supply System 

6406070192 

50-397 

R 

0408280307 

90-271 

0 


6408030280 

90-397 

0 

8408300478 

90-271 

0 


8408060233 

50-397 

Q 





0408060235 

50-397 

a 

8408300488 

90-271 

8 


0408060301 

50-397 

a 

8408310093 

90-271 

F 





8408310279 

90-271 

H 


8408070247 

50-397 

a 

8408010056 

90-280 

8 


0408070275 

50-305 

F 

8408010060# 

90-200 

0 


0408070329 

50-397 

P 





8408070333 

50-397 

P 

8408010069* 

90-280 

B 


B4OB0B0175 

50-460 

A 

8408010076# 

90-280 

0 





8408020028 

50-330 

F 


8408090362 

50-397 

P 

8408020028 

90-338 

F 


8408090443 

50-397 

0 

8408020041 

90-200 

d 


8408090490 

50-397 

8 



580 


CORPORATE SOURCE INDEX 


AUTHOR 

AFPIUATIOM 


ACCESSION 

number 

SUajECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 



04OaO9O45B 

90-397 

e 


8408230480 

XPORTLIC 



8409160404 

90-900 

A 


8408230498 

XPORTLIC 



8408170031 

50-460 

A 


840B230910 

XPORTLIC 



840B1 70253 

30-500 

0 


8408240349 

40-8902 




8408200132 

90-397 

B 


0408240379 

NUREO 




8408200317 

50-460 

a 


B40B2403B1 

40-8902 




S40B20034I 

50-397 

8 


B40B240397 

40-8502 




8408270073 

90-397 

P 


04OB24O4O9 

40-8902 




8408270133 

50-397 

P 


B40B24D427 

40-8902 




8408260320 

30-397 

R 


8408270028 

40-8909 




8408290017 

30-397 

8 


8408270029* 

40-0909 




8408290024 

90-397 

8 


8408270031 

40-8902 




8408290030 

30-397 

6 


8408270032 

40-8902 




8408290116 

30-397 

S 


8408270034* 

40-8902 




8400290143 

30-397 

8 


8400270069 

40-0302 


Uashin^tart State Univ > Pullnani 

1 UA 

8408020089 

PR 



8408270130 

40-0902 




8408300293 

30-27 

R 


8400270177 

40-8902 


Ufl»hlngton« State of 


8406210904 

WASTE MOT 


8408270246* 

90-266 

P 



8408210064 

WASTE MOT 


8400270312 

TOPREP 




8408210071 

WASTE MOT 


8408270449 

TOPREP 




8408220240 

WASTE MOT 


6408270949 

40-0902 


Wa*h 1 notiOTii Univ of» fieattlej HA 

8408010138 

NUREO 



8408270962 

40-6902 




840801)0386 

NUREO 



8400270964 

40-0902 




840ai60409» 

30-908 

A 


0408270371 

40-8902 




8408170040 

30-139 

F 


8408280148 

70-1131 


Mater Eng Itteering t( Technolnggi 

Inc 

8408060431 

WASTE MOT 


8400280299 

TOPREP 


Watkinsr L E 


8408010238 

90-498 

0 


8408280260* 

TOPREP 


Mead Inatrument Ce » Inc 


8408190001 

QA999 



8408290960 

70-1191 


Meitern Nuclaari Inc (cubi of 

Phelps 

8408270038 

40-8684 



8400310194* 

50-494 

T 

Dodge Corp > 





Westlnghouse Hittnan Nuclear^ Inc 

84002001 07 

WASTE MOT 



8408270131 

40-1162 











Westlnghouse Operating Plants Owners 

8408210406 

TOPREP 


Meetinghouse Electric Corp 


8407230200 

TOPREP 


Group 






8407230203* 

TOPREP 


Weston Oeaphgslcal Carp 

8400290299 

WASTE MANA 



8400010040 

70-1191 


Wheeler Oasln Regional Llbraru« Decatur, 

8408080067* 

CONTRACT 




8408030037 

QA999 


AL 






8408060116 

TOPREP 


Whlcher* J H 

8406260276 

50-484 

0 







8400280194 

90-367 

0 



8408060129* 

TOPREP 








8408060331* 

go-32B 

P 

Whiting Corp 

8400010269* 

90-195 

0 



8408070297# 

90-244 

P 

Williams Associates 

0400070087* 

CONTRACT 




8408070282* 

90-309 

F 

Wilson Hill Associates, Inc 

0400220080* 

CONTRACT 




8408070288* 

90-309 

F 

Wisconsin Electric Poiuer Co 

8407310166 

90-266 

K 







0407310166 

90-266 

K 



8408070419* 

90-412 

F 







840B070469* 

90-498 

A 


8400020148* 

50-266 

K 



0408080278 

50-601 

K 


8400020140* 

90-266 

K 



8408080280* 

90-413 

E 


8400020199* 

90-266 

F 



8408080284* 

50-413 

E 


8408030167 

90-266 

F 







8408030167 

90-266 

F 



8408080286* 

90-601 

K 







8408080289* 

90-601 

K 


8408030170* 

90-266 

F 



8408080292* 

90-601 

K 


B408030170* 

90-266 

F 



8408080294 

90-449 

T 


8408060127 

90-266 

P 



8408080299* 

90-601 

K 


8408070030 

90-266 

P 







8408070030 

90-266 

P 



0408080298* 

50-601 

K 







8408080301* 

90-601 

K 


8408070249 

90-266 

P 



8408080304* 

50-601 

K 


8408070249 

90-266 

P 



8408080307* 

90-601 

K 


8408070328 

90-266 

P 



8408080309* 

90-601 

K 


8408070328 

90-266 

P 







8408070330* 

90-266 

P 



8408080312* 

90-601 

K 







8408080319* 

90-601 

K 


8408070330* 

90-266 

P 



8408080318* 

90-601 

K 


8400100092* 

90-266 

Q 



6408080320* 

90-601 

K 


840B100052* 

90-266 

Q 



B4080B0323* 

90-601 

K 


8408170203* 

90-266 

Q 







B40B170203* 

90-266 

Q 



8408 0803 30* 

50-601 

K 







8408080342* 

90-601 

K 


8408210232 

50-266 

R 



8408080343* 

50-601 

K 


B40S2 10232 

90-266 

R 



8408080349* 

50-601 

K 


8406210343 

30-266 

F 



8408080347* 

50-601 

K 


8400270233 

90-266 

P 







8408280128 

30-266 

P 



8408140018* 

90-400 

T 







8408140226* 

90-290 

0 


8408280216 

30-266 

P 



8408140262* 

90-290 

0 


8408300911 

90-266 

8 



8408140278 

90-601 

A 


8408300910 

30-266 

8 



0408130237 

XPORTLIC 



0406310229 

30-266 

R 






Wisconsin Public Service Corp 

8407260161 

30-303 

K 



8408150983 

70-1191 








8408190989* 

70-1191 



8407260166* 

30-303 

K 



04OB1 90719 

XPORTLIC 



B40B020073 

90-309 

P 



8408150730 

XPORTUIC 



8408020078* 

90-309 

P 



8408160352 

70-1191 



8408060093 

90-309 

P 







8408060244 

90-309 

8 



8408160373* 

90-443 

A 







84O816037B* 

90-443 

A 


8408070292 

90-309 

F 



8408200493* 

XPORTLIC 



8400070296# 

50-309 

F 



B40B210U4 

XPORTLIC 



8408080033 

90-309 

6 



8408210169 

XPORTLIC 



8408080910 

50-309 

8 







8400100019 

90-309 

F 



8408210489* 

TOPREP 








8406220321* 

90-494 

E 


84081 00078 

90-309 

P 



6408230340 

TOPREP 



8408160211 

30-309 

R 



04OB23O346* 

TOPREP 



8408220284 

90-309 

P 
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Wisconsin's Environmental Decade 
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Freedom 

Wooduiard-Cl gde Con«uifcantij Inc 
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Wgle Laboratories 
Wgomlno Mineral Corp 
Wgamlngi State of 


Yankee Atomic Electric Co 
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ACCESS I DN 
NUMBER 

SUBJECT 

CATeCORY 

8408240199 

30-305 

P 

8408240205* 

50-305 

P 

8400280144 

50-305 

F 

0408200475 

50-305 

P 

8408310122 

30-305 

P 

04OB31O126» 

50-305 

P 

Q40S2 10349 

PR 


8408140521 

30-156 

F 

8408140449 

30-219 

G 

8408160413* 

30-308 

A 

8408070345 

PR 


8408210518* 

30-352 

A 

8408240402 

40-0302 


8408240040 

40-8727 


8408240374 

WASTE MOT 

0408240373 

40-8768 


0408240399 

40-4492 


8408240406 

40-8384 


8400270042 

40-8502 


8408270104 

40-4492 


8408270424 

40-0502 


B40B270350 

40-8502 


0408010141 

50-29 

P 

8408020039 

50-29 

P 

0400020097# 

50-271 

0 

8408070332 

50-443 

A 

8408070362 

50-443 

F 

8408070362 

30-443 

F 

8408070365# 

30-443 

F 

0408070393 

50-29 

F 

8408070472 

50-29 

P 

8408070478# 

50-29 

P 

0408090104 

50-29 

S 

8408090182# 

50-309 

P 

8408100013 

50-443 

8 

8408100013 

30-443 

8 

840BI00033 

50-29 

Q 

8408100136 

50-443 

6 

8408100136 

50-443 

8 

8408130322 

50-29 

F 

8408130334# 

50-29 

Q 

8408140304 

50-29 

F 

8408140312 

30-29 

P 

0408160357 

30-271 

F 

8408160371 

50-443 

A 

8408160529 

50-29 

S 

8408210350 

30-29 

6 

8408210419 

50-29 

P 

8408220012 

50-29 

F 

8408230162 

50-29 

P 

8408230540 

50-29 

3 

8408240153 

50-29 

F 

8408300441 

50-29 

B 
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An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
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Documents." 


REPORT 

ACCESSION 

SUBJECT 

OTHER REPORT 

REPORT 

ACCESSION 

SUBJECT 

OTHER REPORT 

NUMPER 

NUMPEK 

CATEGORY NUMBER 

NUMBER 

NUMBER 

CATEGORY NUMBER 

i-S63~07-3'57-4B 

84081 S0a75» 

50-219 

F TAC 31105 

NUREO-0020 V08 N06 

8408160191 

NUREO 


1S9 

8408230439* 

30-267 

R 

NUREG-0040 VO0 N02 

0408130186 

NUREO 


126 

8408230437* 

50-267 

R 

NUREO-0090 V07 NOl 

8406290333 

NUREO 


170-107 

8403170339# 

30-334 

0 

NUREO-0304 VO? N02 

B40B300279 

NUREO 


170-109 

8400170342# 

30-354 

0 

NURE0-03a6 003 

8406230125 

NUREO 


19 

0408210333# 

50-171 

R 

NUREO-0420 S06 

0408220107 

50-322 

E 

20 

0408270276* 

50-454 

E 

NUREO-0540 V06 N05 

6408130049 

NUREO 


23 A 1737 ROO 

840828021 1# 

30-331 

P 

NUREO-0675 624 

0406130002 

50-275 

E 

2DVM-t79 

8408280203# 

50-412 

E 

NUREO-0675 B23 

8406160080 

50-275 

£ 

37 

8408270284# 

50-454 

E 

NUREO-0673 S26 

0406220346 

30-275 

£ 

41 

8408210549# 

50-171 

R 

NUREG-067S 827 

0408160250 

50-275 

E 

46960-4 

0408210518# 

50-332 

A 

NUREG-06B0 803 

6406060413 

50-209 

P 

SeO ROO 

8400270290# 

50-219 

P 

NURE0-O74B V04 N06 

6408080363 

NUREO 


Bi 

0408270292# 

50-454 

E 

NUREO-0750 V19 N03 

8408240107 

NUREO 


04-M-OO4 ROa 

8408060200# 

50-416 

6 

NUREO-0776 S07 

8406190069 

50-307 

E 

97 

8400270296# 

30-434 

E 

NUREG-0833 303 

8406190043 

50-461 

E 

AECC-2-NP Aoa 

8400140204# 

TOPREP 


NUREO-0933 SOI 

a4062?0265 

NUREO 


I}AW-i63B 

04OB2 10393# 

50-338 

P 

NUREO-0936 VOO NOg 

8408100149 

NUREO 


CAW-i794 

8408210387# 

30-338 

P 

NUREG-0940 V03 N02 

0408220308 

NUREO 


DAW- 1834 

8408140413# 

30-346 

P 

MURE0-09S4 803 

8408070009 

50-413 

E 

[)AU-1836 

8408140433# 

50-313 

P 

NUREO-1020LD VOl 

8407130502 

50-289 

0 

DFN-REP R14 

8408020136* 

go-239 

F 

NUREG-1031 

0408160262 

50-423 

E 

DWIP STP 1 0 DRFT 

8400200491# 

WASTE mot 

NUREO-1034 

6406300292 

NUREO 


C-909ia 

0408010224# 

30-354 

E 

NURE0-1064 

6408010146 

50-423 

D 

CeN-176<S>-NP R02 

8400270418# 

30-361 

P 

NUREG-106B 

8406290138 

50-352 

A 

CEN-a66(S>-NP ROO 

8408270416# 

50-361 

P 

NUREO-1072 

8408130011 

50-413 

P 

CEN-26918)-NP ROO 

8408270412# 

30-361 

P 

NUREO-1073 

8406220325 

50-430 

D 

CEN-2ai<8)-NP 

8408010256# 

30-361 

P 

NUREO-1073 

6400090370 

NUREO 


CEN-204<S)-NP 

8408010247# 

30-361 

P 

NUREO/OR-OOie R02 

8406030371 

NUREO 


CEN-286<V1 ROO 

8400100137# 

50-528 

A 

NUREO/DR-0023 VI 0 N6 

8408300269 

NUREO 


CPL-19-J03 ROl 

9408160132# 

50-324 

0 

NVREG/QR-OOai 

B40B22037B 

NUREO 


DDD-8Y-i ROl 

8408230400# 

50-443 

F 

NVREG/CP-0053 

8406240249 

NUREO 

LA-10127-C 

DOC/E I8-0099-F 

8408010053# 

WASTE MOT 

NUREO/CR-1740 ROl 

6406240362 

NUREO 

EOO-2307 

D0E/ei8-0099-F 

84000 1 0063# 

WASTE MOT 

NUREO/CR-2000 V03 N6 

8406070007 

NUREO 

0RNU/N3IC-200 

D0e/NE-8H01 ERR 

Q40B020P36 

WASTE mot 

NUREO/CR-2000 V03 N7 

6406300287 

NUREO 

aRNL/NaiC-200 

doe/ne-bho? err 

8408020239# 

WASTE mot 

NUREQ/CR-3331 V03 N3 

8406010179 

NUREO 

DNL-NURE0-3I4S4 

DaE/8-00l4/L 

8408290332# 

CQMMiaStON 

NUREO/CR-3033 

0408130263 

NUREO 

lEQ-ao-oa 

E-Y-YR-83033-4 ROO 

8408210426# 

30-29 

P 

NUREO/CR-Oia? 

6400130007 

NUREO 

DRNL/EN0/TM-2& 

E00-FH-6SP1 

8408010027* 

30-298 

P TAC 46657 

NUREG/Cn-3?7a 

8408100135 

NUREO 

BANOS3-10e2 

EO/lE8(04>-t64 

B408160340# 

50-445 

A 

NURe0/CR-a346 

6406130009 

NUREO 

CRN U/TM- 8795 

FAAA-84-2-14 

8403290075# 

30-206 

3 

NUREO/CR-3369 

8406130006 

NUREO 

SANDa3-l438 

FAAA-S4-3-16 

8405290271# 

30-206 

8 

NUREO/CR-3492 V04 

0406130001 

NUREO 

□RNL/TM-a921/V4 

FAAA-S4-3-23 

8408210370# 

30-413 

P pA0770a 

NUREO/CR-3493 

6406220333 

50-352 

A DNL-NUREO-5l7il 

FAAA-a4“5-7 

8408160397# 

50-206 

S 

NVRE0/CR-331B VOl 

6406010166 

NUREO 

BNL-NUREO-51716 

FAAA-B4-6-33 

8408160403# 

50-206 

8 PA07596 

NUREO/CR-3569 

8406290171 

NUREO 

PNL-4913 

FAAA-04-6-56 

8400060387# 

30-206 

8 

NUREG/G«-3390 

0408300272 

NUREO 

ORNL/TM-9006 

FAI/'84-9 DRFT 

8400230112# 

50-327 

P 

NUREO/CR-3591 VOI 

6408290190 

NUREO 


FTR-75744-1 

8400100106# 

30-461 

A 

NURE0/Cn~aS91 V02 

8400290198 

NUREO 


INPO 84-013 

0400220315# 

ono 


NUREO/CR-3599 

6406130041 

NUREO 


HPR-020 R02 

8408100080# 

50-220 

P 

NUREO/cn-3618 

6406060413 

NUREO 

□RNL- 599 1 

NED0-t2733A 

0408070337# 

50-73 

P BDNED026 

NUREO/CR-3633 V02 

6405210376 

NUREO 

£00-2294 

NEDO-2 1002-03 APR A 

8400280209# 

50-331 

P 

NUREO/CR-3633 V03 

8405210579 

NUREO 

£00-2294 

NEDO-24204-A 

8400160384* 

TOPREP 


NUREO/CR-3643 

640606035? 

NUREO 

8ANDa3-2493 

W£DD~30477 ROl 

8408170262# 

50-263 

P 

NUREG7CR-3671 

840B080419 

NUREO 

ORNL-6047 

NEDD-30603 

8400270175# 

50-331 

P 

NUREQ/CR-3678 

6408080409 

NUREO 

LA-1003e 
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report 

ACCESSION 

SVnJECT 

OTHER REPORT 

NUMBER 

NUilQER 

category 

NUMDER 

NURE0/CR-3A79 

8400030357 

NVREG 

LA- 10041 -MS 

NUREO/CR-^aAB? VOl 

B40ai00l3> 

NUREG 

ANL-a3-89 

NUREO/CR-3609 VOS 

840031 OOS3 

nureo 

ANL-83-89 

NURE<3/CR-3A8? V03 

8408310077 

NUREG 

ANL-83-85 

NUREO/CR-3A90 

0408310089 

NUREG 

SAND-0402 

NUREa/CR-3704 

B406230301 

50-317 P 

LA- 10039-MS 

NUREO/CR-370B 

B40B240379 

NUREG 


WUREO/CR-3714 

8408030422 

NUREG 

aRNL-6006 

NUREO/CR-3734 

B40B100152 

NUREG 

SANDe4-06e8 

NUREO/CR--3735 

8406160146 

NUREG 

LA-1 00079-MS 

NUREO/CR-‘a74S 

0406100153 

NUREG 

LA- 10087-113 

NUREO/CR-3744 VOI 

640606035S 

NUREG 

0RNL/TM-9134/V1 

NUREO/CR-3/91 

6406130043 

NUREG 

PNL-gO60 

NUREO/CR-3761 

6406160246 

90-269 P 

EOG-2310 

NUREO/CR-3777 

6406030367 

NUREG 

aANDB4-09l2 

NUREO/CR-3792 

0406310084 

NUREG 

I ED-79- 11 

NUREO/CR-3793 

0400090272 

NUREG 

lEB-62-04 

NURE0/CR-3/9S 

B4OB310078 

NUREG 

PNL-9133 

NUREG/CR-3804 VOl 

0408030374 

NUREG 

ANL-a4-39 

NUREO/CR-3Bie 

8408240320 

NUREG 

8AND-04-O374 

NUREO/CR-aB20 VOl 

0408100147 

NUREG 

8AND64- 1023/1 

NURE0/CR-3B2& 

6408010155 

NUREG 

UCRL- 33930 

NUREO/CR'-3a34 

0408070014 

NUREG 

DNL/NUREG-31709 

NUflEO/CR-3340 

6408080472 

NUREG 


NUREO/CR-3a44 

04OBO1O151 

NUREG 

DNL-NUREC-317B7 

NUREO/CR-aBSl VOl 

8408300282 

NUREG 

QRNL/TM-9191/V1 

NUREO/CR-3069 

8408220370 

NUREG 

PNL-5149 

NURE07CR-3B70 

8406160129 

NUREG 

LMF-109 

NUREO/CR~3B74 

6408220327 

NUREG 


NUaEO/CR-30a4 

6406290169 

NUREG 


NURE0/CR-3a94 

6406240322 

NUREG 

ANL-84-1 

NURE0/CR-3a96 

0408060386 

NUREG 


NUREO/CR-3a97 

6406010156 

NUREG 


NU8CO 140-1 

0400100070* 

30-213 P 


NUSCO 140-2 

8400100077* 

90-213 P 


PALO OURQ STP-t 0 DR 

6406010066* 

WASTE MOT 


PARADOX SrP-1 0 DRFT 

0408010003* 

WASTE MOT 


PLS-0370 

6406130229* 

90-289 P 


QOi-30-04 

6406070153* 

WASTE MOT 


REA-0J-34247-RS REA- 

0406270296* 

WASTE HOT 


ftEA001l9 REA-7 DRFr 

8408030270* 

WASTE MOT 


ftEA001538<03142 REA-9 

8408270264* 

WASTE MOT 


REA00270 REA-E-D-7DR 

6408030197* 

WASTE MOT 


READS 703-OJ ftEA-112A 

6408270267* 

WASTE MOT 


REAO6310-OJ REA- 1 OB/ 

6406270262* 

WASTE MOT 


HEA0B742 REA-104/LS 

0400030264* 

WASTE MOT 


REAi37l6 REA-7 DRFT 

B40B030268* 

WASTE HOT 


SAD-431 ROl 

8408130420* 

90-454 Q 


3D“BMr-DP-001 RA-0 

8408280007* 

WASTE MOT 


5ECY-a4“2l9 

0407030011* 

REVIEW GRP 

OL-03-2B 

SECy-B4-a90A 

B407300103 

50-322 A 


fiECy-B4-30i 

8400090406 

SECY 


SECY- 04-329 

64062401 10 

SECY 


TDR 4B1 ROO 

8408090297* 

30-219 P 


TOR 519 ROO 

8408070306* 

90-219 P 


TDR 5A3 

6406030106* 

90-289 Q 


TER-C 5257-040 

6109130143* 

90-293 P 


TEn-C9a57-540 

0204190347* 

90-293 P 


TER-C 9 506- 106/ 109 

6307010039* 

90-277 P 

6122 

TER-C5506-358 

8407300136* 

90-213 P 

TAC 07993 

TER-C5306'4B9 DRFT 

6408260321* 

50-346 P 

TAG 92271 

TER-C3906-524 

8404040096* 

30-360 U 


TER~CS506-329 

6407090037* 

90-219 P 

TAC 46707 

Trt-92a 

6406210382* 

TOPREP 


TR-iOSa-l B02 

8406060016* 

30-293 P 


TVA-RLR-002 

8406200226* 

90-260 P 


UCID-19710 

6408200173* 

90-336 P 


UCRL- 15619 

6408070140* 

WASTE MOT 


UMTRA-O DE/ AL-0229 

6406310339* 

WASTE MOT 


UMTRA-DDr/AL-0230 

8408310339* 

WASTE MOT 


UMTRA-0DE/AL-05O102 

0408060111* 

WASTE MQT 


UMTRA-D OE/ AL-030 1 02 

8406060122* 

WASTE MGT 


US0-6a4-lNP EKR 

04OBO6OO47* 

WASTE MOT 


WCAP- 10170 APC 91 RO 

6400070419* 

50-412 F 


HCAP- 10509 

8400060231* 

90-328 P 


MCAP-10566 

8408160370* 

90-443 A 


WCAP-76B3-A 

0406070200* 

90-303 F 


WCAP-7ai9 ROl A 

04OBO7O2B2* 

90-309 F 


XN-NF-83-61 

0408230266* 

30-313 P 


XN-NF-B3-72 301 R02 

B4O014O363* 

90-261 P 


14-21 (NP) R02 

0400090209* 

30-316 P 


14-72 501 

6406230103* 

30-261 P 


14-74 

8408230122* 

50-261 P 


37 

8408070470* 

90-29 P 
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following the accession number in the Indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document the date 
issued^ and the category enables locating the title listing of 
the enclosure. 
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enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

aUBUECT 

CATEGORY 

70 18070 MS 

840BO 10061 

84/07/16 

90-329 

A 

790959O1 

B40BO 10061 

64/07/18 

90-329 

A 

B0040A073B 

8408010061 

84/07/10 

90-329 

A 

BOOB 13076-4 

B408O 10061 

04/07/10 

30-329 

A 

B01016000S 

6400010061 

84/07/10 

90-329 

0 

a0lU4O4O9 

6400010061 

84/07/10 

50-329 

A 

8104330479 

6400010061 

84/07/10 

90-329 

0 

6109070480 

8406010061 

04/07/18 

90-327 

A 

B10913O1 43 

8408060197 

04/07/02 

90-293 

P 

6110190801 

8408010061 

04/07/10 

90-329 

A 

01 10260 005 

8400010061 

84/07/10 

90-329 

S 

8111240064 

0406010061 

84/07/18 

90-329 

A 

6201090063 

6406010061 

84/07/18 

90-329 

A 

02012B0049 

8406010061 

84/07/ 16 

90-329 

A 

0202040353 

6406010061 

64/07/10 

90-329 

A 

6203020090 

0408010061 

84/07/10 

90-329 

A 

6204 1 30347 

0400060197 

84/O7/0S 

90-293 

P 

B209030a09 

6408010061 

84/07/18 

50-329 

A 

0209120033 

8400010061 

64/07/18 

90-329 

A 

6209210467 

0408010061 

04/07/18 

90-329 

A 

6209240603 

0400010061 

84/07/18 

50-329 

0 

B206020091 

6400010061 

64/07/18 

90-329 

A 

02O&O6OOOB 

8406010061 

B4/O7/10 

50-329 

0 

0206240401 

8408010061 

04/07/ IB 

50-329 

A 

6206290161 

8408010061 

64/07/10 

90-329 

A 

6207140330 

0408010061 

04/07/10 

50-329 

A 

0SO92 30936 

04060 10061 

84/07/10 

50-329 

e 

02101 303S3 

6406010061 

84/07/18 

50-329 

A 

82101 9069B 

8406010061 

84/07/18 

90-329 

A 

6210270126 

840B010061 

04/07/18 

90-329 

0 

021 1030533 

0400010061 

04/07/18 

90-329 

0 

0301190487 

0400010061 

04/07/18 

50-329 

0 

0303300736 

8303300734 

04/03/03 

90-445 

A 

6309270288 

8400010061 

04/07/10 

90-329 

A 

6306060387 

6400010061 

04/07/10 

30-329 

A 

8307010039 

6400220927 

84/00/03 

90-277 

P 

03O713O4S3 

6400010061 

04/07/10 

90-329 

A 

6307130425 

8400010061 

04/07/18 

90-329 

A 

0309130017 

6408010061 

04/07/10 

30-329 

Q 

03091301 12 

0309130110 

83/06/10 

50-443 

A 

03O913OL17 

6309130110 

83/08/16 

90-449 

A 

B309320368 

8400260360 

04/07/22 

30-293 

P 

0309270366 

8400010061 

04/07/18 

30-329 

0 

0309270918 

8400010061 

04/07/10 

30-329 

<3 

6310090136 

8400010061 

04/07/18 

30-329 

0 

0310070101 

8400010061 

04/07/16 

90-329 

Q 

0310070262 

8400010061 

04/07/10 

90-329 

A 

0310240271 

8400010061 

04/07/10 

90-329 

C 

0318020279 

8400010124 

04/07/24 

30-334 

E 

0312080 1 85 

8400010061 

04/07/18 

90-329 

A 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50’320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

OaCUMENT 

ISSUED 

CATEGORY 

0312120393 

6406010061 

84/07/10 

50-329 

A 

6402020372 

8406010124 

04/07/24 

90-394 

E 

0404040095 

8408200225 

84/08/10 

90-308 

U 

6404040098 

8408200229 

04/08/10 

5O-30B 

U 

8404040172 

8404040169 

84/03/26 

30-10 

F 

6404040322 

6408300436 

04/09/07 

90-321 

F 

0404230171 

6406150137 

04/08/01 

90-400 

F 

0404290191 

8408070268 

84/07/27 

PR 


8409010079 

8408100094 

84/08/06 

90-315 

F 

8405160473 

8409160470 

84/04/27 

90-09 

P 

6409160476 

6405160470 

64/04/27 

50-09 

P 

G4091B0192 

6405180149 

64/09/04 

50-367 

H 

6409160433 

8407020941 

04/06/27 

REVIEW GRP 

8409290075 

8409290062 

64/09/24 

50-206 

8 

8409290079 

8409290062 

B4/09/24 

90-206 

8 

04OS29OH71 

0409290179 

84/09/24 

90-206 

S 

6409300762 

6405300761 

84/04/11 

70-1113 


6409300763 

8409300761 

84/04/11 

70-1113 


0406010162 

6400070076 

84/07/30 

30-366 

8 

6406020280 

6408010061 

84/07/18 

50-329 

A 

8406000113 

8406080109 

04/06/04 

90-316 

P 

6406140090 

8408290041 

84/08/29 

90-413 

F 

6406140102 

8406140101 

B4/09/22 

90-496 

0 

6406140104 

6406140101 

B4/09/22 

50-456 

Q 

B406200226 

0408070266 

84/07/27 

PR 


8406260179 

8406260179 

04/06/06 

70-1143 


0406260104 

8406260179 

84/06/06 

70-1143 


0406260010 

8406070268 

84/07/27 

PR 


6407020944 

6407020941 

B4/06/27 

REVIEW QRP 

8407030011 

8407020941 

04/06/27 

REVIEW GRP 

8407090037 

8408070092 

84/07/27 

50-219 

P 

0407100397 

8408090908 

04/07/31 

90-413 

U 

8407160091 

8407160090 

63/08/29 

90-277 

F 

0407170316 

8407170313 

04/07/11 

NUREG 


0407230203 

8407230200 

04/07/09 

TOPREP 


0407290979 

6406070026 

84/07/19 

ORO 


0407260112 

0407260111 

84/07/20 

30-324 

K 

8407260166 

8407260161 

84/07/20 

90-309 

K 

8407260220 

8407260216 

B4/07/23 

50-290 

K 

6407300136 

8408220326 

B4/0B/20 

90-213 

P 

0407300191 

8407300142 

84/07/24 

90-329 

0 

04O73QO196 

8407300142 

84/07/24 

30-329 

0 

0400010000 

6408010006 

84/07/20 

90-267 

R 

0408010022 

8408010018 

84/07/23 

90-298 

P 

8408010027 

8408010010 

04/07/23 

90-298 

P 

8408010026 

B40B0 10029 

B4/05/07 

71-9163 


0406010031 

6408010025 

B4/09/07 

71-9163 


8400010047 

8400010049 

B4/07/29 

90-196 

F 

0400010048 

0408010041 

B4/07/24 

CONTRACT 


B4nnr>iD09l 

8408010049 

84/07/17 

90-320 

P 


585 
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ACCESSION 

NUMBER 




ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DQCUNEMT 

ISSUED 

categorv 

rwi LOSURE 

DOCUMENT 

ISSUED 

Cateoorv 

G4O80IO0S3 

B4080 10046 

04/07/13 

waste mot 

8408020038 

8408010061 

84/07/10 

90-329 

A 

840B010060 

6408010056 

04/07/19 

30-200 

5 

840B020043 

8400010061 

84/07/10 

50-329 

A 

0400010063 

8408010046 

84/07/13 

waste mot 

B4D8020051 

8408020030 

84/07/20 

30-344 

K 

8400010069 

64080 1 0096 

84/07/19 

90-260 

S 

8408020059 

8406020097 

84/07/27 

50-344 

P 

8400010073 

6408010064 

84/07/17 

waste mot 

8408020061 

8408020037 

84/07/27 

90-344 

P 

Q40SO 10076 

6408010096 

64/07/19 

50-280 

8 

B408020063 

B40B020096 

84/07/30 

90-133 

P 

B40B010003 

8408010079 

84/07/19 

WASTE MOT 

8408020066 

0408020060 

84/07/30 

30-413 

0 

8408010003 

8408010082 

64/07/18 

90-483 

P 

8408020067 

8408020096 

84/07/30 

50-133 

P 

8400010000 

0408010079 

84/07/19 

WASTE MOT 

8408020068 

8408020062 

84/07/27 

50-413 

0 

6400010131 

0408010129 

84/07/24 

30-423 

D 

6400020069 

6408020069 

84/07/26 

90-297 

P 

B40B010133 

8408010061 

84/07/18 

50-329 

0 

6408020070 

8400020036 

84/07/30 

50-133 

P 

B40B01013S 

0408010061 

64/07/18 

90-329 

0 

6408020071 

8408010061 

04/07/18 

90-329 

0 

8400010143 

0408010061 

64/07/18 

90-329 

0 

B4O0O2OO74 

8408010061 

84/07/18 

50-329 

G 

fl4OBOl0l47 

6408010061 

64/07/18 

90-329 

0 

8408020079 

8408020098 

84/07/31 

90-352 

A 

84OBO10149 

0408010061 

64/07/10 

90-329 

A 

6408020078 

8400020073 

84/07/27 

50-305 

P 

8408010195 

B4080 10061 

64/07/10 

90-329 

0 

6408020080 

8408020098 

84/07/31 

50-352 

C 

Q40B010193 

6408010061 

84/07/18 

90-329 

0 

8408020084 

8406020098 

84/07/31 

50-392 

K 

8400010196 

6408010194 

64/07/26 

90-412 

F 

8408020086 

8408010061 

84/07/18 

90-329 

0 

8406010160 

6408010061 

64/07/10 

90-329 

S 

6408020090 

8408020098 

84/07/31 

50-392 

A 

8406010163 

6408010061 

84/07/18 

50-329 

0 

8408020097 

8400020002 

84/07/30 

50-271 

Q 

8406010166 

6408010061 

84/07/18 

90-329 

0 

0408020099 

B40B010061 

84/07/18 

50-329 

A 

8406010171 

0408010169 

64/07/27 

90-299 

F 

6400020107 

8408010061 

84/07/18 

90-399 

0 

040B010173 

6408010061 

84/07/18 

90-329 

0 

0408020108 

B408020100 

84/07/23 

50-272 

K 

8406010178 

640GO 10061 

64/07/10 

90-329 

0 

6400020112 

6408010061 

84/07/18 

90-329 

A 

8406010185 

6408010179 

64/09/14 

CONTflACT 


B40B020114 

8408020109 

84/07/31 

90-482 

F 

84OB0101B3 

6408010061 

04/07/18 

90-329 

a 

8408020117 

8408020109 

84/07/31 

90-482 

F 

8406010166 

8408010061 

84/07/18 

50-329 

0 

8408020119 

840B020U9 

84/07/26 

90-220 

R 

8406010191 

8408010061 

84/07/18 

30-329 

□ 

8408020122 

B40B010061 

84/07/18 

30-329 

A 

840601019S 

6408010061 

64/07/16 

90-329 

0 

8408020129 

8400020131 

84/07/23 

90-309 

K 

8406010198 

8408010061 

64/07/18 

90-329 

Q 

6408020126 

0408020118 

84/07/20 

30-440 

I 

8406010202 

B40QO 10061 

04/07/18 

50-329 

□ 

8409020127 

8408010061 

84/07/10 

50-329 

G 

8406010204 

8408010061 

64/07/18 

90-329 

□ 

8408020131 

8407310033 

84/07/30 

30-279 

Q 

8406010206 

640BD 10061 

84/07/18 

90-329 

0 

6408020134 

8407310039 

84/07/30 

90-279 

0 

8406010217 

6408010214 

84/07/30 

90-440 

0 

8408020139 

8408020130 

84/07/27 

90-293 

P 

840B010221 

0408010218 

64/07/20 

90-334 

p 

8408020141 

8408020137 

84/07/26 

90-289 

K 

84080 10224 

04O8D 10219 

64/07/27 

90-394 

E 

8408020142 

8408020130 

84/07/27 

50-293 

P 

8408010223 

6408010222 

84/07/27 

90-498 

K 

8408020144 

8408020130 

84/07/27 

90-893 

P 

64080 10228 

6408010223 

64/07/13 

90-392 

0 

8400020147 

0408020130 

84/07/27 

90-293 

P 

8400010231 

6408010219 

04/07/27 

90-394 

E 

8400020146 

8407310166 

04/07/20 

90-266 

K 

8406010234 

8408010219 

04/07/27 

90-394 

E 

8408020149 

8408020130 

04/07/27 

90-293 

P 

8406010237 

6408010233 

84/07/30 

90-279 

0 

8408020191 

8408020149 

84/07/27 

50-259 

F 

8406010247 

8408010240 

84/07/20 

90-361 

P 

8408020159 

8408020190 

84/07/27 

50-266 

F 

S40BO 10296 

8408010240 

64/07/20 

90-361 

P 

8408020196 

8400020149 

84/07/27 

90-359 

F 

^4080 10263 

8408010260 

64/07/30 

90-199 

0 

0408020171 

8400010061 

04/07/18 

50-329 

G 

S40a0 10269 

6408010260 

64/07/30 

90-199 

0 

8408020173 

8408020172 

84/07/09 

90-346 

P 

6408010276 

6408010272 

64/07/30 

90-206 

p 

8408020174 

B40B020172 

04/07/09 

90-346 

P 

6408010277 

B40GOLO27S 

84/07/20 

90-279 

u 

8408020177 

8400010061 

84/07/18 

30-309 

0 

6400010281 

640 6 010276 

84/07/16 

50-344 

Q 

0408020178 

8400010061 

84/07/10 

90-329 

T 

6400010284 

6408010282 

84/07/13 

50-247 

Q 

6408020100 

8408010061 

84/07/10 

90-329 

0 

640801 0203 

8406010203 

84/07/16 

90-341 

Q 

8408020161 

8400010061 

84/07/10 

90-329 

0 

6408010286 

B40B010282 

84/07/13 

50-247 

Q 

8408020182 

8400010061 

84/07/10 

30-329 

0 

6406010207 

6406010272 

84/07/30 

90-206 

P 

8408020103 

0400010061 

84/07/18 

90-329 

0 

6400010290 

6408010208 

84/07/11 

90-249 

0 

8408020184 

8408010061 

84/07/10 

30-329 

0 

6406010291 

6406010209 

84/07/10 

90-373 

0 

8408020189 

8408010061 

84/07/10 

90-329 

0 

6406010295 

6406010268 

84/07/11 

90-249 

0 

6408020186 

6408010061 

04/07/18 

90-329 

0 

6408010294 

8406010209 

64/07/10 

90-373 

0 

B40B0201B7 

8408010061 

04/07/18 

90-329 

0 

6400010298 

840B010296 

64/07/12 

90-247 

0 

8408020188 

8408010061 

04/07/18 

90-329 

A 

8406010299 

0408010297 

64/07/10 

90-409 

Q 

8408020189 

8408010061 

84/07/10 

90-329 

0 

6408010300 

8408010296 

64/07/12 

90-247 

Q 

8408020190 

8408010061 

84/07/10 

90-329 

0 

8406010306 

8406010303 

64/07/17 

90-339 

F 

8408020192 

8408010061 

84/07/10 

90-329 

A 

8408010308 

6406010302 

64/07/19 

90-191 

0 

8408020193 

8408010061 

84/07/18 

30-329 

A 

8406010314 

6409010312 

84/07/13 

90-374 

Q 

8408020194 

8408010061 

84/07/18 

30-329 

Q 

8408010316 

6406010312 

64/07/13 

90-374 

Q 

8408020199 

8408010061 

84/07/18 

30-329 

A 

8408010321 

6406010319 

64/07/29 

90-333 

P 

8408020196 

8408010061 

84/07/10 

30-329 

Q 

8408010322 

840801031? 

64/07/29 

90-333 

P 

8408020199 

8408010061 

84/07/10 

50-329 

A 

8408010329 

6408010328 

84/07/24 

90-320 

P 

B408020202 

8408010061 

84/07/18 

90-329 

G 

a40B010331 

6400010328 

84/07/24 

30-320 

P 

8408020207 

B40B020203 

04/09/31 

70-36 


84OB0 10340 

6408010338 

84/07/20 

90-339 

H 

8408020209 

6408020209 

84/09/31 

70-36 


0406010341 

6400010332 

64/07/10 

90-454 

0 

B408020223 

B40B020220 

84/07/06 

70-8 


8408010342 

6403010338 

04/07/20 

90-339 

K 

8400020229 

8408020220 

84/07/06 

70-8 


8408010343 

6400010343 

B4/06/06 

90-318 

8 

8408020227 

B40B020222 

84/08/01 

90-279 

0 

8408010366 

6406010364 

83/11/10 

QA999 


8408020230 

6408020228 

04/06/28 

40-8724 


84OB0 10368 

64060X0364 

03/11/18 

QA999 


8408020231 

0400020232 

04/08/01 

90-279 

0 

84OB0 10372 

6406010364 

83/11/18 

0A999 


8400020233 

6408020222 

04/08/01 

90-279 

0 

0400010396 

6406010399 

84/07/09 

90-307 

0 

8408020233 

8408020222 

84/08/01 

90-275 

0 

0408010400 

840 60 10397 

64/07/19 

40-6499 


8400020239 

6408020236 

04/07/09 

WASTE MOT 

0400010402 

6408010401 

84/07/12 

90-263 

0 

8400020296 

8408020253 

84/06/28 

70-734 


0406020009 

8400020006 

64/07/29 

90-331 

p 

0408030001 

8408010061 

04/07/18 

90-329 

A 

6406020018 

6400020010 

84/07/29 

90-302 

p 

8400030004 

8400010061 

84/07/18 

30-329 

A 

B40B020033 

8406020033 

84/07/27 

90-382 

A 

840003000? 

8400010061 

84/07/10 

50-329 

A 
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PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

I80UED 

CATEGORY 

840^030013 

8400010061 

84/07/lB 

30-329 

/ 

840S030014 

8408030003 

B4/07/26 

30-244 

G 

8408030016 

0408030012 

04/07/31 

30-4B2 

/ 

8408030020 

8408010061 

84/07/ IB 

90-329 

A 

8408030023 

0400030019 

04/07/27 

90-327 

P 

8408030028 

8408010061 

04/07/10 

30-329 

A 

840B03003I 

8408030027 

04/07/30 

30-272 

a 

8408030033 

8408030029 

B4/07/27 

70-143 


8408030042 

8408010061 

84/07/18 

30-329 

A 

8408030031 

8408010061 

04/07/18 

30-329 

A 

B40B0 30096 

B40Q010061 

04/07/10 

30-329 

A 

8408030097 

0400030092 

84/07/24 

90-271 

F 

8408030098 

0400010061 

84/07/18 

30-329 

A 

8408030064 

S4O0O 10061 

84/07/10 

30-329 

A 

8408030068 

8408010061 

84/07/18 

30-329 

A 

8408030076 

840803007 1 

84/07/12 

30-329 

Q 

B4OBO301Q0 

8408030096 

84/07/20 

30-26 1 

P 

840B030107 

0403030104 

04/07/30 

30-2S7 

0 

8408030108 

3400030104 

04/07/30 

9Q-2B9 

Q 

8408030112 

04OBO3O1O9 

84/00/01 

30-322 

0 

8408030113 

0400030109 

04/07/30 

90-139 

P 

B40B030116 

04080301 09 

84/07/30 

90-133 

P 

B40B030129 

8408030110 

84/07/11 

30-296 

P 

840B0301S7 

8408030126 

84/07/30 

30-339 

Q 

8408030139 

0408030130 

04/07/31 

30-369 

P 

8408030140 

8400030110 

84/07/1 1 

30-296 

P 

8408030147 

04OBO3O146 

04/07/31 

70-371 


8408030148 

04OBO3O146 

04/07/31 

70-371 


8408030191 

8400030190 

84/07/30 

30-299 

P 

8400030192 

8400030190 

84/07/30 

90-299 

P 

840B030169 

84080301 66 

84/08/01 

SD-206 

P 

B40B03D170 

8408030167 

04/07/31 

90-266 

F 

8408030178 

8408030173 

84/07/26 

90-387 

0 

8408030179 

34000301 76 

84/07/13 

90-199 

Q 

04 08030 192 

8408030108 

84/07/13 

90-410 

Q 

8408030197 

B40B0301G7 

fi4/07/83 

WASTE MOT 

840B030207 

3408030203 

84/07/13 

90-341 

Q 

84 000302 19 

0400030211 

04/07/17 

30-320 

P 

84 080302 10 

8400030211 

84/07/17 

90-320 

P 

0408030220 

0400030211 

84/07/17 

90-320 

P 

8408030221 

8408030209 

04/07/03 

90-333 

Q 

0408030223 

8408030211 

84/07/17 

90-320 

P 

8400030224 

B408030222 

04/07/12 

90-271 

Q 

8408030226 

8408030211 

84/07/17 

90-320 

P 

04OBO3O228 

8408030211 

84/07/17 

90-320 

P 

B408030229 

0408030222 

04/07/12 

90-271 

Q 

0408030231 

0400030211 

B4/07/17 

50-320 

P 

8408030247 

8400030236 

04/07/18 

30-272 

Q 

84D0O3O292 

8408030291 

84/07/10 

90-10 

<3 

8400030264 

8400030263 

84/07/16 

WASTE MOT 

8408030267 

0400030299 

04/07/11 

90-272 

0 

840S03D26G 

0400030263 

04/07/16 

WASTE MOT 

8408030270 

8400030263 

84/07/16 

WASTE MOT 

8408030279 

8400030266 

84/09/31 

90-382 

0 

0408030282 

0408030277 

04/07/24 

M18C 


04O0O6OOOB 

8408060009 

04/07/30 

90-293 

P 

8408060016 

B708060009 

04/07/30 

30-293 

P 

8408060017 

8400060014 

84/07/20 

CONTRACT 


8408060029 

8400060018 

04/07/24 

CONTRACT 


8408060029 

8400060021 

84/07/31 

90-239 

P 

0408060036 

0400060024 

04/07/30 

30-341 

Q 

0408060037 

0400060031 

04/07/24 

CONTRACT 


8408060039 

8408060034 

04/07/29 

30-36 1 

8 

8408060040 

8408060038 

84/06/19 

CONTRACT 


8408060047 

0408060049 

84/07/19 

WASTE MOT 

B 4000 60040 

8400060041 

04/07/24 

CONTRACT 


B 400060097 

0400060094 

04/06/12 

90-302 

Q 

Q 408060073 

0408060069 

84/07/23 

MIBC 


B40B060077 

8400060069 

84/07/23 

MI8C 


84000 600B1 

0408060069 

04/07/23 

MI8C 


8408060083 

8408060069 

84/07/23 

MISC 


B40BO 60099 

8400060092 

84/07/03 

90-402 

G 

8408060101 

0400060099 

84/00/01 

90-373 

F 

B40B060104 

B40B060097 

84/07/31 

90-413 

P 

8400060111 

0400060106 

04/07/20 

WASTE MOT 

8408060119 

8408060110 

84/07/31 

90-199 

Q 

8408060119 

0408060117 

04/07/27 

30-413 

P 

8408060122 

0408060106 

84/07/20 

WASTE MOT 

8408060129 

0408060116 

84/07/23 

TDPREP 


8408060138 

0408060102 

84/07/27 

30-206 

8 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

category 

0400060142 

0400060139 

04/07/18 

SO-219 

Q 

B40B060133 

0400060143 

84/07/29 

90-373 

P 

8400060160 

6408060146 

84/07/26 

30-134 

F 

8400060161 

04OSO6O137 

84/07/02 

90-993 

P 

B408060167 

6400060162 

84/07/31 

90-37 

F 

B40B060172 

0400060137 

04/07/02 

30-293 

P 

0406060100 

6406060173 

84/09/29 

90-482 

0 

0400060191 

B408060183 

04/07/30 

50-70 

0 

0406060193 

8406060109 

84/07/87 

30-416 

5 

8400060196 

6408060192 

84/07/27 

30-400 

A 

8408060197 

8408060103 

84/07/30 

30-70 

c 

0408060200 

8408060189 

04/07/27 

50-416 

8 

8406060206 

6400060183 

04/07/30 

50-70 

0 

8408060208 

8408060190 

04/07/09 

30-213 

0 

0400060214 

6406060211 

84/07/24 

contract 


8408060224 

8408060201 

04/07/31 

50-209 

G 

0400060231 

0406060220 

04/07/31 

50-320 

P 

8406060240 

6400060234 

04/07/27 

50-402 

A 

0408060273 

B40B060268 

04/07/27' 

50-352 

A 

8408060260 

0406060276 

64/09/02 

50-237 

P 

B40B0602B7 

8408060286 

84/00/01 

90-403 

P 

8408060303 

8408060302 

84/07/20 

50-456 

Q 

840B060309 

8408060302 

04/07/20 

30-456 

Q 

0408060313 

8408060307 

64/06/29 

30-209 

0 

0408060320 

0406060317 

84/07/09 

90-362 

0 

8408060329 

8408060317 

64/07/09 

90-382 

Q 

8400060344 

6407310030 

84/07/27 

30-454 

B 

8406060371 

0406060368 

64/07/27 

‘ 70-2980 


8408060373 

8408060360 

84/07/27 

70-2980 


8408060370 

04OBO6O373 

84/07/16 

70-1362 


8408060302 

8408060373 

84/07/16 

70-1362 


0408060307 

8408060324 

84/00/01 

90-206 

S 

8400060426 

8406060424 

04/07/24 

CONTRACT 


0406060438 

B40B060439 

04/07/27 

XPORTL rc 


0400070011 

8408060449 

04/07/24 

90-396 

P 

8400070010 

8408070016 

04/07/26 

50-324 

P 

8408070027 

8406070089 

B4/07/25 

50-447 

H 

0400070029 

8408070029 

04/07/89 

50-447 

H 

8408070038 

6406070039 

84/07/30 

50-170 

P 

8406070046 

0408070041 

84/07/26 

90-416 

H 

8408070053 

B40B070047 

84/07/29 

CONTRACT 


8408070084 

8408070082 

04/07/26 

90-344 

P 

0408070087 

0406070000 

04/07/26 

CONTRACT 


6408070104 

8408070101 

04/07/99 

CONTRACT 


8408070127 

8408070124 

04/07/31 

90-166 

P 

0408070140 

6406070136 

04/07/24 

WASTE MOT 

0400070153 

8406070149 

04/07/26 

WASTE MOT 

8406070170 

8400070174 

04/08/02 

90-244 

0 

8408070100 

0400070173 

84/07/31 

50-329 

A 

04OBO7O197 

0400070169 

84/07/31 

50-202 

0 

B408070207 

0400070201 

84/07/27 

90-416 

U 

0408070212 

0406070204 

84/00/01 

30-494 

Q 

8406070219 

6408070201 

84/07/27 

90-416 

U 

8406070216 

8408070213 

04/07/30 

90-494 

Q 

8408070217 

04080702 U 

04/07/29 

90-322 

H 

0406070221 

6408070213 

84/07/30 

90-494 

Q 

8408070231 

8406070226 

84/07/09 

40-8706 


0406070237 

6406070232 

84/08/02 

50-272 

0 

0408070242 

8406070236 

84/06/18 

TQPREP 


8400070293 

B40B070291 

84/07/31 

90-244 

P 

04OBO7O297 

840907024B 

84/07/31 

50-244 

P 

0406070290 

6406070291 

84/07/31 

90-244 

P 

8406070202 

8408070279 

84/08/01 

50-303 

F 

84OBO7O2G0 

6406070279 

84/08/01 

30-303 

F 

0408070291 

8406070287 

84/08/03 

30-332 

0 

8406070296 

8403070292 

04/07/31 

30-305 

F 

0406070306 

8408070300 

04/07/30 

90-219 

P 

8406070309 

8408070304 

04/06/02 

90-219 

P 

0406070326 

8408070323 

04/00/01 

90-394 

Q 

0408070327 

8408070324 

84/08/01 

50-275 

G 

0406070330 

8408070328 

04/00/01 

90-266 

P 

0406070340 

6408070338 

04/07/10 

50-436 

0 

8408070399 

8408070353 

04/08/01 

30-412 

Q 

8408070396 

8408070394 

84/08/02 

90-341 

Q 

0408070360 

8408070397 

04/07/31 

30-200 

0 

04OBO7O369 

6406070362 

84/07/30 

30-443 

F 

8408070379 

6408070370 

84/08/01 

90-299 

P 

B40B07037B 

6408070374 

04/08/01 

30-261 

P 

0408070304 

B40B0703B1 

04/07/27 

30-400 

K 

0406070392 

B40B0703B9 

04/07/24 

90-269 

P 
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QA0807039a 

0408070303 

04/00/02 

PR 


04OBO7O4O6 

0400070400 

04/07/27 

50-330 

F 

0400070409 

8400070403 

64/00/03 

50-390 

a 

04OBO7O419 

8408070412 

04/08/02 

30-352 

0 

B4O0O7O419 

8408070414 

64/08/01 

30-412 

F 

B40B070423 

0408070417 

04/07/27 

90-333 

P 

e4'aG0704S& 

0408070417 

84/07/27 

90-333 

P 

84OB07O433 

0400070429 

84/00/03 

90-392 

Q 

8400070435 

0400070431 

04/07/31 

30-239 

P 

8400070439 

0400070434 

04/00/03 

30-220 

F 

840B070441 

8408070435 

04/07/31 

90-295 

F 

840B07044B 

8400070442 

04/06/03 

30-322 

0 

8408070450 

0400070444 

04/OS/O6 

90-332 

Q 

8400070436 

0400070446 

04/07/17 

90-498 

A 

840B070437 

0400070433 

84/07/31 

PRM 


G40B0704SB 

6400070442 

04/00/03 

90-322 

0 

8400070460 

6406070492 

04/00/02 

90-461 

a 

.8400070462 

8406070433 

□4/07/31 

PRM 


0400070463 

0400070446 

04/07/17 

30-490 

A 

0408070470 

0408070472 

04/00/01 

90-29 

P 

04OBO7O4B3 

8408070463 

84/07/31 

90-313 

P 

840B070S02 

8400070499 

84/07/20 

90-346 

P 

0400070503 

6408070499 

04/07/20 

90-346 

P 

0408070511 

6400070308 

84/07/27 

30-344 

P 

0408070516 

040807031 9 

04/07/31 

90-244 

P 

B40B07QSS6 

8408070524 

04/07/09 

50-244 

P 

8400070532 

0408070331 

04/07/20 

90-279 

P 

8400080000 

0408080005 

04/07/31 

contract 


e40BOBOOS9 

8408000020 

84/07/06 

CONTRACT 


840BOe0037 

840800003 1 

04/07/26 

90-346 

F 

840aOB003B 

8408080034 

84/07/20 

COMMISSION 

0400090064 

0408080092 

04/07/31 

CONTRACT 


04O0OBOO67 

8408000039 

84/07/26 

CONTRACT 


84oaoBooa7 

8408000082 

04/07/26 

50-320 

H 

04OaOBO141 

0408000138 

04/07/30 

90-416 

F 

0400000151 

0406000147 

84/07/10 

70-734 


8400000153 

0408000148 

84/07/03 

90-373 

P 

8400000198 

0408080192 

04/07/27 

90-313 

P 

84060801 3? 

8408000148 

04/07/03 

90-373 

P 

8406000169 

0408000192 

04/07/27 

90-313 

P 

8406000166 

8408000197 

04/07/18 

90-307 

0 

0400000160 

0400060162 

04/08/07 

90-449 

0 

04DBO6O17O 

0400060161 

04/07/31 

90-312 

P 

0400000174 

0406080171 

84/07/20 

50-263 

Q 

0400000180 

0406060173 

84/08/06 

40-2061 


84060B01Q1 

0406000171 

84/07/20 

90-263 

Q 

04O8OBO192 

8408000167 

04/00/02 

30-399 

K 

0400000199 

0408080168 

84/07/10 

50-494 

Q 

8400000196 

0400080167 

04/00/02 

90-399 

K 

84O0O0OSOO 

8408000167 

64/00/02 

90-399 

K 

8406000205 

6408080190 

84/06/02 

50-494 

F 

84OBO0O2O7 

8406000187 

04/00/02 

90-399 

K 

0406000209 

0406080204 

84/07/19 

90-220 

Q 

0400080213 

040600021 2 

84/07/17 

90-334 

Q 

8400080214 

O4O0-O8O1B7 

84/00/02 

90-395 

K 

0400080221 

0400000187 

04/00/02 

90-399 

K 

0400080226 

040 0000187 

84/00/02 

50-393 

K 

0400080220 

8400000187 

84/00/02 

90-399 

K 

0400080232 

B4O6O0O167 

84/06/02 

30-399 

K 

0400080237 

040 0000187 

84/00/02 

90-399 

K 

0400060230 

040 6080233 

04/07/16 

50-244 

Q 

0400080240 

040 0000187 

04/08/02 

30-399 

K 

0400000242 

0400080233 

84/07/16 

30-244 

Q 

8400060244 

0400000187 

64/00/02 

30-395 

K 

0408060240 

0402080187 

84/00/02 

90-393 

K 

0400060290 

8400060243 

84/07/18 

90-209 

0 

0400060251 

0400080187 

84/00/02 

30-399 

K 

0400060254 

8400000187 

84/00/02 

90-399 

K 

0400000296 

0400000243 

84/07/10 

90-209 

0 

0406000260 

0400000187 

84/00/02 

90-399 

K 

0408060262 

84O0OBO1B7 

64/09/02 

90-399 

Vi 

6408060265 

8408060107 

04/08/02 

90-395 

H 

8400060200 

8408080279 

04/07/30 

90-413 

E 

64080602B4 

8408000275 

04/07/30 

90-413 

E 

84OBO0O2B6 

0408000279 

04/07/31 

90-601 

K 

0406080287 

6408060278 

04/07/31 

90-601 

K 

6400060292 

640 8000278 

04/07/31 

90-601 

K 

0400060295 

6408060278 

84/07/31 

30-601 

K 

0408000290 

8408060278 

84/07/31 

30-601 

K 

0400000301 

8408000278 

04/07/31 

50-601 

K 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

suajECT 

CATEGORY 

84030B0302 

0408080299 

B4/0B/04 

50-341 

F 

3408080303 

8408080297 

84/07/30 

NUREO 


B4080S0304 

8408000278 

84/07/31 

90-601 

K 

0408000307 

8400080278 

84/07/31 

50-601 

K 

B4OBO0O3O9 

0400080270 

04/07/31 

50-601 

k 

8408060312 

0406080278 

04/07/31 

50-601 

K 

8408000319 

6400080276 

04/07/31 

50-601 

K 

84080803 18 

6406060276 

B4/07/31 

50-601 

K 

8408060319 

6408080314 

04/07/24 

90-374 

P 

8408080320 

6406080276 

04/07/31 

30-601 

K 

6400080321 

6406080317 

84/08/01 

CONTRACT 


8400080322 

6406080314 

84/07/24 

90-374 

P 

0408080323 

6406080278 

04/07/31 

90-601 

K 

8408080330 

8408080278 

84/07/31 

90-601 

K 

0408080334 

8406080333 

84/08/01 

PR 


8408080342 

8408060270 

84/07/31 

90-601 

K 

8408080343 

840B0BO278 

84/07/31 

90-601 

K 

8408060349 

8408080278 

04/07/31 

90-601 

K 

6408060346 

8408080344 

84/07/30 

50-354 

A 

0406080347 

8408080278 

84/07/31 

30-601 

K 

B40B0G03B3 

8408000353 

84/07/80 

90-245 

Q 

8406060394 

8400080393 

84/07/20 

90-249 

0 

6406080403 

8400060393 

84/07/20 

50-249 

0 

B4060B0414 

8406080393 

84/07/20 

90-249 

0 

9406060423 

8400000417 

84/08/06 

30-322 

0 

B40B0B0432 

B40B0B0430 

84/07/23 

90-416 

u 

8408060448 

8406060212 

84/07/17 

90-334 

0 

8400080449 

8406000445 

84/07/27 

90-312 

F 

8408080498 

0408060493 

84/07/16 

50-275 

F 

8406080461 

04 080604 56 

84/07/10 

50-220 

Q 

8408080466 

04OBO8O464 

04/07/17 

90-245 

Q 

0406060467 

6408080463 

84/07/20 

50-219 

Q 

8406060478 

B40B080473 

04/07/16 

90-322 

Q 

8406080460 

04OBO8O476 

84/00/01 

CONTRACT 


8408080488 

04OBO8O4B3 

84/07/18 

30-299 

0 

8408060490 

6408060481 

84/07/18 

90-269 

Q 

8408060496 

8406060469 

84/07/18 

90-299 

0 

8400060497 

B4080B0494 

04/07/20 

90-344 

0 

0408000501 

8400060491 

84/07/27 

90-279 

Q 

□406080507 

8400060502 

04/07/18 

CONTRACT 


8408060513 

6406080491 

04/07/27 

50-279 

Q 

6406060515 

8406080491 

04/07/27 

90-275 

Q 

8406060317 

0400080491 

04/07/27 

90-279 

Q 

B40BOB0521 

8406080491 

04/07/27 

50-275 

Q 

B40BOB0526 

6406080923 

04/07/17 

30-392 

Q 

6400080927 

8406080524 

84/07/31 

90-346 

P 

B40BOB0930 

0408080923 

84/07/17 

90-352 

Q 

6400090004 

B40B090001 

B4/07/29 

90-361 

Q 

6400090013 

8408090010 

84/07/26 

50-313 

P 

8408090014 

8408090011 

84/07/31 

90-263 

F 

8408090019 

8408090016 

84/07/24 

90-397 

Q 

8408090021 

0408090017 

04/07/25 

90-344 

Q 

8400090037 

840B090034 

04/07/03 

90-298 

O 

6400090039 

8408090036 

84/07/10 

90-277 

Q 

0408090049 

B408090043 

84/07/27 

30-361 

Q 

8406090046 

8408090041 

84/07/31 

CONTRACT 


6408090048 

6408090040 

84/07/19 

90-307 

0 

8408090051 

6406090036 

84/07/18 

30-277 

0 

8408090033 

8408090040 

84/07/19 

90-387 

0 

8408090059 

6408070096 

84/07/31 

30-247 

F 

8408090061 

8408090056 

84/07/31 

90-247 

F 

8408090073 

8408090070 

84/07/20 

90-382 

0 

8408090074 

8408090072 

04/07/31 

CONTRACT 


8400090080 

8408090079 

84/07/23 

90-344 

Q 

0408070081 

8408090077 

84/08703 

90-220 

P 

B4OBO9OO0B 

8408090085 

84/09/08 

90-271 

Q 

0400090091 

8408090086 

84/07/23 

90-312 

0 

8408090092 

8408090082 

84/07/31 

30-423 

A 

8408090093 

0400090090 

84/07/10 

90-490 

Q 

8408090105 

6408070499 

84/08/03 

90-449 

A 

8408070106 

8400090102 

84/07/25 

COMMISSION 

8408090111 

8400090109 

04/07/25 

COMMISSION 

8408090113 

840009010? 

04/07/25 

COMMISSION 

B40809012S 

8400090120 

84/07/23 

70-984 


8408090124 

0406310345 

04/00/23 

TOPREP 


8408090130 

0408090121 

84/07/17 

50-313 

Q 

8408090141 

8408090133 

84/07/20 

90-213 

Q 

8408090142 

8408090139 

84/07/24 

CONTRACT 


8408090154 

8408090149 

84/08/07 

90-416 

0 

6408090160 

8408090190 

84/07/11 

90-313 

Q 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


589 


ACCESSION NUMBER 


»\rt.E8sian number 


ENCLOSURE 


B4080901A3 

8403090171 

3408090177 

8403090162 

8408090169 

84080901 <74 
84080901 <75 
8403090201 
8408090202 
8408090203 

8408090206 

0408090207 

8408090213 

0403090217 

840809022:3 

0408090233 

8400090236 

0408090239 

8408090257 

040809026.3 

0408090231 

84080902^3 

8408090303 

8408090304 

0408090316 

3408090322 

0408090327 

0408090330 

0408090337 

0408090409 

B40 80904 10 
8408090412 
0408090414 
0408090420 
0408090426 

0408090434 

Q40B090463 

0408090471 

04OBO9O4SO 

04OBO9O4B0 

Q40B0905O3 

04OBO9OS1O 

B40B090312 

0408090317 

0408090324 

B40S090S34 

0403090336 

0409090537 

0409090531 

0409090564 

B4O01OOO1O 

9409100012 

04OB1OOO17 

0408100032 

0409100034 

8409100037 

0400100040 

8409100049 

0409100031 

0403100032 

0400100034 

8409100036 

0409100062 

8400100067 

0409100070 

0409100075 

0409100077 

0409100080 

8409100081 

0408100086 

□40B10O1O1 

0409100105 

0409100106 

0409100111 

8408100119 

8409100120 

8409100137 

8409100138 

8409100144 

0403130021 


PRINCIPAL 

DOCUMENT 


3408090162 
0403090166 
B4 08090 169 
0408090173 
0408090104 

0408090107 

8408090192 

3408090107 

8408090196 

B40B090197 

0408090200 
3408090190 
34080902 1 0 
8408090212 
0408090213 

040B090226 

8400090229 

0408090233 

0400090250 

8400090258 

8403090273 

8400090293 

8400090299 

8400090293 

8400090311 

8400090311 

8400090166 

8408090313 

0408090335 

0400090407 

8408090407 

B408090407 

0400090407 

0408090400 

B40809040B 

B40809040B 

8400090408 

8400090408 

8400090408 

8400090408 

8400090408 

8400090504 

0400090408 

8400090315 

0400090521 

0400090533 

B408090S33 

0400090333 

8400090540 

04OBO9O362 

0408100004 
8408100002 
0400 1000 I 4 
8408100022 
8408100026 

8400100029 

8400100030 

0400100043 

0400100041 

8400100044 

8400100016 

8400100043 

8400100057 

8400100063 

8400100063 

8400100069 

0408100063 

0403100074 

0400100076 

0408100076 

0408100089 

0408100007 

0408100009 

0408100103 

0408100112 

8408100103 

8400100127 

8400100134 

8400100133 

8400130020 


DATE 

subject 


PRINCIPAL 

DATE 

SUBJECT 


ISSUED 

CATEGORY 

ENCl DSUHE 

document 

ISSUED 

category 









04/07/24 

50-294 

V 

8400130024 

0409130020 

04/06/29 

71-03 


04/00/06 

50-139 

P 

0400130027 

0408130020 

04/06/20 

71-03 


04/07/20 

30-295 

0 

0400130032 

0400130026 

04/07/27 

50-259 

P 

64/00/03 

50-309 

P 

0400130037 

0400130026 

04/07/27 

50-259 

P 

B4/07/23 

50-266 

0 

0408130077 

0408130077 

04/07/13 

WASTE MOT 

84/00/07 

50-361 

P 

8400130081 

0408130077 

04/07/13 

WASTE MOT 

04/07/24 

30-255 

0 

8409130094 

0400130091 

04/00/07 

50-433 

Q 

04/00/07 

50-361 

P 

8403130101 

0409130099 

04/07/30 

WASTE mot 

04/00/03 

50-440 

0 

0408 130100 

0408130103 

04/00/06 

50-454 

Q 

04/00/06 

50-352 

G 

8408130196 

9409130152 

04/00/01 

50-461 

A 

04/00/01 

50-445 

G 

8408130163 

9400130153 

04/00/00 

50-341 

Q 

04/00/07 

50-316 

P 

8408130166 

9408130149 

04/00/07 

50-269 

Q 

84/00/07 

50-322 

0 

8408130160 

B40B130164 

04/07/19 

50-413 

P 

04/07/23 

50-454 

0 

8408130173 

9409130170 

04/00/09 

50-331 

P 

04/08/06 

50-322 

G 

8408130177 

B40B130164 

04/07/19 

50-413 

P 

84/08/03 

50-352 

G 

8408130179 

B40SI30164 

04/07/10 

50-413 

P 

84/08/07 

30-352 

T 

8408130204 

8409 130 194 

94/00/07 

50-395 

0 

04/08/01 

50-339 

P 

8408130210 

6400130202 

04/07/31 

50-416 

u 

84/00/03 

50-219 

P 

8408130212 

B40B1 30205 

84/07/13 

70-938 


04/08/06 

50-352 

G 

8408130229 

0400130210 

84/00/00 

50-209 

p 

04/07/24 

50-244 

P 

8408130226 

9400130223 

04/07/24 

50-338 

p 

04/07/18 

50-440 

Q 

8408130227 

8400010061 

04/07/10 

50-329 

A 

04/07/27 

WASTE MOT 

8408130230 

9409010061 

84/07/10 

50-329 

A 

04/07/10 

50-440 

Q 

8408130234 

0409010061 

84/07/10 

50-329 

A 

84/07/31 

90-267 

P 

8408 130241 

B40BO 10061 

04/07/10 

50-329 

A 

04/07/31 

50-267 

P 

B40B 130244 

8400010061 

04/07/10 

50-329 

A 

04/08/06 

50-195 

P 

□400130291 

0408130240 

04/00/07 

50-302 

0 

04/07/16 

50-322 

Q 

0400130295 

0408010061 

04/07/10 

50-329 

A 

04/00/02 

50-73 

P 

0400130256 

0400130240 

04/00/07 

50-302 

0 

84/07/27 

50-397 

P 

0400130290 

9409130233 

04/07/25 

50-348 

P 

84/07/27 

90-397 

P 

8408130260 

9403130249 

84/08/07 

50-382 

0 

04/07/27 

90-397 

P 

8408130269 

840B0 10061 

84/07/18 

50-329 

A 

84/07/27 

90-397 

P 

8408130277 

0400130274 

04/00/07 

50-528 

A 

04/00/06 

90-449 

0 

8400130200 

0400130275 

04/09/07 

50-390 

A 

84/00/06 

90-449 

0 

0400130203 

8400130270 

04/07/10 

71-104 


84/00/06 

50-449 

0 

0400130290 

0400010061 

04/07/10 

50-327 

A 

84/08/06 

90-449 

0 

0400130292 

0408130270 

04/07/10 

71-184 


84/08/06 

90-449 

0 

0400130290 

9408130209 

04/00/10 

50-10 

F 

84/08/06 

90-449 

0 

8400130301 

0400010061 

04/07/10 

50-329 

A 

04/08/06 

90-445 

G 

8408130306 

8400010061 

84/07/10 

50-329 

A 

04/08/06 

90-449 

0 

8408130311 

6400010061 

84/07/10 

50-329 

A 

04/00/01 

CONTRACT 


0408130313 

0400130309 

04/OB/O3 

30-206 

F 

B4/O0/O6 

90-449 

0 

8408130314 

B40B1 30309 

B4/0B/0I 

CONTRACT 


84/07/30 

90-334 

P 

8408130315 

8408010061 

B4/07/I8 

50-329 

T 

84/07/30 

90-334 

P 

8408130320 

0409010061 

04/07/18 

50-339 

A 

84/00/01 

90-170 

P 

B40B130323 

0400010061 

04/07/ IB 

50-329 

A 

84/00/01 

90-170 

P 

0400130324 

9400130319 

84/08/09 

50-382 

G 

84/00/01 

90-170 

P 

0408130327 

B400010061 

84/07/10 

50-329 

A 

84/07/31 

CONTRACT 


0400130328 

B40B130319 

04/08/09 

50-382 

Q 

84/07/23 

PRDJ 


8408130333 

B40B130319 

84/08/09 

30-302 

0 

84/00/07 

90-261 

F 

0408130336 

B40B010061 

84/07/10 

50-329 

A 

84/07/30 

90-399 

F 

8400130337 

0400130329 

04/00/07 

40-2061 


84/07/09 

30-290 

R 

8408130339 

0400130319 

04/00/09 

50-382 

0 

84/00/03 

90-244 

Q 

8400130348 

B4O0O 10061 

94/07/10 

50-329 

A 

84/00/06 

90-483 

Q 

8400130352 

8408130347 

04/00/03 

50-322 

0 

84/0Q/03 

90-202 

Q 

8400130394 

9400130350 

04/00/07 

50-29 

Q 

84/00/07 

50-494 

T 

8400130399 

8408130347 

04/00/00 

50-322 

G 

84/00/06 

90-366 

P 

8400130396 

0400010061 

84/07/10 

50-329 

A 

04/08/07 

70- 1 94 1 


0400130399 

9400130347 

84/08/00 

50-322 

0 

84/00/03 

90-266 

Q 

8400130363 

9409130359 

84/08/09 

50-29 

P 

84/00/00 

90-290 

F 

B40B 130376 

0409130370 

04/00/09 

50-153 

F 

04/08/03 

90-244 

0 

0400130301 

B4OB13Q30O 

04/00/09 

70-143 


84/08/07 

90-209 

Q 

0400130382 

0400130300 

84/00/07 

70-143 


04/07/20 

90-394 

F 

0408130303 

0408130380 

84/00/09 

70-143 


04/07/30 

90-213 

P 

8403130308 

B408 130305 

84/08/08 

50-247 

0 

04/07/31 

90-402 

Q 

0400130390 

0408130307 

04/08/07 

30-346 

Q 

84/ 07/30 

90-213 

P 

0400130399 

940B1 30391 

04/00/00 

30-346 

Q 

04/08/06 

90-220 

P 

0400130400 

0400130394 

04/00/07 

50-330 

0 

84/08/06 

90-220 

P 

0400130403 

0400130394 

04/00/09 

50-330 

Q 

04/09/06 

90-220 

P 

0408130408 

0400130394 

04/00/09 

50-338 

G 

B4/08/06 

90-461 

A 

8408130410 

8408130406 

84/08/00 

50-209 

Q 

04/05/07 

90-333 

F 

8408130411 

0400130407 

84/08/07 

50-346 

Q 

84/08/06 

90-461 

A 

8400130413 

0408130401 

04/08/07 

50-10 

F 

04/00/07 

90-220 

P 

8400130416 

8409130414 

04/07/31 

30-344 

F 

84/00/03 

90-496 

Q 

8400130417 

8400130406 

04/00/08 

50-209 

0 

04/00/07 

90-220 

P 

0400130410 

0408130394 

04/00/09 

50-330 

0 

84/00/02 

90-920 

A 

8400130420 

0409130415 

84/04/13 

30-454 

Q 

B4/0B/06 

90-299 

P 

8408130428 

0400130421 

84/08/04 

50-346 

P 

04/00/08 

90-209 

0 

8408130437 

8408130435 

04/08/02 

CONTRACT 


04/06/20 

71-03 


8400130438 

9409130433 

04/00/09 

50-330 

Q 



590 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCE55IQM NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

S40aia0439 

0408130441 

0408130442 

0408130443 

0408130443 

04001 3044& 
8400130433 
0400130307 
0400130511 
8400130337 

8409130349 

8408130559 

0408130360 

0400130567 

0400130397 

0403140012 

8408140017 

8408140018 

0400140023 

0400140027 

8400140031 

8408140033 

0409140034 

6400140036 

8408140033 

0400140039 
04081 40030 
8408140055 
8408140060 
8408140069 

0400140069 

0400140070 

0408140071 

8409140079 

0408140076 

0408140079 

0403140081 

0408140006 

6408140093 

8408140099 

0408140102 

8408140110 

8408140119 

0400140122 

0408140124 

0400140129 
0400140134 
0400140144 
0406 140191 
0403140192 

0408140158 

8408140163 

0400140167 

0400140169 

0408140170 

8408140160 

8400140109 

0400140190 

04O0HO194 

0400140196 

6400140204 
04061 40209 
6408140213 
8408140218 
0408140220 

0408140223 

8408140226 

B40B140232 

0400140236 

6408140241 

8400140242 
0400140245 
8408140240 
04081 40253 
8408140296 

0406140250 

6406140262 

8400140263 

8400140271 

0406140277 


PRINCIPAL 

DQCUMEWr 

8400130436 

B40B13Q436 

0408130440 

9408130433 

0408130444 

04OB13O433 

0408130449 

0408130302 

9408130503 

8408130530 

6400130330 

B4Oai30S94 

9400130553 

0408130561 

840813039^ 

84OB140011 

8406140013 

8408140014 

6408140014 

8408140014 

6408140014 
9408140029 
8408140028 
0408140014 
8408 1 40028 

0400010061 

0406010061 

0400010061 

0408010061 

0400010061 

0408010061 

6408140064 

B4O0O1OO61 

840S140064 

0408010061 

0408010061 

0400140064 

0406140064 

8406140064 

0406140091 

6408010061 

0406140103 

9408140103 

0408140119 

6408140106 

6400140119 
6406010061 
8406010061 
840B1 40146 
8406010061 

6406010061 

8408010061 

8406140161 

8406140156 

8406010061 

8406140156 

8406010061 

8406140156 

8406140109 

0408010061 

8406140200 

8408010061 

8408010061 

8406010061 

8406140214 

8406010061 

0406140214 

0400010061 

8400140214 

0408140229 

6400010061 

0403140239 

0408010061 

8408140214 

8400140251 

6408010061 
8406140214 
640BO 10061 
6408140214 
6406140214 


DATE 

ISSUED 

04/07/31 

84/07/31 

04/09/02 

04/08/09 

04/00/02 

04/09/09 

04/07/26 

84/07/27 

84/07/27 

04/07/25 

84/07/25 

84/00/01 

04/08/03 

04/00/01 

84/00/06 

04/07/20 

04/09/09 

84/08/09 

84/08/09 

84/00/09 

84/00/09 

84/07/24 

04/06/09 

04/08/09 

04/08/09 

64/07/18 

64/07/10 

84 / 07/18 

64/07/10 

04/07/10 

84/07/10 

84/08/09 

84/07/10 

64/06/09 

04/07/10 

04/07/10 

04/00/09 

04/06/09 

04/00/09 

04/00/10 

04/07/10 

04/00/10 

04/00/10 

04/08/09 

04/08/07 

84/08/09 

64/07/10 

84/07/10 

84/08/09 

04/07/18 

04/07/lB 

04/07/lB 

04/08/09 

64/08/09 

84/07/10 

84/08/09 

64/07/18 

84/08/09 

04/08/07 

84/07/18 

84/08/10 

04/07/18 

64/07/18 

84/07/10 

84/08/10 

84/07/lB 

04/08/10 

04/07/10 

04/00/10 

04/08/09 

84/07/10 

84/00/09 

04/07/10 

04/00/10 

84/08/09 

04/07/18 

04/00/10 

64/07/10 

84/00/10 

04/00/10 


SUBJECT 

CATEGORY 

50-334 P 
50-334 P 
CONTRACT 
30-338 0 

CONTRACT 

30-330 Q 
30-445 A 
70-1257 
70-1257 
50-346 P 

30-346 P 
50-334 P 
PRM 

50-321 P 
CONTRACT 

30-275 P 
50-322 T 
50-400 T 
30-400 T 
50-400 T 

50-400 T 
50-330 F 
50-436 0 

50-400 T 
50-456 0 

50-329 A 
50-329 A 
50-329 A 
50-329 A 
50-329 A 

50-329 A 
50-400 T 
50-329 A 
50-400 T 
50-329 A 

50-329 A 
50-400 T 
50-400 T 
50-400 T 
50-458 Q 

50-329 A 
30-413 0 

50-413 0 

50-400 0 

50-321 P 

50-400 0 

50-329 A 
50-329 A 
50-400 T 
50-329 A 

50-329 A 
50-329 A 
50-244 F 
50-374 0 

50-329 A 

50-374 0 

30-329 A 
30-374 Q 
30-206 P 
30-329 A 

TOPREP 
50-329 A 
50-329 A 
50-329 A 
30-2S0 0 

50-329 A 
50-250 0 

30-329 A 
30-230 0 

30-434 0 

30-329 A 
30-293 P 
30-329 A 
30-250 0 

30-293 P 

30-329 0 

50-230 0 

30-329 A 
30-250 0 

30-230 0 


ENCLQEURE 


8403140286 
8400140296 
0400140300 
040614031 1 
0400140314 

0400140319 

0400140320 

0400140326 

0400140347 

0400140349 

6408140332 

0400140339 

0400140363 

0400140367 

0400140309 

8400140404 
B40Q140413 
8408140413 
B40B 140422 
0400140423 

0400140433 

0400140452 

0400140476 

0400140477 

0400140400 

0400 14040 5 
8408140513 
6408140517 
8403140522 
6408140526 

8408140530 

8408140335 

8408140539 

8408140353 

8408140556 

8408140557 

8408140561 

8408140562 

8408140564 

6408140565 

0408140566 

8408140369 

8408140570 

0400140573 

8400140575 

0400150015 
0400150019 
0400 150022 
0400150027 
0400150029 

0400150033 
0400150042 
6408150046 
0408130094 
84081 50097 

8408150102 
8400150110 
8408150114 
84081 501 IB 
8408150125 

8408150127 
8408150132 
8408150143 
8408 130149 
8400150154 

0400150161 
0400150184 
0400150226 
0400150236 
84001 50244 

0400150230 

0400150233 

8400130258 

8408150262 

8408150271 

6408150275 
8408150293 
8408130299 
8400150301 
0400 150305 


PRINCIPAL 

DOCUMENT 


8408010061 

0400010061 

8408010061 

0408060061 

6400140303 

0400010061 

0408140303 

0403140303 

8408010061 

8408210097 

8408010061 

8408010061 

0408140356 

8408010061 

6406140372 

8406140402 
8408140410 
84081404 U 
8408140420 
0408140421 

8400140429 

B4OB14O4S0 

0400140469 

8400140470 

0400140469 

B40B140469 

0400010061 

0408140510 

0400010061 

8408010061 

8400010061 

0406140532 

0400010061 

0400010061 

B40B010061 

8408010061 

0400140558 

640B010061 

8400140550 

8400010061 

8408010061 
84081 405SB 
8408010061 
8408010061 
8408010061 

8408010061 

8408010061 

8400010061 

8408010061 

0400010061 

0408010061 

0400010061 

8400010061 

0400150091 

8400150091 

0400150091 

8408130107 

8408130107 

8400150115 

8408150121 

8408150119 

8403150119 

8408150141 

0408150144 

0408150151 

8408150156 

0408150180 

8408150225 

8408150233 

0400150233 

G40B1 50246 
8408150251 
0400150256 
8408150256 
8408150264 

0408150269 
8408150290 
8408150293 
0408150290 
04081 50290 


DATE 

ISSUED 

04/07/10 

04/07/18 

84/07/18 

84/07/18 

04/00/08 

84/07/18 

84/00/00 

84/00/03 

04/07/18 

04/00/15 

84/07/10 

84/07/10 

84/00/00 

84/07/10 

84/00/07 

04/08/10 

84/08/10 

84/00/00 

04/08/10 

84/00/03 

84/08/06 

04/08/08 

04/06/26 

04/08/13 

04/06/26 

04/06/26 

04/07/10 

04/07/26 

04/07/18 

84/07/18 

04/07/18 

04/00/06 

04/07/18 

04/07/18 

84/07/10 

04/07/10 

84/00/07 

04/07/10 

84/00/07 

04/07/10 

04/07/10 
B4/08/07 
84/07/ 18 
04/07/10 
84/07/10 

04/07/10 

84/07/10 

84/07/10 

04/07/18 

04/07/18 

04/07/18 

04/07/18 

04/07/10 

04/07/26 

84/07/26 

04/07/26 

04/07/26 

04/07/27 

04/00/07 

84/07/16 

84/08/13 

84/08/13 

84/07/10 

84/08/01 

04/08/14 

04/07/27 

84/08/13 

04/00/09 

04/07/26 

04/07/26 

04/08/08 

04/07/25 

84/07/24 

84/07/24 

84/07/26 

04/00/14 

84/07/25 

84/07/25 

84/07/10 

84/07/10 


SUBJECT 

CATEGORY 

50-329 A 
30-329 A 
30-329 A 
30-329 A 
30-352 E 

30-329 A 
50-332 E 
30-352 e 
30-329 A 
30-97 F 

30-329 A 
50-329 A 
30-961 P 
30-329 A 
50-237 V 

30-403 Q 
30-346 P 
30-209 P 
PR 

30-430 A 

50-313 P 
30-332 0 

71-9016 
30-322 0 

71-9016 

71-9016 
50-329 A 
CONTRACT 
50-329 A 
30-329 A 

50-329 A 
50-327 P 
50-329 A 
50-329 A 
50-329 A 

50-329 A 
30-166 P 
30-329 A 
30- 1 66 P 
30-329 A 

30-329 A 
30-166 P 
30-329 A 
50-329 A 
30-329 A 

30-329 A 
30-329 A 
30-329 A 
30-329 A 
30-329 A 

50-329 A 
50-329 A 
50-329 A 
50-443 Q 
50-445 0 

50-443 0 

30-336 0 

71-6346 
30-13 P 

50-3 F 

30-454 T 
50-434 T 
71-522 
MABTE MOT 
50-416 P 

70-143 
50-313 P 
50-219 P 
30-277 0 

30-277 0 

XPORTLIC 
50-213 Q 
50-443 Q 
50-443 Q 
50-289 Q 

30-219 F 
30-255 0 

50-255 Q 
30-317 0 

30-317 Q 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISBUED 

SUBJECT 

CATEGDRV 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8408130317 

0408130312 

04/07/23 

90-^313 

0 

8400 130666 

8408010061 

84/07/18 

90-329 

A 

8408150333 

8408 1 30326 

84/07/17 

90-269 

F 

8408190669 

8408010061 

84/07/18 

90-329 

Q 

0408130341 

8408130337 

84/07/09 

WASTE MGT 

8408130672 

8408010061 

04/07/18 

90-329 

Q 

84081 30344 

8408 1 30337 

84/07/09 

WASTE MOT 

8408130679 

8408190671 

84/07/26 

40-8027 


8408130361 

8408 1 30339 

84/08/06 

XPORTLIC 

0408130676 

8408010061 

04/07/18 

30-329 

A 

8408130368 

9400 1 30366 

84/07/29 

90-272 

Q 

6408150677 

8408010061 

84/07/18 

30-329 

0 

0400130370 

0408130366 

04/07/23 

90-272 

Q 

0408190681 

8408010061 

84/07/18 

90-329 

A 

8408130373 

0408130372 

04/09/16 

90-313 

Q 

8408150682 

0408010061 

04/07/18 

30-329 

A 

0408130373 

0400130372 

84/09/16 

90-313 

Q 

8408190603 

8408010061 

04/07/18 

50-329 

A 

0408130381 

0408130300 

04/07/27 

30-440 

Q 

8408190606 

0408010061 

04/07/18 

90-329 

A 

8400150394 

8408130386 

04/07/27 

90-434 

0 

840819068? 

8408010061 

04/07/18 

90-329 

A 

8400130401 

8400 1 30392 

84/07/26 

90-294 

Q 

0408190690 

B40B010061 

04/07/18 

90-329 

Q 

8408130406 

8408 1 30399 

84/07/29 

90-266 

Q 

8408190692 

8408010061 

84/07/18 

90-329 

A 

8408130407 

8400 1 30398 

84/07/27 

70-371 


0408190693 

8408190688 

84/07/27 

90-249 

a 

0408130417 

8408130414 

84/07/26 

90-445 

0 

8400130694 

8408010061 

84/07/18 

90-329 

s 

^409130424 

84081 30409 

04/07/29 

90-277 

0 

8408190695 

S4080 10061 

04/07/18 

90-329 

A 

8408130440 

9408130414 

04/07/26 

90-449 

0 

8408190698 

8408010061 

84/07/10 

90-329 

R 

8406130433 

8400190433 

04/07/26 

90-333 

0 

64081 90700 

8408010061 

04/07/10 

90-329 

A 

8408130473 

0408190471 

04/07/27 

90-341 

0 

8408190701 

8408190697 

84/07/27 

90-206 

0 

84001 30476 

0408190473 

84/08/14 

30-322 

T 

8408190702 

0408010061 

84/07/10 

30-329 

0 

8408130483 

8408 1 30473 

64/08/14 

50-322 

T 

04081 90706 

B40B0 10061 

84/07/18 

30-329 

A 

8409130407 

0400 1 90402 

84/07/27 

90-454 

Q 

8400190709 

8408010061 

04/07/10 

50-329 

A 

8400130490 

04001 50473 

04/08/14 

90-322 

T 

8408190710 

8408010061 

84/07/18 

90-329 

A 

8400130305 

0408150473 

04/08/14 

30-322 

T 

0400150712 

8403010061 

84/07/18 

50-329 

A 

B40B1 30507 

0400130502 

04/07/27 

90-461 

0 

8408190714 

8408010061 

84/07/18 

50-329 

A 

8408180311 

8408150502 

84/07/27 

90-461 

Q 

8408190719 

8408130711 

84/07/27 

50-317 

0 

8408130314 

8400150473 

84/08/14 

90-322 

T 

8408190716 

8408010061 

84/07/18 

50-329 

A 

8408130313 

8408150510 

84/07/20 

90-382 

Q 

8408190718 

8408010061 

84/07/18 

90-329 

A 

8408150330 

8408150473 

84/08/14 

90-322 

T 

8408190720 

8408010061 

84/07/18 

90-329 

A 

84 08 130533 

8408150531 

84/08/01 

WASTE MOT 

8408150721 

8403190711 

84/07/27 

90-317 

0 

840 B1 30339 

0408 150537 

84/07/27 

50-333 

Q 

8408150723 

8408010061 

84/07/18 

90-329 

A 

840 01 30341 

84081 50537 

04/07/27 

90-333 

Q 

8408190725 

8408010061 

04/07/18 

90-329 

A 

8400130346 

B4O01 50544 

64/07/26 

90-263 

0 

04081 90727 

8408010061 

84/07/10 

90-329 

A 

B4081 30347 

04OB1 90544 

84/07/26 

90-263 

Q 

8408190728 

8408010061 

04/07/10 

90-329 

A 

8408130360 

0400010061 

84/07/10 

90-329 

A 

8408150729 

8408010061 

84/07/10 

90-329 

A 

8408130366 

8400010061 

84/07/18 

90-329 

A 

8408190731 

8<10B010061 

84/07/18 

50-329 

A 

8408130367 

8408150569 

84/08/03 

50-346 

P 

8408150732 

0408010061 

04/07/10 

90-329 

A 

8408150371 

8400010061 

84/07/18 

90-329 

A 

8400190734 

0408010061 

04/07/18 

90-329 

A 

8408130372 

8400150968 

84/06/29 

WASTE MOT 

8400190739 

8408010061 

04/07/10 

90-329 

A 

8400130377 

8400010061 

84/07/18 

90-329 

A 

0400190736 

0400190733 

04/07/31 

71-9073 


8400130300 

8409150573 

84/07/26 

90-29 

0 

8409190737 

8400010061 

84/07/10 

90-329 

A 

0400130383 

04081 909 70 

04/07/30 

90-271 

P 

8400 190730 

8400010061 

84/07/10 

90-329 

A 

8400130386 

04080 1 0061 

84/07/10 

50-329 

A 

84031 90739 

8408190733 

84/07/31 

71-9073 


8408130389 

8408190503 

84/07/24 

70-1191 


8409190740 

8408010061 

04/07/10 

90-329 

A 

8408150393 

0408190588 

04/08/02 

50-294 

P 

0400150741 

8403010061 

04/07/18 

90-329 

A 

840G 130393 

8400010061 

84/07/18 

90-329 

A 

8408130742 

8400130733 

84/07/31 

71-9073 


8408150597 

8400190580 

84/08/02 

90-254 

P 

84081 50743 

8408010061 

84/07/18 

90-327 

A 

0408130600 
840B1 30603 

8400190994 

8408010061 

84/07/31 

84/07/18 

71-9016 

90-329 

R 

8408150744 

8408150749 

8408190733 

8408010061 

84/07/31 

84/07/18 

71-9073 

50-329 

A 

8408130604 

8408 190999 

84/08/01 

90-271 

P 

8408190747 

8400010061 

84/07/18 

90-329 

A 

8408130606 

8408150999 

84/08/01 

90-271 

P 

0400190749 

8408010061 

84/07/18 

90-329 

A 

04081 30600 

8400010061 

84/07/18 

90-329 

A 

8400190790 

8400010061 

04/07/10 

90-329 

A 

840B1 30612 

8400010061 

84/07/18 

90-329 

E 

8408130791 

0408010061 

84/07/18 

90-329 

A 

8400130613 

8400190609 

84/06/03 

90-333 

P 

8400190792 

0400010061 

04/07/10 

90-329 

A 

0408130615 

0400190609 

64/08/03 

90-333 

P 

8408160036 

0400160033 

04/08/09 

90-293 

P 

8408150616 

8408010061 

84/07/18 

50-329 

A 

8408160037 

0400160026 

04/07/26 

90-449 

Q 

8400 130617 

0406010061 

84/07/18 

90-329 

A 

0408160049 

8408160041 

84/08/07 

90-293 

P 

0408150623 

0400010061 

84/07/18 

90-329 

Q 

8408160096 

8408160092 

84/00/10 

90-271 

P 

B408 150623 

0400150620 

04/07/31 

90-293 

P 

0408160070 

8408160062 

04/00/06 

90-237 

P 

0408150624 

8400010061 

84/07/18 

90-329 

A 

8408160072 

8408160067 

84/08/07 

90-483 

P 

8408150626 

8400010061 

64/07/18 

90-329 

A 

0400 160002 

8408160073 

84/07/27 

90-27 

0 

8408130630 

8408010061 

64/07/10 

90-329 

A 

8409160107 

8408160102 

84/07/24 

90-317 

Q 

8408150633 

0408010061 

64/07/10 

90-329 

Q 

8408160113 

8408160106 

84/00/13 

90-449 

0 

0408150634 

8408190631 

04/07/24 

90-272 

Q 

8400160113 

8403160102 

84/07/24 

90-317 

Q 

8406150635 

0406010061 

04/07/18 

90-329 

A 

8400160131 

8408160106 

84/00/13 

90-449 

0 

8406150639 

8400010061 

84/07/18 

90-329 

0 

8400160132 

8408160129 

84/00/10 

90-324 

8 

8408130640 

8400010061 

84/07/18 

90-329 

0 

8400160149 

8408160139 

84/08/10 

90-10 

0 

8408 130643 

8400010061 

04/07/10 

90-329 

A 

8408160133 

8408160141 

84/08/13 

90-449 

0 

8408130644 

8400010061 

04/07/10 

90-329 

Q 

B40B16013B 

8408160141 

84/08/13 

90-449 

0 

84081 30646 

6400190630 

84/07/27 

90-341 

Q 

8408160166 

8408160163 

84/00/09 

90-410 

D 

840Q 150648 

B4080 10061 

04/07/18 

90-329 

A 

8408160178 

0400160171 

84/00/13 

90-445 

0 

8408150631 

B4OBO1O061 

84/07/18 

90-329 

A 

840B1601B7 

8408160171 

84/08/13 

90-449 

0 

8408150652 

8400010061 

84/07/18 

90-329 

A 

840B160I90 

0408160104 

84/07/30 

90-483 

0 

8408130653 

0400130650 

84/07/24 

90-394 

0 

8408160193 

8408160104 

04/07/30 

90-483 

Q 

8400150654 

04061 90647 

04/07/30 

71-9016 


840B160204 

8408160201 

84/07/23 

90-449 

0 

8408130655 

0400150649 

84/07/23 

50-449 

Q 

B40B 160206 

8408160198 

84/OB/lO 

90-373 

Q 

8408150636 

840B0 10061 

04/07/10 

50-329 

A 

8408160316 

0408160212 

84/07/30 

90-494 

Q 

8408130638 

8408010061 

04/07/10 

30-329 

8 

8408160217 

8408160212 

04/07/30 

30-494 

Q 

8408130662 

8400010061 

84/07/10 

90-329 

A 

8408160324 

8408160210 

04/08/13 

90-322 

0 

8408150665 

6400010061 

04/07/18 

90-329 

A 

8408160526 

8408160220 

04/06/28 

90-382 

Q 
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PRINCIPAL 
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PRINCIPAL 

DATE 
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ENCLOSURE 

DOCUMENT 

ISSUED 

category 

BA OS 1 

0400160222 

04/07/27 

90-263 

P 

0400170205 

0408010061 

84/07/10 

90-329 

Q 

BAOQ 1 60233 

0408 16 0222 

04/07/27 

90-263 

P 

0400170223 

0408010061 

84/07/18 

50-329 

0 

B40B 160237 

640016 0230 

04/07/30 

90-430 

0 

0400170232 

0408010061 

84/07/18 

90-329 

Q 

8405160246 

8400160233 

04/08/01 

90-245 

0 

0400170236 

8400010061 

04/07/18 

90-329 

0 

B40B1 60260 

B40B160291 

B4/oa/oi 

30-322 

0 

0400170237 

8408170233 

84/00/14 

90-339 

Q 

840B1 60264 

0408 16 0257 

84/06/29 

ORO 


6400170243 

8408170227 

84/00/08 

90-373 

P 

8400160271 

0408 16 0297 

B4/06/2? 

□RG 


0400170247 

8408170227 

84/00/00 

90-373 

P 

0400160272 

040016 0266 

B4/07/30 

90-334 

0 

0406170293 

8408010061 

84/07/18 

90-329 

A 

8408160273 

0400160267 

54/07/20 

50-275 

F 

0400170257 

8408010061 

84/07/18 

90-329 

A 

8408160273 

840016 0237 

64/06/29 

ORG 


6400170260 

8408010061 

84/07/18 

90-329 

A 

8409160280 

B40B 160297 

84/06/29 

□RG 


0400170262 

0408170252 

84/00/ 16 

50-263 

P 

84 00160281 

B40B 160270 

04/07/20 

90-311 

Q 

0400170269 

8408170263 

84/00/09 

90-299 

Q 

84 09160283 

B408 160278 

04/OB/O7 

WASTE MOT 

0400170268 

8408010061 

84/07/18 

90-329 

F 

8408160280 

0408160237 

04/06/29 

ORO 


0400170271 

8408010061 

84/07/18 

90-329 

Q 

0400160272 

0408160297 

04/06/29 

□RG 


0400170274 

8408010061 

84/07/18 

90-329 

Q 

0400 16031 7 

6408160310 

04/OB/O3 

70-143 


B40B170276 

8400010061 

84/07/18 

90-329 

8 

0400160329 

B40Q160319 

04/00/07 

30-250 

P 

0400170279 

0408010061 

04/07/18 

90-329 

A 

S40B1603S7 

B4081 60334 

04/07/30 

50-346 

Q 

0400170204 

8400010061 

04/07/18 

90-329 

A 

8400160331 

0408160329 

04/07/30 

90-266 

0 

8400170292 

8400010061 

84/07/18 

90-329 

T 

04OB16O33B 

B4081 60334 

84/07/30 

90-341 

Q 

0400170297 

8408010061 

04/07/18 

90-329 

T 

8400160310 

0400160333 

84/08/10 

90-445 

A 

0408170304 

B40B010061 

84/07/10 

90-329 

T 

0400160311 

0400160334 

84/07/30 

50-341 

0 

8400170312 

B4QB010061 

84/07/16 

90-329 

T 

0400160396 

0408160393 

04/00/14 

90-244 

P 

B40B170313 

B4O017O3OB 

04/08/10 

50-395 

V 

0408160360 

8408160393 

04/07/09 

90-392 

F 

8408170310 

B4OB17O3O0 

64/08/10 

50-399 

V 

□408160361 

0408160393 

04/00/14 

90-244 

P 

8400170320 

8400010061 

04/07/10 

90-329 

A 

0408160369 

6408160368 

04/00/14 

50-293 

F 

840B170321 

8400170319 

04/06/13 

90-454 

T 

0408160372 

040816 0367 

04/00/14 

90-220 

P 

0400170326 

0400170319 

04/00/13 

90-494 

T 

0400160373 

640816 0371 

84/00/09 

50-443 

A 

0400170327 

8400170322 

04/00/13 

90-315 

F 

0408160376 

840016 0371 

84/00/09 

90-443 

A 

0408170330 

8406170325 

04/00/19 

90-269 

Q 

0400160384 

B40B160377 

04/07/27 

TOPREP 


0408170339 

8400170336 

04/00/14 

90-354 

Q 

0408160390 

0408160386 

84/07/31 

50-458 

A 

0400170342 

8406170336 

04/00/14 

90-394 

0 

0408160397 

B40B160395 

84/08/14 

90-206 

S 

0400170343 

8408170336 

04/00/14 

50-394 

Q 

0408160403 

0406160394 

84/08/10 

50-206 

8 

0400170398 

8408010061 

04/07/16 

90-329 

A 

0408160409 

04OB16O4O4 

B4/08/0a 

50-508 

A 

8400 170360 

8408010061 

84/07/18 

90-329 

A 

0408160407 

6408160404 

84/06/08 

90-900 

A 

0400170369 

8400010061 

04/07/18 

50-329 

A 

8400160411 

0400160404 

04/OB/OB 

SO-SOB 

A 

0400170367 

8400010061 

04/07/18 

90-329 

A 

0400160413 

8408160404 

64/00/00 

90-500 

A 

0400170372 

840B010061 

04/07/18 

50-329 

A 

0408160414 

8408160404 

04/O0/OB 

90-900 

A 

0408170374 

8408010061 

04/07/18 

50-329 

K 

8400160426 

0408160424 

04/07/30 

90-259 

P 

0400170377 

8408010061 

84/07/18 

50-329 

A 

0400160427 

6408160424 

04/07/30 

90-299 

P 

0400170307 

6408170363 

84/00/15 

40-2061 


8400160432 

8408160428 

04/00/01 

90-249 

Q 

04081 703B9 

8408170383 

B4/0B/15 

40-2061 


0400160497 

8408160499 

84/06/20 

90-490 

0 

0408170393 

8408170392 

04/03/30 

70-143 


8405160466 

0408160461 

04/00/10 

70-1308 


0408170394 

6408170392 

84/03/30 

70-143 


8405160469 

6403160469 

84/00/02 

90-254 

P 

0400170399 

8408170398 

84/07/31 

90-295 

F 

04OB1 60472 

B405160461 

84/00/10 

70-1300 


0408170400 

0408170406 

84/08/03 

XPORTLIC 


a40Bl 60479 

B408160470 

04/07/31 

WASTE MOT 

8408170415 

6408170413 

84/07/27 

WASTE MOT 

8400160499 

640B1601B9 

84/07/30 

90-449 

0 

840B200017 

8400200014 

64/07/31 

90-209 

Q 

B40B160900 

8400160409 

84/07/30 

90-449 

0 

8408200023 

6400200014 

04/07/31 

50-289 

Q 

8406160902 

0408160901 

84/08/02 

90-449 

T 

840B200036 

8400200032 

04/07/31 

90-307 

0 

8405160904 

04OB 160498 

84/07/23 

50-313 

0 

6400200041 

8400200032 

04/07/31 

90-307 

Q 

8406160909 

B40B 160907 

04/07/23 

50-267 

0 

8408200052 

8400200043 

04/07/30 

90-272 

Q 

8400160913 

640816 0907 

04/07/23 

50-267 

0 

6408200069 

8406200099 

04/06/00 

90-269 

P 

0400160919 

0400160911 

04/07/30 

90-490 

0 

8400200090 

B40B2000B6 

04/00/13 

71-240 


B4 OB 160916 

0400160907 

04/07/23 

50-267 

0 

8408200123 

B40B200119 

64/00/15 

90-482 

A 

B4O01 60923 

B40B 160920 

84/07/27 

90-402 

Q 

6408200159 

6408200149 

04/08/02 

90-269 

P 

8400170023 

0400170021 

84/00/03 

71-6244 


8408200157 

0408200194 

84/07/26 

WASTE MOT 

0408170016 

04OB17OO41 

04/07/30 

90-334 

F 

8408200164 

6408200161 

64/08/02 

90-336 

P 

0409170056 

0408170032 

04/08/14 

90-394 

F 

8408200169 

0406200161 

64/08/02 

90-336 

P 

0400170081 

8408010061 

04/07/18 

50-329 

A 

6408200173 

B40B200161 

64/08/02 

90-336 

P 

0400170090 

8408010061 

04/07/10 

90-329 

8 

8406200184 

8406200162 

64/06/06 

90-299 

□ 

8400170090 

0400010061 

04/07/10 

30-329 

T 

8400200224 

B4O02OO217 

64/08/16 

90-520 

F 

0405170102 

B4080 10061 

04/07/18 

30-329 

A 

8408200227 

6400200221 

04/08/03 

90-494 

Q 

04001701 17 

B40S170109 

04/07/18 

50-443 

Q 

8408200239 

6400200229 

04/00/10 

90-300 

U 

0400170117 

B40B170109 

04/07/16 

90-443 

Q 

8408200241 

B4O02OO233 

04/00/02 

90-159 

Q 

04001701 17 

B40B170109 

04/07/10 

90-443 

0 

8406200263 

8408200229 

04/00/10 

50-416 

Q 

0400170119 

G40B0 10061 

04/07/16 

90-329 

0 

6408200267 

8400200229 

04/06/10 

90-416 

Q 

84 00170141 

04OBO 10061 

04/07/10 

30-329 

A 

8406200269 

8400200264 

64/00/02 

90-259 

P 

0400170143 

0400170130 

04/00/07 

90-206 

P 

8408200271 

8406200229 

64/00/10 

90-416 

0 

1408170145 

0408010061 

04/07/18 

90-329 

A 

840820027? 

8406200229 

84/00/10 

90-369 

u 

1400170147 

04OB17O144 

04/00/02 

90-344 

P 

B40B200280 

8406200264 

84/00/02 

90-299 

p 

1400170130 

B400170144 

04/09/02 

90-344 

P 

8406200262 

8406200274 

B4/O0/13 

90-289 

H 

1400170132 

6408010061 

04/07/10 

50-329 

Q 

8406200280 

6406200289 

04/06/10 

90-926 

8 

J40B1701S5 

04OSJ 70130 

84/08/07 

50-206 

P 

B40B200292 

8406200290 

64/00/02 

90-498 

Q 

0400170137 

8400010061 

84/07/ IB 

90-329 

Q 

8400200304 

8406200299 

84/06/02 

90-498 

Q 

0400170166 

8400010061 

04/07/10 

90-329 

A 

6400200318 

8406200313 

84/06/13 

90-279 

Q 

8408170174 

B4080 10061 

04/07/18 

30-329 

Q 

8408200321 

8406200316 

84/00/02 

90-458 

Q 

0400170181 

6408010061 

04/07/10 

30-329 

0 

8406200325 

8408200320 

84/08/01 

90-317 

P 

8400170187 

8400010061 

04/07/10 

90-329 

A 

6406200326 

8408200316 

84/06/02 

90-498 

Q 

B406170195 

8400010061 

04/07/10 

90-329 

A 

6408200327 

6408200320 

84/08/01 

50-317 

P 

8400170203 

0400170198 

84/08/13 

90-266 

0 

6408200334 

6408200112 

84/08/16 

90-926 

F 
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ACCESSION NUMBER 


5rO 
h 1 
b 3 

ba 

?3 


7 

t 

& 

D 

5 

b. 


PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 

DOCUMENT 

ISSUED 

category 

ENCLOSURE 

DOCUMENT 

ISSUED 

category 

8400200359 

84/08/02 

50-205 

P 

8400210379 

8400010061 

04/07/10 

50-329 

A 

9408200359 

84/08/02 

50-205 

P 

0408210351 

6408210368 

94/08/02 

50-352 

Q 

6408200364 

84/07/31 

50-354 

Q 

8408210302 

6405210376 

84/07/27 

TDPREP 


8408200364 

84/07/31 

50-354 

Q 

8400210304 

8400010061 

04/07/18 

50-329 

A 

8408200390 

84/08/09 

50-260 

P 

8408210386 

8408010061 

84/07/18 

50-329 

A 

9408200400 

84/06/29 

40-2239 


0408210387 

8408210375 

84/09/16 

50-338 

P 

84082Q04J4 

84/08/09 

50-269 

F 

8408210391 

8408010061 

04/07/18 

50-329 

0 

8408200426 

04/07/30 

WASTE MOT 

8400210392 

8400010061 

84/07/10 

50-329 

A 

8408200437 

04/00/13 

50-260 

P 

B40B2 10393 

8408210375 

84/08/16 

50-338 

P 

8400200433 

84/00/14 

50-352 

0 

0408210394 

8408210366 

84/09/02 

50-352 

0 

8408200433 

84/08/14 

50-352 

0 

8400210397 

8400010061 

04/07/18 

50-329 

A 

8408200449 

04/08/00 

50-352 

u 

0408210398 

8408010061 

84/07/18 

50-329 

0 

8408200446 

84/00/20 

50-454 

T 

8408210401 

8400010061 

84/07/18 

50-329 

A 

0400200461 

84/08/13 

50-108 

F 

8400210404 

B4O0O 10061 

04/07/18 

30-329 

A 

0400200469 

04/08/13 

50-423 

E 

B40B2 10409 

84D021O4O3 

84/00/15 

50-382 

A 

8408200470 

84/07/31 

WASTE MOT 

8408210410 

0400010061 

84/07/10 

50-329 

A 

0408200476 

04/07/30 

50-29 

Q 

840B210411 

8400010061 

84/07/18 

50-329 

A 

8400200484 

84/07/31 

50-202 

F 

B4082 10414 

6408010061 

04/07/10 

50-329 

A 

B40B2004BO 

84/07/31 

WASTE MOT 

0408210410 

04OBO 10061 

04/07/10 

50-329 

A 

8400200405 

84/08/14 

XPORTLIC 


8408210421 

6408010061 

84/07/18 

50-329 

A 

8408200490 

84/08/14 

50-400 

0 

8400210425 

8408010061 

84/07/18 

50-329 

A 

0400200495 

04/08/01 

50-354 

Q 

8400210426 

0408210419 

84/00/16 

50-29 

P 

S40B200499 

84/08/15 

50-413 

0 

8400210427 

B40B2 10420 

64/08/14 

50-352 

Q 

8408200510 

84/08/01 

50-247 

0 

8408210430 

8408010061 

84/07/16 

50-329 

A 

8408200510 

B4/0B/01 

50-247 

Q 

8400210433 

8408010061 

04/07/18 

50-329 

A 

8400200510 

84/08/01 

50-247 

Q 

8408210436 

0408210424 

84/00/16 

50-333 

Q 

8400200540 

04/08/09 

50-458 

D 

8408210446 

8408010061 

04/07/18 

50-329 

A 

8408200563 

84/08/09 

XPORTLIC 


8400210449 

0408210443 

04/08/13 

50-206 

P 

8408200587 

84/08/15 

50-330 

0 

6408210450 

8400010061 

04/07/18 

50-329 

A 

8408200590 

04/08/14 

contract 


B40B2 10451 

8408210443 

84/00/13 

50-266 

P 

8400200599 

84/08/15 

50-528 

F 

8400210453 

8408010061 

84/07/10 

50-329 

A 

8400200602 

94/08/14 

CONTRACT 


8408210454 

8408010061 

84/07/16 

50-329 

E 

8400210003 

04/08/09 

50-259 

P 

0408210455 

8408010061 

84/07/10 

50-329 

A 

8406210001 

84/08/14 

50-10 

F 

8408210461 

8408010061 

84/07/10 

50-329 

A 

8408210003 

84/08/09 

50-259 

P 

6400210463 

0408010061 

84/07/10 

50-329 

A 

8408210008 

84/00/20 

50-219 

P 

8400210464 

8408010061 

04/07/10 

50-389 

Q 

0400210009 

04/08/10 

50-325 

P 

0400210469 

8400210460 

84/08/16 

50-336 

<9 

8400210009 

84/08/10 

50-325 

P 

8408210471 

8408210470 

84/00/17 

50-461 

Q 

6408210024 

84/08/14 

contract 


8400210476 

0408210477 

84/06/15 

State Profl 

8406210042 

64/06/12 

50-206 

P 

0400210409 

8400210486 

84/08/15 

TOPREP 


6408210040 

04/08/14 

CONTRAC'i 


8400210495 

0408210494 

04/08/01 

50-245 

Q 

8406210054 

84/08/13 

50-302 

P 

6400210496 

8408210494 

84/00/01 

50-245 

a 

6408210054 

84/08/13 

50-302 

P 

6408210501 

0408210494 

04/08/01 

50-845 

Q 

6408210062 

84/08/10 

50-312 

P 

640B210S02 

8400210499 

04/08/16 

50-331 

P 

8408210062 

84/00/10 

50-312 

P 

8408210503 

8408210500 

04/04/02 

50-490 

A 

840B2 10079 

84/07/25 

50-341 

A 

B408210S17 

0408210515 

84/00/01 

50-336 

0 

6408210090 

84/08/16 

50-490 

0 

8408210518 

8408210513 

84/00/16 

50-332 

A 

6400210110 

84/07/31 

40-8259 


8408210520 

0408210513 

04/08/16 

50-338 

A 

640B210U0 

84/07/31 

40-2859 


6408210549 

8400210546 

04/08/09 

50-171 

R 

8408210101 

84/08/14 

50-116 

F 

840B2 10555 

8408210546 

04/08/09 

50-171 

ft 

6400210110 

84/07/31 

40-2259 


0408210576 

8408210567 

84/08/10 

50-302 

P 

8400210115 

04/07/30 

WASTE MOT 

8408210562 

B4082 10567 

04/08/10 

50-302 

P 

8408210129 

04/08/03 

40-4492 


8400220059 

8400010061 

84/07/10 

50-329 

Q 

8408210129 

84/08/03 

40-4492 


8408220064 

8400010061 

04/07/10 

50-329 

T 

8408210129 

04/00/03 

40-4498 


8400220070 

8408010061 

84/07/18 

50-329 

A 

8400210161 

84/07/26 

50-142 

Q 

6400220071 

8408220051 

04/08/16 

50-520 

6 

8408210165 

84/08/16 

50-206 

P 

640B220076 

0408010061 

04/07/16 

50-32? 

Q 

8408210183 

82/02/26 

70-36 


8408220080 

0409220075 

84/08/02 

CONTRACT 


8408210189 

04/07/25 

70-303 


8408220081 

0408220076 

04/00/13 

WASTE MOT 

8408210103 

02/02/26 

70-36 


8408220085 

8408010061 

84/07/10 

50-329^ 

A 

8400210193 

84/08/14 

50-374 

Q 

6400220090 

8408010061 

04/07/18 

50-329 

A 

8408210175 

84/08/16 

50-366 

P 

6400220099 

8408220093 

84/08/20 

50-409 

P 

8408210238 

04/08/02 

50-247 

0 

8408220112 

8400220106 

84/08/16 

50-454 

F 

8408210236 

84/00/14 

50-331 

I 

6408220156 

0408220150 

84/00/10 

CONTRACT 


0408210236 

84/08/14 

50-331 

1 

8400220157 

8408220152 

84/07/19 

50-450 

Q 

8408210256 

84/08/14 

50-331 

I 

8408220166 

8400220165 

84/00/15 

50-352 

A 

6408210277 

84/00/15 

50-333 

Q 

8406220208 

8408220201 

04/08/15 

50-269 

K 

6408210307 

04/08/20 

50-255 

P 

6408220219 

9400220215 

04/08/10 

WASTE MOT 

6408210311 

83/11/01 

50-498 

A 

8408220252 

8400220247 

84/07/31 

50-302 

Q 

6408210327 

84/08/15 

50-155 

0 

8400220256 

8408220247 

04/07/31 

50-302 

0 

6408210327 

04/08/15 

50-155 

0 

8400220263 

04OB22O258 

04/08/20 

50-289 

0 

6408210336 

84/00/16 

50-454 

Q 

8408220302 

8400220274 

84/06/15 

ORO 


8400210346 

84/08/13 

50-302 

F 

8408220310 

9400220274 

84/08/15 

□RG 


8408210342 

84/08/15 

50-456 

Q 

8406220315 

8408220274 

04/00/15 

ORO 


8408210305 

84/08/16 

50-302 

A 

8408220316 

8408220313 

84/00/15 

50-313 

P 

6408010061 

84/07/18 

50-329 

A 

8408220321 

8408220306 

04/08/13 

50-454 

E 

6408210365 

84/08/14 

50-413 

P 

8408220330 

8409220326 

04/08/20 

50-213 

P 

8408210368 

84/08/02 

50-352 

Q 

640B220365 

8400220363 

84/08/16 

50-209 

P 

8400210366 

84/08/17 

50-350 

0 

6400220371 

0408220367 

04/00/20 

50-445 

T 

8408010061 

84/07/10 

50-329 

A 

8406220373 

0408220366 

84/00/20 

50-209 

0 
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0400220374 

8408220300 

8400220381 

8400220305 

B40822D3B7 

8408220308 

8400220393 

a40322039<6 

8408220399 

8408220400 

8403220403 

8408220404 

8400220405 

8408220412 

8400220418 

8408220419 

8400220424 

8400220448 

8408220000 

8400220901 

8400220530 

8408220531 

8400230012 

8408230013 

8400230043 

8400230063 

840B230087 

8400230090 

B40B230091 

8408230098 

8408230101 
8408230103 
8408230109 
8 4082301 OS 
8408230112 

0408230116 

8408230119 

8408230122 

8400230131 

8400230133 

8408230136 

8400230142 

8408230144 

8408230149 

B40923O149 

8408230192 

8408230199 

8408230197 

8408230198 

8408330161 

8400230166 
8400230171 
8400230180 
8400230 134 
B40B230191 

3400230192 

8400230196 

8400230198 

840B23D20B 

8408230211 

8408230217 
8400230229 
B40B230230 
340 B2 302 33 
840B230234 

8408230239 

8408230238 

8409230240 

0408230248 

0400230252 

3408230299 

8408230266 

8400230284 

0400230285 

8408230297 

8406230298 

8400230301 

0408230336 

9408230346 

B40B230360 


PRINCIPAL 

DOCUMENT 

0400220367 

0400220367 

0400220367 

0400220367 

840B2203B4 

8408220367 

8400220367 

8408220367 

8408220367 

8408220397 

8408220367 

8408220397 

8408220367 

8408160313 

0400160313 

0400160313 

8408160313 

8408220444 

8408220494 

8408220497 

0400220327 
0408220327 
840 8230008 
B40S230010 
8408230038 

0408230036 

8408230070 

0400230083 

8400230002 

8400230094 

0400230094 
040 0230093 
0408230097 
0400230097 
B408230097 

8408230097 

8408230097 

8408230117 

8408230097 

8408230130 

0408230130 

8408230141 

0406230141 

640B230139 

0408230146 

0408230147 

8408230131 

0408230133 

0408230151 

8406230131 

8408230131 

8408230164 

0408230167 

8406230172 

9400230172 

8406230167 

8408230183 

8406230193 

8408230167 

8408230204 

0408230167 

8406230167 

0408230226 

8406230220 

8406230227 

8406230226 

8400230227 

8408230167 

8408230242 

0408230243 

B40B230249 

8406230263 

0408230279 

0408230276 

0406230292 

840B230293 

8408230296 

8408230330 

0406230340 

0400230333 


DATE 

ISSUED 

84/08/20 

B4/OB/aO 

04/00/20 

04/08/20 

84/08/02 

84/08/20 

84/08/20 

04/08/20 

84/08/20 

04/07/10 

04/00/20 

04/07/10 

04/08/20 

84/08/07 

84/00/07 

84/08/07 

94/08/07 

94/09/16 

84/07/31 

04/00/07 

04/00/03 

84/08/03 

84/08/20 

84/07/31 

84/09/11 

04/00/13 

04/07/30 

04/00/17 

04/00/03 

84/08/10 

84/00/10 

04/00/20 

84/08/07 

84/08/07 

84/08/07 

84/00/07 

84/08/07 

84/09/20 

94/08/07 

84/00/03 

84/00/03 

84/08/06 

84/08/06 

84/08/01 

94/08/06 

04/07/20 

84/00/17 

84/00/03 

84/08/17 

84/08/17 

84/08/17 

04/08/16 

84/08/13 

84/07/30 

84/07/30 

84/08/13 

84/08/13 

04/08/17 

04/08/13 

84/07/24 

84/08/13 

84/00/13 

84/08/01 

84/07/26 

84/07/31 

84/08/01 

04/07/31 

84/08/13 

04/00/03 

84/08/06 

B4/0B/20 

84/08/21 

04/08/17 

84/08/01 

84/08/13 

S4/08/06 

94/09/16 

84/08/03 

84/00/10 

64/08/16 


SUBJECT 

category 


50-443 

T 

50-445 

T 

50-443 

T 

30-445 

T 

contract 

50-445 

T 

30-443 

T 

50-443 

T 

30-443 

T 

CONTRACT 

30-443 

T 

CONTRACT 

30-443 

T 

30-445 

Q 

80-445 

0 

30-443 

0 

30-443 

Q 

30-320 

P 

30-382 

0 

30-352 

F 

30-277 

P 

30-277 

P 

30-273 

P 

30-29a 

0 

WASTE MOT 

30-272 

H 

30-312 

a 

30-334 

0 

30-293 

Q 

30-219 

Q 

30-219 

0 

50-261 

P 

30-327 

P 

50-327 

P 

30-327 

P 

30-327 

P 

30-327 

P 

30-261 

P 

50-327 

P 

30-277 

Q 

30-277 

0 

30-341 

Q 

30-341 

0 

50-271 

0 

50-409 

0 

30-443 

Q 

30-231 

0 

30-332 

Q 

50-231 

Q 

50-231 

Q 

30-231 

Q 

30-206 

F 

30-239 

G 

30-317 

P 

30-317 

P 

30-239 

70-1450 

40-791 

a 

30-239 

a 

30-313 

Q 

50-239 

0 

30-239 

0 

30-220 

a 

30-483 

Q 

30-409 

Q 

30-220 

Q 

30-409 

Q 

30-239 

Q 

50-322 

Q 

30-454 

a 

30-324 

Q 

30-313 

p 

30-302 

Q 

30-293 

Q 

30-352 

E 

30-373 

0 

30-341 

contract 

TOPREP 

E 

30-302 

H 


ACCESSION NUMDCR 


ENCLOSURE 


8408230363 

8400230371 

8400230383 

B40B230371 

8408230397 

B40B230399 

8408230400 

8408230440 

0408230437 

8403230439 

3400230463 

B40B230466 

8409230470 

B40B230473 

8408230479 

8408230400 

8408230491 

6408230492 

8409230493 

8408230497 

0400230906 

8408230312 

0408230322 

0408230331 

8400230933 

0408230330 

8400230363 

B408230S67 

8408230369 

0408240010 

0408240017 

8408240020 

8408240026 

8408240076 

8400240083 

0408240080 

8408240094 

8408240093 

8408240124 

8408240128 

8408240131 

0408240134 

8400240138 

8409240140 

G408240143 

8408240144 

8408240148 

B4OB240132 

8408240137 

8408240139 

0408240166 

8408240170 

8408240180 

8408240183 

8400240197 

8400240198 

8408240201 

8408240203 

8408240223 

0408240226 

8408240231 

8408240233 

0400240237 

8408240239 

8408240242 

8408240246 

8408240233 

8408240257 

8400240263 

8408240281 

8400240288 

0408240297 

8408240319 

8408240321 

8408240330 

8408240333 

8408240342 

8400240335 

840824033? 

0408240362 


PRINCIPAL 

DOCUMENT 


8409230332 

8408230332 

8408230304 

0408230389 

8400230390 

8400230398 

8408230390 

8408230436 

8400230456 

0400230436 

B40B230461 

0408230461 

0408230463 

8408230472 

8408230472 

8400230474 

04OB23O472 

8408230487 

8409230487 

0408230489 

840B2304B4 

8400230302 

8400230471 

0408230349 

8408230349 

8408230333 

8400230362 

8400230566 

8400230366 

0408240007 

8408240015 

8408240015 

8406240021 

0408240071 

B40B2400S2 

8408240082 

840B2400B9 

8408240091 

8408240118 

8408240123 

8409240123 

8408240132 

8408240132 

8408240125 

8408240132 

8408240136 

8400240132 

8400240132 

8408240113 

8408240132 

0408240163 

0400240173 

0408240173 

8400240173 

8408240192 

8408240195 

8408240192 

8408240199 

8408240220 

8400240220 

8400240220 

8408240103 

8408240233 

8408240224 

0408240224 

8408240247 

8400240233 

8400240250 

8408240261 

8408240266 

8408240273 

8408240294 

8408240316 

8408240314 

8408240328 

8408240331 

8408240338 

8408240334 

8400240336 

8400240360 


DATE 

ISSUED 

a-?/ 08/20 

04/08/20 

84/00/20 

84/00/16 

84/08/16 

84/08/17 

94/08/16 

84/09/16 

04/08/15 

04/08/13 

84/07/23 

B4/07/23 

84/00/09 

84/07/31 

84/07/31 

84/08/03 

84/07/31 

04/08/02 

04/08/02 

B4/07/26 

04/08/16 

64/00/03 

84/07/03 

84/08/03 

84/08/03 

84/08/08 

04/00/16 

64/00/02 

04/08/02 

04/07/10 

84/08/02 

B4/0S/02 

84/00/16 

84/08/03 

84/07/24 

84/07/24 

84/08/17 

04/00/21 

04/00/17 

84/07/27 

84/07/27 

84/08/07 

04/00/07 

04/07/27 

84/08/07 

84/00/20 

04/00/07 

84/00/07 

84/08/13 

84/00/07 

84/08/00 

84/07/23 

84/07/25 

84/07/23 

84/08/07 

04/00/07 

84/08/07 

84/06/20 

84/08/06 

04/08/06 

B4/0B/06 

B4/08/20 

64/08/06 

84/08/16 

04/08/16 

84/08/20 

04/08/06 

84/08/22 

04/08/21 

84/08/23 

84/08/13 

84/08/21 

84/08^21 

84/08/03 

84/00/13 

84/08/07 

84/07/12 

84/07/10 

84/07/10 

84/07/13 


SUBJECT 

category 

30-334 C 
50-354 K 
50-219 P 
30-341 F 
30-443 F 

50-346 P 
30-445 F 
30-289 H 
30-267 H 
30-367 R 

30-283 0 

50-283 Q 
30-346 P 
40-0102 
40-6102 

50-338 Q 
40-8102 
30-309 Q 
50-309 Q 
30-263 Q 

CONTRACT 
30-329 0 

50-267 0 

30-234 Q 
30-254 Q 

30-273 F 
XPORTLIC 
30-293 0 

30-293 Q 
30-261 Q 

30-317 P 
30-317 P 
30-382 0 

30-334 Q 
30-253 8 

50-233 Q 
CONTRACT 
30-261 Q 
30-331 P 
QA999 

QA999 
30-329 R 
30-329 R 
0A999 
50-329 R 

30-329 Q 
30-329 R 
30-329 R 
30-206 8 

30-327 R 

40-299 

40-0768 

40-8768 

40-8768 

40-299 

40-8698 
40-299 
50-303 P 
50-213 Q 
30-213 Q 

30-213 0 

30-331 P 
50-410 0 

30-413 I 
50-413 I 

50-443 T 
30-410 0 

30-219 G 
50-528 A 
30-29 F 

50-334 E 
30-361 P 
50-261 0 

30-461 Q 
30-250 F 

40-8586 
50-239 Q 
WASTE HOT 
30-32 1 Q 
30-390 Q 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCES9I0N DUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

categdrv 

B4 08240363 

8408240361 

84/00/00 

90-317 

Q 

640B240366 

8408240364 

04/07/11 

30-321 

0 

8408240367 

8408240369 

04/07/24 

90-424 

Q 

8408240368 

6408240363 

84/07/24 

30-424 

Q 

8408240370 

0406240369 

84/07/24 

90-424 

0 

8408240371 

8408240369 

04/07/24 

30-424 

Q 

8408240400 

8408240396 

04/07/17 

40-299 


8408240419 

8408240414 

04/08/03 

40-2239 


0409240421 

6408240416 

84/07/19 

30-269 

Q 

8408240423 

6408240417 

84/07/27 

40-0304 


840B24042? 

8406240428 

04/00/06 

30-309 

Q 

8408270007 

8406270003 

04/00/20 

90-430 

0 

8408270029 

6408270028 

04/02/27 

40-8903 


8408270034 

8408270032 

84/03/19 

40-0302 


8408270078 

6408270074 

84/08/10 

WASTE MOT 

Q4OB27OO80 

6406270082 

84/00/17 

90-322 

0 

8408270090 

8406270084 

84/08/10 

90-341 

0 

8408370103 

6408270094 

04/00/22 

30-443 

0 

8408270121 

8406270116 

04/00/09 

70-27 


8408270129 

6408270116 

04/00/09 

70-27 


8408270140 

8408270133 

84/08/20 

90-920 

E 

8408270143 

0408270137 

84/08/17 

90-322 

0 

B408270147 

6408270141 

84/00/22 

90-412 

E 

8408370149 

0408270X49 

04/00/23 

90-209 

0 

8408370162 

8408270196 

84/00/20 

90-387 

P 

8408270169 

8408270160 

84/08/16 

90-269 

P 

0406270170 

8408270164 

84/00/22 

90-199 

0 

B408270172 

8408270163 

04/00/19 

90-494 

0 

0408270173 

6408270167 

04/00/17 

90-331 

p 

8408270174 

6408270160 

04/00/10 

30-399 

Q 

8408270179 

B408270167 

84/08/17 

90-331 

P 

6408270178 

8408270 16B 

84/08/10 

90-399 

Q 

8400270182 

8408270168 

84/08/10 

90-393 

Q 

8408270183 

8408270176 

84/08/20 

30-809 

0 

8408270186 

8408270179 

04/00/20 

30-449 

0 

8408270107 

8408270168 

84/00/10 

90-399 

Q 

8408270191 

8408270184 

04/07/09 

90-413 

Q 

8406270199 

8408270196 

84/07/31 

90-299 

Q 

8400270200 

8408270192 

84/07/27 

90-335 

0 

840827020? 

8408270192 

84/07/27 

90-339 

0 

8406270211 

8408270206 

04/00/01 

90-302 

Q 

B40B270214 

8408270193 

04/07/27 

90-339 

Q 

8408270219 

8408270S06 

84/00/01 

90-302 

Q 

8400270221 

8408270192 

64/07/27 

90-339 

0 

6408270224 

8408270206 

04/06/01 

90-308 

Q 

8408270229 

8406270223 

84/00/09 

70-1151 


B4082702S7 

8408270206 

04/00/01 

90-302 

Q 

8400270237 

8408270234 

84/00/08 

90-410 

0 

0408270240 

8408270232 

84/07/86 

90-438 

0 

0400270242 

8 4082 70234 

84/08/08 

90-410 

Q 

8408270243 

8400270238 

84/04/03 

40-0984 


8406270246 

8408270233 

84/00/17 

90-266 

P 

8408270247 

B408270241 

04/07/80 

90-321 

0 

8400270293 

8408270290 

84/08/01 

WASTE MOT 

8400270299 

0406270241 

84/07/20 

90-321 

Q 

8408270296 

6408270290 

84/08/01 

WASTE MOT 

8406270290 

8408270294 

84/08/01 

70-27 


6406270299 

8408270247 

84/08/09 

90-369 

0 

8408270261 

8408270241 

64/07/80 

90-321 

Q 

8400270262 

8408270290 

84/06/01 

WASTE HOT 

0408270363 

6408270297 

84/00/01 

90-417 

0 

8408270364 

B40B270290 

04/00/01 

WASTE MOT 

6406270366 

8400270249 

84/00/09 

90-369 

0 

8406270267 

8408270290 

84/08/01 

WASTE MOT 

6408370268 

8408270297 

64/08/01 

90-417 

Q 

6408370269 

840827024 1 

84/07/30 

50-321 

Q 

6406270270 

6400270247 

84/06/09 

90-369 

0 

640BS 70272 

8408270297 

84/08/01 

90-417 

Q 

8408270274 

8408270294 

84/08/01 

70-87 


8408270279 

8408270297 

84/00/01 

90-417 

a 


8408270276 B40BS70269 84/OB/ 10 30-454 E 

8408S 70277 B40B270249 84/08/10 30-494 Q 

8408270279 8408270249 84/08/09 90-369 Q 

8408270280 8408270294 84/08/01 70-27 

8408270281 8408270273 84/08/21 90-299 □ 

84 08270282 8408270294 84/08/01 70-27 

8408270284 8408270269 84/08/10 90-494 E 

8408270286 8408270294 84/00/01 70-27 

8408370268 8408270270 84/00/10 90-440 Q 

8408S70290 8406270289 84/08/28 90-219 P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8408270292 

8400270263 

84/00/10 

30-494 

E 

8408270294 

8400270287 

04/08/21 

90-409 

0 

8408270299 

0408270289 

04/07/09 

90-290 

0 

6408270296 

8408270269 

04/06/10 

90-494 

E 

0408270297 

8408270203 

84/08/09 

40-672 


8406270298 

840027029 I 

84/08/02 

90-339 

Q 

8408270299 

8400270273 

84/08/17 

90-263 

P 

8408270302 

8400270293 

84/08/17 

90-263 

P 

8408270306 

8400270271 

04/08/02 

90-339 

0 

8400270307 

8400370293 

84/08/17 

90-263 

P 

0408270310 

8408270291 

84/00/02 

90-339 

Q 

0408270319 

6400010061 

84/07/10 

90-329 

A 

8408270316 

04 002703 14 

84/07/31 

90-290 

Q 

8400270317 

B40 0270271 

84/08/02 

30-339 

Q 

840B27032 1 

8400270313 

84/08/02 

90-416 

Q 

0409270322 

8400270314 

84/07/31 

80-230 

Q 

0400270323 

0408010061 

84/07/18 

90-329 

A 

B4OS270324 

040827031 4 

84/07/31 

90-290 

Q 

8400270326 

B40B270313 

84/08/02 

90-416 

Q 

B4O027O329 

B4O027O314 

84/07/31 

90-230 

Q 

04OB27O33O 

8408010061 

84/07/18 

90-329 

0 

0400270333 

8408270313 

84/00/02 

90-416 

0 

8408270336 

0408010061 

84/07/18 

90-329 

T 

0409270336 

0408270334 

84/07/20 

90-321 

a 

0408270340 

040827031 3 

84/08/02 

90-416 

Q 

04OB27O341 

B40B270339 

84/00/21 

50-334 

Q 

84OB270349 

B40B270337 

64/08/19 

90-269 

P 

0408270346 

8408270337 

84/00/21 

70-734 


0408270347 

8408270313 

64/00/02 

90-416 

0 

0408270391 

8408270342 

84/07/17 

50-424 

Q 

0408270393 

8408270348 

84/06/22 

80-341 

a 

0408270362 

8408270398 

84/06/21 

90-373 

F 

0400270363 

8408270360 

04/07/27 

90-339 

Q 

0409270369 

0408270366 

04 /OS/21 

90-299 

R 

B4 08270370 

8400270369 

84/ 07/27 

90-327 

0 

0408270371 

0408270367 

04/07/17 

90-413 

Q 

0408270374 

B408270366 

84/00/21 

90-299 

R 

0408270379 

0408270369 

84/07/27 

90-327 

0 

0408270370 

8408270369 

84/07/27 

90-327 

0 

0408270303 

8408270369 

84/07/27 

90-327 

G 

8408270386 

8408270303 

04/07/20 

90-369 

Q 

8408270388 

8408270307 

84/07/11 

90-338 

Q 

0408270392 

0400270390 

84/08/22 

90-199 

Q 

040 8270407 

840B270406 

64/06/06 

30-309 

0 

0408270410 

8400270406 

84/00/06 

90-309 

a 

0408270412 

8400270409 

04/06/01 

90-361 

p 

0408270413 

8408270411 

84/06/02 

70-143 


0408270414 

8408270408 

84/07/12 

90-424 

0 

0408270419 

8408270411 

84/00/02 

70-143 


0408270416 

8408270409 

84/08/01 

90-361 

p 

8400270418 

0400270409 

04/06/01 

90-361 

p 

0408270419 

8408270417 

84/07/09 

90-390 

Q 

0408270421 

0400270411 

64/06/02 

70-143 


0408270423 

0400270411 

84/08/02 

70-143 


0400270427 

B40B270420 

64/08/09 

70-143 


8408270430 

0408270429 

04/07/29 

90-424 

Q 

8408270431 

0408270426 

84/07/31 

90-324 

0 

8408270433 

8408270428 

84/07/10 

90-303 

0 

8408270433 

8408270429 

84/07/29 

90-424 

Q 

6408270439 

8408270426 

84/07/31 

90-324 

0 

8408270436 

0408270429 

04/07/29 

50-424 

0 

8408270437 

0408270426 

84/07/31 

90-324 

Q 

8408270439 

0406270426 

04/07/31 

90-324 

0 

0408270440 

0408270429 

84/07/29 

90-424 

Q 

0408270447 

0400270444 

84/07/24 

30-369 

Q 

0408270448 

0408270443 

04/07/31 

90-280 

Q 

0408270492 

0400270443 

04/07/31 

90-200 

Q 

0408270494 

0408270443 

84/07/31 

30-200 

Q 

0408270496 

0400270443 

04/07/31 

30-280 

0 

8408270469 

0408270461 

64/08/08 

90-271 

Q 

8408270466 

04 08270462 

64/08/31 

90-166 

P 

8408270460 

0400270460 

84/07/26 

90-430 

Q 

8408270467 

8408270463 

64/07/13 

90-390 

0 

8408270473 

8400270470 

64/08/06 

90-333 

0 

8408270479 

8408270460 

84/07/26 

90-430 

Q 

0408270473 

8408270471 

84/08/20 

90-346 

F 

0408270480 

8408270474 

04/07/17 

90-413 

Q 

0408270483 

8408270460 

84/07/26 

90-430 

Q 

0408270486 

8409270477 

84/08/06 

90-184 

0 

0408270492 

8406270484 

64/07/23 

90-413 

Q 



696 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION 

NUMBER 




ACCESSION 

! NUMBER 





PRINCIPAL 

DATE 

subject 



PRINCIPAL 

DATE 

SUBJECT 


ENCLasURE 

DOCUMENT 

ISSUED 

category 

enclosure 

document 

ISSUED 

category 

840027049^ 

8400270409 

04/08/09 

30-290 

0 

0400200202 

8400200090 

84/08/03 

70-1201 


8^08270300 

0400270409 

04/09/00 

30-290 

Q 

0400260209 

8400200090 

84/00/03 

70-1201 


0400270301 

0408270490 

04/00/14 

30-397 

P 

8400260289 

8400200090 

84/00/03 

70-1201 


0400270303 

0408270497 

04/00/06 

CONTRACT 


8400280293 

8400200291 

84/00/10 

50-219 

Q 

04Qa27O3OA 

0400270490 

04/00/14 

30-397 

P 

B4082B0299 

8408260296 

84 '07/26 

70- M3 


8409270300 

0400270497 

04/00/06 

contract 


8408280300 

0408280290 

84/07/26 

70-143 


0400270310 

8400270310 

84/00/07 

30-34 

Q 

□408280321 

0408280319 

84/00/1/ 

30-346 

P 

0400270321 

0400270313 

84/07/30 

30-261 

Q 

0400280329 

0408200327 

04/07/19 

30-413 

a 

8400270320 

0408270513 

04/07/30 

30 261 

0 

0408280346 

S40B2B034S 

04/08/17 

30-445 

A 

8400270530 

0408270513 

04/07/30 

30-261 

0 

8400200348 

8400200343 

84/09/14 

30-346 

F 

0400270531 

0400270324 

04/07/27 

70-27 


8400200366 

8400200360 

84/07/22 

30-295 

P 

0400270536 

8400270313 

04/07/30 

50-261 

Q 

8400280367 

84OB20O362 

84/00/09 

70-1113 


0400270540 

0400270334 

04/07/27 

70-1113 


8400200370 

6400200361 

84/07/20 

30-269 

0 

8400270541 

0400270330 

04/00/03 

30-333 

Q 

8400200373 

0400200360 

84/07/22 

50-293 

P 

8400270332 

0408270347 

04/00/20 

CONTRACT 


S4O02BO377 

0400200372 

84/00/06 

50-413 

F 

0400270538 

0408270357 

04/00/13 

CONTRACT 


8400280370 

8408200360 

84/07/22 

30-293 

P 

0400270372 

0408270361 

84/07/23 

30-393 

Q 

0400280300 

6400280360 

84/07/22 

30-293 

P 

0400270376 

0408270374 

84/07/30 

CONTRACT 


0408280381 

8408280360 

84/07/22 

30-293 

P 

8400270379 

0400270377 

04/00/10 

30-29 

Q 

0408280383 

0408280360 

04/07/22 

30-293 

P 

8408270382 

0400270301 

04/00/20 

contract 


8400280387 

0408200360 

04/07/22 

50-293 

P 

04O920OQO3 

0400260002 

04/00/24 

50-255 

Q 

0400200390 

0408280360 

04/07/22 

50-295 

P 

B4D02GDOO7 

0400200003 

04/00/13 

WASTE MOT 

8400200393 

8406200386 

04/07/11 

30-413 

0 

0400200009 

0400260003 

04/09/13 

WASTE MOT 

8400200399 

8406200360 

04/07/22 

30-295 

P 

04O020OO1S 

0400200010 

04/03/23 

40-0675 


8400200397 

8400200394 

84/08/24 

30-322 

T 

0408200016 

0400200014 

04/07/16 

40-0302 


0409200400 

8408200360 

84/07/22 

30-295 

P 

04O020OOS2 

0400260018 

04/07/24 

40-0057 


8400280404 

0408260360 

04/07/22 

50-295 

P 

8400200024 

0400200010 

04/07/24 

40-8037 


0408280407 

0408280360 

84/07/23 

30-293 

P 

8400200028 

0400200026 

04/07/27 

30-400 

Q 

8408280411 

0408280360 

84/07/22 

30-295 

P 

8408200033 

0400260027 

84/08/07 

30-261 

Q 

0400200422 

6408280360 

04/07/22 

50-295 

P 

0406280039 

0400260027 

84/00/07 

30-261 

0 

0400200430 

840B2B0360 

84/07/22 

30-295 

P 

0408200042 

B4O02BOO27 

04/08/07 

30-261 

0 

8400260460 

8400200456 

04/00/10 

50-400 

0 

0400200046 

0400260027 

04/00/07 

30-261 

Q 

8408280465 

8400260456 

64/00/10 

30-400 

Q 

8400200049 

0408260030 

04/07/11 

50-390 

Q 

8408280469 

0406280436 

84/00/10 

50-400 

Q 

0408200093 

0408200031 

04/07/26 

70-143 


8408280471 

04O82BO467 

84/08/13 

COMMISSION 

0400200036 

0408260034 

04/00/20 

30-322 

H 

8406200476 

6408280472 

84/08/01 

50-269 

Q 

0408280069 

8400260061 

84/07/19 

30-302 

0 

8408280479 

8408280475 

84/08/01 

50-269 

Q 

8400280072 

0408260061 

84/07/19 

30-302 

Q 

0400200481 

8408260472 

04/08/01 

30-269 

Q 

8400280077 

04O82BOO61 

04/07/19 

30-302 

0 

8408280485 

8409280472 

04/08/01 

50-269 

0 

B40Q2B0082 

0408260061 

04/07/19 

90-302 

Q 

840B290007 

8408290003 

04/00/10 

50-493 

a 

0400200083 

0400260000 

04/00/13 

30-234 

0 

8408290029 

8408290021 

84/00/07 

30-261 

Q 

0400200091 

8400200080 

04/07/24 

50-400 

Q 

840B290026 

8408290021 

84/08/07 

30-261 

Q 

0400200101 

0400220463 

64/00/20 

90-352 

A 

8400290031 

8406290021 

04/00/07 

30-261 

0 

8400200114 

8400260104 

84/00/24 

30-393 

P 

8408290034 

8408290021 

04/00/07 

30-261 

G 

8400280116 

8400260096 

04/07/29 

30-259 

0 

B408270039 

8408290021 

04/00/07 

50-261 

0 

8400200118 

0400260111 

84/07/17 

70-1113 


8408290039 

8408290021 

84/00/07 

50-261 

G 

8400200123 

0408260111 

84/07/17 

70-1113 


8408290103 

8409290090 

84/08/24 

50-354 

A 

0400200124 

6408260096 

04/07/23 

30-239 

0 

8400290104 

0408290101 

04/00/16 

30-290 

0 

0406280126 

0408260120 

84/00/22 

QA999 


Q40B290108 

8409290103 

04/07/31 

30-430 

0 

8408260131 

0408260129 

04/08/23 

90-440 

Q 

8400290115 

8408290113 

84/00/01 

30-360 

Q 

0406260132 

6408260130 

04/00/23 

30-392 

A 

8400290138 

0408290134 

84/00/24 

30-334 

E 

0408260134 

B4082B0096 

04/07/29 

30-299 

Q 

8400290142 

8408290140 

84/00/08 

50-205 

Q 

3400260139 

6400200120 

04/00/22 

QA999 


8400290144 

8408290134 

84/00/24 

50-354 

E 

408260140 

0408260096 

04/07/29 

90-299 

0 

8400290149 

8408290134 

04/08/24 

50-354 

E 

08260141 

0400260136 

04/00/20 

90-449 

0 

8400290160 

0408290134 

84/00/24 

30-354 

E 

00200146 

0408200136 

04/00/20 

90-443 

0 

0408290176 

8408290172 

84/08/01 

50-368 

Q 

08260153 

8400200147 

04/08/23 

90-313 

Q 

840B290206 

8408290197 

04/08/24 

50-266 

F 

*00200164 

8400200160 

04/08/17 

30-263 

P 

8400290211 

8408290208 

84/08/27 

50-443 

K 

40820016? 

8400260160 

04/00/17 

30-263 

P 

8400290269 

8408290263 

84/08/24 

50-209 

T 

J4O020O1G7 

0408260180 

04/00/21 

30-322 

Q 

8408290206 

8400290277 

84/08/17 

30-163 

P 

0400200100 

0408260104 

84/00/13 

30-313 

P 

8408290207 

8400290202 

04/00/13 

30-239 

P 

0408260192 

0400200109 

84/08/23 

70-143 


0400290291 

0408290277 

84/00/17 

50-163 

P 

0400260190 

0408260197 

04/08/17 

30-346 

K 

0400290292 

0400290282 

B4/0S/13 

30-239 

P 

0400200203 

04O82BO2OO 

04/00/21 

30-412 

E 

0400290297 

0408290290 

84/00/22 

PR 


0408260206 

0408260202 

04/08/17 

90-331 

P 

0400290324 

8408290314 

84/00/15 

30-263 

P 

0408260209 

04OB2BO2O2 

04/08/17 

90-331 

P 

8408290329 

8406290314 

84/00/13 

50-263 

P 

0408200211 

0406260202 

04/08/17 

90-331 

P 

8408290349 

8400290347 

04/08/14 

CONTRACT 


0408280213 

8400260200 

04/08/24 

30-424 

A 

0408290330 

8400290340 

04/08/13 

COMMISSION 

0408200222 

8400260220 

04/00/23 

30-260 

P 

0408290332 

0408290348 

84/00/15 

CDMMIBSION 

0408200226 

8400260220 

84/00/23 

30-260 

P 

0408290359 

8408290356 

84/08/09 

COMMISSION 

840S 260240 

0400260243 

04/00/20 

30-220 

0 

0400290483 

0406290478 

84/00/08 

30-322 

G 

0408260260 

0408260239 

04/00/16 

toprep 


0408290486 

8400290478 

84/08/00 

50-322 

Q 

0408260261 

0408260237 

04/00/13 

30-239 

P 

0408290353 

840029054? 

04/08/07 

30-436 

Q 

0408260262 

0408260230 

04/08/16 

30-423 

E 

0400290361 

8400290549 

04/08/07 

50-456 

Q 

0408260266 

0408220173 

04/00/17 

30-443 

T 

0408290570 

6408290565 

84/08/10 

50-266 

Q 

0408260260 

0408260263 

04/00/23 

30-445 

0 

0408300021 

8406300014 

84/08/10 

30-269 

F 

0408260270 

0408260090 

04/00/03 

70-1201 


04O83OOO2B 

0408300014 

84/00/10 

30-269 

F 

0408260273 

0400260272 

04/00/24 

30-270 

P 

0408300037 

8408300035 

84/08/27 

00-220 

P 

0408260276 

0408260297 

04/00/15 

30-239 

P 

8408300041 

8408300035 

84/08/27 

30-220 

P 

0408260277 

0408260090 

04/00/03 

70-1201 


04OB3OOO6O 

8400300058 

04/08/13 

50-263 

Q 

8408260270 

0408260272 

04/00/24 

30-278 

P 

0400300083 

8408300079 

84/08/17 

50-166 

P 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

84063 0009& 

0406300087 

84/00/10 

30-219 

Q 

B40B3G0099 

0408300099 

04/00/08 

SO-10 

Q 

8406300100 

8400300094 

04/06/07 

30-920 

a 

8406300109 

B408300094 

04/00/07 

30-320 

a 

G40S30010B 

0408300099 

04/06/08 

30-10 

a 

8^06300111 

0408300102 

04/00/27 

30-237 

p 

8408300113 

8408300106 

04/08/14 

SO-247 

0 

8408300114 

0408300110 

84/00/06 

30-312 

Q 

8406300116 

0408300107 

04/08/13 

30-29 

0 

8408300181 

0408300118 

84/00/14 

30-436 

0 

8406300127 

0408300129 

04/00/03 

50-520 

Q 

8408300132 

0408300128 

04/O0/S3 

30-233 

0 

8406300133 

0408300110 

04/00/08 

30-312 

Q 

8408300149 

0406300140 

04/00/09 

90-273 

Q 

8408300160 

0408300194 

Q4/0B/24 

30-313 

Q 

8408300164 

0406300196 

04/07/11 

30-233 

Q 

840a30<0169 

8408300163 

94/08/27 

30-361 

P 

6408300166 

0408300194 

04/08/24 

30-313 

Q 

8408300179 

0408300172 

94/06/23 

30-219 

P 

8408300180 

0406300176 

94/08/02 

30-263 

P 

8406300183 

0400300176 

04/08/02 

30-263 

P 

8408300186 

0406300179 

04/08/14 

30-440 

Q 

8408300188 

0406300101 

84/08/14 

90-313 

Q 

8408300194 

0400300190 

04/06/19 

70-624 


8408300199 

04063001 07 

04/08/02 

30-920 

0 

8406300196 

0400300179 

84/08/14 

90-440 

Q 

6408300199 

0408300192 

04/06/14 

90-309 

0 

840B300200 

0408300190 

84/06/19 

70-024 


840B30QS02 

0408300190 

84/06/19 

70-024 


8408300204 

0408300193 

04/06/19 

30-369 

P 

6 4083 00206 

0409300190 

84/06/19 

70-024 


8408300207 

0408300203 

04/08/14 

90-341 

0 

8408300211 

0406300206 

04/06/09 

30-302 

P 

8408300217 

0400300197 

84/08/22 

50-366 

P 

8408300219 

0406300197 

84/08/22 

90-366 

P 

B40B3 00220 

8406300203 

84/08/14 

90-341 

Q 

8400300237 

8408300233 

84/08/14 

30-269 

P 

B40B3 00290 

8408300248 

84/08/10 

90-312 

Q 

0400300294 

0408300248 

84/08/10 

90-312 

Q 

8400300307 

8408300296 

04/06/06 

70-1201 


8400300308 

8409300299 

04/09/19 

90-294 

R 

0400300319 

8406300319 

84/07/19 

90-324 

P 

8400300323 

8406300319 

84/07/19 

90-324 

P 

8400300329 

8406300299 

B4/0B/19 

90-294 

R 

8400300336 

8406300299 

84/00/19 

30-294 

R 

6400300346 

8406300344 

84/07/19 

30-484 

a 

8400300390 

8400300347 

84/06/08 

90-400 

Q 

8400300377 

0406300373 

84/08/01 

90-344 

0 

6400300360 

0406300373 

04/08/01 

30-344 

0 

8406300361 

0406300374 

84/08/10 

90-320 

Q 

6 4003 00367 

0406300369 

04/08/23 

90-328 

P 

8400300369 

0406300369 

94/00/23 

30-328 

P 

8400300390 

0406300363 

04/00/06 

30-926 

0 

8400300393 

0406300366 

04/07/23 

90-373 

R 

8400300394 

0406300391 

84/06/26 

70-27 


8400300397 

0406300363 

04/08/06 

90-520 

Q 

8400300401 

0406300396 

04/07/lB 

70-27 


8400300407 

8406300303 

84/08/08 

90-326 

Q 

8400300491 

040630044^ 

84/08/07 

90-397 

Q 

8400300464 

0408300446 

84/08/07 

30-397 

Q 

8400300469 

8400300499 

84/07/13 

90-327 

Q 

8400300477 

0406300439 

84/07/13 

90-327 

0 

8400300498 

0408300403 

84/06/02 

90-312 

Q 

8400300904 

0408300463 

84/08/02 

30-312 

Q 

8400300913 

8408300908 

84/07/29 

30-373 

R 

8400300919 

8408300912 

84/06/17 

30-261 

P 

8400300916 

8408300906 

84/07/29 

50-373 

R 

8400310009 

8408310001 

04/06/21 

xportlic 


8400310029 

8406310019 

04/00/24 

XPQRTUG 


8400310039 

8408310032 

04/06/01 

90-275 

P 

84003 1 0039 

8408310031 

04/07/12 

70-27 


8400310040 

8408310044 

84/00/01 

90-470 

Q 

8400310080 

8408310062 

84/06/23 

CONTRACT 


8400310109 

8406310102 

64/06/14 

30-449 

0 

8400310112 

0406310106 

04/00/24 

TOPREP 


8400310114 

0400310109 

04/07/09 

90-299 

0 

8400310126 

8406310122 

04/00/21 

90-309 

P 

8400310144 

8400310140 

84/00/23 

70-2371 


8400310197 

8406310193 

04/08/20 

90-209 

P 

8400310169 

0406310161 

04/08/02 

50-293 

Q 


AtCeSSIGN NUMBER 


ENCLOSURE 

PRINCIPAL 

document 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

6408310179 

6406310176 

84/06/23 

90-409 

P 

6406310191 

B40831016B 

84/08/24 

30-341 

F 

0400310194 

6406310192 

04/06/30 

30-494 

T 

6400310199 

6406310192 

64/06/30 

90-494 

T 

6406310206 

840B3 10203 

84/08/23 

90-294 

P 

6408310213 

04OB3 10208 

84/00/27 

50-412 

F 

6408310219 

6406310212 

84/06/16 

PR 


6408310220 

6406310217 

64/06/27 

90-312 

P 

6400310221 

6406310219 

64/06/24 

PR 


0406310237 

6406310234 

04/06/23 

90-312 

P 

0406310239 

8408310236 

04/08/27 

90-269 

P 

0400310244 

6408310243 

64/08/03 

90-206 

Q 

0406310246 

0400310249 

04/06/21 

50-312 

P 

0406310299 

0408310254 

04/09/31 

70-1131 


6406310262 

6408310260 

64/08/16 

CONTRACT 


8408310273 

0409310269 

04/08/01 

90-344 

S 

0408310296 

6406310260 

04/06/17 

50-309 

Q 

8406310302 

8409310299 

64/06/19 

90-235 

0 

6406310300 

6408310309 

84/06/07 

90-289 

P 

0406310311 

6408310305 

84/08/07 

50-269 

P 

0406310321 

6406310317 

64/08/21 

XPORTLIC 


0406310325 

8406310317 

84/00/21 

XPORTLIC 


8406310339 

8406310331 

84/03/27 

WABTE MOT 

6400310339 

8406310331 

84/03/27 

WASTE MOT 

0408310344 

8406310331 

84/03/27 

WABTE MOT 

6400310356 

8400310394 

84/06/26 

71-66 


6406310359 

0406310359 

64/06/20 

50-296 

8 

6406310362 

6406310361 

84/06/02 

50-373 

S 

6406310360 

0408310363 

84/08/23 

CONTRACT 


6406310370 

6408310369 

04/08/06 

90-317 

S 

0406310390 

0409310369 

84/0B/27 

CONTRACT 


6408310394 

6406310361 

84/00/17 

90-341 

Q 

6408310430 

8406310396 

84/00/22 

90-293 

P 

0400310431 

6406310424 

84/00/17 

90-260 

P 

0406310432 

B4083 10424 

64/06/17 

30-260 

P 

0400310433 

840B3 10396 

84/00/22 

30-293 

P 

0406310430 

6406310436 

64/06/26 

71-16 


6406310442 

6408310439 

04/08/27 

90-373 

P 

0406310493 

6408310449 

04/08/20 

71-216 


0406310496 

6408310499 

64/08/26 

71-169 


8406310497 

8408310443 

84/00/26 

71-70 





APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

Tlus category lollows ihc iipphcation fruni subnii!>sion to the day preLCtling tlic issuance of an oper- 
ating liLcnsc ll mcludes ail correspondence and documents with substantive technical content that 
do not fall into other specific calcgorics Included are 

1 Application loi construction permit 

2 Gcneial Inlormation submitted with construction permit application 
2 Amendments and changes to items 1 and 2 

4 NRC questions, requests lor additional inlormation, and applicant responses 
5. Concspoiulencc and documents relating to unresolved design and construction issues 

6 Meeting announcements and summaries of meeting discussions on issues of item 5 

7. Correspondence legardmg the Prchminaiy Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NhPA, Water Quality Improvement Act. Water Pollution Control Act, etc ) 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Imvironmental review information 
12 Application for operating license. 

12 General Inlormation submilted with operating license application, 

14. Amendments and changes to iicnis 12 and 13. 

15. Correspondence legarding the Final Safely Analysis Report (FSAR). 

16. Coricspoiulcncc and documentation on generic technical matters highlighted by an event at 
anothci facility which may affect the subject facility; not covered by an IE Bulletin 

17. Reports of site visits. 

18. Backup technical documents (eg., topical leports) submitted in support of the application 

B, UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

Tins categoiv is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Suninuirv Report or Safely Analysts Report) 

2. Amendments and changes to the PSAR, 
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TijiiMniiia! ,uui .k kim v^ led iicnK' in loiici 
C'l'i Mi kaU's o1 seiviLO \o llio PSAK 


C UTILITY ENVIRONMLNTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

Tins cdlegorv is slrklK liinMcd in tlio ilcniv lisicd bolnu Oilici ens itnninoiual dov-umoins and 
LurtespundeiiLC are filed in Cjle^niic^ A 1) M V or K 

I Enviroinncinal Re|Hnl (I R) submiited hv ihc uiiliis 

Amend men is and supple mom s in tlio I R 

4 Transniiltal aiul ;kknovv Icdgomenl lotlcis 

4 Inlornunmn un sdiochilmg ni suhnuiial oi leview ul I R 

NRC' quesnons, roqucsis tor iiddilional inlorniiilion and applicant lesponsos 

(k E'cderal register i ml ices eiiing the availabiliu nl ilcins 1 and 2 

7 CorresponderKc lehiiing Ui ilie review ol ER 

8 Meciing annoiincenicnls oi leports of nicclings wheie ilic primaiy subjccl ul discussion is ilio 
ER 

D, NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tlijs category is slrictly iiniUcd to the items lisicci below Olhei cnviiunmeriial documents and 
correspondence are in categories A. C. M. P or R 

1 Draft and Fnuil Environmemul (InipuLt) Statements (DLS and I PS) prepared bv the NRC 

2 Supplements to the DLS and FES, 

4 Correspondence reUnmg to the DES and FES 

4. Commenis from other federal state and ^^<al governinenl agencies 

5. Transmittal and acknowlcdgLMiicnt letius 

6 Docuinenis related to NRC review of environmental issues oi ol f.R oh tamed loi pm poses ol 
writing the environmental staieincnts 

7 Backup technical documents siibinilied in LonnctUon with above 

8 Federal register notiLe citing availtd'nliiv ci iii-n^. I and 2 

9 Site visits to obtain infortnatinn tin [)l S [ | s 

IQ. Meeting annountcmenis or leports ol mceinu' ulieic the priinaiv subject ol discussion is the 
DES or FES 

E, NRC SAFETY EVALUATION REPORT tSER). SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below Other documents dealing with safety 
related issues arc tiled in categories A. P or W. depending on the pitase ol the licensing process 
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I 


S.neiv [ valuaiun) Re(H)ii (ShR) prepared hy ihc NRC (lormeiK tjlled NRC-AhC Ha/aid 
Analysis Report) 

SLipfilenients to SLR 

Con os pun do IK e relating U> SLR 

4 f'cderal legistcr notices oiling availability of items 1 and 2 

5 [ntornuilion on scheduling ol SLR subniilials and review 

Requests lor additional inloimation lor use in preparing SLR. responses to such requests 

7 Meeting annuuncenienls or reports ol nieenngs wheie the pnmarv subject of discussion is the 
SLR 

8 Tiansmiital and acknowledgement letters 

F, SECURITY. MEDICAL EMERGENCY AND FIRE PROTECTION PLANS 

All plans 111 tins category arc individual submissions Infuniiation submitted as part of the PSAR 
ui FSAR IS excluded. 

I Fue lla/ard Protection Plan and surveys 

2. Plant evacuation ctirrespoiKlence 

3 Safeguards Contingency Plans 

4 Review of Health Physics Progiam 

5 Conespondence relating to aforemeiiiioncd plans 

6. Supplements, changes and revisions to plans 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This catcgoiy contains alt non-antitrust legal and udjudicaluiy documeiitanoii. except for transcripts, 
brie lings and icsinnony, which are Hied in categoiy T 

1 Atomic Safety and Ijccnsing Boaid (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hcaiing related documents. 

2 Federal register notices regarding hearings 

Requests to make appearances at hearings. 

4 Motions, briefs, aigunients. statements and related correspondence filed by participants for 
hearings 

5 Transmittal of supporting documents (eg. SHR. FES) to the boards. 

6 Correspondence to and from iniervenors 

7. Board oideis and decisions 

8 Petitions for Commission action. 

9 Legal (dings and Commission orders and decisions resulting from item 8 
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H. GENERAL CORRESPONDENCE 


Tins Cdtegury iiKlutles due u me tits with little ur no bearing on the status ul the ajiphcdtion or license 
hems that have no suhslantive tCLlmital Lonlent or meaning lor the status ol tlic license or applied* 
lion are iiiLluded 

1 Change ol add i ess not i fit a I ions 

2 Changes in structure ol organi/ation 

3 Changes in seivice lists 

4 NRC requests to applicant tor additional copies ol documents. 

5 Coi respond ence from the public requesting inlormation about the lacility and NRC responses, 

h Correspondence on strictly administrative matters 

7 Letters ot support, comern or opposition to the facility 

8 Correspondence regarding the Local Public Document Rooms (LPDRs) 

9 Prolcssiunal qualification statements not pertaining to the hearing process 


! FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
Us amendments or relating to the imposition of civil penalties, 

1. Company annual reports. 

2 Separately submitted financial information and related correspondence 


J. INSURANCE AND INDEMNITY INFORMATION 

1, Indemnity agreements and amendments. 

2. hndorsemenls insurance policies 

3 Other coriespondcnce regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly linuteci to the items listed below All related coticspondencc falls in categors 
A or P 

1 Final Safely Analysis Report (FSAR) (formerly called Final Ha/aids Summary Report). 

2 Amendments and changes to the FSAR 

3 Federal register notices citing availability of items 1 and 2 

4 Transmittal and acknowledgement letters 

5 Certificates of service to the FSAR. 



L LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 


Tins Ljleguiy is liniitcil to JoLUinciits pciuining to Liiniletl Woik Auilion/atiuns (LWA) wlicieiiy 
Liin i^arry out Imiited site piepaialion and coiislrntlion piu)i to llic granting oJ a con- 
siiiution penult 

1 Liniited Work Aulhon/atioiis (LWA) and aincndiucnts 

2 CorrespuiuiLMicc pertaining to vvoik pcrtoinied uiulei LWA s 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1 Document submiilod as purl ul the applications lor a sonsliuciion pcimit and upciiUing license 
entitled ‘Mnformation Requested by the A(toine\ Cicncral loi Antilrusi Review'" 

2 CorrcspondenLC wheic the pi unary topic ol discussion is antitrust matters 

3 All antitrust proceeding i elated doctinienls e\cept loi hearing transcripts, tesinnuny and hriek 
ings. which are Hied in category N 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains worddor-woid transcripts of hearings, testimony and briefings in anlilnist 
mailers Related correspondence falls m category M 


O. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1 Coricspondcncc and letter reports relating to Advisory Committee on Reactor Salcguards 
(ACRS) reviews 

2. Correspondence from ACRS 

3 Announcement of ACRS meetings 

4 Transmittal and acknowlcdgcmenl letters 

5 ACRS reports 

6 Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings 

7 Minutes at ACRS Subcommittee Meetings 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This flic assumes the position ol ihc Applicalion/Consiruction Stage (category A) llle loi geneta! 
technical items dated from the issuance of the opcialing license to the application lor lerniinaliun 
of the license 

1, Operating license amendments, purposed amendments changes and related correspondence 

2 Technical specincatiuns and changes. 



^ Backup leclinical doLiiiiienls (eg, (opiLd! reporls) subrnitlecl in support ot items I and 2 

4 Federal register notices citing availability of items 1 and 2 

5 Correspondence regarding the Final Salety Analysis Report (FSAR) 

6 All general technical correspondence, meeting announcements or meeting summaries i elating 
to technical specifications, the operating license or technical issues arising alter the issuance 
of the operating license 

7. Correspondence regarding codes (eg, ASMh). regulations, laws or changes m policy that may 
affect plant operation or bear on the operating license 

8. Information on the Standaid Review Plan (STP). 

Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R) 

10. Correspondence relating to NRCN Systematic Evaluation Progiam (SEP). 

1 I Owner's group meeting announcements and reports 

12 Quality assurance information. 

13 Environmental matters (technical) 

14. Emergency core cooling system documents. 

15 Radioactive waste information 

16. Correspondence regarding expansion of spent fuel storage pool 

17. Start-up test reports 

18. Correspondence and documentation on gencnc technical matters highliglited by an event at 
another facility which may affect the subject facility, not covered by an IE Bulletin. 

19. Reporls of site visit.s 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1 Inspection reporls 

2 IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant's deteiminalion of proprietary nature of inspection reports 

5. Letters concerning areas of nonconiphance. 

6. Pre-servicc and in-service inspections and procedmes 

7. Correspondence and oidcrs lelating to imposition and payment of civil penalties, including 
Notification of Significant Enfoicemcnt Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 


This. LiitcgDry inclucJcs pcimdic reports of j roiUine niiturc 

1 Mont Illy. scmiannuiiL or anniial operahng reports, (other ihdii linanctal) 

2 PeriodiL environmental inomlnniig. efnucnt testing, or Miniliir reports 

^ Perunlic personnel exposure reports 

4 Operational Logbooks 

Logbooks on Environmental L)al<i 
Logbooks on Radiologic.! I Du In 
Opera lions Log on Plant Systems Core 
Plain Status Sumniiiry Sheets 

5 Correspondence or other dociinienls relating to the above listed items 


S REPORTABLE OCCURRENCLS. PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all iiKiternils iclating to ahnormaL unusual, reportable or nonroutinc occur- 
rences or events. This includes. 

1 All 24-huur, 10-clay. 30-clay, interim and final Licensee Event Reports (LERs) and follow-iip 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences) 

2 Potential or possible reportable deficiency reports and related correspondence, 

3 Personnel exposure reports. 

4 Construction deficiency reports submitted undci 10 CFR 50,55e 

5, Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s), 

6, Environmental Technical Specifications violation reports and Environnienlal Event reptirls 
7 Part 21 Reports ol defects and nonconiphancc 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS. TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atoniii Salety and Liccming Appeal Board 
(ASLAB) transcripts 

2. Testimony and statements submitted lo ASLB and ASLAB. 

3 Commission meeting Iranscripts. 

4. NRC staff bncllngs to the Commission 

5. Statements and written testimony submitted at Cominissioii meeting or hearings 

6. Transcript.s of utility briefs lo NRC staff 

7. Advisory Committee on Reactor Safeguards (ACRS) mecling transcripts 

8. Corrections lo above items 



U CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


Tins category contains correspondence on substantive matters Routine i espouses to cunstiiuent 
iiujLiines are filed in category H 

1 Statements and testimony belore Congress or before bodies/committces appointed by the 
[ xecutivc or Legislative Branches 

2 Preparatory and backup documents for item 1 

3 Correspondence to and from NRC Office of Congressional Affairs. Congress and the Executive 
Branch on other than constituent response matters 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1 . Operator licenses or administrative information bearing on licensing of operators 

2 NRC examination results 

3 Power plant examination summary sheet 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (catcgoiy P) file for general technical 
Items from the application lor termination of the operating license onward 

1. Application for authority to voluntarily surrender license 

2. Application to dismantle the facility and dispose of component parts 

3 Technical documents submitted in support o( items I and 2. such as Decommissioning Plan. 
Dismantling Plan. Environmental Report on Dismantling. Safety Analysis Report on Decom- 
missioning 

4. Documents relating to disposal of radioactive matenal and decontamination of the site 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P 

X. ONSITE LOW-LEVEL WASTES STORAGE 

This category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified, 

1 . License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site,) 

2, All related correspondence and reports to the above, 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meeting Records 

This cjlegoiv contains dociinitMUation pertaining lo open and closed Commission meetings, II 

includes 

1 Sunsliinc Act Fedeial Regisiei notices. 

2 . Tud. wiiiien explanation of closed meetings. 

3 Certificaiion ol General Counsel on closed meetings. 

4 Commission Determination Slatcnienis legaidmg the public disdosuie ol transcripts ol 
Commission meetings 

5. Veibalim unollicial and olficial uansciipts oi poi lions of transcnpis ot open and closed 
Commission meetings made publicly available in accoidance with piovtsioiis ol IOC PR Pari 0, 
the Sunshine AcL and Commission policies. 

6. hnclostnes lo released iianscnpis. including applicable viewgraphs. stall papeis, ant! stall’ 
coiicspondcncc 

7. Stall lequircments memoianda foi open meetings, memoranda to lecoid: lecotd ol voles ol 
Commissioncis on items undei consideiation at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This categoiy contains documentation peiiaming lo ihe icsponsibilities of the Advisoiy Committee 
on Reactoi Safeguards. ACRS serves as an mdependeni advisoiy committee to the Commission in 
safeiy-ielaicd aieas. The coimmliee piovidcs advice with lespcct to the hazards ol now t)i exist- 
ing nucieai lacilities and the adequacy ol lelaietl safety standards. The documents in this categoiy 
are 


1. Verbatim transcripts o) ACRS subcommittee and lull committee meetings iclaiing to facility 
license applicaiions and safety-ielated matters 

2 . * ACRS meeting announcemenis, description of meeting agendas. 

3. ACRS-gencraied repoits. memoranda and conespondence ihat are publicly available 

4. ACRS consultant repoits, conimenis and lelaled coirespoiidence. 

5. ACRS and NRC technical conespondence pei taming lo safety inaiteis under leview by the 
Advisory Commiltee on Reactoi Satcguauls. 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of ail NRC advisory committees^ 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 


1 . Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 
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3 Meeting announcements; description of meeting agendas, 

4. Committee generated reports, memoranda, and correspondence that are publicly available, 

5. Committee related correspondence. 

COMMISSION - NRC Commissioners 

Tins calcgury Lontanis doiunientalion pei taming to the daily conduct ol Commission business m 
the Oltkc of ilie C omniissituK’is, including 

1 Incoming and outgoing coriospondenLe to and fioni the Commissioncis i elating to officia! 

NRC business, iikliuiing je ports and uthei enclosuics. 

2 Tiavel voucliers, leleplione logs and otiicial appoininieni calendars ol individual Commissioners 

3 Weekly Inlormation Reports (SI CY senes number) picpared by the hxecuiive Director tor 
Operaiions (I DO) tor the Coniniissioners, providing a summary of key events and items ot 
inieresl undertaken by individual stall and progiam offices. 

NOTI I Ol tianscripls m Commission meetings, sec lOCPR category. For all other staff papers 
\Mih a SI C'Y series designation piepared lor Commission levievv, sec SLCY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pei taming to APC and NR(’ contracts and hueiagency 
Agreemenis. including 

1. Notincalions ol issuance ol requesi lor proposal (KFP) and invitations lor bid (IFB). 

2. Soliciiahons (RIT oi IbB) issued by (he NRC. 

3. Nonricaiions ol coiuiact execution specilymg coniiaci lUimbeK pioiecl tiile, contractor 
name, coiuiaLi lypc, Uinding, and period ol perloimancc 

4 Coniiacuial diKumenis and con ti act mod Mica lions. M ativ. 

DISCLOSURE - Financial Disclosure Information 

rins category coniains financial disclosure miormailon in accordance with the Ft hies in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency lecoids and lecoids leleasou m accoidancc with the 

provisions of the Fieeilom ot Inloimation Act (FOfA). IDocunienis in this categoiy include 

1 Requests made bv any member ot the public (assigned an identifying numbet YY-NNN 
for last iwo digits ol the yeai luunencal sequence) toi NRC leeoids made in accoi dance 
wiih the piovisions ot the 1‘ieedoni ol liiloimauun Act. 

2. Conespoiidcnce beiween the NRC and the teqiiesier relevant to ihc piocessmg, appeal, 
denial or gi anting ol an i'OlA leqiiesl. 

3. Recoids oi poiiions ol lecords released in response to specific requests made undei FOIA. 
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GEN TECH IS - Generic Technical Issues 

Tins category con lams lecords pei taming to umesolved saletv issues ot a generic nature that are 
being analyzed b\ the Division of Nuclear React oi Regulaiion. 

1 Diall lepoils of action plans to accomplish geneiic tasks in the regulaioiy program 

2 Coi lespoiulence with nulustiv and internal correspondence legardmg the methodologies 
analyses, and piogiammatic and technical aspects oi issues 

3. Meeting noli Heat ions and miinues 

4. Inienin findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


l&E - Inspection and Enforcement 

This category contains bulletins, ciiculais and inloiniation nonces lliat aie issued by the Office oJ 
inspection and I nfoiceineni These issuances desenbe paiiictilar events ihai occur at a facility 
that mav reciuiio some tollow-up action on ihc pail ot licensees. Also included in this cutegory 
are prelirnmarv no nil cat ions ol events (PNGs) 

1 l&l CncuLns. which desciibe an event at a licensed taciliiy and arc inlormational in naliire 

2 l&E Inlornuuion Nonces, which are similar to ciiciilais but are preliminary in nature and 
issued shortlv aliei an event has occurred. 

.T liSiL Bu lie tins, which describe an event at a licensed lacihiy and request all recipients to 
peiloim ccitain actions as a lesull ol this event 

4 Pielmiinarv Notificanoiis ol hvenis (PNOs). which provide updated intormatiun ol an event 
ol saletv 01 pubhc mieiest significance 

NOTh For letters forw'arding the above issuances, u till tv responses (o such issuances, and 
related correspondence, see Category Qo( individual docket categories 

MISC ~ Public Document Room Miscellaneous 

Tins caiegorv contains documents that do not fall into the scope of the other noiidockeied 
categories 


NUREG - NUREG Reports and Related Correspondence 

These documents are lonnal repoils issued by the L S, Nutlear Regulator) Commission which 
carry ihe NLRLG senes code and coirespondence peitaining to those reports. NUREG reports 
aie acLOimis of woik performed enhei by the NRC stafl oi by NRC contractors 

1. These reports are normally final work products and are characterized by the following crilena 

a They aie predecisional documents which picsem intormation lo be consuJeied in 
Commission licensing and policy decisions. 

b They piesent the resulis ot Commission licensing and policy decisions. 

c They picseni ihe results of technical lesearch conducted foi the Commission 

2. Coriespondcncc horn mdusiry. goveinmeni and inteiesied members ol ihe public conmiejuing 
on reports oi requesting clan I ica I ion or interpietaiion, 

3. Inieinal NRC memoianda summaiizing meetings oi discussions pei laming lo the conttmt of 
the reports. 
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ORG - Correspondence with Other Organizations 

Tins category contains correspondence with professional organizations and associations, records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment, and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue Included are 

I Meeting summaries and technical correspondence between NRC and professional asscciations 
and international bodies, such as the Atomic Industrial Forum and the Iniernational Atomic 
Energ> Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility, eg, EPA has authority 
to control all radioactive pollutants emitted into the air 

3. Internal memoranda, correspondence between NRC and Congress, and other teclimca) cor- 
respondence dealing with the role and activities of the Office of Standards Development 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed bv 
parties on such topics as fire protection and re-analysis of the capacity ol operating U.S 
plants to withstand eartlujuakes. 

NOTE For Regulatory Guides and comments lo Regulatory Guides issued by the NRC Office 
of Standards Development, sec the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR ™ Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or lepeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
niination that sufficient grounds eust for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category arc. 


1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, siatenients, information, opinions or argiiinenis on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nucleai industry, organizations and other parties for written interpretations 
of the PR 


PRM — Petition for Rulemaking 

This category contains records dealing vvuh petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petnions filed by any interested person or party lo issue, amend or rescind an NRC 
regulation. 

2, Federal Register cause notices of the filing of the petition. 



3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition, 

4 Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or m opposition to the PRM, 


NOTE For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities, and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes arc identified with a ‘‘F' 
prefix, followed by a series of numbers. 

I ”Pre-dockeied" commercial nuclear power plants 

This category contains all documentaiion up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
tlie same categories as those used for the Docket 50 senes. 

A. Application/Construction Stage 

J, Application submitted by the utility. 

2, Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3, Applicant's Quality Assurance Manual 

4, Early site review information. 

5, Backup technical documents submitted m support of the application. 

6, Early site visits, 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G, Adjudicatory Correspondence 

1. Motions, briefs, orders, et ai pertaining to pre-hearing conferences, if any. 

M, Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 



Q. Inspeclion Reports 


1 Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Govern men I -owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per^ 
sonne! related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Non compliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include. 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3, NRC inspeclion reports of defects cited 

4, Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign^ that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Pan 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities, Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 

findings. 


regulatory guides issued by the Commission and related cor- 
the industry and the public methods acceptable to the NRC 
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btaff lor implementing specific parts ol the NRC’s regulations. They also delineate tecliniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are 

1. Federal Register notices announcmg the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides 

3. NRC value/impact assessment and industry codes, wlien applicable, that pertain to the issuance 
Of a specific Regulatory Guide. 

4. Coniincnis submitted by the nuclear industry and interested members of the public regaidmg 
a proposed Regiilaiory Guide 

5. Sumniars ol meetings held in llic NRC to discuss proposed Regulatory Guides 

NOT] For documentation pertaining to other work products and activities of the NRC Office 
o( Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This categors contains reports, generall> of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentaiion per- 
taining to research activities of the Commission. Included are 

1. Project description documents 

2. Letter reports of accomplishments and data reports, for example. 

a. model documentaiion reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction repoits. 

4. “Quick look'' reports. 

5. Intormal expenmental data reports and post-irradiaiion examination analyses. 

6. Conceptual design descriptions. 

7. Lcttei reports of foreign travel and sue visits by contractors. 

8. Leiio!, nioiitlily. quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Rcseaich Informaiion Letters (RILs) tiansmiiling the documented results from com- 
pleted research programs. 

NOTE For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 



defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of researdi 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are 

1 Agendas for quarterly review group meetings 

2 Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3 Research plans and predicted results of major experiments, presentations by research contractors. 

4 Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies, 

5 Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in tins category 
include 

1, Designations of the presiding officer and any special directions for the conduct of the hearing. 
2 Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statemenis submitted by parties to the hearings, 

4, Hearing board orders and rulings. 

5, Technical reports submitted as evidence in the proceeding, 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code, Included are: 

1, Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments m planning responses to radiological emergencies, and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensmg and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a, cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance 

b. technical assistance to Agreement States in reviewing appheations, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations ;i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE. For specific uranium milling and mining projects m which the Agency is providing technical 
assistance to States, see the Projects category 


TOPREP - Vendor Reports and Related Correspondence 

Tins category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such teclmical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors, 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE For reports submitted by utilities that are wriifen by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC*s interaction with DOE and its future 
role in licensmg and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories, 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Corrcbponcicnce pertaining to NRC’s advisoiy role in providing DOh wiili leLhnical assistance 
m the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes 

4 NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials Included are: 

1. License applications ami amendments to export or import special nuclear material, source 
maieriahbyproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment, 

3 Commission letters requesting Executive Branch views 

4 Review and findings ol the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security 

5, Correspondence from foreign governments, international organi:^aiions, and members of the 
public 

6, Stafl position papers (SECY scries code) prepared for Commissioners review ol impuit or 
export licenses. 

7, Filings pursuant to licaiing requests or intervention petitions, if any. 

5 Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
legarding the Commission decision on issuance of a proposed license, 

10. Licenses, license amendments and license renewals for types specified in item i 

NOTh Foi transcripts of Commission meetings and papers submilled for Commissioner 
consideration or infoimation, see lOCFR category. 
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